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PREFACE 

The  Title  List  of  Documents  Made  Publicly  Available  is  a  monthly  publication.  It  contains  descriptions  of 
the  information  received  and  generated  by  the  U.S.  Nuclear  Regulatory  Commision  (NRC).  This  informa- 
tion includes  (1)  docketed  material  associated  with  civilian  nuclear  power  plants  and  other  uses  of  radioactive 
materials  and  (2)  nondocketed  material  received  and  generated  by  NRC  pertinent  to  its  role  as  a  regulatory 
agency.  As  used  here,  docketed  does  not  refer  to  Court  dockets;  it  refers  to  the  system  by  which  NRC 
maintains  its  regulatory  records.  This  series  of  documents  is  indexed  by  a  Personal  Author  index,  a  Corporate 
Source  Index,  and  a  Report  Number  Index. 

The  docketed  information  includes  the  information  formerly  issued  through  the  Department  of  Energy's 
Technical  Information  Center  under  the  title  Power  Reactor  Docket  Information  (PRDI)  and,  in  addition, 
information  received  or  generated  on  other  uses  of  radioactive  materials.  The  fast  issue  of  PRDI,  published 
in  January  1979,  was  an  annual  cumulation  of  the  information  for  1978.  The  Title  List  series  initiated  by 
this  document  replaces  PRDI,  which  will  no  longer  be  prepared.  Plans  for  providing  microfiche  of  the 
docketed  material  will  be  announced  in  a  future  issue  of  the  Title  List  and  in  other  mailings  and 
announcements. 

We  are  making  the  monthly  issues  produced  in  1979  available  free  to  all  who  subscribed  to  PRDI  in  Calendar 
Year  1978.  We  are  doing  this  to  encourage  your  comments,  criticisms,  and  suggestions.  In  particular,  if 
there  are  title  descriptions  that  are  not  meaningful,  please  let  us  know  so  that  we  can  correct  the  data  base. 
In  so  far  as  possible,  we  would  like  this  document  to  be  a  valuable  part  of  your  reference  material.  Near  the 
end  of  1979,  subscriptions  will  be  solicited  for  Calendar  Year  1980  at  a  fee  yet  to  be  established. 

DOCKETED  ITEMS 

Beginning  with  Vol.  1 ,  No.  4,  the  listings  within  dockets  are  divided  into  the  categories  used  for.filing  and 
searching  in  the  NRC  Public  Document  Room.  Those  categories  are; 

A.  Application/construction  stage  documents  and  correspondence 

B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR),  amendments 

C.  Utility  Environmental  Report  (ER),  amendments  and  correspondence 

D.  NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES),  and  correspondence 

E.  NRC  Safety  Evaluation  Report  (SER),  supplements  and  correspondence 

F.  Security,  medical,  emergency  and  fire -protection  plans 

G.  Adjudicatory  correspondence 
H.  General  correspondence 

I.  Financial  information 

J.  Insurance  and  indemnity  information 

i  K,  Utility  Final  Safety  Analysis  Report  (FSAR)  and  amendments 

L.  Limited  work  authorization  and  related  correspondence 

M.  Antitrust  correspondence 

N.  Antitrust  hearing  transcripts 

0,  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  reports  and  correspondence 

P,  Operating  license  stage  documents  and  correspondence 


Q.  Inspection  reports,  IE  Bulletins  and  correspondence 

R.  Periodic  operating  reports  and  related  correspondence 

S.  Reportage  occurrences,  LERs  and  related  correspondence 

T.  Hearing  transcripts  on  non-antitrust  matters 

Appendix  A  sets  forth  those  categories  and  describes  the  materials  available  in  each.  Omission  of  a 
category  in  the  listing  for  a  docket  indicates  that  no  documents  in  that  category  were  filed  in  the  time 
period  of  the  report. 

The  principal  elements  of  the  entries  in  the  list  are: 

(T)    P-    Operating  license  stage  documents  &  correspondence 

(  2 )  /TN 


^904170015  Forwards  info  on  TMI:JM  Hendrie  79041 0  testimony,  preliminary 
unronology  of  NRC  actions,  description  or  events  &  generic  consideration 
of  incident. 

REHM,  T.A.  Office  of  the  Executive  Director  for  Operations. 
79/04/12.)     93pp.     , 


1 .  NRC/PDR  Document  category  (see  Appendix  A). 

2.  NRC  Accession  Number 

3.  Description  ofinformation  contained  in  thedoctiment 

4.  Personal  author.  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author. 

5.  Corporate,  agency  or  no n individual  source 

6.  Date  of  document  described 
1,  Pages  in  document 

8.  If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room, 
1717  H  St.,  N.W.,  Washington,  D.C.  20555.  If  this  space  is  filled,  it  gives  other  sources  for  copies  of  the 
document.  The  entry  may  be  "Available  at  NRC"  for  sale;  "Available  at  NTIS";  or  ''Available  at  GPO." 


The  Docketed  Items  list  is  arranged  sequentially  by  Docket  Number,  category,  and  then  by  date  of  principal 
items.  Entries  indented  and  preceded  by  a  dash  are  items  that  were  submitted  as  enclosures  to  principal  items. 
In  general,  indented  items  are  not  in  accession  number  sequence.  If  the  docketed  document  has  a-contract 
(FIN)  number  or  a  formal  report  number,  it  will  appear  In  the  last  line  of  the  item  following  entry  5. 

NONDOCKETED  ITEMS 

Beginning  with  Vol.  1,  No.  6,  the  nondocketed  Items  are  divided  into  the  categories  used  for  filing  and 

searching  in  the  NRC  Public  Document  Room.    Those  categories  and  their  symbols  are: 

10CFR  -  Commission  Meeting  Records 

ACRS  -  Advisory  Committee  on  Reactor  Safeguards 

AGREEMENT  -  State  Agreements  and  Programs 

COMMISSION  -  NRC  Commissioners 

CONTRACT  -  NRC  Contracts  and  Modifications 

FOIA  —  Freedom  of  Information  Act  Requests  and  Releases 

GEN  TECH  IS  -  Generic  Technical  Issues 

I&E  —  Inspection  and  Enforcement 

NUREG  -  NUREG  Reports  and  Related  Correspondence 

ORG  —  Correspondence  with  other  organizations 

PR  -  Proposed  Rule 

PRM  -  Petition  for  Rulemaking 

PROJ  —  Projects-Predocket  Licensing 

PT2I  -  Noncompliance  Reports  and  Related  Correspondence 


VI 


QA999  —  Quality  Assurance  Inspections 

REGGD  -  Regulatory  Guides 

RES  -  Research  and  Technical  Assistance  Reports 

REVIEW  GRP  -  NRC  Research  Review  Groups 

RM  —  Rulemakings 

SECY  -  Position  Papers  Before  the  Commission 

TOPREP  -  Vendor  Reports  and  Related  Correspondence 

WASTE  MGT  -  Nuclear  Waste  Management 

XPORTLIC  -  Export  and  Import  Licenses 

Appendix  B  sets  forth  these  categories  and  describes  ihe  material  available  in  each.    Omission  of  a  category 
in  the  listing  for  a  docket  indicates  that  no  documents  In  that  category  were  filed  in  the  lime  period  of  the 

report. 

The  principal  elements  of  the  nondocketed  items  are: 

(7)  NUREG  -  NUREG  Reports  and  Related  Correspondence 


7001060007  NUREG/CR-0161 

"Dynamic  Analysis  to  Establish  Normal  Shock  &  Vibration  Environs 
Experienced  by  Radioactive  National  Shipping  Package,"  Quarterly 
Progress  Report  7801 01-780331.  Identifies  parameters  which  affect 
normal  shock  &  vibration  environs. 

FIELDS,  S.R.,  MECH,  S.J.  Han  ford  Engineering  Development  Laboratory. 
FIN  A-2093.f  78/1 1/30.  26pp.  Available  at  NTIS.  \ 

"  " _i  V 


\ 

2)      (53     (83         (9)  00)  (6] 

1.  Nondocketed  category 

2.  NRC  Accession  Number 

3.  NRC  Report  Number 

4.  Title  and  description  of  information  contained  in  the  document 

5.  Personal  authpr(s).  An  asterisk  in  this  position  indicates  that  there  is  no  personal  author 

6.  ^Corporate,  agency  or  other  nonimUvidual  source 

7.  Contract  or  financial  (FIN)  number  (if  any).  If  the  document  has  a  secondary  report  number  it  will 
appear  following  this  entry. 

8.,  Date  of  document  described 

9.  Pages  in  document 

10.  If  this  space  is  blank,  the  document  is  available  to  the  public  only  in  the  NRC  Public  Document  Room, 
1717  H  St.,N.W.,  Washington,  D.C.  20555.  If  this  space  is  filled,  it  gives  other  sources  for  copies  of 
the  document.  The  entry  may  be  "Available  at  NRC"  for  sale;  "Available  at  NTIS";  or  Available  at 
GPO." 

The  Nondocketed  Items  list  is  arranged  sequentially  by  Accession  Number  within  category.    Indented 
items  preceded  by  a  dash  are  enclosures  to  unindented  items. 


vii 


NOTES: 

1.  The  address  for  NTIS  is: 

National  Technical  Information  Service 
Springfield,  Virginia  22161 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  at  NTIS,  either  write  to 
NTIS  or  call  the  Sales  Desk  at  (703)  557-4650.  Specify  the  NRC  report  number  and  title  when  you 
place  your  order.  Publications  can  be  charged  to  American  Express  credit  cards ;  supply  the  charge- 
card  number  when  placing  your  order. 

2.  The  address  forGPOis: 

Superintendent  of  Documents 
Government  Printing  Office 
Washington,  D.C.  20402 

To  place  orders  for  or  to  obtain  price  information  about  NRC  publications  at  GPO,  either  write  to 
GPO  or  call  the  Inquiry  Desk  at  (202)  783-3238.  Publications  can  be  charged  to  VISA  or  Master- 
charge  credit  cards;  supply  the  chargecard  number  when  placing  your  order. 

3.  The  address  for  the  PDRis: 

1717  H  Street,  N.W. 
Washington,  D.C.  20555 

To  place  orders,  either  write  to  the  NRC  PDR  or  call  (202)  634-3274.  When  ordering  documents  listed 
In  this  publication,  please  identify  the  Document  Accession  Number  for  each  citation. 

Paper  copy  and  microfiche  of  the  documents  listed  in  this  title  list  may  be  purchased.  Reproduction 
charges  for  duplication  are  as  follows:  8£  per  page  for  standard  size  paper;  1 1  i  per  page  for  oversized 
paper  (drawings);  25^  per  microfiche  for  24x  diazo  duplicates.  A  minimum  charge  of  $2.00  plus 
postage  is  charged  for  mail  orders. 

Please  acknowledge  a  willingness  to  assume  charges  for  all  orders  but  do  not  send  payments.  Orders 
will  be  processed  and  mailed  with  a  bill  from  Potomac  Research,  Inc. 
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ARRANGEMENT  OF  ITEMS  BY  DOCKET  NUMBER 


Docket  Name 

27-039         Nuclear  Engineering  Co.,  Sheffield, 
IL 

27-047         Chem-Nuclear  Systems,  Barnwell, 
SC 

40-0299         Union  Carbide  Corp. 
40-0672         Nuclear  Metals,  Inc. 
40-1162        Western  Nuclear,  Inc. 

40-1341         Edgemont  Uranium  Mine,  TVA,  and 
Mines  Development,  Inc. 

40-1571         Interior,  Dept.  of,  Geological  Survey 

40-2061         West  Chicago  Faculty,  Kerr-McGee 
Corp.' 

40-225  9  Pathfinder  Mines  Corp, 

40-3392  Allied  Chemical  Corp. 

40-3453  Atlas  Minerals 

40-4492  Federal  American  Partners 

40-6622  Pathfinder  Mines  Corp. 

40-6837  National  Naval  Medical  Center 

40-7097  Molycorp,  Inc. 

40-7578  Cabot  Corp.,  Satellite  Division 

40-7869  Plateau  Resources,  Ltd. 

40-7994  Gcisinger  Medical  Center,  Danville,  PA 

40-8027  Kerr-McGeeCorp. 

40-8064         Exxon  Minerals  Co.  USA,  Exxon 
Corp. 

40-8084         Lisbon  Mine,  Rio  Algom  Corp. 

40-8102         Exxon  Minerals  Co.  USA,  Exxon 
Corp. 

40-8304  Wyoming  Mineral  Corp, 

40-8305  3M  Static  Control  System 

40-8380  Rocky  Mountain  Energy  Co. 

40-8406  Posses  Co. 


Page 

Docket 

1 

40-8452 

40-8477 

1 

40-8502 

1 

40-8584 

1 

40-8585 

2 

40-8625 

2 

40-8675 

40-8681 

2 

40-8689 

2 

40-8692 

3 

40-8693 

3 

40-8698 

3 

'40-8721 

3 

40-8725 

3 

40-8726 

3 

40-8727 

3 

40-8729 

3 

40-8731 

3 

40-8746 

3 

40-8747 

3 

40-8748 

4 

40-8749 

40-8751 

4 

40-8752 

4 

40-8753 

4 

40-8754 

4 

50-2 

4 

50-3 

4 

50-5 

Name  page 

Bear  Creek  Uranium  Co.  4 

The  Boeing  Co.  4 

Iragary  Mine,  Wyoming  Mining  Corp.  4 

Union  76  Minerals  Exploration  Co.  5 

Wyoming  Mineral  Corp.  5 

Drs.  Wood,  Hewitt,  Haiigan  5 

Energy  Fuels  Nuclear,  Inc.  5 

Energy  Fuels  Nuclear,  Inc.  5 

Puerto  Rico,  Univ.  of  5 

Cotter  Corp.  5 

Ogle  Petroleum,  Inc.  6 

Plateau  Resources,  Ltd.  6 

Rocky  Mountain  Energy  Co.  6 

Gulf  Mineral  Resources  Co.  6 

New  Mexico  Health-Environment  Dept.  6 

Kerr-McGee  Nuclear  Corp.      '  6 

Pioneer  Uravan,  Inc.  6 

Phillips  Uranium  Corp.  6 

Dawn  Mining  Co.  7 

Everest  Minerals  Corp.  7 

Cyprus  Mines  Corp.,  Uranium  Division  7 

Edlow  International  Co.  7 

Cotter  Corp.  7 

Final  Minerals  and  Mining,  Ltd.  7 

California,  State  of  7 

Colorado  Dept.  of  Health  7 

Univ.  of  Michigan  Research  Reactor  8 

Indian  Point  Station,  Unit  1  8 

Pennsylvania  State  Univ.  Research  9 
Reactor 


IX 


Docket  Name 

50-6         Battelle  Memorial  Institute  Research 
Reactor 

50-10          Dresden  Nuclear  Power  Station, 
Unit  1 

50-13          Babcock  &  Wilcox  Co.  Critical 
Facility 

5048          Valledtos  Boiling  Water  Reactor 

50-20         Massachusetts  Institute  of  Technology 
Research  Reactor 

50-22         Weslinghouse  Tesl  Reactor 

50-24         General  Electric  Co.  Critical 

Experiment 

50-27         Washington  State  Univ.  Research 

Reactor 

50-29  Yankee-Rowe  Nuclear  Power  Station 

50-34  Yankee  Atomic  Power  Reactor 

5047  Army  Materials  Research  Reactor 

50-54  Union  Carbide  Research  Reactor 

50-62  Univ.  of  Virginia  Research  Reactor 

50-70  General  Electric  Test  Reactor 

50-72  Univ.  of  Utah  Research  Reactor 

50-73  General  Electric  Nuclear  Test  Reactor 

50-77         Catholic  Univ.  of  American  Research 
Reactor 

50-83  Univ.  of  Florida  Training  Reactor 

50-84  Univ.  of  California  Research  Reactor 

50-87  Westtnghouse  Critical  Experiment 

50-99  Batcock  &  Wilcox  Test  Reactor 

50-106  Oregon  State  Univ. 

50-1 1 1         North  Carolina  State  Univ.  Research 

Reactor 

50-1 16         Iowa  State  Univ.  Research  Reactor 
50423         Univ.  of  Missouri  Research  Reactor 

50-124         Virginia  Polytech  Institute  Training 
Reactor 

50428        Texas  A&M  Univ.  Research  Reactor 
50-129        West  Virginia  Univ.  Research  Reactor 

50-1 31         Omaha  Veterans  Administration 
Hospital  Research  Reactor 


Page 

Docket 

10 

50-133 

50-134 

10 

50-142 

13 

50-146 

13 

50-148 

13 

50-150 

13 

50-151 

13 

50453 

50-155 

13 

50-156 

13 

50-160 

15 

50-170 

15 

50482 

15 

50484 

15 

50-186 

15 

50-188 

16 

50491 

16 

16 

50-193 

16 

50-199 

16 

50-200 

16 

50-201 

16 

50-206 

16 

50-213 

17 

50-219 

50-220 

17 

17 

50-224 

17 

50-225 

17 

50-226 

17 

50-228 

17 

Name  Page 

Humboldt  Bay  Power  Plant,  Unit  3  17 

Worcester  Poly  tech  Institute  18 
Research  Reactor 

UCLA  Training  Reactor  19 

Saxton  Nuclear  Experimental  19 

Facility 

Uaiv.  of  Kansas  Research  Reactor  19 

Ohio  State  Univ.  Research  Reactor  19 

Univ.  of  Illinois  Research  Reactor  19 

Bettis  Critical  Facility  19 

Big  Rock  Point  Nuclear  Plant  19 

Univ.  of  Wisconsin  Research  Reactor  22 

Georgia  Institute  of  Technology  22 
Research  Reactor 

National  Naval  Medical  Center  22 

Purdue  Univ.  Research  Reactor  22 

National  Bureau  of  Standards  Reactor  22 

Univ.  of  Missouri  Research  Reactor  23 

Kansas  State  Univ.  Research  Reactor  23 

Babcock  &  Wilcox  Co.  Critical  23 
Facility 

Rhode  Island  &  Providence  23 

PlantationsAEC 

Manhattan  College  Research  Reactor  23 

Babcock  &  Wilcox  Test  Reactor  23 

West  Valley  Reprocessing  Plant  23 

San  Onofre Nuclear  Station,  Unit  1  23 

Haddam  Neck  Plant  26 

Oyster  Creek  Nuclear  Power  Plant  27 

Nine  Mile  Point  Nuclear  Station,  30 
Unit  1 

Univ.  of  California  Research  32 
Reactor 

RPI  Critical  Experiment  32 

Tarapur  Atomic  Project,  India  33 

Aerotest  Radiography  &  Research  33 
Reactor 

50-237          Dresden  Nuclear  Power  Station,  Unit  2  33 


Docket  Name 

50-243          Oregon  State  Univ.  Research  Reactor 

5  0-244         Robert  Emmet  Ginna  Nuclear  Plant, 
Unit  1 

50-245          Millstone  Nuclear  Power  Station, 
Unitl 

50-247  Indian  Point  Station,  Unit  2 

50-249  Dresden  Nuclear  Power  Station,  Unit  3 

50-250  Turkey  Point  Plant,  Unit  3 

5  0-25 1  Turkey  Point  Plant,  Unit  4 

50-254  Quad-Cities  Station,  Unit  1 

50-255  Palisades  Nuclear  Plant 

50-259         Browns  Ferry  Nuclear  Power  Station, 
Unitl 

50-260         Browns  Ferry  Nuclear  Power  Station, 

Unit  2 

50-261         H.  B.  Robinson  Plant,  Unit  2 

50-262         Brigliam  Young  Univ.  Research 
Reactor 

50-263  Monticello  Nuclear  Generating  Plant 

50-264  Dow  Chemical  Co.  Research  Reactor 

50-265  Quad-Cities  Station,  Unit  2 

50-266  Point  Beach  Nuclear  Plant,  Unit  1 

50-267         Fort  St.  Vrain  Nuclear  Generating 

Station 

50-269         Oconee  Nuclear  Station,  Unit  1 
50-270         Oconee  Nuclear  Station,  Unit  2 

50-271         Vermont  Yankee  Nuclear  Power 
Station 

50-272         Salem  Nuclear  Generating  Station, 
Unitl 

50-274         U.S.  Geological  Survey  Research  Reactor 

5  0-275         Diablo  Canyon  Nuclear  Power  Plant, 
Unitl 

50-276         Georgia  Institute  of  Technology 
Research  Reactor 

50-277         Peach  Bottom  Atomic  Power  Station, 
Unlt2 

50-278         Peach  Bottom  Atomic  Power  Station, 
Units 

50-280         Surry  Power  Station,  Unit  1 


Page 

Docket 

35 

50-281 

35 

50-282 

50-284 

37 

50-285 

40 

50-286 

43 

50-287 

45 

50-288 

47 

50-289 

49 

50-293 

51 

50-294 

54 

50-295 

56 

50-296 

57 

50-297 

60 

50-298 

60 

50-301 

62 

50-302 

62 

50-304 

64 

50-305 

66 

50-306 

50-309 

67 

50-311 

71 

74 

50-312 

75 

50-313 

50-315 

80 

80 

50-316 

81 

50-317 

81 

50-318 

84 

50-320 

87 

50-321 

Name 

Surry  Power  Station,  Unit  2 
Prairie  Island  Nuclear  Station,  Unit  1 
Idaho  State  Univ.  Research  Reactor 
Fort  Calhoun  Station,  Unit  1 
Indian  Point  Station,  Unit  3 
Oconee  Nuclear  Station,  Unit  3 
Reed  College  Research  Reactor 

Three  Mile  Island  Nuclear  Station, 
Unitl 

Pilgrim  Nuclear  Power  Station,  Unit  1 
Michigan  State  Univ.  Research  Reactor 
Zion  Nuclear  Power  Station,  Unit  1 

Browns  Ferry  Nuclear  Power  Station, 
Unit  3 

North  Carolina  State  Univ.  PULSTAR 
Reactor 

Cooper  Nuclear  Station 
Point  Beach  Nuclear  Plant,  Unit  2 
Crystal  River  Nuclear  Plant,  Unit  3 
Zion  Nuclear  Power  Station,  Unit  2 
Kewaunee  Nuclear  Power  Plant 
Prairie  Island  Nuclear  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 

Salem  Nuclear  Generating  Station, 
Unit  2 

Rancho  Seco  Nuclear  Generating 
Station 

Arkansas  Nuclear  One,  Unit  1 

Donald  C.  Cook  Nuclear  Power  Plant, 
Unitl 

Donald  C.  Cook  Nuclear  Power  Plant, 

Unit  2 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unitl 

Calvert  Cliffs  Nuclear  Power  Plant, 

Unit  2 

Three  Mile  Island  Nuclear  Station, 
Unit  2 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  1 
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50-322         Shoreham  Nudea*  Power  Station 

50-323         Diablo  Canyon  Nuclear  Power  Plant, 
Unit  2 

50-324         Brunswick  Steam  Electric  Plant, 
Unit  2 
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50-335  St.  Lucie  Plant,  Unit  1 

50-336  Millstone  Nuclear  Power  Station,  Unit  2 

50-338  Nortli  Anna  Power  Station,  Unit  I 

50-339  North  Anna  Power  Station,  Unit  2 

50-341         Enrico  Feimi  Atomic  Power  Plant, 
Unit  2 

50-344        Trojan  Nuclear  Plant 

50-346         Davis-Besso  Nuclear  Power  Station, 
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50-348  Joseph  M.  Farley  Nuclear  Plant,  Unit  1 

50-352  Limerick  Generating  Station,  Unit  1 

50-353  Limerick  Generating  Station,  Unit  2 

50-354  Hope  Creek  Nuclear  Station,  Unit  1 

50-355  Hope  Creek  Nuclear  Station,  Unit  2 

50-356        Univ,  of  Illinois  LOPRA  Research 
Reactor 

50-358        William  H,  Zimmer  Nuclear  Station, 
Unit  1 

50-360        Battelle  Memorial  Institute  Critical 
Facility 

50-361         San  Qnofie  Nuclear  Station,  Unit  2 
50-362         San  Onofre  Nuclear  Station,  Unit  3 
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Forked  River  Nuclear  Station, 
Unitl 

Joseph  M.  Farley  Nuclear  Plant, 
Unit  2 

Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 
Ballly  Generating  Station 
Arkansas  Nuclear  One,  Unit  2 

William  B.  McGuire  Nuclear  Station, 
Unitl 

William  B.  McGuiie  Nuclear  Station, 
Unit  2 

LaSalle  County  Station,  Unit  1 
LaSalle  County  Station,  Unit  2 

North  Coast  Nuclear  Plant,  Puerto 
Rico 

Waterford  Generating  Station,  Unit  3 

Susquehanna  Steam  Electric  Station, 
Unitl 

Susquehanna  Steam  Electric  Station, 

Unit  2 

St.  Lucie  Plant,  Unit  2 

Watts  Bar  Nuclear  Plant,  Unit  1 

Watts  Bar  Nuclear  Plant,  Unit  2 

Chin-shan  Power  Reactor,  Unit  1, 
Taiwan 

California  State  Polytechnic  College 
Research  Reactor 

Virgil  C.  Summer  Nuclear  Station, 
Unitl 

Univ.  of  Virginia  Cavalier  Reactor 
WPPSS  Nuclear  Project,  Unit  2 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  1 

Sheaion  Harris  Nuclear  Power  Plant, 
Unit  2 

Shearon  Harris  Nuclear  Power  Plant, 
Unit3 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  4 

North  Anna  Power  Station,  Unit  3 
North  Anna  Power  Station,  Unit  4 
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50-406  Tuskegee  Institute  Research  Reactor 

50-407  Univ.  of  Utah  Research  Reactor 

50409  La  Crosse  Boiling  Water  Reactor 

50-410  Nine  Mile  Point  Nuclear  Station,  Unit  2 

50412  Beaver  Valley  Power  Station,  Unit  2 

50413  Catawba  Nuclear  Station,  Unit  1 

50414  Catawba  Nuclear  Station,  Unit  2 

50416  Grand  Gulf  Nuclear  Station,  Unit  1 

50417  Grand  Gulf  Nuclear  Station,  Unit  2 

50-423  Millstone  Nuclear  Power  Station, 
Unit  3 

50424  Alvln  W.  Vogtle  Nuclear  Plant,  Unit  1 

50425  Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 

50429  Lemoniz  Nuclear  Station,  Unit  2, 
Spain 

50433  UC-Santa  Barbara  Research  Reactor 

50434  Surry  Power  Station,  Unit  3 

50435  Surry  Power  Station,  Unit  4 
STN-50437  Floating  Nuclear  Plant 

50438  Bellefonte  Nuclear  Plant,  Unit  1 

50439  Bellefonte  Nuclear  Plant,  Unit  2 

50440  Perry  Nuclear  Power  Plant,  Unit  1 

50441  Perry  Nuclear  Power  Plant,  Unit  2 

50443  Seabrook  Nuclear  Station,  Unit  1 

50444  Seabrook  Nuclear  Station,  Unit  2 

50445  Comanche  Peak  Steam  Electric 

Station,  Unit  1 

50446  Comancho  Peak  Steam  Electric 

Station,  Unit  2 

50448  Douglas  Point  Nuclear  Station,  Unit  1 

50449  Douglas  Point  Nuclear  Station,  Unit  2 

50454  Byron  Station,  Unit  1 

50455  Byron  Station,  Unit  2 

50456  Braidwood  Station,  Unit  1 

50457  Braidwood  Station,  Unit  2 

50458  River  Bend  Station,  Unit  1 
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River  Bend  Station,  Unit  2 
WPPSS  Nuclear  Project,  Unit  1 
Clinton  Power  Station,  Unit  1 
Clinton  Power  Station,  Unit  2 
Fulton  Generating  Station,  Unit  1 
Fulton  Generating  Station,  Unit  2 
Aliens  Creek  Nuclear  Station,  Unit  1 
Aliens  Creek  Nuclear  Station,  Unit  2 
CESSAR  System  80 
Pilgrim  Nuclear  Power  Station,  Unit  2 
Wolf  Creek  Generating  Station 
Calloway  Plant,  Unit  1 
Tyrone  Energy  Park,  Unit  1 

Sterling  Power  Project  Nuclear, 
Unit  1 

Calloway  Plant,  Unit  2 
Perkins  Nuclear  Station,  Unit  1 
Perkins  Nuclear  Station,  Unit  2 
Perkins  Nuclear  Station,  Unit  3 
Cherokee  Nuclear  Station,  Unit  1 
Cherokee  Nuclear  Station,  Unit  2 
Cherokee  Nuclear  Station,  Unit  3 
SWESSAR-P1 
South  Texas  Project,  Unit  1 
South  Texas  Project,  Unit  2 

Davls-Besse  Nuclear  Power  Station, 
Unit  2 

Davis-Bcsse  Nuclear  Power  Station, 
Unit  3 

Haven  Nuclear  Plant,  Unit  1 
Haven  Nuclear  Plant,  Unit  2 
Koshkonong  Nuclear  Plant,  Unit  1 
Koshkouong  Nuclear  Plant,  Unit  2 
Koshkonong  Nuclear  Plant,  Unit  3 
Koshkonong  Nuclear  Plant,  Unit  4 
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STN-50-508  WPPSS  Nuclear  Project,  Unit  3 

STN-50-509  WPPSS  Nuclear  Project,  Unit  5 

50-510  Blue  Hills  Station,  Unit  1 

50-511  Blue  Hills  Station,  Unit  2 

50-5 13  WPPSS  Nuclear  Project,  Unit  4 

50-514  Pebble  Springs  Nuclear  Plant,  Unit  1 

50-515  Pebble  Springs  Nuclear  Plant,  Unit  2 

STN-5  0-516  Jamesport  Nuclear  Station,  Unit  I 

STN-50-517  Jamespoit  Nuclear  Station,  Unit  2 

STN-50-518  Hartsville  Nuclear  Plant,  Unit  1 

STN-50-519  Hartsville  Nuclear  Plant,  Unit  2 

STN-50-520  Hartsville  Nucleai  Plant,  Unit  3 

STN-50-521  Hartsville  Nuclear  Plant,  Unit  4 

STN-50-522  Skagit  Nuclear  Power  Project, 
Unit  1 

STN-50-523  Skagit  Nuclear  Power  Project, 
Unit2 

STN-50-528  Palo  Verde  Nuclear  Station,  Unit  1 

STN-50-529  Palo  Verde  Nuclear  Station,  Unit  2 

STN-50-530  Palo  Veide  Nuclear  Station,  Unit  3 

50-537  Clinch  River  Breeder  Reactor 

50-538  Memphis  State  Univ.  Research 

Reactor 

STN-50-545  RESAR-3S 

STN-50-546  Marble  Hill  Nuclear  Station,  Unit  1 

STN-50-547  Marble  Hill  Nuclear  Station,  Unit  2 

50-549  Green  County  Nuclear  Power  Plant 

STN-50-553  Phlpps  Bend  Nucleai  Plant,  Unit  1 

STN-50-554  Phlpps  Bend  Nuclear  Plant,  Unit  2 

50-555  TRIGA  Marie  HI 

STN-5  0-556  Black  Fox  Station,  Unit  1 

STN-50-557  Black  Fox  Station,  Unit  2 

STN-50-566  Yellow  Creek  Nuclear  Plant,  Unit  1 

STN-50-567  Yellow  Cieek  Nuclear  Plant,  Unit  2 

STN-50-568  NEP  Nuclear,  Unit  1 
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NEP  Nuclear,  Unit  2  333 

Bagnac  Nuclear  Power  Project,  333 
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70-0820  United  Nuclear  Corp. 

70-0824  Babcock  &  Wilcox  Co. 

70-0925  Cimarron  Facility,  Keir-McGee  Corp, 

70-0984  Pacific  Northwest  Lab 

70-1100  Combustion  Engineering,  Inc. 

70-1113  General  Electric  Co. 

70-1143  Westinghouse  Electric  Corp. 

70-1151  Westinghouse  Electric  Corp. 

70-1193  Cimarron  Facility,  Kerr-McGeeCorp. 

70-1201          UF-6  Conversion  Facility,  Babcock  & 
Wilcox  Co. 

70-1220         General  Electric  Co. 
70-1236         Kalamazoo  College 

70-1237          Air  Force,  Dept.  of,  Aerospace  Guidance 
&  Metrology,  Newark,  OH 

70-1257         Mixed  Oxide  Fabrication  Plant, 
Exxon  Nuclear  Co.,  Inc. 
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General  Electric  Co. 
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70-1810  Westinghouse  Electric  Corp. 

70-1821         Plutonium  Production  Facility,  Allied 
General  Nuclear  Services  Corp. 

70-2219         Exxon  Nuclear  Co.,  Inc. 
70-2256         Westinghouse  Electric  Corp. 

70-2301         Greenwich  Hospital  Association, 
Greenwich,  CT 

70-2623         McGuire  Spent  Fuel  Pool,  Duke 
Power  Co. 

70-2838  Cincinnati  Gas  &  Electric  Co, 

70-2871  Phillips  Puerto  Rico  Core,  Inc. 

70-2873  Univ.  of  Puerto  Rico 

70-2913  Tennessee  Valley  Authority 
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Anefco,  Inc. 
General  Electric  Co. 
American  Sliiii  Hullding  Co. 
Univ.  Tech.  Testing  Labs,,  Inc. 
Tennessee  Gas  Pipeline 

Mittmnii  Nuclear  &  Development 
Corp. 

MSI  Nuclcnr 

Rockwell  ItitcriuUlonnl 

TocluilcnJ  Operations,  Inc. 

Tclcctync  Energy  Systems 

In  term  on  n  ( »lii  Pipe  &  Wold  ing 

Nnvy,  Dopt.  of 

Navy,  Dopt.  of 

Boeing  Services  Inlornntloaul,  hie. 

Oklahoma  Testing  Luborntorlus 

Navy,  Dopt.  of 

Morrlscm-Knudscn  Co,,  Inc. 

H.P.  &  Associates,  Inc. 

Townscncl  &  Dotdiin.  Inc. 

BabcockA  Wilcox  Co. 

Cnstman  Koclnk  Co. 

Nondestructive!  Testing  Service 

Newport  News  Shipbuilding  &  Dry  Dock 

Union  Carbide  Corp. 

Navy,  Dapt.  of 

Abcx  Corp. 

KnstMolalsCorp.     " 

J.L.  SJiophord  &  Associates 

Navy,  Dopt.  of 

I'nrker  Industrial  X-Rny  Lab.  Caip. 

Rockwell  International 

Chicago  Bridge  &  lion  Co. 

Navy,  Dept*  of 
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71-0160  Omaha  Testing  Labs.,  Inc. 

71-0163  Clark  Inspection  Service,  Inc. 

71-0176  Navy,  Dept.  of 

71-0178  Energy  Products  Gtoup 

71-0179  Nuclear  Containers,  Inc. 

71-0182  Combustion  Engineering  Co-,  Inc. 

71-0184  Pullman  Power  Products 

71-0190  Texas  Instruments,  Inc. 

71-0196  Sooner  X-Ray  &  Mag.,  Inc. 

71-0198  Nuclear  Fuel  Services,  Inc. 

71-0210  Gulf  Oil  Corp. 

71-0225  Navy,  Dept.  of 

71-0228  Capital  X-Ray  Service 

71-023 1  Chem-Nuclear  Systems,  Inc. 

71-0236  American  Airlines 

71-0238  Agriculture,  Dept.  of 

71-024 1  United  Nuclear  Corp. 

71-0246  Inspection  Services  Corp. 

71-0248  Monsanto  Research  Corp. 

71-0249  Nuclear  Fuel  Services,  Inc. 

71-0250  Transnuclear,  Inc. 

71-0251  Westinghouse  Electric  Corp. 

71-0258  Nucleai  Engineering  Co.,  Inc. 

71-0259  Westtnghouse  Electric  Corp. 

71-0260  Astiotech,  Inc. 

71-0264  Automation  Industries,  Inc. 

71-0277  AUicd'Chemical  Corp. 

71-0331  North  Carolina  State  Univ.  at 

Raleigh 

71-0337  Calumet  Testing  Services,  Inc. 

71-0339  Wisconsin  Centrifugal,  Inc. 

71-0341  Arkansas  Power  &  Light  Co. 

71-0346  Public  ServiceCo.  of  Colorado 

71-0347  Stone  &  Webster  Engineering  Corp. 
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71-0348        Univ.  of  Michigan  351 

71-0349         Caterpillar  Tractor  Co.  35 1 

71-0350         Picker  Corp.  35 1 

71-0351        Teledyne  Ohiocast  352 

71-0352        Niles  Steel  Tank  Co.  352 
71-0335        TRICO  Industries,  Inc.,  Superior  Division      352 

71-4949        Model:  UNC-1484,  Combustion  352 
Engineering  Co.,  Inc. 

71-5026         Model;  BC-48-220,  Atcore,  Inc.  352 

71-5088        Model:  D34710-1,  U.S.  Nuclear,  Inc.  352 

71-5149        Model:  814A,  Babcock  &  Wilcox  Co.  352 

71-5341        Model:  NFP-55,  Babcock  &  Wilcox  Co.  352 

71-5442        Model:  LA-36,  Babcock  &  Wilcox  Co.  352 

71-5563        Model:  660C,  Babcock  &  Wilcox  Co.  352 

71-5754         Model:  RMG-172,  Nuclear  Fuel  353 
Services,  Inc. 

71-5768        Model:  BB-250-2,  Combustion  353 
Engineering  Co.,  Inc. 

71-5796        Model:  181361,  Picker  Corp.  353 

71-5797        Model:  HFIR,  Energy  Dept  of  353 

71-5850        Model:  CNS  3-55  (LL-57-65),  353 
Chem-Nuclear  Systems,  Inc. 

71-5894        Model:  2.7  New  Fuel,  Energy,  Dept.  of  353 

71-5910        Model:  NNFD-SA-2,  Babcock  &  353 
Wilcox  Co. 

71-5939        Model:  GE-1500,  General  Electric  Co.  353 

71-5942        Model;  GE-700,  General  Electric  Co.  353 

71-5957        Model:  BMI-1,  Energy,  Dept.  of  353 

71-5984        Model;  5  984, XL.  Shepherd  &  353 
Associates 

7X-6058        Model:  B3-1,  Nuclear  Engineering  Co.  353 

71-6144         Model:  6 144,  NucLeai  Engineering  Co.  354 

71-6172        Model:  961A,  Babcock  &  Wilcox  Co.  354 

71-6244        Model:  6244,  Chem-Nuclear  Systems,  354 
Inc. 

71-6275        Model:  LL-28-4,  Chem-Nuclear  354 
Systems,  Inc. 


XVI 


Docket  Name 

71-6280         Model:  A-0109,  J.L.  Shepherd  & 
Associates 

71-6291         Model:  400,  McDonnell  Douglas 
Aeronautics 

71-6346         Model:  FSV-1 ,  General  Atomic  Co, 
71-6357         Model:  NNFD-10,  Babcock  &  Wilcox  Co. 

71-6375         Model:  PB-1,  Chem-Nudear  Systems, 
Inc. 

71-6400        Model:  Super  Tiger,  Westinghouse 
Electric  Corp. 

71-6406         Energy,  Dept.  of 

71-6475         Model:  HN-200,  Hittman  Nuclear  & 
Development  Corp. 

71-6568         Model;  LL-60-150,  TVA 

71-6574         Model:  HN-200,  Hittman  Nuclear  & 
Development  Corp. 

71-6581         Model:  51032-1  &  -  1A.  Exxon 
Nuclear  Co.,  Inc. 

71-6601         Model:  LL-50-100,  Chem-Nuclear 
Systems,  Inc. 

71-6698         Model:  NFS-4,  Nuclear  Fuel  Services, 
Inc. 

71-9001         Model:  IF-300,  General  Electric  Co, 
71-9005         Model:  MAL-1,  Mallinckrodt  Nuclear 

71-9006         Model:  500  SU,  Argonne  National 
Laboratory 

71-9009        Model:  FL  10-1,  General  Electric  Co. 
71-9010        Model:  NLI-1/2,  NL  Industries,  Inc. 

71-9011         Model:  E-MEH-0 0-00004,  Transporta- 
tion, Dept.  of 

71-9019        Model:  BU-7,  General  Electric  Co. 
71-9021         Model:  750,  Technical  Operations,  Inc. 

71-9022        Model:  CE-250-2,  Combustion 
Engineering  Co.,  Inc. 

71-9023  Model:  NLI-10/24,  NL  Industries,  Inc. 

71-9028  Model:  684,  Technical  Operations,  Inc. 

71-9029  Model:  676,  Technical  Operations,  Inc. 

71-9032  Model:  650,  Technical  Operations,  Inc. 

71-9033        Model:  660  &  660E,  Technical 
Operations,  Inc. 


71-9034        Model:  TRIGA-1,  General  Atomic  Co.          357 


Page 

Docket 

354 

71-9035 

71-9037 

354 

71-9039 

354 

71-9044 

354 

71-9070 

354 

71-9079 

355 

71-9081 

355 

71-9086 

355 

71-9089 

355 

71-9094 

355 

71-9096 

355 

71-9097 

355 

71-9105 

355 

71-9107 

355 

71-9108 

335 

71-9111 

355 

71-9113 

356 

356 

71-9116 

356 

71-9118 

356 

71-9120 

356 

71-9121 

356 

71-9129 

356 

71-9132 

356 

71-9133 

356 

71-9134 

356 

357 

71-9136 

71-9853 

Name  Page 

Model:  680,  Technical  Operations,  Inc.  357 

Model:  TRIGA-2,  General  Atomic  Co.  357 

Model:  715,  Technical  Operations,  Inc.  357 

Model:  GD-1600,  General  Electiic  Co.  357 

Model:  N-55, Energy,  Dept.  of  358 

Model:  HN-100  Series  2,  Hittman  35  8 
Nuclear  &  Development  Corp. 

Model:  CNSI-1600,  Chem-Nuclear  358 
Systems,  Inc. 

Model:  HN-100  Series  1,  Hittman  358 
Nuclear  &  Development  Corp. 

Model:  NH-100  S,  Hittman  Nuclear  358 
&  Development  Corp. 

Model:  CNSH4-195-II,  Chem-Nu clear  358 
Systems,  Inc. 

Model;  CNSI-21 -300,  Cliem-Nuclear  35& 
Systems,  Inc. 

Model:  CNSI-14-195L,  Cliem-Nu clear  358 
Systems,  Inc. 

Model:  RAD-Wastc  CR.I,  Chem-  358 

Nuclear  Systems,  Inc. 

Model:  771,  Technical  Operations,  Inc.  358 

Model:  AL-33-90,  Atcorc, Inc.  358 

Model:  CN6-80A,  Chem-Nuclear  358 
Systems,  Inc, 

Model:  7-100,  Chein-Nuclear  35  8 
Systems,  Inc. 

Model:  CN6-8QB,  Nuclear  Packaging,  358 
Inc, 

Model:  4  Inch  Lead,  Protective  358;| 
Packaging,  Inc. 

Model:  TN-12,  Transnuclear  Corp.  359 

Model:  1.25  Inch  Lead,  Protective  359 
Packaging,  Inc. 

Model;  UNI  LA-50,  Northeast  Utilities  359 

Model:  T-3,  Nuclear  Packaging,  Inc.  359 

Model:  C-10,  Gamma  Industries  359 

Model:  ETR  Fuel  Element  Shipping  359 
Container,  Energy,  Dept.  of 

General  Electric  Co.  359 

Model:  ORNL-BNL-NDS  Unlrradiated  359 
Fuel  Container,  Energy,  Dept.  of 
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ALPHABETIC  ARRANGEMENT  OF  DOCKET  50  ITEMS  BY  FACILITY  NAME 


Name 

Aerotest  Radiography  &  Research 
Reactor 

Aliens  Creek  Nuclear  Station,  Unit  1 
Aliens  Creek  Nuclear  Station,  Unit  2 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  1 
Alvin  W.  Vogtle  Nuclear  Plant,  Unit  2 
Arkansas  Nuclear  One,  Unit  1 
Arkansas  Nuclear  One,  Unit  2 
Army  Materials  Research  Reactor 
Babcock  &  Wilcox  Co.  Critical  Facility 
Babcock  &  Wilcox  Co.  Critical  Facility 
Babcock  &  Wilcox  Test  Reactor 
Babcock  &  Wilcox  Test  Reactor 
Bagnac  Nuclear  Power  Project,  Philippines 
Bailly  Generating  Station 
Barnwell  Reprocessing  Plant 

Battelle  Memorial  Institute  Critical 
Facility 

Battelle  Memorial  Institute  Research 
Reactor 

Beaver  Valley  Power  Station,  Unit  1 
Beaver  Valley  Power  Station,  Unit  2 
Bellefonte  Nuclear  Plant,  Unit  1 
Bellefonte  Nuclear  Plant,  Unit  2 
Bettis  Critical  Facility 
Big  Rock  Point  Nuclear  Power  Plant 
Black  Fox  Station,  Unit  1 
Black  Fox  Station,  Unit  2 
Blue  Hills  Station,  Unit  1 


Docket 


50-228        33 


50-466 
50-467 
50-424 
50-425 
50-313 
50-368 
50-47 
50-13 
50-191 
50-99 
50-200 
STN-50-574 
50-367 
50-332 
50-360 

50-6 


288 

292 

265 

266 

138 

227 

15 

13 

23 

16 

23 

333 

226 

185 

220 

10 


50-334  188 

50-412  259 

50-438  267 

50-439  269 

50-153  19 

50-155  19 

STN-50-556  330 

STN-50-557  330 

50-510  309 


Name 

Blue  Hills  Station,  Unit  2 
Braidwood  Station,  Unit  1 
Braidwood  Station,  Unit  2 

Bringham  Young  Univ.  Research 
Reactor 

Browns  Ferry  Nuclear  Power  Station, 
Unitl 

Browns  Ferry  Nuclear  Power  Station, 
Unit  2 

Browns  Ferry  Nuclear  Power  Station, 
Units 

Brunswick  Steam  Electric  Plant,  Unit  1 
Brunswick  Steam  Electric  Plant,  Unit  2 
Byron  Station,  Unit  1 
Byron  Station,  Unit  2 

California  State  Polytechnic  College 
Research  Reactor 

Calloway  Plant,  Unit  1 
Galloway  Plant,  Unit  2 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unitl 

Calvert  Cliffs  Nuclear  Power  Plant, 
Unit  2 

Carroll  Facility  I 

Carroll  Facility  II 

Catawba  Nuclear  Station,  Unit  1 

Catawba  Nuclear  Station,  Unit  2 

Catholic  Univ.  of  America  Research 

Reactor 

CESSAR  System  80 

Cherokee  Nuclear  Station,  Unit  1 

Cherokee  Nuclear  Station,  Unit  2 


Docket  Page 

50-511  309 

50-456  282 

50-457  284 

50-262  60 

50-259  54 

50-260  56 

50-296  116 

50-325  170 

50-324  167 

50-454  279 

50-455  281 

50-394  246 

STN-50-483  295 

STN-50486  298 

50-317  146 

50-318  149 

50-599  336 

50-600  337 

50-413  260 

50414  261 

50-77  16 

STN-50-470  292 

STN-50-491  301 

STN-50492  302 


xix 


Name 

Cherokee  Nuclear  Station,  Unit  3 
Chin-shan  Power  Reactor,  Unit  1,  Taiwan 
Clinch  River  Breeder  Reactor 
Clinton  Power  Station,  Unit  1 
Clinton  Power  Station,  Unit  2 

Comanche  Peak  Steam  Electric  Station, 
Unitl 

Comanche  Peak  Steam  Electric  Station, 

Unit  2 

Cooper  Nuclear  Station 

Crystal  River  Nuclear  Plant,  Unit  3 

Davis-Besse  Nuclear  Power  Station, 
Unitl 

Davis-Besse  Nuclear  Power  Station, 
Unit  2 

Davis-Besse  Nuclear  Power  Station, 
Units 

Diablo  Canyon  Nitclear  Power  Plant, 
Unitl 

Diablo  Canyon  Nuclear  Power  Plant, 
Unit  2 

Donald  C,  Cook  Nuclear  Power  Plant, 
Unitl 

Donald  C.  Cook  Nuclear  Power  Plant, 
Unit  2 

Douglas  Point  Nuclear  Station,  Unit  1 
Douglas  Point  Nuclear  Station,  Unit  2 
Dow  Chemical  Co,,  Research  Reactor 
Dresden  Nuclear  Power  Station,  Unit  1 
Dresden  Nuclear  Power  Station,  Unit  2 
Diasden  Nuclear  Power  Station,  Unit  3 
Duane  Arnold  Energy  Center 
Edwin  I.  Hatch  Nuclear  Plant,  Unit  1 
Edwin  I.  Hatch  Nuclear  Plant,  Unit  2 

Eurico  Fermi  Atomic  Power  Plant, 
Unit  2 

Erie  Nuclear  Plant,  Unitl 

Erie  Nuclear  Plant,  Unit  2 
Floating  Nuclear  Plant 


Docket 

Page 

STN-50493 

302 

50-392 

246 

50-537 

323 

50-461 

287 

50462 

287 

50445 

275 

50446 

277 

50-298 

118 

50-302 

121 

50-346 

208 

50-500 

307 

50-501 

307 

50-275 

80 

50-323 

165 

50-315 

141 

50-316 

143 

50448 

279 

50449 

279 

50-264 

62 

50-10 

10 

50-237 

33 

50-249 

43 

50-331 

182 

50-321 

162 

50-366 

224 

50-341 

203 

STN-5  0-580 

334 

STN-50-581 

334 

STN-50437 

266 

Name 

Forked  River  Nuclear  Station, 
Unit  1 

Fort  CaLhoun  Station,  Unit  1 

Fort  St.  Vrain  Nuclear  Generating 
Station 

Fulton  Generating  Station,  Unit  1 
Fulton  Generating  Station,  Unit  2 
General  Electric  Co.  Critical  Experiment 
General  Electric  Test.  Reactor 
General  Electric  Nuclear  Test  Reactor 

Georgia  Institute  of  Technology 
Research  Reactor 

Georgia  Institute  of  Technology 
Research  Reactor 

Grand  Gulf  Nuclear  Station,  Unit  1 
Grand  Gulf  Nuclear  Station,  Unit  2 
Greene  Country  Nuclear  Power  Plant 
H.B.  Robinson  Plant,  Unit  2 
Haddam  Neck  Planl 
Hartsville  Nuclear  Plant,  Unit  1 
Hartsvlllc  Nuclear  Plant,  Unit  2 
Hartsville  Nuclear  Plant,  Unit  3 
Hartsville  Nuclear  Plant,  Unit  4 
Haven  Nuclear  Plant,  Unit  1 
Haven  Nuclear  Plant,  Unit  2 
Hope  Creek  Nuclear  Station,  Unit  1 
Hope  Cieek  Nuclear  Station,  Unit  2 
Humfcoldt  Bay  Power  Plant,  Unit  3 
Idaho  State  Univ.  Research  Reactor 
Indian  Point  Station,  Unit  1 
Indian  Point  Station,  Unit  2 
Indian  Point  Station,  Unit  3 
Iowa  State  Univ.  Research  Reactor 


James  A.  Fltzpatrlck  Nuclear  Power 
Plant 

Jamesport  Nuclear  Station,  Unit  1 


Docket 

Page 

50-363 

222 

50-285 

95 

50-267 

66 

50463 

288 

50464 

288 

50-24 

13 

50-70 

15 

50-73 

16 

50-160 

22 

50-276 

81 

50416 

262 

50417 

263 

50-549 

327 

50-261 

57 

50-213 

26 

STN-50-518 

311 

STN-50-519 

313 

STN-50-520 

314 

STN-50-521 

315 

STN-50-502 

308 

STN-50-503 

308 

50-354 

216 

50-355 

217 

50-133 

17 

50-284 

95 

50-3 

8 

50-247 

40 

50-286 

97 

50416 

17 

50-333  185 

STN-50-516          311 


XK 


Name 

Jamesport  Nuclear  Station,  Unit  2 

Joseph  M.  Farley  Nuclear  Plant, 
Unit  1 

Joseph  M.  Farley  Nuclear  Plant, 
Unit  2 

Kansas  State  Univ.  Research  Reactor 
Kewaunee  Nuclear  Power  Plant 
Koshkonong  Nuclear  Plant,  Unit  1 
Koshkonong  Nuclear  Plant,  Unit  2 
Koshkonong  Nuclear  Plant,  Unit  3 
Koshkonong  Nuclear  Plant,  Unit  4 
La  Crosse  Boiling  Water  Reactor 
LaSalle  County  Station,  Unit  1 
LaSalle  County  Station,  Unit  2 
Lemoniz  Nuclear  Station,  Unit  2,  Spain 
Limerick  Generating  Station,  Unit  1 
Limerick  Generating  Station,  Unit  2 
Maine  Yankee  Atomic  Power  Plant 
Manhattan  College  Research  Reactor 
Marble  Hill  Nuclear  Station,  Unit  1 
Marble  Hill  Nuclear  Station,  Unit  2 

Massachusetts  Institute  of  Technology 
Research  Reactor 

Memphis  State  Univ.  Research  Reactor 
Michigan  State  Univ.  Research  Reactor 
Midland  Plant,  Unit  1 
Midland  Plant,  Unit  2 

Millstone  Nuclear  Power  Station, 
Unitl 

Millstone  Nuclear  Power  Station, 
Unit  2 

Millstone  Nuclear  Power  Station, 
Unit3 

Monticello  Nuclear  Generating  Plant 
National  Bureau  of  Standards  Reactor 
National  Naval  Medical  Center 
NEP  Nuclear,  Unit  1 


Docket 

Page 

STN-50-517 

311 

50-348 

212 

50-364 

223 

50-188 

23 

50-305 

127 

STN-50-504 

311 

STN-50-505 

313 

STN-50-506 

314 

STN-50-507 

315 

50409 

256 

50-373 

232 

50-374 

233 

50429 

266 

50-352 

213 

50-353 

'215 

50-309 

131 

50-199 

23 

STN-50-546 

324 

STN-50-547 

325 

50-20 

13 

50-538 

323 

50-294 

112 

50-329 

178 

50-330 

180 

50-245 

37 

50-336 

192 

50423 

265 

50-263 

60 

50-184 

22 

50-170 

22 

STN-50-568 

332 

Name 

NEP  Nuclear,  Unit  2 
New  Haven,  Unit  1 
New  Haven,  Unit  2 

Nine  Mile  Point  Nuclear  Station, 
Unit  1 

Nine  Mile  Point  Nuclear  Station, 
Unit  2 

North  Anna  Power  Station,  Unit  1 
North  Anna  Power  Station,  Unit  2 
North  Anna  Power  Station,  Unit  3 
North  Anna  Power  Station,  Unit  4 

North  Carolina  State  Univ.  PULSTAR 
Reactor 

North  Carolina  State  Univ.  Research 
Reactor 

North  Coast  Nuclear  Plant,  Puerto  Rico 
Oconee  Nuclear  Station,  Unit  1 
Oconeo  Nuclear  Station,  Unit  2 
Oconee  Nuclear  Station,  Unit  3 
Ohio  State  Univ.  Research  Reactor 

Omaha  Veterans  Administration 
Hospital  Research  Reactor 

Oregon  State  Univ. 

Oregon  State  Univ,  Research  Reactor 

Oyster  Creek  Nuclear  Power  Plant 

Palisades  Nuclear  Plant 

Palo  Verde  Nuclear  Station,  Unit  I 

Palo  Verde  Nucleai  Station,  Unit  2 

Palo  Verde  Nuclear  Station,  Unit  3 

Palo  Verde  Nuclear  Station,  Unit  4 

Palo  Verde  Nuclear  Station,  Unit  5 

Peach  Bottom  Atomic  Power  Station, 
Unit  2 

Peach  Bottom  Atomic  Power  Station, 
Unlt3 

Pebble  Springs  Nuclear  Plant,  Unit  1 
Pebble  Springs  Nuclear  Plant,  Unit  2 


Docket 

Page 

STN-50-S69 

333 

50-596 

335 

50-597 

336 

50-220 

30 

50410 

259 

50-338 

194 

50-339 

199 

50-404 

254 

50405 

255 

50-297 

118 

50-111 

17 

50-376 

235 

50-269  ' 

67 

50-270 

71 

50-287 

99 

50-150 

19 

50-131 

17 

-50-106 

16 

50-243 

35 

50-219 

27 

50-255 

51 

STN-50-528 

320 

STN-50-529 

321 

STN-50-530 

322 

STN-50-592 

335 

STN-50-593 

335 

50-277 

81 

50-278 

84 

50-514 

310 

50-515 

310 

XXI 


Name 

Pennsylvania  State  Univ.  Research 
Reactor 

Perkins  Nuclear  Station,  Unit  1 
Perkins  Nuclear  Station,  Unit  2 
Perkins  Nuclear  Station,  Unit  3 
Perry  Nuclear  Power  Plant,  Unit  1 
Perry  Nuclear  Power  Plant,  Unit  2 
Phipps  Bend  Nuclear  Plant,  Unit  1 
Phlpps  Bend  Nuclear  Plant,  Unit  2 
Pilgrim  Nuclear  Power  Station,  Unit  1 
Pilgrim  Nuclear  Powei  Station,  Unit  2 
Point  Beach  Nuclear  Plant,  Unit  1 
Point  Beach  Nuclear  Plant,  Unit  2 
Prairie  Island  Nuclear  Station,  Unit  1 

Prairie  Island  Nuclear  Station,  Unit  2 
i 

Purdue  Univ.  Research  Reactor 
Quad-Cities  Station,  Unit  1 
Quad-Cities  Station,  Unit  2 

Rancho  Seco  Nuclear  Generating 
Station 

Reed  College  Research  Reactor 
RESAR-3S 

Rhode  Island  &  Providence 
Plantations  AEC 

River  Bend  Station,  Unit  1 
River  Bend  Station,  Unit  2 

Robert  Emmet  Ginna  Nuclear  Plant, 

Unitl 

RPI  Critical  Experiment 

Salem  Nuclear  Generating  Station, 
Unitl 

Salem  Nuclear  Onerating  Station, 


San  Onofre  Nuclear  Station,  Unit  3 
Saxton  Nuclear  Experimental  Facility 


Docket 

Page 

50-5 

9 

STN-50488 

300 

STN-50489 

300 

STN-50490 

301 

50440 

270 

50441 

271 

STN-50-553 

327 

STN-50-554 

328 

50-293 

111 

50471 

292 

50-266 

64 

50-301 

119 

50-282 

92 

50-306 

128 

50-182 

22 

50-254 

49 

50-265 

62 

50-312 

135 

50-288 

102 

STN-50-545 

324 

50-193 

23 

50458 

285 

50459 

286 

50-244 

35 

50-225 

32 

50-272 

75 

50-311 

133 

50-206 

23 

50-361 

220 

50-362 

221 

SO-146 

19 

Name 

Seabrook  Nuclear  Station,  Unit  1 
Seabiook  Nuclear  Station,  Unit  2 
Sequoyah  Nuclear  Plant,  Unit  1 
Sequoyali  Nuclear  Plant,  Unit  2 

Sheacon  Harris  Nuclear  Power  Plant, 

Unitl 

Shciiron  Harris  Nuclear  Power  Plant, 
Unit  2 

Shearon  Harris  Nuclear  Power  Plant, 

Unit3 

Shearon  Harris  Nuclear  Power  Plant, 
Unit  4 

Shoreham  Nuclear  Power  Station 
Skagit  Nuclear  Power  Project,  Unit  1 
Skagit  Nuclear  Power  Project,  Unit  2 
South  Texas  Project,  Unit  1 
South  Texas  Project,  Unit  2 

Sterling  Power  Project,  Nuclear, 
Unitl 

St.  Lucie  Plant,  Unit  1 
St.  Lucle  Plant,  Unit  2 
Siirry  Power  Station,  Unit  1 
Siirry  Power  Station,  Unit  2 
Surry  Power  Station,  Unit  3 
Siirry  Power  Station,  Unit  4 

Susquehanna  Steam  Electric  Station, 
Unit  1 

Susquelianna  Steam  Electric  Station, 
Unit  2 

SWESSAR-P1 

Tarapur  Atomic  Project,  India 

Texas  A  &  M  Univ,  Research 
Reactor 

Three  Mile  Island  Nuclear  Station, 
Unitl 

Three  Mile  Island  Nuclear  Station, 
Unit  2 

TRIGA  Mark  III 
Trojan  Nuclear  Plant 


Docket 

Page 

50443 

273 

50444 

274 

50-327 

173 

50-328 

176 

50400 

249 

50401 

250 

50402 

251 

50403 

253 

50-322 

164 

STN-50-522 

316 

STN-50-523 

318 

STN-50498 

303 

STN-50499 

305 

STN-50485 

297 

50-335 

190 

50-389 

242 

50-280 

87 

50-281 

90 

50434 

266 

50435 

266 

50-387 

236 

50-388 

239 

STN-50495 

303 

50-226 

33 

50-128 

17 

50-289 
50-320 

50-555 
50-344 


102 
152 

329 
204 


xxii 


Name 

Turkey  Point  Plant,  Unit  3 
Turkey  Point  Plant,  Unit  4 
Tuskegee  Institute  Research  Reactor 
Tyrone  Energy  Park,  Unit  1 
UCLA  Training  Reactor 
UC-Santa  Barbara  Research  Reactor 
Union  Carbide  Research  Reactor 
Univ.  of  California  Research  Reactor 
Univ.  of  California  Research  Reactor 
Univ.  of  Florida  Training  Reactor 
Univ.  of  Illinois  Research  Reactor 

Univ.  of  Illionis  LOPRA  Research 
Reactor 

Univ,  of  Kansas  Research  Reactor 
Univ.  of  Michigan  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 
Univ.  of  Missouri  Research  Reactor 
Univ.  of  Utah  Research  Reactor 
Univ.  of  Utah  Research  Reactor 
Univ.  of  Virginia  Cavalier  Reactor 
Univ.  of  Virginia  Research  Reactor 
Univ.  of  Wisconsin  Research  Reactor 

U.S.  Geological  Survey  Research 
Reactor 

Vallecitos  Boiling  Water  Reactor 

Vermont  Yankee  Nuclear  Power 
Station 

Virgil  C.  Summer  Nuclear  Station, 
Unit  1 

Virginia  Poly  tech  Institute  Training 
Reactor 


Docket 

Page 

50-250 

45 

50-251 

47 

50406 

256 

STN-50484 

297 

50-142 

19 

50433 

266 

50-54 

15 

50-84 

16 

50-224 

32 

50-83 

16 

50-151 

19 

50-356 

217 

50-148 

19 

50-2 

8 

50-123 

17 

50-186 

23 

50-72 

16 

50407 

256 

50-396 

248 

59-62 

15 

50-156 

22 

50-274 

80 

50-18 

13 

50-271 

74 

50-395 


50-124 


246 


17 


Name 

Washington  State  Univ.  Research 
Reactor 

Waterford  Generating  Station, 
Unit3 

Watts  Bar  Nuclear  Plant,  Unit  1 
Watts  Bar  Nuclear  Plant,  Unit  2 
Westinghouse  Critical  Experiment 
Westinghouse  Test  Reactor 
West  Valley  Reprocessing  Plant 
West  Virginia  Univ.  Research  Reactor 

William  B.  McGuire  Nuclear  Station, 
Unitl 

William  B.  McGuire  Nuclear  Station, 
Unit  2 

William  H.  Zimmer  Nuclear  Station, 
Unitl 

Wolf  Creek  Generating  Station 

Worcester  Polytech  Institute  Research 
Reactor 

WPPSS  Nuclear  Project,  Unit  1 
WPPSS  Nuclear  Project,  Unit  2 
WPPSS  Nuclear  Project,  Unit  3 
WPPSS  Nuclear  Project,  Unit  4 
WPPSS  Nuclear  Project,  Unit  5 
Yankee  Atomic  Power  Reactor 

Yankec-Rowe  Nuclear  Power 
Station 

Yellow  Creek  Nuclear  Plant,  Unit  1 
Yellow  Creek  Nuclear  Plant,  Unit  2 
Zion  Nuclear  Power  Station,  Unit  1 
Zion  Nuclear  Power  Station,  Unit  2 
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LOW  LEVEL  RADWASTE  DISPOSAL  SITES 


DOCKET  27-039  SHEFFIELD,  IL.  ,  NUCLEAR  ENGINEERING  CO. 

7910150001  Appeals  initial  FOIA  decision  dinging  request  for  document! 
re  issuance  of  show  cause  order.  Documents  established  NRC 
position  In  proceeding^. 
CONNER,?.  E.   Conntr,  Moore  &  Corber.   79/07/18.   3pp. 

7910130007  Supplement!  790718  appeal  of  initial  FOIA  decision  denying 
request  far  documents  r»  Issuance  of  show  cause  order. 
Justifies  info  not  being  withheld  under  Exemption  5.  Response 
at  790659  failed  to  support  exemption  claim. 
CONNOR,  T.  D.   Conner,  Moore  &  Corner,   79/07/HO.   3pp. 

7910090176  Order  granting  NRC  790727  request  For  eitenslon  until 
790BIS  to  fila  response  to  Nuclear  Engineering  Co, Inc 
790618  nation  to  supplement  request  far  reconsideration. 
CHILK,  B,  J.   Office  of  the  Secretory  of  the  Commission.   79/08/01. 
IP- 


7910030049  Ac k  receipt  of  Amend  Ib  to  License  46-13536-01.  Cone  1 udes 
Condition  14  oF  amend  not  workable  duf  to  inability  to 
contra!  vehicles  parked  outside  receiving  gate. Also  rnqueati 
that  JS  Corbett  replace  FP  Beiarle  on  license. 
CORBETT.J.S,   Chem-Nuclear  Systems,  Inc.   79/09/05.   Spp. 


DOMESTIC  LICENSING  OF  SOURCE  MATERIAL 


DOCKET  40-0299  UNION  CARBIDE  CORP. 


7910030330  Forwards  revisions  to  environ  rapt.  Indicating  organi lationa 
changes. 
REKEHEVEH,  P.  C.   Union  Carbide  Corp.   79/OB/14.   4pp. 

7910160009  Submits  Amend  12  to  License  8UA-64B  authartilng  processing 
of  U  carbonate  solution  from  facility. Total  tjellowcake 
production  rate  Is  not  to  exceed  2,800  Ib  per  day  of 
U  aiide. 
BCARANO.R.A.     Uranium  Recovery  Licensing  Branch.   79/OH/27.   lp. 


7910110265  Raises  no  objection  to  intervenor  Btate  of  IL  790619  request 
for  prehaaring  conference  before  Sept  1979.  Amended 
contentions  put  forth  no  neu  Issues  of  fact  which  require 
ruling  by  ASLB.  Certificate  of  Svc  encl. 
BRENNER,  L.     Branch  3.   79/08/03.   6pp. 

7910180478  Seeks  denial  of  intervenor  Chicago  Section  ANB  790928 
request  that  ASLD  compel  NRC  to  file  DEB  &  to  study 
alternatives  to  suspension  of  operations, ABLB  has  no 
jurisdiction  to  define  scope  of  NRC  environ  review, 
SINOERiL.N.     Branch  4.   79/09/13.   llpp. 

— 79101B04B4  Notice  of  appe*rance  of  LN  Singer  on  behalf  of  NRC. 
Certificate  of  Svc  encl. 
BINDER.  L.  N.     Brancli  4.   79/09/13.   3pp. 

7910290339  Motion  to  file  inntantar,  In  reply  to  NRC  response  to 
Intervenor  motion  to  compel  production  of  DEB  &  study  of 
reasonable  alternatives  re  OL  suspension. 
CANNON.J.,  HANATiB.W.   American  Nuclear  Society.   79/09/33.   lp. 

— 7910290346  Reply  to  NRC  response,  f.l  1  ad  in  opposition  to  intervenor 
790824  motions  to  compel  production  of  DES  h  study  of 
reasonable  alternatives  re  OL  suspension. Environ  evaluation 
is  required  under  NEPA.  Certificate  of  Svc  and. 
CANNON, J.,  WANATiS.W.   American  Nuclear  Society.   79/09/23.   5pp. 

7910130003  Responds  to  appeal  of  initial  FOIA  decision  denying 
raqueited  info.  Brants  appeal  re  Documents  6,  BC,  BE  fc  9.  Info 
withheld: preliminary  opinions  (ref  FOIA  Exemption  3), 
CHILKrB.J.   Office  of  the  Secretary  of  the  Commission.   79/10/U. 
3pp. 


DOCKET  37-047  BARNWELL,  SC. , CHEM-NUCLEAR  SVSTEMB 


— 7910160011  Discusses  review  of  Union  Carbide  Cor?  790339  emend  request 
to  process  U  carbonate  solution  from  Maybel 1  Co  facility  at 
Gas  Hill  mill. Recommend*  approval  of  license  amend. 
KDTSCH.  J.  L.     Uranium  Recovery  Licensing  Branch.   79/QB/27.   lp. 

7910110568  Forwards  specs  far  const  of  3-foot  thick  clay  liner. Const 
mil)  start  on  790901  under  License  BUA-64B. 
REKEMEYER,  P,  C.   Union  Cartide  Corp.   79/OB/2S.   3pp. 

7910050517  Discusses  clay  type  to  be  used  in  const  of  3-Ft  thick  clay 
liner  an  floor  of  A-9  pit. Properties  of  clay  defined  in 
Dames  &  Moore  rept  OOB22-111-D6. 
IIEKEMEYER.P.  C.   Union  Carbide  Corp.   79/09/14.   lp. 

7910B60072  Summary  of  790918  meeting  in/Union  Carbide  Corp  ,ln  Silver 
SpringrMD  re  proposed  tailings  disposal  plan. 
KOTBCH.J.L.     Uranium  Recovery  Licensing  Branch,   79/10/02.   4pp. 

79 102904 IS  Forwards  specs  far  placement  of  clay  liner, inadvertently 
omitted  from  Section  16, Eihibi t  2  of  application  far  renewal 
of  matl/byproduct  license. 
JOHNSON,  D.  L.   Union  Carbide  Corp.   79/10/03.   lp. 

--7910890431  Spec  223-11109-3  for  placement  of  3-ft  compacted  clau  liner 
at  A9  pit, inadvertently  omitted  from  Section  16, Exhibit  S  of 
application  for  reneual  of  mall/byproduct  license. 
»  Union  Carbide  Corp,   79/09/20.   4pp. 


DOCKET  40-0672  NUCLEAR  METALS,  INC, 


7910110435  Ack  receipt  of  790619  Itr  informing  NRC  of  coTr»ctlvo  b 
preventive  actions  per  IE  Inip  Rept  40-0672/79-01. 
MCCUINTOCK,  R.O,     Region  1,  Philadelphia,  Office  of  th»  Director. 
79/09/20.   lp. 


791002079i  Forwards  corrected  copy  of  Amend  18  to  Matl  License 
46-13336-01. License  amended  in  entirety. 
DRAOONETTE, K.  8.      Lou  Level  Maste  Licensing  Branch.   79/08/28.   lp. 

—7910020797  Matl  LIcente  46-13936-01,  Amend  18.  License  amended  in 
entirety. 

DflAQONETTE,  H.  fi.      Low  Level  Waste  Licensing  Branch.   79/OB/28. 
7pp. 

7910040382  Summary  of  790B07  meeting  m/Chtm  Nuclear  Sys. Inc  re  renewal 
of  l<  amend*  to  Oarnwell  di«po«al  site  license. 
MINOST,  B.      Low  Level  Haste  Licensing  Branch.   79/08/30.   lp. 


-7910110439  Responds  to  NRC  790730  Itr  re  questions  raised  per  IE  Insp 
Rept  40-0472/77-01,  All  employees  have  been  issued  film 
badges  It  neu  equipment  has  Increased  ventilation  flow  In 
airborne  radioactivity  area. 
TUFFIN.W.B.   Nuclear  Metals,  Inc.   79/09/07.   6pp. 

-7910110449  Act  receipt  of  790619  Itr  confirming  &  defining  action*  fc 
understandings  re  IE  Insp  Rept  40-0673/79-01. 

HCCL1NTOCK.R.  0.     Region  li  Philadelphia<  Office  of  tho  Director. 
79/07/30.   2pp. 

-79101104BO  Responds  to  NRC  790S13  Itr  h  defines  action!  t 
understandings  resulting  from  IE  Inip  Rept  40-0672/77-01. 
Added  emphasis  ha*  been  placed  on  personnel  training, 
doslmetry  b  shielding, 
*  Nuclear  Metals, Inc.   79/06/19.   36pp, 


DOCKETED  ITEMS 


— 7710110453   Dinusaes     IE     Insp    Rept    40-0673/79-01     on    790329.  Nu 
noncomp  1  vanc-e    noted 

MCCLIUTOCH.fi.  0.  Region    1.    Philadelphia,    Office    of    the    Dii 

79/OS/15.        2pp. 


791€050^a5   Forwards    suppl    matl    re    tailings    area    const    &    collapsible 
matls    to    be    avoided     in    dike    const.  Matls    submitted    as 
addendum    to    Aop     3    of     D'Appolonia    Engineers    rept    on    tailings 
mgt    sys.Qversiie    drawing    encl. 
DAKER.C.E,         Energy    Fuel?    Nuclear-      Int.        79/09/11.        1pp. 


DOCKET   "10-1162   WESTERN    NUCLEAR,     INC. 


7910110035   Comments    on    DES   re    operation    of    f  ac  i  1  i  tu.  Expresses    concern 
re    seepage    fron>    tailings    impoundment. 
MANC1NI.A.  J.        Wyoming.     State    of.        79/01/34.        3pp. 

79I009Q5'9[?   Submits     trip    rept     For    79072S   visit    to   Green   Ntn    plant    t,    tun 
heap    loach    facilities    re    ongoing    NEI'A    review. 
LINEHflN.J   J.  Uranium   Recovery    Licenaing    Branch          79/OB/J7.        Sj>;>. 

79I011055B  Submits    const    rapt    re    raising    tailinga    pond    embankment    to 
crest    elevation    of    6400    ft.  Conat    c amp leled    790616.  Dote i  1  s 
encl. 

JQQDEN,*.        Western    Nuclear.      Inc.      <suba.     of    Phelps    Dodoe    Corp.). 
79/09/27,        flpp. 

7910050533   Recnra.itends    approving    Western    Nuclear    7904,25   request     for 
amend    to    temporal-!  ly    reduce    nln    froeboard    requirnrne.nl     For 
Split   Rock   mill    tailings   pond    From    tan    ft    to  eirjht    ft    until 
791001. 
LINEHAN,  J.  J.  Uranium   Recovery    Licensing    Branch.        7-?/OB/3i.         1  p . 

—  7910050543   Responds    to    verta!    request     to    evaluate     licensee    proposal 
to    reduce   available    freeboard    at    tailings    dan    from    ten    ft 
to   eight    ft    unbil    7?I001.  Propose  1    acceptable. 
D1VIWS.W.S.  Hydrology    Meteorology    Branch.        77/07/31.         lp. 

79101601 18   Amends    License    SUA-56,  Cond  i  t  Ion    22.  Amend    4    temporar  i  1  ij 
modifies    Free-board    requirement    for  Jeffrey    City    tailings 
Impoundment. A) 1    other    conditions    of    license    remain 
unchanged. 
SCAfMNDiR.  A.  Uranium   Recovery    Licunsinn    Branch.        Ti/OS/31.         if. 

7910230707  Discusses    error    In    I  tern    III    of    const   pruceduro    aubmitted    in 
7TOB27    Itr. Field    density    testing    program   also    discussed 
Results    of   relative    density    tests   encl. 

BQQBEN.O,        Wsstern   Nuclear,      Inc.      (-subs,     of    Phulps    Dndgo    Corp.). 
79/09/30.        3pp. 


791005O141    Forwards    Info    re    potential     sites    near    Edgemnnt,  SI)   Util    mill 
evaluate    Bite    1O   &    other     sites    identified    by    NRC. 
MILLS.  L.M.         Tennessee    Valley    Authority.        79/09/17.        5pp 

7910160337    Notification    of    791025   neoting    im/TVA,  QFJNL    b    SD   Dept    of    Walor 
&    Natural    Resources     in    Edgsmnnt.ED    to    discuss    tailinga 
impoundmen  t . 
TRAQEn.E.  A.  Uranium    Recovery    Licensing    Branch.        79/O9/21          lp. 

7910230267    Discusses     acceptance   revtom    re    conceptual    dec ommi 5si oning 
plan    te    supporting    environ    rep  t.  Documents    are    acceptable    for 
detailed    r  evieui.  Foriuard  s    FF1    notice    of    availability    of1 
environ    ropt    &    of    intent    to    preparo    DES. 
SCARANO,  R.  A.  Uranium    Recovery    Licensing    Branch.        79/O9/31         flpp. 

—  7910220272    Notice    of    availability     of     environ    rept    Si    of     intant    to 
preparo    &ES  re    decommissioning    of    Edgeitiont   U  Mill. Fall 
River    County.  SD, 
MILLER,  H.  J.  Uranium   Recovery   Licensing    Branch.        79/09/21.        2pp. 

7910230622   Forwards    under     separate     cover    conceptual    decommi aai oning 
plan   t    supporting    environ   rept    pertaining    to   Eogemont   U  mill 
in   Fall    River    Coun  tu. ,  3D.  Plan    submitted    in    response    to    NRC 
790921     Itr. 
MILLS.L.M.        Tennessee    Valley    Authority.        79/09/2B.        2pp. 

?910290flfl6   ForiuavdB    affidavit    certifying    that   an   791001    &   791003.  cop  iun 
of   environ    rept    6   conceptual    doc ommi B sioning    plan   uere 
served    upon    ind  i  vld  iral  a    identified    In  attachment. 
MILLS.L.  M.        TennesEee    valleg    Authority.        79/10/Ofl         4pp. 


DOCUET    40-1571     IWTER IOH, DEPT.  OF,     GEOLOGICAL   SURVEY 


79102^0696   Responds     to    IE    Bulletin    79-19,     "Packaging    of    Loui   I-OVE! 
Radioactive    Waste     For    Transport    (4    Burial," 
TANNER, A. D.         !n  tor  i  or.  Dep  t.  o  P.     Ooolonlcal    Survey.        79/10/05          lipp. 


7910390433  Forwards    tabulating    of    field    density    tenting    results    (:or 

previous    raise    aP    Jeffrey    Cttij.iWV    tailings    pond. 

BOODEN.O.       Western  Nuclear.     Inc.     <subn      of    Phelps    Dodgp    Cun-p    ). 
.      79/10/02.       12pp. 


DQCHET   10-1341    EDGEMDNT    UHANIUH   MINE,     TVA   t,   MINES   BEVELCPMENT,     INC. 

771OOS0572   Recoamends    awarding    contract    for    TvA   Edgemont    U   mill 
decommissioning    project    to  Ceo techni cal    Engineers.  Jnc   & 
forwards    plan    for   decommiss  i-on  i  ng. 
TRACER. E.  A,  Uranium    Flecoveru.    Litoniing    Prarich.        79/Q9/20          lp. 

— 7910050571   EDCommissioning   Plan    far   EdBUmgnt    Tailinigs    Mgt-    Proijt-,im. 

TRACER. E,  A.  Uranium   Recovery   Licensing    Branch.        79/013/20         2pp. 

''910020833   Forwards   Semiannual    Effluent    Relcnse    Rept    13   ro    rndi  onuc  1 1  doc 
-eleasEd    to   unrestricted    areas    adjacent    to   util    U   mill 
trough    liquiri    tr   gaseous    ef  f  t  uontSf  for    Jan-Oune    I1?"/1?. 
tLB,  U.  H.        Tennessee    Valleg    Authority.        79/08/33.         lp. 

10020935  Seniiannual   Effluont   Release    Rapt   B,  f  or    Jars-June    1979. 
*      TnntiB93BB    Valley   Authoriti;.        79/02/31.        Bpp. 

/10100046  Foruards   aerial    photos    of  Gito    0  t.   area    south    *.<    louthoaat 
of   CitiJ    of   Edsemoril.     "Eng  ineer  in}    Analysis    of    Mill    Facility 
Decommissioning    (i  Long-Term  Tailings  Stab  1 1  i  la  tion    at   Homo  la 
Disposal   Site"    encl.  Drawings   available    in   Central    Filua. 
MILLS, L.M.       Tennessee  Valley   Authority.       79/09/11,        lp. 

— 79101000SO   "Engineering   Analysis    of  hill    Facility    Kocomml ssicn I nn   J- 
Long-Tarra  Tailtngs  Stabil  i  la  t  ion  at   Fi  ornate   Disposal    Bite.  " 
Prepared    for   TUA, 
«      Ford   Bacon  l<  Davis    Utah-     Inc.       79/OI/3L       250pp. 

79100S0354  Forusrifs   minutes   of   790839  meeting   u/state    of  t  ic  i  al  s.  uti  1    ft 
EPA  re    daeommisaianing    plan. 
MARTIN,  J.  B.         Division   of   Waste  Management.       79/09/14.       2pp, 

—  79100SO-356  Summary    of    790029   moating   u/util.EPA  It    state    officials    t.o 
discuss   offitte   remedial   action   program  &   agree    upon 
alternative    disposal    sites, 
TRACER,  E.  A.  Uranium  Recovery   Licensing   Branch.  •     79/09/1  a,       7pp. 


DOCKET    40-20£il    WEST    CHICAGO   FACILITV,     KERR-MCOEE   CORP. 

7907170313  Ack    receipt    o-f    790B13    Itr    inforning    NRC    of    stapa    taken    to 
correct   violations    noted    in    IE   insp. 
DAVIS,  ft.  D.  Region    3,     Chicago,     Office    of    the    Director.        79/OS/3B. 


—  7909170318    Responds    to    MRC  790Q02    Itr   re    violatians    noted    in    IE    irir.p. 
Curr  oc  tive'  actions,:  ind  ividua  IB    uiorking     in    restricted    areas 
instruc  t&d    In    precautions    to   minimiio    eipoaure    to 
radioactive   matlE    !*   neui   employaes    ujlll    bo    proporly    trained. 
HENWIGAN,  G.  ft.        Heri  —  McQee    Chemical     Corp.      (subs,     of    Korr-McOeu 
Cnrp,   I.        79/OB/1&.        2op. 

7909210436   Notifies     that    atfol     decontamination    of    facility    under    LiteniiU 
STA-SB3  may    conmenco    per    approvc'd    proceiluros    presented    in 
790931    ft   OB23    Itrs.List    of   addl    decontamination   procedures 
enci  . 

KEPPLER,  J.  0,  Region    3,    Chicago.    OFfice    of    the   Director.       79/OB/29. 

flpp. 

7'710110277   Notification    of    790919  meeting    y/GPA,  ANL  !.   state    officials 
In   Glen   ElLynjIL    to    discuss   Kerr-McOee   stah  i  1  i  lat  ion    plan 
for    Meat   Chicago    site. 

NTXON.U.A,          Division    of    Fuel   Facility   <<   Materials   Safety.       79/09/0/,. 
9pp. 

79103205-21    Comments    on   Kerr-McGec   Chemical    Corp    stabilization    plan    for 
decammisa  i  oning       of    t  aci  1  It.  Proposa  1     eiamined    to   determine 
effects    of    mark    on    public    facilities. 
FOSTER,  J.  ».        Want    Chicago.     IL.        79/O9/19.        2pp 


DOCKET   40-2259  PATHFINDER    MINES  CORP. 


791025O357  Forwards    oversiie   map    of    general    lanif    uae   uithin    5-mil( 
radius    of    Fac  11 tty. 
NUOENr,E.L.       Pathfinder    Mines   Corp.        79/OB/31.       lp. 

791021O06O  Foruiards    application    for    amend    of   License    SUA-67S. 
MUOENT.E.L.       Pathfinder    Mines  Corp,       79/09/13.       lp. 


DOCKETED  ITEMS 


—7910340070   Application    For    amend    of   License    SUA-672   authoriiinn 
replacement    of    edsting    solvent    eitraction    circuit 
NUQENT.E.L.        Pathfinder    Mines    Corp.        77/09/11.        I9pp 


DOCKET    40-3392   ALLIED   CHEMICAL   CORP 


DOCKET   10-6623   PATHFINDER    MINES    CORP. 


7910130017   Ack    receipt    of    790B09    Itr    informing    NF!C    of    steps    taken    to 
correct   violations   noted     in    IE    Insp    flept   40-i622/7"J-Ol . 
BROWN.G.D.  Region   4.     Dallas,     Fuel    Facility    &    Materials    Safelu 

Branch.       79/OB/28.        Ip. 


7910090644    Discusses    790322   f,    79O6I5    submittals    re    plant    emissions 
Lists    problems    identified    in    solubility    analya  is.  Further 
analyses    mill    be   conducted    by   DNIJL 

CRQW.W.T  Division    of    Fuel    Cycle    t,   Material    Safety.        79/07/31 

2pp. 

7910030549   Forwards    IE    Bulletin   79-19,     "Packaging    of    Lou   Level    Raduactf 
for    Transport   d   Burial."   Action    required. 

KEPPLER.J.  Q,  Region    3,     Chicago,     Office    of    the    Director.        79/OS/IO 

IP- 


-7910120020   Responds    to    NRC    79O717    Itr    re   violations    noted     in     Il£    1,,,,,, 
Rept   40-6622/79-01.  Corrective    ac  ti  ons:  further    revicu,    of 
files    produced    results    of    wipe    test    surveys    for     fourth 
quarter    197B.  Surveys    encl. 
RUSSELL.J.E.       Lucky    Me    Uranium   Corp.        79/09/09.        6pp. 

-7910120022   Forwards    !E    Inap    Rapt   40-6.623/79-01    on    790620-23   *    iioticu 
violation. 

DRQWN.Q.  D  Region    4.     Dallas,     Fuel    Facility    &    Materials    liafolu 

Branch         79/07/17         2pp.  v 


79100307S5    Discusses    recent    NRC    site    visit    &    efforts    to    bolster    ongoing 
program   &    demonstrate    compliance    of    Metropolis    Works 
NEWMAN,  R.I.        Allied    Chemical    Corp.        79/08/31.        2pp. 


-79IQ1SQ023   Notice    of   violation    from    insp    on    790620-22. 

*  Region    4,     Dallas,     Fuel    Facility    &   Materials    Safety    branch 

79/07/17.        Ip. 


DOCKET    40-3453   ATLAS   MINERALS 


7910040312   Requests    amend    of    License    SUA-917    ro    tailing    dam,dlkeB 
around    storage    tanks   &   ore    feed    area.  Foe   enc 1. Forwards 
790034    Dames   !<  Moore    Itr    transmitting    plans   5 
specs    for    tailings    embankment    eipansion    proj 
SWANBY,  0.  T.        Atlas    Minerals.        79/OB/33.        1pp. 


—7910120030    IE    Insp   Rept    40-6632/79-01     on   79Qi20-22.  Honcomp 1 ianc o    . 
failure    of    moat   workers     to    either    sfiouer    or   monitor 
themselves   prior    to    leaving    restricted   areas 

UILBORN.L.,     BRQWN.O.D.,     MU5TAIN,  M.  J.  fJeglonfl,     Dallas,     Fiiol 

Facility    !.   Materials    Safety     Branch.        79/07/17.        7pp. 


DOCKET   40-6937   NATIONAL   NAVAL   MEDICAL   CENTER 


—7910040215    "Contract   Specs   &  Drawings    for   Tailings   Embankment   Eipanoi 
Project,  12-Ft  Raise,"    for   Alias    Mineral  a.  Moab,  UT. 
#      Dames   !.  Moore.       79/08/31.       34pp. 


7910260300   Forwards   annual     repb.Qct    1979. 
TVLER.PE,        ArmijxDept.  of.        79/10/21.        Ip. 


7910100656   Forwards    monitoring    well    data    for    1976    throunh    second 
quarter    of    1979. Bhous    increase    in   radium   content    in  wells. 
Data    from    second    half    of    1979    erratic    due    to    flooding 
eWANDV.O.  T.       Atlas   Minerals.       79/00/29        22pp. 

7910020764   Summary    of   79DHQ0  meeting    w/Atlaa   Minerals    in   Silver   Spring 
MD  re    proposed    dam   raise    ti  certain   conditions    to   Atlas 
1 1  cense. 
GARCIA. P.  J.  Uranium  Recovery   Licensing    Dranirh.       79/09/01.       2pp. 


—79 10260302   Annual    rept-Oct    1979. 

«      Army.  Dept.  of         79/09/30.        3pp. 


DOCKET   40-7097   MOLYCQRP,     INC. 


7910040654   Responds    to    IE    Bulletin   79-19.  No    low    level    raduia-iU 
generated. 
MASARKY,  N.  H.        Molycorp,     Inc.         79/09/SO.        Ip. 


7910160152   Responds    to    790606   request    for    two    documents    referred    to 
in   Conditions    12  &    13   of   renewed    1 iconse. Documonts   available 
for    copying    in   NRC   PDH. 
LINEMAN.  J.  J.  Uranium   Recovery    Licensing    Branch.        79/09/04         Ip. 

— 79101601S7   Discusses   790QOB  meeting    u/Atlaa   Minerals    In   Silver   Spring 
MD   re    proposed    dam  raise   >.<  Conditions   21 ,  251  d ),  36.  4rt   J.  45 
of    license. 
3ARCIA,  P.J,  Uranium   Recovery    Licensing    Urancli.        79/09/04.        Llpp. 


DOCKET   40-7570   CAGOT   CORP.      SATELLITE   DIV. 


79101B0114  Responds    to    IE   Bulletin  79-19   on  behalf    of   License 
No    lou)  level    radumste   packaged    for    transport    or  o  urial.  Lists 
quantities    of   scrap-solids    l>.   Ni-90  shipped    to  Pease's   Co    In 
197G-79   for   processing   per    License  STQ-125fl. 
FORTHMANiR.  0.       Cabot    Corp.      Stellite   Div.       79/09/10.        Ip. 


7910040525   Forwards    790914    Itr    to    Atlas   Minerals    presenting    responses 
to  P   Garcias    questions    ro    proposed    additions    to  Atlas  mill 
tailings    pond, 
BQODV,  J.  R.        Dames    fe   Moore.        79/09/14.        5pp. 

7910050355   Forwards    7900S4    Itr    to    Atlas    Minarals    transmitting    plans    S, 
spec    documents   b  reporting    safety    factors    for    slope 
stability    analysis    of    end-of-const   conditions    of   Section 
C-C.Damea    &   Moore    790919    Itr    to    T   Howard    end. 
DODDYi  J.  R.        Dames    &   Moore,        79/09/19,        flpp 


DOCKET   40-7069   PLATEAU   RESOURCES.     LTD. 


7910230506   Summary    of   7907O1    .meeting    w/DQl    !.   Plateau    Resources    Ltil     In 
Silver  Spring, MD  re   concerrs    about  Shootering   Canyon   U 
project    not    fully    satisfied     in    NUREO-OS93. 

ROTHFLEISCK,  J.  E  Uranium   Recovery    Licensing   Branch,       79/09/21, 

2pp. 


DPCKET   40-7994   OE1BINGER   MEDICAL    CENTER    DANVILLE, PA 


DOCKET   40-4492   FEDERAL   AMERICAN   PARTNERS 


7910090780  Forwards   addl    supporting    documentation    of  Tailing   Pond    I 
seepage    in   response    to  790007  request    for    info. 
SPISAK.J.F,       Federal    American   Partners.       79/09/19.       15pp. 


7910100Q30  Submits   results    of    790801    Insp    of  activities    conducted    uinhir 
Licenses   37-01431-01,37-01131-04  t  SUD-977.  Wo    items    of 
noncompliancc   observed.  Area    inapoctad:  relationship    op 
activities    to  radiation    safety   !.  compliance   u/regula  ttons, 
MCCLINTQCK.R.O.  RBoion    1,     Philadelphia,    Office    of    the    Director. 

79/06/31.      2pp. 


79101A0040  Forwards  790101-0701    rept    re  mater    quality   *  air    sampling. 
Air    sampling    data    incomplete   due    to    time    lag    from   consulting 
lab. 
JACKSON,  F.  D.       Federal    American  Partners    (Mining).       79/OB/30.       13pp. 

7910220490  Forwards   partial    response    to   790H07  reijuests   re    forthcoming, 
license    renewal    application.  Drawings    encl. 
SPISAK.J.  F.       Federal    American  Partners    (Mining).       79/09/07,       30pp. 

7910310501    Forwards    partial    response    to   NRC  790824   questions    for    info 
re    below-grade    tailings    disposal    plan. Eight   oversiie 
drawings    encl. 
SPIBAK.J.F.       Federal    American  Partners    (Mining).       79/09/27.       21pp. 


DOCKET  40-0037  KERR--MCOEE  CORP. 


7910090543  Notifies    that  License    SUD-1010   is  amended,  nodi fy i  no    environ 
monitoring    program  by   reducing    sampling    frequency    of    36 
stations. 
CROW.U.T.         Division   gf  Fuel    Cu.de  (-  Material    Safety.       79/07/12.        Ip, 

—7910090559  Safety    evaluation    supporting   Amend    5   to   Llcenss   SUD-1010. 
author!  i  ing   reduction   of    sampling    frequency    of    environ 
sampling    stations. 

aOONO.A.L.         Division   of   Fuel    Cycle    t.  Material    Safety.       79/07/IFJ. 
4pp. 


DOCKETED  ITEMS 


7910090S89    Confirm.    790731    t.lcen    r*    currant    NRC    evaluation    *f    '" 
fuel    c<tl.    facility    complUM.    u/EPA    "Env  ,  «".«•;»*    °" 
Protection   Btda    for   NucUar    Pouer    Operations."    Request    for 

CRai.HnT0    '^vision    of   Fuel    C.cla    «.   Mat.ria!    Safety.        79/OB/O1. 

apP. 

7910020772  Notifis*  that  Ll«n»  BUB-1010.  Amend  7  i*  accepted, 

° 


DOCKET    40-B30S    3M   STATIC    CONTROL    SV9 


Md    plfli     f-llow.rf    by     unaothorlrEd 

mechanismdevelopsd. 

LAI1H.  T.N.        3M   Co.  ,     Minnesota    Mining 


DOCKET    flO-B393   RDCKV    MOUNTAIN 


Mfg. 


--79100807-J3    SER    supporting    Attend    7    to   License    SUG-lulQ   author!. ins    con.it  791t>li0|73    gupplBmentS    790731    semiannual     effluent    nuu.it 

t    use    of    neu    liquid    U..b.    pond.        _       .     ___,„    0.J.frii         ,g/n-/14.  Discusse*     investigation     into    •  licr.p-nclii    "'•*•»" 


gpt. 


flrticulate 


app 


7910230602    *cfc    receipt    of    NBC    790901    Itr    "    "J""*'  Or 
evaluation    For   compliance  «*/EF*   "Environ  Ra    iation 
Protection   Std    far  Nuclear   P^sr  Operatic.       Forwards 
requested    info.  Forward*'  43  cversi.e   ?*!"*_...„,„. 
EKELLEY.W.  J.        Kefr-McOet   Nuclear   CoTfl.        79/O9/2J. 


79102S0149  Notifies   of    partial    flr»end    ft*    refund   rE    790627   .pplte 
fur    araond     to   License    BUO-IOIO.  7o/inyOa          In 

HILi-ER.H.  O.  Licensp   Fee    Management    Ovanch.        77/10/Od.         in. 


DDCHET   40-B064   EXXQN   MIMERALS    CO.     USA, 
7TIOU003I    N«tlfi«    *h.t   Sourc.   M.tl 


BUA-JM4 


Uc.n.in, 


3pp. 


7910040372  R«ca«n>i»li  that  E.xon  Mini 
Llcini.  3UA-I064  bD  ,  ranted,  fleq-est 
Uach.nt  B»ei*r.idn  nonitorina  &  var 


o    »j>nd 
•uthorn 


enoing    Branch.        7WO9/U 


DOCKET   40-8094   LISBON   HINE,     RID   ALGQH   CORP, 

7910020695  Discusjes  neceiiity  of  licensee  to  submit  arnnnd  t 
before  TLB  requiremont  for  per-sonnel  whole  body  monitoring 
•can  be  waived.  Badges  must  be  uorn  until  iuch  decision  is 

SCARAMQ.  R,A,  Uranium  Recovery  Licensing   Dranth. 

DOCKET   10-B102   EXXOH   MINERALS   CD.     U3/V    ^X^°N   C^™P 

7910040372  Recommends    that    E«ion   Minerals    Co    amend    "quest    to 
License    SUft-10«fl    be    granted,  Request   would    author!  le    KMJ 
leactiant    e.cuTslon  rronitqvlng    !.  verification    praieduro 
progTa"icfiange5, 

CQOPER6TE1H.R.  Uranium  Recovery  LicenBinn   want 

6pp. 

910240704  Responds   to   790716  rnuest    for   addl    info    in    support    o(=   J 
197B   apulitfltion   for   rineual    of  License   SIW-1 IB9.  Provi  d  e* 
info   re    radiation   dose    assessment. 
OnTLOFF.O.D.      Eiion  Hlnvral*    Co.,    USA.       79/09/27.       30pp. 

—79103*0707  Forwards  alternative    to  bioassaij    program   described    in 
"Staff    Technical   Position,  Fuel    ProcesBlna    5-  Fabrication 
Branch. Dioasaav  at  U  Mill*. "   June    197Q, 
ORILOFF.O.D.       E«ion   Minerals   Co..    U3A,       7S/07/ 1 4.       2pp. 

—7910340710    "PropoSBiJ    Mod    of  U  Mill    Dioassay    Program  Deacribed    in 
'Staff   Technical  Position   Fual    Procosaing    Bloassay   at   U 


Mills.  '" 

i     Eiion  tllnarali  Co. 


79/07/14,        9[>p. 


nsating    m/E*mn   Minerals   Co    in    Bilvnr 
•     "  "a    about 

iBiual. 
-anch.       79/10/01.       Hpp. 


C«TPOEt.    r.pt    of 
.  restoration 

GP1ELE9,  P.        Rocky    Mountain    Energy    Co. 


don    ga6 

Jpp. 


DOCKET    AO-BflOfa   PES5ES   CO. 


taken    to 


7510110403    (Vck    receipt    of    790904,    Itr     informing    NRC    of    step 
7      prrect  \il   aUons'noted    in    IE    Inso    r»pt   «:W«"9-01 

MCCLlNTOCK,  R.  O.  Region     1,     Philadelphia.     Office    of    the    Director. 

79/03/31.         Ip- 

__79iOliQ4-?2   fl.&pond3    to    N71C    790716     Hr     re    violations    noted     in    IE    Im.p 
Kept   40-BtOi/7«7-01.CdrrettiVB    at  tions:  raquirod    documents 
I,    notices    will     be    poited     in    glass-enclosed    cane. 
peSGEB.M.        Passes    Co.        79/QO/06.        Ip. 

—7910110495   Discusses     IE     Insp    A  0-6106/79-0!    on   790531    8-    fdruarda    notH 
Region    i.     Philadelphia,    OfFic,    of    the   Dir.ctor. 


79/07/16.        3pp. 

—  79IOII0499    Mnlice    of    violation    from    insp    on   790S31    Noncomp  1  iance   niit>«: 
imnropor    posting    of    license    doc  umer-tat  ion. 
i  Region    1.     Philadelphia,     OCFlc&    of    the   Director. 

Ip. 

7910160114  Responds    to    IE    Bullttif,    79-19    on   behalf    of   Lle.n.t   BTD-OW4 
NO    low    Uv.l    radwastB    paci^ged    for    tranEport   or    burl.l.L  Ut. 
quantities    of    scrap-sol  ids   *  N1-9B   shipped    to   P-««   *=«    '" 
197B-79    for    processing     par    License    5TH     1231. 
FORTHMAH.R.O         Cabot    Corp.      Bt.lltt.    Div.        79/09/10.        Ip. 


DOCKET    -10-0452    DEAR    CREEK.   URANIUM   CD. 


7909390017    Forward*    sorniannual    environ   monitoring    root    for   Jan-Jim* 

1979 

HL05SDH.  J.  N.       Dear   Creek    Uranium  Co.        79/06/38.       Ip. 

—7909290021    Semiannual    environ    monitoring   mpt    for    Jan-Juno    197V, 
*      Dear   Creak    Uranium  Co,       79/06/3O.       9pp. 

77I02&0145  Ack    revise    of    79O311    response    fe  rsquBEts    addl    info   vo 
survoy    results    oP    lateral    movement    of    installed    embankment  «, 
Paragraph    5.3   of    Tech    Spec    C-l.  -jo/nij/ifl        U 

LINEHftN.  J.  J.  Uranium   Recovery    Licensing    Branch.        7<7/GJ/«.1.        - 

7910230606  Submits    addl     ir.fD    r»questBd    by   NRC   770109    Itr   t,   790B3!? 
telcon    re    mill    expatvsion   amBnd.F0ur   jv.riii.tf    p*u»«    «jcl. 
MEHLPCK-,  R.  L.        Rocky    Mountain    Energy    Co.        79/09/27.        30pp. 


DOCKET   40-0^77   THE   BQEIN-Q    CO. 


*" 


7910330316   Advl«»    of    requlremant     *«    •"''•'i'1"""..^"'" 

whenever    transfer    of    1    g    or    mora    of    contained    U-23J,  U-2  JS   ov 
Pu    in    BNM,  1.000    *g    or    more    of   U   or    thorium   in    source   matl, 
or    1.000   Ci    or    more    of    tritium   occurs,  -,.-,,  nu/oT 

BPARKB"E.  Techntcal    Planning    &   Information   Dranch.       79/09/27. 

Ip. 


DOCKET    40-8902    IRIOARV   MINE,    WYOMING  MINIWJ  CORP._ 


technical 


7910090601  Forwards  notifications  re  mcursion  s 
monitor  ue\  Is,  provided  biue.kly  to  State  of  WY. 
BCIIENDEL.K.R.  Wyoming  Mineral  Corp.  79/OB/H 


tratus    of    shallou 


Forwards    interim  bio«.a«    program   for    !r!garfly,UY   dryino 
p0aoin9    facilitu.Rsg    fluid,    8.25  «,    79092B   Itr   r.    f»    -ncl. 
SCHENDEL.K.R.       Wuoming   Mineral    Corp.       79/08/17.       Bpp. 


DOCKETED  ITEMS 


--791O24069S    "For    Comment"     issue    of    Reg    Quide    3.  32,     "Dioassay    at 
Mills.  " 
*      Office    of    Standards    Development.        79/07/31.        Spp. 


—7910240650   Forwards    fee    as    part    of    790B17    transmi 
SUA-1341. 
SCHENDEL,  K.  R.        Wyoming    Mineral    Corp.        79/09/2B. 


7910160160   Forwards    nonpropr  letary    environ    evaluation    in    support    of 
application    for   amend    tq    License   SUA-1341    re    increased    plant 
floui    rates.  Wi  thdrauis     "Environ    Evaluation    -    License 
SUA-13-H,  "    dtd    790627. 
BCHENDEL.K,  R.        Wyoming    Mineral    Corp.        79/00/29.        lp. 


— 7910160165    "Environ    Evaluation    -   License    5UA-13>11 
*       Wyoming    Mineral    Corp.        79/08/29.        22pj.. 


7910030619  Forwards    "Discussion    of   Shallow  Zone    Excursion   at    Irigarayi 
&   addl    info    in    support   of   790629   application    tn   amoniJ 
License    BUA-1341. 
SCHENDEL.K.  R.       Wyoming   Mineral   Corp.       79/09/05.       2pp. 

— 7910020632    "Discussion   of   Shallow   Zone   Eicursion   at    Irigaray.  "   Data 
proposed    plant    changes    for    3000    gal  Ions/minute. current 
restoration   plan, radon    loss    determination   method,  uiatqr 
quality    it   nversiie    drawings    end. 
BCHENDEL.K,  R.        Wyoming    Mineral    Carp.        7?/09/09.       70pp 

7910240673  Forwards   79091O    Itr    from  WY  Dept    of   Environ  Quality    rn 
meekly   water   quality    analysis    of    shallow  monitor    tone. 
SCHENDEL.K.  R.        Wyoming    Mineral    Corp,        79/09/1B.        10pp. 

7910340633  Forwards   790917    Itp    from  UY   Dept   of   Environ  Quality    re 
biweekly    notification    of    eicursion   well    status. 
BCHENDEL.K.  R,        Wyoming    Mineral    Corp.        79/09/26.        13pp. 


DOCKET    4Q-B5B4   UNION   76   MINERALS   EXPLORATION   CD. 


7910020844   Act   79073S    Itr   notifv'HB    °f    current    schedule    for    embanVmnnt 
const.  Any    change    in    schedule    should    bo   passed    on    tn   AA 
DePhilllpe. 
LINEHAN,  J.  J.  Uranium   Recovery    Licensing    Branch.        79/09/IH.        I  \, 


DOCKET   40-8385  WYOMING  MINERAL  CORP. 


7910230637  Submits    corporate    info    describing   Westinghouae    techniral 
qualifications    in    nuclear    science    !>    technology, 
DIPIAZZA.R.  P.       Westinghouse   Electric   Corp.       79/09/36.       Spp 


7910050365  Supplements   790303    Hr.  Agreement    signed    u/o   State    Historic 
Preservation   Officer    a  1  gnature.  May    result     in    unnecessary 
site    d  i  sturbance.  proo  1  em-s    w/cqmpletion    date    !i   addl    coat     to 
developers   Energy   Fuels    Nuc  lear,  Inc  .  Reques  1 1   meeting. 
SMITH.M.T.        Utah,     State    of.        79/0-7/12.       2pp. 

7910050053   Submits    addl    copies    of    matls    sent     to   NFIC     in    790911     lira. 
BAUER,  C.  E.       Energy    Fuels    Nuclear,     Inc.       79/09/13          lp 

—7910050061    Submits    rep  t.      "Quldeline    Specs    for    Ear  thuiork.  Liner    Matl, 
Liner    Instal  lation.  I  nsp    S>   Maint,  Tai  1  ings   Mgt   Sys    for    White 
Meia   Project,"    in    accordance    Hi/Condition    26   of    License 
SUft-1358. 
QAKER.C.E.        Energy    Fuels    Nuclear,      Inc.        79/09/11.         lp. 

—7910050067    "Guideline    Specs    for    Ear  thuiork,  Liner    Mat!. Liner 
Insta  llation.  Insp   &  Ma  1  nt.  Tai  1  ing  s   Mgt  Sijs    for    White    Mesa 
U  Project.  " 
*     Energy   Fuels   Nuclear,     Inc.       77/09/11.       38pp. 

— 7910050073  Submits   79090S    Itr    from  UT  Div   of  State   History    approving 
present    layout    flf    site    haul    roods.  Overs!  i  e   map     indicating 
present    haul    road    locations    end. 
BAKER, C.E.       Energy   Fuels   Nuclear,     Inc.       79/O9/11.       3pp. 

7910360196  Forwards    addl    documentation    re   hi-slnrii    sites    in   project 
area.  Includes    D01    79092O     Itr    (<   State    of   UT   Dspt    of 
Development   Svcs   790911     Itr.Oversiie   map    end. 
BAKER,  C.  E.        Energy   Fuals    Nuclear,     Inc.       79/09/27         9pp. 

791026019B  Responds    to  NRC    dam   safety    questions   re    Unite  Mesa   U 
Pro  jecti  Dtandlngs  UT.  Includes    info   re   performance    of    dblte 
structures, NRC    insp   &    documentation    of   const   t<  .protection 
against   heavy    storms. 
VINCELETTE,  M.  D,        Energy    Fuels    Nuclear,     Inc.        79/Q9/3&.         12pp. 

7910240714  Forwards    cultural    resource    inventory    of    northeast    quarter    oF 
Section   33,  T37S,  R32E,  prepared    by    UT    Dept   of    nBve  i  npmBI1t 
Svcs. 
DAKEH.C.E.        Energy    FueU    Nuclear.     Inc.        79/10/O3.        2Bpp. 

7910290425  Submit!   review    of    dam   safety    questions    re   White   Meaa   U 
project    tailings    impoundment ,  presented    790927   by    D'fippnlonia 
Consulting   Engineers.  Assuming    drain   (<  collection    sija    will    be 
installed    as    described,  a  1 1    questions    adequatolij    aiddressed. 
NELSON.J.D.        Coloraoo    State    Univ,        79/10/04.        lp. 

7910290179   ForuardB    Addendum    3,guldeline    spec  1.  result  Jng    from    791O09 
insp    of    tailings    emban Intent    foundations.  Info  desci-ibes 
initial    treatment   6   fill    placement    on  rock    foundations    nf 
embankments. 
DAKEfi.C.E.      Energy   Fuels    Nuclear,     Inc.      79/10/10.       2pp. 


DOCKET    40-EJ625   DRB.     WOOD,     HEWITT,     HAUOAM 


DOCKET   40-0659   PUERTO   RICO,     UNIV.     OF 


79102600B2    IE    Insp    Findings   !(  Licensee   Ac  k    dtd    790913  of   License 
SUB-1303,  Insp    Find  ings: current    copy    at    10CFR2O. copy    of 
license    or    copy    of   operating    procedures    not   properly    posted 
or   made   available. 
CAIN.C.L.    .       Roijion   4,    Dallas,    Office   of    the    Director.       79/09/ia 


791G01012S    IE   Insp  Findings    b   Licensee   Ack    dtd  790903   of   {.iconse 
SUD-1335.  Insp    findings:  Form   AEC-3  not   properly    pouted. 
WDDDRUFF.R,  L,  Region    S.     Atlanta,     Office    of    the    Director. 

79/06/03.       lp. 


DOCKET   40-B675  ENEROY  FUELS  NUCLEAR,     INC. 


7910190141    Forwards    employee    exposure    records   at  Hanksville    lab, 
an4lyliE    repta   of    low  vol    sampling    sitsa   tt  map    shoulng 
sampling    locations. Exposure   records   withheld    pur   Privacy 
Act. 
ROBERTS, D.       Energy   Fuels    Nuclear.     Inc.       79/09/06.       6pp. 


DOCKET  40-B6B1    ENEROY  FUELS  NUCLEAR,     INC. 


DOCKET   -10-6692   COTTER    CORP. 


7910040061    Foriuarils    pages    amending  revised   source    matl    license 
application   per  790Q30   conforente.  Indej   attached    to    e-ach    set 
of  revised    pages    listing    sec  tion,  tab  ]e   !<  pages    amended    fc 
indicating   nature   of  amends. 
SMITH,  T.        Cotter    Corp.        77/09/06.        &lpp. 

7910170079  LieBnse   6UA-t37O,  author! ling   possession    of    4.000   kg   U   to  be 
used    in   form  of  U  uiasto    tailings    for    recovery    of   U    from    test 
pit    pr«. 
6CARAND.R.A.         Division    oP    Haste  Management.      77/09/19.       3pp. 


7910I0043B  Forwan-ds    "Review  of   Tallinga  Mot  Bys:White  Mesa  U  Project. 
Energy    Fuels   Nuc lear. Inc. "   No    insurmountable   outstanding 
problems, 
NELBON,  J,  D.       Colorado   State   Univ.       79/06/33.       lp. 

— 771010064S    "Review  at   Proposed   Tailings   Mgt   BysiWhlte  Mesa   U  Project. 
Energy   Fuels  Nuclear.  Inc.  " 

NELSON,  J.  D.  .    ABT.B.  R.  .    EDOAR.  T.  V.       Colorado  State  Univ.       79/04/33. 
iBpp, 

791022019B   Informs    of   consultation  ui/UT  Div  of  Wildlife  Resources  re 
spec*   h   eittnt    of    faneing. Forward*    Itr   approving    plans. 
BAKERi-C.E.       Energy    Fuels   Nuclear,     Inc.    .  79/OB/24.       Bpp. 


7910220371    Safety/environ    evaluation   rupt  re    Cotter    Corp    application 
far   source  matl    license    authorizing    ft&D  studies    on   U 
recovery    using   Holmes   &    MarvB-r    thin    layer    leaching    process, 
in  Johnson   County]  UY.  Ret  o-mmands   approval, 

ROTHFLE1SCH, J.E,    SCARANO.R.A.  Uranium  Recovery   Licensing    Branch. 

79/09/19.        6pp. 

7910260325  Former  its  License   BUA-1370   &   »af  ety/environ   analysis    rapt. 
License    limits    tailing*    mgt    to   oniite   itorage  at    standby 
tailings    storage   area    followed    by   permanent    disposal    at   Uear 
Creek   U  Project    tailings    pond.H/o  *ncl. 
SCARANO.fi.  A.  Uranium  Recovery  Licensing    Branch.       79/09/19.       Spp-. 


DOCKETED  ITEMS 


DOCKET    40-9693   C0LE   PETROLEUM,  ^  I NC^ 

791003078B   Quarterly    rept    for    pilot    (K*D)     in    situ    U    solution    mining 
CATCHPOLE!  GflJ.     "ogle    Petroleum,     Inc.        79/08/29.        A5pp. 

79101604B5  Discusses   notification   of    restoration    activity    Submits    inPo 
re  restoration   procedures,  t  irae   schedules   (,    post-re-itorfl  1 1  on 

CATCHPOLE.  0.  J.        Ogle    Petrol  earn,     Inc.        79/09/1B.        2|>p. 

7910250332  Forwards    preliminary   aquifer   restoration    rept    on   B.son   U*sin 
pilot    in    Situ   U   mining    opera  tkan.  License    SUA-133(,  Requ*5  cs 
review   of    rettt   &   aci    of    satisfactory    aquifer    restoration, 
demonstration.  ,,,-,,_„         -, 

CrtTCHPOLE.O.  J,        Ogle   Petroleum.     Inc.        79/09/20.        £pp. 

~ 7910350235    "Preliminary   Restoration  Hept,Sept    1979 
.      Ogla    Petroleum,     Int.        79/09/20.        14pp. 


DOCKET   40-8698   PLATEAU   RESOURCES,     LTD^ 

7910050222   Forwards    780500   application    for    source    matl    license, 
including    page    revisions    to    application    t   pas*    revisions     to 
Han    197S  environ  rept.ChecV    for    Fee   en-c  1 . 
NEWMAN, P.        Plateau   Resources.    Ltd         79/09/11.        lapp. 

—7910050331    Forwards    application    for    source    matl     1  itansD.  environ    rnpt 
for    proposed    facility    !•    preliminary    goolcchnical     engineering 
rep  t 
HEIHS.R.L.        Plateau   .Resources,     Ltd.        79/05/05.        3w>. 

--7910050239   Application    for    source    mail     license    to    authorise    uso    o« 
5.000    Ibs    of   U. 
HEIKS.R.L.        Plateau    Resources,     Ltd.        79/05/05.        Bf.pp 

7910030921    Forwards    revisad    pagei    to   May     S97B    environ    rept. 
SEWELL.R.D.        Plateau    Resourcns,     Ltd.        79/09/06.        2tpp 

7910110036  Forwards  License   EUA-1371.  Lit ensr    conditioned    to    require 
that    licensee    submit,  for  NRC   approva 1 , copy    &P    surety 
arrangemBiits    8<    supporting    documentation    shoeing    mill    site 

SWRAND.R.A.  Uranium   RflCD-^ru    Licencing    Qranch.        7'J/09/31.        ^pp. 

—7910110041    Matls    license    EWft-k371     for    Plateau   FJesauraes    Ltd    author  1 1  mq 
possession  of  byproduct  matl    in    form   of    U  waste    tailings 
generated    by   milling    operations.  ,„,„„,.,,         ., 

MILLER.  V.  L.  Licensing    Mananeroent    Branch.        79/OWJ1.         'PP. 


79J001053?    Sumniarv     of    790S31    maetinH    ui/Gulf    Mineral    Resources    Co    in 
Denver, CO   re    ongoing    uork    bg  Culf    Mineral    Resources    in 
response    to    NRC    rpvieu    commants    on    propoaed    tailings 

TRACER,  £•"£.      5yDirision    of    Waste    ManagemEnt.        79/09/12.        ^pp. 

791-0320332  Notifies  that  byproduct  matl  license  application  t< 
supporting  environ  root  are  acceptable  for  detailed  rev.e^ 
Forwards  FR  notice  of  environ  rept  avai  labil  i  tij  b  of  intont 


to    prepare    DES. 
SCARANQ,  R.  A. 


Uranium    Recovery     Licensing    Branch.        79/O9/21. 


—7910220237    Notice    of    availability     of    environ    rept    &    of     intent    to 

MILLER^H.  J.  Uranium    Recovery.    Licensing    Branch.        79/O9/21.       3pp. 

DOCKET    4Q-B72<b   NEH   MEXICO   HEALTH   -    ENvIRDNHENT^DEPT. 

79L029000-1    Fortuarda    designer   roomorandum    re    grounduiater    collection   1 
evacuation    sc  hetne.  general     design     concepts    for     liquid    uaste 
disposal    !.    probaEle    ma  i    precipitation    I.    100-yr    storm 
Impoundment    vol    «.    pool     elevations. 
TOPJ1.*.  A         Neu   Meiico,     State    of.         79/09/21.        Ip. 

__791C.29000B    "Designer    Memorandum    1.  Grounduater    CDlleetiori    ?<   Evacuation 
VOLPE,  R.  A.        Af  f  il  la  t  ion    Unknoum.        79/09/07.        8pp. 

-- 7910390010    "Designer    Memorandum    S.Oeneral    Design    Concepts    fur    Liquid 
Haste    Disposal .  " 
*      Affiliation    UnVnouin.        79/09/17.         14pp. 

—7910290011     "Designer    Memorandum    3, Probable    Ma.    Flood    Series    t.    100-Yr 
Starjn     Impoundmont    Vol    *•   Pool    Elevations    for    Stage     !    Catchman 
Dam    "    Oversiie    drauing     one  1 
FAITH,  S.E.        Science    Applications,      Inc.        79/09/2O.        7pp. 

7910300026   Fnruiardi    documents   related     to    app  1  icati  on.  Cine    copy    of    each 
designer   memo    sent    directly    to  JO   Nelson, Ft  Col  I  ins, CO. U/o 

TOPP.A. /V         Neu    Mexico.     State     of.        79/O9/28.        Ip. 


DDCrtET    4Q-B727    KERR-MCGEE    NUCLEAR    CORP. 


7910250457   Requests    oitdl    Info   re   application    for    source    matl    licensn    to 
authorize    recovery    of   U    From  mine   ma ber. uti 1 i  i  ing    ion 
exchange     techniques. 
MILLER,  H.  J.  Uranium  Recovery    Licensing    Branch. 


79/1O/03.        2pp 


— 7710H0048   Safety    evaluation    supporting    Source    Matl    Lie  ens*    SUrt    Kirl. 
RQTHFLE I SCH,  J. .    SCARANO,  R.  A.  Uranium   Recovery    Licensing    Llraiirn 

79/09/20.       23pp. 

7910240001   Foruarils    addl    page    revision    to    environ    rc-pt    submitted    on 
7B030B, 
NEWMAN, P.        Plat-sau    Rosources,     Ltd.        79/09/27.        3pp. 


DOCKET    40-8739    PIONEER    DftAVAN,  INC. 

7910E50093    ForwanJa     Itr     application    for    byproduct    mall     licijTiso, 
8TEWWT.R.  D.        Pionoer    Ui-aran.     Inc.        79/10/03.        U|)p. 

— 7910250095   Ltr   application   For    byproduct   matl    licenoe. 
STEUAfiT,  R.  B,        Pinneor    Uraran,      Inc.        79/10/03,         Ip. 


DOCKET  40-8731   ROCKY   MOUNTAIN  ENEfiOV  CD. 

79102302B6  Cormnents    an   environ  assessment    rept    (or   Nine    Mile    La  It  is 
in   situ    loach  U  mine  6    sugoests  measures    to   prevent    spills 
oF  raduaster  protect  water    foiul   t  reclaim   honltat, 
DEXTER,  U.  D.      Hyorainj,    State    of.       79/09/03.       3pp. 

791012O513  Submits    contemn   re  Mine  Mile    Lako   U    pnojact    in    Natron, 
County-HY.  Public    lands  within  project    area   not    idcnt  i  Fietf- No 
indication  re   use  of   public    land.  List    of    contract 
archeologisti!    fc  oversiie   map   of    site    end. 
BAKER, D.P,       Interiori  Dept,  of.    Bureau   of   Land    Manageitient. 
5pp. 


DOCKET   40-B7BS  SULF  MIUCftAL  RESOURCES  CO, 


79100ad7fc7  Bummsr«    of  790BI1  meeting   u/Oulf  Hinarals    ResourccB    Co    in 
Silver  Spring. MD  re  uork   done    by  Gulf    Hinerala   Resources    in 
response    to  MftC  review  comraeats   on   taillnos    impoundment    oys 
proposBd    for    projert, 
TftASEd.E.  A.  Uranium  Recovery  Licensing    Branch.       79/QH/27,       Jpp. 


-7910250C-7H   Forward    environ  rept,     "Radioactive  Matla    License 

Application"    t,    "Investigation    &  Design   Rept  fnr    Proposed 
Mill    Haste    Mg  t    Fac  i  I  i  t  ios.   " 

POLSK.R.  J.        Pioneer    Uraran,     Inc.        79/09/1O.  Ip. 

-7910280-101    "Radioactive   MaUa   Litense    Application."    W/aupporting 
technical    doc umontati on  &    radiological    health    physics   rept. 
Available    in    PDR. 
«      Pioneer   Uraran,     Int.      79/O9/10.       100pp. 

-79102S01O1   Environ    rept. Ava i lab  1 e    in    PDR. 

*      Pioneer    Uraran.      Inc.       79/O9/10.        500pp. 

-791025010B    "Investigation  ti    DeEign  Rept    for   Proposed    Hill    Wasto  Mg t 
Facilities."    Available    in    PDH. 
DAVIDEDH,  L.  K.,        Dames    (.   Moor-e.        79/09/10.        500pp. 


DOCKET    -JO-B731    PHILLIPS    URANIUM   CORP. 


771011Q473   Ack    receipt    of    790730    Itr    requesting    environ   repts 
application    for    aourie    matl     1 icense.  Noli f ies    that    changes 
are    being    made    to    rept.Upon    completion   of   changes 
apprp-rlatD    number    o*    copies   uill.be    provided. 
VELASQUEZ.  J.fl.       Phillips  Uranium  Corp.       79/09/06.       2pp. 


DOCKETED  ITEMS 


DOCKET   40-8746   DAWN   MINING   CO. 


7910110160   Application    for    reneual    of    Radioactive   Hat  I    License 
UN-1043-1. 
THOMPSON,  J.  E.        Daun    Mining    CD.        79/07/31.        115pp. 

-- 7910110164  EIS  re    tailings    disposal    facility    eipansion    project. 
*      Daun   Mining    Co         79/07/30.        100pp. 

7910390466   Comments    on    proposed    preoperat  ional    monitoring    program    far 
proposed    heap     leach    operation    at    Midnite   Mine.  Program 
contains    all    essential    elements    of    comprehensive 
preoperatlonal    monitoring    program. 
SCARANQ, H.A.  Uranium   Recovery    Licensing    Branch         79/10/04        2pp 


79101Q06IO   Summary    of    790723   meeting    ui/Cyprue    Mines    Corp    fc   WY    Miimr.il 
Corp    in  Silver  Spring, MD  re  Hansen   Project    licensing. 
KRUG.M.E.  Uranium   Recovery    Licensing    Branch.        79/O7/2I.        3pf. 

7910260329   Forwards    Hansen   Project    environ    rept    to    fulfill    requirflmiint 
of   contract. 

KRUQ.M.E.  Uranium   Recovery    Licensing    Branch.        NRC-O2-79-03fc. 

79/09/23.        Ip. 

7910290241    Discusses    review   of   radioactive    mat  la    license    application    I. 
environ   rep  t.  Requests    field   data,  oasel  me   data   6   surety 
agreements. Commencement    of    const    prior    to    licensing 
conclusion    is    grounds    for   NRC    denial. 
MONTGOMERY,  J.  L.        Colorado,     State    of.        79/Q<5/27.         Ip. 


DOCKET    40-B747   EVEREST   MINERALS   CORP. 


DOCKET    40-8749   EDLOU    INTERNET  I  GNAt   CD, 


791003013B   Forwards    application   &    permit    licenses    from   TX    Dept    of   Hale 
Resources    re    in    situ    mining, area    author i lat ion, air    control 
t,   deep    disposal    yell. 
MAYS.W.M.       Everest   Minerals   Corp.       79/07/16.       120pp. 


7910110433  Requests   halt    to   processing    of   790013  application    for   SiNM 
1  Icense.  Appl  icat  I  nn   mill    be   withdrawn   It   reaubmitted!    at 
future   date    to   cover   storage   at   different    site. 
PQuHURST.G.  W.       Ed lom   International    Co.        79/O"7/14.         Ip. 


7910040009  Forwards    licensing   mails   originally    sent    to  TX   Dept   of 
Health    re   application    for   radioactive  matls    license    for   U 
project. 
STOVER,  D.  E,       Everest  Minerals   Corp.       79/Q7/SO.      630pp. 

7910160482   Forwards    info    in    response    to    request    re    industrial    wants 
disposal    iuell    program    in    TX.List   of   consultants  £,   consulting) 
firms    cncl. 
STEINGFlABEfl.n.        Texas,     State    of.        79/07/20.        62pp. 

7910050272    Discusses   Hobson   Mining    Project    injection   uieH.TX    Diipl    o( 
Water   Resources   Permit   WDW-168.  Recommends   NRC    consider 
agreement   u/TX   to    license    injection    of   U  process   uaote 
waters    in    TX. Considers    risk   minimal. 
WILLIAMS,  R.  E.        Idaho,     Univ.     of.        79/07/30.        4pp. 

7910110483   Requests    issuance    of   matl /byproduc t    license    For    possessinn 
&    storage    of    ground   wastes   generated    by    in    situ   solution 
mining    at    leach    mining    project   near   Hobson. TX. Subml ts 
supplemental    info    supporting    issuance    of    license. 
MAYS.W.M,       Everest  Minerals   Corp.       79/09/17.       flpp. 

7910250137   Notice    of    negative    declaration    re    issuance    of    matt/byproduct 
license    for   Hobson   project    in  Karnca   County, IX. 
SCARANO.R.A.  Uranium   Recovery    Licensing    Branch.        79/Q9/2/,.        Spu 

— 7910350141   EIA   supporting    issuance    of   matl /byproduct    license    for   Hnonnn 
project    in    Karnus    County, TX. 

KAUFMANN.R.  S.  Uranium  Recovery   Licensing   Branch.       79/09/30. 

20pp. 

7910360S01    Forwards    Matl /Byproduc t    License    5UA-1372   d   EIA, 

5CARAND,R,A,  Uranium   Recovery    Licensing    Branch.        79/OV/2B.        Ip. 

— 7910260203   Mail/Byproduct   License    BUA-1372    for    Everest    Minerals   Corp, 
author!  ling   possession    of  U  waste    tailings   generated    b(i 
licensee    source   matl    eitractlon    operations,  for   use    in 
dr  1 1 1  ing,  const   '.<  operating    underground  waste    Injection   well. 
SCARANO,  R.A.  Uranium  Recovery   Licensinn    Branch.       79/09/213. 

Sop. 

79I02602O7  Lists    procedures   &   steps   re   revieui  of   matl/byproduct    licenau 
application    for   U   extraction   project    in  Karnes   County,  TX. 
KAUFMANN.R.  Uranium  Recovery   Licensing    Branch.       79/07/29.       Ip. 


DOCKET    40-B74B   CYPRUS   MINES   CORP.,     URANIUM   DW. 


DOCKET   40-8751    COTTER   CORP 


7910220007  Foruarda   application   for  ma tl/byproduc t    license   author  i  1 1  »u 
Cotter  Corp    to   dispose   of    11.4   tons    U  mill    tailings 
containing    various    compounds    d   Th-230. 
MCGRATH.E.J,        McOrath,     E.     J.       79/09/11.        3pp. 

—  7910220008   Application    for   matl /bypraduc t     license    autn  or  1 1  ins    (kit.tur 
Corp    to   dispose   of    11.4   tons  U  mill    tailings    containing 
various   U   compounds   !i   Th-230, 
SMITH,  T.  C         Cotter   Corp.        79/09/10.       2pp. 


DOCKET    40-0752   PINAL   MINERALS   E,   MININQ,     LTD. 


7910220121    Forwards    environ   appraisal ,  s.upp  lemantal    environ   !. 
meteorological    info  t<    license   documents.  Requests    necessary 
application   forms    for   byproduct/mat  1 s    license. 
CLARY, T   A.        Pinal    Minerals   J   Mining,     Ltd.        79/09/06.        241pp. 


7910220115   Requests    technical    assistance    t 
Forwards    licensee    file  u/o    insp   repts. 
FITZRANDQLPH,  L.       Ariinna,     State    of.        79/Q7/I-J 


provide    environ  ova  1 ua 1 1 nn 
7pp. 


7910260211    Requests    that   AZ    AEG    provide   addl     info    re    EIS    for    Ptnal 
Mining  t<  Minerals   heap    leach    operation  at    Lucky    Day    Mine. 
MILLER,  H.  J.  Uranium   Recovery    Licensing    Branch.        79/10/05.         I 

—7910260216   AcL    receipt    of    790906   request     for    mail/byproduct    Jippl 
form.  NRC   has   no  application    form   specifically    For    mill 
tailings   as   byproduct  matl.  Reg   On  fifes  3,  5  &  3,  B  &  NRG    tranuli 
technical    position  re  U  mill    tailings  mg.t    eTicl.W/o  cncl. 
MILLER,  H.  J.  Uranium  Recovery   Licensing   Branch.       79/10/O&. 


DOCKET  40-B7S3  CALIFORNIA,    STATE  OF 


7910310011   Environ   rept    for    facility. 

*      Cyprus   Mines   Corp.       79/06/30.       1260pp. 


7910250056  Responds    to  questions   re   operations   t  radiation 
program,  resul  ting    from  790833  meeting. 
MARTIN.U.  F.      Martin-Trost   Associates,       79/08/23.       3pp 


7910110^36  Foriuards    operations   plan  of    proposert    upgrading    of  U    arn    liy 
Martin-Trost  Associates.  Applicant  has   been    informed    of 
deficiencies    in  appl  Ication.  CA  Dept    of  Health   Svc    la 
reviewing    proposal    re   possible   negative    declaration, 
FEBB.K.D.      California,    State   of.      79/08/24,       43jip. 


DOCKET   >10-8754   COLORADO   DEPT.     OF   HEALTH 


—  7910310013  Environ   rept,app. 

*      Cyprus  Mines   Carp,       79/06/30. 


1260pp. 


7910110476  Forwards    executive   summary    of   project,  to   lie    inserted    in 
radioactive  matls    license  application. 
THQMP50N.M.  A.      Cyprus  Mines   Corp.       79/07/31.      Spp. 

7910110038  Forwards    Info  t.   data   used    by   NRC    in  performing    radiological 
impact    evaluations    for  U  milting    operational  principal 
parameters    tor   radiological    assessments  &  Reg   Guides  & 
branch    position    papers.  Describes    I  icensing.  W/o   end. 
MILLER.  H.  J.  Uranium  Recovery   Licensing    Branch.       79/QB/13.      2p|t. 


7910190191   Forwards   CO  Dspt   of  Health    review  of  Keota    project    I- 
comments    From  Div  of  Water  Resources.  CO  Dcpt    of  Natural 
Resources. Requests   comments.  W/n   enc 1 . 
MONTGOMERY,  J.  L.       Colorado,    State    of.        79/09/10.         Ip. 

— 7910190156  Forwards  radioactive  matl    license    application  &    environ 
rept   for   WV  Mineral   Corp  Keota   project.  Requests   NP1C    review 
&  comment   re    liquid  waste   control    ii  prenper  at  ional    environ 
programs, 
HAZLE.A.J.      Colorado,    State   of.       7B/11/20,       Spy. 


DOCKETED  ITEMS 


—7910190160  Forwards    state    license   application    far   HV   Mineral    Corp    Kent* 
project.  Liitlnj    of   mine   manager    r«*por.si6  i  1  i  ties,  i  nFo    re 
training    of    radiation   protection   officer   fc   radiation 
protection    program   and. 
HAZLE.A.J.       Colorado.    State    of.      7B/11/28-       70PP- 


7910IB0121    Petition    For    decommissioning    of    Unit    1    &    suspension    of  Unita 
5    E.   3. Alleges    that    potential    consequences    of    accident    could 
be    enormous     due     to    failure    of    util     to    c Drop ly . w/basic     safety 
r  eq,uiTenaent  s. 

WE1SS.E.  R.        Union    of    Concerned    Scientists. 
Harmon    &   Weiss.        79/09/13.        37pp. 


WEISS,  E.  H,        Sheldon, 


DOMESTIC  LICENSING  OF  PRODUCTION  AND  UTILIZATION  FACILITIES 

DOCKET    BO-a   UNIV.     OF   MICHIGAN   RESEARCH   REACTOR 
J.     Insurance  &    indemnity    information 

79102SO30fa  Forwards    executed   Amend    11    to    Indemnity   Agreement    E-I>5p 
modifying   prefatory    language    re    transportation   t>   handling    or 
temporary,    storage    of    radioactive  matl, 
57EKPLE,  P.  J.       Michigan.     Univ.     of.        79/10/17.        3pp. 


Q.     Inspection    reports,     IE   Quill 


7910090508   Forwards    IE   Bulletin    79-19,     "Packaging    of    Lou   Level    Kaduaste 
for    Transport    h   Burial.  "    Action   required.  -,„,„„,,„ 

KEPPLeR.,0,0.  Region    3.     Chicago.     Office    df    the    Director.        /9/OB/lu. 


7910Q503B&  Forwards    IE   Info   Notice   79-20,     "NRC   Enforcement    Policij    - 
HKC   Licensed     Individuals.  "    No    action.   requirad. 
KEPPLER.J.  0.  Regions,     Chicago,     Office    of    the    Director. 


__  771DJB0141    Responds     to    A909O2    Itr.  Advises    that    license    mill    not    eipiru 
if    rerlOLiifll     is     filed    before    691316,  since    technical    matters 
can-not    fie    resolved     on    proposed    schedule. 

MORRIS,  P.  A.        Atomic    Energy    Commission,     Directorate    of    Licensinq 
69/09/23.         lp. 

—  77101-00150    Affidavit     in    support    of    petition    for    dec  nrnmissiomnq    at    Unit 
i    tt    suspension   of    Unit    3  &  3   operation. 
PDLLARB.R.G.         Union    of    Concerned    Scientists.        79/09/13.        Jp|> 

7910310137   Petition    for    review   nf    part    of    ASLAB    decision    ALAO-961. 
relating    to    soismic    moti  i  tor  ing    network.  Allesafi   ABLAD    failed 
to    give    fair    uieight     to    NRC    &   State    of    NV    testimonies. 
Certificate    of    Svc    encl. 

FLG18CHAKER,  D.       Citicens   Committee    for    Protection    of    the   Environment. 
79/O9/24.        6pp. 

791019O020   Oppo-ae-5    UCS    req.uest    that    NRC    issue    order    directing 
suspension    of    operation    of    Units    2    5.   3   *    decommtaa  i  oninq     of 
Unit    1.  Relief    aought    should    be    denied    DT    alternatively    he 
deemed    request     For    rulemaking. 
BRANDEWBURG.  B.  L-      Consolidated   Edison    Co.      of    Neiu    York.        79/QW2U. 


7910020151   Forwards    IE   Info   Notice  79-30,  Fievi  3ion    1.     "NRC    Enforcement 
Policy  -  HRC  Licensed    Individuals."    Notice    reissued    to 
correct  niord   omission  !•  punctuation  error    uhich    changed 
Intent   of    statement.  Changed    statement    underlined    in    teit. 
KEPPLER,  J.  Q.  Region   3,     Chicago,     Office    of    ths    Director.        79/O-7/O/. 


DOCKET   50-3    INDIAN   POINT   STATION.    UNIT    i 
O.    Adjudlcstory   correspondence 

7910020033   Ack    790611    Itr    iff/petition    requesting    shutdown    of    reactor*. 
Both    foruarded    to  NRC  headnuart-srs. 

ABRAHAMS.  Region   1.    Philadelphia.    Office   of    the   Director. 

79/07/25.       lp. 

— 7910030036   Opposes    pouer    plants    for    inept    operation    t    danger,  llequest;; 
info    on  NRC    plans   rereactors.  Petition    by   Housatonlc    Safe 
Energy  Alliance   encl. 
DAVIS.  R.      Affiliation  Unknoun.       79/Oi/ll.        lp. 


79102JlOt)3a    Motion    for    extension    until    7*71109    to    respond     to    NY   (Static 
Energy   Ofc    d    Cltiiena   Committee    for    Protection    of   Environ 
petitions    requesting    revioiu    of     eipanHion    of    aelsraic    netmork. 
SMITH,  D.tt.  Branch    2.        79/1O/03.        27pp. 

--7910210614   Affidavit   attesting    that    seismic    issues    in    proceeding    have 
bean    disregarded    for    two    year  i,  ma  k  ing    current   review  more 
cample*.  Add  I     time    will    serve     interest     of    publ  i  c  .  Noti  ce    of 
appearance    !t  Certificate    of   Svc    encl, 
KMIGHTiJ,  P,          Division   of   Systems    Safety.       79/10/05        6p|>. 

791035O23O   Answer     in    oppnstion    to    NV    State    Energy    Pfc    790921     pufitinti 
requesting    Commission    review  of   ALAD—  13i.  !.  ALAB-561  .  l>e  ti  lion 
does   not    shou  proper    basis    for    review.  ASLAB   decision    has    not 
been    d  1  sc-uted.  Certi  f  icate    of   Svc    encl. 
DAV1S>J.P.         Consolidated    £dison    Cn.     of    Neui   York.        79/10/09.        2pp. 

79102304'19  AnBuier    in    opposition    to  NY  State   Energy   Dfc    790921    petition 
r-aq.iiBBt  ing    Commission   reveiw  of   ALAB-fl36  &  ALAB-561,  [oat    o* 
"clearly    erroneous    decision"    has   not    been   met.  Cer  t  i  f  i  cste 
of    Svc     encl. 
FREV.T.H.       POUJBT    Authority    State    of  Neui   York.       79/10/09.        llpp. 


— 7910020029  Petition   for    shutdown   of  pguer    plant. 

DAVIS,0..,    BEnKGV.B..    KEfIN,  R.       Housatonic    Sflfe    Eneroy    Allianco 
79/06/10.       2pp. 


7910190ttl    Notice    of    address    changei  aa    of    791001,  mill    bu    at    17U6 
Street, Suite    7Df,  Wash!  ngton.  DC. 
FtEISCHAKER,  D.        FleischflVer,     D.     S.        79/10/10.        lp. 


7910030221   Order    attending    time   until    IS    days   after    svc    of    supplemental 
majority   opinion   for   fillnu    petitions   fur    revieu   of    seismic 
issues  of  ALABH22  t,  ALAB-436.  TlmB    for  NRC    tn    grunt 
p«titiana    is    eitended    to    30  daijs    after    filing    of   petltionr. 
CHILK.S.J.       Office  of    the  Sncretaru   of    tne  Commission.       79/OB/aa 
2pp. 

910030173  ForuardB  AS  Rosenthal    (<  JH  Buct    790906   supp  lomenta)    opinion 
in   Buabrook    procaeding    t<   JH   ButS    &   LF1    Quarles    790606 
supplemantel    opinion    In    Indian   Paint  JITOC  ead  Ing .  CJ  .Bishop 
79090t>  memo  TB   amend   to  MC  Farrar   790803  opinion   and 
BIBHDP.C.J.      Atomic   Eflfety   and   Licensing    Appeal    Panel.       79/O9/06. 
3pp. 

— 7910030176  Supplnratntal    opinion   in  response    to   MC  Farrar    790St)'j 
dissenting    opinion   on   seismic    Issues    In  ALAB-422. 
RHBENTHAL,  A,  8.  >    BUCK,  J.  H.        Atomit    Safety    and    Licensing    Appeal 
Panel.      79/09/06.       l?pp, 

— 7910030183  SupplBmi-ntal    opinion    in  rttponse    to  HC  Farrar    790HO3 
dissenting    opinion    on   seismic    issues    In  ALAB-4^6, 

BUCK.J.H.,    QUARLEB.L.R.      Atomic  SaFety   and    Licenstna    Appeal    Panol. 
79/09/06.       4pj. 

— 7*1003018?  fitment    to  MC  Famr  790B03   dissenting    opinion    to   avoid 
passible    confusion   betuten  tuo   dlffarent    areas    nf 
consBTvati  am. 

FARRARjM.C.  ,    BIBBDP.C.J.      Atonic   Safetij    and  Littnsing    Appnal    Pantl, 
79/09/Oi.      3pp, 


7910220-137   Dvder    granting    eitaniion    until    79110B    for   NRC    to   respond    tu 
NV  Stato   Energy    Ofc    t<  Citiiens'    Co'inmittee    For  Protection    of 
Environ    petitions    to    in  tervene.  Qood    cause    shown. 
CHILK.S,  J.        Office    of    the   Secretary    of    the   Commission.       79/10/10. 


H.     Oeneral    correBpondance 

7910030634   Updates    infn    re    access    of   NRC    Region    I    personnel    to   util 
facilities.  Jn   Johnson,  NRC   Badge    D-OH41.  is    to   be   added    to 
Encl    I    &   delete    From  Encl    2  of    NHC    79O7O2   Itr. 
SHIER,  B.  H.  Region    1.    Philadelphia,     Office    of    the    Director. 

79/06/31.        lp. 

P.     Operating    license    stage   documents    &   cn-rrespondonce 

7909140043   Requflsts    that    review    of    potential    for    inadvertent    reactor 
scrams   !c    safety    injection    sys    actuations    be   submitted    to 
HFIC    within    30    days. 
EISENHUT,  D.  Q.          Division   of  Operating    Reactors.       79/06/26.       2pp. 

791O09Q241    Forwards    FR  notice   of    amend    to    10CFH73.  55  re   requirements 
for    physical    protection   of   nuclear    power   plants.  Amend    defers 
Implementation    of    physical    search    requirements    from  79GB01 
to   791101. 
DENTON.H.R.       Office    of    Nuclear    Reactor    Regulation.       79/08/10,       49u(i, 

7910030*38   Responds    fcu    IE  Bulletin   79-17.  Unit    1    has    been    shut    down  & 
in   d»fu»l»d    condition.  Results    of    examinations   of   Unit   a 
piping    iiave   revealed    no   signs    of    cracking    in    stagnant. 
oxygenated,  borat«d    maker    safety  -re  la  ted    ays. 
CAH1LL>U.J.       Commonwealth    Edison   Co.       79/OG/24.       5pp. 


DOCKETED  ITEMS 


7910100633  FO.IA  request  for  sequel  to  WASH-BS,  documents  re  1952-53 
ACRS  proceedings, documents  submitted  to  ACRS  during  1953 
concerning  proposed  reactor  site  &  documents  referenced  in 
WASH -SB. 
VELLIN.J.   Massachusetts  Institute  of  Technology.   79/09/04    2pfi. 


7910090370  Forwards  IE  Circular  79-20,  "Failure  of  OTE  Sylvania 
T«pe  PM  Bulletin  7305  Catalog  5U13-11-AC  u/120  <Ja  \  t  at 
Coil."  No  action  required. 

QRIEP..B  H.     Region  I,  Philadelphia,  Office  of  the  Director 
79/09/24.   Ip. 


7910030162  Forwards  Amends  27  !.  59  to  Licenses  DPR-5  &  DPR-26, 
respect ively. safety  evaluation  &  notice  of  Issuance  !. 
aval  lability. 

SCHUENCER,  A.     Operating  Reactors  Branch  1  (Pre  791030)    79/09/1S. 
2pp. 


7910040094  Forwards  IE  Info  Notice  79-23,  "Emergency  Dies*)  OeTiffrti  tur 
Lube  Oil  Coolers."  No  action  required. 

GRIEn.B  H.     Region  1,  Philadelphia,  Office  of  the  Director 
79/09/26.   4pjj. 


—  7910030190  Amends  27  !i  59  to  Licenses  DPR-5  &  DPR-26,  reapec  t  ivo)  LI, 

revising  Tech  Specs  re  operating  organi  latl  on,  reporting 
requirements  for  Unit  1  t,  qualifications  of  chemistry  !. 
radiation  safety  director. 

SCHWENCER.A.     Operating  Reactors  Branch  1  (Pre  791030) 
79/09/lfl.   24pp. 

—  7910030197    Safety    evaluation    supporting    Amends    27   &    59    to    Licenses 

DPR-5   t,    DPR-26,  respectively. 

*      Office    of  Nuclear    Reactor   Regulation.       79/09/18.       3pp. 

—7910030200  Notice    of    issuance  &  availability    of   Amends   37  &  59   to 
Licenses   DPR-S   b  DPR-36,  rospec  ti  vol  y. 

SCHWENCEfl.rt,  Operating    Reactors    Branch    1     (Pre   791O30). 

79/09/18.        2pp. 

7910100613   Partially    responds    bo    FD1A   request    for    sequel     to    WASH-SB, 
documents    re    1992-53  ACRE   proceedings,  documents    submitted 
to    ACRB    during     1953    concerning    proposed    reactor    site    tj 
documents    ref    in   WA5H-B8. 
MCCAULEY.  W.  R.        Energy,  Dep  t.  of  .        79/09/30,        3pp. 

7910320413   Forwards    guidelines    for    valve    operabllity    ro    containment 
purging    &   venting    during    normal    operation.  Requests 
commitment    to    implement   valve   qualification   program  within 
3O   days. 
E1BENHUT,  D.  0.         Division   of   Operating   Reactors.       79/09/37.       3pp. 


79101H011B   Forwards    IE   Bulletin   79-24,     "Fro.  en   Lines.  »    Action    reiHiiru.1 
GRIER,n.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/27.        Ip. 

7910160517   Forwards    IE    Info   Notice   79-23,     "Reactor    Trips    at    Turkcn 
Point  Unita   3  &  1.  "   No  action   required. 

QRIER.D.H.  Region    I,    Phi  lado  loh  la,     Office    of     the    Director 

79/10/01         Ip. 

79IOI705B5   Forwards    IE    Info   Notice   79-24,     "Dverpressur  i  lat  1  on    of 
Containment    of   PWR   Plant   After   Main    Steam   Line    Break."    No 
action  required. 

GR1ER.D.H.  Region    1,     Philadelphia.     Office    of     the    Director 

79/10/01.        Ip. 

7910110339   Responds    to   790917    1  tr    re    potential     interaction    b&tuicun 
nonsafaty-grade  t<  safety-grade   sys   addressed    in    IE    Info 
Notice   79-22.  Info  will    be   provided    if    affirmative    decision 
reached    to    return   Unit    1    to    EVC. 
CAH1LL,H.  J.        Commonwealth    Edison   Co.        79/10/09.         Ip. 

R.    Periodic    operating   reports   k  related    correspondence 

7910020385  Forwards  Quarterly  flept    It,    for   seismic    monitoring    nrDnrnrn 
for  Mar-Hay    1979. 
CAHILL.W.  J.       Consolidated    Edison   Co.     of   New    Yorli.        79/09/19.         Ip 


7910260341  Request  addl  info  re  adequacy  of  affsito  power  sin 

BCHWENCER.A     Operating  Ileactora  Branch  1  (Pre  791030).   79/10/01 
3pp. 


—  791003039B   Quarterly    Rept    16    for    seismic    monitoring    program    fur    Mnr-fi 
1979. 
»      Woodward-Clyde   Consultants.       79/09/07,        43p  p 


7910100619  Responds  to  FOIA  request  for  sequel  to  WASH-DO  documents 
re  1953-53  ACRS  proceedings,  documents  submitted  to  ACDS 
during  1953  concerning  proposed  reactor  site  &  documents 
ref  in  WASH-9Q,  Unab  le  to  locate  documents. 
FELTON.J.M.     Division  of  Rules  and  Records.   79/10/05.   Ip. 

791022034Q  Forwards  response  to  NRC  790727  !<  OSOS  requests  for  adill 
info  re  degraded  grid  voltage  !i  adequacy  of  station 
electrical  distribution  sys  voltages.  Eitens  ive  computer 
analyses  required  will  be  completed  by  300301. 
CAHILL.W.  J.   Consolidated  Edison  Co.  of  New  York.   79/10/16.   tlup 

Q.  Inspection  reports,  IE  Bulletins  &  correspondence 

7910020097  Forwards  IE  Info  Notice  79-20,  Rovision  I,  "NHC  Enforcement 
Policy  -  NRC  Licensed  Individuals.  "  Notice  reissued  to 
correct  uiord  omission  '.<  punctuation  error  which  changed 
Intent  of  statement.  Changed  statement  underlined  in  text. 
GRIER.B.H,     Region  I,  Philadelphia,  Office  of  tho  Director, 
79/09/07.   Ip. 


7910120241    Forwards    fish     impinooment    data    for    Sept     1979, 

MDNTIiU.A,        Consolidated    Edison   Co.     of   New   York.        79/i  (J/]O. 


791022OS95   Forwards    tabulation    of    dally    record    of     fish    col  ]  BE  tiQiio     fu 
Sept    1979. 
CAHILL.W.  J.       Consolidated   Edison  Co.     of  Neui    York.       79/10/13.       4p|i, 


U,     Congressional /Executive  Correspondence 


7910310056   Requests    response    to    end    Maiden   79093S    Itr    re    possible 
facility    safety    problems. 
PEYSER, P.  A.       House   of  Rep.      79/09/17.       2pp, 

7910260442   Expresses    dismay    w/de    factn    secret    meetings    conducted    li  v 
NRC   on  790923-26  re   upgrading    of    inadequate    emergency 
preparedness   planning.  Requests   rescheduling    &  opening,    nf 
meeting   for   publ ic, 
F1SH-H.       House    of   Rep.        79/10/09.        Ip. 


7910020516  Forwards  IE  Circular  79-19,  "Loose  Locking  Devices  on 
Ingorsol  1-Rand  Pump  Impellers."  No  action  required. 
ORIER.B.H.     Region  I.  Philadelphia,  Office  of  the  Director. 
79/09/13.   Ip. 

7910160273  Responds  to  IE  Bulletin  79-Hl.Unit  1  shut  down  while  util 
decides  whether  to  install  ECC9.  Di  scusses  review  results  far 
Unit  2  level  indication  !<  control  signals  for  each  steam 
generator. 
CAHILL.W.J,   Consolidated  Edison  Co.  of  Neu  York.   79/07/17.   9pp. 

7910300093  Forwards  IE  Info  Notice  79-22,  "Qualification  of  Control 
Sys,  "  Westinghouse  79QB30  Itr  b  Public  Svc  Electric  8,  Oas 
Co  790910  1  tr  re  potential  unrevieued  safety  question,  Action 
required  within  20  days,  W/o  end. 
DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/09/17.   40pp. 

7910230561  Forward  a  NRC  790636  Itr  ra  multiple  equipment  failures  tc 
surveillance  testing  errorsiuhich  uas  incorrectly 
distributed.  Also  forwards  IE  Insp  Repts  50-295/79-13  & 
50-304/79-12.  Action  required. 
EISENHUT,  D.  0.    Division  of  Operating  Reactors.   79/09/21.   49pp. 


DOCKET    50-5   PENNSYLVANIA   STATE   UNlv,     RESEARCH   REACTOR 
Q,     Inspection   reports,     IE  Bulletins   &   correspondence 

7910030074  Forwards    IE    Info  Notice   79-30,  Revis  ion    1-     "NRC   Etif  orcomffiil 
Policy   -NRC   Licensed    Individuals,  "   Notice   reissued    tn 
correct  ward   omission  d   punctuation    error  uhlch    changed 
intent   of   statement,  Changed    statement    underlined    in    tent. 
OSIER,  D.H.  Region   1,    Philadelphia,    Office    of    the   Director. 

79/09/07.       Ip. 

7910310079  Forwards  IE  Insp  Repts  SO-QQ3/79-02j  70-01 13/77-02, 
70-0144/79-02  J,  70-0342/79-02  on  790SOB-1 1.  No  noncompl  ianco 
noted. 

MARTIN.H.  0.  Region    1,    Philadelphia,    Safeguards    Branch.       79/0?/"1/ 

Spp. 

—7910310096   IE    Insp  Repfcs   30-005/79-03,  70-01 13/79-03,  70-0144/7^-03   f, 
70-0243/79-02  on  790308-11. No   none  amp  1 iance   nuted.  Major 
areas    inspected: nuclear  matl    control   &  accounting, 
ZIDUL8KY,H.  Region    1,    Philadelphia.    Office    nf    the    Director, 

JOYNER.O.H.  Region    1,    Philadelphia,    Safeguards    Branch. 

79/OB/20.      Spp. 
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DOCKET    SO-b   BATTELLE   MEMDJl  1  AL     INST.     RESEARCH   REACTOR 
Q.      Inspection    reports,      IE    Bulletin?.    &   correspond  ence 


791O01O364    Discusse 
activities. 
HEED,C.        Commn-niuealtli    Edison    Co 


eorgani  jat  ion    of    design. oper 
79/09/31.        lp. 


st  i  nns    f-    lie  enn  i  ng 


7^10110191    Forward*    IE    Incfn    ftepts    30-Q572B/7<?-05,  SO-OOt/79-0 1     !-. 
70-0008/79-04    an    790907-10   No    noncomp 1 i ance    notfld. 

DAVIS   A    Q  Raglan   3,     Chicago,     Fuel    Facility    &   Materials    Ssfclij 

Branch.       79/OB/.21?.       2pp 


791OQ3GSO9   Notifies    of     internal    reorgani ia tion    of    nudes 
All     correspondence    re    licensing    -should     be    directed     to 
DL   Peoples. 
HEED,  C,        Commonwealth    Edison   CD.        79/09/21         2pp. 


—  7910110190   Notice    of    deviation    from    in-sp    on    790HQ7-1O. 

*  Region    3,     Chicago,     Office    oF    the    Director.        7^/08/24          lp. 

—  791Q1102Q(.    SE    I-nsp    Rapt    30-057.28/79-03,50-006/79-01    t    7Q-Q<M}a/71?"[)t 

on   79CB07-10.  No   noncomp  1  ianc  e    rioted.  Ma  j  or    area*    inspected. 

Facility    changes   L   mod    operations    reviewed    &    internal/ 

eifcernal    exposure    revieu 

PECK.C.C.,     MILLER,  D.  E.  ,     GREGEfi,  L.  R.  Region    3,     Chicago.     Office    ol 

the    Director-        79/QB/24         ipp. 

79 1 01 20O43   Ack    receipt    of    790912    Itr    informing    NBC    of    steps    taken    til 
correct    deviation,   noteil     in   790031'    Itr    &    IE    insp    rept-s. 
DAVIS, A. B.  Region    3,     Chicago,     Fuel    Facility    !.   Materials    Saletu 

Brancr..       79/09/2!.       lp. 

—  791012u04i   Responds    to   NRC    790B2?    Itr    re    deviation    noteo    in    It.    in'.p    ur 

790Q07.  Correct  ive    alt  i  BUS:  neu    stack    monitoring    sys     ]  ns-ta  )  1  e-tl 
at   hot    ceil. 

TOV,!*.  L         Qattelle   Memorial     Institute,     Columbus.    Lab  iirator  i  E  5 
79/CW/17.        IP 


DOCKET    50-IO   DRESDEN   NUCLEAR   POWER    STATION,     UNIT    1 

F.     Security,    meditali    emergency  6    Fire   protection    plnn-s 


7910330331    Discusses    status    of    revieia   of    incomplete     iloms    re 
emergency    condenser   valvas.  mafcuup    supply    It    level     indicatio 
to-   provide-    safe    shutdouj-n    capability    in    event    of     Fire. 
Forwards    status    summary    sheet.  W/o    enrl. 
LAINAS.G.  Plant    Syst«<ns    Branch    <Pre    7910301.        79/09/23. 


7910110363   Forward!    Revision.   3    of    interim    securiti, 
<t-ef    10CFR2,  790). 
PEOPLES.  D.  L.        Commonwealth    Edisnn    Co.        79/10/Ort. 


plan    IMdn 


711Q35QW)   Biscus 


of    790S3I     Itr    TC    incomplpte    i  ti- 


,,-p  p 
in  ttihe  (it 


at 


fire    protection    safety    evaluation    Approves    deferral    of 
util    evaluation    re   emergency   condenser  mods   until    SEP 
completion.  HRC   position  on    pafe    EhutdDiijn    caoahiliti)    end 
ZIEMANN,0.  L.        Cporatlno    Rsactors   Branch    2    (Pre    7910^0)          77/10/11 
?p.p. 


G.     Ad jud i catary    torreipondenc p 


7710320091    Responds    to    790723    Itr    eipreEaing    concern    re    chemical 
decontamination    of    f ac i 1 i ty.  Forwar rfs    saf-eti/    evaluation. 

will    be    solidified. 

VGLLHER,  R,  H.  Assistant    Director    For    Systematic    Evaluation    Program 

(Pre    791030>.        79/1O/05.        3pp. 

--791O2-2O101    Safety    evaluation    supporting    authon  lati  on    to    chomicallii 
decontaminate    primary    coaling     stj-s 
«       Office     of    Nutleor   Reactor    Regulation.        75/12/O9.        'Jw 

— 791O22O105    Eipresses     concern   re    proposed     chemical     decontamination    of 
fat  i  li  ty.  Request*     Info   re    occupational     exposure    during 
dec ontami na t i on- mi gration    of    matt    after    exposure    to    solvent 
&    danger    to    future    plant    operations. 
SUNKEN.  I.  J.        Affiliation    Unknown.        79/O7/23.        lp. 

791035O375  Responds    to    Itr    eipressing    concern   re    chemical 
decontamination    of    f  ac  i  1  i  ty.  Descr  i  bes    process    to    be    used. 
Review    indicates,    no    EIS  required. 

VOLLHER,  R.  H.  Assistant    Director    for    Systematic    Evaluation   Program 

(Pre    791030>.         79/10/06.        flpp. 

— 7910250379    Expresses    concern   re     chemical     decontamination    of    facility 
Flushing    w/chemlcala   would    increase    leakage    from   burial 
tr  enches.  Demands    full    EIS. 
KEMFMN,  K.        Af  f  i]  i-ation   Unknown.        79/O7/15.        lp. 

791025O3B9   Responds     to    790734    Itr    expressing    concern    re    chemical 
decontamination    of    fac i Itiy.  Desc rtbcs    process    to    be    used 
Beviem    indicates    nc    EIS   required. Decontamination    will 
Increase    plant     safety. 

WOLLMERiR.H.  Assistant    Director    For    Systematic    Evaluation   Program 

(Pro    791O30).         79/10/06.        1pp. 

— 79102:50394    Expresses-    concern    re    chemical     decontamination    o<-    Facility 
Request    preparation   of    full    EIS. 
DAUMQARTEN,  R.  J.         Illinois.     Univ.      of.     a  t   Chicago    Circle.        79/07/P1. 


7910250410   Responds     to    79 07 IB    Itr    requesting    E19    prior    to    chemical 
decontamination    of    fac  i  1  i  ty.  Rovi  eu    indicates    nn  El  Hi 
r  equ  Ired.  Decontamination  uiill    increase    plant   saPety. 
yOLLMEn.n.H.  Assiitant    Director    for    Systematic    Evaluation    Progi 

(Pre    791030K         79/1O/06.        4pp. 


7-9 1 0090  60S   Submit  3    questions    re    proc  Bdural.  f  inane  id  1     !•    technical     tart', 
concerning    facil  i  tg.  Focuses    on   concerns    re   radiation    eMerls 
an    present    !•    future    gennratians 
OEUTSCH.S.  ,    DEUTECH,  D.       Affiliation   Unfcnoiun.       79/OB/lfc.       lp 


H     Genera!    corresp<mde;ice 


7?10010I28  Opposes   proposed   decontamination  of   fac  i  t  i  ty.  f  rocedur  a    i  >. 
e  iperimenta  I    u/no    guarantefl    for    succes-s.  Lark     of   Eliii  mu  9  tery 
surrounding    NS-1   (.    eicessive    cast   add    to    suspicions.. 
SHUflTS.W.      Affiliation  Unlnoun..       79/07/30.       2pp. 

10030129   fie  HUBS  to    infer   re    decontamination    process    at    plant    sitt' 
including    process    costidicpoeal    metti  od  s,  cent  amina  1 1  an 
^oBsibil  i  tl  eti  evacuatl  on   p  Inn   !•   environ   effects. 
DEUTGCH.i)   J,       Affiliation  Unknown.       79-/08/16.       lp. 

79IOUOI57  Responds    to    Itr   requesting    info   re   chemical    decontamination 
of    facil I ty.  Hot   eif erimenlal    proceduis.  Cost    to   be    *30-40 
mi  1  lion.  Corrosive    solution    contains  Uau  Chemical    NS-1    I- 
chelating    agents. 
DENTDN.H.R.        Office    of   hJuclear    Reactor    Ragul  ati  nn.        79/OW14.        .Ipp 

--7910110167    Requests    info    on    Hov   chemical     decontamination    nf    fac i 1 i ly. r( 
eiperimantal    nature    of   procedure,  cos  ts  i(   liatitlitif    for 
eipaniesf presence   of  Dnu  Chemical   NS-1    or   chBlating    agenti 
in  corrosive   solution  &   possible   harm   to   environ. 
DEUTSCH.B.  J.        Af  Filiation    Unltnouin.        79/09/14.        lp. 

7910220350  Responds    to   AJ  Bert    79090B    Hr   requesting    that  KIS   be 
pT*parHiJ   prior    to    chemical    decontamination.  Currantlu 
reviewing   need    for    E13.  Foruard  a   reiiponse    to  K  Drey    f. 
790409  PR   notice. 
EISEHHUT,D.O,         Division   of   Operating    Reactors.       79/09/17,       lop. 


—  79l0250fll3    Expresses    concern   re    chomical    decontamination    of    faciliti). 
Suggests    need    far    EIS. 
LANO,  A.       Aff  11  iation   Unhnoutn.       79/07/1B.       lp. 

7910350416   (le  a  pond  6     to    790723    Itr    expressing    concern    re    chemical 
d  econt  ami  nation   of    fac  i  1  i  lu.  Best  ribes    process    to    be    used, 
ftevieui    indicates    no    EIS   required.  Decontamination    mill 
increase    plant    safetij. 

VDLLMEFI,  R.  H.  Assistant    Director    for    Systematic    Evaluation   )Vo{|rum 

(Pre    7910301'.         79/lQ/Oc..        1pp. 

— 791023O127    eipVDsH*6    concern   re    chemical     decontamination    of    facililH. 
Urges    full    EIS   be    prepared. 
BURNS.  D,  J.        Af  Filiation    Unknown         79/07/23.        2pp. 

791023Q27B  Forwards    addl    detailed    info   re    util    resources    &    technical 
capabilities   available    to    handle    unusual    events. 
JANECEK.R.F.        Commonwealth    Edison   Co.       79/10/14.       2-lOpp. 

P.     Opera-ting     license    stage    Documents    t,    correspondence 

7910040031    Foruiards   NUREO-0560,     "Staff   Rept   on  Generic    Asaessment   of 
Feedwater    Transients    In   PWRe    DeBigned    by    D&W,  "    W/o    encl, 
GniMESi D. K.          Assistant   Director    for   Sustems   Engineering    (Pre 
791030J.         79/06/11.         I2pp, 

7910D9024I    Forwards    PR    notice    of    amend    to     10CFR73,  55    re    requirement?, 
for   physical    protection   of    nuclear    power    plants. Amend    defers 
iraplementa tton    of    phgsical    search    requirements    from  790801 
to    79UO1. 
DEN70N.H.R.        DFPite    of   Nutlsar    Reactor    Regulation.        79/08/10.        49|ip 
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7710110235   Forwards    NUREG/CR-Q727,     "BUR    Offgas    Sys    Evaluation    "    Kijs 
provides    reasonable    assurance    that    potential     For    eiternal 
offgas    explosion    is   minimi  led.  W/o    encl. 

GAMMItL.H.P.  Assistant    Director    for    Operating    Reactor    Projects    IPr 

791030).        79/03/23.        29pp. 


7910030916   Notification    of    7WJ21    meeting   u/util    in    Bethesda.MD 
discuss    proposed    approach     to    resolving    SEP   Topic     III-S.  A> 
"Pipo   Break    Inside   Containment." 

O'CONNOR, P.  W.        Operating    Reactors    Branch    2    (Pre   791Q3O).        79/Q 
2pp 


7910030007   Forwards    minutes    of    Regulatory    Requirement    Review   Comrni  tteo 
Meetings    1-S3   &    "For    Comment"    issue    nf    of    draft    l!eg    Guide. 
"Qualifications    of    Oft   Program   Audit    Personnel     for    Nuclear 
Pomor    Plants.  " 

ZIEMANN, D.L.        Operating    Reactors    Branch    3    <Pre    791030K        79/OB/2S 
3pp. 

— 791003000B   Summary    of    Regulatory    Requirement   Revieui   Committee    Meeting: 
1-B3    (710429-790223). 
CASE. E.G.        Office    of    Nuclear    Reactor    Regulation.        79/OB/2B.        150pp. 


7910020733   Notification    of    79O921    meeting    u/ut i  1    to    rfiscusa    rtpp    K 
evaluation 

NQHICKI.S,  J,        Operating    Reactors   Branch    2    (Pre    791O30J.        79/O7/IQ 
ip. 

7910090605  Responds    to   790S20    1 tr   requesting   E]S  prior    to    chemical 
decontamination    of    facility, as    result    of   K   Drotj    79O31O 
petition.  Forwards   NRC    response    to    Dray    &   FR    notice. 
Decontamination    will    not     atar-t    until    need    far    EIB    resolved. 
DENTCN.H.R.        Office    of    Nuclear    Realtor    Regulation.         79/O9/18.         I|i 


7910010120  Notification   of    cancellation   of   790934  meeting   ui/util    re 
Coram   Ed    proposed    approach    to    resolving    BEP    Topic     111-5.  Ai 
"Pipe    Brek    Insido  Containment.  " 

O'CONNOR,  P.  W.        Operating    Reactars    Branch    2    (Pro    791030).        79/00/31 
Ip. 

7910090577  Foruiards    results    of   review   of    atmospheric    dispersion    factors 
for     13    plants.  Requests    confirmation    of    accuracy    of    exclusion 
area    boundaries, 
HULMAN.L.Q.  Hydrology    Meteorology    Branch.        79/09/04.        13pp. 

— 7910090391  Forwards    for   approval    abstracts    of    "Estimation   of 
Concentrations    for    Dveriuater    Receptors  From  Land-Based 
Source,"    to    be    submitted    to   Second    Conference    on    Coastal 
Meteorol  ogy. 
GOLL.J.T.  Hydrology    Meteorology    Branch.        79/07/09.        Ip. 

— 7910090599    "Estimation    of   Concentrat  ions    for  Qveriuater   Receptors  From 
Land-Based    Source."    Abstract    onl y. Description    of    conference 
one  1 . 
QDLL.J,  T.  Hydrology    Meteorolony    Branch.        79/07/09.        4pp. 

7910190162  Requests    that    all    drawings   Si   schematics    submitted    in    support 
of    BEP    topic    review   be    prepared    in    sets    of    six    or   as    set    of 
aperture    cards. 

ZIEMANN,  D.  L.        Operating    Reactors    Branch    2    IPre    791O30).        79/O9/06 
2pp. 

7910030593  Responds    to   790723    1 tr    requesting    info   re    facility    chomiual 
decontamination.  Discusses    leakage    rates,  temp    &    burial. 
Foruiards    safety    evaluation   &  Annual    Rept    197B.  W/o   encl. 
DENTON.H.R.        Office    of    Nuclear   Reactor    Regulation,        77/09/07.        4pp. 

— 7910030596  Requests    Info    on    facility    chemical    decontamination. 
DANASZAK.  L.  J.        Washing  ton,     Univ,     of.        79/07/33.        iipp, 

7910010901    Notification    of   790721    maeting    ui/util    in   Dethesua.MD    to 
discuss    util    approach    to   BEP   Topic    1 1 1-5. A,     "Pipe   Drunk 
Inside    Containment.  " 

O'CONNOR. P.  W.       Operatino   Reactors   Branch   2    (Pre   791030).       79/09/11, 
IP 

7910020151    Notification    of   790912  meeting    iu/SEP    ouinerfi    group    in 
DeLhesdaiMD   to   discuss    philosophy,  schedule   &   objectives    of' 
SEP   t-   draft   LLL-TERA  rept    on    site    specific    spectra. 
O'CONNOR.  P.  W.       Operating   Reactors   Branch   2    (Pro  791030).       79/09/11. 
Ip. 

791009QS71    Informs    of   NRC    acceptance    of  Revisions  8  fc  9    to   Comm  Ed 
Oft  Topical    Kept   CE-l-Ai     "Camm  Ed   Co   QA  Program   for   Nucloar 
Generating    Stations.  " 
HAASS, W.  Quality    Assurance    Hrnnch.        79/09/11.        Ip. 

7910150166  Responds    to   790630   1 tr    re    preparation   of  EIB   prior    to 
chemical    decontamination    of    p lant.  Hcvi eu  under 
consideration. Plant  will    not    be    decontaminated    until 
question    of   EIS  resolved. 
EISENHUT.D.O,         Division    of   Operating   rteactorfl.       79/09/11.       7pp, 

— 7910150170  Requests    info   re    chemical    decontamination   of    plant. EIS 
should    ba    prepared    prior    to   chemical    decontamination. 
BHURTS,  D.  G.       Affiliation  Unfcnoun.       79/06/30,       3pp. 

7910050163  Forwards  request    for   addl    Info    based    on  T   Dunning   79043S 
trip    rept   re    reactor    protection    ays   mods. Licensee    has    been 
advised    to   respond    promptly. 
LAINAS.  C.  Plant   Syntems   Branch    (Pre    791030).       79/09/12.       Dpp. 

7910020673  Notification   of   790930  meeting   u/utll    It  <5E   in   Roc  bvi  lli>>  Mtt 
to    discuss   otil-proposod   redesign   of    lou  pressure    core    spray 
ratx    in  all    fuel    channels. 

NDWICK1.B.J.       Operating   Reactors   Branch    2    (Pre    791O30).       79/09/11. 
IP- 


— 7910090601?   Calls    for   EJS    prior    to    chemical    detontami  nat  ion    of    facility 
BOWMAN. H.        Illinois,     State    of,       79/OB/2O.        Ip. 

7910010576   Notification    of    791011    meeting   u/utll    tn    discuss    seismic 
review. 

LEVINiH.A.  Systematic    Evaluation   Program   Branch     IPre    7910301 

79/09/25.       2pp. 

7910220312  Requests   addl     info    re    loss   of    offnito   pamer    an   7S013S   J. 
O301,  to   aid    in    revieu   of    offsito    [louier    sys   adequacy. 
Requests  response   uiithin    90    days. 

ZIEMANN.D.L.        Operating    Reactors    Branch    2    (Pre   791O3O),        79/O9/3!) 
3pp. 

7910220413  Forwards   guidelinaa    for  valve    oporability    re    cantainmiint 
purging   d  venting    during    normal    opera  t  i  on.  Requests 
commitment    to    implement   valve    nual i f ica tion   program  within 
30   days. 
EISENHUT.D.  G.          Bivision    of    Operating    Reactors,        79/09/27.        Upp. 


DPR-2,  safety    evaluation   fc 


7910160333  ForwaTds   Amend    31    to  Licens 
notice   of    issuance  &  availability. 
ZIEMANN.  D,  L.        Operating    Reactors    Branch    3    (Pre    791030), 
3pp. 


— 79101603flO   Amend    31    to    License    BPR-2,  revising    Teed    Specs    by    replacing 
inservico    insp   requirements    u/program   complying 
UI/10CFH50.  55a(g). 

ZIEMANN,  D.  L.        Office    of    Nuclear    Reactor   Regulation.        79/Q9/2E1, 
6pp. 

—7910160352  Safety    evaluation    supporting   Amend    31    to   License   DPR-i! 

*  Office   of   Nuclear    Reactor  Regulation.    .79/09/29.        16pp. 

— 7910140363  Notice    of    issuance    d  availability    of  Amend    31    to   LicBnnif 
DPR-2. 

HAHDACH,  T.  V.       Office    of    MucJear  Fleactor  Regulat  i  on.       79/09/SH. 
3pp. 

7910110360  Responds    to  770730.  09HO  (<  0907   requests    for    aJil    info   ro 
containment   purge  d  venting    ays   at   facl lilies.  Forwards 
outlined   question  t<  ansuisr    Format    to  NRC   for    revieui    in 
response    to   requeot. 
PEOPLES,  D.  L.      Cammonuiealtfc    Edison  Co,       79/10/04.       Bpp. 

7910110269  Forwards    "Evaluation   of   Intoractions    Detujeon   Honsa  fe  ty-flrndii 
Sys   &  Safety-Grade   Sys    For    Zion  Station"  t,   "Evaluation    of 
Interaction  Between  Nonsa  f  ety-Orade   Bys   tt  Safety-Grade    Sys 
for   Dresden   ft  Quad-Cl ti as.    Stations," 
PEOPLES,  D.  L.      Commonwealth    Edison   Co.       79/10/05,       2pp. 

— 7910110293   "Evaluation    of    Interactions   Between   Nonsaf ety-QradB   S^B    6. 
Safety-Orado   Sys    for    Zton    Station.  " 

*  Commoniueal  th  Ediion  Co.   79/10/05.   24pp. 

— 7910110HB9   "Evaluation    of    Interaction   Oetumn    NonsaFBtij-Gradc   Hys   t- 
Bafety-Orade  Sys   for    Qre-sdan  ti  Quad-Cities    Stations.  " 
»      Commonwealth   Edison   Co,       79/10/03.       lapp- 

7910240022  Ack    receipt   of    7S0924    1  tr   discussing    util    p,lans   re 
performance   of   containment    local    leak    rate    tests. 
NRC   concurs   in/planned    util    actions. 

HEISHMAN,  R.  F.  Region   3j     Chicago.    Reactor   Operations    Nuclear 

Support    Branch.        79/10/03.         Ip. 

--7910240023  Discusses   util     Interpretation   that    local    leak    ratn    taitH   (iro 
not  required   because    of    current   shutdown   far    ei tended 
refuel  Ing/chemical    cleaning    outage.  Required    survei 1  la  nee 
mill    be   completed    prior    to    refueling-   &  unit    startup, 
3TEPHENSON,  B.  B.      CommonuiBa  1  th   Edison   Co.      79/09/24.        Ip. 
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7910220327    Forwards    addl     info    re    methadol  ngij     for    determ.i  ning    degraded 
voltage    c  ondi  11  ant.  in   response    to    790917    requeit.  Rep  t    re 
review  of    adequacy    of    electric    distributing    ugs   voltages 
mill    tie    submitted    by    791101. 
JANIECEM.fi,  F.        ComuiQnueJlth   Edison   Co.        79/10/09.        9pp. 

7910-250435    Forwards    request    for    dddl     info    re    reactor    protection    ays    t. 
HPCt    lui    design. 

ZieiWJN.  D.  L.       Operating    Reactors    Branch    3    CPre    7910301. 
9pp 


7910030123  Forwards  response    to    EE   Bulletin  79-15.     "Duep    Draft   Pump 
Detic  i  enc  i  a  a.  " 
REED.  C.        Commonwealth   Edison    Co.        79/09/05.        20pp. 

7910020176   Forwards    IE    Info   Notice    79-20,  Hevis  ion     1,     "NRC    EnForceme-r 
Policy    -  NRC   Licensed    Individuals."    Notice   reissued    to 
correct    word    omission   &    punctuation     error   which    changed 
Intent    of    statement.  Changed    statement    underlined    in    text. 
KEPPLER,  J.fl.  Region    3.    Chicago,     Office    of    the    Director.        Ti/Qtl 

Ip. 


7910330442    Summary    of    790920   meet 
proposed    redesign    of  LPCS. 

NOVJtCKI.S,  J,       Operating    Reactor!    Branch    2    <Pr-n    791Q3O) 
29pp. 


/util    t,   CE    in   Rockvil  1  B- MD   re 
79/10/12. 


7910030220   Forwards    IE   Circular    79-19,      "Looso    Locking    Devices    on 
1 nnersoll-Rand   Pump    Impe  1  ler-s.  "    No    action  required. 

KEPPLEff,  J.  G.  Ragipn    3.     Chicago,     Office    of    the    Director,        79/09/13 

Ip. 


7910230305   Forwards    commi  tments    to   meet    TMI-2   Lessons    Learned    (• 
EffleroBncy    Preparedness    Task   Force   raqu  irements    re  Ent  1  s    6  !i 
7    of   NRC    790913    1  tr. Demonitrati on    of    compliance    For   Dresden 
Unit    1   uill    lie   sent    in   Nav   19QO. 
fi-EED.C.        Commonwealth    Edison   Co.        79/10/13.         19pp. 

7910300417   Responds    to   790723    Itr   TB    decontamination    of    uastos. haiards 
posed   by   waste   illiposal    methods   ?<   classification    of   high    *< 
loui    level    tuastes. 

VOLLMER>F.H.         Assistant   Director    far   Systematic    Evaluation   Program 
(Pre   791030)'.        79/10/IB         4pp. 


Q.     In-spectiDn  reports.,     IE   Bulletins   tt  corresp  onilenc  e 


7910230240    Fnruards    IE    Insj.    Repts    SO-O10/79-17,  90-237/79-20   & 
50-249/79-13    an   79QB01-31    &    notice    of    violation. 

HEIBHMAN,  R.  F.  Region    3,     Chicago,     Reactor    Dp  era  t  ion  3    Nuclear 

Support    Branch.       79/09/J3.       2pp. 

— 7?1023Q2fl.7    Notice   of  violation    from    insp    on   790001-31. 

"  Region    3,    Chicago.,    Office    of     the    Director,        79/09/13.        Ip 

— 7-91023oat2    IE    Intp    Repte    50-O10/79-17, 50-237/79-SO   (.    50-219/79-18    on 
790B01-31 .  Noncomp 1  lance  noted  :  fai Jure    to    follow   procedurec 
re   ventilation   controS     sys. 

BfiRKER.J.L.  ,     SPEaaARD.R.  L.  Region    3.     Chicago,     Office    of    tho 

Director.       79/09/13.       Bpp. 


7910090921    Forwards    IE   Bulletin   79-11?,     "Packaging    of    Low   Lave  1     Raduia  otu 
for    Transport  d  Durial,  "  Action  refluirod. 

HEPPLEfl.  J.  ft.  Region   3,     Chicago,     OFfit*    of    the    Director.        79/OS/10. 

Ip, 


79102406<bfl    Forurards    IE    Insp   Rept    50-010/79-16   on   790830-31.  No 
noncomp  llonce   noted. 

F1OHELLI.G.  Region    3,     Chicago,     Reactor   Construction   &   Engineering 

Support    Branch,       79/09/1-1,       3pp. 


7910O50209   Act    receipt    of    79&706    Itr    informlna    NRC    of    steps    taken    tu 
correct  violationi   noted    In    IE   In-sp   Hapt-s    50-010/79-12, 
50-337/79-15   &   50-219/79-13. 

HEI3HMAN.fi.  F.  Region   3,    Chicago,    Reactor   Operations   Nuclear 

Support   Branch.        79/OB/13.        Ip. 


— 79102406iB    IE    Insp   Rept    50-010/79-16    on  790830-31. No   noncomp 1 iance 
noted. Major    areas    inspected : specs    &    procedures, personnel 
qualifications   d  uiork    activities    for  UPC  I    eya    additions. 
KEV.H.  J.  ,     DANIELBON.  D.  H.  Region    3.     Chicago,     Reactor 

Construction  &  Engineering    Support    Branch.       79/09/13,       "1pp. 


— 7910050316   Responds    to   NRC    790615    Itr    re    violations    noted    in     lt=.    Ir 
Rtpts    50-010/79-1?,  90-237/79-15   t    90-219/79-13, Correc t i  ue 
actions^  aSO-volt    dc   HCC   3    batteries    oponprf    £•   removcdj 
restoring    a<js    to    normal    lineup. 
REEDiC.        CamMQntiBBlth    Edison   Co.        79/07/04.        Jpp. 


7910300092   Forwards   IE   Info  Notice    79-33,     "dual i f ication   of   Control 
Bus,  "   Ueactnghouie   790930   Itr   t  Public   Svc   Electric    t.  Oas 
Co   790910    Itr    re   potential    unrcvieuad    safety    questi on, Ac  lion 
cequlro'd    uiithin  20  days.  W/D    encl, 
DENTON.H.  H.       Office   of   Nuclear   Reactor   Regulation.       79/O9/17.       1Bpp. 


7910-070153  Forwards    IE   Bulletin   79-2.1,     "Temp    Efforts    on  Level 
Mtasurementa.  "  Action  required. 

KEPPLERrJ.  0.  Region  3.    Chicago.    Office    of    thn    Director.       79/OB/13, 

Ip. 


7710110307   Forwards    IE   Info  Notice    79-22,     "Qualification   of   Control 
Sys.  "   Nn    action   required. 

PAPPA9,  H.  Region  3,    Chicago,     Office   of   the   Director.       79/09/EO. 

3pp. 


7910110476  Notifies    that    IE  Circular   79-15,     "Bursting    of  High    Pressure 
Hose   ti  Half  unctinn  of   Relief   Vaive    '0'    Ring    in  Certain 
S*  I  f-Contflinetf  Breathing    Apparatus.91    was    sent    to    listed 
llcnn&Bes   on    7VQBQB. 

P4PPA5.K  Regions,    Chicago,    Office    of    the-  Director.       79/OB/13. 

3pp. 

'910050392  Forwards    IE    Info  Notice.   79-30,     "NRC   Enf  orcemont   Pali-cy    - 
MIC  Licensed    Indtviilual  9,  "   Na    action    required 

KEPPLER.J.O.  Region   3,    CMcajo-    Offico    of    the   Director.       79/08/Jfl. 

Ip, 

79IODS0155   Forwards    IE   Circular    79-17.     "Contact    Problem    in    3Q-12 
SuitcNe*   on  <!E  MetaltUd   Circuit  Breakers.  "   No   action 
required, 
KEPPLER.J.O,  Region    3,    Chicago,    Office    of    tho   Dimeter.       79/00/11 


7910010237  Forwards    IE    Iinsp  fiepts    50-010/79-!  fl,  SO-237/79-1B   k 
50-219/79-16  on   790710-30.  Mo  noncompl  ianee   noted, 
HEISHHAM.R,  F.  Region   3,    Ctiicago,    Reactor  Opprations  Wuclaar 

Support    Branch.       79/OB/1B.       2pp, 

--79I001021B    IE    Iniip   Repts    SO-O10/77-H,  50-237/77-18   A    30-249/79-16   un 
790710-30.  No   noncomp  1  iance   noted.  Major   areas    Inspected.' 
ma  in  t,  plant    operations*  physical    protection    (incur  it  (j 
organiiation)    &  physical   protection    <acce*s    control), 
BftRKER.J.L.,    SPESSARD,R.U.  Region   3,    Chicago.    Office    of    the 

Director.       79/08/17.       4pp. 

791003079S  Forwards    IE  Bulletin  79-02.  Hevi  »ion    I,  Hupp  1    1,     "Pipe   Support 
Base  Plate  Designs  Usirg-   Concrete   Eipamion   Anchor   Dolts.  " 
Action  relitireil. 
HEPPLEF.J.O.  ling  Jon  3,    Chicago,    Office   o*    tho  Director.       79/09/30. 


7910340080   Responds   to   IE   Bulletin   79-1B,     "Audibility    Problem 
Encountered    on  Evacuation   of   Personnel    from  High    Noise 
Areas."    Mods     issued    to    Install    addl     evacuation    sirens    at 
several    outsiris    locations. 
PEOPLEB.D.  L,       Cnnwioniuealth   Edison   Co.       79/09/20.       4pp. 

79101A0031    Kaaponds    tn    IE   Bulletin   79-19  re   packaging    !<  disposal    of    loi. 
tovvl    raduaat-e.  All    requirements    follaued. 
PEOPLEBrD.  L.       Commoniueflltn   Edison   Co.       79/09/21,       3pp. 

7910a30Sil    Foruiarris  NRC   79062t.    Itr    re    multiple    equipment    failures  8, 
surveillance    testing    errors,  uihlch   uas    incarrectly 
dlstrihutud.  Aim    forwards    IE    Imp    Rcpts    50-295/79-13   li 
50-3-01/79-13.  Action  required. 
EISENHUT.D.  O.         Division    of   Oper-ating    Reactors.       79/09/21.       49pp. 

7910110111    Forwards    IE  Circular   79-20,     "Failure    of   OTE  Sijlvania  Relay. 
Tupe    PM  Bulletin  7305,Cabalog    SU13-1  1-AC  ui/120  Volt    ac 
Coll,"    ND    action  requirad. 
K.EPPLER,  J.  fl.  Reoion   3,    Chicago,    Office   of    the    Director.       79/09/34. 


791O3400&&  Forwards   IE   Insp   Repts    50-010/79-15,50-237/79-19  & 
90-349/79-17   nn  79092B-3I   &   notice   of    violation. 

DAVIG.A.B-  Regions,     Chicago,     Fuel   Facility    fc  Materials   Safety 

Branch.       79/09/24.      2pp. 

—  7910240071    Notice  of  violation    from    insp    on   790038-31. 

*  Region    3,    Chicago,    Office    of    the   Director.       79/09/20.       Ip. 

—  7910310099    IE    Insp   ReoU    50-010/79-1  5i  50-237/79-19  fc   50-249/79-17 

on  770929-31.  Noncompl  ianee  noted:  Failure   to    have    approved 

calibr    procedure    for  Units  2  St   3    liquid    effluent  monitor. 

HIATT-J.W.,     OREGER.L.R.  Region    3.    Chicago,    Office    of    the 
Direc  tor.        79/09/2O.        Bpp. 
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7910040195   Forwards    IE    Info    Notice    79-23,     "Emergency    Diesel    Qenorator 
Lube    Oil    Coolers."    No    action    require:! 

KEPPLER.J.  0.  Reginn    3,     Chicago,     DFftce    of    the    Director         79/09/26 

Ip. 


DOCKET    50-20    MASSACHUSETTS    INST.     DF   TECH.     HES.     FIEACTOF 
Q,     Inspection    reports.     IE  Bulletins  !.   t  orrespond  ence 


7910040034   Forwards    IE    Info    Notice    79-31,     "Frozen   Lines."    No    action 
required. 

KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/09/27 

IP- 

79101B007B   Notifies    that     IE   Bulletin    79-24.     "Froien    Lines,"    was    Bent    t« 
listed     licensees    on    790927. 

PAPPAS.H.  Region    3.     Chicago,     Office    oF    the    Director.        79/Q9/2B 

2pp. 

7910170241    Forwards    IE    Info    Notice    79-35.     "Reactor    Trips    at    Turkey 
Point   Units    3  t-   4.  "   No   action   required. 

KEPPLER.J.O.  Region    3,     Chicago,     Office    of    the    Director.        79/10/01 

IP. 

79IQ1B059B   Forwards    IE    Info   Notice    79-24,     "Overpressuri latinn    of 
Containment    of   PUR   Plant    After   Main   Steam  Line   Break.  "   No 
action   required. 
KEPPLER.J.  0,  Region   3.    Chicago,    Office   of    the   Director.       79/10/01 


7910190252   Reaponrfa    to    790905    telcon   re    disregard    of    radiation 
protection    procedures    during    790939-31    insp .  Lit  ensec    must 
implement    program   of    admonition   &   retraining    u/emohfisls    on 
radiation    safety    precautions   &  submit   written   rept    thereon 
ORIER.D.H.  Re-Dion    1,     Philadelphia,     Office    of    tho    Director 

79/09/07.        3pp. 

7910130700   Responds    to    IE   Bulletin    79-19.  I  terns    1-B   mill    He    complolo,!    |,g 
79100S.  Lolu    level    raduaste    shipments    mere    previously    reported 
in   Section    H    at    annual    rept. 
CLARK.!,.        Massachusetts    Institute    of    Technology.        79/09/21          Ip 


DOCKET    50-22    UESTINGHOUSE   TEST   REACTOR 
J      Insurance    >.<    indemnity    information 


7910230192  Forwards  Amend   20   to    Indemnity  Agreement   B-1S. 

SALTZMAN.J.  Antitrust   ti    Indemnity    Qrnup.        79/10/10.        Hpp. 


7910170267   Advises    that    on    791O01,  IE   Bulletin   79-35,     "Reactor    Trips    at 
Turkey   Point   Units   3  &   4,"   uas    sent    to    listed    utils. 
PAPPAS.H.  Region    3,     Chicago.     Office    of    the    Director.        79/10/02. 

2pp. 

7910220303   Forwards    IE    Info    Notice    79-24.     "Overpressur i lat ion    of 
Containment    of   PWR   Plant   After  Main   Steam  Line   Ureak"    t, 
lists    licensees    to   whom   notice   was    sent. 
PAPPAS.H.  Rooion    3.     Chicago,     Office    of    the    Director.        79/10/03 


DOCKET    50-21    GENERAL   ELECTRIC   CO.     CRITICAL   EXPERIMENT 
J.     Insurance   4.    Indemnity    information 


7910230403   Eincuted    Amend    21    to    Indemnity    Agreement    li-1 1,  mod  I  f  y  ing 
prefatory    language  re    transportati  on,  handl  ing    fc   temporary 
storage   of   radioactive  matl. 

8ALTZMAN,J.  Antitrust   4.   Indemnity    Group.       DARM1TZ 1L.  R.  W.       Onnui-nl 

Electric   Co.        79/10/17.       Ip. 


7910260376  Approves   request    for    time    extension   re   completion   of    inspo 
required    by    IE   Bulletins   79-21,79-13  i.   79-14. 

KGPPLER.J,  G.  Region    3,     Chicago,     Office    of    the    Director         79/10/04 

ip. 

7910310379  Forwards   Revision   2    to    IE  Bulletin  79-13,     "Crackinp    in 
Feedujater   Sgs   Piping."    No   action   required. 
KEPPLER,  J,  Q.  Region    3.     Chicago,     Office    of    tho    Director.        79/10/19 


DDCKET    50-37   WASHINGTON   STATE   UNIV.     RESEARCH   REACTED 
F,    Security,    medical,    emergency   t,   fire    protection   p  lana 

7910190436   Requests    draft    copy    nf   model    emergency    plan    conforming)     li 
requirements    of    Reg   Guide  2.6. 
WILSON.  W,  E.         Washington    State   Univ.        79/10/09.         Ip. 

J,     Insurance    &    Indemnity    information 


7910310139  Ack    receipt   of   791010    Itr    informing   NRG    of   steps    taken    to 
correct   violations    noted    in    IE    Insp   Repts    50-010/79-15. 
50-237/79-19   (.    30-249/79-17. 

DAVIS,  A.  Q.  Region    3,     Chicago,     Fuel    Facility    !<   Materials    Safety 

Branch.       79/10/22.       Ip. 


7910290394  Enecirtnd   Amend    13   to    Indemtiit«  Agreement   E-39. 

SALTZMAN,  J.  Antitrust  t,   Indemnity    Group.       HAMEL.  J,       Wash  inn  tun 

Stnte  Univ.       79/10/19.       Ip. 


--7910310143  Responds    to   Nf*C   790924    Itr    re  violations   noted    in    IE    Inon 
Repts    50-010/79-15,30-237/79-19   !.    30-249/79-17.  Corrective 
act inna: Special    Operating    Procedure   90P-415  was    successfully 
utilized    to   calibr   Units   2  &  3    liquid    effluent  monitors. 
PEOPLES.  D,  L.       Commonwealth   Edison   Co.       79/10/10,       app. 

R,     Periodic    operatino   reports   &  related    correspondence 

7910160S1S  Forwards   monthly    operating    rept    for  Sept    1979 
STEPHENSON,  It.  D.       Commonwealth   Edison   Co.       77/10/11.       Ip. 

— 7910160521    Monthly    operattns   rept    for   Sept    1979. 

CIEBZKIEWICZ.S.       Commonwealth   Edison  Co,       79/10/02.       19pp, 


DOCKET    50-B9    YANKEE-RGWE   NUCLEAR   POWER    STATION 

F.     Security,    medical,    emergency   &   fire    protection   plans 

7910170619  ForuiariSs  NRC   position   on   safe  shutdown   capab  i  1  i  ty,  to    liiilp 
licensee    prepare    response    to   safety    evaluation    for    fire 
protection. 

ZtEMANNiD.  L.       Operating   Reactors   Branch   2   (Pre    771030).       79/07/11. 
2pp. 

7910150543  Suumlts    addl    info   re   fire   protection    sus   &   mods    to    eiinl'i 
Fire    protection    BIJS   design,  for  NRC   review. 

i  D,  E.       Yankee  Atomic  Electric   Co.       79/10/0?,       4pp. 


J.     Insurance    &    indemnity    information 


DOCKET    30-13   DABCQCK  &  UILCQX   CO,     CRITICAL  FACILITY 
J.     Insurance   h    indemnity    information 


791016044B  Forumrds   Endorsements   90  Et  76  to  ANI   &   MAELU  Policies    NI'-VA 
b  HF-26, respectively. 
NESBITTiJ.C,       Yankee   Atomic    Electric    Cn.      79/10/O3.       3pp. 


7910300337   Foruards    executed    Amend    20    to    Indemnity   Aorecmont   11- 
Amend    S   to    Indemnity    Agreement  0-3, 
OLGEN.A.F.       Babcoek   ti  Wilcoi    Co.       79/10/26.       Ip. 


7910230306  Forwards   uecutud   Amend    13  to    Indemnity    Agreemen-t   B-17. 
SDUCY.A.R.       Vankee  Atomic   Electric   CD.      79/10/19,       3pp. 


DOCKET   50-1B  VALLECITOB  BOILING  WATER  REACTOR 
J.     Insurance   &    indemnity    information 


7910230403   Executed   Amend   HI    to    Indemnity   Agreement   B-ll, modify  ing 
prefatory    language   re    transportation, handling   &   temporary 
atoragn   of    radioactive   matl. 

SALTZMANiJ.  Antitrust   fc   Indemnity   Group.      DARMITZILj  R.  H.       General 

Electric   Co.       79/10/17.       Ip. 


P,    Operating    license    stage   documents  Ii    c arreo pond e nee 

7910040031    Forwards  NUREG-056Q,    "Staff    Rept   un   Oeneric    Asseftsmont    of 
Feedwater  Transients    in  PHRs  Designed    by   udH.  "    H/o   end, 
GRIMES,  D.  K.          Amaistant  Director    for    Systems   Engineering    (Pve 
791030).       79/06/11.        12pp. 

7910090241   Foruai-ds  FR   notice    of   amend    to   10CFH73.  33  re   requirement 
for   physical    protection   of   nuclear   puuer  plants.  Amend    defers 
Implementation    of   physical    search   requirements    from    790BD1 
to  791101. 
DENTON.H-R-       Officit   of  Nuclear   Reactor   Regulation.       79/OB/10.       49|ip, 
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791002O701    Provides    update    i-nfo    m    access    of   NiiC   Region     1    pert 
plant.  CJ   Cougill    ha*     "-L"    clearance    *    h^i    completed    security 
train!  tig,  BraeTjenry    response    t,    radiological    pro-teciion 
indue tr  i  nat  inn. 

OHIER,  H.H.  Region     1,     Philadelphia-     Office    of    the    Director 

79/CB/24          lp. 


79(0030577   .Responds    to    NRC    790£2A    1  tr    re    surveillance    procedures 
Surveillance    procedures    i-evieuied     bg    mgt    &    found    adequate. 
In    19-yr    operating    history    feu    challenges    to    reactor    trip    & 
safeguards     ays    occurred 
VANDEFinURQH,  D.  E      YanKee    Atomic    Electric    Co.        79/09/2B.        3pp. 


7910030679   Responds    to     IE    Bulletin    79-17.  Uelds    were    eiaroined 
volumetrlcal ly, No    evidence    of    cracking    in    safety-related 
stainless     steel    piping     sus.  Plant    will     shut    noun    far    one   uik 
bsglnning    79090B    to    pei-form    visual    sue  1  d    test?, 
OKGCE.R.H.       Yankee   Atomic    Electric    CD.       79/OB/24.       4pp. 

7<?1019025B    Acfc    receipt    of    79Q531     !tr    indicating     that     licensed    opf 
requal I f ication    program   will    be    completed    by    BOO131. 
CCLL1NB,  P.  F.  Operator    Lie  ensttiff    Branch         79/OB/3I.        l->pp. 


7910100376   raruiaras    SSP-OI-001,      "Smote    Simulation    Prototype     Tost 
Conducted    at    Yankee   Roue    Nuclear    Plant,"    prepared    hy    NUTECH. 
Rept    responds     to    NRC    790315    1  tr. 

E.        Yankee   Atomic    Electric    Cg         79/1O/O3         2pp. 


—  791D1Q03B2    "Bmofce    Simulation    Prototype    Tost    Conducted    at    Yankee    Hnuio 
Nuclear    Plant,"    prepared    for    QG&E,  Comrn   Eif.FL   Power    &   Light 
Co.Northesat    Utils    Co    k    Yankee    Atomic    Electric    Co. 
MARTIN.  T.  D.  .     FUNQ.F.  C.        Nu  tech,  Inc.        79/10/03.        B7pp. 


791QO9O577    Forwards    results    af    review    of    atmospheric    disp 
for-    13    plants.  Requests    confirmation,   of    accuracy    of    excl 
jtrea    boundaries. 
hUUHAN.L.  Q.  Hijdrolagy    Meteorology    Dranch.        79/O9/Ofl 


J3pp 


791011012A   Responds    to    NRC    790917    Itr    re    potential    unrevieueb 
q.uestinn    concerning    safety    function    interactions 
u/nonsafety-grfld  e    By5.  No    environmentally     induced     failure 
would    alter    conclusions     of    CL. 
VANBENuUKGH,  D.  E      Yankee-    Atomic    Electric    Co.        79/10/O9.        ^jip 


791QI6O136  Forwards    request    for    addl     info    for  Wsnti  njhouse    &  C-F.   plant- 
that    are   not   equipped   in/top    discharge    devices    on    steam 
generator     feedufater    spargers.  Need     further    assurance    re    steam 
generator    luster    hammer. 
LAINAS.O  Plant    Systems    BrancJi     CPre    791030).        79/09/0"].        5pp 


791Q22O366   Req.uesti     tliat    sir     lets    of    drawings    &    schematic  s, 
of    aperture    cardi.be    submitted     in     future    for   NHC    review    o 
SEP    topics,  together    u/indei     update,  Supersedes    NF!C    770626 
Itr. 

Z1EMANN.D.L.        Operating    Reactors    Branch    2    (Pr-e    79  1  030). 
3p  (.. 


79J00201S1    Notification    of    79091?   meeting    u/SEP    auners    qroup     in 
DetfiDsda.HD    to    discuss    ph  i  1  aiophij,  schedule    tr    objectives    uh 
BEC    &   draft    LLL-TERA    rept    on    site    specific    spectra 
O'CONNOR.  F.  W.        Operating    Reactors    D  ranch    2    (Pre    791030J. 
lp. 


—  7910110431     "Hept    on   Failure    Effects    of   Equipment    Not    Qualified    for 
Accident    ReHated    Envii-ons    " 
»       Vankee    Atomic    Electric    Co.        79/IO/O9.        29pp. 

7910340611    Commits     to    implement    requirements    of    MJREQ-057B    for    fol  \caay 
actions     to    TMI-2    acci  dent.  Forward  5    description    of 
comipi  tments,  sta  CUB   of    implementation  !<   anticipated    problem 
areas. 

.E.         Vankee   fltomit    Electrit    Co.        79/10/1H.         10|ip. 


793O390240   MotiFies    of    implementation    of    administrative    proceduruu 
consistpnt    u/Re-g    Quido    J.  1  H,  Flevi-s  ion    1.     "Guidance    on   Beinrj 
Operator   at    Controls    of   Nuclear   Pouier   Plant." 

.H.         Yankee   Atomic    Electric    Cn.        79/10/33.         lp 


Q.      Inspection    reports.     IE   Bulletins    &   correspondenc 


7910040403   Forwards    raquoBt    for    add]    info    ru    prcwention   of    5li?am 
generator    mater    hammer.  Response    uiil]     dictate    uihether    plant 
mod*    arc    requi  red.  Requo-sts    reply   uitliiri    iO   dai/a 

j  D.  !-.       Operating    fieactors    Orancli    3    tPre    77103OJ         77/09y  I  r 


7910030129   Foruards     IE    Info    Notice    7<?-2O.  Revi  sion    1,     "NFIC 'Enf  iirccment 
Polity    -  NRC    Licensed    Individuals.  "   Notice   reissued    to 
correct    word     omission    t<    punctuation    error    uihich    chani]Rd 
intent    of    statement.  Changed    statement   underlined    in    text. 
GRIEfi.B.H.  Region    1,     Philadelphia,    Office   af    the    Director 

79/O9/O7.         lp. 


7910020669    Notification    of    790920   meeting    u/util     in    Be  the  seta.  Mil    t,u 
dlicuss    Flooding   at    site. 

O'CaWDR!?,  M,        Operating    Reactors    Pranch    3    (Pre    791030).        79/G9/  1  4. 
IP 

79100^OM7  Fortrards   Amend    59    to   Liteneo    DFJH-3,  sa  f  ety    svaluslion   & 
notlca    of    issuance   fc   ava  i  lab  L  1  1  ty. 
ZIEKANM.D.L.       Operatino    Reactors    Branch    2    (Pre   771030)         79/09/H 


79100»OliO   AmjJnJ    59    to    Litens-e    DPIt-3.  I  ncorp  or.it  ing     limitinq     condi  ti 
R  turvei  llaniE   requirements    for    proper    operation    of   RCS 
Dverprpssurc    protection    sys. 

ZIEMA^f^J.D.L.        Pperatinfl    fie.nctors    Branch    a    (Pro    79I03O).        79/09/M 
23pp. 

-7910010166    Safety     evaluation    supporting    Amend    59    to   License    UPR-U. 
•      DFflcE'   Df   Nuclear   Reactor    Regulation.        79/09/14.        S5np, 

79100-10173  Notice    of    iflBuance   (.  ava  i  E  abi  11  ty   of   Amend    59    to   Lir.enne 
DPR-3. 
WAHDftCH.  T.  V.       Dp  a  rat  Ing    Reactors    Branch    3    (Pre    7910301.       79/07/11. 


79-10040SSO   Summary    of    790IJ17  /neetinj    u/util    flfc    aite    re   hinh    cnergu    linit 
break    inatde    containment. 

JABBDUR.K.  Systematic    Evaluation    Program   Branch    tpra    79I030J. 

77/G9/23.        7pp, 


7910O30365    (lespandB     to   7907OA    Hr    ro     item    of    nancamp  1  i  anc  e    noted    in     11. 
ln>sp    Rept    50-029/79-09.  UtJ  1    position    is    that    Tech    Spec    does 
not    applg    to    valve    DW-W-AOB  because   value    position 
i  s    nor  ma  HLJ     locked    open. 

BRUNNER.E.J.  Region    1.    Philadelphia,    Reactor   Operations   Niitlonr 

Support    Branch.        79/09/O7.         lp. 

—  791003027-9    Responds    to    NRC    790621    Itr   re   violations    noted    in    111    Irn.p 

Rept    50-O29/79-05.  Requests    uithdratjal    of    aliened    violation, 
lech    Spec    iloe-s    not    apply    to    valve    DW-V-6QB    because    valve 
position    IB    normally    loclred    open. 
MOODY,  D.  E         Vanliee    Atomic    Electric    Cn.        79/07/O6.        2pp. 

— 79100303B6    Forwards    IE    Inap    Rcpt    50-029/79-05   on    790501-04    t,   OB- 1 1     t, 
notice    nf   violation. 

DRUMMER.  E.  J.  Region    1,    Philadelphia,    Reactor   Operations   Nuclear 

Support    Branch.        79/O6/31.        Bpp. 

—  7910030393    Notice    of    violation     from    insp    on    79Q501-O4    l>   OQ-11. 

*  Regian     1,     Philadelphia,     Office    of    the    Director,        79/06/IH. 

lp. 

— 791003DS9H     IE     lusp    Bept    50-029/79-05   on    790501-04    !.    OB-1 1 .  Noncomp  1  i  an  ft 
noted:  valve    BW-V-60B    in    emergency    boiler    feodiuater    sijs    flow 
path    is    nat    fcetng    cycled    every    15   ilaijs    as   required. 

HAUNACK.  W.  H.  4     LAZARUS.  W.  J.  Region    1,    Philadelphia,    Office   o-f    iln> 

Director.       KISTER.H.  D.  Region    1.    Philadelphia,    Reactor 

Operations    Nuttear   Support   Branch,        79/Oi/18,        lp. 


79101O01.I&  Responds    to   76O7B6    Itr. Reactor    cavity    BBS]    rirfl    uill    be 
ramovod    from  normal    operation   no    later    than   next    refuelinij 
outage.  Dutaje    is    scheduled    for   Hay-June    1=730. 
VrtNDENDURCH, D        Vendee  Atomic    Electric    Co.       79/09/27.       Epp. 

7flOS30Al3   FDTurahds    guidelines    For   valve    operabi I i tg    re   con tairment 
purjlng   *  venting    during    normal    oper-at  ion.  RBquett  s 
commitment    to    implement   valva    qua!  ideation    program  mi  thin 
3-0   days, 
E1EEHHUT.  D.  0.          Division    of   Operating    Reactors.       79/09/27,       'Jyp. 


79100^0432   ncaponda    to    IE    Bulletin    79-03.  Seam   melded    A31H    pipe   uaa    not 
uaad    at    facility. 
OROCEj  R.  H.       Yankee    Atomic    Electric    Co.       79/09/07.       lp. 

791002055B  Foriuardla    IE  Circular   79-19,     "Looae   Locking    Devices    on 
Inger-sotl-Rand    Pump    Impellers."    No    action   required. 
GfllER.&.H.  Region    1,     Philadelphia,    Office   of    tho   Director. 

79/09/13,        lp. 

7910130119  Responds    to   IE    Bulletin   79-06C.  Procedures    have    been   revioed 
to    assure   manual    tripping    of  reactor   coolant   pumps    upon 
reactor    trip    &    to   assure    presence    of    licensed    operators    in 
control    room   at    all    times.. 
ORDCE.R.H,        YatiVee    Atomic    Electric     Co.        79/09/14         3pp 


DOCKETED  ITEMS 
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79103000B2   Forwards    IE    Info   Notice    79-32,     "Qualification    of    Control 
Sya.  "    Uestinghouse    790B3O    Itr    t    Public    Svc    Electric    &    Gas 
Co    790910    Itr    re    potential    unreviewed    safety    question.  Acti  on 
required   within   20   days.  W/o    enc 1 
DENTON,  H.  R.        Office    of    Nuclear    Reactor   Regulation         79/09/17.        4Hpp 

7910330561    Forwards    NHC    790636    Itr    re    multiple    equipment    failures   & 
surveillance    testing    errors,  uih  ich    uas    incorrectly 
distributed.  Also    forwards    IE    Insp    Hepts    50-295/79-13   b 
50-304/79-12.  Action    required 
EISENHUT,  D.  G.  Division    of    Operating    Reactors.        79/09/21          49pp. 

7910090619   Forwards    IE    Circular    79-2O,     "Failure    of    GTE   Sulvania    Rel.iu- 
Type    PM    Dulletin    7305   Catalog    5U13-11-AC    u/12Q   Volt   at: 
Coil."    No    action    required. 

GRIER.H.H.  Region    1,     Pd  i  lade  Iph  ia,     Office    of    the    Director. 

79/O9/24.        Ip. 


DOCKET   30-54    UNION    CARDIDE   RESEARCH    REACTOJ! 

F      Security,     medical,     emergency    !<    fire    protection    plans 


7910190373   Notifies    NRC    that    Union   Carbide   Cnrp    mail    be   affected    by 
upgrade   rule   6    that    facility   mag    fall    under   Category    I. 
Provides    estimated    economic    impact     iF    present    criteria    are 
changed. 
GEORGE, K   0         Union    Carbide    Corp.        79/09/35.        2pp. 


Q.     Inspection   reports*     IE   Dulleti 


or  r  e  a  p  andt 


7910270131    Ack    receipt    of   790911     Itr     informing    NRC    of    steps    taken 
correct    violations    noted     in    IE    Insp    Repl    50-054/79-02. 
SMITH,  G.  H.  Region    I,     Philadelphia,     Fuel    Facility    !.   Material 

Safety    Branch.        79/10/03.       2pp. 


7910040153   Forwards     IE    Info    Nntice    79~23,     "Emergency    Diesel     Oenei ator 
Lube    Oil    Coolers.  "    No    action    required. 

ORIER,B.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/09/26.        Ip. 

79101BO201    Forwards    iE    Dulletin   79-24,     "Froien    Lines."    Action    require 
ORIER.B.H.  Region    1,     Philadelphia,     Office    of    tha   Director. 

79/09/27.        Ip. 

7910160567   Foruards    IE    Info   Notice    79-35,     "Reactor    Trips    at    Turfceu, 
Point   Units    3   &    fl    "    No    action   required. 

GRIER.D.H.  Region    1,    Philadelphia,    Office    of    tha  Director. 

79/10/01.        Ip, 

7910170655   Forwards    IE    Info    Notice    79-34,     "Uverpressuri lati on    of 
Containment    of    PWR   Plant    After    Main    Steam   Line    Break    "     No 
action    required. 

QRIER.D.K.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/10/01.        Ip. 

7910310256   Responds    to     IE   Bulletin    79-13,     "Crackinq    in    l:  eedmati'v    liy; 
Piping."    Item  6.  All    deficient   welds    repaired    or   replaced, 
then    rad iographed,  Feedwater    noi I le-to-e Ibow   mold!    mill     bo 
radiographical ly    examined    at   noil    refueling    outage. 
GRCICE.R.H.        Yankee    Atomic    Electric    Co.        79/1O/10         3pp. 


-7910290132   Responds    to   NRC   790815     Itr    re    violations    noted    in     IK     Iii'ip 
Rept    30-054/7*7-03.  Corrective   actions' no    gaps     in    eipnsiuro 
record   will    be    permitted    for  any    unuaual     length    of   time. 
Estimate    of    exposure    based    on    dally    dosimeter    readings. 
MCGQVERN,  J.  J.        Union   Carb  ide   Corp  .        79/09/11.        2pp 

-7910290134    Foruards    IE    Insp    Rept    30-054/77-02   on    7TO313-15    fc    notlru 
violation. 

SMITH,G.H.  .Region    1,     Philadelphia,     Fuel    Facility    S.   Matori.iln 

Safetg   Branch.       79/OB/15.      2pp. 


-7910290136  Notice  of  violation  from  insp  an  79O3I3-15. 
*  Region  1.  Philadelphia,  Office  of  the  Director. 
3pp. 


-7910290139    IE    Insp    Rept    50-054/79-02    on    790313- 1  5.  Noncomp  1 1  aiic 
failure    to    label    radioactive  mat  la    container,  to   rope    off 
contaminated   area  &   to   maintain    complete    eiposura    recnrd-s 
DONALDSON,  D.  ,     STDHR.J.P.  Region     I,     Philadelphia,     UfFicn    ol 

Director.        79/OB/10.        12pp. 


DOCKET   50-62   UNIV       OF   VIRGINIA   RESEARCH    REACTOR 

0      Inspection   rep-arts,     IE  Bulletins    &   correspondent 


ft      Periodic    operating    reports   t<  related    correspondence 


791O160374   Forwards   monthly    operating    rcpt    For   Sept    1979. 
MOODY,  D.  E.        Vankoe    Atomic    Electric    CD.        79/10/12.        Ip. 


7910030650   Ack    receipt    of    790906    Itr     informing    NRC    of    steps    tnfcon     ti 
correct   violations   noted    in    IE    Insp    Rcpts    50-062/79-01    & 
50-396/79-01 

LEWIS, R.C.  Region   2,     Atlanta,     Reactor    Operations    Nuclear    Buppi 

Branch.       79/09/14,       Ip. 


— 791O16O375   Monthly    operating    rept    for    Sept    1979. 

SJDOREN,R.H.       Vankee   Atomic    Electric   Co.       79/1O/12        Ipp 


S.     Reportablc    occurrences,     LERs    t<   related    correspondence 


7910190171  RO-50-29/79-21    during    volumetric    eiamlnation    of    atear 
generator    Feedwater    nozzle    areas. unaccop tab le    uelds   were 
found. Welds   will    be    correited    before    plant    startup. 
AUTIO.H.A.       Vankee  Atomic   Electric    Co.       79/09/11.       Ip. 


7910110331    Forwards    LER    79-023/03L-0. 
AUTIO.H.A.        Vankee   Atomic    Electric    Co. 


—7910110333   LER    79-022/03L-0:  on    79090B,  ch  lor  ide    concentration    in    stn 
generators   3  t-  "1  was    greater    than   0.5   ppm.  Caused   Jig    oteam 
generator    chemical    h  ideout.  Steam   generator   bloudoiun   rate 
was    increased   d   stoam   generators    drained   !*  refilled. 
MAY.E.L.        Yankee    Atomic    Electric    Co.        79/10/08.        Ip. 


-7910030655   Responds    to   NRC    790E516     Itr    re   violations    noted     in    It.     li 

Ropts    50-062/79-01    (k    50-396/79-0  1 .  Correct  ive    actions 
weekly   heat   balance   colibr  uerc    performed    at    1007.   power 
EHRIVER,  D.  L.       Virginia,    Univ.     of.       79/09/06.       L'p  p 

-7910030657   Fortuards    IE    Insp    Repta     5O-0&3/79-01    S.    50-396/79-01    .11. 
790712-13  &  notice   of  violation, 

LEWIS,  R.  C.  Region   2,     Atlanta,     PUB  I    Facility    ti    Materialn    '.Ial"t>i 

Branch.        79/OS/16.        2pp. 

-7910030664   Notice   of    violation    from    insp    on    790713-13. 

«  Region   3,     Chicago,     Office    of    tti  e    Director.        79/OB/09.         1 1> 

-7910030669    It    Inap    Repta    50-062/79-01    I*    50-396/79-01    on    7907 1!!-  1  :i 
Noncomp  1  lance    noted:  fai  lore    to    place    in    effect   procedure 
for   periodic     surveillance    of    reactor     instrumentation. 
WEDBTER,  E.  H  Region  2,    Atlanta.     Roactor  Operations    Nuclear 

Support   Branch.       KELLOQQiP.J  Region   S.    Atlanta,    Dfficu    of    tliw 

Director.        79/OB/09.        Ip. 


DOCKET    50-34   YANKEE   ATOMIC    POWER    REACTOR 
J.     Insurance   t<    indemnity    information 


DOCKET   50-70   GENERAL   ELECTRIC   TEST   JIEACTOH 

A.    fippi  [cation/construe  t  ion  stage   documents   &   correspondent 


7910230192  Forwards   Amend   2O   to    Indemnity   Agreement   B-1B. 

SALTZKAN.J.  Antitrust   fe    Indemnity    Group,       79/10/10.       2pp. 


DOCKET    50-17   ARMV   MATERIALS   RESEARCH   REACTOR 
J.     Insurance   &   indemnity    information 


7910330502  Forwards  executed  Amend  12  to  Indemnity  Agreement  11-7. 
Q'KEGFE,  A.  J.  Army- Dapt.  of .  MatlB.  &  Mechanics  Research  Center. 
79/10/16.  3pp. 


791002060B   Summary     of   790B22   meeting    u/GE    re    NRC    review   of    CEIR    itu 
concerns. 

NELBQN,C.  Qparatlng    Reactors   Dranth    fl    (Pre    791030).        79/09 /1!1 

50pp. 


O.    Adjudicatorg   correspondence 


7910220437   Memorandum   ('   order    permitting    Congressman    Delluma.,r'    Ifiicldd 
JL  Burton   to   continue    intorventlon,  fl  ead  ing  s   d   related 
matters    should    be   signed   by    congreaEWen   or    authtiriied 
attga. 

GROBBMANiH.       Atomic   Safettj   and  Licensing   Board    Pano  1 , 
lapp. 
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J.     Insurance   &    indemnity,    information 

791023Q4Q3   Eiecuted    Amend    21     to    Indemnity    Agreement    13-11 .  mod  i  tu  i  us 
prefatory    language   re    transjiortat  i  on,  hand  1 1 nij   S.    temporary 
stora-gie    ot    r  VnHecnnitu    Qroup         EAFMITZILiR.W         Gen* 

Electric    Co.        79/10/17.        Ip. 

P,     Operating     license    stage    documents.^    correspondence 


DOCKET    50-77    CATHOLIC    UNIV.     OF    AMERICA    RESEARCH 
J.     Insurance    U    indemnity    Information 


7710190365    Forwards    Amand     10    to    Indemnity     Agreement    E-2p amend  ing 
Article     1.  Paragraph    4. 
WEQD.C.W.        Catholic    Un  i  v         79/10/17.        2pp. 

P,     Operating     license     stage    documents    &    correspondence 


7910150333   Forwards    U3QS   7<?0?05    Itr    (.   rept    re    geologic    t,    seismic 
SIlS'SV    Operating    Reactors   Ura.ch    4    <Pre    791030..        79/09/06 


7910270320   Forwards    Oeostiences    Branch    79090*,   SER    input    re    GETR 

Site/vallecitos    Nuclear   Ctr.  ,„,,,„,-,-,        -i.,  „ 

rjENTON.H.R.        Office    of   Nuclear   flcactor   Halation.        77/09/27.        2p  p  , 

—  79I02903S3  Safety    evaluation    input    for    ohouj  causa    proceeding    re 
geologic    faulting    near    OETR. 
.  Consciences    Branch.        79/O9/06.        33np. 


7910110399    Forwards     "Reactor    Jiestart    flept.   " 
JOHDftW,  E.  ».       Catholic    Univ.       79/09/2B.        lp. 


—  79  101103*4.    "Reactor    Reitart    Rept." 

EDERT.D.  D.  .     KEENE,  W.  £.,     JORDAN,  E.  D.        Catholic    Univ.        79/OB/Q?. 


79101O032I    Foruiarda    allegations   made    bg    K    Fitipatric  k  ,  imi  v    atuilsnli  to 
ED  Pellegrinoi  President    of    oniv    re    security    !(   aafetij 
porcedure'S    near    reactor. 
JORDAN.  E.  D.        Catholic    Univ.        77/10/Ofl.        6pp. 


--7910290327   Suirimari.es    conclusions    re    pclnntial     for    surface    taultiria    fit 
SLEMNDNS.  D,  B.       ftt  filiation  Unknown.       79/QS/oa.       3pp. 


DQCKET    30-93   UNIV.      OF    FLORIDA    TRAININfl   REACTOfl 
J.      InBuranco    d    indemnitij    infnrmatlpn 


— 7910B-J0334    Comments    on    methodoUgy    t>   data    used     in    rept,     "Prahab  i  1  i  ty 
Analysis    of   Surface   Rupture  Offset   Beneath    R&actor    llldq. 

BLEMKGNS.  D.  B .        rt  Ff  i  I  i  a  1 1  on   Unk  nouin.        77/OB/09,        -1  [I  p  . 


79102i021B    Focuarda    eiecuteed    Amend     10     to    Indemnity    Agreement    E-l 
modifying    prefatory    language   re    transportation    of    radioalive 
ma  1 1 , 
ELMQRE.  W,  E.        Florida.     Univ.      of'     Gainesville.        77/10/33.        2p|>. 


7710220462   Forwards    corrected   Page   31     to    Oeosciencns    Branch     nafpty 

REIILR.w!"1      "aperfltlna    Reactors    Branch    *    (Pre    79103O)        79/10/OS 
3pp. 


DOCKET    50-34    UNIV.     OF   CALIFORNIA    RESEARCH    REACTOR 
J.      Insurance   d    indemnity-    information 


7910300186  Notifies   Commission    of   decision    to   A  i  accmti  nue   rovitLi  or 
OETR   as   currently    rifliigned  !.   analyied    b^   OE.  Sei  amo  I  ogij   f- 

geolagy    evaluatJon  encl.  ,,,,,-,  ., 

DENTD^.H,  R.        Office    of    Nuelnar    Reactor    Regulation.        79/JO/1H.  P.PP 


DOCKET    50-72  1JNIV.    OF   UTAH  RESEARCH  REACTOR 
J.     Insurance   fc    indemnity    in^orffiatton 


7910H30441    Eiecuted    Amend    11     to    Indemnity    Agreement    £.-31.  mod  i  f  u  I  nil 
prefatory    language   re    transportation,  hand]  infl   !.    temporary 
ttarage   of    radioactive  mail 
SflLTZMAN.J.  Antitrust   t.    Indamnitij    Croup. 

Univ.     of.       77VIG/17.       lp, 


EDW^RDS-A.F.       Utah, 


0.     Inspection    reports,     IE  Bulletins  &   correspondence 

79100SQ3S4   Forwards    IE    Info  Notice  79-20,  Revls ion    1.     "NRC    Enforcement 
Policy  -  NIC  Licensed    Individuals.  "   Notice    reissued    to 
correct  iiiord    omission   (<  punctuation   error  mhich    chanflf'd 
intent   of    statement. Changed    statement    underlined    in    toit. 
SEVFRIT,K,  V,  Region  1,    Dallas,    OFfice   of    the   Director.       79/09/07. 


7910300330   Foruiards    eiacutcd    Amend     1A    tn     Indemnity    Agreement    E-lf 
MOSEFliM.  E.       California,     Univ.     of,    Berkeley.       79/1O/23.       L'np. 


DOCKET    SO-87    WEBTINQHOUBE    CRITICAL    EXPERIMENT 

0.      Inspection    reports,     IE   Bulletins    !<   torreapondanco 

79100505a3  ForiuardB    IE    DuIlPtin  79-19.     "Packaging    of    Lom  Level    Hadunntu 
for    Tranaport    t<    Burial.  "    Action    re-quired. 
KEPPLER,  J.  O.  Region    3.     Chicago.     Office    of    the    Dimetor.        79/Ou/IO. 


7910050376  Forwards    IE    Info   Notice   79-20,     "NRC   Enforcement   Policy   - 
NF!C   Licensed    Individuals.  "    No  action   required. 

KEPPLEfl,  J.O,  Region    3,    Chicago,     Office   of    tho    Director.       79/OQ/I1 

lp, 

7910020139   Forwards    IE    Info   Notice   79-20, Revision    1.     "NRC   Enforcement 
Policy    -   NflC   Licensed    I  nill  vidua  1  B.  "    Notice    reissued    to 
correct  uord    omission   &    punctuation    error  uihich    changnd 
intent    of    statement.  Changed    statement   underlined    in    text. 
KEPPLER,  J.-G.  Renion    3,    Chicago,     Office    of    the    Director.       79/09/07. 

in. 


<IET  50-73   SEMERAL   ELECTRIC   NUCLEAfl    TEST 
Insurant  u   h   indemnity    information 


7910230403  E«eculHo    Amand   21    tc-   [ndeinnitij   Agreement    B-l  1.  moUi  +  ii  inn 
prefatorij    languagn    re    Sranspoptation,  handl  ing   ti    temporary 
itorage    of  radioactive  iratl, 

ATdtitr-ust  t    Inrfemnltg    Oroup,       79/IO/17.       lo. 


DOCKET    SO-II   BADCDCK   t.  WILCOX   TEST  REACTDR 
0.     Insurance    I*    Indemnity    information 

7910300337  iForwards    executed    Amend    20    to    Indemnity    Agreement   D-Ii 
Amend    2    to    Indamnitu,    Agreeinent    0-2. 
QLBEN.A.F.       Dabcock    S.  WlleDl   CD.       79/1O/26.       lp. 


P,    Operating    llceni*    stage   documents  it  correspondence 

7910B5Q252  Reipandi    to  request    for    info   re   reactor    hnhavior    follouino 
seismic    went.  Descrlbe»   several    poss-ible   event   BU-nuenceo 
from  tuo   minutes    after   event   to    Final   reactor    state. 
Transient   analijiei   are   e>tremelij    conservative, 

CUNNIKOIfAM,  Q.  E.       0Bnera  1    Electric   Co.  .    Nuclear   Enarnij   J'rodurts    Div. 
79/10/16.       5pp. 


DOCKET    50-106   DREGGM  STATE  UMIV. 

P.     Operatinj    license    stage   itocume-nts    b   correaponiience 

7910250401    Submits    info    re    impact    of    compluino   u/physlcal    protection 
raquireraBrtts    of    10GFR73. 47    &   safeguards   upgrade   rule. 
Describes    necessary   mods    to    facility    layout,  estimated    costs 
E<   staff    changes 
WANO.C.H,       Oregon    State   Univ,       79/09/12.       Bpp. 
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DOCKET    50-111    NORTH   CAROLINA   STATE    UNIV.     RESEARCH   REACTOR 
P.     Operating    license    stage    documents   &   correspondence 


DOCKET    50-134    VIRGINIA   POLVTECH     INST.     TRAINING    REACTOR 
F     Security,    medical,    emergency    It    fire    protection    plans 


7910040644    Forwards    QA    plan    for    shipment    of    R-3    f  uel.  Inc  ludes    comment; 
from    internal    reviews, NC    State    Univ   Radiation    Protection 
Council    ti   others. 
SAXE.R.F,       North    Carolina    State   Univ.       79/09/17.       Ip. 


7910170392  Responds    to  NRC   790730    Itr   re    Impact   at    safeguards    upnrade 
rule    an   nuclear    reactor    fat  1 1 i ty,  Provides    Info   om    sjie    of 
academic    tbaff,  student    enrollment  &   economic    impact. 
PARK.1N3QN.  T.  F.      Virginia  Tech.       79/09/21.       3jip. 


—7910040645    "GA   Plan    for    Shipment    of    R-3   Fuel.   " 

«      North    Carolina    State    Univ.        79/09/11.        lOpp. 


DOCKET    SO-116    IOWA   STATE   UNIV.     RESEARCH   REACTOR 
J.      Insurance    &    indemnity     Information 


J.     Insurance-    &    indemnity    information 


7910330436   Eiecuted    Amend    13    to     Indemnity    Agreement    E-50,  modi  f  uing 
prefatory    language   ra    transportation,  handl  ing   &    temporary 
storage   of   radioactive  matl. 

SALTZMAN.J.  Antitrust  (-    Indemnity    Group.       »      Virginia    Tech. 

79/10/15.        ip. 


7910320219  Eiecuted    Amend    10   to    Indemnity   Agreement   E-5,  mod  i  f  y  ing 
prefatory    language   re    transportation. hand  1  ing    or    temporary 
storage    of    radioactive    matl. 

SALTZMAN,  J.  Antitrust    t.    Indemnity    Group.        HABBROOK,  R.  E.         loura 

State    Univ.        79/1O/17.        Ip. 


P.     Operating     license    stage    document; 


rrespondence 


7910150909    Informs    of    postponement    until    791130    for    filing    up  da  tod 
safety    rep t. Personne 1    engaged    in    full-time    effort    in 
restoring    reactor    to   normal    operation. 
BURNET,  G.        loiua    State    Univ.        79/10/O9.        Ip. 


Inspection   reports,     IE  Bulletins   &    correspond enct 


7910090499  Forwards    IE  Bulletin   79-19,     "Packaging    of  Lou  Level    Hadwaotc 
for    Transport    I.   Burial,"    Action    required, 

KEPPLER. J.Q.  Region   3,    Chicago,    Office    of    the   Director.       79/OB/ I  0. 

ip, 

7910050377  Forwards    IE    Info   Notice    79-20i     "NRC  Enforcement  Policy    - 
NRC   Licensed    Individuals    "   No   action   required. 

KEPPLER, J.G.  Region   3,    Chicago.    Office   of    the   Director.       79/QB/l-l. 

Ip. 

7910020130   Forwards    IE    Inf'o    Notice    79-20,  Revis  ion    I,     "NRC    Enforcement 
Policy    -  NRC  Licensed    Individuals,  "    Notice    reissued    to 
correct   uiord    omission   &   punctuation    error   which    changed 
intent    of    s  tatement.  Changed    statement    underlined    in   teit. 
KEPPLER,  J.  G.  Region   3,    Chicago,    Office   of    the   Director.       79/09/07. 


DOCKET    50-123    UNW.     OF   MISSOURI    RESEARCH   REACTOR 

P.     Operating    license    stage    documents   &   correspondence 


7910220311    Notifies    of    forthcoming    application    to   reneiu  License    R-79. 
EDWARDS,  D.  R.       Missouri,    Univ.     of,    atRolla.       79/10/1B.       Ip. 


Q,     Inspection   reports,     IE  Bulletins   Sc   correspondence 


7910090312  Forwards    IE  Bulletin   79-19,     "Packaging    of  Lou  Level    Raduaste 
for   Transport   d   Burial."    Action    required. 

KEPPLER,  J.  Q.  Region   3,    Chicago,    Office    of    the   Director.       79/08/10. 

Ip. 

79I00303B7  Forwards    IE   Info   Notice   79-20,    "NflC   Enforcement   Policy    - 
NRC   Licensed    Individuals."   No   action    required. 

KEPPLER,  J.  G.  Region   3,    Chicago,    Office   of    the   Director.       79/08/14. 

ip. 

7910020157  Forwards    IE    Info   Notice   79-20,  Revision    1,     "NRC   Enforcement 
Policg    -   NRC  Licensed    Individuals."   Notice   reissued    to 
correct   word    omission  d   punctuation   error  which    changed 
intent    of    statement.  Changed    statement    underlined    in   teit, 
KEPPLER,  J.  G.  Region   3,    Chicago,    Office   of    the   Director.       79/O9/07, 

Ip. 


DOCKET    50-12B    TEXAS   A!.H   UNIV.     RESEARCH    REACTOR 

P.     Operating     license    stage    documents   tt    correspondent 


791031O371  Forwards   PR  notice    at    proposed   renewal    of   amended   License 
R-63.  Existing    license   will    not    oipiro    until    final 
determination  made   on  application. 

REID.H.W,  Operating    Reactors    Branch    4    (Pre    791030).        79/IOV1S. 

2pp. 

— 7910310381    Notice    of    proposed     renewal    of    amended    License    R-B3. 

CONNER,  E.  L.  Operating    Reactors    Branch    1    (Pre    7910301.        79/1Q/ID. 

1pp. 


ft.     Periodic    operating    reports    &    related    correspondent! 


7910300332  Submits    info   re    impact    of   pending    safeguards   upgrade   rule, 
on   continued    operation.  Al  so    Forward*    Annual    Operating   Rapt 
197B. 
RANDALL,  J.  D.        Teias   A   i.   H   Univ.        79/09/07.        9pp. 

— 791O30u35i   Annual    Operating    Flept    1978. 

BATES,  E.  F.  ,     FELTZ.D.E.  .     HARRIS,  C.  E,        Te«as    A   &   M   Univ.        79/06/30. 
IBpp. 


DOCKET    90-139    WEST   VIRGTNIA   UNIV.     RESEARCH   REACTOR 
J.     Insurance    &   Indemnity    information 


7910190160  Amend    10   to    Indemnity    Agreement  E-27, def Ining    "in  coura 
of    transportation.  " 
SALTZHAN.J.  Antitrust  &   Indemnity    Group.       79/10/15,       Ip. 


P.    Operating    license    stage   documents   tt   correspondence 


7910100379  Requests    that   NDC   authoriie    unlv   to    dismantle   reactor 
according    to   dismantling   plan,  tnmporar!  ly   stare   reactor    fuel 
&  graphite    reflector   elements    at    reactor   site   &   dispose   of 
all    reactor    hardware  u/o   further    restriction's. 
DLACK.SHAU,  0.  L,       West  Virginia   Univ,       79/09/37.       llpp, 


DOCKET    90-131    OMAHA   VET.     ADMIN,     HOSP,     RESEARCH   REACTOR 
J,     Insurance    &    indemnity    information 


7910530429  Eiecuted   Amend   9   to    Indemnity  Agreement   E-B, modify  ing 
prefatory    language   re    transpor  totion,  hand  1  ing   &   t  emp  Qraru, 
storage   of    radioactive   matl. 

5ALTZMAN.  J.  Antitru*t  !t   Indemnity    Group.       HULLOH,  T.  P.       Veterans 

Administration,       79/10/17.       Ip. 


DOCKET    50-133    HUMBOLDT   BAY   POWER    PLANT,     UNIT    3 
0.     Ad  j  udicatory    correspondence 


7910220001    Responds    to    IE   Bulletin  79-19  re   packaging   8.   disposal    of    1  oiu 
level    raduiaste.  Forwards    JH   Tolan    7909 IB    Itr    to    NRC. 
EDWARDB.D.R.       Missouri,    Univ.     of,    atRolta.       79/10/02.       Ip. 

— 7910220002   Responds    to    IE  Bulletin  79-19  re   packaging   &   disposal    of    loin 
\evel    reduiaste.  Four    shipments,  containing    15.  S  Ci    raduaste, 
worn   made    from  Jan    1970-June    1979. 
TOLAN.J.H.       Missouri,    Univ.     of,    atRolla.       79/09/10.       2pp. 


7910300433  Motion   to   hold   proceeding)    in   abeyance   until   aOIOOa, Add! 
time    granted   per  ASLB  790907   order  uaa  not    *uf f ic irnt    for 
completion   of   geologic   &  seismic    analysis   &    investigation. 
Certificate    of  Svc    end. 

LOCKE,  ft.  F.  >     MOHRISSEV,  J.  C.  ,    FURBUSH.  M.  H.      Pacific    Oaa  !.   Electric    Co. 
79/O9/27.        5pp. 

— 7910300434    "Scope    of  Horfc, Oeol oqictl    &  Selamologlcal    Studies,  Humholil  t 
Day    Region.  " 
»      Wooduard-Clyde  Consultant*.       79/09/01.       27pp. 
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79102*0320   Responds     to    790403     Itr     opens' 
nuclear     indus  trij.  He  lay    in    res-panse     due     ? 
aftermath    Even/    effort    is    bcina     m.nri         t. 
protflctian   of    public    health    t,    &afetu        °    * 
DENTON.H.H.        Office    of    Nuclear     ReactQr    R( 


lack    of    ras[ionsib  ilitu    fry 

TMI-2   event 
isura   cortinuEd 


791004001"?   Foruards     IE   Circular    79-19,     "Loos*    Locking    Devices    on 
Ingersol  1-Rand    Pump    Impel  1  are.  "    No    action   required. 
ENGELKEM.  R.H.  Region    S,     San    Francisco,     Office    of    the    Director 

79/09/13.         Ip. 


--79102*0333   Oppoms     Idcfc    Df     r<j*p  or,e  i  b  i  1  i  t..     h  -     _, 

concern    re   itucUar    nafaty  I">n6»l>  i  1  i  tg     bl|     nuc]ear    mduatry.Ei.pre 

QUIDS,  M.        Affiliation    Un*nDun.         79/O4/O2  3 


7910110000    Forwards     IE    Info   Natice    79-22.     "Oua  1  i  fi  cation    of    Control 
Sys.  "    No    action   required. 

ENOELKEN,  R.  H.  Jloginn   S,     Ban    Francisco.     Office    of    the    Director 

79/09/17.         ]j.. 


79103603.61    Motile    of    rocona  U  tut  i  on     oF    ASLB     RM  i  •  •     ,.    _, 

chairman.  rapid*  in?    £    Luton,  *SLG,  RM  Lam    15    appointed 

LAZO.  H.  M         Atomic    Gafatir    and    I   (rer.=  in~     n 

v    ana    Licensing     Board  Panel.        79/10/17. 


7910360362    Offer    granting 

;,:•:::::  7?;r  *•  ho" 

LAZO.R.M.        Atunlc    ilafetL, 


7910090341    ForunrJ.    Ft!    notico     af     araeTld     t 
For    rhuBicil    proUttlon   <,  f    nuclwr    ROU 


DENTON.II.R.        nrficc    nf    N«C]Mr     Rector    n.OU|.tlon.        79/03/10. 

79100303Q3   Jlo^ueits    ro«l«tration    ,-*»     .,._^     ^^     K.-J_,_    „.,    ,    ,     ,,.. 

i-1    «'    til 4^. 


49pp. 


pursino    i,  venting    during    normal     op  erat  i  on-ER  to  upst  5    ^   C°"^ 
c^ml    *.nt    to    implor-Bnt    Valv«     qUal  |  F  i  ,  at  i  an     pr  aDrflm   uf  th  in 


EIBENHUT,  D,  0. 


ifln    af    (Iperatlnp     Reactors.        79/09/27. 


3pp. 


7910170333  R..pai,d.  to  790917 
lueatlDn  Qn  no.n«f  ely-orado. 
77*11  B  I5tllra':tl'"1  af  ^• 

CttANE.P.A      Pacific    Qds    A    Gloctrie     Co. 


r  0     potential     unrEvieuPd 
Fotg-gra  de     ay  s.  Currently 
*»lt^    ^111    be     suhraitted    t 


79/1O/OB.        Ip. 


79  103303  11    Commit  n    In    moet    certain    r  »  qu  i  r  Bmur^    re   TMl-i>   fo 
actiaiiB,  in   reopiinisB    to    790710    roq  til  Q  t.  MUrtEQ-OS7a 
requirement*   will    to    no.t    conformant  a     ouUj     For    DHB   ouners 
group    Imp  lainijnt<)t  Ion    criteria, 
CfiflME.F'.rt         Paclflr    Un«    (,    Elactric     Co.         7V/1O/19         ]|j 


791030QOB2    Forwards     IE    Info   Notice    79-32,     "Qualification    of   Control 
SYH,  "    Westinshouae    790fl3D    Itr    !.    Public    Svc    Electric    S.    Gas 
Co    79091O    Itr    re    potential     unreviecoerf    aafaty    quest  i  on.  Ac  t  i  on 
required    uithin  20    daya.U/o    enc  1. 
DENTON,  H.  H.        Office    af    Nuclear    Reactor    Jtogulation.        79/09/17.       4Bpp. 

7910350403    Fot-mards     IE    Insp    Rept    50-133/79-02    on    790814-17   No 
none  amp!  lance    noted. 

CREWS,  J.L.  Fleflion    5,     San    Francisco.     Reactor    Operations   Nuclear 

Support    Branch.        79/09/31.        2pp. 

—  7910250406    IE    Insp    Rept    50-133/79-O2    on    7TOB14-17.  No    nnncomol  lance 
noted.  Major    areas     inspected:  QA    proflrair   annual     revieui. 
ppocursment.  survel  t  lanes,  f  ol  lomup     on    LERs,  bu  1  1  etina    f- 
circulars    &    independent    in5p. 

STERNBERG.D.  ,     CARLSON.  J.  D.  Regions,     San    FranciscD,     Ufflceof 

the    Director.        MDRRIU.,  P.  J.  Region    5,     San    Francisco.     Reactor 

Operations   Nuclear    Support   Branch.       79/09/21.       ipp. 

7-710120203   Foruards     IE   Circular    79-3O.      "Failure    of    OTE    Sulvania   Relay. 
Tijpa    PH    Bulletin    73O5,  Ca'talog    5U12-11-AC    ui/130   Volt    ac 
Coil."    Na    action    required. 

EWOELKEN,R.  H  Region    5,     Ean    Francisco,     Office    of    the    Director 

79/09/24.         Ip.. 

79I0110190   Forwards     IE    Info   Notice    79-23,     "Emergency    Diesel    Generator 
Lube   Oil    Coolers.  "   Ho   action   required 

EHCELKEN,R.H.  Region    5,     San    Francisco,     Office    of    the    Director 

79/09/26.         Ip. 

^oru'ards     1E    Bulletin   79-24,      "Frozen    Lines."    Action    r«quir>ri. 
,  II   H  Region    5,     San    Francisco.     Office    of    the    Director 

79/09/27.         Ip. 

7910170336    Foruarda     IE    InFo   Notice    79-25,     "Reactor    Trips    at    Ti.rkpii 
Point    Units    3    S.    H.  "    No    action    required. 

ENOELKEN,  R.  H.  Region    5,     San    Francisco,     Office    of    the    Director. 

79/  1  0/0  1  .         1  p  L 


O,      Inspection    roporls,      IK    Dullffbins     &     c  or  re  sp  and  nnc  u 

77p-H,T0350   PNn-7')-"fc7l';«iimmariJ     OF     Info     ru     nuclear     incident    as    of    790.10? 
[)oicrlbu»   plflnt    iuiut    f,   environ    status.  Inctuding    tfose    rates 


JOflDAM.E.  L.        DFPIco    of     In^pecUan    ^,    £nf  orct-mon  t.     Office    0F    the 


79100501&3   Hcgportd*    to    IE    l?u  1  1  a  U  n     V9-O9-  No    GE     Type    ftR-2   circuit 
broalrari   used    al    pi  nut 
CHWIE,P.A       fjclflc   Oni    ff  Electric    Cti          79/O5/M,        ip, 

'10030613  flHapnruli    In    IE   Qulletln    77-  1  O.  Prov  i  de  s    1978-79 
onuallFlcatioti    Irnlnlng    program    statisticrs- 
BANE.  P.  A,       Pat  if  u    Qat    I.    Electric    Co.         77/O5/25. 


7pp. 


MSQLIO 


ihsfianiJi    to     IE    Uullottn     79-13;      -"Sho-rt     Period    Scrams,    at    liUli 
J?M**lB)l  "  Oporntlng    proceduron.    (i    contral    roil    notch-step 
Htddraiudl    procndurin    rovicuod.  H  i  1  I     tako    p  r-eqaut  ions    re 
tltuationa    lunding    U    hiflh    notch    unrths. 
CRANE,  P,  A.        Pacific    Hat    t,   L'Lectrii;     Co.          79/O7/3O.        ^pp. 

7910190311    nmpnndi    In    II;    Dullotln    79-11.       "Seismic    Analy9i5    for 
Ai-Duilt   SafBtij-RBiiitBfl    Piping    Syn.  "    Schedulg     for    submission 
oF    InPo  ulli    be    forusrilod    aftar    currant    plant     Heismic    issues 
h.ivo    ttoen    c-oiolvad. 
CRANE,  P.  A.        Pacific    On  »    !,   (l)octrln;    Cn  79/O7/30.        Ip 

77100S0170  Foru*rdB   rotpanoe    to     IE    Dull  a  tin    79-13.  lnFo   uti 
manufacturer,  rtoJel   ca^acltij.  p  lant    app  1  ication,  overal  1 
a  I  nan  si  ant  i    Iniigoflt    iontlnuoui    operation    efc    or    near    rated 
flaui  attached, 
CfJANE.if,  ft.       Pacific   Q#t    i,  Electric    CD,         79/O3/31.       7pp. 

7*10020290   Foruardi    [E    Info   Motlce    77-3O.  Ravis  i  on    1.     "NKC   Enforcemsnt 
I  alley    -  NHC  Liconsod    I  nJl  viJuj>  J  i     "    Notlca    reiaaiiEij    to 
coproct  word    omlnlon   I,    punctuatian    crvor    cuhich    charged 
Intnnt   of    statement,  Chflnflnd    fltatemant    underlined    in    te-<£. 

EHOELKEN.n.H.  ttvglnn    5i     Ban    FranclBco-     Office    of    the   Director. 

79/09X07.       Ip. 


7710190214    Fnrwards     IE    Info   Notice    79-24,     "Qverprossur  i  lat  i  on    ol 
Containment    of    PUR    Plant    After    Main    Steam   Line    tlruak     "    Nn 
a-cticn    required. 

ENQELKEN.R.  H.  Region    5,    Ban   Franciaco,    Office    af    the    Director, 

7"/  ]  O/O1  .         L  p, 

7910310^33   ForLjaT-if5    Revision   2    to     IE   Bulletin    79-13.     "Crackinq     In 
Feeduater    Sijs    Piping.  "   No   action    required 

ENGELKEN.R.M.  Region    S,     San    FTanciaco,     Office    af     the    Director. 

/T/  IO/  17.         I  p, 

Rl_^e^ltil:    operating    reports   £   related    corrcspnndence 

7910100250  Forwards   monthly    operating    rept    for   Sent    1979 
WEEKS.E    D.        Pacific    Qas    i,   Electric    CD.        79/10/03.         Ip. 

—  791O100357  Month  ly    operating    rept    far    Sept    1979 

OETTV.H.C-        Pacific    Oas   (,   Electric     Co.        79/10/03.        4pp. 


---_  PDLVrecH    fN9T.      RESEARCH   REACTOR 

I.     Finant  lat     in  Pornation 

7910020406    ForMrd*    financial    statements    for   FY77-7B.  Secur  i  ty    plan 
being    revised    6   de  taij  ad,  pending    NHC    consulation    oer 
790-?0i    tftlcon. 
WILBUR,  L.  C.        WorteaEer    Polytechnic    Inst.        79/09/37.         19pp. 

J.     Insurance   i    indomntty    information 


791030014,0    Foriuards    eitecuted   Amend     10    to    Indemnity    Agreement    (£-36,  i 
response    to    791O10    1  lr. 
LLOVD,  D.  E.       Worcestar   Polytechnic    Inst.       79/10/26.       Ip. 
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K.     Utility    Final    Safety    Analysis    Report    (FEAR)    t,    amends 

7910050530   EIA    for    faci 1 1  ty.  SAR, reactor    facility    data,  partia 1    list    of 
typical     experiments,  fiscal    statement,  rad  iation    regulati  PTIB 
&    operator    requa 1 i f ication    program   end 
»      Worcester    Polytechnic:     Inst         79/07/20.        3pp. 

—7910050532   FSAR    For    facility 

»      Worcester   Polytechnic     Inst.        79/09/25         143pp. 

Q.      Inspection    reports,     IE   Bulletins    &   correspondents 

7910030079   Forwards    IE    Info    Notice    79-20,  Revi  a  ion    1,      "NRC   Enforcement 
Policy    -   NRC    Licensed     Individuals. "    Notice    reissued     to 
correct    uiord    omission    &    punctuation    error    which    changed 
intent    of    statement. Changed    statement    underlined     in     text 
GR1ER.B.H  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/07.        Ip. 


DOCKET    50-142   UCLA    TRAINING   REACTOR 
P.     Operating    license    stage    documents 


orresponde-nce 


7910300394   Forwards    announcement    re    increase    in    occupancy    of   roof   area 
downwind    from  reactor    room  ventilation   eihauot, 
EVRAETS.J.C.        Califarnia,     Univ.     of,     Los    Angeles.        79/1O/24.        Ip. 

—  7910300277  Advises    of    Increase    in    occupancy    of   roof    area   occasional  1  ij 
downiuind    from  reactor   room  ventilation   exhaust.  Ar-41    belou 
max    permissible    concentration   for    10QX   occupancy    of   ronf 

OBTRANDER,  N.  C.        California,     Univ.     of,     LosAnaelea.        79/10/23.        2pfj. 
S.     Reportable    occurrences,     LERs    !<   related    correspondence 

7910160519   PND-V-79-002:  on    791003,  UCLA-based    group.  Commi  ttee    to    uridne 
Gap,  is    holding    press    conference    to    demand    shutdown    o* 
faci  I  itu,.  Central    issue    involves    excessive    radiation 
exposures    allegedly    being    recoived    by    persons    in    area. 
HAIRD.J.R..     WENSLOWSKI.F.  A         Office    of    Inspection    !.    Enforcement, 
Office    of    the    Director.        79/10/03.        Ip. 


DOCKET    50-144   SAXTON   NUCLEAR    EXPERIMENTAL   FACIL1TV 
0.     Inspection   reports,     IE  Bulletins    fc   correspondence 

7910090766    Confirms    790920    insp.  No    objection    to    presence    of    nous    medii 
representatives   nt    insp    so    long    as    Invited    by    util    t. 
presence    does   not    interfere   ui/tnsp.  Media   not   notified    of 
inap    date    by    NRC. 

SMITH,  O.H,  Region    I,    Philadelphia,    Fuol    Facility    t,   Materials 

Safety   Branch,       79/09/12.       Ip. 

S.     Reportahle    occurrences,    LERs   !.  related    correspondence 

7910180311    PNQ-I-79-002, updating    PNQ-79-133:  on    790920-33.  c  1  eanup    of 
contaminated    anil    outside    restricted    area    uias    conducted, 
Cs-137  S,   Cs-134   along    u/Co-6Q  uare    presenb    in   anil.  No   other 
contamination   uias    found. 

STQHR.J.P..    SMITH,  H,       Office    of    Inspection   !<  Enforcement,    Office    of 
the    Director,        79/09/25.        2pp. 


DOCKET    50-150   OHIO   STATE   UNIV.     RESEARCH    REACTOR 

Q.      Inspection    reports,     IE   Dullatina    !<   correspond  ence 

7910050381    Forwards    IE    Info   Notice    79-20,     "NRC    EnForc  ement    Policy    - 
NRC    Licensod    Individuals,"    No   action   required. 


KEPPLER,  J.  G. 


. 
Regions.     Chicago,    Office     of    the   Director,        79/OB/14. 


THS    "V?f°   Noti"    79-20,  Revision     1,     -NRC    En  farmer  t 
Policy    ~   NFIC    Licensed     Individuals.  "   Notice    reissued     to 
correct   uord    omission   (<   punctuation    error    whicti     changed 
intent   of   statement.  Changed   statement    underlined    in    teit 
KEPPLEH.J.G.  Region   3,     Chicajo,    Office    at     the    Diractor.        79/O9/07 

Ip. 


^-15^   UNIV.     OF    ILLINOIS   RESEARCH    REACTOR 
Q.^Inapectlon    reports,     IE   Bulletins    t   correspondence 

7910070507   Forwards    IE   Bulletin   79-19.     "Packaging    of   Lour   Level     Radujaate 
for    Transport   t.   Burial."    Action    required. 

KEPPLER.J.O  Regions.     Chicago,     Office    of    the    Director.        79/O8/IO 

Ip. 


M.  ForLlarlls    !E    I"f»   N°ti<:=    79-20,      "NRC    EnFDrcE-ment    Policy    - 

NRC    Licensed     Intf  i  viduals.  "   No    action    required 

KEPPLER.J.O.  Region    3,     Chicago,     Office    of     the    Director.        79/OB/S4 

Ip. 

7910020152   Forwards    IE    Info   Notice    79-20,  Revision     I,     "NRC    Enforcement 
Policy    ~   NRC   Licensed    Individuals.  "    Notice    reissued    bo 
correct   word    omission   t,   ponctuation    error    uhich    changed 
int&nt   of    statement.  Changed    statement   underlined    in    teit 
KEPPLER.J   0.  Region   3,     CMcago,     Office    of    the    Diractor         79/09/O7 

IP- 


DOCKET    50-153  BETTIS  CRITICAL  FACILITY 
J.     Insurance    Si    indemnity    information 


7910330193   ForwardB   Amend    20   to    Indemnity    Agreement    Q-lfl. 
SALTZMAN.J.  Antitrust   t<    Indemnity   Oraup.        79/10/IO. 


DOCKET    30-155   BIO   ROCK   POINT   NUCLEAR    PLANT 

D.^NRC    Draft/F^nal   Environmental    Statements,     su-ppls   !,  corraspondence 

7910100644  Respond!    to  790704    Itr   re    plant    storage    of   spent    fuel    t    NHC 
consideration    of   energy   alternatives    to    nuclear   poiuar 
Forwards    eicorpt    from   NUREG-0529   re   NRC    evaluation    of 
alternative   energy    sources    in   DE8   of   each    nutlear    plant 
DENTQN.H.  R.       Office  of   Nuclear   Reactor  Regulation.      79/09/07.       30pp. 

F,     Security,    medical,    emergency   t.   Fire   protection    plans 

7910100507  Forwards    request    for   aild  1    info   ru    con  ttngencij    plan    to 
facilitate   review.  Request  withheld    Iref    IOCFR2.79O). 
IIEMANN.  D.  L.       Operating   Reactors    Branch    2    (Pr-e    791030).        79/09/07 
2pji. 


DOCKET   50-118  UNIV.     OF  KANSAS  RESEARCH  REACTOR 

P.     Operating    license    stage    documents    6   correspondence 

7910290330  Notifies    of    failure    of    pump  uhich    circulates    uater    fron 
reactor    tank    through    demineral i ler. Temporary    pump    installed 
&   original    pump    uiill    bo   returned    to    svc   after   repairs. 
MEBLER.f).  D.       Kansas,    Univ.     of,       79/10/16.       Ip, 


7910030B41   Forwards    supplemental    safety   evalu-ation    of   firs    brinade    stic 
originally    left  as    open    issue, 
LAIWAS.G.  Plant   Systems   Branch    tPre  791030).       79/O9/24,       2pn. 

—7910020943  Safety    evaluation   suppl    re   proposed    site   at    fire   brioade 
Util    proposal    is    unacceptable, Lac*    of    provisions    for    fires 
ourniiis    beyond    Incipient   stage  t   heavy    reliance    on    offsite 
response   are   reasons    for   dePicisnt  rating. 
*          Plant   Systems  Branch    (Pre  791030K       79/07/24.       4pp, 


0.     Inspection   reports.     IE  Bulletins   &  correspondence 

7910290061    Forwards    IE    Inap   Rept   50-148/79-01    on  7909BA-37, No 
none  amp  1 ianco   noted, 

MA.DSEN,  Q.  L,  Region   4.    Dallas,    Reactor   Operations    Nuclear  Support 

Dranch.      79/10/15.      Spp. 


7910300369  Requests   prompt  notification  of  NRC    decision   re    790B24 
request   for  delay    in   implementation   gf   alternate    shutdown 
panel, 
BIXEL.D.  A,      Consumers  Pouer  Co.      79/10/33. 


3PP. 


0.    Adjudicatory    correspondence 


—7910290063   IE   Inap   Rept    50-H8/77-01    on  790926-27,  Mo    noncompl  iance 
noted, Major   areas    inspected:  security   plan,  seiur  1  ttj 
organisation,  access    control    alarm   sys,  keys,  lock  B    t<    hardware 
Details   withheld    (ref    10CFH2.  790). 

CALDUELLiR.  A.  Region   4,    Dallas,    Office    of   the    Director. 

MADSEN.Q.L,  Reoion   4,    Dallas,    Reactor   Operations   Ngclear 

Support   Branch.       79/JO/ia,       Ip. 


7910010&87  Confirms,  per   790709   telcon   u/J  Strasma,  intention    of  ci 
group    to   file   petition    to    intervene    !,  formally    request 
public    hearings    on   uttl    proposal    for   increase    in    spent    fuel 
storage   facilities. 
LEIIHAUSER.J.       Energy    Resources   Group.        79/O9/10.        Ip, 
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7910020132   Confirm,    790709    phone    call     stating     intention    of    Energy 
Resources    Qraup    to    file    petition    to    intervene    t    seek    public 
h."lngt   »    increase    in   »ti]    spent    Fuel    storage    facilities 
LEITHAUSER,  J.        Affiliation    Unknnun. 


79/OB/IO. 


lp. 


791Q05074B  Petition    to    interne    on    behalf    of    34   cttiicni    Uv.m    within 
50-mlU    radius    of    faci II ty. E. presses   co^erns    over    Ions-term 
effects    of    high     level    radiation   a    long-term    storage    of    spent 


fuel    clement! 
MMHAhC,  ,     GODUIN.S.  J. 
2p|>. 


MILLS.J.E.        ftffiJiation    Unknown.        79/O3/23 


pension   of    fuel    rod 


7910110094    Requests     to    intervene    in    proceed  ing    re    e-irpaiit  i&n 
storag*    capacity.  Resides    within    30  pile,    of    p  Unt  .1 '•«•«* 

an    safety    of    low    level     radiation    is   no    conclusive.  Inti-ease 


radiation   would    pose    danger. 
Q'NEItL,  J.  P.        Affiliation    UnVnoun. 


79/08  (-22. 


IP- 


-7910110103   Affidavit    of    petitioner    JP   O'Neill    re    790833   petition    to 
D'NEILL,  J.  P,        Affiliation   Unknown.        79/08/33.        lp. 

7910090117  Establishment    of   A5LD    to   preside-    in    proceeding    per   ABLH 
790723   order. re    propo-aetf    issuance    of    amend    to    facility   ui-. 
Will    rule    on    petitioni    to    intervene   6    renuostc    for    hearing. 
Members    are   H   Grossman, OH   Paris    t.   FJ   Shc-n  -,0/no/ii          inr> 

LAZD.rt.M.       Atonic   Safety   and   Licensing    Board    Panel.       79/03/31        ..pp. 

7910150194  An.uers    to    petitions    to    intervene.  Pe t i tions    of  J  O'Wsill    t 
24    persona     living    within   50   miles    of    facility    demonstrate 
interest.  Northwest   Coalition    6.   J   Lelthauser    petitions    should 
be    denied. Notices    of   appearance  t.  Certificate    of   Svc    encl_ 
STEPTOE.P.        Duke    Pouier   Co.        STEPTOE.J1,        Isham.     Lincoln   &   Beale. 
79/Q9/04.        12pp. 

7910320050   Forwards    30-   copies    of    NRC    79071 1    response    to    petitions     to 
intervene  t,  motion    to    consolidate  24    pe  tt  li  oners.  Response 
should    be    distributed    to  all    petitioners, 
HULH.EV.M.E.  Branch    2.        79/09/11.        lp. 

— 791Q32005B    Response    to    petitions    tc    intervene    bij    -J   O'NEill.24    ra*irii 
of   area   t-  JA  Leithauser    of   Northwest    Coa  I  I  tion.  Petitions 
adequate    eicept    Northwest    Coal  it  ion.  Urge*    consolidation    oF 
petitions. Notice*    of    appearance   »>    Certificate    of    Svc    end. 
HQORE.J.E.  Branch   2.       77/09/11.       IBpp. 

7-9I03&0336   Advises    of   appearances    on    behalf    of    Chr  i  s  la-Mar  ia    f.    -of 
passible    consolidation   of    24   person!    uho    filed    petition*    to 
intervene.  Certificate   of    Svc    !<   three    notices    of   appearance 


end. 

SHELDON.  A.  P. 


Sheldon.     Harmon   6   Unis-i.        79/09/24.        5pp. 


79L0220443  Order  advising   at   79IU4    special    prehearlng   eonferEnce   at 
Fetnsliet|.HI   re    Intervention   petitions   (-    i  5  aues,  Orsnto 
opportunity    for    oral   (<  written    limited   appearance 

QnOSEMAN.H]      Atonic   Safetij    and   Licensing   Board   Panel,       79/10/11. 
3pp. 

7910300333  Forwards   ASLD  791011    order    setting    special    preheanng 
confarence   for  7°1114-13.  „„      „,._ 

SMITH. H.       Operating    Reactors   Branch    2    (Pro    791030).        7-J/10/I7.        lap- 

7910300309  Ord«T    setting    ipecial    prehBarlng-   confcrente    for   77H11-I5  re 
propaied   amend    to  OL  DPR-fa, author  It  ing    addition    of    three 
rack!   u/close    ctr-to-ctr    spacing    of    spant    Fwel    assemblies     to 
spent    Fuel    pool. 

GRQBSMftNi  H.       fttomJc   Safety   and  LicenHing    Hoard    Panel.       77/iO/Jl, 
3pp. 


H.    Oensral   covrespondence 


7910110235   Forwards    NUREO/CR-0727,      "HUH    Offgas    Sys    Evaluation."    SIJB 
provides    reasonable    assurance    tKat    potential    for    eiternal 
offgao    eiplosion     ts    mi  nimi  led.  W/o    end. 

GAMM1LL.  W.  P.  Assistant    Director    for    Operating    Reactor    Projects     (Prf 

791O30).        79/OS/23.         E9pp. 

7910090143   Forwards     request    for    addl     info    on    79O433   «.    Ofi2i    subroittals 
TO    proposed     etpansion    of    storage    capacity    at    spent     fueil 

Z°EMANN,D.  L.        Operating    Reactors    Branch    S    (Pre    79103O).        79/09/04 
3pp. 

7910220342   Requests     that     all    sets    of    drawings    &    schematic s. or    ono    sot 
of   aperture    cards    be    submitted    tn    future    for   NRC   Review    of 
SEP    topics,  together    w/index    update.  Buperseiea    NRC    790(.2i 

ZIEHANM.D.L.       Dperatlng    Reactors    Branch    3    (Pro   791030).       79/09/Oib. 
3pp. 

79I01BO237  Requeats    that   ainends   be    propoaed    to   Licenses    DPH-6   !.   DI'H-UO 
change    min    siie    of    fire    brigade    contained     in    Tech    Specn 
within    3O    da-us    of    Itr    i-ocelp  t.  FoTuaros    790608    safety 
evaluation    of   mln    fire    brigade   shift    siie. 
EI6ENHUT.  D.  0,  Division    of   Operating    Reactors.        79/09/07.        3pp. 

—  79101602'12    Safety    evaluation   of   nin    fire    brioade    shift    siie. 
*         Division    of    Operating    Reactors.        79/Ofi/OB.        32pp. 

7^10020151    Notification    of    790912    meeting    u/SEP    owners    group     in 
Beth*sda.HD   to    discuas    ph  i  losoph  y,  schedu  1  e   t,   objoctivna    of 
SEP    &    draft    LLL-TERA    rept    on    site    specific    spectra. 

H.       Operating   Reactors    Branch    S    (Pre   7910301.       79/09/11. 


7910050060  Notification   of   790917    meeting    ui/util    In   Jac!iaon,NI 
to   review   msthodoloDij    used    in   physics   analysis   of    plant 

SILVER,  Ft.  D.       Operating    fleactors    Branch    2    (Pre    791030).       79/09/13. 
lp. 

79100SOO&5   Notification   of   790920   meeting    u/util    in   Charlevo  1  1,  HI 
to   dlacusa    NF1C    initial    revleui  of    emergency    plan. 
SILVER,  R.  D.       Operating    Reactors    Branch    2    (Pre   791O3O).       79/09/13. 


7910220310    Requeits    addl     info    re    lass     of    offsite    pouier    on    72012S.  7C01  1  !l 
&   7BOQ17    to   aid    in    review  of   offsito    power    sys   adequacy. 
Fienirests    response    within  90   layi. 

ZlEMftNN.B.  L.       Opernting    Reactors    Branch    2    (Pre   791030).       79/O9/35. 
3pp. 

7910180964    Provides     Follouup    to   790914    to  Icon.  Outl  inea    concerns    re 
ol*ctri.c    (j    inatrumentation   deaign   which    should    be    forwarded 
to    1  icens-ae. 

CRUTCHFIELD.D.  M  Systematic    Evaluation   Program  Branch    (Pro   7710.  10V. 

79/09/26        2pp. 

7910090630   Reo.uosls    payment    of    tuo   Class    III    amend    fees   re    70111:)   t* 
790312    applications    proposing    radiological    effluent   Toch 
Spec    changes. 
MlLLERiW.  D.  License.    Fee    Management    Branch.        79/09/37.        Jpp. 

79l02-30fll3  Foruarils.    guidelines    for   valve    operability    re    containment 
purging    ti   venting    during    normal    operation,  fiequesta 
commitment    to    implement  valve   qualification   program  within 

•     30    days. 

E1SENHUT.  D.  <3.          Division   of   Oparating    Reactors.       79/09/37.       Jpp. 

79100a0391t1  Forwards    proposed   change    to   Tech   Specs    for    License   DPH-fr   to 
pre-clude    docreascs    in    roaetor  vassal    water    level. 
D1XEL.D.A.       Conaumers    Poiuer  Co.       79/09/28.       2pp. 


7910010611   Eeliavea    that    full-time    reaident    inspettars    would    improve 
safetii   of  plant   operat  ion.  Dagr*ts    rejection   of   re-quoit    for 
full-time    Inspector  at    p  lant.  Supports  measures   at    federal 
level    mhich    uauld   require    full-time   plant    inspectors. 
hlLLIHEN.H.O.       Maine,     State    of.       79/OB/24.        lp. 


— 79-lOOaOflOH  Proposed    Tach   Spec   change    request    to   add    requirements    to 
preclude    potential    decreases    in    reactor  vessel    mater    level    fc 
to    -specify    actions    re   safety    limit   violation    if    reactor 
vesBB-1    water    1  ove  1    decreases    helou   safety    ays    setpoint. 
HuWELL,  S.  H       Consumers   Power    Co.       79/O9/2B.       2pp. 


P.    Operating    license  stage  documents  &  correspondence 

79100+0031   FoTuarda  MUHEO-OSibO,    "Staff  Rept   on  -Generic    Assessment    of 
Feedwater  Transients    in  PWHs    Designed    by    BiH. "    H/o    encl. 
GRIMES. B.K.         Assistant   Director   for  Systema   Engineering    (Pro 
7-J1030),       79/06/11.       12pp. 

7^1-0090311   Forward*   FR   notice    of  amend    to    1QCFR73,  55   re   requirements 
for-   physical    protection  of    nuclear    power   plant*.  Amend    defers 
implementation   of    physical    search   requirements    from  790B01 
to   791101. 
DENTOM.H.B.       Office    of   Nuclear  Reactor   Regulation.       79/08/10.       49pp. 


7910040534   Ac  k    receipt    of   NRC  790817    1  tr    &   forwards    addl    info  re 
eipantion    of    ape-nt    fuel    storage    capacity. 
H1XEL.  0,  A.       Consumers    Pouer  Co.       79V10/O1.       17pp. 

7910310331    Informs-    of    expansion   of    resident    Insp    program.  Two   mnidant 
inipectora    aaslgned    to    facility. 
HENDR1E.J.  M.       Commission.      79/1O/01.       lp. 

— 7910310333   Urges    appointment    of    resident    inspector   at    site. 
MH.I.IBEN.  U.  6.       Michigan.    State    of.       79/OS/24.       lp. 
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7910340653   Forwards    revised    safety    assessment    of    Topic    V-t2.  A.      "Wat« 
Puritg    of    BHR   Primary    Coolant."    to    tie    uoed   as    input    to 
integrated    review    of    plant. 

ZIEMANN.D.  L.        Operating    Reactors    Branch    2    <Pro    791030).        79/10X09. 
2pp. 


7910090163   Forwards    IE   Dulletin   79-21,     "Temp    Effect*    on   LBVE! 
Measurements.  "    fiction   required. 

KEPPLER,  J.  S.  Region   3.    Chicago,    Office    of    the    Director.       79/OB/13. 

IP 


--7910240657   Revised    "Topic    V-12.  A    -   Water    Purity    of    BUR   Primary 
Coolant.  " 
"      Operating   Reactors   Branch    2    {Pro   791030),       79/10/09.       llpp 


7910050404   Forwards    IE    Info   Notice    79-20,     "NRC    Enforcement    Policy    - 
HftC    Licensed     Individuals."    Ma   action    required. 
KEPPLER.  J.  Q.  Region   3,    Chicago,    Office    of    the   Director-.       79/06/14. 


7910260317   Forwards    revised    safatu    assessment    oF    SEP    Topic    IV-l.fl, 
"Operation    W/Less    Than    All    Loops    in    Sue.  "    Assessment   mill    be 
used    as    Input    to    integrated    facility    review. 

ZIEMANN,D.  L.        Operating    Reactors    Branch    2    (Pre    791030).        79/1O/O9. 
12pp. 


7910050476   Foruiardi    IE   Circular   79-17,      "Contact    Proolem    tn    30-12 
•Switches    on    QE   Metalclad    Circuit    Croakers."    No    action 

KEPPLER.  J.  Q  Region    3,     Chicago,    Offica    of    the    Director.        79/Oa/lfl. 

Lp. 


7910300552   Safety    assessment    of    Topic    V-10.  A, 
Sys    Heat   Eichanger    Tube   Failure." 
*      Operating   Reactors    Branch    3    (Pre   791030}. 


"Residual    Heat    Removal 


79/10/09.       flpp. 


7910300540   Requests    addl     info    re    review   of    SEP   Topic    111-10.  A,      "Thermal 
Overload    Protection,"    including    limit    switch    development    for 
all    valve    in   Drawing   30103. 

Z1EMANN,D.  L.        Operating    Reactors    Branch    3    (Pre    791030),        79/10/09. 
2pp. 

7910220273   Forwards    addl     info    re    SEP    Topic    VI1I-1,     "thisite   Emergency 
Power    Sys,  Diesel    Generators,  "    in    response    to   79092B   request. 
DIXEL.D.A.        Consumers    Power    Co.        79/10/16.        3pp. 

7910300021    Forwards   request    for   addl    info    re    plant    containment    purge 
lys.EGtiQ    interim   rept.     "Technical    Evaluation  Rept   of  Plant 
Containment    Isolation   Sys"    &  criteria    for    evaluation   of 
containment    purge    sys    electrical    design. 

Z1EMANN.D.L.        Operating    Reactors    Branch    2    (Pru    791030),        79/10/14. 
3pp. 

—  7910300024    "Code   Assessment    d  Applications    Program,  Technical    Evaluation 
Rept   of   Plant   Containment    Isolation  Sys,"    interim  rept. 
CLEVELAND,  C,  J.        EQ   t,    0.     Inc.        FIN   A-6356.        RE-A-79-045.        79/03/23. 
9pp. 

791019039B  Act    receipt   of   NRG    790913   request    that   util    implement 
recommendations    in   NUREG-057B  re    installation    of   containment 
water    1  evel.  pressure   &    hydrogen  monitoring    sya.Util    agrees 
to   moda   &  will    submit    list    of    intended    actions   by   791026. 
BIXEL.D.A.       Consumers    Poiuer   Co,       79/10/17.       3pp, 

7910300361    Ack    receipt   of   790920  application    for   proposed    Tech    Specs    re 
reactor   vessel    mater    level.  Class    III    fee    for   review   of 
license    amend    is    required   !<   should    be    submitted    promptly. 
MILLERiW.O.  License  Fee    Management   Branch.       79/10/17.       Ip. 

7910220330  Requests   30-day    eitonsion    to   propose    Tech  Spec    amends    re 
fire    brigade    size. 
HOFFMAN.  D.  P.        Consumers    Power   Co.        79/1O/19.        Ip. 

7910240616  Forwards    addl    info   re    proposed    Tech   Spec   change    for 
expansion    of    spent    fuel    storage    facility,  in   response    to 
790904    request. 
HOFFMAN,  D.  P.       Consumers   Power  Co,       79/10/19.       15pp. 

7910290262  Forwards    request    for   change    to  License   DPR  -6  b  App    rt   Tech 
Specs,  Draft   of    proposed    page   change   b    fee   enc  1  . 
BIXEL.D.A.        Consumers    Power    Co.        79/10/23.        Ip. 


7910050610   Forwards    IE    Insp   Rept    50-155/79-13    on    790630-22.  No 
noncomp  liance    noted. 

FIDRELLI.  Q.  Region   3,    Chicago,    Reactor    Construction   d  Engineering 

Support  Branch.      79/08/27.      2pp. 

—  79100S0611     IE    Insp    flopt    50-155/79-12    on    790B2O-22.  No    none omp 1 ianc« 
noted. Major    areas    inspec  ted;  records    fciuork    activities 
relative    to    repair  of   control    rod    housing. 

LEE.E.W.,     DANIELSQN,  D,  H.  Region    3.    Chicago,     Office    of    the 

Director.        79/09/27.        3pp. 

7910050324  Forwards   response    to    Item  S    in    IE   Dulletin    79-14,     "Seismic 
AnalijEes    for   As-Built   Baf  ety-Re  latad    Piping    Bys."   Minor 
d  i  scropanc  1  es    discovered    include    loose  nuts    &    bolts    h 
inability    to    locate   drawing)   for    come    supports. 
HOFFMAN,D.  P.       Consumers   Power  Co.      79/08/31.       2[ip. 

7910030192  Forwards    IE    Info  Notice   79-20,  Revi  sior.    1.     "NRG  Enforce-men  t 
Policy   -  NRC   Licensed    Individuals,"   Notice    reissued    to 
correct  word    omission  !<  punctuation    error    which    changed 
Intent   of    sta  tement.  Changed    statement    underlined    in    teit. 
KEPPLESi  J.  0.  Region    3,    Chicago,     Office    of    the    Director.        7-?/09/O7. 

Ip, 

7910030B09   Responds    to    IE   Bulletin   79-15,     "Deep    Draft    Pump 
"•af  Ic  ionc  ies"    &  provides    info   on  number   of    pumps,  mfg    !< 
model ,  ovoral  1     dimensions    of    pumps   ti    summary     of    startup 
testing  &   routine   maint. 
DIXELiD.A.        Consumers   Power   Co.        79/09/10,        3pp. 

7910030617  Forward!   response    to    IE  Bulletin    79-16,     "Vital   Area   Access 
Control."   Response  withheld    <ref    IOCFR2.  790) 
HUFFMAN.D.P.        Consumers    Power   Co.       79/09/11.         Ip, 

7910030249  Forwards    IE  Circular  79-19,     "Loose    Locking    Devices    on 
I nger »ol l-Rand   Pump    Impellers."   No  action    required. 

KEPPLER,J.  0.  Region   3,    Chicago,    Of  Pice    of    the    Director.       79/09/13. 

Ip. 

7910300082  Forwards    IE   Info  Notice   79-22,     "flual  i  f  i  cat!  on  of   Control 
Sys,"    Uestinghouse   790Q30   Itr  t  Public    Svc    Electric    t>  Qaa 
Co   790910    Itr    re   potential    unreviewed    safety    quastion.  Ac  tion 
required  within  20  days.  U/o   encl, 
DEMTON.H.  R.       Office    of   Nuclear  Reactor  Regulation.       79/09/17.       4B^p. 

7910330561    Forwards   NRC   790626   Itr  re  multiple    equipment   failures   & 
surveillance    testing    errors, which   uas    incorrectly 
d  iatvibuted.  Also   forwards    IE   tnsp   Repts   5Q-29S/79-13  ti 
30-304/79-13.  Action   required. 
erSENHUT.D.  0,         Division  of  Operating    Reactors.       79/O9/21.       -59pp. 


— 7910290264   Request    for    change    to  Tech   Specs   re    sensor   trip    device,     £ 
trip    device   &   acram    setting   &   tolerance.  Draft   of   proposed 
paoe    change    encl. 
•»      Consumers  Power  Co.       79/10/2,3.       flpp. 

7910300123  Forwards   HUB   Drawing    511BM3001    providing   design   details    of 
proposed   new   spent    fuel    storage   racks. Drawing    withheld    (ref 
10CFR2.  790).  Affidavit    encl. 
BIXEL.D.A.       Consume™    Power  Co.       79/10/25.       3pp. 

79I0310S79  Forwards   Class    III    fee    for   79092S  Tech   Spec   change    re 
790502    loss   of    feedwater    event. Di sputet    fee   determination. 
Requests    exemption    from   fee    per    10CFR170.il. 
DEWITT,  R.  B.       Consumers   Power   Co.       79/10/29.      2pp. 


Q,     Inspection   reports,     IE  Bulletins   &   correspondence 


7910090535  Forwards    IE  Bulletin  79-19,     "Packaging    Df  Lou  Level    Rajduaato 
for   Transport   d  Burial.  "   Action  required. 

KEPPLER.J.O.  Region   3i    Chicago,    Office   of    the   Director.       79/03/10. 

IP- 


7910090042  Forwards    IE  Circular   79-20,  '"Failure    of   OTE   S^lvani*    Relay, 
Tope   PM  Bulletin  730S,  Catalog   5U12-11-AC   u/lao  Volt    ac 
Co.il.  "  No  action  required. 

KEPPI.ER.  J,  a.  Region  3.    Chicago,    Office    op    tho   Director.       7-9/09/21. 

Ip. 

7910150699  Responds    to    IE  Bulletin  79-19  re    packaging    &  diapaial    of    low 
level    radwaate.  Current    licenses    from   burial    Elates 
maintained.  Training   &  retraining    programs    mill    be   completed 


uIXEL,P.A.       Consumers   Power  Co.       79/09/25.       9pp. 


7910040234  Forwards    IE   Info  Notice   79-23,    "Emergencv   Diesel    Generator 
1_ube    Oil   Coolers."   Ho  action  required, 
KEPPLER.J,  0.  Renion   3,    Chicago.    Office    of    I  ho   Director.       79/09/26. 


7910040048  Forwards    IE  Info  Notice  79-21,    "Froien  Lines."   No  action 
renuireif. 
KEPPLER.J.  0.  Region   3,    Chicago.    Office    of    tho   Director.       77/09/27, 
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7?102302iS   Responds    to    IE   Bulletin   79-10.     "And i b il i ty    Problem 
Encountered    -on    Evacuation    of    Personnel    from   High    Noise 
Areas."    Goth    units    are    currently    in    outage    &    Further 
responses  will    be   submitted  within  30  days   of    startup. 
BIXEL,  D.  A.        Consumers    Poiuer   Co.        71/W/2B.        If, 

79t01702'15   Forwards    IE    Info   Notice    79-25.     "Reactor    Trips    at    Turkey 
Point   Units    3    !<    4.  "   No    action    required. 

HEPPLER,J,  G.  Region   3i    Chicago.    Office   of    the   Director,       79/10/01. 

ip. 

79101B061S   Forwards    IE    In-Fo   Notice   79-E4,     "Ousrp  i-essur  i  rati  on    of 
Containment    of    PUR    Plant   After    Main   Steam   Line    Break. "    No 
action    required. 

KEFPLERiJ.C,  Hegion    3,     Chicago.     Office    at    the    Director.        79/10/01. 

Ip. 

791O1103IO  Forwards  raatrii    of   possible    effects    of   noFi-safeti|    grade 
equipment    failures    ft    e  ip  lanat-orif    notes    in   reBp&nse    to    NRC 
790917    Itr   &    IE    Info   Notice   79-22. 
QIXEL.  D.  A.        Consumers    Pouer    Co.        79/10/07.        10pp. 

7910310393  Forwards  Revision  H    to    IE  Bulletin   79-13,     "Crackini)    in 
Feeduiater  Sys   Piping."    No.   action  requirotf. 

KEPPtEH,  J.  0.  Region    3,     Chicago,     Office    of    tho    Dir-ector.        71/10/19. 

ip. 

S.     Reportat-le    occurrences,     LERs    I>    related    cnrre^pandenc  e 

79101003SO  Formats   US  Air   Force    770726    Itr    to   util    re    790705    incident 
of  UBAF  n-53   f lying    too    low  over    plant.  Requests 
investigation    into    Incident. 
YOUNODAHL,  R.  C.        Consumers    Power    Co.        79/07/06.        app. 


7710650504   Forwards    LER    79-023/03L-Q.      - 

HOFFMAN,  D.  P.        Consumers   Power    Co,        79/10/10. 


—  79101103JO    IE     Insp    Rep  t  s    50-156/79-O2    &    70-0134/79-01    on    790731-0903. 
No    none  amp  1  iance    noted.  Major   areas    inspec  ted  :  aud  i  ts, 
radiation    protection    procedures,  training-  instruments, 
ciposure    control  ,  surveys,  qual  If  icat  i  ana    &   effluent    eontrnls. 
GREOER.L.ri.,     DUBBY,  N.  E.  Region    3,     Chicago-     Office    of    the 

Director.       77/03/24,        8pp 

7910020162   Forwards     IE    Info   Notice   79-2O,  Revl  sion    1,     "NF!C    Enforcement 
Policy    -   NRC    Licensed     Individuals.  "    Notice    reissued     to 
correct    luo-rd    omission    &    punctuation    error    luhich    changed 
Intent    of    statement.  Changed    statement     underlined     in    text. 
KEPPLER,  O.  Q.  Region    3,     Chicago,     Office    of    tho    Director.        79/Q9/07. 


7910330371    Forwards     IE    Insp    Reel    90-156/79-O3   an    790B11.  No 
rtoncompllanco    noted. 

HEISHHflN.R,  F.  Rogion    3.     Chicago,     Reactor    Operations    Nuclear 

Support    Branch.       79/09/11.      2pp. 

—  79102302B1     IE    Insp    Kept    50-156/79-03    on    79O914.  No    nnncomp  1  ianco    notoil. 
Major    BTB-as     i  nspec  ted  :  mnint    surveillance    ti   retraining. 
DROWN,  C.H.,     DANIELS,  F,  T.  ,     DOYD,  D.  C.  Region   3,     CHicaqo,     Office    oF 

the    Director.        79/O7/10.       2pp. 


DOCKET    SO-lfiO   GEQROIA    INST.     OF   TECH,      RESEARCH   REACTDfJ 
J.     Insurance    &    indemnity    information 


1Oa9036ii   Forwards    Executed    Amend    13    to     Inde-mnity    Anruoment    E-30. 
WILSON,  J.  W.        Qeorgia    Instituto    of    Technology.        79/10/2-1.        2pp. 


DOCKET    SO-170    NATlOMflL    MAVrti   MEDICAL    CENTER 
J.      Insurance    &    indemnity    information 


--7910I50511    LER  79-023/03L-0: on    790911.  automatic    isolation  valve   CV/4027 
oihititrd    lealaje    in   eicess    of    Tech   Spec     limi t. Caused    by 
disc   -contact  area   on    (eating    surface   not   providing    tight 
shutuff   capab  i  1  i  ty.  Seat    aas   machined  b   valve  bias    retirated. 
*      Consunero   Power   Co.        79/10/10.        Ip. 


Foriuardtt    Amend     10    to    Indemnity,    Agreement    D-2,  in    reoponBo    la 
NftC    791010    Itr. 
TYLER,  P.  E-        Defense.  Dept.  of.     Defense   Nuclear    Agency.        79/1O/I6.        L'|i|) 

P.     Operating    UCDHSB    stage    documents    &  correspondence 


7^10150517    Forwards    LER   79-034/03L-O. 

HOFFMAN,  0.  P.       Consumen  Power  Co.       79/10/10.       Ip. 


7910180431    Forwards    proposed    changes    to    Tech     Specs    for    Licenso    H-H1- 
TVLER.P.  E.        DBPcTiae.Dept.  of,        79/10/15.        Ip. 


—  791QIS0525   LER   79-O21/O3L-0: on   790913,  set    points    for    pressure    5 
on   reactor   depressurli I ng    sgs    pump   discharge   drifted   £olau 
Tech    Spec    requirement.  Cauie   not    known.  Pressure    switches    ware 
reset    to   trip   at    105  psig. 
•     Consumers  Power  Cor       79/10/10.       Ip. 


— 7910190437  Proposed    changes    to   Tech    Specs    For  License   n-H4    covnrtnn, 
staff    qualification    t,    training. 
-"      Defense. Dep  t.  af.       79/10/15.      4pp. 


DOCKET   30-136   UHIV.     OF   WISCONSIN   RESEARCH   REACTOR 
J.     Insurants   b   indemni  ty    in-formatian 

7910320235  Siecuted   Ament    13   to    Indemnity   Agreement   E-37,  mod  I f ging 
prefatarv    language    re    transjiortation.  handling    or    temporary 
Itorage   of   radioaKtive  mall. 

ftLTZHAN.J.  Antitrust!-    Indemnity   Oroup.       LDRENZ.  Ft,  A.       Hiaconsin. 

Iv.     of.    tfadison.        77/10/17.        tp. 

nspection   reports.     IE  Bulletins   (.  correspondence 


DOCKET    50-IB2   PURDUE   UNIV.     RESEARCH   REACTOR  « 

O.     Inspectictn    repartai     IE   Dulletina   tr   correspondence 

7910090304    Forwards     IE   Dulletin   79-19,     "Packaging    of    Loiu   Level    Radiufltttp 
for    Transport    d   Burial.  "    Action  required. 
KEPPLEH.  J.  0.  Region    3.    Chicago,     Office    of    the   Director.       79/00/10. 


79I00503B2    Forwards     IE    Info   Notice   79-20,     "NRC    Enforcement    Policy    - 
NRC    Licensed    lntl(  vi  dua  1  a.  "   No  action   required, 
KEPPLEFj,  J.  6,  flexion    3,    Chicago,     Office   of    the   Director,       79/08/1  4. 


070914  Forwards    IE   Bulletin   77-19.     "Packaging-   of  Lou  Level    Raduiaatc 
ir   Transport  &  Burial.  "  Action  require*. 

iGPPLER,J.O.  Region    3,     Chicago,     Office    of    the   Director.        77/OB/lt). 

Ip. 

.0050390  Forwards   IE    Irvfo  Motice  79-20,     "MHC  EnforcomBiit  Policy    - 
IRC   Licensed    Individual  i.  *  No  action  retjuired. 

1EPPLER,  J.O,  Region   3,    Chicago,    Office    af    tho    Director.       79/OB/11. 

Ip, 

0931033&  Respondl    to    IE  Bulletin    79-19,    "PackBBing    of    Loiu  Levol 

Radwaite   for   Transport   !:  Burial.  "    All    leHrf   rnduraste    is 

«uimltted   to   Univ  Health   Physic*   Ofc   uhieh    then    dispoBo» 

o*  natl    Shroujh    comnnrclftl   waste    iJispoul    we. 

CASHWELL, R. J.       Uisconsin,    Univ.     of,    MujJUon        77/OS/BO.       Ip. 

10110314.  Foriuardi    IE    Insp   Hopts    50-lSfiy79-02  &   70-013-1/79-01    on 
790731-OS02.Ho   noncorp  I  lance  rotoi, 

DAVIS. A.  H.  Region   3,    Chicaso,    Fuel   Facilftu    tt  Mnterlala   SaPetu 

"ranch.        79/QB/27.        2pp. 


7910020150   Foriuarfls    IE    Info  Notice  79-20,  Revi  sion    1,     "NRC   Enforcement 
Policy   -   NRC   Licenced    Individuals."    Notice    reissued    to 
correct   uord    omission   tt    punctuation    error   uhich    changed 
intent    of    stote-mont.  Changed   statement    underlined    in    tout. 
BEPPLEH.J.  0.  Region    3,    Chicago,     Office   of    the   Director,       79/09/0-7. 


DUCKET    50-184    NATIONAL   BUREAU   OF   3TANDARDS   REACTOR 
J,     Insurance-   Si    indemnity    information 


7910260997   Forwards    executed    copy   of   Amend    IB    to    Indemnity    Agreement 
D-9. 

AMBLER,  E.       Commerc  e,  Dep  t,  of  ,    National    Bureau    of   Standards.       79/10/1'?. 
2pp. 
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DOCKET    50-1B6   UNIV.     OF    MISSOURI    RESEARCH   REACTOR 

P.     Operating    license    stage    documents   !<   correspondence 

7910030377   RD : on    790927.  during    monthly     load    test, emergency    generator 
failed    to    start. Cause    probably    due    to    insufficient     funl     in 
dag    tank.  Generator    inspected    !.    satisfactorily    reteBted 
MCKIDBEN.J.C         Missouri,     Univ.     of,     Columbia.        79/09/37.        ;>pp 

Q.      Inspection    ropnrts,     IE    Bulletins    !<    correspondence 

791009Q513   Forwards    IE    Bulletin    79-19,     "Packaging    of    Lou   Level     Raduiactis 
for    Transport    !<    Burial."    Action    required. 

KePPLER,  J.  Q.  Region    3.     Chicago.     Office    of    the    Director.        77/OB/lO. 

IP 

79100503B9   Forwards    IE    Info    Notite    79-30,     "NRC   Enforcement    Policy    - 
NRC    Licensed     Individuals."    No    action    required. 

KEPPLER.  J.  Q.  Region    3,     Chicago,     Office    of    the    Director.        79/OB/11 

Ip. 

7910020160  Forwards    IE    Info   Notice   79-20, Revision    1,     "MIC   Enforcement 
Policy    -    NRC    Licensed     Individuals."    Notice    reissued     to 
correct   uord    omission   t-    punctuation    error  which    changed 
intent    of    statement.  Changed    statement   underlined    in    t-eit. 
KEPPLER,  J.  Q.  Region    3.     Chicago.     Office    of    the    Director.        79/Q9/O7. 

Ip. 


7910300321    Forwards    eiecuted    Amend    1O    to     Indemnity    Agreement    E-43    Noui 
chairman    at    RI    AEC     is    0   Seidel    of    Brown    Univ. 

DIMEGLIO,  A.  F.        Rhode    Island,     State,  of,     Atomic    Energy    Commission 
79/1O/26.        2pp. 

Q.     Inspection    reports.     IE   Bulletins    &    correspondence 

7910020125    Forwards    IE    Info    Notice   79-30.  R  evi  s  i  on    I,      "NRC   Enforcement 
Policy    -    WRC    Licensed    Individuals.   "    Notice    reissued     to 
correct   uord    omission   J.   punctuation    error    which    changed 
intent    of     sta  tement.  Changed    statement    underlined     in    teit 
GHIER.D.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/07.         Ip. 


DOCKET    50-179    MANHATTAN   COLLEGE   RESEARCH   REACTOR 

0.     Inspection   reports.     IE  Bulletins   &    correspondence! 

790924Q759    desponds    to    IE   Bulletin   79-1?    re    disposal     of    raduaste.  No 
rajJuaste    produced. 
KdPLIK.  D.        Manhattan   College.       79/06/19.         Ip 


DOCKET    50-200    D&W   TEST   REACTOR 

J.     Insurance    ti    indemnity    information 


/910240343    Forwards    IE    Insp    Rept    5Q-lBa/79-05    on    790922-31    No 
nan camp liance   noted. 

HE1SHMAN,  R.  F.  Region    3,    Chicago,     Reactor  Operations  Nuclear 

Support    Branch.       79/09/iS.       3pp. 


7910300337   Forwards    eiecutod    Amend    2O    to     Indemnity   Agreement    D-8    b 
Amend    3  to    Indemnity   Agreement  0-3. 
OL9EN,A.F.       Dabcock    fcHilco«   Co.      79/10/24.       Ip 


—7910210356    IE    Inap    Rept    50-lQi,/79-05    on    790822-34.  No    noncomp  1  ianco 
no  ted.  Ha  j  or    areas    inspected:  operation  at    eiperiEnce.maint. 
survel 1  lance, operator    requal i f 1  cat! on. aud i t   !,    review 
DflOWN,  C,  H.  .     BOVD,  D.  C.  Region    3,     Cliicago.     Office    of    the    Director 

'     79/09/17,        3pp, 


DOCKET    50-1BB   KANSAS   STATE   UNIV.     RESEARCH   REACTOR 
J.     Insurance   (.    indemnity    information 


DOCKET    50-201    WEST   WH.LEY   REPROCESSINO   PLANT 

P.    Operating    license    stage  documents    &    carrespnndence 

7910090367  Summary   of    790939  meeting    ui/USOB    in   Reston.VA   to    disc 
hydrolooic    !<   geologic    investigations    undertaken   by    NRC 
contrae tors . 

HA.UQHNEY,  C.  J.       Office   of  Nuclear  Material    Safety   i.   Safaguartls 
79/09/11.         3pp. 


7910260377   Forwards    eiecutod    Amend    12    to    Idemnity    Agreement   E-l 
modifying    prefatory    language    re    transportation   of 
radioactive    matl. 
HOFFMAN,  W.  C,       Kansas   State  Univ.       79/10/23.       2pp. 

Q.     Inspection   reports,     IE   Bulletins  !<   correspondence 

79100202-19  Forwards    IE   Info   Notice    79-20,  Revision    1,     "NRC  Enforcement 
Policy   -  NRC   Licensed    Individuals.  "   Notice   reissued    fcn 
correct   word    omission   &   punctuation   error  uhicli    changed 
intent    of    statement.  Changed    statement    underlined    In    tent 
8EYFRIT,K,  V,  Reoion    4,     Dallas,     Office    of    the    Director.        79/09/O7. 


7710290052   Forwards    IE    Insp   Rept   5Q-1BB/79-03  on   790935-36  No 
noncomp  1  lance    noted. 

MADSEN,  G.  L.  Region    4,     Dallas,     Reactor    Operations    Nuclear    Suppnr 

Branch,       79/10/11.       2pp. 

—7910290055    IE    Insp    Rept    50-1BB/79-02    on    790925-26.  No    noncomp  I  iancn 
noted.  Major    areas    inspected:  aecuri  ty    organ!  ration,  access 
control,  alarm    sysikey    locks,  harduare>  communications   t< 
surveillance.  Details    withheld     (ref    10CFR3.790). 
CALDWELL-R.A  (legion   4.     Dallas,    Office   of    the  Director. 

HADBEN.O.L.  Region   4,    Dallas,    Reactor  Operations   Nuclear 

Support   Branch.       79/10/10.       Ip. 


DOCKET   30-191    DABCDCK  !,  WILCOX   COMPANY   CRITICAL  FACILITV 
J.     Insurance   &    indemnity    information 


7910300337   Forwards    eiecuted    Amend    20   to    Indemnity   Aorenmeiit   0-H   & 
Amend   2    to    Indemnity   Agreement   0-2. 
OLSEN,  A.  F.       Dabcock    &   Uilcoi    Co.       79/10/26.       lu. 


DOCKET   30-193  RHODE    ISLAND  fc  PROVIDENCE  PLANTATIONS 'AEC 
J,     Insurance   &    indemnity    information 


7910230510  Forwards    elocution  Amend    12   to    Indemnity   Agreement   E-S.5. 
DEBEK,  A.  J.       Texas,    Univ.     of,       79/10/17.       2pp. 


DOCKET    EO-20*    BAN   ONOFflE   NUCLEAR    STATION,     UNIT    1 

F.    Security,    mudi-cal.     emergency   d   fire   protection   plans 

7910300307   Forwards  addl    design    info   ra    fire   protection    prograin  vevio 
in    response    to   NRC    790914    ltr.Revis.ed    plan   Per    safe    ihutdoun 
following    fire    deferred   pending    completion   of    integroteit 
assessment    of    BEP  mods. 
BAflKINrK.P.       Southern  California  Edison    Co.       79/10/H3. 


flOpp. 


J.     Insurance   &    indemnity    information 


7910300324  Foi-iuards   eiecuted   Amend    13    to    Indemnity   Agreement    D-31. 
RCCCO,  -J.       Southern  California  Edison   Co,       79/10/25!       2pp. 

P.    Operating    license    stage  document)    &   correspondent  a 

7910040031    Forwards  NUREfl-0560,    "Staff   Rnpt   on   Generic  Assessment    of 
Feoduat'Br'   Transients    in  PURS  Designed    6  y    B&W.  "   W/o    end. 
GRIMES.  D.  K,  Assistant   Director    for    Systems    Engineering    (Pre 

791030).        79/06/11,         12pn. 

7910090241    Forwards   FR    notice   of   amend    tn    10CFR73.  55    re   requi  rumen  to 
for    physical    protection   of   nuclear    power    plants.  Amend    defers 
implementation    of  physical    search  raq.u  IT  eminent  s    from   790801 
to   7911O1. 
DENTON.H,  R.       OPfic«    of  Nuclear  Reactor   Regulation.       79/Oa/lfl,       49pp. 

79101A0025  Forwards   790413  request   for    addl    into    re    aafe    shutdown    of 
faci  litu. 
LAINAS,G.  Plant  Systems   Branch    (Pre   791030).       79/OB/27.       3pn, 

—7910140039   Discusses    licensee   791113    Itr    re    fire   protection   atternato 
offslte    power    source.  Requests   design   mods  uihich  uil  1  1    assure 
uafa    Bhutdomn    using    on  site   pouar    source, 
LAIMAS,  0,  Plant  Bijatoms   Branch    (Pro    791030),       79/O4/13,       2pp. 

7910160136  Forwards   roquest   for  adol    info    for  Uflatinghouse  Si  C-E   plants 
that    are   not    Equipped  w/top   discharge    devices    on   steam 
generator    Foeduiater    spargers.  Need   further    assurance    re    steam 
generator   uat«r    hammar. 
LAINA9.0,  Plant   Syitemi   Branch    (Pro   791030).       79/09/04.       5pp. 
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791Q190130  Requests    that   all    drawings  &   icheraatics    submitted    in    support 
of  SEP    topic    review  be    prepared    in   sets    of   sii    or   a -a    one 
set    of    aperture   car  1)5. 

ZIEMANNiD,  U        Operating    Reactors    Branch    2    (Pre    79103Q).        7=7/09/06. 
2pp- 

791OIOO655   FQIA    request    for    info    re    shipments    of    310    tone,    of    -spent    fuel 
rods    from   futility    to    temporary    starve    faci  1  i  to;.  Request 
includes    Info   on  routei. departure    time   &  dat«    •ufl    eac.h 
shipiriBnt.  insp    schedul B. eipnsur e    record  a    (.accident   history. 
ZARSKl.M       Affiliation   Unknown.       79/09707.       lp. 

79100201S1    Notification    af    790912   meeting    u/SEP    aunsrs    group     in 
Botnotda.MD   to    discuss    philotap  hg,  scherful  a    &    objectives    Dp 
SEP  !.   draft  LLL-TERA   rept   on   site   specific    spettra. 

O'CDNNQfc,  P,  W.        Operating    Reactors    Branch    2    (Pro    791O30-).        71/01/11. 
10. 

7710110300  FDIri   request    far   Full    disclosure'   of    process    used    in 
determining   routes    to    be    used    far    snipping    spent    fuel    rods 
Front    facility    to    temporary    storage   site    in  Horrls.IL. 
ZARBK1.N.       Affiliation  Unfcnoun.       79/09/11.       lp. 

791O01Q-1 13  Forward1*  request   far  odtft    info    re   prevention    of   steam 
generator  mater    hammer,  Response   mill    dictate    tub  at  her    plant 
mad*   art    required. Requests   replg    uithln  AO  days. 

I1EMANN,D,L,       Operating    Read  ton    Branch   3    IPre    791030).       79/09/12. 
3p.fi. 

79lOi705"?a  Forwards   HRC  position    an   safe   shutdown    capab  i  1  i  tiji  to    help 
licensee    prepare-   response    to   safety   evaluation    for    fire 
protect!  on.  Requ&sts    schedule   for    subiritt.il    of    revised    safe 
shutdown  plan  uithln  30   days. 

Z1EMANN,D.  L.        Operating    Reactors    Branch    3    (Pre    791030).        79/09/11. 
2PP. 

791002DE4&  Notification   op   790956  6  37  meetings    u/utils    in   San    Uriofro, 
CA  &  San   Clement*.  Cfl   to   discuss    issues   re    control    room   ti 
initial    HRC  reviB-u  of   einergencu,    plan, 
FIQOD.K,  Light  Water  flpactori   Branch   2.       79>Q9/IB.       3pp. 

7910090623  Forward)    safety    evaluation  re  no   ant icip-ation    of    fatigue 

failures    due    to    charging    pump    operation    In    discharge   or 
•    auction    side    piping    SLJS. 

ZIEMANN,  D.  L.      Operating   Reactors    Branch   S    (Pro    791030).       79/09/35. 
3pp. 

- -79 10010436  Safety    evaluation  re    charging    pump    vibrations.  Fat i BUB 
failures    due    to    pump    operation    not    anticipated     In    discharge 
or   suction   side    piping    si/s. 
•      Office    of    Nuclear   Reactor    Regulation.        79/07/23,        2pp. 


— 7910310099  Notice    of    issuance  b    availability    of  Amend    46    to   License 
DPR- 1 3, 

HAMBACH.T.V.       Operating    Reactors    Branch    3    (Pre    791030).       79/09/26, 
3pp. 

79JO1603B9   Forwards    revised    package   containing    pump    &   valve    testing 
programs    for    plant,  U/o    end, 
WANfl,  A.  Plant    Systems    Branch     (Pre    791030).       79/09/37.       lp. 

7910230413   Forwards    guidBlines    for    valve   operabilitg    re    containment 
purging    d  venting    during    normal    operation.  Requests 
canmitment    to     implement    valve    qualification    program   within 

00  dags. 

E1SENHUT.D.  Q.  Division    of    Operating    Reactors.        79/09/37.        3pp. 

7910110409   Forwards    Amend    05    to  License   DPR-13.  Amend    incorporates 
proposed    Change   91    to  ETSiApp   Dire    thermal    measurements. 
Amend    fee   en-c  1 . 
DRAKE.  J.  H.       Southern  California    Edison   Co.       79/10/02.       lp. 

— 7'9JOI1041B  Application    For    Amenrf    B5    to   License   DPR-13    incorporating 
proposed    Change   SI    to    ETS.  App    Dire    thermal    measurements. 
Description    of    proposed    chang  e,  environ   analysis    l< 
Certificate    of   five    end, 
DRAHE.J.H,       Southern    California   Edison   Co.       79/10/03.       llpp. 

791O10066i>  Responds    to  7-J09O7   F01A  request    for    info   re    shipments    of 
irradiated    reactor    fuel    Prom   facilitg    to    temporary    storage 
facility.  Forwards    two   documents    per    request.  Info    partially 
withheld    Cref    FOIA   Exemption  4). 
FELTON.  J.  H.  Division    nf    Rules    and    Records.        79/10/Ofl,        3pp. 

— 7910100tfa9  Requests    route   approval     for    shipments    of    spent    fuel    to 
storage    fac  i  1  i  ty.  Submits    shipping    route    info.  Info   withhold 
(ret    10CFR2,  790). 
SEflMAN.W.H.        Southern    California    Edison   Co,        79/07/13,        7pp. 

— 79101004.73   Draft    1  tr   responding    to    790713    1  tr    seeking    approval    of 
routes    for    shipments    of    spent    fuel    From   facility    to   GE 
storage    facility     In    1L.  Request    denied)  proposed    routes    pass 
through    heavilu,    populated    areas, 
MCCCRKLE.  O.  W.  Licensing  Management   Branch.       79/08/14,        lp. 

791-O220323  Forwards    comments    on  NRC    draft    evaluation   of   SEP   Topic 

1  11-10.  Q   re    pump    fl^uheel    integrity. 

HftVNEB,  J.  G,        aouthern  California   Edison   Co.       79/10/03.       2pp. 

791Q23O32B  Responds    to  790810    request    for    info   on  SEP   Topic    IX-I    re 
fuel    storage. 
HAYNES.  J.  O.       Southern  California    Edison  Co,       79/10/05.       40pp, 


791OSSOG94  Requests   addl    info   re    Iocs   of  nffalta    pouer   on    730607   to 
aid    in   review  of    offsjte    power    sijt   a-flBijuacy.  Requests 
response   uithln    90  days. 

ZIEMftHN.D.L.      Operating  Reactors  Branch   2    (Pro    791030).       79/09/23. 
3pp. 


7910110205  Responds    to  FDIA   re-ijuest    for    full    disclosure    of    process    used 
In    determining    routes    to    be    used    for    shipping    spent    fuel 
rods    from   facility    to    temporary    storage    site    in   HorrlBill-. 
Info   previously    ttnt.  NUREO-0561    avilable    from  NTI8. 
FEL.TDN.  j,  M.  Division    of    Rules   and    Records.       79/10/09.       3pp. 


7?100lOOIi  Ra-ipondi    to  FOIA  request    for    dacumsnts    re    transport   route!: 
for    irradiated   r«3cti>r   fuel.  Forwards    requested    info.  Info 
partially    uiitfiheld    fref  FD1A   Exemption  41. 
FELTON.J.M.  Divlilon   o*  flulas  and   Rtcordi.       79/0-9/36.       1pp. 

77100IOOSB  Forward  a    info  re    shipping    route   approval    request,  Info 
partially   withheld    fraf  FOIA  Exemption  1}. 
aEflHAN-W,W.       Southern  California  Edison   Co.       79/07/13.       7pp. 

1160353  Summary   of  770719  meeting   ui/util    in   Be-thesda,  MD   ro   higli 
inergg    line   break    inside  contai  nmenti  EEP   Topic    III-5.A. 
JAB8DUR.K.  Sijstematlc  Evaluation  Program  Branch    (Pre   771030). 

79/09/26.       14pp, 

79103100B7  Forwards  rtmand   af,  to  Licona*    DPR-13,  sa  Fe  ty    evaluation   t, 
notice  of    Issuance  b  aval laoi 11 tg. 

ZIEMftHN.D.L.      Operating   RHaetDrs    Branch   2    (Pre    791O30).       79/09/26. 
3PP. 

— 79103100B9  Amend  <1  to  License  DPR-13.PD  Inaervice  iTisp  requirements. 
Z I EMANNj ». L.  Operating  Reactoi-*  Branch  a  (Pre  7^1030).  79/09/26. 
2pp. 

— 79103S0093  Revised  Paoi   4.7  of    Tich  SJ.BCI    rs    inservice    insp 
TBiEUirpn>Dnts. 

*  OFfic*    of   Nuclear   Heacfcor  Regulation.       79/09/BA.       lp. 

— 79I0310Q94  Safety   wvaluatlon   suppopting   Amend    4&    to    License    DPR-13. 

*  Office    of   Nuclaar   Reactor  Rsgulation.       79/O9/H6.       12po. 


791O30032B  Forwards    operating    Procnilure    S-3-3.  27.  REV!  sion    7, 
"Earthquake.  " 
CURBfiN.  J,  M.        Southern   Califarnta    Edison    Co.        79/10/18.        lp. 

— 79103QOS31    Operating   Procedure   S-3-5. 37,  Revision   7,     "Earthquake,  " 
BRUNETiH,  R.       Southern   California    Edison   Cn.       79/01/22.       3pp. 

791OS1056B   Forwards    reapc-nses    to  NRC    jiost-Trll    requirements   re    design  A 
analysis,  operations.  RCS   high    point    vent»i  emergency 
preparedness    (.    instrumentation    to  monitor   containment 
cond It ions. 
HAYMEB.J.O.       Southern  California  Edison  Co.       79/10/23.       67pp. 

Q.     Inspection   rsportsi     IE   Bulletins   &   correspondence 

7910070033   Responds    to    IE  Bulletin  79-06A,  Revision    1. Placing 
presiuriier    low    level    bistable!    in    trip    does   not   render    them 
inoperable.  Tech    Specs   have    not  lean   violated   &  no   mods   are 
required. 
HEfiBi  J.       Southern   California   Ediion   Co.       79/05/53,       2pp. 

7910090230   Responds    to    IE    Bulletin    79-02, Revi sion    1,     "Pipe   Support   Uasu 
Plate    Designs    Using    Concrete   Eipanslon   Anchor   Bolts." 
Te-at    fc    insp    program  results    will    bo    forwarded    by   790819. 
HEAD,  J.       Southern  California    Erfi*nn   Co,       79/00/01.       2pp. 

79101B0497  Forwards   response    to   IE  Bulletin  79-11,     "Seismic    Analusio 
•for   As-Built    Safety-Related    Plpino    Bys.  "   Discusses    status 
oF    retard    search    for    SBsimit    design    documents   needed    for- 
verification    of    installed   piping    su,4. 
HEAD,  J.  T.       Southern    California  Edison   Co.       79/08/10.       7pp, 
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7910030902   Responds    to    IE    Bulletin    79-02, Revi sion    1,  Pperab i 1 i ty    of    all 
saf  etij-rel  ated    piping    outside    containment    Is   assured    in 
event    of    design    basis     earthquake. 
ARENAL.A.        Southern   California    Edison    Co.        79/OB/15.        2pp. 

7910090223   Responds    to    IE    Bulletin    79-17    re    pipe    cracks    in    borated 
uiater    si|s,  Flesul  ts    of    ultrasonic    eiamlnationi    indicate    all 
melds    acceptable. 
HEAD,  J.       Southern   California   Edison   Co.       79/OB/34.       llpp. 

7910030616    Responds    to    IE    Bulletin    79-Oic ;     "Nuclear     Incident    at    TMI    - 
Buppl.  "    Presently    in    compliance   in/short- terra  requirements. 
Hill    submit   design    for    automatic    tripping    of   operating 
reactor    coolant    pumps. 
AFIENAL.A.        Southern    California    Edison    Co.        79/03/29.        5pp. 

7910050275   Responds    to    IE    Bulletin    79-06A   t<   79-OiA, Hevi sion    S. 
Outstanding    Items    4  &   7   require    plant-specific    input    from 
Westinghouso    prior    to    camp  1  etion. Procedure   changes    for    Items 
9  t<    10   are    In    final    review   stage. Tables    and. 
HEAD,  J.  T,       Southern  California   Edison  Co.       77/OB/3I.       3pp. 

79100S063Q   fiesponds    to    IE   Bulletin    79-06A   Revision    1,  Items    4    !.    7 
require  .plant-specific    input    from  Westinghouse    prior    to 
completion. Schedules    for    items    extended    to    reflect    recent 
Uestinghouso   proposals.  Outstanding    action    items    list    end. 
HEAD,  J.       Southern    California   Edison   Co.       79/OB/31,       6pp. 


791O110-306   Forwards     IE    Info    Notice    79-22.      ""Qualification    of    Control 
Bya.  "    No    action,    required. 

ENQELKEN,  R.  H  Ftoalon    3,     San    Francisco.     Office    of    the    Dirottor. 

79/09714.         lp. 

791Q3OOOB2  Forwards    IE    Info    Notice    79-33,     "Gifal i P 1 cflt I  on   of    Control 
Bus,  "    Uestinghouae    790B3Q    Itr   &   Public    Bvc    Electric    t.   Dan 
Co   790910    Itr    rq    potential    unroviewed    safetu.    q-iie  u  tioll.  Ac  t  i  on 
requirod   within    2O    iay-s.  U/o   nncl. 
DENTONiH.n.        Qffic-o    of    -Nuclear    Reactor    Regulation.         7<7/O*?/L7.        flIJfip 

79^10230561    Forwards   unc    7906S6    Itr    ro   multiple    uquipmonL    failur*tt    f, 
surveillance    tost  in?    orrars.uJhicJi    ua«    Incorrectly 
dislrlbutod.  Also    forwards    IE    Inap    Ropts    30-293/79-13    It 
50-304/79-12.  Ac tion    raquirnri. 
E1BENHUT.D    Q.          Division    of  Operating    Reactors.       79/07/21.       -l^pp. 

7[?10l3Oa06  Forwards    IE  Circular   79-ao.     "Failure    of    OTE    Sglvnnia    Kolnij, 
Tupe    PM  Bulletin    73-05.  Catalog    SU12-11-AC    w/120    Va  1 1    nc 
Call."   No    action    required 

ENGEl.KEN.R    H.  Rnalon    9,     Ban    Frnncisco.     OfFito    of     tlio    111  rue  tar, 

79/09/34.        lp. 

79-1Q11O19B  Forwards    IE    Info    Notice    79-23,     "Emorgnncg    Diesel    Oenoralor 
Lube    Oil    Coolers    "    No   action  required, 

ENQELKEN. R.  H.  Fi-en-lon    3,     Ban    Francli-co.     OfPlca    of     tho    Director. 

79/09/36.         lp. 


791Q1601B3  Forwards    IE    Insp   Hoot    30-206/79-11    on   7907H3-27.  No 
none omp 1 iancc   noted. 

OQQK.H.E.  Region    Si    San   Franciscoi    Fuel   Facility    JiMatarials 

Safetij    Branch.       79/09/05.       3pp. 

--7910160IS6    IE    Insp    Flept    50-206/79-11    on  790723-35.  No    noncarrp  1  iance 
noted. Major    aroa-s    inspec  ted:  status,  organi  lational    changesj 
training    &   ciuali  f  icatl  on,    &   procedural    guidance    of 
radiation   protection    program. 

CURTIS.  J,  FI.  Region    5.    San  Franciaco.    Office    of    the  Director. 

BOOK.  H.  E.  Region    5,    Son  Francisco,    Fuel    Facility   S-   Hate-rials 

Safety    Rranch.       79/09/05.       7pp. 

7910030B07  Responds    to   790711    6    IB    Itm    &    IE   Bulletin   79-1 5.  Di  nciia  sec 
number,  manufacturer, model. capacity    b   plant   application   of 
deep    draft    pumps. 
HEAD.J.       Southern   California   Edison   Co.       79/09/06.       4pp. 

7910150326  Responds    to    IE   Bulletin   79-14.  Adtfl    time   needed    to    complete 
compilation   of    design    documents   &    Insp    elements   re    seismic 
analyse*    for    saf ety-related    piping    sgs    Required    Info    mill    be 
submitted    bu    790910, 
HEAD,  J.  T.        Southern    California   Edison    Cn.        79/O9/06.        2pp. 

7910020297  Forwards    IE    Info  Notice    79-80, Revision    1,     "NRG    Enforcement 
Policy    -  NRC   UicenBBd    Individuals.  "   Notice   rel SEued    to 
corroct   word    omission    &   punctuation    error   uhich    chanjei! 
intent    of    statement,  Changed    statement    underlined    In   teit. 
ENOELKEN.R.  H.  Region   3,    San   Francisco,    Office    of    the    Director. 

79/09/07.       tp. 


7910100060  Forwards    IE  DuTletin   79-Hli     "Froinn   Lino-B.  "    Action   roq.uir-iiri, 
ENOELHEN.R.  H.  Rflflton    3,     San   FrancUco,     HPflco    of    the    Director, 

79/09/27.        kp. 

;"710170S41    Foriuards    IE    Info   Notice    79-23,     "ItBiictur    Tr  i  p  r,    al    TurUij 
Point    Units    3    tc   1.  "    No    action    reijuirad. 

ENQELKEN.n.  II.  Reoton    9.     Ban   Francisco.     DPPlte    of    ttis    Uiroclor, 

79/1O/01.        In. 

7T1019O21Q   Forwards    IE    Info    Notice    79-B4i     "Ovorpr  uaaiir  i  ml  I  un    of 
Containment    of    PHF1    Plant    Aftni'    Mn  In   atonra   Ulrm    Hrout,"   Nn 
action   rvquirnd, 

EMOELKEN.  n.  II.  nooion    S,     Han   Franciaco.     Office    of    tlm    Dimeior 

79/1O/01,        lp, 

791Q17O370   Forwards    info    re    potential     Intordction    toluuon    gnfotij-    d 
nonsaf  Btu-or*iila    BUS.  in    roBponso    to   NUC    7"J0917    Itr, 

P.       Bo-nthnrn   California    Edlgon   Co.       7")  /1  0/09.       ll)ip, 


79)0310372  Foruiards   tldvi-itop   2   to    IE  Bollotin    79-13,     "Crocking    In 
FeodL>«ter    BIJB    Piping."    Action    roquir<t<T. 

ENOELHEN.ft.  H,  Rojlon    !>,     ilan    Frnntl»co.     OPPUe    of    kite    Diroctmr. 

79/10/17.        lp, 

R.     Periodic    operating    rnporto   t,    reliitnd    corr  oBponileno 

7910I703M   ForuiJirdB    month  lij    Dperatlno    r«pt    for    bSnpt    \17'i, 

CURRAW,  J.M,       South    Carolina   Eloctrlc    t>  Oas    Co.        79/10/10         lp, 


7910040091    Ack    receipt    of   790B21    Itr    informing   NRC   of   steps    taken    to 
corroct    violations    noted    In    IE    Insp    Rept    50-SOA/7C?-09. 
CREWS,  J,  L.        '     Region    5,    San  Francisco,    Reactor  Operations    Nuclear 
Support    Branch.       79/09/10.       lp. 

— 7910010097   Responds    to   NRC   790B01    Itr   re   violations   noted    in    IE    Insp 
Ropt    30-206/79-09.  Corrective   actions;  sys    of    tost   compliance 
revlaui  t    Importance    of    proper    review   of   revised    procedures 
stressed. 
AfiENAUiA.       Southern   California   Edison   Co.       79/OB/21.       3pp. 

--7910Q-V0103  Foriuards    IE    Insp    Rept   50-S06/79-09    on   790620-22   S<   notlcn    tif 
violation. 

CREWS,  J,  L.  Region    5.    San   Francisco,    Reactor   Operations    Nuclear 

Support   Branch.       79/03/01.       3pp. 


— 7910170320   Monthly    operating   riipt   for   Oopt    t'iJ1) 

MC]RAN,n.Q.        South    Carollnn  El*ctrit    It  Oaa    Co.       7V/10/10. 


13.     Repartabla    occurrences,     LGFit    &    re  la  toil    cor 


79-1O10O473  DliemitsB    LER    7R-O13   rfl    failura    of    rBBduintor    flow 
3 tro 1 gh tenar    at    p lank,  Ctmaldera tlon    should    da    given    to 
possible    t on»eq.uoni:a*    of    intertifll    appurtenance    dlalodfjinl 
hij    bloiudourt    ric-tu   it    pD«slble   ttuam   gnnor<itnr    Jomage. 
MICHELBQN,  C.        ACRB    -   ftdviBory    CommtttBB    on    Honetor   OuPeflunr 
79/OA/13.       Spp, 


7-710010299  Forulflrdd    LGR    79-011/03L-0. 

OftAHE,  J.  H.       Southern   Cjlifornta    Edinon   Co, 


V9/07/KI1        Hpp 


— 7910040106  Notice    of   violation    from    insp    on   7906BO-22. 

#  Region    5,    Ban   Francisco,    Office    of    the    Director.       79/OB/Q1. 

lp. 

—7910010107    IE    Insp    Rapt   SO-aob/79-09   on  790630-22-  Noncompl  ianco    notod: 
failure    to    perform   daily    surveillance    test  fc  changing 
procedures   u/o    obtaining    appropriate   reviews. 

CANTER, H.U.i     BAOAOHO,  M.  Region    9.    Ban  Francisco,    Office    of   thu 

Director.       FAULKENBEfiRY,  0.  Region   3,    Ban   Francisco,     Reactor 

Operations    Nucloar   Support   Branch.       79/07/3O.       App. 

7910040021    Forwards    IE   Circular   79-19,     "Loose   Lacking   Devices    an 
Ingersoll-Rand   Pump    Impellers.  "   No   action   required. 
ENGELKEN,  R.  H.  Region    9,    Ban   Francisco,    Office    of    the    Director. 

79/09/13.       lp. 


-7910040303    LER    79-O1-1/03L-0:  on   790089.  «rr*  tic    bahnvlor    of    DUO    oC    tuu. 
BUbchannali    of    lo-quencer   S  UBS    observed,  Cati*ad    by    fa  Hurt  ; 

of    voltage   rvgulnting    translator    in    power    supplij,  l(«ac  tor  , 

brought    to    subcrlblcBl    condition    !*    paui*r    vupplg    rrplacti. 
CURRAN.  J.  H.       Houtlmrn   California   Edison  Co.      7V/09/^U.       lp.  ' 


79101S04S2  Forwards    update    to  LER*    79-OI3/O1X-1    h   79-Olt/Oir-O 
rapt    r«    IE  Bulletin   79-17. 
DRAKE,  J.H.       Bouthurn  Calirornln    Edison   Co,       7T/10/03.       3pp. 


upilatil 


—  -7910130133  LER    79-QU3./G1  X-l  :  on   790914,  notnd    Ircraj.n    in    number   &/or 
aiif  of    cracki    in    tuo    uieldi    *t    reporltj    In   LER   79-013/01  X-0. 
CHUI*  under    inv«»tlgatlon.  Probabli   causv   li   chloride   tint* 
eorrosion.  Pipos    uilll    Im    r*pl«cad. 
CURRAN.J.H,        Houtharn    California   Ed  Uon  Co.       79/10/03.        lp, 
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-7910150Q6O   LER    79-01&/OIT-0    an    79091  5,  dur  ing    piping     insp,  crdc  k-  1  i  k 
indication    found    on     inside    d  lameler.  Cause    under 
investigation.  Piping    being    replaced 
CURftAN,  J.  M.        Southern   California    Edison   CD.        79/10/05.        lp. 

-7910150463   Update    rent    on    IE    Bulletin   79-17    re    insp    of    stainless    s 
safety-related    piping    containing     stagnant    oiygenated    derated 
ua  ter 
*      Southern   California   Edison  Co.       79/10/05.       iOpp. 


79101505B<1   Forwards    LER   79-01 5/O1T-O. 
HE/iD:  J.  T.        Southern    California   Edia 


— 7910130589   tER    79-015/Q1T-O:  on    790*?2!>i  inadvertant     sKort-term    breach    11 F 
containment    integrity    occurred    ut>  i  I  e    performing 
investigative   malnt    on    containment    personnel    air     loci. Caused 
by    failed     timing    cam   roller    die    due    to    overtorqui nj, 
«      Southern    California   Edison    Co.        WICVO9,        Jp. 


DOCKET    50-213   HADDAM   HECK   PLANT 


791O19O177   Requosts     that    all    drawings    5*    arhematics    submitted    in    support 
of    SEP    topic     review    be    prepared    in    sets    of    sil    or    as    set    of 
aperture    cards. 

ZIEMANN,  D.  L.        Operating    Reactors    Branch    2     (Pro    791030).        79/09/06. 
Spp. 

7910020151    Notification    of    790912  meet  ing   tu/SEP    owners    group    in 
Detheada,  HD    to    dlacusE     ph  i  losophy,  sc  herfule    b    objectives    of 
BEP    &    draft    LLL-TERA    rept    on    site     specific    spectra. 
O'CONNDH,  P    W.        Operating    Reactors    Branch    2    (Pro    791Q30>.        79/09/11 

lp. 

7910O404 1 5   Forwards    request    for    addl     info    re    meaaures    to    prevent    sttia.ro 
generator    mater    hammer . Response   will    dictate   whether    plant 
nods    are    requ  i  red.  Request  s    reply    mithin    iO    days, 

2!EMANN,B,L.        Operating    Reactors    Branch    a     (Pre    791030).        79/O9/IS. 
3pp. 

7910010201?  Forwards    proposed    amend    to    License   DPR-61 .  revi  s  ing   Teed 
Specs    Section    4."),  re    surveillance    requirement 3    For 
containment    personnel     hatch    assembly. 
CDUMS3L,  !J    G.        Connecticut    Yanfcee    Atomic    Pniuer    Co.        79/09/31.        3[ip. 


7910160294   Responds    to    IE   Quill-tin   79-19.  Number    of    1  ou    love]     raduaati; 
shipments    it    reported    per    Tech    Spec  s.  Training    £    retraininn 
programs    for    personnel    involved    in    sh  i  pp  ing  ,  packag  in$   I: 
transport   of    raduaste    will    tie    instituted. 
CCUNSIL,  W.  G.        Connecticut    Yankee   Atomic.    Paucr    Cn.        79/07/17         Spp. 

F.     Security,     medical,     emergency    t«    fire    protection    plans. 

791004&ii30   DlscuSEBS   Jnin    fire    brigade    shift    ane    at    nuclear    pouiQT 
plants.  NF!C    ia    preparinj    lOCfRSO   charge    to    reiiulre    'j-man 
brigade    siie.  ForuiardB    evaluation  of   min    shift    siie    !' 
position    TB    min    fire    brigade    training 

D.  0.          Division    of    Operating    rteactors.        77/09/07.        ;ipji 


7910160016   Forwards    NflC    position    on    safe    s-hutd-oum    capah  i  1  i  ti|  ,  t  n    ht-lp 
licensee    preparB    response    to    s.ifoly    evaluation    for    fire 
protection. 

ZICMMN,  D.  L.        Operating    Reactors    Branch    2    (Pve    791O3f»         77/0'3/lfl. 
Spp. 

7910040306   fievieus    requsst    tn    propOGeit    amende     to    apecifij    min    of    1  i  v(> 
membgrs    for    Fire    brigades    &    finds    Tctd    y(>ecrj    apoc  if  i>  inrj 
3-man    fire    brigade    jpprnpr  jatD.  Forward  s    "Jus  t  i  f  icat  i  on    fur 
3-Han-   Fire    BrigadE.  " 
COUN5IL,  14.  G.        North  cast    Util  ities         7^/09/^7.        Hpii. 


— 7910040307    "Justification    (or    3~Man    Fire    I3risad« 
B      Nnrtheaat    Utilities         79/09/30.        fjOpp. 


— 7910010315  Proposed    revisions    to    Tech    Specs   Section    t.  4. re    ! 
requirements     for    containment    personnel     hatch    assembly. 
»       Connecticut    Yankee    fltomic    Pouar    Co,         77/09/30.        -1pp. 

7910030394    Informo    of    Insufficient     justification    for    proposal 
License    DI'R-61    ro    SEcnndarg   uatur    chemistry   mon  itori  ni|    8< 
control     program. despite    NRC    7907^3    raquest. 
CDUMSIU.H,  0         Connocticut    Vanhee    Ato-mic    Pouer    Co.        79/09/21. 


77100'30375    Forwards    addl     info    re    effects    of    degraded    grid    voltagu    on 
emergency     pniuer    Egs.  in    response    to    NRC    79O724    request. 
CC1WN3IL,  W.  0.        Connecticut    Vankee    Atomic    Power    Co.        79/09/31.        tlpp. 


771022O31-1    Requests    addl     info    ro    loss    of    offsite    pouer    01 
6B&715. 710119    t,    7.4Oi,3i     to   aid    in    review    of    offaito    pouii 
adoq.iiac  y  ,  Itcquests    response   within   9O   days. 
ZIEtlONN,  ».  L.        Dperating    Reactora    Branch    3    (Pre    791030), 
3pp. 


79101BOa02    Summary     of    790B29   meet  ing    ui/util     in    Berlin,  CT    re    ulil 
seismic    re-evaluation    program.  List    of    attendees    encl. 
SHEfl,,  J.  J.        Dperating    Reactors    Branch    2    (Pre    791030).        79/09/26. 

7910030367    Notifies     that     info    re    adequacy    of    station    electric 
distribution    BUS    vo  1  tagos.  requested    by    NRC    790SOG    Iti-iUill 
be    delated     until    791 1 1 5.  Delay    discussed     in    790936    tclrnri 
WNflC. 
CDUM3IL.U.  0.        Murtheast    Utilitiea.        79/09/27,        Hpp, 


7910160359  Foriuards  addl  info  ro  fire  protection,  to  resnU 
concerns  of  7S0719.2-&  t.  1003  1  trs.  Imp  I  en.entat  i  on  of  ti.irc 
mods  tn  progress.  ' 

CDUNS1L,  W.O.       Nartheast    Utillllon.        79/10/09         L'Zpp. 


J      Insurance   Ji    IndHranity     information 


Suction    '.i 


7910330331    Eiccuted   Amend     14    to    Indemnity    rtoretunenit    n-32>  mod  I  firing 
prefatary    la^guagu   re    transportati  orii  tiiind  1 1  no    or    temporary 
storagi>    of    radioactive   matl. 

Bi^LTZMftN,  J.  ftntitrust    !.    Indemnity    Group.        CDUMSIL.U         Cniuiert  icut 

Yankee  Atomic   Pouar   Co.       79/iOyid.        !p 


Operating    license   stage    documents    t.   correipon-denco 


7910040031   Forwards  NUftEO-OSfcO.     "StaPf   Rept    on   Oancric    AsBeasmenl    n( 
Fecduater    Transients    in    PWUSi   Designed    ty    B!,W.  "    H/ o    eni:l. 
GFllhES.n.K  ftsststont    D-lrector    for    Systems    Lnninuoring    (Pre 

791030).        79/Oi/Ll,        12pn. 

7910D902.il   Forwards  FR   rotico   of   ^rncnd    to    10CFR73.  55  re    rcnuir cmantii 
for    physical    protection    of   nuilaar    poucr    p  lanti,  Amcnil    defero 
implementation    of    phijaital    aoorch    requiTenenta    from    790EH)1 
tn   791101. 
DENTDM.H.R,        Office    Of   Nuclear    Reactor   flnguiat  1  on.        79/00/10.        19pp. 

79100405&2  ForuiflTdB-    list   of    design    documents   which    were    sources    of 
info    for   seismic    analyses,  in  re-sponso    to    IE  Bulletin   7'7-lflf 
Revision    i   fc  79-11i  Buppl. 
COUNBIL^H,  G.        Connecticut    ranlOB    fitamic    Patter    Co.        79/05/31,        ?pp. 


79102301113    Forwards     (juidelines    for    valve    Dperability    re    containment 
purging    t<    venting    during    normal    operation.  Requests 
commitment    tc    implement    valve   qualification   program  within 
30    daijG. 
E1SEMHUT,  D.  0.  Diviston    of    Operating     Reactora.        79/09/27.        'Jpp, 

79L004029S  Forwards    corrections    to    certain    erroneous    stutoraents 
tdontifJcd    in    draft    evaluation   af    SEI'    re    safe    shutdown    syi. 
PrnvidoH    clari  Picfltion    of   Table   3.  1    tt    other    tables    contained 
in    draft    document. 
CDUNSIL.H.  G.        Connecticut    Yankee    Atomic    Pouer    Cn.        79/09/2B.        lUp|i. 

7910100325   Responds    to    isaue   of    interaction    botuiaen   nonoaf ety-*grade   *< 
safety-grade    BUS    addressed    In    IE    Info   Notice   79-23  &  NUC 
790917    Itr. Sya    reviewed    in    light    of    high    energy    steam    line 
brea  k  s.  Suggests    priority    sys    for    TMI-felated    isnues, 
CDUHBIL.W.  0         Connecticut    Vankea    Atomic    Paiuer    Co.        79/1O/05.        Hpu. 

791O3-1051S  Foruiards    reaponae    to  790913    request    for    commitmrjut    to 
complu   uj/roquiramDn  ts    of   NUREO-057a,  Optimum  method    of 
addressing    concern.  In    recognition    of     plant-unique    features, 
p  ropoaad. 
CdUNSlL.W.  fl.       Mortheast    Utilttioi.       79V1O/1B.       49pp. 

7"?103£Clli13  Roaponda    to   790626   request.  Torwards    info   re   ability    to 
raapond    to    inadvertent    reactor   scram    t<   safety    injection 
durinff   monthlij    surveillance    teats    of    safeguards    sya, 
including    potential    For    multiple    equipment    failures, 
COUNSILi  W,  G.       Northeast    Utilities.       77/1O/19.       9pp. 

0.     Inspection    reports,     IE    Bulletins    ft   correspondence 


7910560136  Forwards  request    for   addl    info    for   Uestlr-ohquse  &  C-E 
that   drn    not    equipped   u/top    d  1st  (large    dcvlcea    on    steam 
generator   foertsuater   spargers.  Need    further    assurance    ro    atoara 
generator  water   hammer. 
LAINAS,<J.  Plant   Systems    Branch    IPi-e    791O301,        79/09/04.         5-p[i 


7910090OQ6   For-iuards     IE    Insa    Rapt    90-213/79-14    on   790619-23   &    notice    of 
violation. 

BftUNNEft,  E.J.  Region    1,    Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch.       79/03/11,       2pp. 


DOCKETED  ITEMS 


27 


—  7910Q90QOB    Notice    of    violation    from    insp    on    790619-22. 
»  Region    1,     Philadelphia,     Office    cif    the    Director 

IP 


—7910090011     IE    Insp    Rept    50-213/79-14    on    790619-23.  Noncomp  1  iance    notert 
i-esidual     chlorine    discharged     to    river    in    eicess    of    Tech    Spec 
limit. 

LAZARUS,  U.  J.  Region    1,     Philadelphia,     Office    of    the    Director. 

Kf;IMIG,R.R.  Region    1,     Philadelphia,     Reactor   Operations    Nuclear 

Support    Branch         79/OB/03.        6pp 

7910030B70   Submits    response    to    IE    Bulletin    79-17,     "Pipe    Cracks    in 
Stagnant    Derated    Water    Sys    at    PUR    Plants."    Stagnant    piping 
defined    as    being    flushed     less    than    once    per    month    Discusses 
o  lamina  t  ion    program 
CQUNSIL.W.  G         Connecticut    Yankee    Atomic    Pnuer    Co         79/08/24.        14pp. 

7710030633   Responds    to     IE    Dulletin    79-06C    re    reactor    coolant    pump 
operation    under    transient   condi  tions.  Operators    instructed 
to    trip    all    coolant    pumps    upon    reactor    trip    b    initiation 
of    high    pressure    sys     Injection 
COUNSIL.vl.  8.        Connecticut    Vankee    Atomic    Pouer    Co.        79/OS/29.        Jpp. 

79100200B9   Forwards     IE    Irifo    Notice    79-20,  Hevi  si  on    1,     "NHC    Enforcement 
Policy    -   NRC    Licensed     Individual!;.  "    Notice    reissued    to 
correct    ujord    omission    !,    punctuation    error    ujhich    changed 
intent    of    statement.  Changed    statement    underlined    in    text 
QRIER,B.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/O9/07.         Ip. 


7910040095    Forwards    IE  Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube  Oil    Coolers.  "    No    action  required 

GRIER,B.H.  Region  1,     Philadelphia.     Office    of     tho    Director 

79/Q9/26.         4pp. 

7910.1B0119   Forwards-    IE  Dulletin    79-24,     "Froien    Lines.   "   Action    required 

GRIER.D.H.  Region  1,     Philadelphia,     Of  flee    of     the    Director 

79/09/27.         Ip. 


:tor    Trips    at    Turkeu 


7910140530  Forwards  IE  Info  Notice  79-35, 
Point  Units  3  S<  4  "  Wo  action  required 
GRIER.fl  H  Region  1,  Philadelphia,  Office  of  the  Director 

79/10/01.         Ip,. 


7910170590    Forwards    IE     Info    Notice    71 -SI,     "QvorpreBSuri  la  tion    of 
Containment     of   PWR    Plant    After   Main    Steam   Line    Break    "    Mo 
action    requ  i  red. 

GRIER.D.H.  Region     1,     Philadelphia,     Office    of    the    Director 

79/10/O1.         Ip. 

7910300059    Responds    to     IE    Dulletin    79-31,     "Temp    Effects    of    Level 
Measurements.   '"    Forwards    replacement    pages    to    Tables    3~t>    of 
util    790917     Itr.  Correction   will    be    applied     to     lower 
indicated    water     level. 
CdUNSIL.H.  O.         Connecticut    Yankee    Atomic    Power    Co.        79/1O/09.         7pp. 

fi.      Periodic     operating    reports    Ii    related    correspondence 


7910230195   Responds    to     IE    Dulletin    79-15,     "Deep    Draft    Pump 
Deficiencies.   "    Identifies    deep    [(raft    pumps    at    fac  1 1  i ty .  Add  1 
info    available    at    site. No    comparison    of   wearing    surface 
replacement    frequency    w/ratod     life    uaa    performed. 
CQUNSIL,  W.  G.       Connecticut   Yankee   Atomic    Power   Co.       79/O'J/lO        i.pp 

791OO20517   Forwards    IE    Circular    79-19,     "Loose   Lacking    Devices    on 
Ingorsoll-Rand    Pump    Impel)  eve,  "    No    action    required! 
GRlEfl.B.H,  neninn    1,     Philadelphia,     Office    of    the    Director 

79/09/13.         Ip. 

7910180109   Forwards    responses    to    IE    Bulletin    79-21    re    review    of    liquid 
level    measuring    sys    mithin    c  ontainmont.  No    safety    actuation 
signal     setpoint    necessary.  No    credit    for    Inui    steam   generator 
!evel/f lou  mismatch    trip    during    transients, 
COUNSIL,W.  G.        Connecticut    Yankee    Atomic    Power    Co         79/O9/17         I3pp 

79103000SB  Foruards    IE    Info   Notice    79-23,     "Qualification    at    Control 
Sus.  "    Westinghouse    790B3O    Itr    t    Public    5vc    Electric    !,    tia:i 
Co   790910    Itr    ro    potential    unrovieujed    safety    quest  inn.  Ac  t  i  on 
required    within    20    days,  IJ/o    end. 
DENTnN.H.n.        Office    af    Nuclear    Reactor    Regulation.        79/Q9/17        Ifipji 

7910230561    Foruards    NRC    790626    Itr    re    multiple    equipment     Failures    f. 
survoil  lance    testing    errors,  which    uiai    incorrectly 
distributed.  Also    forwards     IE    Insp    Repts    50-375/77-138, 
50-304/79-1S.  Action    required. 
EISENHUT,  D.  G.  Division    of    Operating    Reactors.        79/09/H1.         4<?av 


79101B0423   Forwards    monthly    operating    rspt    fur   Sept    197'J. 

ORAvEB,  R.  H.         Connectitut    Yankee   Atomic    Power   Co.        79/10/11  Ip 

—  791013043'!    Monthly    operating    rept    for    Sept     1979. 

•o      Connecticut    Yankee    Atomic    Pouaer    Co.       79/10/11.        7pp 

B      Reportahle'    occurrences,     LERs   »   related   cor  rosp  ondDnce 

7910100239   RO    79-1  I/IP.  u,hi  le    performinfl     insp    of    Bfismic   Category     I 
piping     ays,  18    supports    uere    Found    miuaing    from    three 
containment   air    rec  i  rcul  ation    fan    coqlor   return    lines 

.Roplacertien  t  s     to    be    Installed    Rcpt     Follows    in    1-1    days. 

•SHAVES,  R.  H,        Connecticut    Yankee   Atomic    Poucr    CD.        79/10/01          1  p 

791O220297   Forwards    LEU    79-01 1/01T-Q. 

ORAvESiR.H.        Connecticut    Yankee   Atomic   Pouer    CD.        79/10/1B          l|i 

—7910330300    LER    79-0  I  1 /Ol  T-0.  on    79100-1,18   seismic-type   restraints     taunt! 
missing     frora    three     svc    water    return    lines     from    con  Ummpnt 
air    rec  ir  culat  ion     fan    c  odors.  Caused    by    obscure    dosigri 
notation.Madified    roatraints    installed. 
THOMAS,  R.  H         Connecticut    Yankee    Atomic    Power    Co.        79/lQ/iB         Spy. 


DOCKET   50-31"?    OVSTER   CREEK    NUCLEAR   POWER   PLANT 

F.     Security,     medical,     emergency   >.-.   fii-e    protection    piano 


7910300479   Responds    to    IE    Mulletin    79-lt).  Discusiies    planned    efforts    t.i 
determine    audibility    of    current    alarm   6    evacuation 
announcement    Gys    throughout    entire    facility, 
COUNSIL.U.  0,  .    FEE,  W.  F.       Connecticut   Yankee   Atomic   Comer    CD. 
79/09/31.        2pp. 


7910170179   Requests,    delay     in    implementing    certain     firo    protection    mnd< 
described     in    safety    ewal  uation .  fortnariied   ui/rtmenii    31    tn 
License    DPH-16.  Netu  schedule   end 
FIMFRQCK,  I.  R.        Jersey    Central    Poiuer    f.    Light    Co          /9/10/1H-        4py 


7910090573   ForwarrfB    IE    Circular    79-20,     "Failure    Of    GTE   Sylvanin    HeliJh,, 
Type   PM   Bulletin   7303   Catalog    5U12-11-AC   u/120  volt  ac 
Coil,"    No   action   required. 

GRIER.B.H,  Region    1,    Ph  i  lade  Iph  to,    Office    of    the  Direclror 

79/09/34.       Ip. 

7910090756   Ack    receipt    of    790B30    Itr     informing    NRC    of    ate-pg     taken    tn 
correct    violations    noted    in    IE    Insp   ftept   9Q~313/71-13.  Ut i  1 
Itr   withheld    Iref    10CFR2.  790), 

MARTIN,  W.  G.  Region    1,    Philadelphia,    Safeguards   Branch.        79/09/2-1. 

Ip, 

— -7910090757   Forwards    IE    Insp   Hopt    50-313/79-12  on  790409-12   &  notice    oF 
violation,  Notice    of    violation   withheld    (ref    10CFR3.790), 
MARTIN,  W,  G.  Hegion    1.    Philadelphia,    Safeguards   Branch. 

79/08/OB.       2pp. 

—7910090739    IE    Insp    Rept   50-213/79-12  on   790409-13.  Noncom.pl  iance   noted: 
violotion   re   physical    barr  iei-s,  detec  tion  aids,  locks,  keys    & 
combinations,  records   &   repts,  Detai  Is   uithheli! 
(ref    lOCFRa,  790). 

DAILEV.R.J,  Region    1.    Philadelphia,    Office   of    the    Biroctor. 

DEVLIN.J.W.  Region    1,    Philadelphia,    Safeguards   Branch. 

79/08/06.       Ip. 


H.     General    cnrreap ondpnce 


79I03I011C-  Responds    tn    790B16  resolution  re  Congress  i  onal    authority    Ti 
Independent    aguncy    to    monitor    f  ac  i  1  i  ty.  Insti  tution    of 
Independent     insp     agency    uiould    tie    redundant    &    unnece  saarif 
exp  ense. 
DENTON.H.R.         Office    of    Nuclear    Reac  tor   Regulat  ion         V9/10/17          4pp 

P,     Operating    license    stage    documents    fc   correspondence 

7910040031    Forufarda    NUFJEfl-0560.     "Staff    Rept    on    Oanerit    Astfissment    at 
Feeduater    Transients    in  PWRs   Designed    by   DtiW.  "    W/o    end. 
GRIMES. D,^.          Assistant   Director   for    Systems   Einq  ineerinn    (Pre 
791030).        79/O6/1  1.         12pp. 

7910090211    Fnriuards    FR    notice   of   amend    to    10CF1173.  55   re  rfquiremDii  la 
For    phu-sical    protection   of   nuclear    power   plants.  Mend   defers 
implementation    of    physical    search    requirements    From  790BU1 
to   791101. 
UENTON.H.R.       Office    of    Nuclear   Reac  tor  Regulat  ion,       79/OB/1O.       4'?]i  p 

7910110235   Forwards    WUREG/CR-0727,     "DWR    Qffgas    8«s    Evaluation."    Sy  a 
provides    reasonaMe    assurance    that    potential    for    e  i  terna  1 
offjjas    e, plosion    la    mi  n  Imi  led,  H/o   encl. 

OAMMILL.W.  P,          Assistant    Director    for   Operating    Reactor   ProiccCf,    (Ih 
791030).        79/O8/32.        Sffp, 


DOCKETED  (TEMS 


7910190194    Requests    that    all     drawing*    !<   schematic*    submitted    in    aupport 
in    support    at   SEP    topic    review   be    prep-ared     in    *ets    tit     sl»     of 
or  •  *   qtit    set    of    aperture   cards. 

IIEHANN.D.  L.        Operating    Reactors    Branch    2   IPre    7910301.        79/09/06. 
2pp. 

7910Q20J51    Notification   oF   790913  meeting    w/SEP   owners    group    in 
Dutiienjj,  HD   to   discuss    philoiophu,  schedule  !<   objectives    op 
EEP  b  draft   LLL-TERA    rept   on    site   specific   spectra. 
O'CONNOR, P.  W.        Operating    Reactors   Branch   2    <Pre    791030).        79/O9/U. 


7910020594    Summary    of    790115-16    nesting    u/util    fc   General    Public    Utilc 
Svc   Corp    re   safety   analysis    for    reloading   at    Facility. 
ROSENTHAL,  J,  E.  -     MuXEN.  H.  V.       Reactor    Safety    Branch     (Pre    7910301. 
79/09/11.        Bpp. 

7910180097   Ack   receipt   of    790425    Itr   revesting   withdrawal    of   backstiilt 
radiation   protection    foreman.  Approves   request,  providing 
of fectiviness   of    radiation  protection   program  mill    not    bo 
compromised    by    action. 

ALLANiJ.tt.  Region    1.    Philadelphia.    Office   ot    the  Director. 

79/09/13.        Ip. 

7910Q300B2    Forwards    ftnend    41    to   License   DPfi-le.,  saf  e  ty    evaluation    * 
notice   of    Issuance-  It  aval  lab  II  i  tg.  Safety    evaluation  ujithheliJ 
(ref    IOCFR2.  790). 

ZIEMANN.  D,  L.        Operating    Reactor*    Branch    2   (Pre   791030>.        77/09/14. 
3pp. 

— 7910030086  Amend    41    to  Licen*e  JJPR-16.  Incorporat  i  nq:    Facility    physical 
plan    into    license. 

I1EMANN,  D,  L.        Qperatlno    Reactors    Branch    3    fPre    791030),         79/O9/M. 
Sff. 

—7910030097   Notice    OF    issuance    !<   availability   oF   rtmnnd    41     to    Lice-rii;!- 
Dl'H-lfi. 

WAMflACH,r.  V.       Operating    Reactors    Branch    2    (Pro    7710301  7<VO'?/U 

3pp. 

7910020370  Fo-puard*   T»ch   Spec   Change   Request  71    For  License    l)l'F(-li.  Ajip 
A. re-  revistd   requirements    for  draining   torus. Class    111    Fev 
enc  1. 
F1NFHQCK,  1.  R.      Jersey  Central    FLUMP   fc  Light   Co        79/09/21.        Ip. 

— 79lOOS03Bi   Tech   Bpec    Change   Request   74   For  License    DPf? -16.  rtp  [>    rt, 
revising    Sections   3.  1.  rt.  10  &  3,  3.  A.  2  re   draining    of    tonia. 
Certificate    of   Eve    (.   790924    Forwarding    HT    to   Mayor     of    Lacey 
T&wnsftip,NJ   encl. 
FWFROCK,  I. P..       Jorseg   Central   Powsr  1.  Light   Co.       79/09/2-1.       Upp. 

7910160145  Notification   of  79-0936  meeting   Hi/Mark    I    dinners    in    Dethesdai 
HD   to   discuss   pool    iwellinfl    compress  1  b  i  1  itij    effects  i 
dowikcnmer    tandenaaUan    loa-Jt. 
GRIHEB,  C.  I.  Plant   Systems   Branch    (Fre  791030).       79/09/^1.        lu. 

79l0150£i2i  Foruard*   ren.ifast   for   add!    info  re   losi    of    offsite    poiui-r  t 

offiite   sr  lull.  Reques  ts    response  within   90  daij&. 
•liD.L.      Operating  Reactors  Branch    3   (Pre   771OHO).       79/09/23. 


7910170010  Dlacuiis*  need    For  arfdl    confirmatory    full    icdle    tenvs    to 
eitahlish   unct-rtainty    in    toad  juajnitudsi    re   condenaat ion 
'sclllatior    load   dofinlttan   procsdurel,  D-raFfc    Itr    to  rl.irlr    I 
Mil,  re   test   program   «ncl. 

tlHEB,  B.  K.         Attiltant   Director    For  Sgstemn  Enfl  Ineertn  j    <\1rtt 
M030>.        79/O9/25.        4pp. 

1010392  Comments   on  790B30  nDticp   re  abnormal    accurrence    at 
jclli  ty.  Permnsl    diacunlon  u/Dperatora    at  onother   OUR 

plant    indlc«t>i    that  operators   do   not   itnoui  uihich    inatriimpnto 

read   uihich    ip«clFlc   paramstsrs. 

JiEHKK.F.  J.      f«nnsi|lvanla   State   ITnlv,       79/09/26.       !!pn. 


7910090^2'^   NotifleB    that    response     to    NJ?C   7-JOB08    request    tp    i-evieu 
electric    t i stribut ion    9js    voltages    uill     be    submitted    by 
791101. 
FINFRCJCrt-I.fl.       Jersey    Central    Pouier   A  Light    Cn.       79/10/02.        Ip. 

7910090319  Forwards    Tech    apacs    Change   Request    77    to   change    Fracture 
toughness    requirements     in    Section   3.3   of    rtpp    A, 
FINFRDCK,  I.n.        Jersey    Central    Pouier    R   Light    Co.        79/10/03.        3pp. 

— 7910090332   Tech    Spec    Change    Bequest    77    to    change    fracture     toughneac 
requirement  s    in    Section    3.3    of    flpp    A.  Cert  i  f  icate    of    Svc 
enc  1 . 
FINFRQCtt,  I.  R.        Jersey    Central    Potuer   t<    Light    Co.        79/10/03.        6pp. 

7910H20333   Summary     of    790906   meeting    u/util     in    nethesda.  Ml)   re    status    of 
operational    QA   plan. 

NOmCHI.S,  J.        Operating    Reactor*    Branch    2    (Pro    791030).        79/1O/04. 
3pp. 

7910100097  ForuarilE    info    re    potential    interaction   between    nonaafoty 
g-railB    aye  &    saPetj    grade    sys    in    response    to   NRC  790917 
request.  Evaluation    has    not    Identified   any    adverse    Impact. 
FINFROCK,  l.R.        Jersey    Central    Power    *   Light    Co.        79/1O/OS.        ipp. 

791016O3BI    Foryards    drawings    re    ole-vation   A    location   of    equipment 
listed     In    Attachment    i    tq    NRC    790904    Itr. 
HAOAI.V.        Jersey    Central    Power    ft    Light   Co.        79/10/11.        Ip. 

— 79101A03B5    "Owner    Controlled    Area   &   Protected    Area    (Zone    Locati one ) . " 


*      Jcrseij 

Central 

Power  «-  Light  Co. 

79/10/11 

.       Ip. 

--7910U0387    ' 
«      Jersey 

'Qenera  1 
Central 

Arrangement  :  Reac  tor 
Power  6  Light  Co. 

Bldo,  " 
79/10/11 

Sheet    1 
.       Ip. 

—  79101i-03SB    ' 
*      Jersey 

'Oenera  1 
Centra  1 

Arrangement:  Reactor 
Power  !.  Light  Co. 

Bids.  " 
79/1O/11 

bheet   2 
Ip. 

-~79101bO3B9    ' 
*      Jersey 

'General 
Central 

Arrangement:  Reactor 
Power  Si  Lioht  Co. 

Dldg.  " 
79/1O/11 

Sheet    3 
.        Ip. 

--7910I6O391     ' 
it      Jersey 

'D-ener-al 
Central 

Arrangement  :  Reac  tor 
Power  t>  Light  Co. 

Dlifg.  " 
79/10/11 

Sheet    1 
.       lp, 

--7910UO392    J 
•      Jersey 

'Oenera  1 
Centra  1 

Arrangement:  Reactor 
Pou-er  !i  Light  Co. 

Dldfl.  " 
79/1O/11 

Sheet    5 
,       lp. 

—  7910160393    ' 
«      Jarsey 

'General 
Central 

Arrangement  :  Turd  ine 
Power  tt  Light  Co. 

Bldg  - 
79/10/11 

Operating    Floor    PI.  in. 
.        Ip. 

—  79I016O399    ' 
K      Jersey 

'fteneml 
Central 

Arrangement:  Turb  ine 
Power  !•  Light  Co. 

Bids  - 
79/10/11 

Mmzanine    Floor    Plan. 
.        Ip, 

—7910160396    ' 
*      Jersey 

'ffensra  I 
Centra  1 

ArrangBftient:  Turh  ine 
Power-  tt  Li  g  Jit  Co. 

Bld-9  - 
79/tO/ll 

Basement    Floor   Plan.  " 
.       lp. 

—  7910160398    ' 
*      Jersey 

'Genera  1 
Central 

Arrangement  :  Turb  ine 
Pouier  ti  Light  Co. 

Dldg  - 
79/1Q/11 

Sections.  "    Sheet    1 
.       lp. 

~7910IAO^02    •' 
*      Jersey 

'Genera  1 
Central 

Arrangement;  Turbine 
Power  &  LigJit  Co. 

Qldg  - 
79/10/11 

Sections.  "    Shuet  2 
•       lp. 

—  7?IQlfi0403    " 
*      Jersey 

'Oenerol 
Central 

Arrange-in  en  t  :  Turb  ine 
Poiiiai-  ti  Light  Co. 

Dldg  - 
79/10/11 

Sections,  "    Shunt    3 
.       lp. 

— 791016040B   "  Intake    Btruc turei Plan  at   Centerllne    of  Roc irculation 
Tunnel.  " 
*      Jersey   Central    Power   ft   Light   Co.      79/1O/11.       Ip. 


79I017000&  Dlscuaiec  resolution  of   patenUal    problem   ru    Hark     I 
containment   IdentiFieil    in   790031    n»mo,A<(dl    Info  re    renpanse 
charac teflstiti    of  dauncaner-vent   header    tyi   ihfiius 
sufficient   structural    fatigue  margins    exiit.  Evaluation    encl. 
DENTON.H.  H.      Office   of   Nuclear  fleactor  Regulation,       79/09/26.       Hpr 

7910220-413  Foruards    guideline.?    Par  valve   cperabilitv    ra   containment 
purging   U  venting    during    normal    opBratlon.  Req.ueBti 

'.ve  qualification   oranram   ulthin 

"-"i-atino    BHSttors,       79/09/27.        'Jf>p, 


tn   B»thBsdn.  MD   ri> 
itui    of  Ttfiaui 
bmlttal. 
IPr«    7910301.       77/O9/E8. 


— 7910160410   "Intake    Btruchurai  Sectinn. " 

»      Jersey   Central    Powor    6   Light  Co.       79/10/11.       Ip. 

7910310142  Forwards    resolution    seeking    congressional    action    to   provide 
inriependant   monitoring    af   nuclear   generating    station. 
KIMS,  A.  P.       Ocean   County.     NJ.       79/OB/21.       2pp. 

791023028S   Foruiard*    vUEtrlcal    drauinga   DU3-3028-J2  Si   D-3033    shouiina 
IBS    mjB    requested    on   79IO04.  Schemati cs    on    safety    ays   motor 
operated    valves   will    fee    transmitted    as    soon    as    available. 
Two    overs ite    drawings   .available    In    Central    Files    only. 
NMJftl.Y.       Jert-ey   Contra  I    Pouier   &  Light  Co.       79/10/10.       Ip. 


DOCKETED  ITEMS 


29 


7910330322    Forwards    util    positions    re    imp lementation    of   requi  renuM 
schedule    of    MUREQ-057B.  Li sts    eiceptions    necessary    to 
implementation    schedule    resulting    from    conflicts    ui/BQOlOS 
refueling    outage    t<  SEP. 
FINFUDCK,  I.  R.        Jersey    Central    Power    (•    Light    Co.        79/10/19.        6pp. 


791023-0561    Forwards    NRC    790636    Hr    re   multiple    equipment    failures    4 
surveillance    testing    errors, which   was    incorrectly 
distributed. ftlsa    foruards    IE    Inap    Repts    50-393/79-13   t. 
50-304/79-12    Action   required. 
ElBEWHUTpD.  G.  Division   of   Operating   Reactors.        79/09/21.        49pa 


7910250360   Responds    to    7910O4    meeting    request.  Submi  Is    list 
planned    or    taken    ai    result    of    SEP    revi  euis.  Describes    addl 
analyses   &   plant    insps. 
»      Jersey    Central    Pouier    !-    Light    Co.        79/10/19.        2pp. 


0.     Inspection    reports,     IE   Bulletins    fc    correspondenc  e 

7910010774    Forwards    IE    Insp    Rept    50-219/79-12    on    79060!).  No 
noncompl lance    noted 

BRUNNER.  E.  J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch          79/QB/OB.        2pp. 


7910300495   Responds    to    IE   Bulletin    79-1B   Forwards    results    of    evaluation 
re    audibility     problems    encountered    on    evacuation    of 
personnel    from   high   noise   area.  Also    forwards   corrective 
actions,  u/ scheduled    completion    dates. 

ROBE,  D.  A.       General    Public    Utilities    -GPU    Servics    Co,rp.        79/09/21. 
9pp. 


7910090579   Forwards.    IE   Circular    79-20,     "Failure    of    GTE   Sylvani 
Type    P-M   Bulletin    7305   Catalog    SU12-I1-AC    ui/130   Volt    ac 
Coil,  "    No    action    required. 

SRIER,  B.  H.  Region    1.     Ph  i  ladelphia,    Office    of    the    Director 

79/09/21.        If. 


Relay, 


— 79100107H3    IE    Insp    Rept    50-219/79-12    on    790606.  No    noncomp 1 ianc e    nolu 
Major    areas    inspoctect:  degraded    ECCB    bus    voltage    condition    & 
chemistry   &   stack    release    analysis    programs    during    startup 
ERIGGS.L.E.  Region    1,     Philadelphia,     Office    of    the   Director. 

MCCABE,  E.  C.  Region    1.     Philadelphia.     Reactor    Operations    NucU-ai- 

Support    Branch        79/08/06.       4pp. 

7910110552   Forwards    IE    InBp    fiept    30-219/79-14    on    790634-2*.  No 
none  omp 1 ianc  E    noted. 

DRUNNER,  E.  J.  Region    1.     Philadelphia.     Reactor    Operation    Nuclear 

Support    Branch.        79/09/27.        3pp. 

— 7910110557    IE    Imp    Ropt    50-219/79-14    on    790626-29.  No   noncomp  1  i  anc  e 
noted.  Major    areas    inspected:  IE    bulletin    !i   LEU    followup. 
ORIBGS.L.E.  Region    1.    Philadelphia,    Office   of    the   Director. 

MCCABE.  E.  C.  Region    1.     Philadelphia.     Reactor    Uperati-unE    Nuclear 

Support    Branch.        79/00/22,        6pp. 

7910160170   Forwards     in  up    rept    in    accordance    a/IE    Bulletin    7"?- 1 4    '.- 
79-14.  Revis  i  on    1.  Of   395    items    I nspec ted , 34    noncomf  ormanceo 
uiere    identl  F,  led,  Al  1    noncomFormances    have    been   corrected   &/or 
found    not    to    effect    sys    design   requirements. 
ROSB.D.A.        Jersey    Central    Pouer    (<   Lioht    Co.        79/00/31.        Hpp. 

— 7910160177   Ropt    of    insp    conducted    at    facility    in   accordance   ui/ III 
Bulletin   79-14. 
»      Jersey    Central    Pouer   &  Light   Co,       79/03/31.       IBpu. 

7910020092  Foruiards    IE    Info   Notice    79-20,  Revi  sion    1,    "NRC   Enforcement1 
Policy    -  NRC   Licensed    Individuals. "   Notice   reissued    to 
correct  uiard    omission  tt   punctuation   error   which    changm! 
intent    of    statement.  Changed    statement    underlined    in    teit. 
QfilER.B.  H.  Region    1.     Philadelphia,    Office    of    the   Director. 

79/09/07,        lp, 

7910020533    Forwards    IE   Circular    79-19.     "Loose    Lucking    Duviccs    DPI 
Ingeraol  1-Rand   Pump    Impellers,"   No   action   required. 
GRIER.B,  H.  Region    li    Philadelphia,    Office    nf    the   Director. 

79/09/13.         lp. 

7910300002  Forwards    IE    Info   Notice    79-22,     "Qualification   at    Control 
Sys.  "   Wantinghauae    790H30    Itr   &   Public    Svc    Electric    tt  Oar, 
Co   790910    Itr   ro    potentia  1  .unrevi cued    safety    question.  Ac  I  ion 
required    within   SO   days,  W/o    encl. 
DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/09/L7.        IBpp. 

7910160133  Ack    receipt    of   790930   Itr    informing   NRC   of    sfcnps    take-n    to 
correct   violations    noted    In    Insp    Rept   50-219/79-11. 

DHUNNER.E.  J.  Region    1>    Philadelphia.    Reactor  Operations    Nuclear 

Support   Branch.       79/09/19.       lp. 


7^10310310   Responds    to    IE   Bulletin    79-19.Liquid    law    lev«l    raduiastos 
mere    gienora  ted .  Process    using    urea    formaldehyde    is    presently 
used     to    solidlfij     Filter    sludga    &    evaporator   bottoms. 
FINFROCK,  I.  R.        Jersey   Central    Pouer    (.   Light   Co.        79/O9/S1.        4pp. 

79'10110203   Farmards    IE    Info   Notice    79-23.     "Emergency   Diesel    Generator 
Lube    Oil    Coolers.   "    No    action    required. 

CRIER.  0.  K.  Region    1,     Philadelphia.     Office    of     the    Director. 

79/O9/36         lp. 


79101B0130   Foruiards    IE   uulletin   79-2fl,     "Froren   Lines.  "    Action    peijuired. 
QFilER-D,  H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/09/27,        lp. 

7910160925  Forwards    IE   Info  Notice  79-25,     "Reactor    Trips  -a  b   Turkey 
Point    Units    3    !<    4.  "   No    action    required. 

QRlEft,  B.H.  Region    I,    Philadelphia,    Office   of    the    Director. 

79/10/01.        lp. 

791017060-1   Forwards     IE    Info   Notice    79-24.     "Qverpressuri  la  I  i  on    OF 
Containment    of    PWR   Plant   After    Main   Steam   Line    Break.   "   Mo 
act  i  on    required. 

GRIER,  B.H.  Region    1.    Philadelphia,    Office    of    the    Director. 

79/10/01.        lp. 

7910300360   Responds     to    IE   Bulletin    79-OB,     "Events    Relevant    to    BUHc 
Identified   During    TM1    Incident."   Provides    300  Sari sa 
checkoff    sheet    &   revision   signoff. 
ROSBiD,  rt.      Jersey    Central   Pouer   d  Light   Cn,      79/10/01.       6pp. 

R,     Periodic   operating   reports   !<  related   correspondence 

7910110336  Forward*    "WoDdborer  Study,  17th   OuartBriy   Proflross  flept    for 
790505-0006.   " 
FINFFIOCK,  l.R.       Jersey   Central    Pouer  t-  Light  Co.       79/10/05.       lp, 

— 7910110327    "Woodborcr   Study,  17th  Quarterly  Prngreas   Rep  t,  790505 -090E). 
FUCHflRDS,  D,  B,  ,     BELHORE.C    I..     HILLMAN.R.E.       DatlolU    Memorial 
Institute,     Columbus  Laboratories.       79/O9/15.       23pp, 

7910E202GO  Foruardi    monthly   operating   rept    For  Sept    \¥}H. 

FINFHOCK,  l.R,       Jersey   Central   Pouer   &  Li  g  tit  Co.       79/1O/1S.       lp. 

— 7910220266  Monthly    operating   rapt   for  Sept    1979. 

r-ICCLMN.C,  M,        Jersey    Central    Pouer   t.   Llflht   Co.        79/10/13.        Hnp. 

S,     Repartable  occurrences,    LERs   d  rolstetf    correspondence 


— 7910160142  Responds    to   NRC   790BOS    Itr   re   violations    noted  in    IE    Insn 

Rapt    50-319/79-11,  Corrective   ac  tions;  valves   wore    locked  It 
Procedure   308   changed    to    require    that    valves    be    Inckid. 

ROBS,  D.  A.       Jersey    Central    Power   t,  Light   Co.       79/09/30,  2up. 

--7910160150  Forwards    IE    Imp   fiept    50-319/79-11    on   790507-11    &    11   4 
notice    of    violation, 

BRUNNER,  E.  J.  Region    1.    Philadelphia.    Reactor   Operation*    Nuclear 

Support  Branch,      79/09/09,      2pp. 

—7910160155  Notice    of   violation    from    insp    nn  790H07-11   &    11. 

*          Region    1,    Philadelphia.    Office    of    the   Director.       79/OB/OB. 

—7910160163    IE    Insp    Rept    SO-219/79-1 1    on  790507-11    (c   14.  Noncompli  ance 
noted: three   valves    not    locked   as    required. 

MCCABE,  E,  Region    1<    Philadelphia.    Reactor  Operations   Nuclear 

Support   Branch.       BRIflSB,  L.  ,    KEHQE,  D.  Region    1,    Philadelphia. 

Office    of    the    Director.       79/09/07.       S6pp. 


7910040266  Forwards    revised   attachment    to  LER  79-030/03L-0    on   790B12. 
ROSS.  D,  A,       Jersey    Central    Power   dLinht    Co,      79/09/24.       tp. 

— 7910040269  Revised   attachment    to  LER  79-030/03L-0:  on   790012,  control 
rc-d    drive    pump    A  removed    from  svc    for   repair   of   pump    vent 
p  iping.  Piping    cracked   at   bushing   at   onbry    to    pump    Easing. 
Caused   by    operator   carelessness.  Dusfi  Ing    replaced. 
•«      Jersey  Central    Power  i.  Light  Co,      79/09/34.       2pp. 

7910030372  Forwards   LER   79-031/03L-0. 

ROBB,  D.  A,      Jersey   Central    Power  &  Light   CD.      79/09/36.       lp. 

— 791O0303B2  L€R   79-031/03L-0;  on   790B29,soal   water    piping    found    cracked 
on    short   pipe    nipple    section  where    threaded    into   seal 
cartridga,  Cauoed    by    operator   using    half-inch   piping    as    font 
support. Pipe   nipple   replaced. 
ROBS.E.rt.       Jersey  Central   Pouiep   k  Light  Co.       79/09/B3.       3pp. 

7710170311   Forwards    RQ  50-S19/79/34-1P. 

CARROLL, J.T.        Jersey   Central    Power   t.   Light   Co.        79/10/O9.        If.. 
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-7910170323  RO    50-219/79/34-IP:  tm    7910DB:  both   personnel    access   airlock 
doors    in   northeast   corner    of   reactor    bldg   were    open 
simultaneously.  Caunnd    b^    contractors    usinq   tattle 
Corrective   action    to    be    determined, 
H1WH1CH5.C.        Jersey   Central    Pnuar   i   Light   Co.       W1O/07,       3pp. 

79102*0453   RO   SO-3I9/79-M-IP:  on    7910QB.  both    persannel    acte*s    .lrl«k 
aoors    In   northeast    earner    of    reactor   bldo   discovered 
slmultansouslij  open.  Caused    btj    tontractcrs   uslna   nassaoe 
Corrective    action    to    the    determined. 
HINR1CHS,G.       Jersey    Central    PoafT    t.   Light    Co.       77/10/09.        2pp. 

791Q1BQ4QI    Forwards   LER    7f-033/03\.~0. 

HOSS.D.ft.        Jersey   Central    Power    !,   Light    CD.        7'9/KVIO         lp. 

"7910190419   LEfl    79-032/03L-0:  nn    7WV14.  laa*s    discovered     fn    C-Dth 
Calkvf'r"lerltt5Pra'J    =ySllCdIlsed    *">    EOTrasic-n    acrelerated    bu 
ROSS,D.A        Jersey   Central    Poiaer   SLi^fit    Co.       79/10/10         3pp. 

79I01B0441    Forward!    LEFI   79-033/03L-0 

HDSS,D.  A.        Jerseig   Cantral    Power    t,    Light    Co.       79/10/10          lp. 

-79IO«0«fc   LEfi   79-033/03L-0:0n    79W17,  ej.ctro«l(c   relief    valve 
pressure    suttch    U83ft    tripped    »t    pressure    in   B.cess    of 
limit. Caused    by    deffctive    high    pressure   murosui  tch 
RBplac«nent    suitch    installed. 
ROSS.D..V      Jersey   Central    Pouer   t  Lloht  Co.      79/10/10.       3pp. 


791&1B0404   FDT 
CflRROLL.J.T. 


g   of    station    *]Bctr1C    di.tribul 
^er   *   Lijftt    Co.       79/10/12.         ]p. 

8    P"'""-    —siting     tn.t 
,lst    On  4iO-vol  t   safety    6u6 


DOCKET    50-aaO   WINE    HILERJINT   NUCL.E/W 


UNIT     1 


P.     Security,     nmdeal,     oniergvitcy     t,    f 


n-o    protec  tonp  l 


lOOSO-JV-l    Requests    MRC     eipdind    o  va  !  uat  i  on    np    n    n 

encapsulating    Dloaul    Generator     |0p    rn,,,r,,i     pr,l^"E'11     t()    cotuUn- 
protection    SS.fl.  '     '  "'    taIllP«    ''c    Flrp 

a^flr;)    Mahdiut     Pniuor    Corp.        717/09/^7          ! 


pro 
BIBf.l),  P 


79100H0632   l)«iue(t 


100H0632   l)«iue(t*    pagmunt    nf    {Mass     lit     ,„,„„,,     f 

tralninj   &   qu.l  I  f  ,  c.ti  <>,.    pl«,,    ,-DUlou,  4   approval    m™     GeC1'rith' 

tran»mitted    790H17    per    Lltoneo    UP)(--AO         Pl  rnV(1  '    '   '"" 


rtcl  rec.Bli>t  ,i  F  79Qi!37  Itr  !,  f  „,.,„,  ,. 
review  Of  .Bc,*ritM  Irain.nn.  t,  q  ,al  ,  fi  C°u0n 
BMUETT.J  Ntnsflr,,  nollflu?  P»2or  Corp 


0,     rtdjud  i  tatorij    c  nrrc  tpondoiu:  e 

mOlSQfiil    ftck    receipt    pf    7-JOV07     itr    t<   check    «„    H.,M 

monetarij    |i  ««ia  1 1 1 .  n    impiigod    by    790F)at    urdor  paiirnont    of    civil 


J.     Insur.nntn    (.    indmnn)  ti;     InPovm/i  I  inn 


Forward*    orocutud    Amonil 
RUBHHOffE.J.M.       Ni,oarfl    H«,haui,    .' 


„  i    ..     . 

' 


*      Jersey    Central    Pauer   V   Light    Co"      WlO/Ja'       lp! 

7a1019Qfl50   Fi>ruiards   RD. 

CARROLL.  J.  T.       Jersey    Central    POU,PT    (-   Light   CD.       79/10/13. 


™o 

;!  V?      .  4      b"s   untfer    c.tre™ff    conditions 

""»•*«*'«    control,    mitigated    tn    «•««  ov.rvo 

E™n!!'t;ll':lSn-*lltBMtit    vsl*-"   r,auintBr,    p 
Jersey   Central   Po^er    fe   Light   CD.        7971Q/I2.        [„. 


could 


Fornards    FtO   50-219/79-7 
.!.R.       J.r..»   C.ntr.l    Pflu 


79/10/18          Ip 


Jer«v    Central    Pouer    t   Light    <;„         79/JQ/iQ.       Sp|i. 

791036023B  Foruardi  LER   79-034/OlT-o 

ROSS,  D.  ft        Jpr,M    Centrfli    Fouer    f,    Lipht    Co         79/IO/Sa         I,,. 


-  c 


Jer.e,   Central 


. 

*  L|Bht  Co. 


LEfi    79-035/03L-0 

Central  PouBr 


79100'JOE.ll    FurunrJa    F«   notiti>    of    nmflni)    tn 


-79101000B5  fieipntitln    t 
iiH    nf    r»ir 

i  :"?:-:sst 

£        |p         lll'ur 


, 
of    Nuclvar 


llofletur    nogl)latl 
J      "DHH    nffflfll    Uub 


p 
.  Kequlromonts    aatlBrieil. 

Rcguldtian        7V/OS/L'H         lp 


iluotlon    one]. 

'rnlinn   Hoactorn   Brnncti    1    {I've   7'/1030). 


r»    roporlinn    roault^    of 

"  IR  ""UDlin  "/v'°'; 


cal    inonitorlns    at    faeillty. 
of   R?p.        79/09/IO.        ID, 


no   Lr    JF   n    ^T"    ?"' l/"'    r°    flci=mic    "".l^i,    of   r.ictor   cool.^ 

??    JV  I1"""1  w-07-"»i«*«-«*ont»  ••tiiriid. 

ce    of  Nuclo^,.  n««ctor    Regulation.       79/07/05.        Ip. 


nvifnfo    thai    roaponso    to    requlromeiiU    of    IE   llullotin  79-0? 
i-   eortn.  vor  Ifitat  io,n    roqulrod.  Biifotij    evaluation 
A.  Oporntlna    Roactovs    Branch    1    O1™    791030!. 


•P.      Oce-an  County.    NJ,       79/OB/ai.       [p. 


r    f?   S    f^""(uat»*»    r 
DuUBt1'1    79-07. 


Info    ii   »« 


d""B  af 


roanalysis    of    reattor   »B|«M 
.!.*!    »tl.ri.d     for 
codo    VBr  i  f  icat  ion 

I-*»P. 

3pp. 
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—791010009'?    Responds    to    79042'J,0504   8,   Oi20    lire    reporting    result 
seismic    reanalysis    of    reactor    coolant    piping    per    111   Bulletin 
79-07   Matter    resolved.  Safett;    evaluation    end 
SCHWENCEH.A.  Operating    Reactors    Branch     I     (Pre    791030) 

79/06/22.        2pp. 


791011034Q   Responds    to   790808   request    for    analysis    of    electric 
sys    &    tasting    of    adequacy    of   onaite    distribution    sys    !< 
offsite    grid.  Analysis    has    been    provided.  Test   will     bs 
performed    in    Spring    19B1    !,    results    submitted    within    90    days. 
DISEi  D.  P.       Niagara   Mohawk    Pouier    Corp.        79/10/03.         Ip. 


-7910100093    Safety    evaluation    ro    seismic    reanalysis    of   reactor 
piping    per    IE    Bulletin    79-07. Requirements    satisfied 
,      n£C; „    .,...,.„_    ----tor    Regulation         79/06/22         lp. 


of   Nuclear   RE 


-7910100100   Responds    to    790131,  051 5,  21 ,  22,  39   h   0604    Itrs    reporting 
results    of    seismic    reanalyais    of    reactor    coolant    pipinn    per 
IE   Bulletin    79-07   Moda    discussed    on    79O604   are    required 
before    resumption    of    op  era ti on.  Code    verification    needed 
IPPOLITO.T.  A  Operating    Reactors    Branch    3    (Pre    j-91030) 

79/06/07.        2pp. 


7910120306   Forwards    util    assessment    re    potential     breaks, in    response    to 
NRC    79O917    request.  No    instances    uhich   uould    increase 
consequences    of   any    safety    analysis    rept    events    kiere 
idonti  f  led 
D1SE.  D   P.       Niagara    Mohaiuk    Power    Corp.       79/10/09.        Bpp. 

79I029O197   Forwards    Amend    35    to   License    DPR-63-EPfi    79QB14     1  tr     to    util    £ 
notice    of    issuance   &   availability 

IPPOLITO,T.  A  Operating    Reactors    Branch   3    (Pre    791030).        Tt/lQ/O'f 

3pji 


--7910I00110    Safety    evaluation    re    seismic    reanalysis    of    reactor    coolant 
piping    per     IE   Bulletin    79-07.  Requi rements    satisfactory    sub  t 
to    completion    of    mods    discussed    79O6Q4    Must    satisfy    code 
verification    requirements. 
«      Office    of    Nuclear    Reactor    Regulation         79/06/07.       3pp. 


--791Q290202   flmend    35    to    License   DPR-63,  revieing     provisions    to    author t 
use    of    biocides    in   main    condenser    cooling    mater    or     3VC    ualer 
sys    for    1-month    tost    poriod. 

1PPOLITO,T.  A.  Operating   Reactors    Branch    3     (Pro    791O30) 

79/10/09         10pp. 


7910H203IO    Requests    addl     info    re    loss    of    offsite    power    on    731117     to    a  i  il 
in    revleu    of    offsite    power    sys    adequacy.  Requests    response 
within   90   days. 

1PPOLITO,  T.  A.  Operating    Reactors    Branch    3    (Pre    791030)         79/O9/1O 

3pp. 


liability    of   Amend    35    to  Licenr 


— 7910290205   Notice    of    issuance 
DPH-63. 

IPPOLITO.T.A  Operating   Reactors    Branch   3     (Prs    7-9I0301 

79/SO/09.       3pp. 


7910090670   Notification    of    cancellation    of  790925   meeting   u/util     t, 

review   electrical    £.   mechanical    design    of  containment    nurqr 
valves. 

POLK, P.  J.  Operating    Reactors    Branch    3  (Pro    791030).        79/09/W. 


7710310173    Confirms    791016    corporate    mgt   meBting     in    Huracuse.MV    tn 
diacusa     msp    Findings    re   radiation   protection'  prog,  ram 
GRlEa.D.H  Region    1.     Pd  i  lado  Iphia,     OfPtce    of    the    Director 

79/1O/09.        lp 


7910090679   Notification    of    790925   meeting    u/util     lo    review   elPelric 
d   mechanical    design    nf    containment    purge    valves. 

POLK, P.  J  Operating    Reactors    Hranch    3    [Prt>    791030)         79/09/1'? 

2pp. 


7910230331    Notification    of    791015   meeting    ui/util     in    Bettiosda.HD    tu 
discuss     electrical    (,   mechanical    design   of    containmiFnt 
purge    va  Ives. 
POLK,  P.  J.  Operating    Reactors    Branch    3     (Prn    79I03D1          7W1O/10 


7910030261    Foriuards    corrected    summary    data    pages    foi     reactor 
containment    bldq     integrated     leol    rato    test    final    rept.Anp    A 
"""•""   T    "         "    '        '     "  Corp.        79/09/30.        Wpp 


LEMPQEB,  T.  E.        Niagara    Mnhauk    nome 


791017030?   Responds    to   NRC    790706   request    far    proposed    amend    ti, 
Specs    requiring    all    core    alterations    to    be    supervi  ued    h y 
senior   reactor    operator.  Amend   mill    be    submitted    by    Jan    l'*tlO 
LIKE.  D.  P.       Niagara    tlnhauk    P outer   Corp.       79Y10/11.         lp. 


79101H0219   Provirios    update    info    ro    accost    of    NRC   Region    1    aerionnt-l 
facilities.  RequDstn    that    names    of   FH  Conlelln   t  OP  Yuhai 
be    added    to    Region    1    personnel     liat.Ltr    dtrl    7'iff/QP.    end 
GRIER.D.H.  Reslnn    1,     Philadelphia,     Office    of    the    Director 

79/09/21          lp. 


791023O343  Forwards  info  re  commitment  tn  meet  NUHEQ-OSVa  req 
&  near-term  emergency  preparedness  implementation  schudulp, 
in  response  to  790913  request. 

.  H.       Niagara   Mohawk    Power    Corp.       79/10/18.         25|ip. 


7910160145   Notification    of    790926   meeting    lu/Mark     1    owners    in    Ilethe 
HD   to   discuss    pool    swelling    compress  io  i  1  i  ti|    effects   !i 
douincnmer    condensation    loads, 
GR1KES.  C.   I.  Plant    Systems    [(r.iiich     (Pre    791030)         79/09/21         J  tj 

7910170010    DiBCuosos    need     for    add)    conP  i  rmatonj    full    acale    tettr,     t 
establish    uncertainty    in    load   magnitudes   re   condensation 
oscillation    load    definition    procedures.  Draft    Ur    to  Hark    ( 
utils   re    teat    program   end. 

GRIMES,  B.  IV         Ausiatant   Director    fnr   8u.fi  turns   Engineering    (Prp 
791030).        79/01?/25.        4pp. 

7910170006   DiacuHses    resolution    of    potential    problem   re   Hark    I 
containment    identified    in   790F531    memo,  Addl    info   re   re^ponae 
characterist  its    of    rfouincnmor-vent   header    oys    shnuiH 
sufficient    structural    fatigue   margins    e.  iat.  Eval  uati  on  find. 
DENTGN.H.R.        OFficc    of   Nuclear    Reactor    Regulation.        V9/0'//2Ki.        H 


79J030020D   Responds    to   790917    raquest    to    demonstrate    confor 
40CFR190   EPA   (I    fuel    cycle    std.  Section   2.1    of   ETS.  flpp    0    to 
DPR-63   provides   conformance 
niSE»D.P,       Niagara  Mohaiuk   Pouer   Corp.      79/10/23.        lp 

7910310253    Responds    to   request    for    info    re    verification    of 
techniques    for    aeiamic    calculotinns    on    aaf  Ety-rulatert 
piping    aya  Forwards   description   of  method    used    bit    ADLPIPE- 
code    ft    verification    analysis    of    TMI1SAP    code. 
RHODE.  C.  K.       Niagara   Mohauk    Poujer    Corp.       79/10/SiS.         Spu 


—  7910310HTO   "TMRBAP    Verification   Analysis,  Ofc    ot    Huelen 
Rngulatlon  Donchmark   Prob  [ems,  "   Bonks    1    ft  3. 
*      Tflledyne   Eng  insering    Services.        79/O9/21.        40l),pu. 


O.     Inspection  reports,    IE  Bulletins  &  correapondenc  o 


odeling 


7910220413  Foriuarils    guidelines    for   valve    operabilitif   re   containmnrit 
purging    &   venting    during    normal    operation,  Requests 
tommitment    to    Implement   valve    nual  i  f  i  cat  ion   program  within 
30   itaija. 
EISENHUT,  D.  0.         Division    of   Operating   Reactors.       79/09/27.       app. 

7910310513  Ack    receipt  of   790907    1  tr    foruinrding    payment   of   civil 
monetary    penalty, 

BTELUD.v.       Office   of  Inspection   (.  Enforcement,    DPPice   of    tho 
Director.       79/09/27.       lp. 

77101001SO  Forwards   rosults    nf    4B-h    Daphnia  Pulo>   UCSO  Test   using 
Nalaperae    73-IB  (<  73BB.  roquirod    by    NY  Dept   of   Environ 
Conaervation. 
D1BE,  D.  P.       Niagara   Mohawk   Pouer   Corp.       79/10/01,       lp. 

—  7910100191    "Forty-Eight   Hour    Daphnia   Pulai   LC50  Test   Using   NaUpersr 
73fla  i,  73BB.  " 

CARPENTER,  G.       Hazelton   Environmental   Sciences  Cnrji.      79/09/1;' 
9pp. 


7910030934    Formards    IE    Inap    Ropt    HO-220/79-16   on   7905H-10.  No 
noncampl  i  ante  noted. 

BRUNNER,E.  J.  Region    1,     Ph  ilaJelph  la.     Huactor    Opurations    Ngcleor 

Support   Branch.       79/09/06.      2pp. 

—7910030038    IE    Insp    Rept    SO-220/79-li    on   790514-  IB.  No    none  ompS  i  ancg 
noted.  Major   areas    inspected:  QA   program    Implementation    m 
aroa    of   design   changes    or   mods   &   independent    Inspector 
effort, 

WAPUDA,  0.  Region    1,    Phi  Indetphia,    Office   of    Lhe    Utro-ctor. 

KISTED.H.  Region    1,    Philadelphia,    Reactor  lineratiDns  Nuclear 

Support  Branch.       79/OS/02.       5pp. 

7  9-  100204  13   Forwards    IE    Insp   Rept   30-230/79-19  on  790530-31    &  0601.  Nn 
noncompl  lance   noted. 

CARLSDN.R.  r.  Region    1,    Philadelphia.    (Junctor    Construction   6 

Engineering  Support   Branch.       79/OB/07.      2pp, 

—  79100S0445    IE    Insp   Ropt    50-230/79-19   on   790330-31     fc   0601.  No 
noncompllance   noted,  Major  areas    Inspected:  seiunii  r    stress 
analysis   of   tafety-related    piping. 

MCBHEART¥,R.A,  ,     COLLIN9.W.J.  Segion    1,    Philadelphia.     Office,    of 

tlie    Director.       TRIPP,L.E.  Region   I,     PlUladelplila.    Reactor 

Construction  !.  Engineering   Support   Branch.      79/OB/03.       Spp, 
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7910040226   Forwards     IE    Insp    Hept    50-220/79-12   on    790417-20.  No 
no  nan  compliance   noted. 

CARLSON,  R,  T.  Region    ],     Philaoelpn  i  a,     Reactor    Construction   A 

Engineering   Support    Branch.       79/O8/09,       3pp. 

— 7910040231    IE    Insp    Rept    50-220/79-12   on    790417-20,  No    nonccmpl ianc s 
noted. Major    areas    inspet  ted;  ana  1  og    transmitter    trip    unit 
sys   &   mod    to    reactor   protection    sys. 

PADLINQiR.J.  Region    1>     Phi  Udelph  ia.     Office    of    the    Director. 

EBNETERiS.D.  .Reoion    1.     Philadelphia.     Reactor    Construction    t 

Engineering    Support    Branch.       79/03/07.       7pp. 


Reportable    occurrcnc  es.,     LEF!  s    &    related    correspondent! 


7910390159  HO: on    79Q91H. noted    that    one    seismic    constraint    on 
containment    apraj    sys     not    installed    ae    required    bij    const 
drawing s.  Caused    oy    failure    to    install    BUS    during    const. 
Initiated    -design    &   order    to    Install    constraint. 
»      Niagara    Mohauk    Power    Corp.        79/Q9/19,        lp. 


791005033'?   Forwards    LER    79-O13/Q3L-1. 

SCHNEIDER. R,  R,       Niagara   Mohawk    Power   Corp, 


77I0090B03   Forwards    suppt     to    790706    response    to    IE   Bulletin    7"J-O2 
pipe    support:   baseplate    de-signs   using   concrete    cipansion 
anchor    bolts. Shaar/tenslon    Interaction    curves    developed, 
anchor    bolts    tested    It  analytical    technique   devised. 
SCHNEIDER,  R.R-        Niagara    Mohauili    Power   Corp.        79/09/04.        flpp. 


—  7910O5G34S   LER    79-01  3/O3L-1 :  on    790923.  dur  ing    refuelling    outage, three 
instrument    aurvei 1  lane  a    procedures  were    implemented    before 
required     temporary     procedure— change    signatures    mere 
obta insd. Cause    not     stated. 
DUDA.E.       Niagara   Mohatuk    Power    Corp.       79/09/19.       9pp. 


7910020103  Forwards    IE    Info  Notice    79-20.  Revision    I,     "WIIC   Enf  orccmunt 
Policy    -   NRC   Licensed     Individuals    "    Notice    reissued     to 
correct   luord   omission   t   punctuation   error   which    changed 
intent    of   sta  tement,  Changed    statement   underlined    In    tint. 
ORIER.  O.K.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/07.        lp. 

7910220069   Responds    to    IE   Bulletin   79-01A.     ''Environ    Qualification    o  (= 
Class    IE  Equipment,  "    Capability    for    safe    shutdown   dots    not 
depend    on   coils    in   ASCO   solanoid   valves  uhich    have   Class    U 
insulation.  Long-term   plan    for   coll    upgrade-   being    developed. 
DS8E.D.P.       Niagara  Mohaul   Power  Corp.       79/09/1S,       lp. 

7910020533  Forwards    IE   Circular   79-19,     "Loose  Lucking   Devices    on 
Ingeraoll-Rand    Pump    Impellers.  "   No    action    required. 
QRIEfl.B.H.  Region    1.    Ph  I  ladelpji  la,    Office    of    the   Director. 

79/09/13.       lp. 

7910300002   Forwards    IE    Info   Notice   79-22..     "Qiral  1  1  itatton    of    Contr-nl 
B\|5,  "  WestinshoUBe   790930    Itr  &  Public   Bvc    Eloctric    J.   Oas 
Co   790910    Itr    re   potential    ^reviewed    safety   quoat  ion.  Action 
required    within   20   daija,  W/o    cntl. 
DENTCW.K.H.       Office   of    Nucl-ear  Reactor  Reflation.       79/0^/17.       4B|i[i. 

7910UO3B1    Forwards   response    to    IE  Bulletin   79-19.     Util    is    dev&loplni] 
procedures    for    transfer,  pac  kag  1  ng   &    transport   at    law    level 
radiuaate.     Formal    training    program  ui  11    be    developed    !• 
training    records  maintained    for  HHC    Inap. 
LEHPOES.  T.  E.       Niagara  rtobau*    Power    Corp.       7?/09/21.       4pp. 

7910230561    Forwards  HRC    790626    Jtr   ra    multiple   equipment    failnre'ij   (< 

surveillance    testing    errorsiuhlch   uia&    incorrectly 

distributed.  fllso-   forwards    IE    Insii   fiepts    SO-275/79-13  8. 

SO-304/79-12.  Action  reijutred 

ELSENHUT.B,  G.         Division   of   Operating    Reactors.       79/OW21.       -49pp. 

7710090595  Forwards    IE  Circular    79-20,     "Failure   of   GTE  Bylvanid    Helm). 
TYPO  Ph  bulletin   7305  Catalog    5U12-1  1-ftC   w/iao  Volt   ac 
Coil."  Ho  action   requlrod. 

OHIER.D.4I,  Rfglon    1.    Philadelphia,    fifties    of    tho    Director. 

79/09/24.        lp. 

'040133  Forwards    IE   Info-  Notite    79-23,     "EmBrgenci;    Dinnel    Qunprfltor 
be  Oil    Coolers."    No  action   required. 

lER.DMf.  Region    1.    Ph  i  lad*  Ipfiln,    OfPU«    of    the    Director. 

/Q9/26.       4pp. 


791010037S   Fonunrtfa    LEW    79-022/O1T-0. 

SCHNEI&ER.R,  H.       Niagara   Mohaufc    Power   Corp. 


4p. 


Forwarili    IE  Bulletin  79-2'i.     "Froien   Lines."    Action   required, 
ORtER.B.H  Region    1'    Fh  i  tailel  ph  f  a.    Office    of    the    Director. 

79/09/27.       I  p. 

79101o053B  Forward*    IE    Inlo   Notice    79-2S,     "Reactor   Trips    at    Turkey 
Point  Unlti    3  &  4.  "   No   action   rnqulred. 

GRIER.B.H.  Region    1,    Philadelphia,    Office    of    the    Director. 

79/10/01.       lp, 

791O170&20  Forwards    IE   Info   Notice    79-24.     "Overpresscir  i  tat  i-on    of 
Containment    of  PHR   Plant  /IPter  Main   Steam  Lin*    Break.  "    Nn 
action   required. 

ORIER,  e,H.  Region    1.    Ph  I  ladeljih  la.    Office   of    thn    Director. 

79/10/01.       lp. 

R.    PBriodlc    operating    r-iports    b  related    corraipondence 

7910170334  Foriuards   montnlu   oparating    rept    For   Sept    1979. 
BCHMEIDER.S.fl,      Niagara  Mohawk   Power  Cnrp,       79/10/09,       Io. 


— 791010O384    LEfi    79-023/O1T-0:  on    790913, noted    failure    to     inotall 
constraint    an    containment    spray    ays    outside    primary 
containnesi  t    per    const    draw  ing  B,  Initiated    dosign   &   order    to 
install    constraint.  Containment    spray     loop    inoperable. 
BUN.L.  B.         Niagara    Moheufc    Pouier    Carp.        79/10/01.        lp. 


DOCKET    50-221    UNIV,      OF    CALIFORNIA    RESEARCH   REACTOR 
0.     Ad  j  udi  catorij    correspondence 

771002QBAO    Ac  k    receipt    nf   79OB03  Itr    endorsing    Fricnda    of    the    Earth 

requast    tn    suspend    all    reactor  activity   at   Etchverry    Hall, 

Univ    of    CA.  WRC    has.    received    no  oucti    requeat. 

DENTON.H.  R,        Office    of    Nuclear  Reactor    Regulation.        79/09/17,        lp. 

H.     General    correspondence 


7910110322    Informs    NRC    of    change     in    administrative    assignments. 
SN  Hapl-an    ia    reactor    admi  ni  st-rator    for    research    reactor. 

,  V,  E.       Cal  iroi-nta*     Univ.     of,     Berkeley.       79/10/05.        lp. 


J      Insurance   (<    indemnity    information 

7710300330   Forwards    o«ecuted    Amend     14    to    Indemnity    Agreement    E-1S. 
MQEER,  W.  E.       California,     Univ.     of,     Berkeley.       79/10/23.       2pp. 

P,     Operating    license-    stage    documents    &  correspondence 

79102S0421    Forwards    Amend    H    to   License  fi-101 .  safety    evaluation   !<   notice 
of    issuance    !t   ava  i  I  ab  i  1  i  ty. 

REID.  R.  H.  Operating    Reactors    Branch    1    <Pre    7*71030),       79/O9/2D. 

3pp. 

— 7910230422   Amend    2    to    License    R- 101 , on  tend  ing    eipiration    date    & 
incorporating    revised    Tech    Spaes, 

GAMMIS-L.  W.  P,          Assistant    Director    for   Operating    Reactor   Projects 
<Pre    791030).         79/09/2H.        3pp. 


Tech    Specs    Amend    S. 
«        Assistant    Dlroctar    for   Operating   Reactor   Projects    (fro    79101)01. 
4Ipp, 


—  7910230'130   Safaty    evaluation    -supporting   Amend   2    to   License   11-101. 

«      Office    of    Nuclaav    Reactor    Regulation,       79/09/2Q,       Spp. 

—  7910290432  Notice    oP    issuance    h   aval  lah  i  1  i  ty    of   Amend   2    ko   License 

R-101. 

REIDin.W.  Operating    fioaclnrs    Uranih    1    (Prs   791030),       79/09/SB. 

3pp. 

7910S60165    Submits    NRC    Interpretation   of   Tech   Spec    4,3   re    internal 
insp    of    fuel    elements. 

REID,  R,  W.  Operating    Reactors    Branch    4    (Pre    791030),       79/10/13. 

Sap, 


DOCHET    30-233  RPI    CRITICAL   EXPERIMENT 
J.     Insurance    h    Indemnity     Information 


—7910170537  Monthly    operating    rept    for   B«pt    1979. 

PEflKINS.T.J.       Niagara  Ho  haul!   Power   Corp,       79/10/09,       4pp, 


7910230421    JTiocutad    ftmend    10    to    Indemnity   Agreement   E-42, modifying  . 
prefatory    language    re    transportation,  handling    Ic   temporary 
iboraga    of    radioactive    matl. 

SALTIMAMi^.  Antitrust    &    Ind^mnitu   Qroup.       JUDEL. 0.       Densselaer 

Polyt«thnlc    Irst,       79/1O/19.        lp. 
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P,     Operating     license    stage    dc 


snts    &   correspondenct 


7910310395  Forwards   FH   notice    of    proposed    renewal    of   amended 
License   CX-22. License    mill    not    eipire    until    Final 
determination    made    on    application. 

REID.R.U.  Operating    Reactors    Branch    4    (Pre    791030)          79/iO/lB 

3PP. 

—7910310100   Notice    of    proposed    renewal    of    amended    License    CX-22. 
ER1CK6ON.P.  H  Operating    Reactors    Oranch    4    (Pre    791030) 

77/10/19.        4pp. 


7910110235   Forwards   NUREQ/CR-O727.     "BUR   Offgas    Su.s   Evaluation    "    Sys 
provides   reasonable  assurance    that   potential    For   eiternal 
offgas    Biploslons    is    mi  nimi  t  ed.  W/o    encl. 

OAMMILL,  W.  P  Assistant    Director    for   Operating    Reactor    Pro.erts    (Pri 

791030).        79/08/22.        29pp. 

7910030734   Notifies    of    suspension    of    review   work     on    submittals    re 
containment    air    dilution    sys    t.    Oeinertlng    until    NRC   acts    on 
recommendations    of    TMI-2   Lessons    Learned    Taslr    Group 

r"tor  for  °PEratln9  Bi"top  pTOject9  (Prt 


Q.      Inspection    reports,     IE    Bulletins    &    correspondence 

7910030076   Forwards     IE    Info    Notice    79-3O.  Revi  sion    1,     "NRC    Enforcement 
Policy    -   NRC    Licensed     Individuals.  "    Notice    reissued    to 
correct  word    omission   fc  punctuation    error   which    changed 
intent   of    statement. Changed    statement    underlined    in   teit 
OfilER.D.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/07,        Ip. 

DOCKET   30-226    TARAPLJR    ATOMIC    PROJECT 

A.     Application/construction    stage    documents    &    correspondence 

7910290405  Forwards   OE   791O01    I  tr   re    proposed    export    of    si,    nautron 
detectors    to    India    fpr    use    In    Tarapur    reactor. 

PETEfiBON.M.H.         Assistant    Dlractor    for   Export/ Import   !,    International 
Safeguards.       79/10/1O.       Ip. 

« 

DOCKET   SO-22B   AEROTEST   RAD10GRAPHV    fc    RESEARCH   REACTOR 
J.     Insurance   &    indemnity    information 

7910260294  Forwards    eiecuted    copy    of    Indemnity   Agreement    B-S, Amend    itj 
NEWACHECK,  H.  L.        Aerotest    Operations.        79/10/15.        2pp. 

DOCKET    50-237    DRESDEN   NUCLEAR    POWER    STATION,     UNIT    2 

F,     Security,    medical,     emergency    fc    fire    protection    plans 

7910110365  Forwards   Revision   3   of    interim   security    plan. Plan  uithhelil 
(ref    10CFR2.  79O). 
PEOPLES,  D.  L.       Commnnmoal th    Edison    Co.       79/10/04.       Ip. 

0.     Ad  judicature    correspondence 


7910030007   Forwards    minutes    of    Regulatory    Requirement    Review   Committe 
Meetings    1-B2   t,    "For    Comment"     issue    of    of    draft    Reg    Guide, 
'Qualifications    of    OA   Program   Audit   Personnel    for   Nuclear 
Pouier  Plants.  " 
ZIEMANN,  D.  L 
2pp. 


Operating    Reactors    Branch    2    {Pre    791030). 


79/QB/2B 


—7910030009   Summary    of    Regulatory    Requirement    Review   Committee   Heetinci- 
1-92    (7-10429-790223). 
CASE.E.Q.       Office    of    Nuclear   Reactor   Regulation.        79/09/23.        ISOpp. 

79100IOI2B  Notification    oP    cancellation   of   79O924   meeting   w/utll    re 
Comm  Eil   proposed    approach    to    resolving   8EP    Topic    111-5  A. 
"Pipe   Brek    Inside  Containment.  " 

O'CONNOR,  P.  W.       Operating    Reactors    Branch    2    {Pre    79IO30)         79/OB/31 
Ip. 

7910190162  Requests    that    all    Drawings  &   schematics    submitted    in    support 
of    SEP    topic   review  be    prepared    in   sets    of    si*    or   as   set   of 
aperture   cards. 

ZIEMANN.D.  L.       Operating    Reactors    Branch    2    (Pre    791O30)         79V09/O6 
2pp. 

7910010501    Notification    of  790921    .nesting    w/util     in   QethBada,  MD    to 

discuss    util    apprnach    to  SEP    Topic     III-5.A,      "Pipe    Break 
Inside   Containment.  " 

O'CONNOR.P.  U.       Operating  Reactors    Branch    2    (Pro    791030)         79/07/11 


7910020151   Notification    of    790912  rneating   w/SEP    owners   group    in 
QpthesdaiHB   to   discuss    pn  i  I  osophg  ,  schedul  e   a   objectives    of 
SEP   t,   draft  LLL-TERA  mpt   on    site    specific    spectra. 
O'CONNOR,  P.  W.      Operating    Reactors    Branch   2    (Pro    791030)        79/09/11 
Ip. 

7910090S71    Informs   of   NRC    acceptance   of  Revisions    8  &   9   to   Cornm  Ed 
QA   Topical    Rupt   CE-l-A,     "Comm   Ed    Co  QA  Program    For  Nuclear 
Generating    Stations.  " 

a.  M,  Quality    Assurance'    Branch.        79/O9/  1  1  .        Ip. 


7910090069   Notice    of    reconst i tut i on    of    ASLD    in    proceed  ing. JF'  Uol f    wtll 
replace  E  Luton    as   Chairman   of    Board 
LAIO,R.M.       Atomic    Safety    and    Licensing    Board   Panel.       79/07/30.       Ip 

79102SQ410   Notice    of    appearance    on    behalf    of    NOnC,  Cartlf ica to    of    Svc 
enc  1. 

FLEISCHAKER,  D.       Natural    Resources    Defense   Council.       FLEIfiCHAKER,  D 
FleUchakor,     D.     5.       79/09/27.       3pp. 

H.     Oenerol    correspondence 

7910010364   Discusses    reoraani  iflt  ion   of    desl  gn,  operati  ons    i.   Hcenoinq 
activl  ties. 
REED.C.       Commonweal  th    Edison  Co,       79/09/21.        Ip. 

791003.0509  Notifies    of    internal    reorganization   of   nuclear  activities, 
All    correspondence    re    licensing    should    be   directed    to 
DL   Peoplen. 
REGD.C.       Commonwealth    Edison  Co.       79/09/21.       2pp. 


7910030B16  Notification    of    790931   meeting   w/utU    in   Betheada.HD   to 
dlocuBs   proposed    approach    to    resolving   SEP   Topic    III-5.A, 
"Pipe  Breal    Inside   Containment." 

O'CONNOR, P.  W.      Operating    Reactors    Branch   3    (Pre    791030)        7-?/09/i4 
2pp. 

7910160145  Notification    of    790936  meeting   w/Harl<    I    ouners    in  DetheEda 
MD    to   discuss   pool    swelling    compressibility    effects   t, 
douincomer    conitensation    loads. 
ORIMEB-C,  I.  Plant   Bustcms    Branch    (Pre    791030).       79/09/24,        Ip. 

7910D40576  Notification    c-f    791O1 1    meeting   w/util    to   discuss    seismic 
rcvi  GUI. 

LEVIN.H.A.  Systematic    Evaluation  Program    Branch    (Pre  791030) 

79/09/35.       Spp.  , 

7910050394  Forwards  Reload    I.Cijcle  7  repts;     "Startup   Tent    l:Cnre 
Loading    vsri f Ication,  "    "Startup   Tact  2:Control    Rod 
Oporability    t<  Bubcritital    Check"   t,   "Startup    Test    3:  Transient 
In-Core  Probe   Bgs   Symmetry.  ..£.   Total   Uncertainty.  " 
JANACEKiR.F.      Commonwealth   Edison   Cn.       79/09/25,       tp. 


791023027B  Forwards   addl    detailed    info   re    util    resources   l<   technical 
capabilities    available    to    handle   unusual    events, 
JANECEK,  R.  F,       Commonweal  th    Edison  Co.       79/JO/16.       2-lOpp. 

P.     Operatins    license    stage    documents    b   correspondence 

79100-10031    Forwards   NUREO-0560,     "9taff  Rept   on   Generic    Asiessmeht    of 
FoBdwater   Transients    in   PHRs   Designed    by    B&W.  "   W/o   enr.l. 
ftSIHES.B.  K.         Assistant   Director    for   Systems   Engineering    (Pre 
791030).       79/Oi/ll.       12pP. 


— 7910050401    "Startup   Test    l:Core  Loading   Verification." 

*  Commonwealth   Edison   Co.       79/09/29.       Ip. 

— 7910050405    "Startup    Teit   2:Control   Rod   Dperaollitu   h  Bubcrittcal 
Check,  " 

*  Commonweal  th  Edison    Co.       79/O9/25.       Ip. 

— 7910050416    "Startup    Test    3:  Transient    In-Cora   Probe  3ys  Summetry, 
Reproducibility   ti  Total    Uncertainty." 
»      Commoniueal th  Edison    Co,       79/09/ag.      Bpp. 


7910090241   Forwards   FR   notice    of   amend    to    10CFR73. 55  re   requirements 
for    physical    protection    of   nuclear    power   plants. Amend    rtefers 
implementation   of    physical    anarch    requirements    from  790BOI 
to   791101. 
DENTQN.H.R.       Office    of   Nuclear   Reactor  Regulation.       79/OB/10.       49pp. 


— 79100S04S1    "Startup   Test    4:  Initial    CH tieali ty    Comparison. 
»      Commonuealth   Edisor    Co.       79/09/25.       3pp. 
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791O170010   Discusses    need    far    addl    confirmatory    full    stale     tests    to 
establish    uncertainty     in    load    magni tudes    re    condensation 
oscillation     1  oad    definition    proced urea,  Draft    Itr    to   Mart     1 
utila    re    test    program    encl 

GRIMES. B.K.  Assistant    Director    for    Systems    Engineering     tPre 

791O3Q).        79/O9/25.        1pp. 

791017COO6    Discusses    resolution    of    potential    problem    re    Hark     I 
containment    Identified     in    710B3I    memo.  Addl     Info    ro    renpfliis-s 
characteristics    of    douincomoi — vent    header    EIJS    shnus 
sufficient    structural     fatigue    margins    ciist    Evaluation    enc  I 
DENTDN,H.R.        Office    OF    Nucloar    Reactor    Regulation.        79/09/26.        2pp 

7910320413   Forwards    guideline-a    fur    valve    operability    re    containment 
purging    !<    venting    during    normal     o.p  ei-ati  on.  Requests 
commitment    to     imp]cjnent    valve    qualification    program   uiithin 
30   dacjS. 
EISENHJT.D   G.  Division    of    Operating    Reactors.        79/O9/27.        3ppi 

/91OO9034B    Forwards    competed    revised    pages    to    Tech    Specs    for    Amends    M 
^    39    to   Licenses    DPff-19   f,    DPR-35,  respec  t  i  velyj  f  or    Ureuden 
Units    2   ft    3   6    Abends    53   a    50    to    Licenses    DPR-29    t.   UPI1-30, 
respectively,  fa*1    Guad-Clti*B    Units     I     fc   2 
JAttECEK.fi.  F.        CDmmoncueal  th    Edisopi    Co.        79/10/02.        ypp. 

— 7910090350    Corrected    revised    pages     to    Tech    Specs    for   Amends    •ll    fc    3?    tn 
LiconEos    DPR- 1?   t,   fiPR-25.  respectively. For    Dreu-den   Unl  in    3    >• 
3    tt   rtraends    53    !,    SO    to    Licenses    DFFI-29   R    OPH-30,  respioc  tive  1  u , 
for    Quad-Cities    Units     1    !.   .3. 
*      Commonweal  th    Edison    Co         79/10/02         Bpp 

7910130216   Submits    Class     III    fee    re    integrated    primary    containment    leak 
ratfl    test. Foe    inadvertently    omitted     from   790V07    1  tr. 
JANECEK,  R.  F.        Commonwealth    Edison   Co.        79/1O/OH.        :^pp 


7910090153    Forwards    IE    Bulletin    79-21,     "Temp    Effects    on    Level 
Measurements.  "   Action    required. 
KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/OB/l:) 


7910050392   Forwards    IE    Info    Notice    79-20,     "NF1C   Enforcement    Policy    - 
NRC    Licensed     Individuals.   "    No    action    required. 

KEPPLER,  J.  O.  Rsgion    3,     Chicago,     Office    of    the    Director.        79/OB/H 

IP 

7910030155   Forwards     IE    Circular    79-17,     "Contact    Problem    in    SB-IS 
Switches    on    GE   Metalclad    Circuit    Breakers.  "    No    action 
required  . 

KEFPLER.J.  G.  Region    3,     Chicago,     Office    of    tho    Director         79/06/14 

Ip. 

7910010239    Forwards     IE     Insp    Rents    50-010/79-11,50-337/79-19    !. 
50-349/79-16    on    79071O-3O,  No    noncompl  lance    noteif: 

HEISHMAN.R.  F.  Region    3,     Chicago.     Reactor    Operations    Nuclear 

Support    Branch.         77/OB/  IB.        2pp. 

—  7910O1O24B    IE    Insp    Repta    50-0)0/79-14,50-237/79-16   &    50-219/79-1A    on 
790710-30.  No    nun  camp  liance     no  ted,  Major    areas     inspected' 
maint.jilant    Qparations.  physiial    protoctinn    (security 
organ  iiati  on)     &    physical     protection    (access    control) 
DARKER,  J.  L.  .,     SPES3ARD,  R.  L.  Region    3,     Chicago.     Office    of    thu 

Director.        79/OB/17.         hep. 

791QQ30795    Forwards     IE    Qmlletin    79-02,  Revi  si  on    l.Suppl     1,     "Pipu    Buppoi-b 
Uase    Plate    Designs    Uaing    Concrete   Expansion    Anchor    Dolts.  " 
Action    required. 

KEPPLEH,  J.  Q  Region    3,     Chicago,     Office    of    tnu    Director.        79/OB/2O 

Ip. 


7910)10380   Responds    to    790730,  OB2Q   d   O907    rpqueits    for    iiddl     infn    re 
containment    purge   r,<    venting    stjt    at    fac  1  1  i  tie  5.  ForujarOr, 
outlined    question   *    answer     format     to    NFiC    for    revieu,    in 
response    to   request 
PEOPLES:  D.  L.        Commoniuoalth    Edison    Cn         79/lG/Ofl          Bpp 


7910110B49   Forujrds    "Evaluation    at     Intel-act 
Sijs   !.   Saf-Btij-GradD    Bys     for    2ion    EtatioTi" 
Interaction    Detuean    Nonsafety-GraiJe'    Bgs    d 
for   Dresden   t>   Ouad-Cities    Stations.  " 
PEOPLES,  D   L.        Commonwealth    Ellison    Co.         77/IO/O 


?    lic-t^EBn   Nonsaf  etn-Or  ad  i 
Evaluation    of 
t  ctg-Bi-ailif    Siyii 


—  7?101102S9    "Evaluation    of    Interaction    Dctueen    Nonsaf  etij-Gra  J  p    Sv 
Safety-Orade    Sys    for    Oresd&n   &    Quad-Cities    illations    " 
»      CommonuicaJ  th    Edison   Ci>.        79/10/05         19pp. 


7910030125   FarmarilB    response     tn     IE    Bulletin    79-15,     "I>eep    Draft    Purap 
Def  ic  ienc  ies.  " 
HEED.C.        Commonweal  th    Edison    Co.        79/09/05.        20pp. 

7910020015   Forwards    rBnuest     for     addl     info    re    containment    purge    sya    h 
containment    venting    si|s    for    continuation    of    revieui   of 
justification    for    unlimited    purging. 

IPPOLITO,  t.  A.  Operating    Reactors    Branch    3    (Pre    791O30),        79/O'?/07 

3fi  [i. 

7910020)76    ForuiardB.    IE     Tnfo    Notice    79-20,  Revi  si  on    1.     "NRC    Enforcement 
Policy    -  NRC    Licensed     Individuals. "    Notice   reissued    to 
correct    uartJ    amisBion    &    punctuation    error    which    changod 
Intent    c-F    5  tatement.  CJianged     statement    underlined     in    tent. 
KEPPLER,  J.  G.  fleginn    3,     Chlcngo,     Office    oF    the    Director.        79/0"V/07. 


7910220337   Forwards    addl     info    re    method  ol  ogy    for    de  termi  ni  nn    degraded 
voltage    t  onditions  ,  in    response    to    7TO1!!/   revues  t.  Ropl    re 
review   of    adequacy    of    electric    rf  istr  i  buting     oys    voltauEG 
billl    ha    submitted    by    791101 
JAMECEK,Fi.  F,        Commonwealth    Edison    Cn,        79/1O/09.        vup 


7910160198    Submits    status    rept    in    response    to    IE   Bulletin    /9-14, 
"Seiimic    Analyses     for    As-Built    Saf  Hty-Related    Piping    Sij5.   " 
DescciboE    Eco'pe,  prugr  e  ss,  miinpouer    &    complotlon    schedule    (or 
accessibia   &    inaccessible    insps 
PEOPLES.!).  L.         Commonuiearth    Ediaon   Co.        79/09/11.        Clpp 


7910E30305   ForiuardB    corami  tmpnts     tn    meet    TMI-B    Lessons    Lparned    fc 
Emergency   Preparedtipss    Taslr   Force    rpqul  remrnti    re    t.ncls    6  t, 
7   of    NHC   790713    1  tr.  Demons  trati  on    of    compliance    tor    Dresden 
Unit    1    luiJl     bo    sent     In    Nov    19tiO. 
REEB.C.       Commonuioal  th    Ediso-nCo.       79/10/10.       19pp 


791039O343    HeapoiidE     to     IE    Bullet-  ins    79-03,79-13   i    79-11    re    pipe    support 
hiise    plate    de  s  i  gn-s,  crac  fc  ing    in    Fnoduiater    sgs    piping    t< 
seismic    analy  ses,  rospec  ti  vely.  HcqueEts   addl    time    t<i    complete 
insps.  Extension    mill     have    no    adverse    effects. 
PEOPLES,  D,  (,.        CDmmn.nuioalth     Edison    Co,        79/09/11,        flpp 


».     Inspection   reports,     IE   Cullptint    ?.   torreHpondence 

7909I300i7   Discusses    TvA   responses     to    IE    Bulletin.    79-01    re    envirun 
o.ualif  ication    oF    stflm-mountctf    limit    fiLultchos    on    main    GtB.im 
line    UgJation    valves.  Lists    conditions     to    be-   met     Fnr 
unqualified    >ut  tche-s. 
LftINA6,0.  Plant    Systems    Branch     (Pro    791030).        79/06/06.        t'|j|i. 

7910090521    Forwards    IE    Bulletin    79-19,     "F'ac  kaging    oP    Lou   Lnvel    Radua 
for   Transport   !,    Burial."    Action   required. 


KEPPLEFi,  J,  0. 


Region   3,    Chicago.    tifFico    of    tfij;    Diretti 


7910050309  Acfc    receipt   of    79070i   1 tr    InForralng    NRt    oF    steps    taken    to 
correct   violation*   noted    In    IE    Insp   Roots   SO-01O/79-13, 
50-237/79-15   &   30-349/79-13 

HEIBHMAN.R.F  Region    3,    Chicago,    Reactor    Operations    NucJear 

Support  Branch.       77/00/13        ]p. 

—79100902)6   fl-iponrii    to   NRC    790615    Itr    re    violation*    noted     tn     IE    Inn 
Rejts    SO-C-10/79-12,  50-237/79-13    1,   50-349/79-13.  Correc  t  ive 
a(tionS3250-volt   dc    HCC    3   hatterlB5    opened  ?,  removad, 
restoring    sija    to    normal    lineup. 
fiEGD.C,       Cininnanumalth   Editan   Co,       79/07/06.       3pp. 


7-710190351    Submits    status    rep  t    per    Jul     1979    d  i  scussi  nn,  in    response     to 
IE    DtillBtin    79-02.  re    pipe     suppo-rt    base    plate    dosigns    usirifl 
concrete    expansion    anchor    b  o  1  1  s.  Dcscr  ibes    scope,  progroos    *, 
manpoiijar    re    anchor    aasembllea    throutih    79091O. 
PEOPLES,  D.  L.       Commonycal  th    Edison   Co,       79/09/11.       3pp, 

7910030223   Fc-ruiarda    IE   Circular    79-19,     "Loose  Locking    Devices    on 
Ingcrsol  ]-ffand    Pump    Impellers.  "    Ho   action   required 
KEPPLEF1.  J.  G.  Region    3,     Chicago,    Office    of    the    Director,       79/09/13 


7910230240  Forwards    IE    Insp    Repts    50-010/79-17,50-937/79-20   & 
5O-219/79-1H    on    790B01-31    &    notice    of    violation. 

HEIBHHAN,  R.  F.  Rcjion    3,     Chicago.     Reactor   Operations    Nuclea 

Support    Branch.        79/09/13.         2pp. 


-79103303-37    Notice    of    violation    from    insp    on   79O801-31. 

*  Region    3,     Chicago.     Office    of    the    Director.        79/09/13. 


Ip. 


-79 1 0230£t,2     IE    In&p    Rept*     50-OBO/79-1 7.  50-237/79-2O   (,    50-249/79-19    on 
790B01-31,  Noncc-mp  1  lance    noted  :  fai  1  ure    to    follow   procedures 
re    ventilation    control    aya 

HAfiHER.  J.L,  .     EFESSAflD.  R,  L.  Region   3,     Chicago,     OfPice    oF    thu 

Director.        79/O9/13.        Spp. 
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791030008.2   Forwards    IE    Info    Notice    79-22.     "Qualification    of    Control 
S<js,  "    Wes-tinghouse    790B30    Itr   &   Public    Bvc    Electric    d  Gas 
Co    790910    Itr    re    potential     unroviewed    safety    queati on. ActI on 
required    within   20   days.  IJ/o    encl. 
DENTQN.H.H.        Office    of    Nuclear    Reactor    Regulation.        79/09/17         43pp. 


—7910310143   Raoponds    to    NRC    790921     Itr    re    violations    noted    in     IE    Insp 
nepta    50-010/79-15.50-237/79-19    J,    50-249/79-1 7.  Correct ive 
actions:  Special    Operating    Procedure    SOP— MS    was    successfully 
utiliied    to    tallbr   Units    2    t,    3     liquid    effluent    monitors. 
PEOPLES, D.  L.        Commonweal  th    Ellison   Co.        79/1Q/1O.        Spp. 


79'1024QQSO    Responds    to    IE    Bulletin    79-1B,     "Audi b 1 1 ity    Proa  1  em 
encountered    on    Evacuation    of    Personnel     from   High    Noiso 
Areas."   Mods    issued    to    install    addl    evacuation    sirens   at 
several     outside    locations. 
PEOPLES.  D,  L         Commonwealth    Ellison    Co.        79/09/2O.        4pp. 


S.     Reporta&lE 


LERe    tt    related    correspondence 


7910160494   Forwards    LER   79-04S/O3L-O. 

5T6PHEN80N,  B.  B.        Commonwealth    Edison   Cc 


791QI60Q2J  Responds  to  IE  Bulletin  79-19 
level  raduaste.  Al  1  requirements  folloui 
PEOPLES.  D.  L.  Commonwealth  Edison  Co.  79/09/S1 


pacVaqing    t,  disposal    of    lou 
3pp. 


791O23G561    Forwards    NRC    79Ofi26    Itr    re    multiple    equipment    failures    f, 
surveillance    testing    errors,  uh  ich    uias     incorrectly 
distributed.  Also    forwards     IE    Insp    Septs    50-295/79-13   f, 
50-304/79-12.  Action    required 
EESENHUT.D.  Q.  Division    of    Operating    Reactors.        79/09/31.        49pp. 

7910110111    Forwards     IE   Circular    79-30,     "Failure    of    GTE   Sylvania    Rel.iU, 
Type   PM   Bulletin    7305, Catalog    5U12-11-AC    w/120   Volt    at 
Coil."    No    action    required. 

KEPPLER,  J.  <J.  Region    3,     Chicago,     Office    of    the    Director         79/09/2'! 

IP- 


--7910160503   LER    79-OdB/03L-Oj  an    79090B,  w/unit   at    steady    state    conditi 
chimney    samplings    sys    loat    flow    for     10   minutes    Caused    by 
utacfc     gas     sample    pump    selling    after    natural    deterioration. 
Pump    tu-1 1  ]    be-    replaced. 
BADRAN.S      Commonwealth    Edison    Co.        79/09/26          Ip 


7910180371    Forward-*    LER   79-O49/O3L-0. 

3TEPHENSON,  D,  B.        Commonwealth    Edison   Co. 


79/10/10. 


— 79101B03BB   t-ER    79-049/03L-O;  on    79091B,  noted    that    diesel    generator    fual 
oil    samples    were   not    taken    Apr     197V    as    requl red. Caused    by 
personnel    error,  Appropr  iats    individuals    instructed    aa    to 
importance    of    monthly    surveillance. 

Rp  A.  A.        Commonweal  th    Edison    Co.        79/10/1Q          Ip. 


79lO34QOoi.   Forwards     IE    Insp    Repts    50-010/79-15,50-237/79-19   & 
50-249/79-17    on    790B3B-31    &    notice    of    violation. 

DAVIS, A,  Q.  Region    3,     Chicago,     Fuel    Facility    !,    Materials    Safety 

Branch.        79/09/24.        2pp. 

— 79102-10074    Notice    of    violation    from    insp    on    790B2B-31 

»  Region    3,     Chicago,     Office    of    the    Director.        79/09/20.        Ip. 


7910330461    Forwards   LER   79-OSO/O3L-Q. 

LONG,  D.        Commonwealth    Edison    Co.        79/10/12. 


IP- 


--791033D1A6   LER    79-050/031-0:  on    790919,  reac  tor    bldg    overhead    crune    pro- 
use    survelllanee    procedure    started    but    not    completed    prior 
to    lifting    of    restricted    load. Caused    by    personnel    error  d 
lark    of   procedural    controls. 
LONG.  D.        Commonuealth    Edison    Co.        79/10/12.        2pp. 


~7910ait)OB9    IE    Insp    Repts    5O-O10/79-1  5,  50-237/79-19   !,    50-249/79-17 
on   790B2B-31.  Noncompl  iance    no  ted:  fai  lure    to    have   approved 
calibr    procedure    for    Units    S    b   3    liquid    effluent    monitor. 
HIATT.J.W.  ,     GREQER.L.R.  liegion    3,     Chicaqo,     Office    of    thi> 

Director.        79/O9/20.        Bpp 

7910O4Q195    ForuardB     IE    Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers."    No    action    required 
KEPPLER.  J.  0.  Region    3,     Chicago,     Office    of    the    Director.        79/09/26 


7910390236    Forwards    LER   79-052/O3L-0. 

BTEPHENSCN,  B.  B.        Commonwealth    Edison   Co. 


— 7<?!0290340   LER    79-053/03L-0.  on    791001,  d  iesel    generator    declared 
inoperable.  Caused    by    entry     of     fire    sye   water     into    diescl 
generator    control    cabinet     through    room   duct,  (toon    durta    were 
seale/d    to    prevent    recurrence 
AMHAR,  A.  A.        Commonweal  th    Ed  la  on    Co.        79/10/13.         ap 


7910040034    Forwards     IE    Info    Notice    79-24.     "Froion    Linos.  "    No    action 
req.uii'ed- 

KEPFLER.J.  0,  Region    3.     Chicago,     Office    of    the    Director.        79/09/27 

Ip. 

791O330239   fleaponds    to     IE    Bulletin    79-14,      "Seismic  Analysis    fur 

Aa-Bullt   Safety-Helated    Piping    Sys.  "    Anticipateo  completion 
af    ualk-doujn    phase    by    791014. 

PEOPLES,  B,  L.        Commonweal  th    Edison    Cn.        79/09/2Q.  ?pp. 

7?1O170?4-1    Foruiards    IE    Info    Notice    79-25.     "Reactor    Trips    at    Turtei, 
Point   Units   3  &   4.  "    No   action    required. 
WEPPLER,  J.  O,  Region    3,     Chicago,     Office    of    the    Director.        79/10/01 


79LO1S059S   Forwards    IE    Info    Notice    79-34,     "Overpressur  i  ration    of 
Containment    of   PWn   p|ant   After   Main   Steam  Line   Break.  "   No 
action    required. 

KEPPtER,  J.  G.  Region    3,     Chicago,     Office    of    the    Director         79/10/01 

Ip. 

791G24Q376  Approves    request    for    time    eitension   re    completion    of    insps 
required     by     IE    Bulletins    79-21,79-13   8.   79-14. 
KEPPLEfi.  J.  0.  Region    3,     Chicago.     Office    of    the    Director.        79/10/04 


791O260032  Forwards    description    of   computer    programs   li   verification 
procedures    for    seismic    analysis    of    piping,  in   response    to 
IE    Bulletin    79-07. 
PEOPLES..  D,  L.       Commonwealth   Edison   Co.       79/10/12.       7pp. 

7910310379   Forwards    Revision   S    to    IE  Bulletin   79-13,     "Cracking    in 
.    Feeduater    Sys    Piping."    No    action    required. 

HEPPLER.J.  S.  Region   3,    Chicago,     Dffics    of    the    Director.       79/10/19. 

If- 

7910310139    Ack     receipt    of    791010    Itr    informing    NRC    of    steps    taken    to 
•correct    violations    noted     in    IE    Insp    Repts    50-010/79-1S. 
50-237/7^-19    &    30-249/79-17. 

DAVIS,  A,  B.  Region   3,    Chicago,    Fuel    Fac  i  1  i  by   &  Materials   Safety 

Branch.        79/10/22.       Ip. 


79IO300209    Forwards   LEI)   79-056/03L-0.. 

STEPHEN5DN,  B.  fl.        Commonuicalth    Edison   Co, 


—7910300314   LEO    79-056/03L-0:  on    791004,  fuses    for    normal    6   rese 
to    relief    valve    b  1  eoi.  render  1  ng     relief    valve    inoperable. 
Caused    by    socket   shorting    uhile    changing   cloaed    indication 
light    bulb    for    2-B  elec  tromat  ic    relief  valve. 
DUNBAR,  J         Commonwealth    Edlaon    Co.        79/10/23          J|i 


7910300216  Forwards  LEf)  79-051  /O3L-Ov 

BTEPHENSON,  B.  D.        Commonwealth    Edison  Co. 


—7910300219  LER   79-Q51/Q3L-0:  on   790-925,  during   monthly    surveillance, 
pressure    switch    2-1632   D-l     tripped    at    56.2    Inchon    water 
i  ncreasing .  Caused    by    instrument    drift,  Pressure    suiithc  reset 
to   53    1    inches    water. 
KfHTW.G.L.        Commonuealth    Edison    Co.        79/10/23.         Ip. 


DOCKET    50-243   OREGON   STATE   UNIV.     RESEARCH   REACTOR 

P.    Operating    license   stage   documents    <<  correspondence 

79101Q043B-  Responds    to    tetcon   ui/QS  Vissing    re  clarification   of    ansmor 
to    Question    10    i  it  790817    Itr.  re   margin    of   safety    for  most 
critical    parameter.  Fuel    temp    will    be    increased    if    new 
instrumentation    sys    is    Installed 
WANG.C.H,        Dragon   State    Univ.        79/10/10,        9pp. 


DOCKET   50-344   ftOBERT  EMMET  OINNA    NUCLEAR   PLANT,    UNI  T    1 
F.    Security,    modlcal.     emergency    &    fire   protection    plans 

791O170599   Forwards   NfiC   position    on    safe    shutdown    capability    to    help 
license*    prepare    response    to    -safotu    evaluation    for    fire 
protect  1  on. 

IIEMANNj  D.L.        Operating    Reactors    Branch    3    (Pre    771O30).       79/09/11. 
3pp. 

79100S040B   Forward*    addl    info    required   by   790214    fire    protection 
safe  fcy    evaluation. 
HHITE.L.D.      Rochester  Gas  fc  Electric   Corn.      79/07/3B.      4pp. 


36 


DOCKETED  ITEMS 


HSP 
HEP 


^ 

nlitll  ^^IrT,^  p(p(ns  "rviclnfl  "  "•"»*•' 

WHITE.  L.D.        Rochester    0aS    S,   Electric    Corp.         79/10733.         Ip. 

-™~!™"!L!11!!!!!..!^    -*°<:u.™BntS    &   correspondence 


rErd*.!    2"**   ^M"'    °f    ""-1""*   *    "h^atics.or   on,    sot 
r?    V       i!lb*    aubffljt*ed    i»    fdtur*    for    NflC   revieu  of 
ic,,  together   Winde,    update,  Supersedes    NRC   790636 

D-.  L.       Operating    Rcattora    Branch    3    <Pre    791O3OK 


D"»fl"«"    "y    BtH.   «     tf/o    «ncl. 


^rn™*    F»   •"»""    °f    «m.nrf    ta    JOCFR73.  53   re    reQuiremen  tf. 
?!    prD*Bt:llil">    »f   nuclear    power    p]  ants,  amend    defers 
""""'"I     *"rch    r.quiremants    fro-,   7-JQBOt 

EEMTON.H.  R.       Office    pf   Nuclear   Kc-actor    Regulation,       79/08/1O.      49PP. 


^ 


n 
Dperitlni, 


wners    g,oup    ln 
fc    objective,    af 
M«tp*. 

<P^&   79103O),       79/O9/J1. 


77/09/1*"'     4      S 


ZIEMANN-D.L, 


—  7-7I0050SBI    Bafatij 


atlc    Evaluation   PrDgram  Dranclh    (PrH   791030). 

't'1    evaluati'"'    Df   OA   prDgr.m,RBvlsiDn  6.  of    fun- 
ing    Reactors    Branch    2     fPre    791030).        79/09/17 


tlDTi    nmJopilna    QA   program   for    Pull-term  Ol 
Branch    a    tfre    7910301.        79/09./17.       6y(1. 


7910110031    Raspondi    to   77O907    Itr    indicating    plans    to    cDniirfBr 
Parajraph     17,  fl    of  .Revision    1    of    BRP    in    design    of    neu  recnrd 
•  toraffB    facility.  Plans    acceptable. 
HflAS3,  W.  P.          Division    of    Projett    Manaoemort,        79/O9/I9.       Ip. 

79100+0203  Ac*    rec.ipt    of   770817    1  tr    transmi  Ul  r.g    uti)    training 
qualification    plan.Clais    III    fe6    &  application    fur    approval 


. 
MILLEfl.ua, 


License    Fee    hlanagemont    Branch.       79/09/24.,     Ip. 


791Q1601S3  ForuapiJB   mqueat    Por    atfdl    inf&   re    ]oim    of    offaitc  pouer    t. 
Facility    o-Pfi.lta    grid.  Roqi/ps  t   response    ultMn    fO   days, 
HEMANM,  D.  L.       Operating    Reac  ton    Branch    3    (Pre    791030>         79/09/25 
3pp. 

79I00304SO   ftefe   770733   raquint    tJiat    util    proposo    license    candibinn  rn 
leconilnrii    uatar    chomlfltry    raoni  torlng.  Due    to   worl     load, 
Including    i-eipontet    to    IE   bul  In  tins,  SEP   It   TMI-r*lated    taaJia, 
rssponi*   cannot    ba    submitted    for    flt    least    iO   daij  a 
WHITE-L,».       (ioth»«t«r    Oa  s    6  EUctric    Corp.       79/O7/37.        Ip. 

7910040312  Etplalnt    raa»oni    for    r»que*tlng    tjiat    portions    of    infg 
lupjilind    In    i-saponse    to   NRC    unJ*rvtiJ  tage   protection 
iu»itton»    be   uilthfield    from   disclosure     (ref    10CFR2.  7901,  Mail 
cantalni    i:  onf  I  dontl  Ji  1    tradn    secrets    t   tommercial     inFo. 
HHITEiL.  P.       Racheiter    Gat   (•   Electric    Corp.       79/O9/37.        Ip. 

79103BO+13  Forward  i    guideline*    for    valve    opera*  tl  itij    ro    containment 
purglno    tt   ventlno    during    normal    operation.  Request*     • 
eamml  tmnnt    to    Implement  valvo    qu*  HP  icat  Ion    pmaram   ultMn 
30    litift. 
EieeHHUr,  D.  O  Oivliion    of    Operating    Reactor*.        79/09/E7.      3pp. 

7710030244   Foruardi    a*-bullt    piping    rti*thajraphicfi<  I  idmetrlcs   &  pipe 
mpport    drnulnp*    far    B-main    staam    V  A-RHR    piping    inside 
contAlnment.  Bii    owBrslle    dTawtdfli    end.  availab  It    In   Central 

FIlBl     Otltl), 

UHITEjL.D.       Rothffater    Oas   &   Electric    Corp.       79/10/01.       3pp. 


—  791003030]     "Main  Steam  Support   HK-MBQ.  " 

*     Rochester   Oas    tc  Electric   Corp.      79/10/01.       Ip. 


--  7910030303    "Main    Steam  Support    MK-MS9.  " 

*     Rochester   Oaa    A   Electric   Corp,       79/10/01. 


Ip. 


--7910050305    "Main    Steam  Support   MK-MS10.  " 

*  Rochester   Oas    &   Electric   Corp.       79/10/01,       Ip. 

—7910050309    "Residual    Heat    Support  MK  HH-t,  " 

»      Rochester    Qan    !.   Elactric    Corp.        79/10/01.        Ip, 

--7910050310    "RBBidual    Heat    Support   MK  RH-3.  " 

»      Rochester   Oa<i    £.   Electric   Corp.       79/10/01.       Ip. 

--791Q0503H    "Residual    Heat   Support  HK  RH-3." 

»      Rochoster   Gas   t   Electric   Corp.       79/10/01.       Ip. 

—  7910050313    "Residual    Heat    Support  MK  RH-4,  " 

*  Rochester    Gai   S.   Electric   Cnrp.       79/10/01.       Ip. 

—  7910050315    "Residual    Heat    Support    MK   RH-5.  " 

i      Rnchetter    8as   t,   Electric   Corp.       79/10/01.       Ip. 


-7910050316    "Residual    Heat   Buppoi-t  MK  RH-6.  " 
»      Rochesfcor    Gas   t.   Electric   Corp.       79/10/01. 


Ip. 


— 7?100S0297    "Main,   Steam  Sirpport    Mrt-MBi.  " 

»      Roeh«»t«r   Ban    t.   Electric    Corp.       79Y1O/01- 


— 79100S0317    "REBidufll    Heat   Support   MK  RH-7.  "    Sheet    11. 

*  Rochester    Oaa  It  Electric   Corp.       79/10/O1.       Ip, 

—7910050319    "Residual     Heat    Support   MK   RH-7,"    Sheet    12. 
»      Rochester    Gas    ir   Electric    Corp.        79/10/01,        Ip. 

—7910050333    "Residual    Heat   Support  MK  RH-8.  " 

«      Rochester    Oas   T,    Electric   Corp.      79/10/01.       Ip. 

—7910050333    "Residual    Heat   Support   MK  RH-9.  " 

»      RochBBter    Gas   I,    Electric    Corp.        79/10/O1.        Ip. 

— 7910030326    "Residual    Heat   Support   MK   RH-34.  " 

*  Rochester   Gas  J.    Electric    Corp.       79/10/01.       Ip. 

791010041S  Forwards    info   re    potential    unrevieued    safety    queation   on 
intoractic-n    betmeen   nonsafeti;-orade    BIJS    &   safety-grade    sus, 
in   response    to   NRC  790917    Ifrr.No   scenarios    considered 
constitute    haiard    ta   public    or    basis    to  modi f y/revoho    PU. 
AMISH.K.W,       Rochester    Gas   (.  Electric   Corp.       79/10/05.       9pp. 

7910120205  Responds    to    790B03    1 tr    re   adequacy    of    Elation    electric 
distribution    sus    voltages,  Submi ts    ays   model    &  acceptance 
criteria    for    use    u/propr iotary    code  PTI-PSS/E   to   verify 
offsite    power    capab i  1 1  ty,  Fi nal    rapt    submitted    in  60   days 
SADDOCK.H.O.        Rochester   Oas    t   Electric    Corp.        79/10/08,        Bpp, 

79)0230309  Forward*    revieu   fee    for    training    (.  qualification    plan 
WHITE.L.  D.       Rocheat&r    Gas   t<   Electric   Corp.       79/10/16.       3pp. 

7910230351    Forwards    follouup    actions    resulting    from   NRC   review   of  TH1- 
accident,  in    response    to   790913  request. 
WHITE,  L.  D.       Rochester    Cas   (,   Electric   Corp.       79/10/17.       flBpp. 

7910240570  Dlicuisen   771008-13  tendon    insp   S-    lift-off   verification 
tests. Results    Indicated   agreement   between   predicted   &  actual 
rate    of    IDS*.  Procedure    for    tendons    being    developed    to    bring 
tendons    bach    ulthln   Tech   Specs    limits. 
HHITE.L.  D,       Rochester   Oas  *.   Electric    Corp.       79/10/1B.       3pp. 

7910310437   Responds    to    790824    request   re   schedule    for    completion  of 
pressure    shielding    steel    diaphragm  malls    proposed    for 
control    bldg    V   dienl    oenerator  annex. Mods   will    be    completed 
btj    Mar    I960. 
MHITE.L.D.       Rochester    Oas  &   Electric    Corp.       79/10/36.       Ip. 

0.     Inspection    raport*,     IE  Bulletins  J<  correspondence 

79HJOS0416  Forwards    IE    Insp   Rapt    50-244/79-09   on   790636-29.  No 
none  amp  1 iance    noted. 

BRUNNeR.e.J.  Region    1,    Philadelphia,    Reactor  Operations   Nucl«*r 

Bupport   Branch.        79/OB/07.        3pp. 


Ip. 


—  7?1Q05027B    "Main    Bt.am  Support    MH-MS7.  " 

»•     Rochester  Oat   h  Electric    Corp.       79V1O/01. 


Ip. 
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,-7910020419    IE    Inso    Rept    SO-244/79-09    on   790636-29.  No    noncorcp  1  ian(:e 
noted. Major   areas    inspec  ted:  core    thermal    power, shutdown 
margin  tt    ineore/eicore   detector    calibr 

BETTENHAUSEN.L.,     GRAHAM,  P.O.  Region    1,     Philadelphia,     Office    of 

the    Director.        CAPHTQN.D.L.  Region    1,     Ph  i  lade!ph  ia,     Reactor 

Operations    Nuclear   Support    Branch,       79/09/03.       llpp. 

5"?I0030590   Forwards    30-day    response    to    IE   Dullotin   79-17   Ho    leaks 
found    In   safety-related    stainless    steel    nipino    sun 
HHITE.L.D.       Rochester    QBE    t,   Electric    Corp.        79/09/24.        6pp, 

7<?iGQ1050a   Responds    to    IE   Bulletin    79-O6C,     "Nuclear    Incident   at    TMI    - 
Suppl."    Instructed    operators    to    trip    reactor   coolant    pumps 
after  LOCA  t,   provided    For    turn   operators    on  .duty    in   control 
room  at   all    t  lines. 


WHITE,  U.  D.       Rochester    Gas    &    Electric    Corp.        79/03/29. 


3pp. 


7*10030864  Forwards    ''SI,ty-Day   Respond    to    IE  Bulletin   79-14.     'Seismic 
Analysis    for  As-Duilt    Safety-Related   Pipins   Bus    '" 
WHITE.L.D.        Rochester    Oas    t.   Electric    Corp,        79/08/31,        lp. 

,-7910030966    "Si«ty-Day   Response    to    IE  Bullotin   79-14,     'Seismic    Analusi- 
for  As-Built  Safety-Relatod    Piping   Sys    '"  seismic    Analysi! 

*     Rochester   Oas   t,  Electric   Corp.       79/QB/31.       10pp. 


7910030910   "Plpino   t.  Piping   Analyst.   Drawing   List 
60-day  response    to    IE  Bulletin   79-14. 
*     Rochester   Oas   8.  Electric   Corp.       EUR  2312.       79/OB/31 


Attachment    1    to 
35pp. 


p  ™r7Id'    V?';."?*1"   79-20'  "vision    1,     "NRC  Enforcement 

Policy   -  NRC  Licensed    Individuals.  "  Notice   reissued    to 
correct   word    omission   t.   punctuation   error   which    changed 
intent   of    statement.  Changed    statement    underlined    (n    teit 

.      Re»lon    ''    Philadelphia,    Office   of    the   Director 
lp. 


7910030534  Forward.    IE  Circular    79-19,     "Loose   Locking    Devices   pn 
tnoersoll-Rand    Pump    Impellers."    No  action   required 

Region    1,    Philadelphia,    Office   of    the   Director, 


GRIER.E.H, 
79/09/13. 


lp. 


7910170081    Forwards    response    to    IE  Bulletin   79-31 .  Revietu  of    liquid 
lovel   measurement    sys    has   been   undertaken.  Bteam   generator 
tt   pressuri<or    lovel   measurement    sys   were    invest!  gated   Tables 
anc  1. 


WHITE,  L.  D.       Rochester  OBB   t.   Electric   Corp.       79/09/l-J. 


15pp. 


7<?10aOOOa3  Forwards    IE    Info  Notice   79-32.     "Qualification   of  Control 
3tjs."  Hestinohouse   790830    1  tr   t.   Public   Bvc    Electric   &  Oaa 
Co-   790910   Itr   re   potential    unmviewed    safety    question  Action 
required  within   2O   days.H/ti    end 
DENTQN.H.R.      Office    op  Nuclear   Reactor  Regulation.       79/09/17.       flgp 

7^10190034  rtck    receipt    of    790820    Itr    informing   NRC   of    steps    taken    to 
correct   violations    noted    in    IE    In*p   RBpt   SO-244/79-OB 

1-1""-    »•«*"   "P-""-  »"»" 


=          ^°   NRC   ™B07    »••  «   violation,   noted    in   IE    !nsp 
9-09.  Corrective    act  Ions:  Procedures    IfiA  h  fl-52  & 

have   been   revisei!    to   ronuiro   valve  07BE   be    locked    ooen 

during    operation. 

WHITE.L.D.       Rocliester   Oas   (,  Electric    Corp.       79/00/28.      3pp. 


Il"'P 


50"B4't/79-08  °"  790S01-ie  t,  notice   of 


"eUlS*  *!"""*£•  tD  IE  B«l»  -tin  79-18,  "Audibility  Problem 
EncountBred  on  Evacuation  of  Personnel  from  High  Noise 

u^i  ij;^;1:;,"1"  hioh  nni-  IBVBI  .....  "«*  p-v.-.- 

WHITE.L.D.        Rochester    Oat    (,    El.ctrii    Corp.        79/09/21.        flpp. 

7910090612  Forwards  IE  Circular  79-20,  "Failure  of  GTE  R,,rvanl 
Type  PH  DulUti,  7305  Catalog  ^-U-^^cLn^^ 
Coil,"  No  action  required 

lp.Rasio¥1    ''    Phll-d.IphU.    Office   of    the    Directs. 


0n    ''    PhilfldBl"hla'    Of  Me.   of    the    Director. 


lp. 


adelphia,    Office    of    the   Direetc 


tnit«Tr:    ;=""«  «•"»  " 
nt  units   3  &  A.       No    action    required 

"03'""    »'    Philadelphia.    Office    nf    th 


"*"ctr.r    Trips   at  Turkey 


7910170631    Foruarda     IE    Info   Notice    79-34.     "Overpres  sur  1  .atldn 

a^oT^uir1:^  Planl  Aftei-  Hai"  "»-"«  B:::;.':^"" 


tp. 


R*9l°n    '' 


Office    oP   the   Director, 


lnH    rBP°rt>  *   rutated    correspondenc 


orwaril*   monthly   operating  rept    for  S«pt    1979. 
JJochetter   Qa«  d  Electric   Corp.      79/10/10.       lp. 

7910160394  Monthly    operating    rept    for   Bcpt    1979 

MCNrtMARA.  A.E,       Rocheeter  Oas    6  Electric  Corp.  '     79/10/10.       5pp. 

?!._?** ™**^1'1    "cuvrencea,    Le"«    &  related   correspondence 

7910CMOM7    HO   79-17    on    790B3I :  ch  emical    analysis    indicated    tank    A 
contained    13.  IX.   by    ueijht   bot-K   acid   solution  t.    t.nfc" 
C°!l      ijed    I3-2^'"TltPar(j    to  Tech  Specs.  Order! «    load 
SSnu'r  A"    c°nlm"nt:*d    fe    tanks   restored    to  required    ipec    level. 
SNQW.B.A,        Rochester    Oas   tc   Elactric    Corp.       79/OB/31.        lp, 

7910170241   Forwards   LER  79-01B/03L-Q 

BADDOCH.H.O,       Rnchester    Oas  !.   Electric  Corp,       79/10/10,       lp, 

-7910170350  LER  79-OI3/03L-0:  on   790913,  output  breaker    to  bus    It  did    not 
close. Caused   b«    overcurrent    relay  contact    lacking 
continuity.  Relay    inspected   fc   actuated, 
EDGAR, E.O.       nocho.tei-    Oas   lc  Electric   Corp.       79/10/10,       lp. 

791O22Q3il7  Frouards    LER    79-019/03L-0. 

WHITE.L.D.       Rochester   Oas  !.  Elactric   Corp.      79/10/19,       lp. 


fnn  l-o;oB   790919,  loose   nuts    on   anchor    bolts   L,BrB 

found   nn  pipe    jupports   t  on    »vc  water  piping    to    standby 
aurllariii   feediuater    pump. Caused  by   nuts  workinfl    loose  during 

5T*MS£?«,     .°;iNuS*   LlerB   '"I""1    to  Current  requirement. 

BT   MARTIN,  J.  T.       Rocnester  OaE   (,  Electric  Corp.       79/10/19         lp 


7910130070  Notice    of  violation    from    Inap   on   790301-18 

*          Region    1,    Philadelphia,    Office   of    the   Director.       79/OB/03 
3pp. 

^7910130073    IE    Insp   fiept    SO-244/79-08  on  790901-19.  Noncomp  1  iance    noted' 
inadequate  revieu.   of    surveillance    test   results   t,    inadequate 
Gift   startup    procedure. 

DirS^Vr^^'^  R^fli°n    1(    Philadelphia,    Office   of   the 

Director.       KEIMIQ.R.R.  Refllon    1,    Philadelphia,    Reactor 

operations   Nuelaar   Support   Branch.       79/08/03.       45pn. 


Foru';l'd;iNnC   *™=*   »r   r.   multiple   .quipment    failure   fc 
"UrvBlIlance    testing    errors,  luhich   LIBS    incorrectly 

sA*™™"!«AI*1'    fc"tM«rd»    IE    In  =  P  Repl*    SO-295/79-13  I, 
j2»-304/79-I2.  Action   required. 

TSENHUT.D.O.         Division   of   Operating   Reactors.       79/09/21.      49pp. 


--™_~245  M"-LB7QWE  NUCLEAR   POWER  STATION,    UNIT   1 
-l-?"!II!it'Jl    ™eiMeal'     emergency   &    fire  protection   plans 

7910170.039  Forward,   HRC   position   on   safe   ahutdoun   capability,  to    help 
license,   prepare   response   to   .afety   evaluation    for    fire 
pr Deletion. 

ZIEMANN,!).  L.       Operating    Reactor*   Branch  2   (Pre    791030)        79/O9/14 
Zpp. 

7910010306  Revieuj.   re(U.st    to   proposed  amends    to    specifu  min   of    five 
rrefflliers   for    fire   briaad.s  J,   finds  T.ch   Specs   specifying 
3-man    fir«    brigade   appropriate.  Forwards    "Justification   for 
3-nan   Firs   Brigade.  "  I 

CDUNB1L,W.«.       NorthBftBt   UtilitUl.      79/09/27.       Hpp. 

—7910040307   "Ju.UFlMtioji    for   3-Man  Fire  Brigadft    " 
*      NorthBaat  Utilities.       79/09/30.      60pp. 
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7910160339  Forwards    add  1    info    re    tire    protec t ion, to    resolve    Section    3 
concerns    of    7B0919,2i   «r    1003    Itrs.  Imp  1 ementation    of    hardware 
mods    in   progress. 
COUN5IL,.  W.  G.        Northeast    Utilities.        79/1Q/09.        23pp. 

P.     Operating    license    stage    documents    &   correspondence 

7910040031    Forwards   NUREO-0560,     "Staff  Kept    on  Generic    Assessment   of 
Fo-ediiiater   Transients    in    PWfls    Designed    by    B&W   "   H/o   one], 
ORIHES.B.K,  Assistant    Director    For    Systems    Engineering     (Pre 

771030).        79/06/11.        IHpp. 

7910090241    Forwards    FR    notice    of   amend    to    10CFR73.  5-5  re   requirements 
for    physical     protection    af    nuclear    pniuir    plants. Amend    def-ers 
implementation    of    physical    search    requi renients    from   79OSO! 
to    791101, 
DENTDN,  H,  R.        Office    of    Nuclear-    Reactor    Regulation.        79/08/1O.        49pp. 

791-01  [0335   Forwards    NUREQ/CR-O737.      "BWR    Qffgas    Sgs    Evaluation.  "Sus 
provided    reasonable    assurance     that    potential     for    eiternal 
offgag    explosions    Is    min  imi  I  ed.  W/o    encl. 

GAMM1LL.H.  P.          Assistant    Director    for    Operating    Reactor   Projects    IPre 
791030).        79/OB/22.        29pp. 

791Q03Q757    Notifies    of    suspension    of    re  view   uorlc    on    submittals    re 
containment   air    dilution    sijs   &  iJeinerting    until    NJ1C   acts   on 
recommendations    of   TMI-2   Lessons   Learned    Task   Qroup. 

GAMMfLLiM.  Assistant    Director    for    Operating    Heactor    Projects     (Pre 

791030).        79/06/27.        2pp. 

7910Q5QOB4    Provides    add  1     info    in    response    to    IE   Bulletin   79-14    ro 
seismic    analysis    for   as-built    safety-related    piping    sijs. 
Addressee    progress    in   normally    accessible    areas,  provides 
results    of    insp    lc   schedule    for    completing    remaining    work, 
COUNSIL.W.O.        Northeast    Utilities.        79/O3/3J.        10pp. 

791022O357    Requests    that    sii    sets    of    drawings    t,    schematics,  or    on  a    set 
of    aperture   cards,    be    submitted    in    future    For   HUC   review  oF 
SEP    topics,  together   ut/indci    update.  Supers  edes   HRC   790636 
lie. 

ZIEMAMN,  D.  L.       Operating    Reactors    Branch   2    IPre    791030).       79/09/Qfc. 
2pp. 

79100S034B  Forwards    list    of    plants    requiring    microfiching    of    up-to- 
date    FSARs    in   Central     Fi 1 es. Requests    action    as    s.oon    as 
pos  s  ib  le. 

QRlMESiB.K,  Assistant    DIr&ctor    for    Systems    Engineer-ing    £Pre 

791O3Q).        79/09/10.        4pp. 

7?IOOBO<I51    Notification    af    790912   meeting    u/SEP    owners    group     in 
Qethesdar  MB    to    discuss    phi  1  osopJii/i  sc  heflul  e    tt    objectives    of 
SEP    *    draft    LLL-TERA   Tept    on    site    specific    spectra. 
O'COfJNORrP.  H.       Operating    Reactors-    Branch   S   CPra    791030).       79/09/11. 
IP- 


7910010306   Proposal   amend    to  Provisional    License    DPH-21  .  Forwards 
proposed    changes    to   Tech   Specs    ro    method    far   adjusting 
average   power  range   monitor    scram  &   rod    block    settings    for 
power    ascensions    I-   mat    peaking    factor    far    BiS    retrofit    fuel. 
COUNSIL,  W.  B.        Northeast   Utilities.        77/09/31.         12pp. 

7710160145   Notification    of   790926  meeting    u/Mark    I    owners    in    Dethesda, 
MD  to    discuss    pool    smelling   compress  ib  i  1  1  ty    affects   Si 
d  Diuncofner    cdndenaation     loads. 
GRIMES.C.   I.  Plant    Systems    Branch    IPre   791Q3Q).        79/09/24.         Ip. 

7910040651    Forwards    draft    evaluation    of    SEP    Topic     V-12.  A,     "Water    Purity 
of   DUR   Primary   Coolant.   " 

L.        Operating    Reactors    Branch     2     (Pre    79IO30).        79/09/25. 


79100S05&B    Summary     of    790038   &    29   meeting    ui/util     in    Berlin,  CT    re 
info  requirement?    to    determine    seismic    resistance    capability 
of    facility. 

SHEAiJ.  J.        Operating    Reactora    Qranch    2     (Pro    791O30).        79/09/25, 
96pp. 

7910130653   Forwards    request    For    add  1     Info  re     loss    of    offsite    pouior    & 

facility    offsite    gr  1  d.  Requests    response  within    9ti   days. 

ZIEMftNN.D.  L.        Operating    Reactors    Branch  2     (Pru    791030).        79/O9/25, 
3pp. 

7910170010   Discusses    need    for   addl    c  onf  irmatory    full    scale    testa    to 
establish    uncertainty    In    load    magnitudes    re    condensation 
oscillation    load    definition   procedures.  Draf  t    1  tr    to  Mark    1 
utiis    ro    toot   program   encl. 

GRIMES.D.K.          Assistant    Director    for    Systems    Enflineering     (Pro 
791030).        79/09/23.        flpp. 

7910170006  Uiscussea    rpsolution    of   potential    problem   re   Mark    1 
containment    identified    in   7=70031   memo.  Addl     info    ro    response 
characteristics    af    dawncomer-vent    header    syg    shous 
sufficient    structural    fatigue   margins    e  i  ist.  Eva]  uati  on    encl. 
DENTDN,  H.  R.       Office    of   Nuclear   Reactor   Regula  t  ion,       79/09/26.       2pp. 

7910020367   Notifies    that    Info    re    adequacy     of    station    electric 
distribution    BIJS    vo  1  tagesi  requested    bg   NFiC   790BOB    Itriiiiill 
be    delayed    until    7911E5.  Delay    discussed     in    790936    telcon 
u/NHC. 
CQUNSIL.  W.  C.       Niirtheaat    Utilities.       79/09/27.       2pp 

7910220413   Forwards    guidelines    for    valvo    operab  1  1  itif    re    containment 
purging   &   venting    during   normal    operation.  Requests 
commitment    to    implement   valve    qualification    program  within 
30  days 
EJSENHUT.D.O.          Division    of   Operatinfl    Reactors.        79/09/27.        3pp. 

7910100326  Forwards    procedure    for    qualification    of    computer    programs. 
SULLIVAN,  P.  J.        Northeast   Utilities,        79/10/O3.         Ip. 


791OO30H39  Forwards    Amend    61    to    License    DPR-S1, safety    evaluation  & 
notice    of    issuance   l<  availability. 

ZIEMANN.D.L.        Operating    Reactors    Branch    2     (Pre    79103O),       79/O9/19. 
3pp. 


— 7910100330  Util    generation    engineering,    dcpt   Procedure    OED  3.09. 
Computer  Program   Documentation  Si   Qualification, 
x      Nnrtheaat   Utilities.        71/OB/01.        llpp. 


— 791OO30247  Amend    £4    to   License    DPR-31, changing   Tech   Specs    by    replacing 
current    iniervice    insp    &    testing  uj/program   that   meets 
requirements   of    lOCFflSO.  55a, 
ZIEMANNi  D,  L.       Operating    Reactors.    Branch    2    (Pre    791030).        79/07/19. 


-7910030353   Safety     evaluation    supporting    Amend   A4    to   License    BPR-S1. 
»      Office    of  Nucloar    Reactor   Regulation.       79/07/19,       23pp. 


7910160363   Requests    docte!tlng    of   NEDO-ZI&iS,     "Vent    Header    Deflector 
Load   Definition.  " 
CCUW8IL,  H.  G.       North  east   Utilities,       79/10/09.        Ip. 

7910340315  Forwards    response    to    790913   i-Bquest    for    commitment    to 
comply    lu/requiramentB    of  NUREQ-0370.  Op  tlmum  mcbhoiJ    oF 
adjresalng    concerni  in    recognition   of    plant-unique    features, 
proposed, 
CGUNSIUW.  0.       Northeast    UtilltUs.       79/10/1B        19pp 


— 7910030259   Notice    of    issuance    &    availability     at   Amend    64    to   Licence 
DPS-HI. 

ZIEMANNfD.  L.        OparJ'tln.g    Reactors    Branch    3    (Pro    791030).        79/09/19 
3pp. 

79101B0224    Ark    receipt    of    790723    Itr    providing    results    of    leak    rate 
ta&tB  &  advising    that    dryuell    airlock   will    he    te^tad    once 
every    fix   fflorstKB    at    43   p*tg. 

DHUHNEfiiE.  J.  Region    1,    Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch,       79/09/21.       Ip. 

— 79IO1BOS31    Informs    of    successful    completion    nf   parionrel   air    lock    test 
at   43   psig    during    refueling    outage, Far ility   mill    propose 
revisions    to   TecJi    Specs    to    locally    leal    rate    test   dryuell 
air    loclt   at    43   pslg    once  everij    six    months. 
CDUNS1L,  W.  0.       Northeast    Utilities.       79/07/23.        Ip, 


Q.     Inspection  reports,     IE  Bulletins   !i  i  orrespand  once 

79100204fl6  Forwards    IE    Imp   Rept    30-345/79-14.    on    79061B-19.  No 
noncomp 1 iance    noted. 

BRUNNER.E,  J,  negion    1,    PMladolphia,     Reactor    Operations   Nuclear 

Support   Branch,      79/OB/O9.       2pp. 

— 7910020451    IE    Insp    Heat    30-245/79-16   on   790il8-l  9.  Ho   noncomp  1  ianca 
noted.  Major    areas    inspected:  pipe    support    surveillance   Si 
Insorvico    insp    program. 

FOLEV.T.  Region    1,     Philadelphia,    OfFica    of    the    Director. 

CAPHTON.D.L.  Region    1,    Philadelphia,     Roactor    DperationB   Nuclear 

Support    Branch.       77VOB/OB,       4pp, 

7910030773  Forwards    IE    Insp   Rept    30-245/79-14    on    790519-31. No 
noncomp 1  lance    noted. 

DRUNNER.E,  J.  Region    1.    Philadelphia.     Reactor    Construe tion   & 

Engineoring   Support    Branch.       79/03/13.       2pp. 
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—7910020775    IE    Insp    R8pt    50-245/79-14    on    790519-21  .  No    noncomp  1  iance 
noted.  Major    areas     inspec  ted  :  preparation    Par    refueling 
activities    f,   refueling    associated    procedures 
JULIAN,C.  A.  ,     MAHTIN.fl.  D.  Region    1,    Philadelphia,    Reactor 

Construction   &   Engineering    Support    Branch.        79/09/15,        3pp. 

79101603SO   Forwards     IE    Insp    Flepts    50-245/79-09   8,    50-336/79-09    nn 
790317-0430   t.    notice    of    violation. 

BRUNNER.E.J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.        79/OB/23.        2pp. 

—7910160356    Notice    of    violation    from    insp    on    790317-0430 

*  Region    1,     Philadelphia,     Office    of    the    Director         79/06/23 


7910160399    IE    In9l>    Repts    50-215/79-09   &    50-336/79-09    on    790317-0430 
Noncomplianco    noted:  fa  i  1  uro    to    wear    fresh    air    supplied    hands 
!<    label    air    sampler    per    radiation   work    permit    requirements 
BHEDUOSKY.J.  T.  ,     MCCABE.E.C.  Region    1,     Philadelphia,     Reactor 

Operations    Nuclear    Support    Branch.        79/08/22.        IBpp. 

7910020097    Forwards     IE    Info    Notice    79-20,  Revision    1,     "NRC    Enf  orc^ant 
Policy    -   NRC  Licensed    Individuals.  "    Notice    reissued    to 
correct   uiorif    omission   &   punctuation    error   which    changed 
intent    of    statement.  Changed    statement   underlined    In    text 
GRIER,B.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/O7.         Ip, 

7910220222   Responds    to     IE    Bulletin    79-15,     "Deep    Draft    Pump 
Deficiencies."     Identifies    deep    draft    pumps.  Addl     info 
available   at    s  1  te.  Compar  isan    of   wearing    surface    replacement 
frequency    w/rated    life    not    performed. 
CQUNSIU.U.  Q.        Northeast    Utilities.        79/09/1O,        15pp. 

79100SQS30  Forwards    IE  Circular    79-19,     "Loose   Locking    Devices    on 
Inoepsoll-Rand    Pump    Impellers."   No    action    required 
QRIER.B.H.  Region    1.    Philadelphia,    Office    of    the    Director 

79/O9/13.        Ip. 

7910170459   Ac  k    receipt    of    7TOS10    1  tr     informing    NRC    of    steps     taken    tn 
correct   violations    noted    in    IE    Insp    nepts    50-245/79-06  8- 
50-336/79-06. 

SMITH.O.H.  Region     1,     Philadelphia.     Fuel    Facility    &   Materials 

Bafutij    Branch.       79/09/13.       Ip. 

—7910170168   Responds    to    NRC    790719    Itr    re    violations    noted     in    IF    Insp 
Repts    SO-215/79-06    !.    30-336/79-06.  Correct!  ve    actions: 
collection    of    oyster    samples    from   proper    location   fc 
separation   of    screen   uiash    mat  I. 

CDUNBIL.W,  G.  ,    FEE,W.F.       Ncrthoast   Nuclear    Energy   Co.     (Northeast 
Utilitio3>,        79/08/10.        3pp. 


7910090646  Ac*    receipt    of   790905    Itr    informing   NRC   of    steps    talen    to 
correct    violations    noted    in    IE    Insp   Repti    3O-245/79-11    «, 
50-336/79^14. 

SMITH.G.H.  Region    1,     Philadelphia.     Fuel    Facility    &   Materials 

Safety    Branch.       79/09/21.       Ip. 

--7910090647   Responds    to    NRC    790314    Itr    re    violations    noted    in    IE    Unso 
Repta    50-245/79-11    *    50-336/79-14.  Correct! vu    actions;  head 
bolta    posted, area   access    restricted   5.  addl    instruction    qiven 
to   personnel. 

COUNSIU,W.O.       Northeast   Nuclear   Energg   Co.     (Northeast   Utilities) 
/9/OV/O5,       2pp. 

—7910090649   Forwards    IE    Insp    Repts    50-245/79-11    &    &O-33(,/79-l<J    on 
790430-0504   t,   notice    of    violation. 

SM!TH,Q.  H.  Region    1.     Philadelphia,    Fuel    Facility    t.   Materials 

Safety    Branch.       79/08/14.       2pp. 

--7910Q9O651    Notice    of   violation    from   Insp   on  790430-0501. 

"  Region    1,     Philadelphia,     Fuel    Facility    J.    Nater-ials    Safety 

—7910090634    IE    Insp    Repts    50-245/79-11    t.    90-336/79-14    on    790430-0504 
Noticompl  lance   noted: Fai lure    to   perform  survegs 

CflOCKER,  H,  W.  Region    I,     Philadelphia,     Fuel    Facility    !,   Materials 

Safetg    Branch.       THANUS.L.H.  Region    1,    Philadelphia,     Office   of 

tha  Director,       79/08/OB.       6pp. 

7910230561    Forwards    NRC    790626    Itr    re    multiple    equipment    failures    t, 
surveillance    testing    errors, which   UBS    incorrectly 
distributed. Also    forwards    IE    Inap    Repts    30-295/79-13    & 
50-304/79-12.  Action   required. 
EISENKUT.D.  O,          Division    of    Operating   rtaactors.        79/O9/21 ,       49pp. 

7910090599   Forwards    IE   Circular    79-20,     "Failure    of    <3TE    Gglvonia    Relay, 
Type   PM    Bulletin   730S   Catalog    5U12-U-AC   w/190   Volt    ac 
Coil."    No    action   required. 

Gflieil,B.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/24.        Ip. 

7910300267    Ac k    receipt    of    790903    Itr    informing    NRC     of    steps     taken    tn 
correct    violations   noted    in    IE    Insp   Kept    50-245/79-15 
ORUNNER.E.J.  Region    1,     Philadelphia.     Reactor    Operations   Nuclear 

Support    Branch,        79/09/29.        Ip. 

—7910300271    Responds    to    NRC    790313    Itr   re    violation*    noted     In    IE    I,lap 
™£J   50-245/79-1S.  Corrective   ac  tions:  procedure    chared    on 
790713    to    eliminate    requirements    to    record    fluid    level 
befora    removing    snubber    for    functional    testing. 

COUNSIL.W.  0.        Northeast   Nuclear    Enerog    Co.     (NurtheaEt   Utilities), 
79/09/03,        2pp. 


-7910170475   Forwards    IE    Insp    Repts    50-245/79-06  !-   50-336/79-06  on 
790312-li   t,   notice    of    violation. 

SMITH.Q.H.  Region    1,     Ph i ! adolph la,    Fuel    Facility    (.Materials 

Safety    Branch.        79/07/19.        2pp. 

-79101704BO   Notice    of    violation    from    insp    on    790312-16, 

*  Region    1,    Philadelphia,    Office    of    the   Director.       79/07/19 

Hpp. 


-7910300375  Forwards    IE    Insp    Rept    50-249/79-15   on   790606-OB  t,  notice    nf 
violation. 

BRUNNER.E.  J.  Region    1,     Philadelphia,     Reactur    Operations    Nuclear 

Support    Branch.        79/OB/09.        2pp. 

-7910300276  Notice   of   violation    from   insp    on  790606-OB. 

»          Region    1,    Philadelphia,    Office   of    the  Director        77/OB/OB 
Ip. 


— 79101704BB    IE    Insp    Repts    30-245/79-06  i    50-336/79-06   on   790312-16 
Noncomplianco    noted : f-ai 1 ure    to    collect   8.  analyie   oyster 
aamples,  inaccurate    sampling    of    fish    impingement  monitoring    !< 
exceeding    of    discharge    temp    ratn    of    change 

BHANBAKY,  M.  M,  Region    1.     Philadelphia,     Office    of    the    Director. 

STOHH.J.  P.  Region    1,    Philadelphia,    Fuel    Facility   t,   Materials 

Safety   Branch.       79/07/17.       llpp. 

7910190225  Roaponds    to    IE   Bulletin   79-lB.Plant    design    changes   were 
initiated    to   upgrade    both    page   t,    siren   aya.  Upgrad  Ing 
included   29   addl    speakers   &   ona    siren    in   effort    to    correct 
deficiencies. 
COUN3IL,  W.  Q.        Northeast    Utilities.        79/09/17.        2pp. 

7910300033  Forwards    IE    Info   Notice   79-22,     "Ouali Ficati on    of   Control 
BIJS.  "    Nestinghouse    790830    Itr   &  Public   Svc    Electric    &  Oaa 
Co    790910    Itr   re    potential    unrevinuod    aafety    question.  Act  1  on 
required    within   20    days.  W/o    end. 
DENTON.H.R.        Office    of    Nuclear    Reactor   Regulation.        79/09/17.        IBpp. 

7910390413  Responda    to    IE  Bulletin   79-19,     "Packaging   of   Lnui-LBvel 
Radioactive   Waste    for   Transport   &  Burial,"    Discusses 
administrative   control    procedures    it   program    for    training 
personnel    re   waste    burial    license   requirements 
COUNSIL.W,  G.  ,    FEE.W.F.       Northeast  Uti  1  ities.       79/09/19.       3pp. 


—7910300279    IE   Jnsp    Rept   50-245/79-13  on  7M6Q6-OB.  Noncomp  Hanco   notad 
fluid    levels   &  piston   rod    emergence  were   not  recorded   during 
functional    testing    of   hydraulic    anubbers, 

FOLEY.T.,    DURR.J.  Region    1,    Philadelphia,    OFFite    of    the 

Director.       CAPuroN.O.L.  Region    1.    Philadelphia,    Reactor 

Operations   Nuclear   Support   Branch.      79/09/03,       7pp, 

7910040129  Forwards    IE    Info  Notice   79-23,     "Emergency   Dieoel    Generator 
Luho  Oil    Coolers."  No   action   required. 


ResiDn    ''    Philadelphia,    Office   of    the   Director. 


4pp 


oenuDrW^1'S    'E  Dulletin  7t}~s^     "Frf.en  Lines."    Action   required. 
GRIER.D.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

77/09/27.       Ip. 

7910270103  Responds    to    IE  Bulletin  79-14  u/update   of    program    to  verify 
accuracy    of    input    Info    for   seismic   analysis   of    aafefcy- 
related    p  Ip  Ing.  Investigating    31    piping    susnu/17   to   be 
verified    shortly.  Found   4   sgs   unaccesslble. 
COUN9IL,U.O,  ,    FEE.U.F.       Northeast  Utilities.      79/09/38.       5pp. 

7910160531    Forwards    IE   Info  Notice   79-29,     "Reactor  Trips    at   Turkeu 
Point  Units   3  &  4.  "   No   action  required. 


ORIER,  D.  H. 
79/10/01. 


Region    1,    Philadelphia,    Office   OF   the   Director. 
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"791O1706H   Forward*     IE    Info   Notice   79-24,     "Overpressuriiati  on    of 
Containment   of   PUR   Plant  After  Main  Steam  Line  Break.  "   WD 
action  required. 

GftlERpB.H.  Region    t,     Philadelphia,     Office    of    the   Director. 

79/10/01.        lp. 


-- 7910010415  LER  79-02B/03L-0:  on  790BBB, after  venting    pressure 
suppression    chamber, vent    bypass    valve    failed    to   c lose.  Caused 
by   rust    stale   contamination    in   pivot   mechanism  of   main    valve 
preventing   valve   plug    from  rotating    completely    closed. 
VOUNOrR.  H.        Nnrthsast    Utilities.        79/09/25.        lp. 


"7-91Q1O024B  Responds     to   790917    Itr    re    potential    unravieued    safety 
question   on    interaction    between   nonsaf  ety-grade    SIJG    t 
safety-grade   su«.  Outline   of   completed    IE   Info  Notice  79-55 
•  valuation!  end. 
COUNS1L.  W.  O.       Hortheast    Utilities        79/1O/05.       6pp. 


Acl    recaijit    of    790929    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp   Rept    50-345/79-19. 
BRUWNER.E.  J.  Region    1,    Philadelphia,    Reactor   Operations    Nuclear 

Support   Branch.       79/10/10.       lp. 

--  7910290047   Responds    to   NRC   790904    Itr    re    violations    noted     in    IE    Insp 
Repl  50-245/79-19.  Corrective  actions:  Tech   Spec    change    is 
being    processed    to  allou  use  of    inserted    electrical    signal 
For   functional    demonstration. 

CDUNSIL.W.G.       Northeast  Nuclear  Energy   Co.     (Northeast  Utilities). 
79/09/25.       2pp. 

--  79I02900-4B   Forwards    IE    Imp    Rept    50-245/77-19   on    790625-29   b    notice    of 
violation. 

flBUNN£R,E.J.  Region   1,    Philadelphia,    Reactor  Operations   Nuclear 

Support   Branch,        79/DB/3Q.       2pp. 

--  7713290050  Notice    of  violation   from   insp    on  790625-29. 

*  Region    1,    Philadelphia,    Reactor  Operations  Nuclear    Support 

Branch.      79/08/14.       lp. 

--  7910290053   IE   ITHO   Rept    50-243/79-19  on  790625-29.  Noncompl  iance  noted; 
acceptance  criteria   as   specified   on   data    sheets   mere   not 
m*t   as    required    re   surveillance    test   program  revieui. 
SHAFER.W.  D.  Region   3i    Chicago,    Office    of  the   Director. 

BHEDLOSXY,  J.  T.  .    WHITT,  K.  Region   1.    Philadelphia,    Office    of    the 

Director.      79/OB/14.       7pp. 

R.     Periodic   operating   reports   fc  related    correspondence 

7910230399  Forwards    monthly   operating  rept   for  Sept    1979. 
DPEKA,  J.  F.      Northeast  Utilities.      79/10/16.       lp. 

--  7910230603  Honthlg    operating    rept   for  Sept    1979. 
YOUNG,  R.       Northeast   Utilities.       79/1O/10.       6pp. 


7910100292  Forwards   LER  79-023/O1T-0. 

OPEKA,  J.  F.       Northeast   Utilities.       79/09/23. 


2pp. 


--791O100297  LER   79-025/01T-O: on   790713. noted    that    total    peaking    factor 
limit   for   current    reload    fual    uaa    more   conservative    than 
Tech    Spocs. Causa    unstated.  Adequate   margins   existad    botuuen 
operating   value*   tt  present    limit. 
VOUNQ.R.  H.       Northeast    Utilities.       79/09/35.       lp. 


7910030436  Forwards  LER   79-026/O1T-0. 

OPEKA,  J.F.       Northeast   Utilltiot.       79/09/27. 


2pp. 


—7910030441    LER  79-Q26/01T-Q:  on  790911,  d  i  scovared    that    loss   of    pouier    to 
ECCS   electrical    buses    could    occur   w/o   being    sensed    by    loss 
of  normal    pou/er    initiation    logic,  Caused    by    denign    oversight. 
Logic   changed. 
YOUNO.R.  H.       Northeast   Utilities.       79/09/27.       lp. 


7910100314  Forwards  LER   77-029/O3L-0, 

QPEKA,  J,  F.       Northeast  Utilities.       79/10/04. 


— 771Q1Q032A   LER   79-027/03L-O:  on  790904,  during    surveillance    of 
containment    isolation   va Wei,  isolation   condenser    inboard 
steam  supply   valve    failed    to    close. Caused    by    faulty 
micro-suiitcfieB,  Stti  tches   replaced    fc  adjusted. 
»      Northeast  Utilities.       79/10/04.       3pp. 


7910170297  Forwards  RDs   5O-243/79-OI    S,  30-336/79-01, 
OPEHfl,  J.  F.       Northeast   Utilities.       77/10/10.       lp. 


— 7910170298  RDs    30-245/79-01    h    50-334/79-01 :  on   790Q2-V,  level  s    of   Ag-1 10m 
activity    observed    in    third    quarter   sample    of    oysters   uithin 
500  ft   of  discharge.  Causod    by    inability    t-o   maintain    oyster 
trays  at    location  due    to    startup    of  Unit   2. 
*     Northeast   Utilities.       79/10/1O,       3pp. 

7V1O1B042S  RO; on  790624  Ag-llOm   activity   uas   observed    In    third    quarter 

•  ample    of   oysters  uithin   5OO   ft    of    d  ischarge.  Caused    by, 
increased    liquid    discharge   b    location   of    sample   within 
boundaries    of    quarry    u/o  any   near    field    dilution    Factors. 

*  Northeast  Utilities.       77/10/10.      ,2pp, 


"79I0310423   Forwards    monthly    operating    rept    for   Sept    1979. 
OPEKA.J.F.       Northeast   Utilities,       79/10/19.        lp. 

7910310429  Monthly    operating    rept   for  Sept    1979, 

YOUNG, R.      Northeast  Utilities,      79/10/17.       2pp. 

S.      Hoportaole   occurrences,    LERs  &  related   correspondence 

7910240713   RO  79-25/lP:on    790913,noted    that    total    peaking    factor    limit 
For    recent  reload    fuel    differed   From  previous  reload  d  that 
Tieujfl-it  reload   paaking    factor    limit  uas    inadvertently    omitted 
from   current  cycle    licensed    submittal.  Procedures   revised 
OPEKA,  J.F.      Northeast  Utilities.      79/09/14.       lp. 


7°10300134  Forwards  NEDE-2S194,  propr  i  etary  version,  as    follnuiup    rept    to 
ftO  79-1/1T   re    cracking   discovered    in    cleanup    sys    return    line 
on   790106.Rept  withheld    (ref    10CFRE.  T)0). 
QPEBA.J.F.       Northeast  Utilities.      79/10/14.       lp. 


DOCKET  50-247   INDIAN  POINT  STATION,    UNIT  S 

F.    Ercurityi    medical,    emergency   &   fire    protection   plans 

7910030932  Notification   of  79C925  meeting   u/util    in  Buchanan, NY   to 
discuss    emergency   planning. 

OLSHAN.L.  Operating   Reactors   Branch    1    (Pre   791030).       79/09/17. 

IP. 


791OO10354   Foruards   LER  79-027/03L-660 
OPEKA.J.F.      Northeast  Nuclear  Enernu  Co. 
77/O9/25.      2pp. 


(Northeast  Utilities), 


--  7710010356  LER  79-027/03L-0:  on  790B27,    semiannual    functional    test   of 
vault  snoke  detection    sys  uas   overlooked.  Caused    by   omission 
from  vendor  computer  b   unit   surveillance    schedules 
Surveillance  uas    accomplished  b  added    to    schedules. 
VQUNO.R.H,      Northeast  Nuclear  Energy   Co.     (Northeast  Utilities) 
79/09/24.       lp. 

771OO1O33B  Foruarili   LER  79-Oa5/01T-0. 

QPEK/i-J,  F.      Northeast  Nuclear  Energy   Cn.     (Mortheast  Utilities) 
7WQ7/2S.      3pp. 

--  7710010341   LER  79-02S/OI7-Q:  on  790913,  total    peaking    factor    limit   for 
current  reload    fuel   ua*  more   conservative   than  Teeh  Spec 
limit   for   standard  BiB   fuel    type.Caused   by   apparent 
overnight.  Operating   procedure  &  Tech  Specs  reviled 

,f)ortll"««t  Nuclear  Energy  Co.     (Northtast  Utilifctos). 

lp. 


7V1O0104.09  Forwirili  LEU  79-02B/Q3L-Q 

DP£KA,J.F.      Northaait  Utilities.      79/09/25.      Zpp. 


7910250342  Summary    of  790725-26  mooting   ui/utils    at    plant    a  ltd   re 
emerjeney   preparedness. 

DLBHANiL.  N.  Operating   Reactors   Branch    1    (Pre   771O30).       77/10/lfl. 

3pp. 


0,    Ad judicatory    correspondence 


7910020023  Ack   790611    Itr   id/petition   requesting    shutdown   of    reactors. 
Both    foruiarded    to  NRC   headquartHra. 

ABRAHAM,  K.  Region    1,    Phi  ladnlphia,    Office   of   the    Director. 

79/07/25.       lp. 

—7910020024  Opposes  eouer   plant*    For    in.pt   operation    h  danger.  Request! 
info  on  NRC    plans  redactors.  Petition   by   Housatonlc    Safe 
Energy   Alliance   end, 
DAVI8,  R.       Affiliation   Unknown,       77/04/11.       lp. 

— 7910030029   Petition   for    ihutdoum   of    pouier   plant 

DAVI5.R.,    HERKEY.B.,    HERN,  R.       Hountonic   Safe  Energy   Alliance. 
79/06/10.      2pp, 
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7910030221    Order    eitnnding    time    until     15    days    after    svc    of    supplemental 
majority    opinion    for    filing    petitions    for    review   of    seismic 
issues    Df    ALAB-422   &    ALAD-436.  Time    for    MRC    fco    grant 
petitions    is    extended    to    30   days   after    filing    of   petitions. 
CHILK.S.J.        Office    of    the    Secretary    of    the    Commission.        79/OB/23 
2pp. 


7910220427   Order    granting    eitension    until     79110B    for   Nf!C    to    respond    to 
NY   State    Energy    Ofc    &   CItliens'    Committee    for    Protection    nf 
Environ    petitions    to    intervene.  Good    cause    shown. 

CHILK.S.J.        Office    of    the   Secretary    of    the   Commission.       79/1Q/1O 
IP 


7910030173    Forwards    AS    Rosenthal    S.    JH    Buck    790906    supplemental    opinion 
in    Seabrook    proceeding    J.    JH   Buck    (.   LR    Quarles    790606 
supplemental    opinion    In     Indian    Point    proceed  ing.  CJ   Bishop 
790906   memo    re    amend     to    MC    Farrar    790803    opinion    encl. 
BISHOP. C.  J.        Atomic    Safety    and    Licensing    Appeal    Panol         79/O9/06 
2pp. 

— 7910O3O170   Supplemental     opinion    in    response    to   MC   Farrar    790Q03 
dissenting    opinion    on    seismic     issues    In   ALAD-422 
RaSENTHAL,  A.  S.  ,     BUCK,  J.  H.        Atomic    Safety    and    Licensing    Appeal 
Panel,        79/07/06,        19pp, 

— 79100301B3   Supplemental    opinion    in   response    to  MC   Farrar   790003 
dissenting    opinion    on    seismic    issues    In  ALAB-436. 
DUCK,  J.  H.  ,    (3UARLEB,  L.  R.       Atomic    Safety    and    Licensing    Appeal   Panol 
79/09/06.        4pp.  K 


H.     General    correspondence 


7910030654   Updates    info    re    access    of   NRC   Region     I     personnel     to    util 
facilities.  JR    Johnson.  NRC    Badge    B~0241,is    to     be    added    to 
Encl     I    d    delete    Prom   Encl    2   of    NRC    790702    Itr. 

GRIER,B.H.  Region    1.     Philadelphia,     Office    ot    the   Director 

7WOB/31          Ip. 

P.     Operating    license   stage   documents   &  correspondence 

7910090241    Forwards    FR   notice    of    amend    to    10CFR73.  55   re    requirements 
for   physical    protection   of   nuclear   power    plants.  Amend    defers 
implementation   of   physical    search    requirements    Prim  790801 
to   791101. 
DENTON.H.  R.        Office    of   Nuclear    Reactor   Regulation.        79/08/10.        49pp, 


— -791O03OI69  Amend    to   MC  Farrar    790B03   dissenting    opinion    to   avoid 
possible   confusion    between    turn    different   areas    of 
consnrvati  am. 

FARRAR,  M,  C,  .    BISHOP,  C.  J.       Atomic    Safety    and   Licensing    Appeal    Panul 
79/09/06.        3pp, 


791003063B   Responds    to    IE   Bulletin   79-17.Unit    I    nan    been    shut    down   6    i, 
In   defuelod    condit  ion.  Resul  ts   of   examinations    of   Unit   2 
piping    have   revealed    no    signs    of   cracHng    in    stagnant, 
oiygenatod, berated   water   safety-related    sys. 
CAHILL,  H.  J.        Commonwealth    Edison   Co.        79/OB/24.         5pp. 


79101B0121    Petition    for    decommissioning    of   Unit    1    &   suspension   of   Unit* 
2   Ei   3. Alleges    that   potential    consequences   of    accident    could 
bo    onormous    due    to    failure   of    util    to    comply,    w/baslc    safety 
requirements. 

WEISBrE.H,        Union    of    Concerned    Scientists.        HEISS.E.R.        Sholdoni 
Harmon  &  Weiss.       79/09/13.       27pp. 

— 7910180141    Responds    to    690902    Itr.  Advises    that    license    will    not    eipiro 
If    renewal    is    filed    before   691316, & ince    technical    matters 
cannot    be   resolved    on    proposed    schedule. 

MOJ1RI3.P.A.       Atomic    Energy    Commission,     Directorate    of   Licensing 
69/09/2.1.         Ip. 

— 79101B0150   Affidavit     in    aupport    of    petition    for    decommissioning    of    Unit 
1    &    suspension    of   Unit    2  &  3  operation. 
POLLARD,  0.  O.        Union    of    Concerned    Scientists.        79/09/13.        3pp. 

7910310137    Petition    for    review   of    part    of    ASLAH    decision   ALAB-561, 
relating    to    seismic    monitoring    network. Al legos   AGLAB    failed 
to    give    Pair    weight    to  NRC  i  State    of   NY    testimonies. 
Certificate    of   Svc    encl. 

FLEIBCHAKER,  D.        Citiiens    Committee    far    Protection    of    the    Environmant 
79/09/24.        6pp. 


7910090577  Forwards   results    of   review  of   atmospheric    dispersion    factorf 
for    13  p  lants.  Requests   confirmation  of   accuracy    of   delusion 
area   boundaries, 
HULMAN,  i,.  G.  Hydrology    Meteorology    Branch,        7?/09/04.        13pp. 

7910100623   FOIA    request    for    sequel    to   UASH-BB,  documents    ra    1952-53 
ACRS  proceedings, documents    submitted    to  ACRB   during    1953 
concerning    proposod    reactor    site  fc  documents    referenced    in 
WASH-BB. 
VELLtN.J,        Massachusetts    Institute    of    Technology.        79/09/04,        Upp. 

7910030615    Forwards    Amend    58    to   License   DPR-26,  safety    evaluation    !. 
notice    of    Issuance  f,  availability. 

SCHWENCEJ),  A.  Operating    Reactors    Branch    1    (Pre    791030)          79/O9/O7 

2pp. 

— 7910030617   Amend    SB    to   License    DPR-36,  requiring     itisp    of    steam 
generators    by    B 1050 I 

SCHUENCEFi,  A,  Operating    Reactors    Branch    1     CPre    791031)1 

79/09/Q7.        2pp. 

—  7910030630   Safety    evaluation    supporting    Amend     SB    to   License    DPH-26. 
»     Office   of   Nuclear   Reactor   Regulation.      79/0"il/07.       6pp. 


7910190020   Opposes   UCS   request    that   NRC    issue    order   directing 
suspension    of    operation    of  Units    3  &   3  &   decommi ss ioninn    of 
Unit    1, Relief    sought    should    be    denied    or    alternatively    be 
deemed    request    for    rulemaking. 

BRANDENBURG,  B.  L      Consolidated    Edison    Co.     of    New    York.        79/09/2U 
5p|i. 

7710340632  Motion    for    eitonaion    until    791109    to   respond    to   NY  State 
Energy   Ofc    &  Citiiens    Committee    for   protection   of  Environ 
petitions    requesting    review   of    eipansion    nf    seismic    network. 
SMITH,  D.  H.  Branch    S.        79/10/05.        27pp, 


—  7  71 00206  3-1   Notice    of    issuance  «-   avai  lab  i  1  itu    of   Hmund    5B  to   Litenun 
DPn-26, 

SCHUENCER,  A.  Operating    Reactors   Branch    1     (Oe    791-0301. 

79/09/07.       2pp, 

I 

7910020710  Notifies    that    util    response    to  NRC  790202    Itr    re    potential 
for   reactor  .cavity   annulus    seal    ring    to   become    destructive 
missile    during   LOCA  acceptably    resolves   problem. 

fiCHWENCEfl,  A.  Operating   Reactors    Branch    1    CPre    791030),       79/09/18 

2pp. 


— 7910240641  Affidavit   attesting    that    seismic    issues    in   proceeding    ttavt 
been   disregarded    for    tuio   years,  mak  ing    current   review  more 
complei.Addl    time   will    serve    interest    of   pub  1  ic.  Notice    of 
appearance   b  Certificate    of   Svc    encl, 
KNIOHT.J.P.         Division    of   Systems   Safety,       79/10/05.       6pp. 

7910250230  Answer    in    oppostion    to   NV  State    Energy    Dfc   790921    petition 
requesting   Commission    review  of   ALAB-436-  d  AL.AB-S61,  Pell  tion 
does    not    shoiu   propel-    basis    for   review.  ASLAB   decision    has   not 
baen    disputed. Certificate    of    Bvc    end. 
DAVIS, J. P.       Consolidated    Edison   CD.     of  New  York.       79/10/09.       Spji. 


7?100301S2  Forwards   Amends   S7   !•   59   to  Licenses   DPD-S   i  DPR-2S, 
respect ively, safety    evaluation  I  notice   of    issuance  & 
availability. 

SCHHENCER,A.  Operating   Reactors    Branch    1    (Pra    791030).       79/O9/1B 

2pp, 

—7910030190  Amends   27  &   99   to  Licenses  DPR-5  &    DPR-26,  respoc  tively, 
revising   Tech   Specs   re    operating    orjani  lat ion,  report  ing 
requirements    for  Unit    1   b  qualifications   of    chemistry  & 
radiation    safety    director. 

SCHWENCER,  A.  Operating   Reactors   Branch    1     (Pro   7910301, 

79/09/1B,       24pp. 


7910250449  Answer    in   opposition    to  NY  State   Energy    Ofc    790931    petition 
requesting    Commission    revoiw   of   AUAB-436  fa  ALAQ-361.  Tost    of 
"clearly    erroneous    decision"    has    not    been  met. Certificate 
of   Svc    encl. 
FREY.T.R.       Power   Authority   State    of   New  York.       79/10/09.       Upp, 

79IO190111    Notice    of   address   changepas    of  791001, will    tae   at    1735  Eye 
Street.Suite    709,  Washington,  DC. 
FLEIBCHAKER,  D,        Fleischaker,     D.     B.        79/10/10.        Ip. 


-7910030197  Safety   evaluation   supporting   Amends    S7   ft  59    to   l-icensea. 
DPR-5  &   DPR-26,  respectively. 
»     Office   of  Nuclear   Reactor  Regulation.      79/O9/10.       3pp. 

-7910030200  Notice    of    issuance  &  availability   of    Amends   27   &   59    to 
Licenses    DPfi-5  i  DPR-26,  respectively. 

BCHWENCER.A.  Operating    Reactors   Branch    1     (Pre    791030). 

79/09/1B,        2pp. 
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7910100633    Partially    responds    to    FQIA   request    For    sequel     to   UASH-9S, 
docunients    re    1952-53   ACRS   proceeding ,, tfocum.nts    submitted 
to    ACBS    during    1953   concornina     proposed     reactor    site    ft 
documents    ref    in    WASH-ee. 
HCCMJLEY.H.R.        Energy,  Dept.  of.        79/09/2O.        2pp. 

7910170054   Ack    receipt    of    790907    application    for    Tech    Spet    amend     to 
allow  e.panslon   of    spent    fuel    pool . Subml tta 1    has 
iniuFficiint   technical    Jnfo    to    permit    review.  Appl  ica  t  i  on    Is 
suspended    pending    aubmittal    of   adequate    info. 

SCKWENCEF!,A.  Operating    Reactors    Branch    1     (Fre    791Q3QI         79/07/34 

2pp. 


— 77102900B4    IE    Insp    Rept    50-247/79-08    on    790401-20.  No    noncompliance 
noted.  Major    areas    insp ected: p lant    operations,  phifai  cal 
security   &   raduiaste    cask    contamination, 

REBELDWSKI.T.  Region    I,    Philadelphia,    Office    of    the   Director. 

KEIMIQ.R.R.  Region     1,     Philadelphia,     Reactor    Operations    Nucleai 

Support    Branch,        79/09/tl.        10pp. 

791039QQB4   Forwards    IE    Insp     Flopt    50-247/77-10   on   790307-39.  No 
noncomp  liance    noted. 

DRUNKER, E.  J.  Region    i,     Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch.        77/07/13.        2pp. 


7910030303   Forwards    application    for    aitiind     to    License    DPJ)-2i    re 
"5°!ilfaru   uater    chemUtrg    monitoring    pro9ra*,  in    responao    to 
NflC    790B01    ruiueat.  Safety    evaluation  &  affidavit    of    tvc 
enc  1  . 

CAHILL.W.J.        Consolidated    Edison   Co,     of    Neu   York.        79/10/O1.        9gp, 


t   addl    inF°   T"    *<>Wt>i    of    oFfsitu    power    sya. 
Operating    Reactors    Branch     1     (Pre    771030).        79/10/01 


onun 
W.HHENCER,  A. 

3pp. 


7710100419   Responds    to   FOIA   request    for    sequel     to   HASH-8B    documents 
re    1933-33   ftCRS    proceed  ings.  d  ocumenta    submitted    to    ACRS 
during    1933  concerning    proposed    reactor    site  i.   docuroenta 
ref    in    W/ASH-EJB.  Unable    to.    locate    documents. 
FELTON,  J.  K.  Division    of  Rules    and    Records.       79/10/05.       lp. 

791022034B    Foryard  i    response    to   HHC    790727   8,   OBOB   r«i}UB5ta     for    add] 
InFo   re    dijradid    grid    voltago   k   adequacy    of    station 
tlectriial    diitr  i  but  Ion    ays   vol  taaes.  Ei  tons  i  ve    computer 
analyses    rtquired    ulll    be    completed   bu    000301. 
CrtHrLL.k.J.        ConsDllflated    Edison    Co.     of    New   Yorb.        7n/10/16.       Hpp. 

771033033S  Forward*    tommltnents    to    meet   r  equlrentnts    specified    in 
WUREfl-057e,     "THI-2    Lessons    teamed    Task    Farce    Status    Rept    k 
Bhort-T«rm  FUecaynraenilatlons.  " 
ZARAKABrP.       Consolidated   Edison   CD.     of  Niu   Vnrk.       79/1O/I7.       Sflpp. 

0.     Inspection    rtporti,     IE  Bullc-tini    fc  corrflspondene  e 

7910030603  Foruard*   supp  1  emerita  1    response    to    IE  Bulletin   77-13  Mo 
evidence;   at    cracking    In  main    feerfuNifrer    I  Ines.  Vol  umitric 
testinj   of   remaining    pipeuielda    has    been   »ch«duled, 
ZAR^Kft3,P.        Commonwealth    Edisnn    Co.        79/OB/17\       3pp. 

7910170i31    Forwards    IE    Insp  Rapt    SO-3-17/79-13    on   7907  1  7-19.  Ha 
noncomp  1  1  ance  no-ted. 

BHUNNER.E,  J.  Region     1,     Philadelphia,     Raactor    Conitruction   t, 

Enjlneiring    Support    Draneh,        77/09X24,        2pp. 


—  79102900BB    IE    Inap    R>pt    SO-247/77-10    on    790507-27.  No    noncompl  iance 
noted.  Major    areas    Inipec  ted:  operator    training,  valvo    breaker. 
switch   alignment    procedures    of    engineerad    safety    features    & 
aurvci  1  lance    test   results. 

flEBELCHSKI.T.  Region    1.    Philadelphia,    Office    of    the    Director 

KEIHIO,R.R.  Region     I,     Philadelphia.     Realtor    Operations   Nuclear 

Support   Dratich,       79/09/11.       10pp. 

7910160272  Responds    to    IE   Bulletin  79-21.  Unit    1    shut    dDiun   uihile   util 
decides   whether    to    install    ECCS.  Di  acusses   reviaui   results    for 
Unit  2    level    indication   &    control    signals    for    each    steam 
generator. 
CAHILL,  W,  J,       Consolidated    Edison  Co,     of  New  York.       79/09/17.       5PP, 

7910170219  Responds    to    IE   Bulletin  79-02,  Revlsi  on    1,  Field   verification 
program   for  anchor    bolts    in    support   plates    of   seismic 
Category    1    piping    ays   was    performed    bu.    Ebaaco    during 
refueling   maint   outage, 
CAHlLLi  W,  J.        Commonweal  th     Ed  la  an   Co.        79/09/17.        7pp. 

7910230561   Forwards    NF1C   77Q(,2i    Itr   re  multiple    equipment    failures    t, 
surveillance    testing    errors,  which    uias    incorrectly 
distributed.  Also   foruards    IE    Insp    Repts    30-275/79-135, 
50-304/79-15.  Actinn    required, 
EISENHUT.D,  G.         Division    of    Operatins   Reactors.       79/09/31.       49pp. 

7910090S70  Forwards    IE   Circular   79-20.     "Failure    of   GTE   Sulvania  Relou, 
Ttjpe   PM    Bulletin    7303    Catalog    5UI2-11-AC   u/120   Volt    ac 
Coil.  "   No  action   required. 

OHIER,D.H.  Region    1.    Philadelphia.    Office    of    the    Director 

77/09/24.       lp. 

7910040094   Forurarfls    IE    Info   Notice   79-23,     "Emergency    Diesel    Generator 
Luoe  Oil    Coolers,"    No    action   required. 

ORI£R,n.H.  Region    1,    Philadelphia,    Office   of   the    Director 

77/09/26,        4pp. 


™          Forwardi    IE  Bulletin   79-21,     "Fro,  en  Lines,"   Action  required. 
ORIER.B.H,  Region    1,    Philadelphia,    Office   of   the    Director 

79/07/37.       lp. 


— 791017064S    IE  Inap   Rept    50-347/79-13  on    790717-19, No    none  nap li ante 
noted,  tfajor   areas    Inipec ted: re  fuel  ing    act! vi t ies. outage 
matnt,  Integrated    Ual    rate    test   procedure   review!,    follouuo 
an   outstanding    items. 

HIOOIHS.J.C,  .     SrtlTH.T.H.  Region    1,     Philadelphia,     Dffic*    Df    tho 

Director.        CAPHTWJ,  D.  L.  ReglQn    ,,    Philadelphia,     factor 

Operation!.  Nucle.ar  Support   Branch.       79/00/23.       Qpp. 

7910Q2QOB7  FDruards    IE    Info  Notice  77-20,  Revi (ion    i,     "NF.C    Enforcement 
Policy   -  NRC   Licensed    Individuals,"    Notic*    reinsuej    to 
correct  uiord    omission    t.   punctuation    error    which    changed 
Intent   of    statement. Changed    itatement   underlined    In    teit 
»!M'^        ,      "e8*t"1    ''    pl"ladBlPhla'    Office    of   the   Director. 

'V/U-T/U/,  lp, 

7910270-181   Forwards    IE    In»p   Re.pt    50-247/79-13   on  790601-03  No 
noncomp! iance    noted. 

QRUNWER,E.J.  Region    I,    Philadelphia,    Reactor   Opiralions    Nuclear 

Support   Branch.       79/07/07.       3pp, 

--79I0290104    IE    Imp   RBpt    50-247/79-19   on   790001-02.  No    noncomp  1  lane  e 
notfld. Major  areas    Inipec ted: 1 1 c ensed   reactor    operator 
requaHflcstion,   training    J<  action   on   previous    Insp    findinga 
COHOILL.C.J.,     PETrENHAUSEN.U.  Region     I,     Phi  l.SElphl..     Sme»    of 

the    Dl«Ctnr.       CAPHTON.D.L.  Region    1,     Ph  ilade  Ijh  i  a.     Rector 

Operations  Nuclear  Support   Branch.       79/OB/31.       4pp, 


7910310436  Forwards    auppl    to    790901    veaponse    to    IE   Bulletin   77-19, 
"Seismic    Analysis    for    As-Duilt    Safety-Related   Piping    Sys. " 
Includes    rept   oF   actions    taken    in   response    to   bulletin, 

in/revisions   J.   suppls    through    7709O7. 

CAH1LL,  H.  J,       Consolidated    Edison   Co.     of   New  York.       79/09/HB.       2up. 


"Reactor   Trips    at   Turkey 


7910160517  Forwards  IE  Info  Notice  79-33, 
Point  Units  3  &  4.  "  No  action  required. 
DRIER,!?.  H.  Region  1,  Philadelphia,  Office  of  the  Director 

77/10/01.       lp. 


7910I705B5  Forwards    IE    Info   Notice   79-24,     "Overpressur!  lation   of 
Containment    of  PHR   Plant   After   Main   Steam  Line  Break    "    No 
action   required. 

ORIER.B.H.  Region    1.    Philadelphia,    Office    of    tho    Director 

79/10/O1.       lp. 

7910110377  Forwards   response    to   KRC  790917    1  tr   b   IE    Info   Notice  77-32 
re   potential    interaction    between   nonsaf  -ety-grade   fc   safaty- 
grade   BUS.  Qased    upon   specific    eval  uatinns,  cone  ludes 
continued   operation   of   plant    justified. 
CAHILLi  U.  J.       Commonwealth    Ed  ison   Co.       79/10/09.       2pp. 

R.     Periodic    operating   reports    i  re-laced   correspondence 


M100KWI4  Ffflrwardi    IE  Circular  79-19,     "LoO,B   Locking   Devices    on 
I2?^*S1      R"nd  Purnp    ImPBl'"r*.  "   No    action    required. 
79/09/13        lp   Rla'Dn    ''    PhilailelP'lifl'    D*««    °f    t^   Director. 

7910370093  Forwards   IE    Imp  R.nt   90-2^7/79-08  on   790101-2B  No 
noncompl  lanes-  noted. 


79100203B5  Forwards   Quarterly    Rept    16   for    seismic   monitoring    program 
for    Map-Mail    1779. 
CAHILL.W.J.      Consolidated    Edison  Co.     of   New  York,       79/O9/19.       lp. 


Quart'rl1'  "*pt    1A    for    5''""ic   monitoring    program   for  Mar-Mnij 
*      Wooduard-Clyde  Consultants.       79/09/07.       42pp. 

7710B20295   Foruiards    tabulation    of    dail.;   record    of   fish    collections    for 

Dfijlt      I"/1?. 

CAHILL.W.J.       ConsolidatBd    Edison   Co,     of   Mem  YarR,       79/10/13.       4pp. 
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791Q32027B   Forwards    monthly    operating    rept    far    Sept    1979, 

CAH1LL.W.  J.       Consolidated    Edison  Co.     of  Neui  York.       79/10/15, 


Ip, 


P,     Operating    license   stage   dncumants    &    correspondence 


—  7910330279  Monthly  operating  rept  for  Sept  1979. 

KAWULA,L.  ,  MAKEPEACE,  J.   Consolidated  Edison  Co.  of  Neai  York 
79/10/05,    llpp, 

7910300020  Forwards,  "Indian  Point  Generating  Station  Entrapment 
Survival  d  Related  Studies  197B  Annual  Rept."  Affidavit  t, 
Certificate  of  Svc  encl, 
CAHILL.W.J.   Consolidated  Edison  Co.  of  NHUI  York.   79/10/23.   5pp. 

—  7910300022  "Indian  Point  Generating  Station  Entrapment  Survival 

Related  Studies,  I97B  Annual  Rept.  " 

*   Ecological  Analysts,  Inc.   79/09/30.   1  00pp. 

8.  Reportable  occurrences,  LERs  d  related  correspondence 

79101B0302  PNQ-79-433:  on  79O921  ,  radioactive  mall  contamination  uia-i 
found  in  nonstatinn  maint  worker  clothing,  tuo  ujoefcs  after 
completion  of  mork  assignment  at  fac  i  1  i  ty.  Investigation  uas 
initiated  &  results  mill  be  reviewed 

FLACK.E.D.   Office  of  Inspection  d  Enforcement,  Office  at  the 
Director.   HIQOINBOTHrtM-  L.    NRC  Regional  Offices.   79/09/21. 


7910260252  Forwards  LER  79-022/Q3L-0. 

CAHILL.W,  J.   Consolidated  Edison  Co.  of  New  York. 


Ip. 


79/1O/12.   Ip. 


—7910360237  LER  79-022/03L-O:  on  790913,  amount  of  water  in  contfenaat 
storage  tank  uas  60,000  gallons  oolow  Tech  Spec  requirement, 
Caused  by  efforts  to  reduce  high  sodium  concentration  in  hot 

lllBll. 

MAKEPEACE.  J.  M,   Consolidated  Edison  Co.  of  New  Yorl   79/10/13 
Ip. 


U.     Congressiona l/E»ecutive   Correspondenci 


7910310056    Requests    response    tn    one  1    Holden    790B2H    Itr   re    possible 
facility    safety    problems. 
PEYSER,  P.  A.       House   of  Rep.       79/09/17.       3pp. 

7910260442  Expresses   dismay   w/do    facto    secret  meetings   conducted    by 
NRC    on   790925-26  re    upgrading    of    inadequate   emergency 
preparedness    p lanning, Requests   rescheduling   fc  opening   of 
meeting    For    public. 
FIBH.  H.       House   of  Rep.       79/10/09.       Ip. 


7910090241    Forwards    FR   notice    of  amend    to    10CFR73.  35   l-e  requirements 
for    physical    protection   of   nuclear    power   plants.  Amend   defers 
implementation   of    physical    search   requirements    From   79QHQ1 
to  791101. 
DENTON.H,  Ft,        Office    of    Nuclear   Reactor   Regulation.        79/08/10.        49pp. 

7910110235    Forwards    NUREQ/CR-0727,     "BUR    Offgas    SIJB    Evaluation.  "Sya 
provided    reasonable   assurance    tftat    potential    for    eiternal 
offgas    eiplosioirs    li   minimi  ied  .  H/o    encl. 

QAMMILL.U.  P,         Assistant   Director    for    Operating    Reactor   Projects    (Pro 
791030).        79/OB/23.        39pp. 

7910030754  Notifies    of    suspension   of    review  work    on    submittals    re 
containment   air    dilution   sys    &   deinerting   until    NRC    acts    on 
recommendations    of   TMI-2  Lessons  Learned   Task    Or  imp. 
GAMMILL.U.         Assistant  Director    fnr    Operating    Reactor  Projects    (F'ra 
791030).        79/09/27.       2pp. 

7910090571    Informs    of  NRC   acceptance    of   Revisions    B   (.  9   to   Comm  Ed 
OA  Topical    Rept    CE-l-A,     "Comm    Ed  Co    Qfl  Program   for  Niicloar 
Generating    Stations,  " 
HAASS,  H,  Quality   Assurance    Branch,       79/07/11,        Ip, 

7910230316  Requests    addl    info   re    loss    at   ofPsite    power    on   7E0321    to  aid 
in  review   of    offsite   poiuer    sgs    adequacy.  Requt  a  ta    response 
uilthln  90   idays. 

IPPOLITO,  T.  A,  Operating   Reactors    Branch   3    (Pre    791030).       79/09/10, 

3PP. 

7910160143  Notification   op   790936  meeting  u/rlark    I    owners    In   Bothesda, 
MD   to   discuss    pool    swelling    compress  1  b  1  1  1  tij    effects   & 
doujncomer    condensation    loads. 
GRIMES,  C,  I.  Plant   Systems   Branch    (Pre  79IO30).       79/09/24,        Ip, 

7910170010  Discussaa   need    for   addl    confirmatory    Pull    scale    tests    to, 
establish    uncertainty    in    load   magnitudes  re    condensation 
oscillation    load    definition   procedures.  Draft    Itr    to    Mark    I 
utlls   re    test    program   enct. 

GRIMES,  U.K.         Assistant   Director    for    Systems    Engineering    (Pro 
791030),        79/09/23,       4pp. 

7910170006  Discussas   resolution    of   potential    problem    re  Mark    I 
containment    Identified    in  79OQ31   memo.  Addl    Info   re    responae 
characteristics    of   downcomer-vent   header   sy  s    ehoua  " 
sufficient    structural    fatigue   margins    exist,  Evaluation  and. 
DENTdN.H.R,       Office   of  Nuclear   Reactor    Regulation.       79/09/26.       2pp. 


DOCKET    50-249   DRESDEN   NUCLEAR    POWER    STATION,     UNIT    3 

F.  Security,    medical,     emergency    d   fire    protection    plans 

79101 1036B  Forwards   Revision   3   of    interim   security    plan. Plan  withheld 
(rep    10CFR2.  790). 
PEOPLES,  D.  L.       Commonwealth    Edison  Co,       79/10/04.       Ip. 

G,  Adjudtcatory    correspondence 


7910220413  Forwards,    guidelines    Por  valve    operability    re  containment 
purging   &   venting    during    normal    operet  ion.  Requests 
commitment    to    implement   valve    qualification    program   within 
30   days. 
EISENHUT.D.  O.  Division    df    Operating    Reactors.        79/09/27,        3pp. 

7910090343  Forwards    corrected   revised    pages    ta   Toch    Specs    For   rtraendo   41 
i  39    to  Licenses    DPR-19  &  DPR-H5,  reap  ectlve  1  ij.  for    Dresden 
Units   2  t.   3   fr  Amends   53  (,   50   to  Licenses  DPR-29   i.   DPR-30, 
respectively, for    Quad-Cities    Units    1    &   S. 
JANECEK.R.  F.       Caflnnonueal  th   Edison  Co,       79/10/OS,       2pp. 


7910090068  Notice  of   reconsti tution   of   ASLE    in   procBedlnn.  JF  Wolf   will 

replace   E  Luton  as   Chairman    of   Hoard. 
LAZOiR.M.       Atomic    Safety    and   Licensing    Hoard  Panel.       79/07/30.       Ip, 

7910230410  Notice  of  appearance    on   behalf    op   MRDC.  Certificate    of  Svr 
encl. 

FLEISCHAKER, D,  Natural    Resources   Defense  Council.       FLE19CHAKER, D 

FUlschaker,    D.  B.       79/09/27.       3pp. 


H.     General    correspondence 


791001036"!    Diacusses   reorgani  Ifltion    of    designi  operations   tt    licensing 
activities. 
REED,  C,       Commonwealth   Edison  Co.       79/09/21,       Ip. 


--791009039O  Corrnctid   revised    pages    to    Tech    SBBCS    for    Amends   -14  tc  a9   t 
Licenses    DPR-19    d  DPR-2S,  respective  ly,  for    Dresden    Units    3  & 
3  d  AmitndB   53  tt    30   to  Licenses   DPH-H9  S,  DPH-30,  respect!  velu , 
for   Quad-Cities    Units    1    d  3. 
•«      Commonwealth    Edison  Co.       79/10/O2.      Bpp. 

7910120216  Submits   Clai«    III    fee    re    integrated    primary    containment    leak 
rata    test. Fee    Inadvertently    omitted    Prom  79O907    Itr. 
JANECEK.R,  F.       Commonwealth   Edison  Co.       79/1O/Q2.       2pp. 

7910110380  Rteponils    to   790730,0030  i  0907  requests    Por    addl    info    re 
containment    purge    (.venting    sys    at   CUE  IHtUs.  Forwards 
outlined   question    b  answer    format    ta   NfiC   for    raviem    in 
response   to   request. 
PEOPLES,  D.  L.       Commonu«alth   Edison  Ca.       79/10/O4.       Opp. 


7910030509  Notifies    of    Internal    reorganisation   of   nuclear   activities. 
All    correspondence   re    licensing    should    be   directed    bo 
DL  Peoples. 
REEDiC,       Commonwealth    Edison  Co.       79/09/21.       2pp. 

791023027B  Forwards   addl    detailed    Info   re    util    resources  t   technical 
capabilities    Available    to   handle   unusual    events. 
JANEOEKrR.F.       Commonwealth   Edison  Co,       79/10/14.       240pp. 


7910110269  Forwards    "Evaluation    of    Interactions    Between   Nonsafety-Orado 
S«s   4<  Bafety-Orade   flys    for    Zlon    Station"   d  "Evaliration   of 
Interaction    Between  Nonsafety-Orade   Sys   |<  Saf ety-OraJe  Bus 
for   Dresden    t>  Quad-Cities   Stations." 
PEOPLES,  D,  L,       Commonwealth   Edison  Co.       79/10/05.       2pp. 

— 79101102B9    "Evaluation   of    Interaction   Between    Nontaf  e  ty-Orade   8u»   t< 
Safety-Grad*    Bys    for   Dratden    d  Quad-Cltlea    Stations." 
*     Commonwealth    Edison  Co,       79/IO/O5.       IBpp. 
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79102H0327   Forwards    add  I     Info    ra    methodology    for    determining     degraded 
voltage    cond  i  tionai  in    retaonic    fco    79-0917   request.  Rep  t    re 
review  of    adequacy    of    electric    t  is.tr  i  butlng    ajs   voltages 
uiill    be    submitted    by   791101. 
JANECEK,R.F.        CgnwonueflUK    Edison   Co.        79/1O/O9.        9pp. 


7910190343   Responds    to    IE    Bulletins    79-02,79-13   &   79-11    ra    pipe 
base  plate    designs,  c  rac  k  ing    in    fcedwater    ays    piping    & 
seiimic    analyses,  respectively.  Requaata    addl    time    tn    complete 
insps.  Extension  ui  1  1    have   no   adverse    effects, 
PEOPLES.  D,  L.        Commonwealth    Edison    Co,        79/09/11.        4pp. 


support 


7910230305   Forwards    commitments    to    meat    TMI-2   Le-isons    Learned    & 
Emeroffncu.    Preparedness    Tail    Fores    requirements    ro   Ends  6   & 
7   of   NBC   790913    Itr,  Deraonitrati  on    of   compliance    For    Dresden 
Unit    1    will    be   sent    in  Nov    1980, 
HEED-C.        ConmioniUBfllth    Edison    Co.        79/1O/1B.        19pp. 


7910190331    Submits    status    rept   per  Jul    1979   d iaeoaa ion, in   response    to 
IE    Bulletin    79-02. re    pipe    support    base    plate    deaigns    using 
concrete-  mpansion  anchor    bol  ts.  Descr  I  bas    scape,  progrosa   !i 
manpower   re   anchor   assemblies    throu-gh    790910. 
PEOPLES, D.L.        Commonuiealth    Edison   CD.        79/09/11.        3pp. 


a.     Inspection   reports,     IE  Bulletins    d  correspondence 

7910090331    Forward's    IE   Bulletin  79-19.     "Packaging    of   Lou  Level    Raduaste 
for   Transport    &  Burial."   Action  required. 

KEPPLER,  J.  0,  Region    3,     Chicago.     Office    of    the    Director.        79/00/10 

Ip. 

7910050209'  Ack   receipt   of  790706    Itr    informing   NFIC    of   steps    fcalen    to 
••correct   violations   noteJ    tn    IE    Insp    Ftepta    50-010/79-12. 
50-237/79-15   &    SO-S49/79-13. 

HErSHHrtN.fi.  F.  Region  3,    Chicago,    Reactor  Operations  Nuclear 

Support    Branch.       79/08/13.        Ip. 


7910030228  Forwards    IE   Circular   79-19,     "Loose   LacHng    Devices    on 
Ing ersol 1-Rand    Pujnp    Impellers."   No    action   required. 

KEPPLER,  -J.Q.  Region   3,     Chicago.     Office    of    the    Director,        79/O9/I3 

IP- 

7910230310   Forwards    IE    Inap    [teats    30-010/79-17,80-237/79-20   S. 
50-249/79-18   on    790SO1-3I    !,    notice    of    violation. 

HEISHMAN.R.  F.  Region    3,     Chicaflo.     Roactnr    Operations   Nuclear 

Support   Branch.       79/09/13.       Spp. 

—7910230247    Notice    of    violation    from    insp     on    790B01-3I. 

*          Region   3,    Chicago,    Office    of    the    Director.       79/09/13,       Ip. 


— 7910050216   Responds    to  «°C   790415   Itr    re   vJolation-a    noted    in    IE    Insp 
Repts    30-010/79-12,  SO-237/79-15   !,    50-349/79-13.  Corrective- 
actions  :  250-vol  t    dc    MCC    3    batteries    opened    t>   removed, 
re-sfcarinj    sya    to    normal    lineup. 
REED.C.        Commonuttaltli    Edison   Cn.        79/07/06.        3pp. 


-7910230362    IE    Insp    Rcpts    50-010/79-17,50-237/79-20   b   QO-249/79-1B    on 
790BQl-31.Noncomplinnce   noteJ:  fai  lure    to    follow   procedures 
re    ventilation   control    sys. 

HARKED,  J.  L,  ,    SPE9SARn,R.L,  Region    3,     Chicago.    Office    of    the 

Director.       79/OW13.       Bpp. 


7910090iS3  Forwards    IE  Bulletin   79-21,     "Temp   Effects   on    Level 
Measurements.  "   Action   required, 
KEPPLER,  J.  O.  Region  3.    Chicago,    Office   of    the    Director.       79/08/13 


7910030392   Forwards     IE    Info   Notice    79-20,     "NHC   Enforcement   Policy    - 
NRC   Licensed    Individuals,  "  Ho   action  rvqulred, 
KEPPLER.J.O.  Region  3.    Chicago,    Office    of    tin    Director.       79/OB/14 


7910050455  Foruards    IE   Circular    79-17,     "Contact  Problem    in  80-12 
Switches    on  GE  Metalclail   Circuit  Ereafcers.  "    No  attion 
required. 

KEPPLER,  J.  Q,  flegion    3,     Chlcaflo,     Office    of    the    Director.        79/08/14 

Ip. 

7910010239    Forwards     IE    Insp    Repts    50-010/79-14,50-237/79-18   t, 
80-249/77-16  on    79O7  10-30,  No   noncomp  1  lance   noted. 
HEISHMAN.R.  F.  Region  3,    Chicago.    Reactor   Operations-   Nuclear 

Su-pport   Branch,        79/OB/ia.        2pp. 

—7910010343    IE    Insp    Repts    30-010/79-14,50-237/79-18   t,    30-249/79-lfi   on 
79071O-30.  Na   noncompUance   noted.  Major    areas    inspected1 
jnaint.plant   opera  tions,  physics  1    protection    <*ocurll<j 
opaaniiationl    lc   physical    protection    (access   control) 
BARKER.J.L.,     9PEa3ARD,  R,  L.  Regions,     Chicago,     Office    of    till) 

Oi  r  ec  t  or  ,        79/OB/  1  7.        6p  p  , 


79103000B3   Forwards    IE    Info   Notice   79-32,     1JQual  If  icati  on    of   Control 
Sgn,  "  Uestlnghousc    790B30    Itr   d  Public    Svc    Electric    t   Oac 
Co   790910   Itr   re   potential    jnravieiue-d    safety    question  Action 
reqtfirnd    within  20  dags.  W/o    end. 
DENTON,H.R.       Office   o*  Nuclear  Reactor   regulation.       79/09/17.       48pp. 

7910340030  Responds    to    IE  Bulletin   79-19.     "Audibility    Problem 
Encountered    on   Evacuation   of   Personnel    from  High    Nol  BO 
Areas,."   Mods    issued    to    install    addl    evacuation    sirens   at 
several    outside    locations. 
PEOPLES,  D.L.       Commonwealth   Edison   Co.       79/09/2O,       4pp. 

7910160021    Responds    to    IE  Bulletin   79-19  re    packaging    &  disposal    of    1  oiu 
level    raduas  te.  All    requirements    followed. 
PEOPLES.  D.  L,        Commonweal  th    Edison    Co.        79/09/21.        3pp. 

7910230541    Forwards  NRC    790A36    Itr   re   multiple    equipment    failures   !, 
surveillance    testing    errors,  which   man    1  ncormc  tly 
distributed,  Also    foruarda    IE    Insp    Repts.    50-395/77-13   fc 
S0~30a/79~12.  Action   renuired. 
EISENHUT,  D,  0.         Diwlaion    cf   Operating   Reactors.       79/09/21,       19pp. 

,7910110111    Forwards    IE  Circular   79-30,     "Failure    of   OTE    Bulvania  flolay, 
Type    FH  Bulletin   7309,  Catal  ng    5U12-11-AC   ui/120  Volt   ac 
Coil."  Ho    action  required. 

KEPPLEB.J.  Q,  Ronton   3,     Chicago,    Office    of    the   Director        79/09/24 

IP- 


7910030795   Forwards     I£   Bullet  in   79-03,  Ravis  I  on    l.Buppl    1,     "Pipe    Suppor 
Base   Plate  Designs   Uilnj   Concrete  E<panii<Jn    Anchor    Dolts." 
Action   required, 

KEPPLER,  J.O.  Region  3,    Chicago,    Office    of    the   Director.       79/OQ/20 

»P 


7910240064  Forwards    IE    Insp    Rcpts    50-010/79-15,50-237/79-19  & 
30-2il9/79-17    on    79082(3-31    &  notice    o(>   violation. 

DAVIB.A.B.  Region   3,    Chicago,    Fuel    Facility    b  Materials   Safety 

Branch,      79/09/34.       2pp. 


7910030123  Foruardi   response    to    IE  Bulletin  79-19,    "l)BB-p   Draft   Pump. 
Def  itiencies.  "  r 

(lEEDjC.      Commonuealth    Edison  Co.       79/09/05.       20pp. 

7910020015  Foruards   request    for    adfl    info    re   con  tainm^nt   purge    «us    t, 
containment  ventinj   sijt    for   continuation   of   review  of 
justif  ication    for  onlinited    purging. 

IPPQLimT,  A.  Operatinj  Reactors   Branch   3    (Pro   791O30I.       79/09/07 

Spp. 


,         «7rdl    "V."0   Noti"    "-20.R.vlsion    1,     "We    Enforcement 
cy   -  NRC  Li  cm  i  ad    Ind.  i  vl  dual*.  "    Notice    reissued    to 
!!E*  rft   ?mi4!1ion  *  punctuation   ervor   uhich    changed 
,   **•*•»«''*  •Cl'-ns*.!    statement   underlined    in    t»  b. 
J.O.  Rfljion  3.    Chicago.    Office    of    the    Director.      79/09/07. 


.^if^?8  ^Ub?ltS  1J*tM  "'*   in  "»*"««   *"   IE  Duli.tln  79-14. 
^Bel..flU  An»lU«e,    for   to-Bum    Baf.tirBslatad    Piping    SUs.  " 

«;«.Sn;Bsr!!::prDflrfhs?iBi!npoij'r  *  «-p>»*i»"  KM«II  tn 

secmiblB  &   inacci-tiibl*    in»p*. 

PEDPLES.D.L,       Comwoniuejilfch   Ediion   Co.       79/09/U,       Ojip. 


—7910240074  Notice   of  violation    from    Insp    on   790836-31. 

»          Region   3,    Chicago,     Office    of    the    Director.       79/09/SO,       Ip. 

--79I0240089    IE    Insp    Rnpts    50-010/79-19,50-237/79-19   &    80-349/79-17 
on   790088-31,  N-oncoropI  ianco    noted:  fa  i  I  urn    to   have   approved 
callbr   procedure    for    Units    3  (.   3    liquid    effluent   monitor. 
HIATT.J.W.,    OriEOER.L.n,  flegion  3,    Chieago,    Office    of    the 

Director.       79/09/BO.       8pp. 

7910010195  Forwards    IE   Info    Notico    79-23,     "Emeraencg    Diasel    Oonerator 
Luhe   Oil    Coolers. "   No  action   required. 

KEPPLER,  J.  fl.  Region    3,    ChUago,    Office    of    the   Director.       79/Q9/S6 

Ip. 

7910Q40034  Forwards    IE    Info    Notice    79-24,     "Fromn  Lines."   No   action 
required, 

KEPPLER,  J.  0.  Region    3,    Chicago,    Office    of    the   Director.       79/09/27 

IP. 

7910230239  Responds    to    IE   Bulletin   79-14.     "Seismic   Analysis    for 
A»-Duilt  B»fetu-Related    Piping    BIJB,  "   Anticiaates   completion 
oP  ualk-doun  phaie   by   791014. 
PEOPLES,  D.  L.       Commanuealth    Edison  Co,       7WO9/2B.       Spp. 


DOCKETED  ITEMS 


45 


791O17O341    Forwards    IE    Info    Notice    79-29,     "Reactor    Trips    at    Turkey 
Point    Units    3    &    4.  "    No    action    required. 

KEPPLER,  J.  0,  Region   3.     Chicago,     Office    of    the    Director.        79/1O/01 

IP. 

7910180598   Forwards     IE    Info    Notice    79-21,     "Overpressuri  lation    of 
Containment    of    PWR   Plant    After    Main    Steam   Line    Break.  "    No 
action    required 

KGPPLER,,).  Q.  Region    3,     Chicago,     QFfice    of    the    Director.        79/10/01 

IP 

7910260376    Approves    request    for    time    extension    re    completion    of    inaps 
required    by     IE    Bulletins    79-21,79-13    &   79-14. 
KEPPLER,  J.  O.  Region    3,     Chicago.     Office    of    tho    Director.        79/10/01 


O.     A[f  jud  icatory    correspondence 


7910320417  Discusses    790B30  meeting   among   partiea    in   Miami    per   rtSLfl 
790B03    order,  re    contentl  ons.  st  ipulationa    &   discovery 
schedule.  Attached    contentions    supersede   prior    contentions. 
Certificate   of   Svc   &  proposed   schedule    end. 
COLL.  N.  A.        Steel,     Hector   !.    Davla.        79/OB/31.        2Opp, 

7910190235   Motion    to    adopt    prehearing    schedule    commencing    on   790B3O 
to   plan   final    hearing    for  791304    in  Miami.  FL.  Adopti  on   of 
schedule   will    assist    parties    in    prehearing    preparation   !i 
discovery.  Proposed    schedule    &   Certificate    of   9vc     encl. 
COLL,  N.  A.        Florida    Power   Corp.       COLL,  N.  A.       Steel.     Hector-    &   Davis. 
79/O9/04.        5pp 


7910260022   Forwards    description    of    computer    programs   b    verification 
procedures    fnr    seismic    analysis    of    piping,  in   response    to 
IE    Bulletin    79-O7. 
PEOPLES,  D   L.        Commonwealth    Edison    Co.        79/10/13.        7pp. 


79101705B6   Interrogatories  &   request    for   production   of    documents, 
directed    to    intervenor    HP   Oncavage.  Requests    uiotua,  p  us  iti  ons 
!.    identification   of   all    documents,  inc  lud  ing    publications, 
relating    to  Contentions    1-6.  Certificate   of  Svc    atncl. 
OOLDBERO,  B.  C,  Branch    2.        79/09/11.        15pp. 


7910310379    Forwards    Revision    2    to    IE    Bulletin    79-13,     "Cracting     in 
Feedmater    Sy s   Piping."   No   action   required, 

KEPPLER,  J.  Q.  Region   3,    Chicago,    Office   of    the    Director.       79/10/19 

Ip. 

7910310139  Ac*    receipt    of   791010    Itr    informing   NRC    op    steps    taken    to 
correct    violations    noted     in    IE    Ingp    Repts    5O-010/79-1 5, 
90-237/79-19   &    90-349/79-17. 

DAVI8,  A.  D.  Region   3,     Chicago,    Fuel    Facility   !<  Materials   Safetii 

Branch,       79/10/22.       Ip. 


79101B001B   Statement    of    position. per    790B30   meeting, re    intervenor 
contentions. Urges    striking    portions    of   Contentions    1 -i 
alleging   noncomp 1 iance  w/Federal    Water   Pollution   Control 
Act.  Opposes  Contentions   7-14.  Certificate   of    Svc    encl. 
GOLDBERG. S.  C.  Branch    2.        79/09/14.        17pp. 

7910220044  Requests    to  make    limited   appearance   statement  at    hearing 
on  MP   Qncavage   petition   re   proposal    to  repair 
steam   generators    at    Facility. 
FRIEDMAN,  R.  N.        Affiliation   Unknown.        79/09/19.         Ip. 


--7910310143  Responds    to   NRC   790924    Itr    re   violations   noted    in    IE    Insp 
Repts    30-010/79-15,30-237/79-19    t,    30-249/79-17,  Correct ive 
actions: Special    Operating    Procodore    5OP-419  was    successfully 
utilised    to    calibr   Units    2  !.  3   liquid    effluent   monitors. 
PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/10/10.        2pp, 


7910230194  Statement    in    support   of   admi ssib i 11 ty    of   proposed 
Contentions   7-14.  Alleges    that    issues    re   repair    project  !i 
potential    health    haiards   are   clarified  !•  resolved    in 
content  ions.  Cert ificate   of   Bvc    encl. 
MARSHALL,  R.  A.        Marshall,     H.  A.       79/09/15.       30pp. 


B.     Roportable    occurrences,     LEfls   &   related    correspondence 


791029024S   Forwards   LEfl    79-033/03L-0. 

STEPHENBON.B.  B.       Commonwealth    Edison    Co. 


7910180024  Response    to    licensee   790904    motion    to   adopt    preheariiig 
schedule   fr   to    schedule    final    hearing.  Agrees    ui/sc  tied  ul  a   re 
Contentions    1-6.  Unable    to  agree   on   hearing   dates    re    790914 
addl    content! ons. Certi f  Icate   of  Svc    encl. 
OQLDBEHO,  S.  C.  Branch    2.        79/09/17,        3pp. 


—7910390210   LEU    79-023/03L-Q:  on    790923,  heat    exchanger    valve    of    water 
coolant    injection    failed    to   upon   by    remote   control  1 er.  Caused 
by    slippage    of    slidewlre    on   electronic    feeilulro    from   track. 
31  id  aw  ire   repaired. 
SMITH,  0.  L.       Commonwealth    Edison   Co.       79/10/18.       Ip, 


7910300169   Forwards    LER    79-Oa6/03L-0. 

STEPHENSDN,  B,  D,       Commonwealth   Edison   Co, 


79/10/H2.   Ip. 


7910260463  Order  requesting  licBnsee  &  NRC  to  provide  addl  info  re 
problem  of  assuring  continued  integrity  of  radioactivity 
retention  barriers. Emphas is  should  be  directed  to  procedures 
It  workmanship  re  closure  &  reseal  of  barriers, 

BOWERS,  E.  B.   Atomic  Safety  and  Licensing  Hoard  Panel.   79/10/11. 
3pp. 


)!.  General  correspondence 


—7910300173  LER  79-036/03L-0:  on  790923,  mh  i  IB  reversing  condenser 
circulating  water  f 1 om,  steam  jot  air  ejector  suction  valve 
3-34Q1-B  failed  to  close. Caused  by  solenoid  valve  failure. 
Solenoid  valve  replaced, 
KQRCHYNSUY,  M.   Commonwealth  Edison  Co.   79/10/33.   Ip. 


7910010217  Forwards  info  re  ability  to  respond  to  unusual  events,  in 
response  to  7906S9  request. 
UHRIQ.  R.  E.   Florida  Pouur  &  Light  Co.   79/07/31.   130pp. 


J.  Insurance  d  indemnity  information 


DOCKET  50-230  TURKEV  POINT  PLANT.  UNIT  3 

F.  Security,  medical,  emergency  &  Fire  protection  plans 

7910170044  Discusses  791015  Bite  visit  to  obtain  info  on  resolution  of 
open  fire  protection  Issues.  Agenda  (<  status  of  unresolved 
Issues  encl. 
LAINA5, 0.     Plant  Sgg tarns  Branch  (Pro-  791030*.   79/09/34.   19pp, 

7910030377  Responds  to  790B21  fc  27  Itrs  rs  renuoat  to  commit  to  fiva- 
man  fire  brigade. Throe-man  brigade  considered  sufficient. 
Proposed  regulation  uiill  be  commented  on  after  publication 
In  FR.Addl  comments  on  encls  to  Itrfl  utlll  follow, 
UHRIO.R.E   Florida  Pouer  i  Light  Co.   79/09/35.   Ip. 


7910310304  Forwards  executed  Amend  11  to  Indemnity  Agreement  l)-4A. 
modifying  prefatory  language  re  transportation,  handl ing  & 
storage  of  radioactive  matl. 
UHRIO.R.E.   Florida  Power  &  Light  Co.   79/10725.   2pp. 

H.  Antitrust  correspondence 

7910040499  Answer  to  FL  Cities  790B09  motion  to  lodga  FERC  790B03 
opinion  for  Commission  consideration  in  determinations  re 
holding  of  hearings.  Certificate  of  Svc  encl, 
DEWEYiL.B,,  CHANANIA.F.D.   Antitrust  Division.   79/OB/H3.   3pp. 

P.  Operating  license  stage  documents  &  correspondence 


7910260111  Confirms  791013-18  site  visit  to  resolve  outstanding  issues 
TH  five  protection  plan.  Agenda  &  unresolved  issues  and. 
8CHUENCER,  A,     Operating  Reactors  Branch  1  (Prc  791030),   79/10/03. 
33(1  p 

7910150931  Forward  a  info  re  fire  protection  mods  described  In  safety 
evaluation  for  Amends  45  &  37  to  Licenses  DP1J-31  &  DPR-41, 
respectively. Three  oversize  drawings  encl. 
UHRIO.R.E.   Florida  Power  t.  Light  Co.   79/10/OB.   4Bpp. 


7910330339  Amrnd  SO  to  License  DPR-31. 

OIAMDUSSD,  A.   Atomic  Energy  Commission,  Directorate  of  Licensing, 
72/07/19.   5pp. 

-- 79102S036B  Safety  evaluation  supporting  Amend  50  to  License  DPH-3I. 
*    Operating  Reactors  Branch  1  (Pre  771030).   79^09/26.   3pp. 

7909140043  Requests  that  review  of  potential  for  inadvertent  reactor 
scrams  b  safety  injection  s^s  actuations  be  submitted  to 
NRC  within  30  days, 
EISENHUT,  D.  0.    Division  of  Operating  Reactors.   79/0&/36.   2pp. 
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lcr^;    ™noti"    °f    -««"     *•     10CF.R73.9S    re    r.,wir«.nt. 
InplMinUt  .n      S      K10?   °      "ucl«"   P«-tr   PUnt..flmii«l    defers 
to  79  M  Si  Finical    .earth    requirement*    from   790B01 

DENTON.K.R.        Offic.    of    Nuclear    Reactor   flegulatlon,        77/08/10.        49pp. 


BCHWEN«ER,A.  Operating   Raactors    DrancA    1    <pr«    791030).       79/09/04. 


. 

Operating   Reactors.       79/O9/04.       17pp. 

ro:ults  sr  "vieui  °f  »^,^.r±f  *iSP 

fc"    C0nfirraatlon   "f    •«•"•««    of    «c, 


HULMAH.L.  0.  Hydrology    Meteorology    Branch.        79/Q?/04.        t3pj>. 

thifi"    Fq!Mr*r    r.qUG3t     For    addl     info    for    Westlnshouse   &   C-E    plants 
•  ™i«£        !*    !luippelf   •"*<"    "'"""BE    devices    on   BteaM  * 

!:»:»t»  ;.i.rh6:™:r''"-N"d  furthar  a"uran"  "  ste™ 

LA1NA9.0.  Plant    Evitama    Branch     (Pr»    791030).        79/09/Ofl,        3pp. 


"!1^1**    °f   plantB   "l-H-im    microfiching    of   Up-to- 
C"ntral    Fil"-fl«qu<»ta   MtiBD  aa    soon  as 


det.rmtne 


!Id!    rSSf?n*?J*°    Ie   Du'l*t'n  79-21,     "Temp   Effects    on 
ment«.       Liquid   mea&urlng    sys   reviewed    to 
^  used    to    initiate    safety    action.  Chart*    of   6  las 

E.       Florida  Pouer    t.  Light   Co.       79/O9/1B.       7pp.  "^ 

„„„.       i      R"l*otl^s    to   utl1    ar.su.ep    to  NRC    7B02Q2   1  lr    re    reactor   cavity 
"SUB  9ei""-ic    iiiue.Util    answer   arc  t>ptab  1  y    raaolvcs 

BCHHENCER,*.  Operating    .Reactors    Branch     i     IPre    791030J.        79/09/IB. 

7910090314  Foruar.ts    request    for    info   re   potential    for    stearc  generator 
water    hammer    at   PHR*    U/feedringa    that   discharge    From  Bottom   nBrat"r 
Requests   response   within  60   dans. 
SCHUENCER.A.  Operating   fleactora    Branch    1    (Pra    791030).       79/09/1H. 

79100402SO   Delays    reaporss    to   contention   on    temporary    storage  of    si, 
steam  generator,    until    final    design    dttailt    are   available 
Postpones    final    statement   on   ability    of    d»ni>a    („   provtdB 
miiTHdiii^  until    rcvicm  of   b^ach    ?u  P  VBIJ    re  s  IF  J  ts. 

2pp.  TUni,0,f>.  Hiidrology  ffeteorolagu   Branch.       79/09/19. 


nrl!S  *!"nd    S?   tQ   LlcensB   "Pn~3],,flPety    valuation  & 
notice   af    Issuance    h  availability 

ECHHENCER.A.  Operating    RBact<,r«    Branth    1    <Pre    791030).       79/09/36, 

•-7910170436  Aiitnd   3D    to  Licenie   BPR-31,  permi  ttlrg    *ddl    effective    full 
pou.er  jpntJ,,    of   operation   prior    to   performance    of   steam 
generator    in-sp. 

Op-rating   Reactors    Branch    1    (PrB   79I03O). 


—7910170441   Safetg    eval^tfon    supportino   Amend    50    to   Licence  DPH-31 
»      Office   of  Wife  1  ear   Reactor   Hegulatlon.       79/09/24,       3pr. 


oP  Amend    30   to 
rnflMNELL,  C.  Operating   neactors   Branch    I    (pro   791030).       79/09/36. 

7910220413  Forward*   guideline*    lor  valve   ooerabilltu   re    containment 
purging   ft   ventlno    during    normal    o,,. ration.  Rt4u»t>  <rotltalnin«'" 

ao^fliua"1*    fc°    ta>tltafn^  Vfllv*   lualifieatlan    pranram  within 
E1BEHHUT,D.*.         Djvlsiin   of   Operates    Reactors.       79/09/37.       3pp. 


UHRIO.R.E.      Florida  Powor  t  Light  Co.       79/10/OI.       ]p. 


, Requests    addl     InFo    rs     loas    of    ofFsite     power    on    730103-01, 

740423,770316    (,    790903    to   aid    in    review   of    offsite    power    su* 

adequacy.  Oequeats    res,ponse  ulthln   9O  days. 

SCHWENCER.A.  Operating    ReactorB    Branch    1     (Pro    791O30)         79/10/01 

3pp. 

7910100254   (lenpands    to  WRC    790723  fc  0001    Itrs    re    proposed   amend    to   OLs 
adding    license    requirement    to   estaoliah    fc   implement 
secondary   water    chemistery   monitoring    program.  Program   tends 
to   reduce    outage    timea   t.    repair    costs. 
UHfllO.R.E,        Florida   Power   &    Light   Co,        79/1O/03.         Ip. 

7910170174   Notifies    that   status   rent    of   analyae&    r*    offsite    power    su»   !, 
onaite   distribution    sya   will    be    submitted   791100,  in   responae 
to    770723,26   !.    OBDB   renuests. 
UHRIO.R.  E.        Florida    Power   (.   4-ight   Cn.        79/10/IO.         Ip. 


n"'Uari'*   reviscd    f^SH   S  of    integrated    leal,    rate    test   rept 
UH(tIO,n,E.        Florida   Poiuer    !<   Light    Co.        79/10/1A,        2pp. 

79I02A0301    Advises    oF  NflC   rsquirementB    for   au.Uiaru    Faedwator    sus 
Generic  &  p 1 ant-apoc If ic    requiramenta    encl.  ' 

EISENHUT,  D,  G.  Division    OF    Operating    Reactors.         79/10/16.        32pp. 


MII,-    „=„...,       ^   -ru,   ,-  .  Itr   TB    follouluP    actions   renulting    frnn 

INKL    revlnu  of   TMI.ForuardE   response    including    tufa   re 
emergency    power    supply    requirement,  re  1  ie  F  (.   safety    valve 
nuDTnS'c'1"***    lnlllqation    °f    valve   position  &    rscnmbiners 
UHHIQ,fi.E.      Florida   Power    Si  Light   Co.       79/10/32.        9pp. 

Q.     Inspection^reports,     IE  Bulletins   i  c  orrospondonce 

7910090109  Forwards    response    tn    IE   Bulletin   79-17-     "Pipe   Cracks    in 
Stagnant   Dorated    Water   Sya    at    PWR   Plants."  i-racKS    in 

UHlllO.n.E,       Florida   Potdor   i  Light   Co.       79/OS/27.        4pp. 


--79101B04S5    IE    Imp    ft.pt.    50-330/79-29    t,    50-S5I  /79-3B    on    790731-0003   Ha 
rioncc-mpl  lance    noted.  Major   areas    In.p.tt.d;  .tia*    aonerator 
replacement. 

BflVflNT.J.C.  Degipn  a,    Atlanta,    Jloactor   Construction   & 

Eng    neering    Bupnort   Branch.       U1LCQX,  J.  D.  Reg  i  on   a,    Atlanta, 

Office  of   the    Director.       79/00/39.       4pp.  "nanca, 


MP"*    "5p°naB    to    Ie  ""H-tin    ?9-OiC,      "Nucloar    Incidm.t 
UHHIO,R.E.      Florida   Pouer   (.   Light    Co.       79/09/31,       3pp. 


,, 


=  a^   i?   ?u!letl"   "-03-     "L-ngitudtnal    Weld   Defects    in 
^    ^O^   Stainless    Steel   Pipe    Spool*    Hf«    bu 
on          ,    ,i"9    &  ^inecring   Co.-  List    of   EyB    containinq 
P|Pp   °Pi        >*    "vi.y.n.Ft    rC    ..f.ty    B|JB    UBBa     duH    791015 
,  R.  E      Florida    Pouer    !.   Light    Co.        79/09/07,         Ip. 


«"t-'    O'Mc.    of    tho    Director. 


U^P    J"P"11""    "    N°    «»«>»  required. 

tfBi0"   S'    Atlilrita'    Dffico    «•'    *ho    Director 


79/09/10       app 


,P 
79/09/13      'lp 


OHHlO.n.  E.      Florida   Pouier   i,  Light   Co.       79/09/13.        Ip, 

7-710UOOB9  Forward,    response    to    IE   Bulletin   79-li.  Vital    flre«   access 
»Mnt.ut  -h?    """f":1""    "«    -«•»    I'-*,    from  compu  t.r 

Dh'te          - 


Control 


Atlanta' 


. 

DENTDN.H.R.       Offic.    of   Nuclear  Reactor  fiogulation.        79/09/17. 
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7910230561    Forwards    NRC    79O626    HP    re    multiple    equipment    failures   & 
surveillance    testing    errors,  which    was     incorrectly 
distributed,  Also    forwards    IE    Insp    Repts    50-295/79-13   t, 
5O-3Q4/79-12. Action    required. 
EISENHUT.D.Q.  Division    of    Operating    Realtors.        79/O9/31.        49pp. 

7910090669   Responds    to    IE  Bulletin   79-1B   "Audibility   Problems 
Encountered    W/Evacua ti on    of    Personnel    From   High    Noise    Area." 
Flevieui    of    configuration    t,    performance    of    site    communications 
network    revealed     improvable    areas. Plant   mod    implemented 
UHRIG,R.E.        Florida    Power    &    Light    Co.        79/09/24.        2pp, 

7910230203    Responds    to     IE    Bulletin    79-19,     "Packaging    of    Lou   Level 
Radioactive    Waste    for    Transport    &   Burial,  "   Audit    program 
established    to    ensure    that    lou    level    radiuaste    Is    handled    per 
approved    procedures. 
UHRIQ.R.E.        Florida    Poiuer    d   Light    Co.        79/09/25.        3pp. 

7910040171    Forwards    IE    Info  Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers."   No    action   required. 

O'REILLV,  J,  P.  Region    2,     Atlanta,     Office    of    the    Director 

79/09/26.        2pp. 

7910100040   Responds    to    IE   Bulletin   79-11    "Seismic   Analysis    for    As- 
Built    Safety-Related    Piping    Sys.   "    Tuo    noncorap 1  lances    found 
after    inap.  Reneuis    request    for    extension   of    insp    schedule. 
Next    status    rapt   mill    ba    submitted    by    791115. 
UHRIGiR.E.        Florida    Power    &   Light    Co.        79/09/26,        2pp. 

79101703SS   Forwards    IE   Bulletin   79-24,     "Froien   Lines."    Action 
required. 

O'REILLY.  J.  P.  Region    B,     Atlanta,     Office    of    the    Director, 

79/09/27.        2pp. 

7910170317    Forwards     IE    Info    Notice    79-25.     "Reactor    Trips    at    Turkey 
Point    Units   3  t.   1.  "   No    action    roquiri'i!. 

O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director 

79/10/01.        3pp, 

7910170739    Forwards    IE    Info    Notice    79-24,     "Dverpreasurl zati on    of 
Containment    of    PWR    Plant    After    Main   Steam   Lino    Break.  "    No 
action    required. 

O'REILLY,  J.  P,  Region    2,     Atlanta,     Office    of    the    Director 

79/10/01,        Hpp. 


7910190233   Motion    to    adopt    prehearing    schedule    commencing 
to    plan    final    hearing    for    791204    in    Miami,  FL.  Adopt  Inn    of 
schedule   mill    assist    parties    in   prehearing    preparation  & 
discovery.  Proposed    schedule  !<  Certificate    c-f   Svc    encl. 
COLL,  N.  A.        Florida    Power    Corp.        COLL.,  H.  A.        Bte*l,     Hector 
79/09/04.        5pp. 


79101705B6    Interrogatories   d  request   for   production   of   documents, 
directed    to    intervenor  HP   Oncavage.  Requests    vi  *us,  posit  i  ons 
t<    identification    of    all    documents,  inc  lud  ing    publications, 
relating    to   Contentions    1-fa.  Certi  (  Icate  of    9vc    encl. 
OQLDBERC,  8.  C.  Branch    3.        79/09/11.        ISpp. 

79t018001B   Statement    of    position,  per   790330   meeting,  re    int*rvenor 
content  ions.  Urges    striking    portions    of   Contentions    1-6 
alleging    noncompl  ianc  B    Hi/Federal    Mater   Pollution   Control 
Act.  Oppose*   Contentions   7-14.  Cert!  f  icate   of    Svc    encl. 
GOLDBERG,  9.  C.  Branch    3.       79/O9/11.        17po. 

7910330044   Requeits    tn    make    limited    appearance    statement   at    hearing 
on   MP   Oncavage    petition    re    proposal     to    repair 
steam   generators   at    facility. 
FRIEDMAN,  R.  N.        Affiliation   Unknown,        79/09/19.         Ip. 

7910220494   Statement    in    tupport    of    admits  ilil  II  ty     of    proposed 
Contentions   7-14.  Alleges    that    Issues    re  repair    project  & 
potential    health    haiards    are    clarified   !,  resolved    in 
contentions.  Certificate   of   Svc   encl. 
MARSHALL.  R.  A.        Marshall,     [i.  A.        79/09/15.       2Opp. 

7910100034  Response    to    licensee   790904   motion    to    adopt   preh*arinn 
schedule   b   to   schedule  -final    hearing.  Agrees    in/schedule   re 
Contentions    1-6.  Unable    to   agree    on  hearing    dates   re  790914 
addl    contentiona.  Cert  if  icate    of  3vc    encl. 
GQLDBERQ,  6.  C.  Branch   2,       79/09/17.      3pp. 

7910360463   Order    requesting    licensee    &   NRC    to    provide   addl     info    rir 
problem   of    assuring    continued    integral)    of    radioactivity 
retention    barrl  ers.  Envphas  is    should    be    directed     to    procedures 
tt  workmanship   re   closure   h  reseal    of   barrier*. 

BOWERS,  E.  S.       Atomic   Safety    and  Licensing    Board    Panel.       79/10/11. 
3pp. 


H.    General    correspondence 


7910120164    Rosponda    to   NRC   790917    Itr    re    integration   between    safety- 
grade    ays    fc   nonsaf ety-grade    sys, Forwards    descriptions    of 
four    potential    Interaction    scenarios   &   generic    vendor 
recommendations    justifying    continued    operation. 
UHRIG.R.  E.       Florida   Power    &  Light    Co.       79/10/00.       3Bpp. 


7910010217  Forward!    Info   re   ability    to   respond    to   unusual    events,  in 
response    to    790639   request. 
UHHIQ.R.E.        Florida   Power    t   Light    Co.        79/O7/31.        130pp. 


J.     Insurance   &   indemnity    Information 


DOCKET    50-251    TURKEY   POINT    PLANT,     UNIT' 4 

F,     Security,    medical,     emergency    fc    fire   protection   plans 

7910170044    Discusses   791015   site   visit    to    obtain    info   on   resolution   of 
open    fire    protection    i  sauoa.  Agenda    &    status    of  unrosolveif 
issues    encl. 
LAINAS.O.  Plank   Hyatcms   Branch    (Pro   791030),       79/09/2-1.       19pp. 

7910020377   Responds    to   790821    5.  99    Itrs    re    request    to   commit    to    live- 
man    firo    brl  gade.  Three-man   brigade    considered    sufficient. 
Proposed    regulation  uii  1 1    bo    commanted    on   after    publication 
in   FFI.Addl    comments    on    cncH    to    Itrs   will    follow, 
UHRIO.R.E.       Florida    Power    t.  Light   Co.       79/09/25.       Ip. 


791031030fl   Forwards    eiecuted   Anond    11    to   Indemnity   Agreement    B-46, 
modifying    prefatory    language    re    transportatJ  om  handl  Ing    & 
storage   of   radioactive   mat!, 
UHRIOiR.E.       Florida  Power  t,  Light  Co.       79/10/35.J      Spp. 

M.    Antitrust   correspond ence 


7910040499  Answer    to  FL    Cities   790009  motion    to    todge  FKFiC    790B03 
opinion    for   Commission   consideration    in  determinations   re 
holding   of   hear  ings,  Certi  f  Icate   of  Svc   encl. 
DEWEV.L.S.,     CHANANIA.F,  D.       Antitrust    Division.        79/OQ/23.         3pp. 

P.     Operating    license    stage   documents   b  correspondence 


7910H60111    Confirms    791015-1H    site   visit    to   resolve    outstanding    issues 
re    flro    protection   plan.  Agenda   (.   unresolved    issues   encl. 
SCHWENCEH,  A.  Operating    Reactors    Branch    1    (Pro   791030).       79/10/03, 

33pp. 


7909140043  Requests   that   review  of   potential    for    inadvertent    reactor 
scrams   &  safety    injection    sui    actuations   be    submitted    to 
MIC  within   30  days. 
EIBENHUT.  D.  0.          Division    of   Operating    Reactors.        79/06/26.        2pp. 


7910150931    Forwards    info    re    fire   protection   mads    described    in   safety 
evaluation    for. Amends    49  &  37    to   Licenses   DPFi-31    &  DPR-41, 
respec tively. Three    ovorslie    drawings    encl. 
UHH1O.R.E.       Florida   Power    S.  Light  Co.       79/1O/OQ.       48pp. 


0.     Adjudicator^    correspondent 


7910330417    Discusses   790030   meeting    among    parties    in  Miami    per   ASLB 
790803   order,  re    content  ions,  stipulations   !<  discovery 
ichedule. Attached    contentions    supersede    prior    cuntentiona. 
Certificate    of   Svc    t>   proposed    schedule    encl, 
COLL.N.A.       Steel,    Hector   ti  Davis.       79/OB/31.       SQpp, 


7910090241   Forwards  FH   notice   of   amend    to    10CFH73.  95   re   raqu Iremon ta 
fur   physical    protection   of  nuclear   power  plants, Amend   defers 
Impltmentat ion   of   phyaical    search    requirements    from  790B01 
to  771101. 
DENTON.H.R.       Office   of   Nuclear   Reactor  Regulation,       79/OB/10.       49pp. 

7910030064  Forwards    safety    evaluation   re   flooding    of    equipment 
important    to    safety-related    sys. 

SCHHENCER.A.  Operating   Reactors   Branch    1     (Pro   791030>.        79/09/04. 

2pp. 

— 7910030069  Safety    evaluation   re    susceptibili  tif    of   safety-related    sys    to 
flooding    from    failure   of  Non-Category    1    sy s.  Proposed 
measures   will    provide    sufficient    level    u?   protection, 
*        Division  of  Operating   Reactors.       79/Q9/O4,       17pp. 
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7910070577    Forwards    results    of    review    pf    atmospheric    dispersion    factor'. 
for     13    p 1  ants.  Reques ts    confirmation    at    accuracy    of    Biclusion 
area    boundaries. 
HULMAN.L.  <J.  Hucfrolojg    Meteorology    Dranch.        79/09/04.        13pp. 

7910160134    Forwards    req-uest    for    addl     info    for   WBS tinghouse    &   C-E    plants 
that    are    not    Equipped    ui/top    discharge    devices    on    ste.]in 
generator    feedijjater    spargers. Heed    further    assurance    re    steam 
generator    water    hammer. 
LAlHftS.C.  Plant   Systems    Branch     IPre    791O3O).        79/09/O.3.        5pp. 


— 79101B0455    IE    Insp     Ropti    SO-25Q/79-25   &    SO-251/79-35    on    790731-0803.  No 
noncDmp  1  ianc  e    noted.  Major   areas     insp  ectad;  5  team    generator 
repl accment 

BRYANT, J.C.  Region    S,     Atlanta.    Reactor    Construction   h 

Engineering    Support    Branch.        W1LCDX.J.  B.  Region    3.     Atlanta, 

Offiie   of    the    Director.        79/00/59,        4pp. 

7910010510  Forwards    reaponie     to    IE   Bulletin    79-O6C,      "Nuclear    Incident 
at   TM1    -   Buppl.  " 
UHRI3.R.E.       Florida    Power    !.   Light    CD.        79/08/31.        3pp. 


7910050072  Forwards    response    to    IE   Bulletin    79-31,     "Tamp    Effects    on 
Level    Measurements.  "    Liq.uid   measuring    BUS    reviewed1    to 
determine    ij*   u-svt    to    Initiate    safety   act  ion.  Charts    af    bias 
due    to    steam  generator    tc   pretsuriier    prnssure    changes   and. 
UHRIQ.R.E.        Florida    Power    6   Light   Co.        79/G9/1S.        7pp. 


7910040i39  Responds     to    IE   Dul  let  in   79-03.      "Longitudinal     Weld    Do  fee  to     11 
A5ME   SA-312   Type    3O4    Stainless    Steel    Pipe    Eipaols    Mfij    by 
Young  stoun   Welding    t.    Engineering   Co."   List    of    ays    containing 
such    piping   under    review.  Rep  t   re    safety    ai{5    uses    duo    791O15 
UHniO.H.E      Florida    Poiuer    !.    Light    CD.        79/09/07.        lp. 


7910050349   Respond)     to    utll     ansuier    to   HRC    7BO2OB    Itr    rs    reactor    cavity 
seal    ring    generic    Issue.  Util    answer  acceptably   resolves 
is-sue. 
SCHHENCER.A.  Operating    Reactors   Dranch    1    IPre   791030).       79/O9/1B. 


7910010OO4   Forwards     IE   Circular    79-19,     "Proper     Installation    of    Target 
Rock   Safety-Relief    Valves."    No    action   raquirerf. 
O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director. 

79/09/10.       3pp. 


7910094>814   Forwards    request    For     inPo    re    potential    for    steam    generator 
water    hammer    at  PURs   ui/f  eedrlngs    that    discharge    from  bottom. 
Requests  response  within    60   dairs. 

SCHWENCER,A.  Operating    Reactors    Dranch    1     (Pro    7910301.        79/09/IB. 

4pp. 

7910040230  Delays   response    to   contention    on    temporary    storage  of    an 
steam   generators   until    final    design   details   are  available. 
Postpon.es    final    statement    on   abilltH    of    Junes    to   provlje 
erosion   protection   until    review    of    beach    survey    results. 
nrVlNS.H.  S.  .     TUHI.G.  P.  Hydrology    Meteorology    Brand.        79/O9/J9, 

3pp. 

7910S30-113   Forwards    guidelines    for   valve    cperability    re    containmont 
porglng    f,  venting    during    normal    operation.  Raquest» 
•commitment    to    implement   valve   qualification  program  uifthin 
30  days. 
EISENHUT,  D.  0.         Division   of  Operating    Reactors.       79/09/E7.      Jp  p  . 

7910090313  Notifie*   that    response    to  A   Schuencsr   &  W  Oamrnl  11    raijiiests 
for   addl    inTo  re    grid   voltage    f.   distribution   sys   will    be 
submitted    an  7910OB. 
UH«rO,R.E.        Florida    Po«uer    ft   Light    Co.        79/1O/01,         lp. 

791022Q33B   R^queits    addl    info   re    los*   of   affsita    power    on   730103-01. 
74O429.  770316  !.  790B03    to    aid    in   review  of   offsite   poiuwr    s<js 
ad«q.uaca.  fiequas  ts    response  within   90  days. 
BCHHEHCEB.A.  Operating    Beactort    Dranch    1     (Pro    791030*.        79/1O/01. 


7910100354   Responds    Co   NRC    790723    (c   OQ01     1  trs    re    proposfltf    amend    to   lll.n 
adding    license   renulreniBnt    to   establish    fc   implement 
secondary   water   chamicterij   monitoring    program.  Program    tends 
to   reduce   outage    times   ft  repair    costs. 
UHHWiR.  B.        Florida    Power   &   Lloht    Co,        79/1O/03.        lp. 

7710170174  Notifies    that   status,   rept    of   analuiflfi   re    offsito    pouer    syii    P, 
onsite    diBtrlbution    sua  will    be    submitted    79110H.  in  reaponsn 
to   790723,26  (i  OBOB   r»quests. 
UHRIO.ft.  E.       Florida   Poiuer   t   Light  Co,       79/10/10.       lp. 

7910260301    Adviies   of  NRC   requiraments    for  auxiliary    fuedwater   SUE 
Oenaric    t  plant-ipee  if  Ic    rEnuIrementi    ancl. 
EfSENHUT.  D.  0.         Division   of  Operatino   Rsactors.       79yiO/ld.       28pp. 

79103S0373  AcH    receipt    of   790913    Itr   re    follounp    actions    reiulbina    fr.im 
r/RC   review  of  Trtl  .  Fortuards   responne    including    info   re 
emproentu.    poyer    »jpplu    requirement,  re  1  1  ef  &   lafotj   valve 
testing,  direct    indication   of   valvo   position  Si  TBCambiners 
OHRIG.R.E.       Florida  Pcuer  ft  Light  Co.       79/10/2H.       9pp, 

Q.     Inspection   reports,     IE  BulluUni    ft  corresponilBnc  e 

7910090109   FaruiarJa    response    to   IE  Bulletin   79-17,     "Pip*   Crdctg    In 
Stagnant    fforated    Mater  &•<)*    at  Plffl  Plants    " 
UHRre,R.E.       Florida  Poumr    V  Light  Co.       79/00/37,       4pp. 


79100SOSB4  Foruards    IE   Circular   79-19,     "Loose    Lacking    Devices    on 
Ingorso  1  1-Hand    Pump    Impellers.  "   No    action    Tffquimd. 
O'REILLY.  J.  P,  Region   S,     Atlanta,    Office    of    the    Director. 

79/09/13.        lp. 

7910360107  Revises    commitment    data    from  7*70914    to    KJ31    for    Findinn    A.  l> 
corrective   action    re    installation  of   nou   metal    cabinets,  in 
response   to    IE   Bulletin   79-11. 
UIIRIO,  B.  E.      Florida    Ppuior    Jr  Light  Co.       7«V09/13,        lp. 

79101100Q1?  Foruiardn    responsB    to    IE   Bulletin    79-  1  h.  VI  ta  1    area   accesu 
controls  arc   atcomp  1  i  shud    bg    access    lists    from   computu-r 
printout  which    in    revised    ft    rova!  Ida  tod    averij    131    dagn, 
UHRIOiR.  E.       Florida   Power   !,    Light   Co,       79/O9/11,       Jjjp. 

7910110233  Forwards    IE    Info   Notice   79-22.     "Qua  I  1  Pica  1  1  on    of    Contrul 
Bgs.  "   No    action    required 

O'REILLY.  J.P,  Region    S,     rttlanta,     (Jfftc*    of     the    Uiroctor. 

79/09/1-1.        lp. 

7710300082  Forwards    IE    Info    Notlco   79-S2,     "dual  I  f  1  cat  1  on    of   Control 
8ys,"  WnitinghouiB    7700,10    Itr  J-   Public    Sivc    Elactric    fc   Van 
Co   790910   Itr   re    potential    unrevlouxl    mfetg    question,  rtc  tlon 
reiiuirod   within    SO   days,  IJ/p    encl. 
DENTQN.H,  R,       Office    of    Nucloar   Reactor    Rpgulation,         7V/09/17.        4(3[ip. 

7910S30361    Forwards   NUC    7906HA    Itr    re   multiple    oquipirunt    foiluroo    !, 
lorveillanco    tasting    errors,  iuhl  c  h   wou    incorroctly 
distributed.  Alto    PoruinriJm    IK    Inap   RoptB    SO-393/7'J-in    t- 
SO-304/79-U',  Actlun    required. 
eiBENHUT,  D.  0.         Division    of    Operjibino   HEflCtors.        79/Of/Bl,       19pp. 

7910090fi(.'7  Reiponds    to    IE   Bulletin    77-10   "rtud  ib  1  1  1  ly    froblamn 
Encountopod  W/Evacua  tion    of    Personnel   From   HJflh    Noilo   Ar«a.  " 
Reviow  of   conflflorot  Ion   fr    pBrPormonce   of    Bite    communi  cat  1  ono 
nutuorlc    revealed    improvalilff   aruaa.  Plant  mnd     implemontuil. 
UHRIO,  R.E.      Florida    Poiuer    t<   Light   Co,       'I'lJOI/SH.       Hop. 

7710230303  npsponil*    to    IF   Bulletin    79-19,     "Pocknninfl    af   Lol»  l-»wel 
Dadloactivo  Haale    for    Transport  C.   Rurlol,  "    Audit    program 
establish*!!   to   ensure    that    lam    level    radiants    Is    Jiandlud    pnr 
approved    proceduron 
Ullf?IO,R,  E,       Florida   Pnuur   *  Light    Co-,       79/09/35.       ;ipp. 

791001)0171    Forwnrifs    IE    Info   Notice    79-83,     "EnnergoTic  ij    Diiinul    Oonorntiir 
Lubii   Oil    Cool  urn    "    No    JicVlun    rnqulruil. 

O'neiLLY.  J,  P,  Region    S,     /itlnnto.    Offlio    of    thn    IHfoetor. 

79/09/36,       Bpp, 

7910100040  no  upends    to    IE    Bulletin    79-1-1    "Buismic    rtnoIujDia     for   An- 
Duilt  aafBtirflaUtod    Piping   Bun."    Tuo  noncompl  lances    found 
flPtfp    ln»ji.Riiniiui    r«qu«»t    for    oitenuion    of    Imp    oclmdulu 
Nnit    (tat  in   rept   ml  1  1    b*    tudmltted    bij   791115. 
UHfiia.R.E.      Florid*    Pnuinr    b   Liifht    Co.       77/09/Bt..       Upp, 

7710190253  Forwards    IE    Bulletin    79-34,     "Froion   Lines,  "    Action 
raqulrBif. 

O'flGILLV.  J.P,          fteolon  B,    Atlanta.    CJfflcn    of    thn   Dlrottor, 
79/07/H7.       Spp, 

7910I70H17  Foruords    IE    Info  Notice   79-H9.     "Roactor-   Trip*    at    Turkuij 
Point   Uniti   3  fc  fl,  "   No    action    rnqulrad. 

0'BEIl.LY,  J.  P.          noulon  2,    fttlflnta,    Ufflee    at    thi   Dlructor, 
77/10/01,       Bpii. 


DOCKETED  ITEMS 


49 


7910170739  Forwards  IE  Info  Notice  79-24,  "Overpressurliati  on  of 
Containment  of  PWR  Plant  After  Main  Steam  Line  Break.  "  No 
action  required. 

O'REILLY,  J.  P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/10/01.   2pp. 

7710120164  Desponds  to  HRC  790917  Itr  ra  integration  between  safety- 
grade  5ya  d  nonsaf ely-grade  sys.Foryards  descriptions  of 
four  potential  interaction  scenarios  ti  generic  vendor 
recommendations  justifying  continued  operation. 
UHRIO.R.E.   Florida  Power  t,  Light  Co.   77/10/08.   2Bpp. 

S,  Reportable  occurrences,  LERn  &  related  correspondence 


H.     General    correspondence 


7910010364  Discusses   reorgani lation   of    design,  operations  6    licensing 
activities. 
REED.C,      Commonwealth   Edison  Co.       79/07/31.        lp. 

771Q33027B  Forwards   addl    detailed    info   re   util    resources   &    technical 
capabilities  available    to   handle   unusual    event). 
JANECEK.H.F.       Commonwealth    Edison   Co.        79/10/16.        2qOpp. 


P.    Operating    license    stage   documents   (c   correap  undone 


7710090392  Fur-yards  LER  77-014/O1T-0. 

SCHMIDT,  A,  D.   Florida  Power  t,  Light  Co. 


— 7910090353  LER  79-014/01T-Q:  gn  790830. during  performance  of  evaluation 
to  place  spent  fuel  pit  purification  demineral i ler  in  svc, 
3.  000  gallon  overflow  occurred. Caused  by  incomplete 
communication  &  failure  to  fallow  procedure, Uni t  cleaned. 
JAMEarD.K.   Florida  Power  d  Light  Co.   79/07/11.   3pp. 

7910010377  Forwards  LGR  79-013/03L-0. 

SCHMIDT, A. D.   Florida  Payer  t,  Light  Co.   79/09/14.   lp. 

— 79100103BS  L6R  79-013/03U-0; on  790315,  charg  ing  pump  4A  removed  from  5vc 
due  to  oicesslve  seal  leakage. Cause  under  investigation 
Seal  yas  replaced  &  pump  tested  It  returned  to  BVC 
8CHOPPMAN,  M.  A,   Florida  Power  t  Light  Co.   79/09/14   lp. 

7910190446  Forwards  LER  79-OI6/O3L-0. 

BCHMITT.A.  D.   Florida  Power  t,  Light  Co.   79/09/HB.   lp. 

--7910170419  LEU  79-01A/03L-0; on  790B30, boric  acid  transfer  pump  Failed 
to  start.  Caused  by  malfunction  of  line  starter.  Contac  ta 
were  cleaned  t<  pump  was  returned  to  svc. 
SCHOPPMAN,  M.  A.   Florida  Power  E.  Linht  Co.   79/09/38.   lp. 


7910190454  Foryardi  LEFI  79-015/03L-0. 
8CHMITT,  A,  D.   Florida  Payer  d  Light  Co, 


7910190465  Foryflrds  LEFI  79-01 7/03L-0. 
9CHMIDT.A.D.   Florida  Power  t,  Light  Co. 


77/10/03,       lp. 


— 7910190470  LEU    79-Q17/03L-0;  on   770903, condonsate   water    tank    contained 
less    than    IBS,  000  gallons    required    by   Tech   Specs,  Caused    by 
increased   water   demand    for    steam  generator    blowndown  t 
reduced   mater    treatment    plant    output. 
BCHOPPMAN,  M.  A.      Florida  Power  !.  Light  Co.      79/10/03.      lp. 


7710190349  Forwards   LER   79-01B/Q31.-0. 
aCHMIDT,  A.  D,       Florida   Power   &  Light   Co. 


—7910190337  LER   77-01B/03L-0:  on   79091 1,  charging    pump    4C   removed    frdm  r,vc 
due    to    excessive    seal    1  eakage. Cause   not   given. Seal   was 
replaced   &   pump    returned    to   svc. Evaluation    continues, 
BCHOPPMAN.  M.  A.       Florida  Pouer   fc  Light   Co.      79/10/11.       lp. 


DOCKET    50-354    QUAD-CITIES   STATION,     UNIT    1 

F.    Security,    medical,    emergency   &    fire   protection   plans 


7910030379  Discusses   fire    protection   mods   re   crib    house   oil    storage 
area,  as    described    in   790727    fire   protection   safety 
evaluation. 
JANECEK.H.F,       Commonwealth   Edison  Co.       79/09/35.       lp. 


7910090341    Forwards   FR   notice    of    amend     to    10CFR73.  53   re    requirements 
for   physical    protection   of  nuclear    power  plants,  Amand    dofers 
implementation   of   physical    search   requirements   from   790801 
to   771101. 
DENTDN,  H.  R.        Office   of    Nuclear    Reactor   Regulation.        79/09/10.        49op. 

7910110335   Foryardi   NUREQ/Cfi-0727,     "DHR    Qffgas    Sya    Evaluation.  "    Sy  s 
provides  reasonable  assurance    that   potential    for    external 
offges    explosions    is  minimi  ted.  W/o   encl, 

8AMM1LL,  W.  P.         Assistant   Director    for   Operating    Reactor   Pi-ojacta    (Pre 
791030).       79/OB/aa,        37pp. 

7910030754  Notifies   of   suspension   of  roview  work   on    submlttals    re 
containment   air   dilution   SL/S   ti  deinertlng  until    NRC   acts    on 
recommendations    of   TMI-2  Lessons   Learned   Tasl   Group. 

OfiHMILLiH.          Assistant    Director    for    Operating   Reactor    Projects     IPre 
791030).       77/OB/S7.       2pp. 

7910050348  Forwards    list   of   plants   requiring    micro*  led  ing    of    up-to- 
date  FSARs    In  Central    Fi les.  Requests    action   ds   soon   an 
possib  le. 

ORIMEB,  D.K          Assistant   Director   for    Systems   Engineering    (Pre 
791030).       79/09/10.        4pp. 

7910090571    Informs   of  NftC   acceptance   of  Revisions   S    I,   9    to  Comm  Ed 
QA   Topical    Rept   CE-l-A,     "Comm   Ed    Co    flft   Program   for    Nuclaar 
Generating   Stations. " 
HAASS,  W.  Quality   Assuranco    Branch,        79/09/11.        tp. 

7910340629  Responds   to  770H04    1  tr   oppoilng    tranefar    c-P    spent    fuel    from 
Dresden   plant   to  Cordova, IL    facility.  Discusses  purpose    of 
transfer  &  upcoming   public   hearings   re   proposed    Bhipmont, 
1PPOLITO,  T.  A.  Operating   Reactors    Branch   3    (Pre    791O30K       79/09/13. 

lp, 

771022038S  Requests   addl    Info   re    loss    of  offslte  pouer-    on   771106   to 
aid    in   review  of   offsitfl   power    sys   ad equacy.  RsqUBBts 
response  within   70  days. 

IPPQLITQ,  T.A.  Operating  Reactors    Branch   3    IPrc    791030).       79/07/19. 

3pp. 

7710160145  Notification   nf  790926  meeting   w/Mark    I    owners    in  Bothesda. 
HD   to  discuss   pool    smelling   compressibility    effects    & 
douincomer   condensation    loads. 
8RIME9,C.  I,  Plant  Systems   Branch    (Pre  791030).       79/09/24.       lp. 

7910170010  Discusses   need    for   addl    conf Irmlloi-u    full    scale    tests    to 
establish   uncertainty    in    load  magnitudes  ra    condensation 
oscillation    load   definition  procedures.  Draft    Itr-    to    Mark    I 
utill  re    test   program   encl. 

CRIMES, fl.K.         Assistant   Director   for    Systems   Eng i n e ar i ng    (Pr& 
791030).      79/09/25.      4pp. 

7910170006  Discusses   resolution  of   potanti.il    problem   r»   Mark    1 
containment    identified    in  790B31   memo-.  Addl    info   re    response 
characteristics    of   downcomer-vent  header    iys    »houis 
sufficient   structural    fatigue  margins    eiist,  Evaluation   encl- 
DENTON,  H.  R.      Office  of   Nuclear  Reacto-r-  Regulation.       79/O9X24.       Spp. 


7910190415  Forwards    "Fire   Protection   Bafe   Shutdown   Analysis,  Buppl    I." 
Addresses   availability    of    suppression    pool    cooling   mode   of 
RHR   sys    in   event    of    fire. 
JANECEK.R.F.       Commdnulealth   Edison   Co.       79/1Q/O1.       HBpp. 

7910110365  Forwards  Revision  3  of    interim   security    plan. Plan  withheld 
(ref   10CFR2.  790). 
PEOPLES.D.L.      Commonwealth  Edison  Co.      79/10/04.      lp. 


0.    Adjudlcatory    correspondence 


7910220413  Forwards   guidelines   for  valve,   operati  1  Itu,    ra    containment 
purging   &  venting   during    normal    opera tlon.  Dequeata 
commitment    to    implement  valve  qualification    program  within 
30   days. 
EiaENHUT.D.  0.         Division   of  Operating    R*«ctnri.       79/07/27.       3pp. 

7910090348  Forwards   correctiii   revised    pages   to   Tech    Specs    far   Amends 
tc  39   to  Licenses  DPR-19  &  DPR-25,  rusp  •etlvoly,  for    Dre/Bden 
Units   3  &  3  &  Amends   53  J.  90   to  Llcansei  DPR -29   &   DPR -30, 
respectively,  for  Quad-Cities   Units    I    b  S. 
JANECEK-R.F.      Commonwealth   Edison  Co.       79/10/03.       2pp. 


7910230410  Notice  of   appearance   on   behalf   of  NRDC. Certificate    of   Svc 
end. 

FLEISCHAKER, D.  Natural   Resources   Defense   Council.      FLEI9CHAKER, D. 

FUisehaker,    D.  S.      79/09/27,      3pp. 


— 7710090330  Corrected   revised   pages    to   Tech   Specs    for    Amends    44   It   39    to 
Licenses   DPR-19  &  DPfi-23, retpeetiv»ly. for    Dresden  Units    S  & 
3  fc  Amends   93  b  50  to  Licenses   DPR -2?  &  DPR-3Q<  respectively, 
for  Quad-Cities  Units    1    It  3. 
H     Commonweal th  Edison  Co.      79/10/03.      Spp. 


50 


DOCKETED  ITEMS 


791O1103BO   Responds    to   J1Q73O.  C620   fc   0907    requests    for    addl     info    re 
containment    purge    It    venting    sy  s    at    fac  i  L  i  t  i  es-.  Formal-its 
outlined    question    !<   answer    format    to    NRC    fur    review    in 
resins*    to  request. 
PEOPLES,  O.L.        Commonwealth    Edison    CD.        79/10/04.        8pp. 

791011.0369   Foruardi    "Evaluation    of    Interactions    Between   Nonsaf et^-Grad* 
Si)  i    t  Safety-Grade    Sgl    for    Zion    Station"   &    "Evaluation    of 
Interaction   Between  Nonsaf ety-Gra<Je   Sgs    &  Saf ety-CraJe   SLJS 
•for    Dresden  tc  Quad-Cities    Stations." 
PEOPLES.  D.  L.        Commonwealth    Edison    Co.        79/1O/05.        2pp, 


7910010321    Forwards     IE    Insp    Repts    50-251/79-15    &    50-S65/79-13   on 
790710-13.  No    none  amp  1  ianco   noted. 

DAVIS,  A.  D,  Region    3.     Chicago,     Fuel    Facility    b   Materials    Safety 

Branch.        79/08/30.        2pp, 

—7910010227    IE    Insp    Repts    50-354/79-15   k    50-265/79-13    on    790710-13.  No 
noncompl ianc o    noted.  Ha jor    areas    inapec tedr rad  ioac tive    waste 
s<is    including     effluent    releases    b    repts, ral ease    control 
procedures   Si    solid   waste   processing. 

GREGER.L.R.,     HUETER.L.  J.  ,     DUDRY.N.E.  Region   3,     Chicago,     Office 

of    the    Director.        79/OB/17.        10pp. 


— 7910I102B9    "Evaluation    of    Interaction    Between    Nonsaf etij-QraSe    Si(s   & 
Safety    Grade    Sy  s    For    Dresden    t   Ouad-Cltiei    Stations.  " 
»      Communuealth    Edison   •Co.        79/10/OS.        IBpji. 

7910230710   Responds    to    enc 1    util    790912    Itr    requesting    NHC    signature 
on    agreement    re    arrangements    for    offsite    emergencies.  NRC    is 
signatory    of    Interag  enci;   RaJiolog  ical   Assistance   Plan    and 
need    not   •sign   other    agreements. 
KEPPUER,  J.G.  Region   3.     Chicago.     Office    of    the    Director.        79/10/O5. 


7910030795   Forwards     IE   Bulletin    79-03,  Revi  E  i  on    l.Suppl     1,     "Pipe    Support 
Base    Plate    Dntigms    Using    Concrete   Eipansinn    Anchor    Dolts." 
Action   required. 

KEPPLER,  J.  O,  Region   3,     Chicago,     Office     of    the-    Director.        79/OB/SQ 

lp. 

7910020072  Forwards    IE    Inep    Repts    50-35-1/79-1  &   &  50-265/79-11    on 
790638-0002,  No   nancomp  1  iance    noted. 

HEISHMAN,R.  F.  Region    3.     Atlanta,     Reactor    Operations    Nuclear 

Support   Dranch.        79/03/22.        2pp. 


—7910230715   fienuests    MfJC    signature    on   written   agrBement    for   NltC 
assistance    in   event    of    emergency    as   described    in   facility 
CAiergencij    p  Ian.  Emerjancij    plan   j)f  Plate    support    agencies  ui  1  1 
meet   at   lite-   on  7?lOif>. 

S,  N.       Commonwealth   Edison  Co.       79/09/13.       lp. 


7910190300  Forwards    listing    of    chang  es,  tests   t   eiperiments  completed 
during    Sept    1979. 
KAHVIANAKIS.  N.        Commonuiea  I  th    Edison    Co.        79/IO/09.        3pp. 

7910320327  Forwards   addl    info    re  me  thodology    for   d  e  term*  n  i  no    degradfld 
voltage    cond  i  ti  ona,  in    response    to   790917    request.  flept    re 
revlevi   of    adequacy    of    e-  lee  trie    distributing     sya    voltages 
will    be   submitted   ou.    7911OJ. 
JAUECEK.R.F.        Coimnormiealth    Edison   Co.        79/1O/O9.        9pp. 

7910360333   Confirms    79HH5   meeting    in    Cordova.  IL.  Agenda    end. 

KEFPLER,  J.  0.  Region    3,     Chicaoo.     Office    of    the   Director.        79/10/10. 

2pp. 

7910260S3i  Comfirms   791014  meeting    in  flock    In  land,  IE..  Agenda  encl. 

HEPPLER.J.O,  Region    3,     Chicago,     Office    of    the   Director.        79/10/10. 

2pp. 

79IO330305   Foruardi    commitments     to   meet    TMI-2    Lessons   Learned    !. 
Emergency.   Preparedness    Task   Force   requirements    re   Ends   i  !. 
7    of   NflC    790913    I  tr,  Demonstration    of    compliance    For    Dresden 
Unit    1    Ufill    be    sent    in   Nov    19BO. 
REEOiC.        Coramorueal  th    Edison   Co.        79/1O/1B,         19pp. 

0.     Inspection   reports,     IE   Bulletins   6  correspondence 

7910090531    Forwards    IE   Bulletin    79-19,     "Packaging    of   Lou    Level    Raduiaoto 
for  Transport   ti  Burial."    Action    required. 

KEPPLERj  J.  O,  Flexion   3,     Chicago,     Office    of    the    Director.       79/08/10 

lp. 

79(0090002   Acfc    receipt    ot   790920    Itr    informing    NF1C    of    steps    taken    tn 
correct   violations    noted    In    EE    Insp    Repts    50-254/79-11    6 
50-265/79-12. 

DAVIS.A.B.  Region  3.    Chicago.    Fuel    Facility   t  Materials   Safetu 

Branch.       79/00/13.       lp.  y 

--7910090005  Responds    to  NRC   770629    Itr  n   violations   noted    in    IE    Inao 
R&pt3    50-253/79-14    t.    50-2fc5/79-ia.  CorrectivB    actions: 
revision    to   state    emerBency    procedure   Si   upgrade   of    hosp 
radiation    emergency    area    supplies. 
REED,  C.        Comnonuieal  th    Edison    Co.        79/07/SO.        3pp. 


7910070153  Forwards    IE   Bulletin   79-21,     "Temp   Effacts   on   Level 
Measurements,  "  Action 
KEPPLER.J.O. 
lp. 


. 
Region    3,    Chicago.     Office    of    the    Director.       79/OB/13 


Policy   - 


r,  T^    IE    lBfo  Hoil"   79-S0'     "NRC  EnForc 

NRC   Licensed    Individuals."  ND   action   1-equlred 

KEPCLES.J.O.  Region    3,     Chicaso,     Office    of    the-   Director-.       79/OB/H. 


7910050459  For<u.rds    IE  Circular   79-17,     "Contact  Prob  1  Bffl   in   BO-IS 
Suitchei   an  CE  HetalcUd    Circuit   Breakers;  '•   No  action 
requ  ired, 
KEPPLER.J.  0. 


Reginn  3,    Chicago,    Office   of    the    Director.      79/oa/]<l. 


--7910020091     IE    Insp    Repts    90-234/79-16    &    5O-365/79-H    an    790620-0802.  No 
nancomp  1  iatite    noted.  Major   areas    inspected:  ma  Int,  plant 
operations,  phij  «  ical    protectlorti  f  ol  louup    an    IE    bulletins, 
training   &    fallnmup    on   outstainlino    insp     items. 

CHJIISSOTIriaS,  N.  ,     BPESBftRD.  R.  L.  Region    3,     Chicago,     Office    nf    tho 

Director.       77/OB/21.       ipp, 

7910160202   ForuardB     IE    Inap    Repts    50-234/79-19    !<    50-265/79-16    on 
790735   b   OB3-1.ND    nonconpl  lane  a    noted. 

FIORELL1,Q.  Region   3,    Chicago.    Reactor    Construct  ion    E<  Enoinearing 

Support  Dnancji.       79/09/04.       2pp. 

—7910160210    IE    Ine-p    Rcpts    50-254/79-19    !<    50-2A5/79-I6    on    790735   !,   OB21. 
Ho    none  oinp  1  iancD    noted. Major   areas    i  nap  acted  :  torus    support 
mod    OA/QC    program   procedure  3.,  uield  Ing    obsorvation   d   revieu  fc 
evaluation    of    uielillng    nondestructive    ox  amina  t  Ion   data. 
WAfi-D,K.D.,     DAMlEt.SON,  D.  H,  Region    3,     Chicago,    Office    of    thu 

Director.        79/O9/04,        7pp. 

7710030129   ForiuardB    response    to     IE    Bulletin    79-15,      "Deep    Draft    Pump 
Oef  ic  ionc  les.  " 
FtEED,  C.      Comma nuea  1th   Edtson   Co.       79/09/05.       HOpp. 

79100200-13  Foruiarda    request    for    addl    info    re    containment    purgo    ayo    & 
containment    venting    sijs    for   continuation    of    revieui   of 
justification    fur    unlimited    purging. 

1PPQLITO.T.  A.  Operating   fioactorB   Branch    3    (Pro   791030).       79/09/07 

3np, 

7910020176  Foruards    IE    Info  Notice    79-SOi  Revl  B  ion    1,     "NRC   Enforcement 
Policy   -  NRC    Licensed    Individuals. "  Notice    roiBsuod    to 
correct  unrif    omiBBion  tt  punctuation   error    uiliich    chanflnd 
intent   of    ita  tument.  Changed    statement    underlined    in    toxt. 
KEiPPLEfl,  J.  0.  Region    3,     Chicago,     Office     of     tho    Director.        79/09/07 

lp. 

7?l01o(J19a  Submits    status   rept    in    response    to    IE   Bulletin   79-14, 
"BeUmlc   Analusoa    for  rts-Duilt    Sa  f  ety-Re  latod    Piping    Bys,  " 
De-scribes    scop  e.  prog  ross,  manpniuor    &   coirplation    seheduln    For 
accomf tile   t'    inaccnsslble    inapa 
PEOPLES,  D.  L,       Commoniuealth    Ediaon    Co.       79/09/11.       3pp. 

7910J90343  Responds    to    IE   Bulletins    79-OS,  79-13    li  79-14    re    pipo    support 
bane    plate    designs,  cracli ino    It*    feeduator    SUB    piping    t< 
seismic   analutos,  rospcetivoly.  HenuoBts    addl     time    to   complete 
insps,  Eitenslon    mill    have   no    adverse    effocte. 
PEOPLES.  D.  L,       Commonwealth    Edison    Co,       79/O9/I1,       flpp. 

7910190351   Submits    status    ropt   jier    Oul    1979    tf  iscuss  ion,  in    response    to 
IE  Bulletin  79-0 S.  ra    pipe   support    base    plate    de-BlgnB    using 
concrote   fljpanoion    anchor   bol  ts.  DCBCP  ibos    scope-,  progr«GS    (t 
manpower   ro  anchor    asmtmblloa    through    790910. 
PEOPLES,  D.  L.       CommonuiBalch    Ediaon    Co.       79/O9/I1.       3pp. 

7910240041   Foruarill    IE    Inep   ftopts    50-354/79-20   fc    90-263/79-17 
noncampllancD    no  It  it. 

HEIBHMANiR.  F.  llegion   3,    Chicago,    Reactor   Operations    Nuclear 

Support   Branch,       79/O9/12.       2pn, 

— 7910S10049    IE    Insp    Itepts   50-2B4/79-20  t>    30-S65/79-17   on   790003-31 .  No 
noncompllance   noted. Major    araas    inspec tod  :  ma  int.  plant 
operations  In  physical    pro  tect  ioii/Becur  1  ty    organiiation. 
CHfllSBQTIHOS,  N.  .     BPE8SARD,  R.  L.  fiegian    3,     Chicago,    Office    of    the 

Director.       79/09/11.       6pp, 
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791003Q32B   Forwards    IE   Circular    79-19.     "Loose    Locking    Device 
Ingerso 1 1-Rand    Pump    Impellers."    No    action    required. 
KEPPLER, J.O.  Region    3,     Chicago,     Office    of    the    Director. 


— 7910I604B3   Monthly    operating    repts    for    Sept    1979. 

HANNUM,  D.        Commonwealth    Edison   CD.        79/1O/O2.        25pp. 


7910300083  Forwards    IE    Info   Notice    79-22,     "Qualification   of   Control 
Sys,  "    Hestinohnuse    79OB3O    Itr    fr   Public    5vc    Electric    !<   Gas 
Co    790910    Itr    re   potential    unre viewed    safety    question. Ac ti on 
required    within    20   days.W/Q    encl, 
DENTON.H.R.       Offlcs    of   Nuclear   Reactor   Regulation.       79/O9/17.       49pp. 

791024OQBO  Responds    fo    IE  Bulletin  79-18.     "Audibility   Problem 
Encountered    on   Evacuation   of   Personnel    from  High   Noise 
Areas."   Hods    issued    to    install    addl    evacuation    sirens   at 
several    outside    locations. 
PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/09/20.        4pp. 

7910160021    Responds    to    IE   Bulletin   79-19   re   packaging    tt  disposal    of    low 
level    radwaste. Al 1    requirement;    followed. 
PEOPLES,  D.  L.       Commonwealth   Edison   Co.       79/09/21.       3pp. 

7910330561    Forwards    NRG    790626    Itr    re    multiple    equipment    failures   l( 
surveillance    testing    errors, which    was    incorrectly 
distributed.  Also    Forwards    IE   Insp   Repts    50-295/79-13  (- 
50-304/79-12.  Action   required. 
EISENHUTiD.  0.          Division    of   Operating   Reactors.       79/09/21.       49pp. 

7710110111    Forwards    IE  Circular   79-20,     "Failure    of   OTE  Bylvania   Reloy, 
Type   PM  Bulletin   730S, Catalog    5U12-11-AC   w/120  volt   ac 
Coil."    No   action   required. 

KEPPLER, J.Q.  Region   3,    Chicago,    Office   of    the   Director.       79/09/24. 

lp. 


DOCKET   50-259   PALISADES   NUCLEAR   PLANT 

F.     Security,    medical,    emergency   J(   fire   protection   plans 

7910100497   Forwards   request    for    addl     info  re    contingency    plan    to 

facilitate    review.  Request   withheld     (ref  1QCFR3.790). 

ZIENANN.D.L.       Operating   Reactors   Branch  2    (Pre*  791030).      79/09/07. 
2pp. 

7910170576   Forwards   NRC    position    on    safe    shutdown    capab  i  1  itijj  to    help 
licensee    prepare   response    to   safety    evaluation   for   fire 
protection.  Requests    Info   within  90   days. 

ZIEMANN-D.  L.       Operating   Reactors   Branch    S    <Pre    791030).      79/09/1*. 
3pp. 

7910020841    Forwards   supplemental    safety    evaluation   of    fire   brigade    sir 
originally    left   as   open    issue. 
LAINAB.G.  Plant   Systems   Branch    <Pre    791030).        79/09/24.        3pp. 

— 791002QB42   Safety    evaluation    suppl    re    proposed    si le    nf    Fire    brigade. 
Util    proposal    is   unacceptable.  Lac  t    oF    provisions    for    fires 
burning    beyond    incipient   stage  &   heavy    reliance    on   offslte 
response   are  reasons    For  deficient   rating. 
*  Plant   Bustems    Branch    (Pre   791030J.        79/Q9/S4.       4pp. 


0.     Adjudicator^   correspondence 


7910040195  Forwards    IE    Info   Notice    79-23,     "Emergency    Diesel    Generator 
Lube   Oil    Coolers."   No    action  required. 
KEPPLER.J.  0.  Region    3,     Chicago,     Office    oF    the    Director.        79/09/36. 


7910040034  Forwards    IE   Info  Notice   79-34.     "Frozen  Lines.  "    No    action 
roquired. 

KEPPLER,  J.O.  Region   3,    Chicago,    Office   of    the    Director.       79/09/27. 

lp. 

7910170341    Forwards    IE    Info   Notice   79-25,     "Reactor    Trips   at   Turkey 
Point   Units   3  d   I.  "   No    action   required. 
KEPPLER,  J.O.  Region   3,    Chicago,    Office   of    the   Director.       79/10/O1. 


7910180598  Forwards    IE    Info   Notice   79-24,     "QverpreBsuri  lation   of 
Containment    nf   PWR   Plant   After   Main   Steam  Line   Break.  "   No 
action   required. 

KEPPLER,  J.  S.  Region   3,    Chicago,     Office    of    the   Director.       79/10/01. 

lp. 

7910260376  Approves   request    for    time    extension   re    completion    of    insps 
required    by    IE   Bulletins    79-21,79-13  !i  79-14, 

KEPPLEH.J,  0,  Region   3,    Chicago,    Office    oF    the   Director.       79/10/0-1. 

lp. 

7910360023  Forwards    description    oF   computer    programs   &  verification 
procedures    for    seismic    analysis    of    piping,  in   response    to 
IE  Dullutin  79-07. 
PEOPLES,  D.  L.       Commonwealth   Edison   Co.       79/10/12.       7pp. 

7910260415   Discusses    completion    schedule    for    insp    nf   accessible 
safety-related    piping    sys,  in   response    to    IE   Bulletin  79-14. 
PEOPLES,  D.  L.       Commonwealth   Edison   Co.       79/10/15.       lp. 

7910310379  Forwards   Revision  2    to    IE  Bulletin   79-13,     "Crackinp.    in 
Feadwater   Sys   Piping."   No   action   required. 

KEPPLER,  J.Q.  Region    3,     Chicago,     Office    of    the    Director.        79/10/19. 

lp. 

fi.    Periodic    operating    reports   Si  related    correspondence 

7910020393  Forwards    semiannual    nonrad  i  Dlngical    environ   rept, 
"Operational   Environ  Monitoring    in   MB  River  Near  Quad-Cities 
Station,  "    Feb-Jul    1979. 
JANECEK.R.F.       Commonuieal  th   Edison   Co.       79/09/19.       lp. 


7909250321    Special    pi-shearing    conference    order   granting   Great  Lakes 
Energy  Alliance   petition   to    intervene,  adopting    preliminary 
schedule    for    discovery   d   hearing   fc  denying    intervenor 
request    for    financial    assistance.  Order    subj    to   appeal, 
DECHHOEFER,  C.        Atomic    Safety    and    Licensing    Board    Panel.       79/07/H3. 
23pp. 

7910230011   Acfc    receipt    of   790723  notice   advising    that   prehearlnc; 
conferences    will    be   held    re   steam  generator  removal    t. 
replacement    at    faci 1 ity. Requests   advance    notice   of    issues    to 
be   discussed    to   determine   necessity    oP   attendance. 
DEHLCU.D.J,        Michigan,     State    of.        79/QB/13.        lp. 

7910020566   Forwards    CPC   Jul     1979    generator    repair   rept,  Revi si  on   3. Rept 
is   being    served    upon   all    parties    in   proceeding. 
GIBBS.  M.  E.        Isham,     Lincoln   «.   Beale.        79/08/27,        lp. 


H.    General    correspondence 


7910190246  Responds    to  M  Lowing   790731    Ltr,  Forwards    amended   Atomic 
Energy   Act   of    1954,  Energy  Reorgani  lati  on   Act   of    1974  t<   Feb 
197B   FES.  W/o    encl. 
EIBENHUT,  D.  Q,          Division    of   Operating    Reactors.       79/09/07.         lp. 

7910310317    Informs   NRC    of    employee   radiation   overexposure.  Trans-Eas turn 
Insp,  Inc    employee  was   exposed    to    1.706   rctn.  Qveroiposure 
caused   by    incorrect   eiposure   assignment.  Name   of   employee 
withheld    (ref    10CFR8.  790). 
HOFFMAN,  D.P.        Consumers    Power   Co.        79/1O/S6.        3pp. 

P.     Operating    license    stage   documents   b   correspondence 

7910040031    Forwards  NUREO-056O,     "Staff   Rept   on  Generic   Assessment   of 
Feedwater   Transients    in  PWRs    designed    by    BtW, "    W/o   encl. 
ORIMEB.B.  K.         Assistant   Director    for   Systems  Engineering    (Pre 
791030).        79/06/11.        13pp. 

7910020B45  Requests   verification   of    intended   actions   proceeding 
shipment    of    low   level    radwaste    from  facility    For   disposal. 
KEPPLER,  J.Q.  Region  3,    Chicago,    Office    of    the   Director.       79/08/10. 

3pp. 

7910090241    Forwards  FR   notice   of   amend    tn    10CFR73.  55  re   requirements 
for   phutical    protection   of  nuclear    power    plants. Amend   defers 
implementation  of   physical    search    requir«n\ents    from  790Q01 
to   791101. 
DENTON.H.  R.       Office    of  Nuclear   Reactor   Regulation.      79/08/10.       49pp. 


— 7910020395  Semiannual    nonradiological    environ   rept,     "Operational 
Environ   Monitoring    in   MS  River   Near  Quad-Cities   Station."   ' 
Fob-Jul    1979. 

LUTTERBIE,  0.  W.  ,    JOHNSON.D.O.       Halelton  Environmental    Sciences  Corp. 
79/10/01.       160pp. 


7910160136  Forwards   request    for   addl    info    for  Ueitinghouge  &   C-E   plants 
that   are   not    equipped   w/top   discharge    devices    on   steam 
generator    faedwater    spargers.  Need    Further   assurance  re    steam 
generator  water   hammer. 
LAINASiO.  Plant  Systems  Branch    CPr»   79I030K      79/09/04.       3pp. 


79(0160479  Forwards   monthly    operating    repts    for   Sept    1979. 
KALIVIANAKIS.N.       Commonweal  th   Edison   CD.       79/10/09.       lp. 
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791OQ4O068   DUcuSBBs    revleu   of    7BQB03   &    790202    Itrs    re    positive 
dliplacement    charging    pump   vibrations, Pea*    alternating 
itreo-aes    in    charging    eys    piping    are   below    endurance    limit. 
Fatigue    failure   -due    to    pump   operation    is   not   anticipated. 
ZIEMANN.D.L.        Operating    Reactor*    Branch    S    IPre    791O3O).        79/07/06. 
2pp. 

7910220363  Request!    that    sit    sets    of   drawings    ti   schematics,  OP    one    set 
of    aperture    cards    be   submitted    in    future    for    MRC  .Revteu    of 
SEP    topics,  together    u/indei    update.  Sup  ersedes   NRC    790626 
ItT. 

Z1EKANN.D.L         Operating    Reactors    Branch    2    (Pre    7710301.        79/09/06. 
2PP. 

79I01G0237   Request*    tltat    amends    be    proposed     to    Licenses    DPfl-6   tt   DPR-2Q 
change  min    lite   of    Fire   brigade    contained    in    Tech   Specs 
uiithln  30   days   of    Itr   ret  e  i  pt.  Forward  »    79O6QB   safety 
evaluation    of  mln    fire   brigade    shift   -slie. 
EIBENHUT.D.O,         Division    of   Operating   Reactors.       79/09/07.       3pp. 


791O19Q375   Forwards    util    commi  tmentB    to    TMI-2    Lessons    Learned    Task 
Force    Rep  t,  NUREO-0373.  Commitment -6    include     installation    of 
mater    level    instruraentat  i  on.  pressure    tt   fujdrogen  monitoring 
equipment   d   upgrading    of    emernonry    preparedness, 
HQFRIAN.D.P.        Consumers    PUUJBT    Co.        79/1O/17.        ISpp. 

7910300950  Responds,    to    technical    assistance    request.  Plant    facilities 
for   mitigating    consequent  s-5    nf    Flooding    aile-nuate   t, 
acceptable,  Safety    evaluation    encl. 
LAINAS.O.  Plant    B«stems    Branch    <Pre    791030).        79/1O/17.        Ip. 

— 7910300352  Safe ty    evaluation    supporting    acceptability    of    plant 
facilities    f DT    mitigating'    consequences    of    flooding. 
*          Plant    Systems    Branch     <Pr-e    791030).        79/10/17.       20pp. 

7910320330   Requests    30-day    eitension    to    propose    Tech    Spec    amends    re 
f  1  re    brigade    alia. 
HOFFMAN,  D.  P.        Consumers    Pomer    Co.        79/IO/191,        Ip. 


— 79101B0243  Safety    evaluation   of   min    fii-e   brigade    shift   aiie. 
*        Division   of  Operating    Reactors.       79/0 4 /OS.       3£pp. 

7910030027  Forward!  Amend   51    to  License   B-PR-EOi  safety    evaluation  >< 
notice   of    i  nuance  &  avai  lab  11  i  ty. 
ZIEMANN.D.L.       Operating  Reactor*    Branch    S   <Pre    791030).       79/09/10. 

2pp. 

— 7910030029  Amend    51    to  License   DPJI-20,  aifthori  i  ina    changes    to    ennanco 
lou    temp   a vi ro re* sure   protection.  &   increase    assurance    that 
reactor  vessel    mill    not    be    subjected    to   pressure    transients. 
ZIEIWtM.D.L.      Operating  .Reactors   Branch    2    (Pre   791030)        77/09/10. 
IBpp. 

— 7910030033  Safety    evaluation    supporting    Amend    51    to  License    DPH-aU. 
«      QFfice   oF   Nuclear   Reactor   Regulation.       79/07/10.       llpp, 


Q.     Inspection   reports.     IE   Bulletins   &  correspondence 

7910090525   Forward*     IE    Dulletin    79-19,     "Packaging    of   LOLU   Level    Raduiaste 
for    Transport    Si   Burial."    Action    required. 
HEPPLER.J.O.  Region    3,     Chicago.    Office    D  F   the   Director.       79/OB/10. 


79IO09O1AB   Forwards     IE    Bulletin    79-21,     "Temp     Effects    on    Level 
Measurements.  "    Action    raquired. 

KEFPLER.J.  Q.  Region    3,     Chicago.    Offica    of    the  Director.       79/OB/13. 

Ip. 


Foruorils    IE    Info   Notice    79-2O.     "NRC  Enforcement   Policy    - 
NRC  Licensed    Individuals.  "   Ma    action   require-d. 

KEFPLERpJ,  0,  Region    3.     Chicojo,    Office    of   the  Director.       79/08/14. 

Ip. 


— 791003Q034  Hotlcu   of    issuance   &  availability    of    Amend    51    to   Licence 
DPR-20. 

ZIEr1AMN,D.  L        Operating   Reactors    Branch    3    (Pre   79103d).       79/09/10. 
8pp. 

79L005015L    Notiflcaticn    of    790713   meeting    u/EEP    ounerG    group    In 
Detheida.MD  ta    discuss   pht  1  oaophij.  sc  hedu  1  &  &   objectives    of 
SEP  fc   draft  L4.L-TERA   rept   on    cite    specific    ipectra. 
O'CONKQH,  P.  H.        Operating   Fleacfcon    Branch    2    IPre    791030).        79/09/1!. 


7910050S76  Forwards    IE   Circular    7f-l7,    "Contact  Problem    in   9B-13 
Suiitcnes   on  CE   Metalclad    Circuit    Breakers.  "    Nn   action 
requ  Ired, 

KEPPLEO.J.  0.  Resion    3,     CJiicooo,    Office    of    the   Director.       79/00/14. 

Ip. 

79l0030iQ4  Notifies    of   79092O   mBotinn   u/CPC    in   Olon   Ellyn, IL    to    diBCusfi 
D  Hoffman   uirlttun   Tesponae    to    items   of   noncomp  1  lance 
identified    in    IE  Physical    Security    Inap    Rept    50-2S5/79-10. 
HIND,  J,  ft,  Region    3,     Chicago,     Safeguards    Branch.       79/DB/17.        Ip. 


7910040400  Forward's   request   fur    addl    Info   re    prevention   of    staam 
generator    mater    hammer. Response   uill     dictate   whether    plant 
mods   are   required,  Reqirests   reply   within  iO  days. 

IIEM/iNNi  D.  L.      Operating    Reactors   Branch   2    (Pre   791030).       79/07/13. 
3pp. 


7910170300  NRC  position    on    aaf«    shutdown   capadt 1 itn , 

»      Operating   Reactors    Branch    2    CPre   79!030).       79/O9/14. 


7pn. 


79i01i030ii  Foruiarifs   request    for    add]    info   re    lass   of    ofpsite   pouer  tt 
Facility    offaita    grid.  Request*    response  uithln   90   days. 
ZIEMAUW.D.L.       Operating    Reactors   Dranch   3    (Pro  791030),       79/09/35. 


7910090630  Request*    payment   of    tuo  Clasi    III    amend    fen*   re   TQIUU  ?( 
790312   applications   proposing    radiological    effluent   Tech 
Spec    c  hinge  a. 
MILLER,  W.  O.  License    Fee  Management    Branch.       79/O7/27.       3pp 

79102Z0413  Forwards   guidelines    for  valve    operabillty   re    containment 
purging    tt  venting   during    normal    aperati  nn.  R*quasts 
commitment    to    implement   valve    qualification    program  -mi  thin 
3D  days. 
EISENHUTi  0.  0.         Division  of  Opflratino  fleactors.       79/09/27.       app. 

7910310003  Summary    of   79092b  meeting   u/ut(l    re   revision    ta   pressure 
temp    limits, 

BILVERiH.D.      Operatins   Reactora    Branch   S   £Pre   791030).       79/10/02. 
Spp. 

7910260315  Riquefti    addl    info  re   SEP  Topic    111-10.  Ai    "Thermal   Ovarlnail 
Frntection.  "  FlBqursts  all    iwttth    actuation   development*    fur 
safety    sys  motor    operated    valve   control    circuits   uihlch 
describe    nioltch    potltioni    for  varioui   valur   operating  modes, 
1  1  EMftNH.  B.  I,.      OjieratJng  fleoctorj    Branch   S    (Pre  791030).       79/10/13, 
2pp. 


7910010213  Notifies    that    interim   measures    mill    be   used    re    emergency 
procedures    per    IE   Bulletin   79'-O6C    until    n,eiu    guidelines    art- 
rovieuied  t.   approved    bij    NHC 
HQFFHANiD.  P.       Consumers   Pomcr    Co.       79/OH/31.       2|ip. 

I 

7910030192  Foruiards    IE    Info    Notice    79-20,  Revision    1,     "NRC   Enforcemant 
Policy    -  NRC   Licensed    Ind  i  vi<tua  1  a  ,  "   Natica    reiasued    to 
correct  word    omiosion    t<   pu-nc  tust  1  on   error    uihich    channocf 
intent    of   statement,  Chang  ed    statement    underlined    in    teit. 
KEPPLEK.J.  0.  Region   3,     Chicago,    DfPIco    of    the   Director.       79/09/07. 


7910030617  Forwards    response    to    IE    Bulletin    79-16,     "Vital    Area   Access 
Control."  Response   uilthneld    irei    IOCFRS.  790), 
HOFFMAN1,  0.  P.        CoHttunicr-B    Poiuor    Co.        79/09/11.        Ip, 

79102401-11    Forwards     IE    Insp     Flopt    BO-25S/79-1H    on   790S28.  No 
noncomp  1  lance    noted, 

FJGREULI'  0.  Regfnit   3i     Chicago,    Reactor   Construction  &  Engineering 

Support  Branch.        79/09/11,        Hpp, 

--7910310H7    IE    In^p    Rept    50-255/79-12   on    79QBSQ.  No   noncompl  ionc  e   noted. 
Major   areas    Insp  ected  ;  NRC    requ  i  rements  ,  mark    procedures 
I   records. 

YINil.T,,    DANIELBQN-  D.  H  Region   3,     Chicago,    Office   of    the 

Director.       79/09/11.        Spp, 

7910030219  Foruiai-d*    IE  Circular    79-19.     "Louso   Locking    Devices   nn 
InflBrso  1  1-Rand    Pimp    Impel  1  ors.  "    No   action    required. 

KEPPLERiJ.G.  Reolon   3i     Chicaao,    Office    of    the   Director.       79/09/13. 

If- 

79100SD12A  Revponds    to    IE  Bulletin    79-06Q.  dp  er-ator   given   responalblll  tij 
for   control   d    operation    of    aiiKiJiarij    PeBdiuater    sys    during 
transient  conditions   requiring    USD   of    sus. 
HOFFMANiD.P.       Con*mneT5   Poiuer    Co.       79/09/13.       Spp. 


79IOS60317  Request!   addl    info   r»    atsam  generator   replacement. 

IIEMftNN,  0,  L.      Operating  Reactors   Branch   E    IPre  791030).       79/IO/1S. 
7pp. 


79100S06S3  Responds    to    IE  Bulletin    79-15,     "DEejj   Draft   Pump 
Deficiencies.  "    Provides   number ,  manufac  tor  or.  model,  capacity 
plant   application    of    pgmpi.Teat   Tesulta    encl. 
HOFFMAN,  D,  P.       Consumers   Power    Co.       79/09/17.       3inp. 
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7910300QB2   Forwards    IE    Info    Notice    79-32.     "Qualification    of    Control 
Bys,  "    Weatinghouae    790B30    Itr    t    Public    Svc    Electric    t   Oaa 
Co   790910   Itr   re    potential    unrevietueii    safety    quest!  on.  Ac  tion 
required    within    20    days.  W/o    encl. 
DENTON,H.R.        Office    of    Nuclear    Hoactor    Regulation.        79/09/17.        4Qpp. 

7910050362   Responds    to    IE    Bulletin    79-21,     "Temp    Effects    of    Level 
Measurements.  "    Outlines    analyses  tt   results   of   analyses   re 
post-accident   ambient    temps    on   water    levels.  Discusses 
correction    to    sctpoint    on    steam    generator    lou    level    signals. 
HOFFMAN.  0.  P.        Consumers    Pouier    Co.        79/09/1B         4pp. 

7910240196   Forwards    IE    Insp    Flept    50-255/79-11    on    790703-03,05-06.09-11, 
13,  17-2O   &    33-27.  ND    noncomp 1 iance    noted. 

HEISHMAN.R.  F.  Region    3,     Chicago,     Reactor    Operations    Nuclear 

Support    Branch.        79/09/1B.        9pp. 


791O31O25B   Forwards    Revision   3    to    IE    Bulletin    79-13.     "Cracking    in 
Foedwater   Sys   Piping    "   Action   required. 

KEPPLER.  J.  0.  Region   3,     Chicago.     Office    of    the    Director.        79/10/19. 

ip. 

H.    Periodic    operating   reports   &   related   correspondence 

7910100391   Forwards  monthly    operating   rept    for   Sept    1979 
ADAM3.W.F.        Consumers    Power    Co,        79/10/03.        Ip. 


—7910100296   Monthly    operating    rept    tor   Sept    1979. 

BODTKE,P.J.        Consumers    Power    Co.        79/10/01,        4pp. 


S,     Reportable    occurrences.     LERs    !(   related    c  orreapond  enc  e 


— 7910S4016B    IE    Inap    Rept    50-359/79-11    en    790702.  03,  05-06,  09-1 1 ,  13,  17-20 
&   33-27.  No   noncomplianco    noted.  Major   areas    inspected: 
facility    operations,  rad waste     insp    solidification    syr. 
operation    &    corrective    action    sys. 

JDROENBEN,  G.L.  ,    HDYD,  0,  C.  Region    3.    Chicago,    Office    of    the 

Director.        79/09/17.        1pp. 

7910250041    Forwards    IE    Inap    fiept    50-255/79-13    on    790730-31 . OB01-03, 
O6-10r  13-17.  20-24,  37-28   (•    30-31.  No    noncomp  1  iancc    noted. 
HEISHMAN,  Fi,  F.  Rnoion   3,     Chicago,    Reactor   Operations   Nuclear 

Support    Dranch.        79/09/1B,        2pp. 

—7910230041    IE    Insp    Ropt    90-255/79-13    on    79O730-31,  OB01-03,  06-10,  13-17, 
20-24, 27-2B  &  30-31.  No   noncompl iance   noted. Major   areas 
inspected: plant   operations. safety    1 imi ts, procedures,  maint   & 
fuel    receipts, 

JCRGENBENr  B.  L.  ,     DOYD,  0.  C.  Region    3,     Chicago,     Office    of    the 

Director.       79/09/17.       Bpp. 

7910230S61    Forwards    NRG    790626    Itr    re    multiple    equipment    failures   & 
survail lance    testing    error s. which    wan    incorrectly 
distributed.  Also    forwards     IE    Insp    Repts    50-295/79-13   f. 
50-304/79-12, Action    required, 
EI6ENHUT,D.  0.  Division    of    Operating    Reactors.        79/09/21.        49p|). 

7910090042  Forwards    IE   Circular   79-20.     "Failure    of   OTE  Sylvania   Roliiu, 
Type   PM   Bulletin   7309,Catalog    5U12-11-AC   ui/130  Volt   ac 
Coil."    No   action   required. 

KEPPLER, J.Q.  Region    3,     Chicago,     Office    of    the    Director.        79/09/24. 

Ip. 


7910160034  Forwards   NPDES  noncompl  iance  notification    lor    DPfl-20. 
HOFFMAN,  D.P.        Consumers    Pouier   Co.        79/09/05.        Ip, 

--7910160060  NPDES  noncompl iance   not  If icati on: on   790B13, neutral i ler    tank 
contents    of    20,000    gallons    uero    released    Into   Lake    Ml.  Caused 
by    rupture    of    tank    whicl)   resulted    in   draining    of    all 
contents    from   tank.  Tank   will    be   replaced   or    repaired. 
FODESrR.L.        Consumers   Power    Co.        79/08/33.        Ip. 


7910020383   Forwards    LEU    79-036/O3L-0. 

HOFFMAN,  D.  P.        Consumers   Power    Co.        79/O9/26, 


— 79100203B7   LEH    79-036/03L-0:  on    790821,1-1    dieael     generator    failed    tc 
start  &  was    inoperable    for    16. 5-h. Causad    by    dirtg    oil    in 
engine    governor.  Governor  was    drained   (<   flushed. 
*     Consumers  Pouier   Co.       79/09/26.       Ip. 


7910030389   Forwards    LER    79-035/01T-0. 

HOFFMAN,  D.P,       Consumers   Power  Co.       79/09/26. 


--79100S0394   LER   79-035/01T-Q:  on   790905, waste    gas    monitor    alar 
terminated    release    of   contents    of  waste   gas    decay    tank 
T-6BB.  Contents    released   w/o   having  met    sampling    &    holdup 
requirements. Caused   by    transposing   of    ID  number. 
»      Consumers  Pouier   Co.       79/09/26.       Ip. 


7910030390  Forwards  LER  79-039/03L-0. 

HOFFMAN,  D.  P.        Consumers    Power   Co.        79/09/EB, 


79101906B9  Responds    to    IE   Bulletin   79-19  re    packaging   &   disposal    of    lou 
level    radwaato. Current    licenses    from   burial    states 
maintained. Training    &   retraining    programs  will    be    completed 
by    BOOH01. 
DIXEL,  D.  A.        Consumers    Pouer    Co,        79/09/35.        3pp. 


—7910030391    LER   79-039/03L-0:  on   790B29,  pH    of    steam    flcneralor    A    dropped 
to  S.OB   following    change    In   condonaate    deminerall  i  ers,  Caused 
by    incraase    in   demin  resin    level    to  correct    hiflh    condenser 
tube    1 eakage. Correc tivc   action   under   evaluation. 
«      Consumers  Power   Co.       79/09/28.       Ip. 


7910040231  Forwards    IE    Info  Notice   79-23,     "Emergency   Diesel    Generator 
Lubo    Oil    Coolers. "    No    action    required, 

KEPPLER,  J.  Q.  Region   3,    Chicago.     Office    of    tho   Dirnctor.       79/09/26. 

Ip, 

7910040042  Forwards    IE    Info   Notice   79-24,     "Froien  Lines."   No   action 

KEPPLER.J.  0.  Region    3,    Chicago.     Dffice    of    the   Director.       79/09/37. 

Ip, 

7910230268  Responds    to    IE   Bulletin   79-18,     "Audibility   Problem 
Encountered    on  Evacuation   of   Porsannel    from   High   Noise 
Areas."    Both    units    are    currently    in   outage   &    further 
responses   will    bo    submitted    within   30   daijs    of    startup, 
BIXEL.D.A,        Consumers    Pouior    Co.        79/09/28.        Ip. 

7910170245  Forwards    IE   Info   Notico   79-25,     "Reactor   Trips   at   Turkey 
Point  Units   3  !<   4.  "    No    action   required. 

KEPPLER,  J.  G,  Region   3,    Chicago,    Office    of    the  Director.       79/10/01. 

In. 

7910160615  Forwards    IE    Info   Notice    79-24,     "Ovarpressuri istian   of 
Containment    of   PWR   Plant  After   Main  Steam  Line   Dreak. "   No 
action   required. 

KEPPLER, J.Q.  Region   3,    Chicago,    Office    of    the   Director.       79/10/01. 

ip. 

7910160311    Forwards    evaluation   of   potential    control    sys    interactions 
during    high    energy    pipe   break    events,  in   response    to   NRG 
790917    Itr    re    IE    Info    Notice   79-22. 
BIXEL,  D.  A,       Consumers   Power   Co.       79/10/09.       13pp. 

7910230616  Forwards   NRG    comments    on    unresolved    issue  re   security 
organiiatiam  identified    in    IE    Insp    Rept    50-255/79-10, 
Comments   withheld    (ref    10CFR2,  790>, 
HIND.J.A.  Regions,    Chicaoo,    Safeguards    Branch.       79/10/10,       Ip. 


7910030392  Forwards  LER   79-03Q/03L-0. 

HDFFMAH,  D.P,       Consumers   Power  Co,       79/09/28,       Ip. 

— 7910030393  LER  79-03B/03L-0:  on   790B29.  pump   distharjjo    valve    failed    to 
open   during   attempt    to   operate   HVC   uater    pump   P-VC,  Cauanil   by 
corrosion   of   valve   hinge   pins. Repairs   and    father    innp 
planned. 
*     Consumers   Power   Co.       79/09/20.       Ip. 


7910030472  Forwards  LER   79-037/01T-0, 

HOFFMAN,  D.P.       Consumers  Power   Co,       79/09/2B. 


Ip. 


--79100304B4  LER  79-037/01T-0; on  79O914,  two  3-lnch  manual  iaolation 
valvas  in  containment  eihaust  valves  bypass  line  IUBTO  Pound 
open. Caused  by  undetected  valve  misalignment  due  to 
inadequacies  in  both  testing  procedure  t<  valve  checklist. 
*  Consumers  Power  Co.   79/09/29.   3pp. 

7910030538  RO  77-045;  on  770916,  found  that  loss  of  a"i  r  supply  to 
containmant  bldg  purge  isolation  valves  mill  result  In 
depressuriiation  of  seal  rings.  Caused  by  valves  not  beinq 
provided  w/redundant  supply  to  maintain  seal  rinjj  pressure. 
*  Consumers  Power  Co.   79/09/30,   Ip. 

7910190405  Confirms  telephone  rept  of  RD. Operation  of  condensat*  pumps 
'following  pustulated  main  steam  line  break  accident  Mill 
result  in  higher  containment  pressure  (t  in  reactor  restart 
of  greater  magnitude  than  previously  assumed. 
LEWlSiJ.O.   Consumers  Power  Co.   79/10/09.   ID, 


7910190360  Forwards  LER  79-Q4Q/01T-O, 

HOFFMAN.  D.P.   Consumers  Power  Co.   79/10712. 


Ip. 
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— 791019034,9   LEfl-79-040/ulT-0:<in    790927.  ul  erasc-nic    t,    radioflraphic 
eiaminationi    revealed    linear    cracklike    Indications    on    IB- 
inch   main   ftataattr    lines    inside   e  imta  inmBnt.  Cause    unknown, 
flppro-r   SB    inches    of    main    feedidater    pipe    b«ing    replaced 

*  Consumer!   Power  Co.       79/1-0/ia.        lp. 

7910300105   Forwards    LER   79-042/011-0. 

3IXEL,  D.A,       Consumers   Power   Co.        79/10/3&.        lp. 

— 79I030019B   LER   79-042-01T-Q: on   791012,  dur  ing    testing    of    prassurti 
code    safety   valves,  lift    setting    for    tun   valves   were  3,997 
fc   B.462   psla, violating   Tech    Spjci.  Caused    by    ml  sposition ing 
of    alignment    pin. Future    testing    uill    be    done   id/steam. 

*  Consumers  Poiuar   Co.       79/10/3i.       3pp. 


DOCKET    30-E5-9    BROWNS   FfffHY   NUCLEAR   POWER    STATION,     UNIT    1 
F.     SEturlty.    roerfical.     emergency   d   lire    protection  plan) 

7910160113   Discusses   S   /tbraroa    790924    telephone    request    for    list    of 
operating   pl-ant«  undergoing    fire   protactlon  mods,  far 
research   projact, 
FEROUSQN.R.  Plant   Systems    Branch    <Pre    79103O).        79/OB/27.        lp. 

—7910140124,  Disguises  K  Ave-rson  790007    t«  Icon  re    use    of   io-ron    tn    prevent 
critiealit?/    in    spent    fuel    pools.  NHC  approves   use-   of   Coral    in 
spent    fuel   pools.  Boron   carbide  &  aluminum  do   not  degrade    in 
significant  manner. 
LfiNTZ.E.  Plant   Systems    Branch    IPre  7910301.       79/OB/1O,       2pp. 

7710110:395  Forwards  adrfl    info    re-quested    in    79&720    Itr    re   continnencu 
plan.  Info    withhold    (ref    10CFR3,  79O), 
MILLS,  L.M.      Tennessee   Valley    Authority,       79/10/04.       lp. 

7910230013  R.,u»st9   tubfflittal    of   Class    Itl    fee    for   review   of    securitu 
training  &  qu*ltf  ieat  I  on  plan    luhmitteif    79DH17. 
MILLEfijH.O.  Licenii    Fee  Management    "ranch.       79/10/09.        lp. 


7910170010   DUcusaes    need     for    adtfl    conf ii-matopy    full    scale    test=    to 
BBfcaolish   uncertainty    in    load    magnitudes   ra    condensation 
oscillation    load    definition    p  roeedures.  Draft    Itr    to   Mart    r 
re    te-at   prograjn    encl. 


7910190314   Notifies     that    Sandia     test    of    facility    connectors    probably 
cannot  be   completed    by    77075B    due    to   possible    problem 
tu/either    superheatar    or    regulating   valve. 
LAINAS.O.  C.  Plant    Systems    Branch     (Pre    791030).        79/09/26.        lp. 

7910170006  Discuses    resolution    of   potential    problem   re   Mark    I 
containment    identified     in   790B31    memD.Arfdl    info   re   response 
characteristics    of    tfouinc  omer-vont   header    sgs    shows 

fi.       Office    of    Nuclear    Reactor  Regulation.       79/09/26.       3pp. 


T"    Sui?elines    for   v-lv.   operabilitg    re   containment 
ing  !<  venting    duping    normal    operation.  Requests 
itmnt    to    implement    valve    qualification   program  ui 

JU   qaijs. 

EISENHUT.D.O. 


purging 
comtn 


program  uithin 
Division    of    Operating    Reactors.        79/O9/27.        3pp. 


from   2    ps 
LAINAELQ. 


ponds    to    technical    assistance   request.  Fc.ru.ards    safety 
"P""d    «"«••    I"    drsuell    high    pressure    setpoint 
to    5    psig    acceptable. 
Plant    Systems    Branch     (Pre    791030).        79/1O/03.        2pp. 


-7910230130  Safety    evaluation    of   proposed    Tech   Spec    changes    re    dryiuell 
high    pressure    setpolrit    from   S   psig    to    S  psig  ry^Bj* 

*  Plant    Systems    Branch    (Pre  791O30).       79/10/03,       2pp. 


™,!';r"!  bhofc  drir  of  LPCI  *™er  "•«»«  «•<«  »">  «*" 

generator    sets    is    acceptaftle.  Requests   documentation    in 
upitlnj    of   certain    items    discussed    in   780B17  meet  ing,  s  Ince 
I   ^"P""*1!!     f  a  *  L     *-,    comply    y/FSAR    or    790911     Itr. 
.T.  fl.  Opera-ting     Reactors   Branch    3    (Pre    791030),        79/10/03 


7910350273  Forwards   revised   Copies    (,-10  of   ronlingpncy    plan.  Copies 
withheld    (ref    10CFH2.  790).  * 

K1LL5,L.M.       Tflnnissne..  Valley   ftuthority.       79/IO/1Q.       lp, 

I.    Financial    information 


79091004S9  Foruardi    financial    itatsfnenU    for    FVE97B,  power    quartirrlu 
r»pt.one-year   Internal    cash    How  projtction   t,  narrative 

^nt   °f  tapttal    e.ppnditures    a*   required 

Valley    rtuthoritg.        77/OB/31.        lp. 


I     IOCF«14ftB 

MILLS.  t-.M.        Tennesse 


P.    Op.rating    licente   stsge    document*  fc  torrcsponilBnce 

7fllOO?0341   Forwrii  Ffi  notice  of   Jn<end    to    1OCFR73.  55   re   renuirernonta 
for   ?h«si=al   protection   op  nuclear   pouer    plants.  Amond    defsrs 
to7?UOI  °      pf"isl<;-al    seari11    requirements    From  790801 

CENIOM.HR.       Office   of   Nuclear    Reactor    Regulation.        79/08/10.        49pp. 

7910110335  Forward,   NUREO/CJt-0727.     -BUR  Off-gas    etfs   Evaluation."    Bys 
provid.s    reasonable  asiurance    that   potential    for    external 
offgai   Bcplmions    ti    miniffliied.  5J/o    encl 


7910100406  Forwards    proposed    Tech    Specs   changes   b   justification    for 
proposed   changes,  to   ac  coramoda  ta   Reloatf   3,Cijcle  1   operation 
for    Unit    1    d    to    clarify    ambiguous    specs    for  Units    1    &  2 
Sup  pi  omen  tal    Reload    Licensing    Submittal    for  Reload   3"    end 
HILLS.  L.M.        Tennessee    Valleg     Authority.        79/10/04,        3pp. 

—7910100407  Proposed   Tech    Spec    changes    to   accommodate   Raload   3,  Cue  U  ' 
operation   for   Unit    1    fc    to    clarify    ambiguous    specs    for   Units 

*      Tennessee   Valley   Authority.       79/10/04.       55pp. 


Products    Div. 


^1    R£l°ad    Ue""i»"    Submittal    for   Reload    3. 
.E,       General   Electric   Co.,    Nuilear   Energy 
NEDO-24H09-        79/08/31.       26pp.  cnurgy 


79101S0539  Notifiea    of    typographical    error    in  790921    Itr   re   addl    info 
about    xfety    relief    va  1  VOB.  Subn-i  ts   correct   ansuer    to 
Qjest  ion   1,  Q. 
MILLS,  L.M.       Tennessee   Valley    Authority.      79/10/1O.       lp, 


™  Forlllfplls    Amends     33.48   A   S5    to   Licenses    DPR-33,  DPR-52   I, 

DPR-Aa,respeetivelU,  safety    evaluation  ft  notice   of    issuance 
&  ava  1  labl  1  itu,. 

IPPOL1TO.T.  A.  Operating    Reactors   Branch   3    (Pre    791030),       79/10/11. 


7910030637   Foru.rd,    U,t    of    incomplete    licensing    activities    t,   requeBts 
rnnni  TT«  *"    dBlet«'J    from    licensing    backlog. 

IMPULITO,  T.  A.  Dpirating    Reactors   Branch   3    (Pre   791030)        79/Oe/SQ 

3pp. 

79100105SO  Notifies    that  HQ  CUuton    u,lll    replace    RJ  HcDermott  as 
S;,.™"***   °"   ASME  SubeomnHttae    on    Performance    Testing. 
MINuQUE.R.B.      Dlfite    of  Btandarda    Developmont.       79/09/05.       lp. 

07EO   Ltr.  Presently    disacrees   u/pariodic 
Idl    fata   &   more    detalleif   analyses 
"•istory   &    industry    »iperi«nce   on 

ig    Reactors   Branch   3    (Pre   791030).       79/O9/17, 


—7910SAO-021    Amends    S3,  4G   &    25    to    Licenses    DPR-33.  DPfi-52   fc   DPR-69, 
rBfipecHvBly,  changing    Tech    Specs    to   allow  count   rate    to   drop 


*         52pp. 


Qperating    Reactors   Branch   3    (Pre   791030). 


SPB  ™ 

jj,  Uf  H-3S   &    DPR—  69i  respec  tively. 
Operating    Reactors   Branch   3   (Pre   791030). 


-™  t,  as  to  LicenOC! 
79/10/11.       6pp. 


-7910340026  Notice    of    issuance    &   availability    of  Amends   53,48  (,  25   to 
Ucenies   DPR-33,  DPFt-52   &    DPR-6B.  respec  tivelv. 

'5'  Operating    Reactors   Branch  3    (Pre   791030). 

2pp. 


790924  meeting    u/Mark    I    oyr.»rs    in    Bsthesda, 

nfl    eompr»Bslbility    effects  tt 

rids. 

;ems   Branch    (Pre    791030).       79/09/2fl.       lp. 


7910300263  Forward*,    fish    impingement  repb   for    third    quarter   of    1979 
fULLS,L.M.        TennesatD    Valley    Authority.       79/10/33.        15pp. 
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Q.     Inspection    reports.     IE  Bulletins    fc   correspondence 

7910090123   Forwards    IE    Insp    Repta    50-299/79-16. 50-260/79-16   4 
50-296/79-16    on    790530-0601    U   notice    of    violation. 

LEWIS,  Fl.  C,  Region   2,    Atlanta.    Reactor  Construction  &  Engineering 

Support    Branch.       79/07/06.       app. 

— 7910090135   Notice    of    violation    from    insp    on   790530-0601. 

*  Region    2.     Atlanta,     Office    of    the    Director.        79/07/06.        lp. 

—7910090146    IE    Insp    Repts    50-2S9/79-I6,  50-260/79-16   t.    50-596/79-16   on 
790530-0601,  Nnncomplianco    noted :  improper    shift    turnover. 
JULIAN, C.  Region    2,     Atlanta,     Office    of    the    Director. 

MARTIN,  R.  D.  Region    2,     Atlanta,     Reactor   Operations    Nuclear 

Support    Branch.        79/06/38.        7pp. 

7910020332   Forwards    IE    Insp    Rcpts    50-259/79-10,30-360/79-10   t. 
50-296/79-18    on    790621-0706.  No    noncomp 1 iance    noted. 

LEWIS, R.C.  Region   2,     Atlanta.    Reactor  Operations  Nuclear   Support 

Branch.        79/OB/06,        2pp, 

—7910020335    IE    Insp    Repts    50-259/79-1B,  5O-260/79-1S   t.    50-296/79-IB   on 
790631-0706.  No  noncomp 1  lance   noted. Major    areas    inspected: 
radiation   area   controls   *   plant   physical    protection, 
6ULLIVAN,R,  F.  Region   3,    Atlanta,    Office    of    the   Director. 

DANCE, H.  C.  Region   2,    Atlanta,    Reactor  Operations   Nuclear 

Support    Branch.        79/OB/O6.        4pp. 

7910010155   Forwards    IE    Insp    Repts    50-259/79-20,30-360/79-20   fc 
50-296/79-30    on    790802-03. No    nancomp 1 iance    noted. 

MURPHY, C.E.  Region   3,    Atlanta,    Reactor   Construction   t-  Engineering 

Support    Branch.        79/OB/20.        2pp. 

—7910010162    IE    Insp    Repts    30-259/79-20,50-260/79-30   fc    90-296/79-20   on 
790B02-03. No   noncomp 1 iance   noted. Major  areas    inspected: 
seismic    qualification    of   dc    batteries. 

CDNLON.T    E.  Region   2.     Atlanta,     Office    of    the    Director. 

HARDWICK.R.  J.  Region   3,    Chicago,    Reactor   Construction   & 

Engineering    Support   Branch.       79/00/17.       3pp. 

7910290211   Forwards    IE    Insp    Repts    50-259/79-19,50-260/79-19  t< 
50-296/79-19    on    790SOB-10.No    noncomp 1 iance    noted. 

MURPHY. C.E.  Region   3.    Atlanta,    Reactor  Construction   k  Enginesrlnfi 

Support    Branch,       79/09/06.       3pp, 

--7910290220    IE    Insp   Repts    SO-259/79-I9, 50-360/79-19  J.   50-396/79-19   on 
790S00-10. Ha    noncomp 1 iance   noted.  Major   areas    inspected; 
concrete    expansion    anchor    installation, 

MODENQS,  L.  Region   2,    Atlanta,    Office    of    the   Director. 

HERDT.A.R.  Region  2.    Atlanta,    Reactor   Construction   t, 

Engineering    Support   Branch.       79/08/31.       1pp. 


791009067il   Responds    to    IE   Bulletin   79-13    "Audibility    Problems 
Encountered   U/Evacuation   of  Personnel    From   High    Noise   Area.  " 
Results    of    790B21    plant    survey    are    being    evaluated    to    define 
necessary    improvements. 
MILLB.L.M.        Tennessee    Valleij    Authority.       79/09/31.        2pp. 

7910230361   Forwards   NRC   790i26   Itr  re   multiple   equipment    Failures    !< 
surveillance    testing    errors,  ujh  ich    mas    incorrectly 
distributed.  Also   forwards    IE   Insp    Repts   50-395/79-13  t> 
9O-304/79-12,  Action   required. 
EI8ENHUT,  D.  0.          Division    of   Operating    Reactors.        79/O9/21.        49pp. 

791010003S   Responds    to    IE   Bulletin   79-19   re    packaging     &   disposal    of    loin 
level   radiuaste.  Current    set   of   requirements    placed    on   waste 
burial    firm  of  Chem-Nuclear  Sys,  Inc    by   Agreement    State    of  SC 
are   being   maintained. 
MILLS, i.,M,       Tennessee   Valley   Authority.      79/09/21.       3pp. 

7910040105   Forwards    IE    Info   Notice   79-23,     "Emergency    Dtesel    Generator 
Lube   Oil    Coolers."  No   action  required. 

O'REILLV,  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/09/26.        2pp, 

791O19027S  Forwards    IE   Bulletin  79-24,     "Froien  Lines.  "    Action 
required, 

O'REILLV.  J. P.  Region  2.    Atlanta,    Office    of   the    Director. 

79/09/27.        3pp. 

7910170326   Forwards    IE    Info   Notice   79-25,     "He-actor    Trips    at    Turkey 
Point  Units  3  It  4.  "  No  action  required. 

O'REILLV.  J,  P.  Region  3,    Atlanta,     Office    of   the    Director. 

79/10/01,        2pp. 

7910170755  Forwards    IE    Info  Notice  79-34,    "awerpressur  i  latinn   of 
Containment   of  PWR  Plant   After  Main    Steam  Line    Break.  "    No 
action  required. 

O'REILLV.  J. P.  Region  2,    Atlanta.    Office    of   the    Director. 

79/10/01.       3pp. 

7910120143   Forwards    "Evaluation    of    Environ   Effects    on    Nonsef  ety-Relateil 
8ys  Resulting   From  Postulated   High    Energy    Pipe    Failures 
Inside  t.  Ouside  Primary  Containment,"    in  response    to   770917 
Itr    tc    IE    Info    Notice    79-23. 
MILLS, L.M.       Tennessee   Valley  Authority,      79/10/0?.        lp, 

— 791013014B   "Evaluation  of   Environ   Effects    on  Non»aF«ty~F)*late<l   Sys 

Resulting   From  Postulated  High  Energy  Pipe  Failures    Inside 
b  Outsitfe  Primary  Containment.  " 

«      Tennessee   Valley    Authority.       79/10/05.  lOpp.. 

R.    Periodic    operating   reports  t.   related   correspondence 


7910010010  Forwards    IE  Circular   79-1B,     "Proper    Installation   of   Target 
Rock    Safety-Relief   Valves."   No   action   required, 
D'RElLLVr  J.  P.  Region  S.    Atlanta,    Office   of    the   Director, 

79/09/10.        3pp. 

7910030514  Forwards   response    to    IE  Bulletin   79-15,     "Deep   Draft   Pump 
Deficiencies.  " 
MILLS, L.M.       Tennessee    Valley   Authority.      79/09/10.       7pp. 


791016036B  Forwards   monthly    operating    repts    for  Sept    1979. 
ABERCSDhBIE.  H.  L      Tennessee  Valley   Authority.      79/10/10.        lp. 


—7910160369  Monthly   operating   repts    far   Bept    1979. 
THOM.  T,       Tennessee  Valley   Authority.      79/10/O3, 


30pp. 


0.  Reportable  occurrences,  LERs  &  related  correspondence 


7910030667  Responds  to  IE  Bulletin  79-16.  "Vital  Area  Access  Control. 
Details  withheld  Iref  10CFH2.790J. 
MILLS, L.M.   Tennessee  Valley  Authority.   79/09/10,   lp. 

7910020593  Forwards  IE  Circular  79-19,  "Loose  Locking  Devices  on 
Inoersoll-Hand  Pump  Impellers."  No  action  required. 
O'REILLY,  J.P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/09/13.   lp. 


791003045B  Forwards  LER  79-OSO/O3U-0. 

CALHOUN.J.R.   Tennessee  Valley  Authority. 


lp. 


--7910Q30473  LER  79-020/03L-0:  on  79QB31.  containment  oxyoon  concentrating 
exceeded  4X  &  dryuell-suppression  chamber  differentia) 
pressure  decreased  below  1.0  paid  during  normal  operation. 
Caused  by  deferral  of  planned  shutdown. 
«  Tennessee  Valley  Authority.   79/09/2B.   2pp. 


79093B01S4  Forwards  IE  Notice  79-21,  "Transportation  !>  Commercial 
Burial  of  Radioactive  Matl.  "  No  action  required. 
O'REILLY,  J.P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/09/11.   lp. 

79101103&S  Forwards  IE  Info  Notice  79-22,  "Qualification  of  Control 
Sya.  "  No  action  required, 

O'REILUV,  J.P.     Reoion  2,  Atlanta,  Office  of  the  Director. 
79/09/14.   lp. 

79103000B2  Forwards  IE  Info  Notice  79-22,  "Qualification  of  Control 
SUB."  Westinghouse  790830  Itr  I.  Public  Svc  Electric  fc  Gas 
Co  790910  Itr  re  potential  unrevUwed  safety  question.  Action 

required  within  20  days.  U/o  end.  

DENTONiH.R.   Office  of  Nuclear  Reactor  Regulation.   79/09/17.   4Bpp. 


7910100335  Forwards  LER  79-031/03L-0. 

CALHOUNiJ.R.   Tennessee  Valley  Authority.   79/10/O1. 


lp. 


— 7910100314  LER  79-031/03L-0:  on  790902.  containment    Isolation    valve 
FCV-7I-3  would    not    close. Caused    by    failure   of   Peerlestt 
electric   motor   S/N  OV7993.  Operating    limits   of   vadve   reset    fc 
tested. Motor   replaced. 

*  Tennessee  Valley   Authority.       79/10/01.       3PP. 

791015045B  Forwards  LER  79-029/01T-0. 

CALHOUN.J.R.       Tennessee   Valley  Authority.       79/10/09.       2pp. 

— 7910150463  LER  79-025/01T-0:  on  790936,  during  normal    operation. main 
steam   lines   not    isolated  within    Q-h    following    main    steam 
line   high    tamp    logic   actuation.  Caused    by   mis  in  tor  JIT  eta  t  ion 
of  Tech   Specs, Revision   of   specs    proposed. 

*  Tennessee  Valley   Authority,       79/10/09.       lp, 
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791G1504<!,B    Forwards    LER    79-022/03L-0. 

CALHD.UN.J.R.        Tennessee    Valleg    Authority. 


79/10/0'?..        Ip. 


~-7<710I5047i   LER   79-OS3/03L-O: on    7=?0'?1  0.  during    normal    operation, 
annunciator   became    I  nuperab  ie.  Caused   by    power    supply 
overload, resulting    in   damaged    r  es  i  gtor.  Tiuo   connectors    found 
Co   hav«    been   crossed    during    repairs. 
*       Tennessee    Valley   Authority.        79/1O/09.        2pp. 


79101B04ciO   Forwards    LER    79-Q23/O3L-0. 

CALHQUN.J.R,        Tennessee    Vat  lei;    Authority. 


77/10/15.        Ip. 


—7910180464   LER    79-023/03L-0:  on    79Q917, daily    sourt*    checks    on    various 
continuous    air   monitors    uiere  missed    tfuo    to    airborne 
contamination   on    refuel    floor.  Caused    by   personnel    failure-    to 
realiie    that    checks    are    Tech   Spec   requirement, 
»      Tennessee   ValHy    Authority.       79/1Q/13.       2?p 


7910230470   Forwards    LER    79-021/03L-0, 

CALHOUfJ,  J.  R,        Tennessee    Valley    Authority. 


79/10/13.        Ip. 


--79UOS30473  LER   79-024/Q3L-0:  on   79I01B,  dur  ing   normal    op eraticn, rad iation 
monitor    RM-90-a50   found    erratic    &   taken    out    of    svc    for 
1.5-h. Caused    bu   moi-sturB   collection    in   model    BC-3D   detector 
Ho   recurrence    control    action   planned. 

*  Tennessee   Valley    Authority.        79/tO/lS.        2pp. 

791O2&0262  Forwards   LER   79-026/03L-0. 

CALNOUN.  J.  R.        Tennessee    Valley    Authority.        79/10/23.        Ip, 

—7910260269   LEK   79-026/O3L-0:  on    79092i,  ruclrculatiot.    purops    A   t,   B    tripped 
during    tTou-bles.hoo.ting    an  main    sea    level    temp   re  lava.  Caused 
by    troubleshooting    °n  wrong    terminal    strip. Strips    relabeled 
Cor    better    I  dent i ficat ion.  Pumps   restored    to    svc, 

*  Tennessee   Valley   Authority,       79/10/22        Spp 


50-2iO   DROWNS   FERRY   NUCLEAR    POWER    STATION,     WIT   3 
F.     Security,    medical,    emergency    fc   fire   protection    plans 

7910160113   Discusses   B  Abrams    790B24    telephona   request    lor    list    of 
operating    plants    undergoing    P  i  re    protection  mods,  for 
r«Bnarch    projec  t, 
FeRGUBQN.R.  Plant    Systems    Branch     (Pre   771030).        79/OB/27.         Ip. 

—7910160126  Discusses   H   Averson    790307    telton  re   use    of   boron    to    prevont 
crlticalitij    in    spent    fuel    pools.  NRC    approves    use    oF   DDPai    in 
spsnt    fu*l    pools.  Boron    carolde  !,  aluminum   do  not    degrade    in 
•aigntCicant  mantiep. 
UANTZ.E.  Plant  Systems   Branch    (Pre   79JQ3Q).       79/OB/10,       2pp. 


"    "0720   Ur   re    tontirtoency 
Ip. 


nn*      °^?rdLil?lfl    ijlta  "I""* 
plan.  Info  withheld    Ire!    10CFR2.  790), 

MILLS.L.M.       Tennesaeo    Valley   Authorlts.       79/10/01 


7910230045  R»1""t=    ^bmitta  1    of  eula    m    feB    ,„ 
trainino  *  quallf  ic4t  ian  plan   Buhmitted  790B17 
MILLER,  H.O,  License   Fee   Management   Branch.       79/10/09, 


u   of   Bflcurtt 
Ip, 


. 
MILLB.L.M,       Tcnnossee    Vallev  .fiufchoritu,       79/10/18,       !p. 

-1_™!""HL'™"**    S*ag«^iic.ci.ment5   (.   correspondence 

79  100902fll    Forward.   FH  notice   of   imsnd    to    10CFR73.  93  r.    roou!  remen  t» 
f«lE±   .t      pro    ecktiD^    °f  nucl»'-   P«"   pUntt.ta.nd    ia?eT 
U   791101  P"«-icai    search   rB,uir.mEnte    Pron,  790S01 

EENTON.H.R.       Office   of  Nuclear  Reactor  RB9u]ati&n.       77/08/10.       49pp. 


W  r»son«,S7'     "DHR   °f(3"    Bl>*    Evaluation.  •    Sy 

offail   1,1  J«    ?«        f   a"u"n<:B    "»*   PoUntial    for    ^Eernal 
OAHMIII     uo  minlmiied.  w/o    9nci. 

flnniLL,u.  >...t.-.    -.         -Qp    ror  nperatino  R.  actor  J-i-ojecU 


•Itie5    b  requests 
79/09/2EJ. 


meating    u/Mark    I    owners    In   [ 

to   discuss    poo]    iiuelling    compressibility    effects   & 
aouncamer    condensation    loads. 
GRIMES,  C.  I.  Plant    Systems    Branch    <Prt3   791030),       79/09/24. 


«h=hDiSqUat8f    I"?    f?r    addl    "nf-matory    full    3cale    testa    to 
tstab    ish    uncertainty    in    load    magnitudea    re   condensation 
OBcilUtion    load    definition    procedure*,  Dra  f  t    Itr    to   Mark    I 
utfls    re    test    projrara    end, 


79J0150314    Motifi..    that    S.ndia    test    of    facility    connectors    probably 
cannot   «.    collet*.!    by    77092Q   due    to    pos  ,  Ib  le    prob  1  em  ^"^""i 

in/either    superheater    DT    regulating    valve. 
LAIHAS.G.  C.  Plant    Systems    Branch     (Pre    791030),        79/09/26.        Ip. 

7910170006  Discusses    reanlution    of    pptential    problem   re   Hark    I 
containment    identified    it,    790031    memo,  Addl     info   re   responBe 
characteristics    of    d  ouncomar-vent    header    sys    uhoua 

DFNTnM  .Tn    ltnSSliUr*1    fati?lJD    m"9i"=    a.  1st,  Evaluation   end. 

R.        Office    oF    Nuclear    Reactor    Regulation.        79/09/2A.        2pp. 


7910220413  Forwards    guidelines    for   valve    operability    re    containment 
purging   &  v*ntina    during    normal    op  era* i on, «equHBts  c°nca"™0nt 

commitment    to    Iraploment    valve    ijual  i  Pica  tion    program  within 

EISENHUT,  D.  O,  Division    of    Operating    Reactors.        79/09/37.        3pp. 

7910230127   Responds    to    technical    assiatante   r equest.  Forwards    safety 
evaluation.  fropOEed    chJingo    In    dnjuiall    hijh    pressure    setpoint 
from   a   .psig    to    5    psig    acceptable. 
LAIHAS.O.  Plant    3ustems    Branch    (Pre    791O30),       79/1O/03.       2pp. 

-7910230130   Safety    evaluation    of    proposed    TBCh   Spec    chanee,   re   drywel 
high    pressure    setpoint    from   5    psig    to    5    psig  arywej 

*  Plant   Systems    Branch     (Pre    791030),       79/10/03.       2pp, 

7910310002   Informs    that    design    of   tPCI    pou,er    supply    ™od,   w/o  motor 
acnerator    sets    Is    ac c eptabl o.  Requests    documentation    in 
uriting    of    certain    items    discussed    in    7BOB1 7  meeting, since 
tPPmrrn   T    *&mPor  =  r  i  1 1     tait     to     comply    ui/FSAR    or    790511     Itr. 
3pp  Dporating   Reactors    Qranch    3    (Pre    79103O).       79/1O/03. 


«n™  '"""VP^P"""    T«h    Sp^ca    change   t,    justification    For 

flr'ita?!    ;hfn;«'t"    "co^odate    Reload    3,CydE    4   operation 
tor    unit    l    t,    to    clarify    ambiguoirs    speco    for    Units    1    (,  s 
Supplomental    Weload    Licensing    Submittal     for    Reload    3"    end 
rui_tsi,  L.  M.       Tenneosea    Vallay    Authoritij.        79/10/O4.       2pp. 


7910100407   Proposed    Tech    Spec    changes    to    accommodate   Reloa 
operation    for    Unit    1    &    to    <I.rl'«    a(nbigu0uE    spE(:s    for   K 

«      Tennessee    Valley    Authority.        79/1O/04,        55pp. 


.Cycle    4 
" 


Products    Di 


'?1    R^°ad    Licenl!ln9    8ub«lt*-l    for   Reload    3. 
.E.       General    Electric    Co.,     Nuclaar   Enerou 
NEDO-S4309.         79/08/31.         Hipp.  energy 


7910160539   Notifies    of    typographical    orror    in    790921    Itr   re    addl    info 
about    safety    rUief    va  1  vim.  Bubmi  t.    correct    ansuar    to 
uues  tlon    1  ,  B, 
MILLS,  L.  M.       Tenneaseo   Valley    Authority.       79/10/10.        lp. 


ic«"S"    DPR-33.  DPH-53  t, 
notl"   "'   issuance 


rPfOLITQ.T.  A, 


"'  "        "   evaIgatiDrt 

Operating    flBactiorB    Drancli    3     (PpD    79103O).        79/10/11. 


791  026002!    Amends    33,  4B  ft    25    to   Licenses    DPR  -33.  DPR-  52   b   DPR-6H, 
respactivelv,  changing    Tech    Spec^    to    allouj   count   rate    to    drop 
below   3-counta    per    second   &    daloting    sections    re    respiratory 
protectivo    equipment.  * 

'?'  Operating    ReactarB    Branch    3    (Pro    791030). 


Operating    Reactors    Branch    3    CPre    791030).       79/1O/11.       fipp. 


otiCQ    of    is.uanco   &    availability    of  Amends    33,  4B  t,  25    to 
Licansos    DPR-33,  DPR-52  E,    DPfl-6H,  rospecti  veil,. 

'A'  Opcrafctng    Reactors    Branch    3    (Pre    791030). 

2pp. 


i?.3.QS2ia  ForlJardB    fil"    Impinsoment    rept    For    third    quarter    of    1979 
MILLS, L. M.        Tennessee    Valley    Authority.         79/1O/33.        15pp. 
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Q.     Inspection   reports,     IE  Bulletins    i>   correspond  one  a 

7910090123    Forwards     IE    Insp    Repts    50-359/79-16,  50-260/79-16   !. 
80-396/79-16    on    79053Q-06O1    &    notice    of    violation. 

LEWI8,  R.  C.  Region    2.     Atlanta,     Reactor    Construction    (.   Engineering 

Support   Branch.       79/07/06.       2pp 

— 7910090135   Notice    of    violation    from    inap    on    790530-0601 

•  Region    2,     Atlanta,     Office    of    the    Director.        79/O7/06.        lp. 

--7910090116    IE    Insp    Flepts    50-359/79-16,50-260/79-16   t<    50-296/79-lfa    oil 
790530-0601. Noncompl iance    noted . improper    shift    turnover. 
JULIAN. C.  Region    S.    Atlanta,     OfFUe    of    the   Director. 

MARTIN.R.D.  Region    S,     Atlanta.     Reactor   Operations   Nuclear 

Support    Branch.        79/06/2B.        7pp. 


7910090674   Responds    to    IE   Bulletin    79-1B    "Audibility    Problems 
Encountered    H/Evacuation    of    Personnel    From   High   Noise    Area. 
Rasults    of   790B21    plant    survey    arc    being    evaluated    to    define 
necessary    improvements. 
MILLS, L. 11.       Tennessee    valley    Authority.        77/09/21.        2pp. 

7910330561    Forwards   NRG   790626    ttr    re   multiple    equipment    failures    i 
surveillance    testing    errors,  ujh  ich   was    incorrectly 
distributed.  Also    forwards    IE    Insp   Rapts    50-295/79-13-  & 
50-304/79-12.  Action   required  „,„„,„.          .„ 

EISENHUT,  D.  0.          Division    of    Operating    Reactors.        79/09/21.        4Vpp. 

7910100033   Responds    to    IE   Bulletin    79-19   re    packaging    k    disposal    of    loui 
level    radwaste    Current    set    of    requirements    placed     on    uaste 
burial    firm  of   Chem-Nuclear   Sys,  Inc    by   Agreement   State    of   SC 
are    being    maintained. 
M1LLS.L.M.        Tennessee    valley    Authority         79/O9/24.        3pp. 


7910020322    Forwards    IE    Insp    Repts    50-359/79-  IB,  50-26Q/79-1B    & 
50-296/79-1B    on    790621-0706. No    noncomp 1 iance    noted. 

LEWISrR.C,  Region    2.     Atlanta,     Reactor    Operations   Nuclear    Support 

Branch.       79/OB/O6.       3pp. 

—7910030333    IE    Inap    Repta    50-359/79-10,50-260/79-13   &    50-296/79-16    on 
790621-0706.  No    noncomp 1 iance    noted.  Major    areas    inspected: 
radiation    area    controls   J.  plant    physical    protection. 
SULLIVAN.R.  F.  Region   2,    Atlanta,    Office    of    the   Director. 

DANCE,  H.  C.  Region    2,     Atlanta.     Reactor    Operations    Nuclear 

Support    Branch.        79/Q8/O6.        4pp. 

79100101S5    Forwards    IE    Insp    Rapts    50-259/79-20,  SO-S6O/79-20   t. 
30-296/79-20    on    790902-03.  No    noncomp 1 iance    noted. 

MURPHY,  C.  E.  Region   2,     Atlanta.    Reactor   Construction   t,  Engineering 

Support    Branch.        79/QB/2O.        2pp. 

— 7910010162    IE    Insp    Repts    50-239/79-20,50-260/79-20   fc    30-394/79-20   on 
790B02-O3. No   noncomp 1 iance    noted. Major   areas    inspected: 
aeiamic    qualification   of   dc    batteries. 

CQNLON,  T.  G.  Region    2.     Atlanta,     Office    nf    the    Director, 

HARDWICK.R.  J.  Region   3,    Chicago.    Reactor   Construction   t- 

Engineering    Support    Branch.       79/OB/17.       3pp. 

7910290214   Forwards    IG    Inap    Repts    50-259/79-19.50-260/79-19  & 
50-296/79-19   an   790BOB-1O.  No   noncompl iance    noted. _ 

MURPHV.C.E.  Region   3.    Atlanta,    Reactor   Construction  &   Engineering 

Support    Branch.        79/09/06.        Hpp, 

—7910290220    IE    Inap    flepts    50-259/79-19.50-260/79-19   &   50-296/79-19    m. 
790BOB-lQ,No  noncompliance    noted. Major   areaa    inspected: 
concrete    expansion   anchor    Installation. 

MtlDENQS.L.  Region   3.    Atlanta,    Office    of    toe   Director. 

•HERDT,A,R.  Region   2.    Atlanta,    Reactor  Construction   8. 

Engineering   Support    Branch.       79/OB/31-       4pp. 

7910010010  Forwards    IE  Circular   79-18.     "Proper    Inatallatlon    of    Tarqet 
Rock    Safety-Relief   Valves. "    No   action   required, 
O'REILLV,  J.  P.  Region    2.     Atlanta.     Office    of    the    Director. 

79/09/10.        3pp. 

7910010762   Notifies    that    refund    has    been   authoriied    for   7BO925 
application    ITS    llfi)    re   refueling    outage, due    to   withdrawal 

of    application.  -.„,„„  i.n          , 

MILLER.  W.  0.  License   Fee  Management   Branch.       79/09/1O.       lp. 

7910020514   Forwards    response    to    IE   Bulletin   79-15,     "Deep   Draft   Pump 
Deficiencies,  " 
M1LLS.L.M.       Tennessee   Valley    Authority.       79/09/10,       7pp. 

7910030667  Responds    to    IE   Bulletin  79-16,     "Vital   Area  Access   Control." 
Details    withheld    (ref    10CFR2.  790). 
MILL6.L.H.       TenneBBee   Valleu,    Authority.       79/09/10.       lp. 


79I00401B5   Forwards    IE    Info   Notice    79-33,     "Emergency    Diesel    Generator 
Lube   Oil    Coolers."    No   action    required. 

O'REILLV.J.P  Region   S,     Atlanta,     Office    of    the    Director. 

79/09/26.       2pp. 

7910190375   Forwards    IE   Bulletin   79-31,     "Froien    Lines.   "    Action 

CTRElLLYiJ.P  Region   2,     Atlanta,     Office    Of    the    Director. 

79/09/27.       2pp. 

7910170226  Forwards    IE   Info  Notice   79-25.    "Reactor    Trips   at   Turkey 
Point  Units   3  !.  1.  "   No   action   required. 

O'REILLY.J   P.  Region    3.     Atlanta.     Office    of    the    Director, 

79/10/01,        2pp, 

7910170755  Forwards    IE    Info  Notice  79-34.    "Overpreasur i  lati  on   of 
Containment    of   PWR    Plant   After    Main    Steam   Line   QreaV.  "    No 
action   required.  ....,,,         r 

O'REILLY,  J.  P.  Region   3,    Atlanta,    Office   of    the   Diroctnr. 

79/10/01.       3pp. 

7910120143   ForJards    "Evaluation    of   Environ   Effects    on    Nonsaf ety-Rel ated 
Sys   Resulting    From  Postulated   High   Enargy   Pipe  Failures 
Inside   t,  Ouside   Primary   Containment."    in  response    to   790917 
Itr    &    IE    Info   Notice    79-22  ,,„,„„ 

MILLS,  L,  M.       Tenneaseo  Valley   Authority.      79/10/09.       Ip. 

--791012014B   "Evaluation   of  Environ  Effects   on  Nonsaf oty-Related   Sys 
Resulting   From  Postulated   High   Energy   Pipe   Failures    Insioe 
&  Outside  Primary  Containment." 
«      Tennessee   Valley   Authority.       79/10/05.       10pp. 

R.    Periodic    operating    reports   fe  related    correspondence 

79I016036B  Forwards   monthly    operating    rents    for   Sept    I1'7'* 
AGERCnDMGIE.H,  L     Tennessee   Valley   Authority.      79/10/10.       lp. 

--7910160369  Monthly    operating   repts    for  Sept    1979. 

THOM.T.        Tennessee   Valley    Authority,        79/10/03.        3Opp. 

8.    Reportable   occurrences,    LERs   I  related   correspondence 


7910300193   Forwards    LER    79-021/03L-0. 

CrtLKOUN,  J,  R,        Tennessee    valley    Authority 


77/10/23.         lp. 


—7910300302  LER   79-OSI/03L-O:  on   790927,uhile   performing    Insjis,  several 
HPCI    restraints    found    in   failed   condition. Cause    unknown.  HPtI 
FI-24  restored    to    design   requirements.  Acti on  based    on    testing 
will    be    taken. 
*      TennHssee   Valley    Authority.      79/10/29.       2pp. 


79I0020S93  Forwards    IE  Circular   79-19.     "Loose   Locking    Devices    on 
Ingersoll-Rand    Pump    Impellers, "   No   action  required. 
O'REILLY,  J.P-  Region    2,     Atlanta,     Office    of    the    Director. 

79/09/13.        lp. 

791011026H  ForwardB    IE    Info;Notice   79-22,     "Qualification   of   Control 
Bus.  "   No   action   required. 

D'REIU-Y,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/09/14.       lp. 


DOCKET    50-261    H.     B.     RQBINBON   PLANT,    UNIT   2 

F.    Security,    medical,    emergency,    ti   fire   protection    P^ne 

7910Q203B2  Forwards   addl    info   re    continsency    plan   detailing   sncuritu 
measures   for    physical    protection   of    Fae  i  litu,.  Inf  o   withheld 

(rof  10CFR2.  790J.  „  , 

UTLEY,E.G,   Carolina  Power  fc  Light  Co.   79/09/2B.   !p. 


79103000B2  Forwards  IE  Info  Notice  79-22,  "Qualification  of  Control 
Bys,  "  Hestinghouse  790B30  Itr  S.  Public  8vc  Electric  t<  Oaa 
Co  790910  Itr  re  potential  unreviewed  safety  nuestlon.  Action 
required  ulthin  20  days.  W/o  encl.  „,„«,,,,   ,o 

DENTON.H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/09/17.   4Hpp. 


J.  Insurance  &  indemnity  information  t 

7910220304  Forwards  eiecuted  Amend  9  bo  Indemnity  Agreement  u-43. 
BARHAM.C.D.   Douglass  *.  Barham.   79/10/16.   3pp. 


68 


DOCKETED  ITEMS 


P.     Operating    license    stage   document's    tc   correspond  anc  e 


7910090241    Forwards    FR    notice    of    amend     to    IOCFR73.  55   re    requirements 
for    physical    protection   of   nuclear    power    p  lants.  Around    defers 
implementation    of    physical     search    requirements     from   790B01 
to   791101. 
DENTCWJ:  M.  R,        flfflce    of    Nuclear    Reactor   Regulation.        79/03/10.        49pp. 

7910030515   Formards    Amend    40    to    License    DPR-23i  saf  B  ty    evaluation    i, 
notice    af    Issuance    !>    availability 

SCHHENCER.A.  Operating    Reactors    Branch     1     (Pro    791O30).        79/O9/O4. 

3pp. 

—  7910020933   Amend    1O    to    License    DPR-23,  authorl  ling    mods     identified    in 
fir*    protection    safety    evaluation. 

SCHWENCER.A.  Operating    Reactors    Grarich     1     IPre    791030). 

79/09/04.        2pj>, 

— 7710020&28   Suppl     1    to    safety    evaluation    supporting    Airiand    flO   to    Liceno 
DPfi-23. 
*R      Office    of    Nuclear    Reactor    Regulation.        79/09/04.        4pp. 

791016013d   Forwards,    request    for    addl     info    For    Uestinghouse    A   C-E    (ilants 
that   are    not   equipped    m/top    discharge    devices    on   atuam 
generator    FeeduatEr    sparg  ers.  Ne-ed    further    assurance    re    steam 
generator  water    tiamraor. 
LAINAS.fi.  Plant    Systems    Dranch     IPre    791Q30) .        79/09/0-i.        5pp. 

7^10020533   Notitfl    of    issuance    (<    availability    of    Amend    40    to    License 
DPH-23. 

SCHWEMCER.A  Operating    Reactors    Branch    1     (Pre    791030).        79/09/QH. 

2pp, 


7910100-O44   Foriuarda    evaluations    requested    790905    of    all    plants 
previously    using    pipe    stress    analyses    baaed    on    unacceptable 
algebraic    summation    technique  s. /M 1    stresses   uithin   allowable 
1 imi  ts. 

SCHWENCER.fi.  Operating    Heaetors    Branch    1    (Pre   791030).       79/09/18. 

3pp. 

— 791Q10O055   Responds     to    790-527    &    0521     Itrs    reporting    rosults    of    soisir 
reanalysia    of    reactor    coolant    piping    par    IE  Bulletin   79-07. 
Matter   resolved.  Sa  Pcty    evaluation    cncl. 

SCHWENCEFi.  A.  Operating    Reactors    Branch    1     (Pre    791030). 

77/05/32.        Ip. 


— 7910100059   Safety     ovaluafci-on    re     seismic    reanalysi  s.    of    res 
piping    per     IE    Bulletin    79-O7.  Requ I rsments    satisfied, 
»     Office    of   Nuclear    Reactor   Regulation.       79/05/22.       Ip 


ctor    coolant 


79I029040B   Reque-Btii    registration    as    user    of    NL    Industries    NLI-1/2 
radioactive    shipping    cask. 
UTLEV.E.E.       Carolina   Power    fc   Light    Co.       79/09/19.       Ip. 

7910030933   Forwards    NJJC    requirements     far    auxiliary    feeduator    sys    & 
requests   that    plant    designs    &    procedures    be   evaluated 
against   applicable    requirements    to    determine   degree    of 
conform  1  tu. 
EISSNHUT.D.  Q.  Division    of    Operating    Reactors.        79/09/21.        30pp. 

7910190197   Discusses    revieu    of    79071O    1  tr    &    rept    re     fceduater    piping 
cracks.  Correc  t  i  vs    actions,    taken    are    accep  table.  Forwards 
safety    evaluation    re    action's    taken    to    eliminate   piping 
cracks. 

SCMUENCEfl.A,  Operating    Reactors    Branch     1     (Pre    791030).        79/09/21 

2pp. 


79100303-JS   Faruards    Hat    of    plants    requiring    microfiching    of    up-to- 
riate    FBARs     in   Central    Fl  1  a?.  fleijueBts    action    as    soon    ac 
pc-ssib  If. 

GRIMES.B.H.          Assistant    Director    For    Systems    Engineering     IPre 
791030).        79/09/10.        1pp. 

79-t'00204A6    Foruiarils    prapoaed    revision    to    operator    requa  1  i  f  ication 
proaram^Vol    liSection    10. 
BTARKEV.R.  Q.        Carolina    Pomer   ^    Light    Co.        79/09/11.         Ip, 


—7910190300  Bafetg    evaluation    re    actiona    taken   to   eliminate   feaduiatur 
piping   crack  s  .  Ac  t  i  cms    acceptable'. 
-•          Oporating    Reactors    Dr-anch    1     (Pre   7910301.       79/09/24.       3pu. 

7910030367  Flequesta    revision    tn-   Tech    Specs    for  Liconae    DPR-23   re    atoam 
generato'r  uater    level    ins  trumenta  tion.  Forwards    revised    page 
for   Tech  Specs  i  Mea  t  inghuu  se    790BOii    Itr    to    util    concurring 
u/change  *  Cla-sa    111    amend    Cue, 
UTLEV,e,  E,       Carolina    Pouier    &    LigJit   Co.       79/09/27,       2pp. 


—  7?100204i9   Proposed    revision    ID    operator    rraqua 1 i f icat i on    prog  ratm  Vol    1. 
Suction    10. 
*      Carolina   Pouer   &   Light    Co.        79/09/11.        App 

791G19021C   Discusses    determination    that    waiver    of    licence    amend     Toe 
for    Tech    Spec    chanqe    re    fira   protection    is    appropriate. 
Refund    currently    being    processed. 
MILLEn.U.Q.  License  Fee  Management    Dranch.       79/09/12.       )p, 

7-910030166   Forwards   flmond   43   tn  License  DPB-23,  safety    evaluation    6 
notice   of    isauantn    &   availability. 
BCKWENCER.A  Operating    Fleactors    Branch     1     (Pro    791030).        79/09/14. 


7910030170  Amend   43    to  License   DPH-23, add  ing    to    Tech   Speed   proposed 
low    temp    overpressure   protection    sysi  inc  orpprjited    into 
limiting    conditions    for    operations   !<   aurvei  1  lance 
raqulremants 

BCHWENCEB.ft.  Operating    Reactors   Dranch    1    (Pre  791030). 

79/09/14.        13pp. 

791IMJ30I74   Safety    evaluation,   supporting  Amend   1H    to  License  DPR-H3. 
+      Office    of  Nuclear   Reactor   Regu-lation.       79/09/14.        IBpp. 


7910220413  i-oriuards    quldellneE     for    valve    operabilitu    re    containmunt 
purging   J>  venting    during    normal    op  era  t  i  on.  Requests 
commitment    to    implement    valve    qualification   program  within 


EISENHUT,  D.  0. 


Division    of    Operating    Reactors.        79/09/27.        3pp. 


7910040220  (lenuestB    amend    to    License    DHR-23    adding    license    condition 
requiring    imp  lerne-nt  ot  i  on    pf    secondary    -uiator    chemiatrij 
monitaring    program.  Revialan    replaces    790924  amend    request. 
Request    of    790934    tui  thdratun. 
UTLEV.E.E.       Carnlina    PQUBT    b   Light    Co.       79/09/2i3.       3pp. 

7910050237  Submits    evaluation    to    justify    unlimited    purg  ing.  Unti  1 
analytical    iiiorfc    rc-vleuied    t  u    NRG.  purging    uill    be    limited    to 
90-h   per  yr.  Thyr-o  1  1!    dos.e    of    325   rcro    is    conserva  tivci  but 
util    plans  mads    to   reduce    dose    tc    loss    than   300   ren. 
UTLEV.E.e.       Carolina    Power    (.    Light    Co.        79/10/01.        2pp. 

79101001A3   Responds     to    NFtC    79O7O2    ronuBst     for    adul     info    re    util    79O124 
subtnlttal   pertaining    to   oiiBitt    emergency    pouiar    sya.  Foriuarda 
proposed    changes    to    Tech    Specs,  All    emergency    pouer    ays    arc 
4GO  volts   ac. 
UTLEV.E.E.      CaraJina   Power    d   Light    Co,        79/10/03.       8pp. 


-7910030177  Notice   of    issuance  (.  avji  I  abi  1 1  tu    o*   Hmend   43    to  l.icenoe 
DPR-23. 

BCHWENCER,A,  Operating    Reactors    QrantJi    1    (I're    791030) 

79/09/14.        3pp, 


7910230317  Discusses    f  a  1  I  ouiup    actions    resulting    from   NRC   reviews    of 
TI1I-2    incidant,  Implementation    of    NUKEO-057B  can   bast    be 
handlei)    ulthin    Wo-s  tlnghouBB    nuinera    group    on   TM1-2.  Foruiards 
commitnifltiU    to    meet   NUflEe~O37S    roqu  1  rornontn. 
UTLEV.E.E.       Carolina   Pouer    !<   Lioht    Co.       77/10/10.        13pp. 


7910030069  Responds    to    IE  Dullet;ln  79-31,     "Temp    Effects   on   Level 
Measurements.  "   Tables    re   stnam   generator  tuater    level, 
pressuriier   mater    level,  at^am  generator   t<  pTeaauriier1 
pressure   changes   end. 
FURR.D.J.        Carolina    Pouer   !.    Light    Co,        79/09/11.        6pp. 


7910300191    Responds    to   NRC   790917    ttr    ro    util    compliance   ui/dose 
limitatiDIia    of    4OCFR190.  Uti  1     uill     submit    special    r»pb 
uihenever   calculated    doaoa    from    plant    radioactive   effluents 
eiceediby    factor    of    tuio.deslng    objective   duaua    of   App    1. 
UTLEV,E.  E.      Carolina   PQUOT    t,   Light    Cn.       75V10/2*.       Ip. 


7710020707  IJutiftes    that   util    rssponae    to  NRC    730203    Itr  re   pntentiol 
for   reactor    cavity    annulus   seal    ring    ta  baconie    destructive 
miaaile   iluring   LOCA   acceptably    resolves   problem, 

ECHWENCER.A.  Operating  Reactors   Dranch    1    (Pro   791Q30J        79/09/13 

2pp. 

7910090S17  Forwards   request   for    info   re    potential    For   *team  generator 
water    hamrnor   at  PHRe    w/feedrings   that    diaeharac    Feora   bottom. 
Requests    response   within   60   days, 

BCHUENCER.A.  Operating  Reactors   Branch    I    (Pre  791O30),       77/09/1B 

4pp. 


7910300393  Forwards    Cycle    7    startup    ohijsica    test  rept. 
FOBR.O.  J.      Carolina   Power   &   Light    Co.        79/10/26.       4pp. 


7910310353  Forwards    "Cycle    7  Startup    Physics    Test   Results. 
FURH.B.J,      Carolina    Power    8-    Linht   Ci>.       79/10/26.       Ip. 


— 7V103LO365  "Cyclo   7   Startup    PhusicE    Test  Results. 
*     Carulina   Poiiior-   &   Light    Co.       79/10/26.       7pp. 
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0.     Inapectinn    reports,     IE   Bulletins   &  correspondence 

7910020195   Forwards    response'to    IE  Bulletin  79-06C.  Al 1    instructors    have 
bean    advised     to    trip    all    operating    reactor    coolant    pumps 
upon    reactor    trip    &    initiation    of    HP  I    caused    by     lou   reactor 
coolant    ays    pressure. 
FURR.D.  J.        Carolina    Power    t-    Light    Co.        79/OB/3B.        3pp. 

7910190011    Forwards    IE    Inap    Dept    50-361/79-17   on    79QB07-10.  ND 

nuncompl  iance    noted.  ..,,,.  i. 

LEWIS,  R.C.  Region    2,     Atlanta,     Reactor    Operations    Nuclear    Support 

Branch.        79/OB/29.        3pp. 

—7910190045    IE    Insp    Rept    50-261/79-17    on    790907-10.  No    noncomp 1 tancc 
noted.  Major    areas    inspected: post-refuel  ing    restoration, 
refueling    maint,  IE   notice,  c  irculav    t.    bulletin    Follouiup    i 
open    item    review. 

KELLDOG.P    J  Region    2.     Atlanta,     Reactor    Operations    Nuclear 

Support    Branch.       MCHENRY,  T.  J.  Region  3,    Atlanta,    Office    of    the 

Director.        79/08/29.        10pp. 


79092BOIB7   Forwards    IE   Circular    79-2O,     "Failure    of   OTE   Sylvania    Fieloij, 
Type    PM   Bulletin    7305,Catalog    BU12-11-AC    in/130   Volt    ac 
•Coil,  "   No    action   required. 

O'REILLV,  J.P.  Region  2,    Atlanta.    Office   of   the    Director. 

79/09/34.        2pp. 

7910320205   Responds    to    IE   Bulletin   79-14,     "Seismic    Analysis    for 
As-Built   Safety-Related    Piping    Gys.  "   Less    than    IX    of 
inspected    seismic    components   contain   nonconf ormances. 
Requests    concurrence    in    postponing     further    insps. 
FURR,  B.  J.        Carolina   Pouier    &   Light    Co.        79/09/25.        3pp. 

7910010161    Forwards    IE    Infe    Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers.  "    No    action   required. 

O'REILLY,  J. P.  Region   3.     Atlanta.     Office    of    the    Director, 

79/09/26.        2pp. 

771019023°   Forwards    IE   Bulletin    79-24,     "Froion    Lines."    Action 
required. 

O'REILLY,  J.  P.  Rogion    2,     Atlanta,     Office    of    the    Director. 

79/09/27.        2pp. 


7910020674    Responds    to    IE    Dulletin    79-14,     "Seismic    Analysis    for 
Aa-Built   Safety-Related    Piping   Sya. "   All    in-depth   analysis 
verification   d  any    subsequent    sys   mod   work    for  to-day 
response    should    be    completed    by    79092Q. 
FURR.D.J.        Carolina    Power   !.    Light    Co.        79/09/05.        16pp. 

7910020531    Rcaponda    to    IE    Bulletin    79-17.     "Pipe    Cracks    in   Stagnant 
Boratod    Water   Sys, "    Requires   60-day    eitension   until   791223 
to    complete   all    items.  Plans    to    submit   rapt   by   B00122. 
FURR.D.J.        Carolina    Power    8,    Light    Co.        79/09/06.        5ipp. 


7910170207   Forwards    IE    Info   Notice   79-25.     "Reactor    Trips    at    Turkey 
Point  Units  3  !c  4.  "  No   action    required. 

O'REILLY,  J.  P,  Region  2,    Atlanta,    Office   of    fcho   Director. 

79/1O/01.        2pp. 

7910170717  Forwards    IE    Info  Notice  79-H4.    "Cverfiressur  i  lati  on   of 
Containment   of  PUR  Plant  After    Main  Steam  Line   Break    "   No 
actinn  required. 

O'REILLY,  J.P.  Region   3,     Atlanta.     Office    of    the   Director. 

79/10/01.        3pp. 


7910030227    Responds    to    IE    Bulletin   79-15.     "Deep    Draft   Pump 
Deficiencies. "    No    pump    models    described    utiliied    in    safety- 
related    sys.Four    svc    water    pumps    are    of    typo    described 
w/e»ception    of   manufacturer   t>   ays    In   which    utilised. 
FURR.B.J.        Carolina    Power    5,    Light   Co.        79/09/10.        flpp. 


7910110371   Responds    to   HR   Denton   790917   Itr   re   safety-grade   ays 
addressed    in    IE    Info   Notice   79-23.  No    interaction    between 
nonsafety-grade  &  safety-grade    ays   constituting    substantial 
safety   hazard    identified. 
UTLEY.G.E.        Carolina    Power    (.   Light   Co.        79/10/04.        Iflpp. 


7910050497   Responds    to    IE   Bullotin  79-16.     "vital    Area   Acco-ss    Control. 
Personnel    granted    unescorted    access    to   protected   !.   vital 
access   areas    subjected    to    screening    program. Access    based    on 
need    in    order    to    perform  assigned    mark. 
FURR.H.  J.        Carolina    Power    !.   Light    Co.        79/O9/10,        2pp. 


7910100225   Responds    to    NRC    790SOB    Itr    re    specific    actions    to    bo    tafcnn 
by    ticenaoes    as    follouup    to    IE    Info   Notice    79-04    re    adequacy 
of   station    electric    distribution    ays    voltages  .Summary   of 
degraded    grid    voltage    study   end. 
UTLEV.E.E.        Carolina    Pouier   !<    Light    Co.       79/10/05.       Bpp. 


7910020572  Forwards  IE  Circular  79-19,  "Loose  Locking  Devices 
Ingersoll-fiand  Pump  Impellers."  No  action  required. 
O'REILLY,  J.  P.     Region  2,  Atlanta 
79/09/13.    Ip. 


Office  of  the  Director. 


7910290030  Forwards  IE  Inap  Rept  50-261/79-19  on  790B37-29.  No 
noncomp  1  iance  noted.  ... 

LEWIS.R.C.      Region  H,  Atlanta.  Reactor  Operations  Nuclea 
Branch.   79/09/13.   2pp. 


~   ___ 
Suppor 


—7910250033    IE    Insp    Rept    50-261  /79-1B   on    790827-2B.  No   noncomp  liancu 
noted.  Major    areas    inspee  ted  :  surveil  lance    of    in-plant   sy9    b 
equipment   required    by    Tech   Specs. 

MESSITT.  B.  R.  .     MDDN.D.T.  Region    3,     Atlanta,     Office    of    the 

Director.        RUHLMAN,  W.  A.  Reginn2.     Atlanta,     Reactor    Operat  ions 

Nuclear   Support   Dranch.       79/09/12.       4pp. 

7910110329  Forwards    IE    Info   Notice  79-22,     "Qualification    of   Control 
SUB.  "   No   action   required. 

O'REILLY,  J.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

79/07/14.       Ip. 


R.     Periodic    operating   reports  b    related    correspondence 

7910120234  Forwards   monthly    operating    rapt    for  9opt   1979. 
BANK6.H.R.       Carolina   Pouier   Si  Light  Co.       79/10/09.       Ip, 

— 7910120248  Monthly   operating    rept    for   Sept    1979. 

WAFFORD.H.L.       Carolina   Pouier   d  Light  Co.       79/10/03. 

9,    Reportable    occurrences,    LERs    t>  related    correspondence 


3pp. 


7910250037   PNO-1  1/79-4:  on   79093O,  conta  inment    entri|    revealed    lagging 
fire   on   cold    leg    piping    of   reactor   coolant    pump    bay.  Caused 
by    lubricating   oil    leal.  Fire    uios    extinguished   t   unit   shut 
douin    for    cleanup    of    lubricating    oil    In  bay. 

MCHENRY.T.,     KELLOGQ.P.J.  Region    S,     Atlanta,     Office    of    ttio 

Director.       79/10/01.       Ip. 


7910100394  Forwards  LGR   79-031  /O3L-0. 
BANKS,  H.R.       Carolina    Pouior   !.    Light   Co. 


7910300092  Forwards    IE    Info   Notice   79-22,     "Qualification    of   Control 
Bye,  "   Uostinohousa    790FJ3Q    Itr  !<  Public   Svc    Electric   J*  tias 


ye,          osnoous 

Co   790910    Itr    re    potential    unreviewed    safety    question.  Actl  on 
renuirBd    within   20   days.  W/o    encl. 
DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation. 


-.,,,„„,.-> 
79/O9/17. 


nn 
4ttnp. 


79100503B9  Responds    to    IE  Bulletin   79-18.  Alarm   sys   adequate    for 
emergency    evacuation   from   hlflh    noise   areas.  Voice 
announcements,  although    audible,  were   not    understandable    In 
number    of    high   noise   areas    of   auxiliary    bldg. 
FURF1,B.  J.        Carolina    Power    S.   Light    Co.        79/09/31.       3pp. 

7910090673  Responds    to    IE  Bulletin   79-19  re    packaging   &  disposal    of 
levol    radiuaste.  Procedures   will    be    followed   !.   personnel    mill 
be    trained    bu    791215.  „„,„„,„, 

FURR.B.  J.       Carolina   Pouier   &  Light   Co.       79/09/21.       2pp. 

7910H309tl    Forwards    NRC    790626    Itr    ro    multiple    equipment    failures   & 
surveillance    testing    errors,  uih  ich    was    Incorrectly 
distributed.  Also    forwards    IE    Insp    Repts    30-295/79-13   & 
50-304/79-13.  Action   required. 
EISENHUT.D.  0,         Division   of   Operating   Reactors.       79/09/21.       49pp. 


— 791O100399  LER  79-031 /03L-0;  on  790903, ateam  genorator  C    pressure 
transmitter    failed    to    full    output.  Cause   not    determined. 
Instrument    Is   being    closely    monitored   fc  will    be   returned 
to  manufacturer   if    cause  not    found. 
STARKEY.R.  B.      Carolina  Power   t   Liflht  Co.       79/10/02.      2pp. 

7910IOQ2B1   Forwards  LEU  79-03S/01T-0. 

BANKS.H.H.       Carolina   Power  *   Light   Co.      79/10/03,       Ip. 

— 79101002B9  LER  79-035/01T-Q:  -on  790919.  seismic   restraint    in    svc  water 
s.us   overstressed    In   aa-installud    configuration   under  DDE 
conditions.  Restraint  modified    by    addition  of    knee   brace. 
BTAHKEV.R.B.      Carolina  Power  f.   Light-  Co.       79/10/O3.       Spp. 

7910100223  Forwards   LERs   79-032/03L-0, 79-033/03L-0  !<  79-034/03L-0, 
BANKB.H.  R        Carolina  Pouer  &    Light   Co.      79/10/05.       Ip. 

—7910100231    LCR   79-Q32/03L-0:  on  790905,  motor    op&rated    isolation  vfllvo    in 
auiiiiary    feeriumter    line    to    steam   generator   A  failed    to 
open.  Caused   by    operator   power    supfly   breater    tri  p.  Breaker 

BTARKEY.R.B.      Carolina  Power   &  Light  Co.       79/10/05.       Ip, 
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-7910100238    LER   79-033/03L-Q    on    790906, motor    operated    isolation    valve    in 
auxiliary    feeddiater    line    to    steam   generator   A   failed    to 
open.  Caused    bij    poiuBr    supply    breaker    trip .  Breaker    reset. 
STARKEY.R.B.       Carolina   Power    t  Light    Co,       79/10/03.       lp. 

-79101002^4   LER  79 -034/03 L-0: on    790918, motor    operated    isolation    valve    in 
auiiliary    feBduiflter    line    la    steam    generator    A    failed    to 
open, Caused   by    operator    pouer    supply    breaker    tr ip.  Break er 
reset. 
8TARKEY.fl,  B         Carolina    Power    fc   LisNt    CD.        7<7/lO/u5.        Sep. 


J.     Insurance   b    indemnity    Information 

7910220243  E»ecuted    Amend    10    t-o    Indemnity   Agreement    B-4H,  mod  i  f  y  ing 
prefatory    language    pa    transports t i on. hand  1  Ing    or    temporary 
storage    of   radioactive   matl. 

SALTZMAN.J.  Antitrust    !i    Indemnity    Group.       JOHNSON, R.S.        Northern 

State*    Power    Co.        79/10/ld,         lp. 

P.     Operating    license    stage    documents    &    correspondence 


791O13061J    Forward!    LER    79- 036/03 L-O. 

BANKS, H.R.        Carolina    Power    E.   Light    Co. 


79IO150614   LEfi   79-Q36/03L-0:  on    790913,  uelding    cable    was   noted    running 

through    open   conduit    between    Hag  en    room   t<    cable    spread    mom. 
Caused    by    const    failure    to   remove   welding    cable    from 
penetration  t>   failure    ta    seal    penetration.  Hoi  e   mas    sealed. 
ETAF1KEY.R.B.        Carolina    Ponjer    t    Light    Co.        79/1O/11.        Spp. 


DOCKET   50-342    ORIGPAH   YOUIJO    UNIV.     HE6EARCH   REACTOR 
J.       Insurance   &.   indemnity    information 


7flOS2DS5B  Executed    Amend    10   to    Indemnity    Agreement   E-50,  mod  ify  ing 
prefatory    language    re    transportation)     handling    or    -temporary 
atora-ge    of    radioactive   raatl. 

SALTZMAH,  J.  Antitrust    tr   Indemnity   Group.       •      Grljham  Young   Univ. 

Ip. 


Q-      Inspection    reports-     IE  Bulletins    d   correspondence 

7"?IO170234  Forwards    IE    Info   Notice    79-25,     "Reactor   Trips   at   Turkuy 
Point   Units    364."   Ho  action  required. 
KEPPLER.J.  0.  Region    3.     Chicago,     Office    of     the    Director,        79/1O/Q1. 


7910090341   Forwards    FR    notice    of    around     to    10CFR73.  55    ra    requirements 
for    physical    protection    of    nuclear    power    plants. Amend    defers 
Implementation   of    physical    search    requirements    Prom   790B01 
to   791101, 
DEMTON.H.R.        Office    of    Nuclear    Reactor   Regulation.        79/OB/10.        49pp. 

7910110235   Forwards    NUREO/CR-O7S7,      "HWR    QFfgas    3y  s    Evaluation.  "    9ys 
.provides  reasonable   assurance    that    potential    for    eitevnal 
ofPgat    explosions    Is  minimi i ed  .  W/o    and. 

GAMM1LL,  H,  P.          Assistant    Director    far    Operating    Reactor   Projects    IPru 
771030).        79/OH/23,        39pp. 

791O050349  Forwards    list    of    plants    requiring   microflching    of    up-to- 
date    FSARs    In    Central    Fi  IBB.  Reques  ta    action    aa    soon    an 
possible. 

GRIMESjB.K,          Assistant    Director    for    Systems  Engineering    (Pro 
791030).       79/09/10,        4pp, 

7710220321    Request*    addl     info    re    lass    of    aFfsite    power    on   760624  & 
7BO616    ta  assist    In    review    of    oPPsito    pouer    sys    adequacy, 
riequests   resDonae    within   9O    daija. 

IPPnLITO.T.  A,  Operating    Roactors    Branch    3    (Pro    791030).        79/09/10 

3pp. 

7910160145  Notification   of    79O926    meeting    ui/Mark    I    ouners    in   HetheBcla. 
HD    to   discuss    popl    Buelling    t  omppees i b i  I  ity    effects   & 
douincomer   condensation    loads. 
GRIMES. C.  I.  Plant   Systems    Branch     (Pre    791030).        79/09/34.        lp. 


DQCKET    50-363   rtONTICELLO   NUCLEAR   GENEBAT1NQ   PLANT 

F.       Security,     mgdlcal,     emergency   !.    fire    protection    plans 

7<?IO10030B  D*icrloes    diesel    fuel    oil    pipir.g    changes    reflulred    dy    fire 
protection    safety    evaluation    Issued    by    MRC    on    770B29. 
MAYER,  i..  Q.      Northern    Statas    Pouier   Co.       77/10/04,       3pp. 

O.      Ad  jud  lea  tor  i]    correspondence 


791O110130  Request   by    Intervenors  Coleraan    that   AELO   rEconsioer 
dismisial    of   Contention    13.  Intervenor   State    of  HJ  supports 
motioti.  Util    (»    obli-geif   per    10CFR5O   to   ei^larc   alternative!! 
to   s,pent    Fuel    pool    -eipansion. 
QHBEDflFF,  K.  A.        ^BUl   Jersey,     State    of.        79/08/03.        10pp. 

791O1101B4   Request    bij     Intervenopa    Coleman    that    ASLQ    reopen    record    re 

Contention's   a  It  i.  Intervenor   State   of  HJ    supports  motion. 

Eipevlencei    at  Northern  State  Pouur  Co    are   pertinent    to 

proceedings. 

DNSDORFF,  K.  A,        Mew   Jersey,     State    of.        79/OB/OJ.        4pp. 

--791QJKHB9   Forwards    IE    Ensp    REpt    30-363/79-02   on    790319-&3.  No 
noncompllancft  noted. 

HEIEKHAW.R.  F,  Region  3,    Chicagoi    Reactor  Operations    Nuclear 

Support   Drancfi.       79/01/10.       3pp. 


General    corre9jionden.ee 


7'?1O030817  Bummarirei   790731    raeefclng    batikieen   HBC   &   state 

r  epresflntatlv-o    re   environ    itnpacts   of    reactor    const.  Spoci  f  i  c  s 
d  licuised:  chemical   ua-ste   re]  eaues.  t&ei-mal    discharge    effects., 
co IS    shock  mortality   t>    ftsh    implng*m.ent. 
SELLS,  D.  E.  Environmental    Projects   Dranth    S.       7-9/OS/2B,       2pp. 

7910CH0646  Foruards   safety    evaluations    Tt   fire    detection  &  protection 
sy s,  W/Q   encl. 
SCHWENCEH.A.  Operating   Raactors   Dranch    1    (Pre   7910301,       79/O9/19. 


I.      F inane  ial    Information 


7910020337    Requests    docketing     oP    NEDD-2470B,     "Addl     Info    Required     For 
NRC    Staff  Generic    Rept    on   DHfts.  "    Later   revision   will    include 
remainder   of    info    requested    at    790712    meeting,  which     is 
required    to    be    provided    by    79Illi. 
MAVEfl.L.D.      Northern  States   fower    Co.       79/09/35.       lp. 

7910170010   Discusses   need    for    addl    confirmatory    full    scale    tents    to 
estailtBh   uncertainty    in    load    magnitudes    re   condensation 
oscillation    load    definition    procedures,  Draft    1  tr    to  Mark    I 
utili    re    test    program   encl. 

CRIMES, B.  K.         Assistant   Director    far    Systems  Engineering    (Pre 
791030). .        79/09/35.        4pp. 

79101700Q&  Discusses    resolution    of    potential    problem   re   Mark    1 
containment    identified    in    790 B31    mama.  Addl    Info    re    response 
characteristics    nF    douncomer-vent    hearfer    sys    ahous 
sufficient    structural    Fatigue    margins    exl  st.  Evaluation   encl. 
DEHTDNiH.R.       Office    of   Nuclear    Reactor  Regulation.       79/09/26.       2pp. 

7910230113  ForurardH    guidelines    for    valve-   operabllity    re    containment 
purging    ti  venting    during    normal    operation.  Requests 
eomnitmo'nt   to    implement   valve    qua  1  iPi  cat  i  on   program  within 
30    daijg, 
EISENHuT.D.G.          Division    of   Operating    Reactors.       79/09/27.       3pp. 

771OJ  10116  Responds    to   7B2OI4    peq.uest    for   addl    info   re    reactor    vessel 
matl    survell  la-nce    program.  Forwards    NEDD- 12497,     "Plant    InFa 
on    Renctor  Uesanl    Matl    Buc vei 1 1  ant e    Program." 
MAYEd-L.n.      Nortfiern  States    Power    Co.       79/10/04.       Ip. 

— 791O110431    "Info    on   Reactor    Vossel    Matl    SurVHillflnce   Program.  " 

-«      Onneral   Electric    Co.  .     Nucluav    Energy    Products    Dlv.       NEDn-B4197. 
&7pp- 


7910110612   Forwards    r-eplacoment    page    Cor   Table  3-1    of   NEDE-a0179  re 
suBmenUd    test    rod    bundla.  InPo    lulthhald    (rof    IOCFR3.790>. 
MAYER.  L.  O.      Northern  States    Power    Co.       79/10/05.       lp. 

7910330312   Responds    to  NRC   790913    1  tr    re    follouup    actions   resultinn 
frnn   NRC    reviews    of    TMI-2   accident.  Implementation   baaed    on 
retaipt   of  NRC    gu 1 danco, vend  or    del iveru. refueling    outaoe 
schedules   t,  other    factorsi    not    controlled   by    util. 
MAYER, L. 0.      Northern   States    Power   Co.       79./10/17.       5pp. 


7^10160475  Foruiarns    sefiedule   shotulng   generated    cash    flow   in    197B 
projections    for    1979-Alio   loruards  Annual    Financial   Rent 
1  97B- 
CARLSdNil..  R.      Northern  State*  Pouer   Co.       79/10/11.       2pp. 


7710300309   Submits    corrected    info    re    adequacy    of    station    electric 
distribution   sya    voltajes.  Neu   valued    slightly   different 
than    reported    in    util    79O914    Itr.  Spurious    operation   of 
undarvoltag*   protection    ulll    not    occur. 
MAYER, L.D.      Northern  States    Power   Co.       79/10/22.       Hpp.  , 
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7910300336    Submits    plan    for     imp  1  ementat  ion    of    requ    rements    of    40CFR190 
pending    completion    of    NRC    revlau    of    IQCFflSO.App     1    repts. 
MAYER™.  0.        Northern    States    Power    Co.        79/10/36.        2pp. 

Q.      Inspection   reports,      IE   Bulletins    fe_=or^9P°^^" 

7910090003   Forwards    IE    Bulletin    79-19,     "?«*••}"•    «'  ^01,   Level 
Radioactive   Waste    for    Transportation  &  Burial.       Action 

.S.  Region    3,     Chicago,     Office    of    th.    Director.        79/OB/lQ. 


IP- 
7910090189  Forwards  IE  Bulletin  79-21,  "Temp  Effects  on  Level 

QUESTS'  "  A^9ionrrcMcago,  Om»  .,  ».  «,.«*,..  79/09/13. 
IP. 

7910030420  Forwards    IE    Info   Notice   79-30,     "NRC   Enf  orcenmnt  Policy    - 

'e'of  the  «,«.«..  «/«/.«. 


7910090493  Forwards  IE  Circular  79-17,  "Contact  Problem  in  SB-  13 
Switches  nn  GE  Metalclad  Circuit  Breakers.   No  action 

.  0.     Region  3,  Chicago,  Office  af  th.  Director,   79/OS/14. 


Ip. 


7910090634  Discusses  schedule  for  reporting  results  per  IE  Bulletin 
79-14.  original  suppl  ft  Revision  1,  "Sal  .«ic  A"^5'  *  ^  ** 
Built  Safety-Related  Piping  Sys"  S.  Nutech.  Inc,  NSP-37  OOb. 
"IE  Dulletin  79-14,8afety-ReUted  Piping  Sys.I^P  Plan^ 
WACHTER.L.  J.   Northern  States  Power  Co.   79/08/30.   2pp. 

7910010081  Forwards  Nutech,  Inc  rept  NSP-37-005,  "IE  Bulletin  79-14, 
Safety-Related  Piping  Sys,  Insp  Plan,  "Revision   ,  P" 
request,  Revision  modifies  insp  phase  for  several  segments  of 
piping.  W/o  end. 
HIGQINfluTHAM,A. 


Nutech.  Inc.   79/09/31.   Ip. 

7910090519  Notifies  that  ravlsion  to  insp  plan  for  IE  Bulletin  79-14 
will  be  foruiardGd  under  separata  cover  from  Nutoch,  I  nc. 
WACHTER.L.  J.   Northern  States  Pomer  Co.   79/OH/Jl    ip- 

7910020219  Forward*  IE  Info  Notice  79-20.  Revis  ion  1.  "NRC  Enforcement 
Policy  -  NFIC  Licensed  Individuals."  Notice  "issued  to 
correct  word  omission  t.  punctuation  error  '-'^'Y^'1?^* 
intent  of  statement.  Changed  statement  underlined  in  le«t.    ,„._„,-, 
KEPPLER!J.G.     (l«pion  g.  Chicago,  Office  at  the  Director.   79/09/07. 
Ip. 

7910S306t3  Forwards  NBP-37-031-  R.viiion  0.  "IE  Bui  Ut  in  79-H. 
SaPety-Relatod  Piping  Sys.  Phase  3  Accessible  Piping  Inr.p 
Rept,  "  at  request  of  utll. 
HIOOINDDTHAM.A.   Nutech,  Inc.   79/09/09.   Ip. 

—  7910330674  "IE  Bulletin  79-14,  Safety-Related  Plplne  9«s,  Phase  2 
Accessibla  Piping  Insp  Rept." 
VDGEL.  T.  N.   Nutech,  Inc.   79/10/09.   23pp, 

7910340179  Forwards  IE  Insp  Kept  50-363/79-13  on  790B21-34.No 

Swin'i'""  "egton  3,  Chicle,  Fuel  Facility  *  Materials  Safuty 
Branch.   79/09/11.   2pp, 

-7910340189  IE  Insp  Rept  50-3i3/79-12  on  790821-34.  No  noncomp  1  ianc* 
noted.  Major  areas  inspected'  rad  iation  protection  P'OB"". 
MILLER,  E..  OREOER.L.R.     Region  3,  Chicago,  Office  of  tha 
Diractor.   79/09/07.   6pp. 

7910030369  Forwards  IE  Circular  79-19,  "Loose  Locking  Devices  on 
Ingersoll-Rand  Pump  Impellers."  No  action  requ  *'•*- 
KEPPLER,  J.O.     Region  3,  Chicago,  Office  of  the  Director. 

Ip. 

7910330611  Forwards  IE  Insp  Rept  30-263/79-13  on  790904.  No 

FlSRELu!!!""  "Region  3,  Chicago,  Reactor  Construction  *  Engineering 
Support  Branch.   79/09/13.   3pp. 

—  7910S30619  IE  Imp  Rapt  50-263/79-13  on  790904.  No  noncorcpl  iance  nafc«d. 
Major  areas  inspected:  NRC  rBo.uiremBnts,  work  procedures  t. 

Y!N°I?T!      Region  3-  Chicago,  Reactor  Construction  *  Engineering 
Support  Branch.   79/09/12.   4pp. 


7910110059   Responds    to    IE   Bulletin    79-O7.  Provide,     Info    P«vlou sly    not 
available   re   GE  design   of   reactor    rec irculation    sys.  Attached 
table    .ummari.ea   all    seismic    analysis   codes    used    in   analyse 
of    safety-relates    piping.  ,0,no/i-7 

WACHTER.L,  J.       Northern   States    Power   Co.       77/09/17. 


3pp. 


7910300093   Forwards    IE    Info   Notice    79-22,     "Quaification    of   Control 
gys,"   He!tinghoUse    790930    Itr    t.    Public    Svc    Electri       t   Gas 
Co   790910    Itr   ro    potential    unrevieued    safety   que  stlon.  Ac  tlon 

ithafficedarN^terLact0r   Regulation.        79/09/17.        4Bpp. 


7910240333   Forwards    IE    Insp    Rept    5O-263/79-1O    on    790716-20.  No 

HEI™,'RnFe   ""^Region   3,    Chicago,    React.r  Operations    Nuclear 
Support    Branch.        79/09/1B.       2pp 

-7910340339    IE    Insp    Rept    50-363/79-10    on   79O7  16-20  .  Mo    noocomp  1  lance 
noted.  Major   areas    inspected  :  „  1  ant    "»•""?"   *»"e.      "[  "    f    th. 
WAL«ER,R.D.,     BPESSARD.R.L.  Region   3,     Chicago,     Office    of     «ne 

Director,        79/O9/14.        9pp. 

7910090265  Notifies    that  response    to    IE  Bulletin  79-14  ulll    be 
forwarded    from  NUTECH,  Inc.  ,et,no/3i         ln 

WATCHER,!..  0.       Northern  States   Power   Co.      79/09/21.       Ip. 

7910090790   Responds    to    IE    Bulletin    79-1B,     -AudlbiUttf   P^blems 
Encoutered   H/Evacuation   of   Personnel   From  High   No   ••  Ar«a, 
Lists   areas   determined    to   have    Inadequate   evacuation   alarm 


Po.er    Co.       79/09/21.        2pp. 


f"   Ai-Dull* 


7910120392  Responds    to    IE  Bulletin   79-14.  "9e  ismic    Ana 

Safetu-ftelated   Piping   Sys,"   Forwards    insp    rept    of   ^undant 
I   nonredundant   accessible   syS.  Piping    stress  ulthin   FSAR 

HIOOINBOTHAM,  A.      Nutoch.  Inc.       79/09/21.      37pp. 

7910230561    Forwards    NRC   790626    Itr    re   multiple    equipment    failures    t, 
surveillance    testing    errors,  wh  i  ch    «"    ^""""^  . 

distributed.  Also    forwards    IE    Imp    ReptB    30-295/79-13   t< 
3O-304/79-13.  Action    requirad.  ,0/ni»/ai          49<i  n 

EISENHUT.D.O.         Division   of   Dperatino  Reactors.       79/09/21.       49pp. 

7910110136  Forwards    IG  Circular    79-20,     "Failure    of  OTE  Sylvania   R.mv 
Type  PM  Bulletin  7309,  Catalog    SUlH-ll-AC  ui/120  Volt  ac 

e"°11R?™"f1Chic.go,     Office    of    the   Director.        79/09/Z4. 


of    1  ou 


IP 


79101S0693  Responds    to    IE  Bulletin  79-19  re    packaging   fc  di. 
level   radwaste,  Training    program   For   personnel   will    be 
updated    by    901001.  „„,„.,  ™        i 

WACHTER.L.  J.      Northern  States    Pouier  Co.      79/09/25.       2pp. 

7910040291    Foru,flrds    IE   Info  Notice  79-23,    "Emergency   Diesel    Generator 

OU"aU^ic:0,irOffUe    af    the   Director.       79/09/3.. 


IP 
7910040059  Foruards    IE    Info   Notice   79-24,    "Froien  Lines."   No    action 

.8.  Region   3,    Chicago,    Offic.   of    the   Director.       79/09/27. 


IP- 

7910190627  Forwards    IE   Info  Notice  79-24,    "Dverpressuri  rati  on  of 
Containment    of   PHR   Plant  After    Main  Stea-n  LinB   Break."   No 


'  "egion  3,    Chicago,    OffUe   of    tha    Director.       79/10/01. 


Ip. 


7910110353  Ack   receipt   of  NRC    790917    Itr  r*   P0**"";;    '"•£"" 
environ   -ffects    causing    tnt.rMtion  letu.en  ""••'•^  -°ra*e 
t,   sflfftu-orade    sys    identified    In    IE   Info   Notice  79-22. 
MAVER^L  D        Northern  States    Pouer   Co.      79/10/05.       7pp. 

7910130229  Forwards  NBP-37-03l.n-vUIon  0,     "IE   »j""""^"' 
Bafaty-Related   Piping   Sus.Pha.e   3   Accessible   Piping    Insp 

HIOQ'INBOTHAM.  A.     Nutech.inc.     79/io/os.     ip. 

—7910130231    "IE  Bulletin  79-14.  Baf.ty-Rel  ated    Piping   ayS,P*4ae   3 

" 


NSP-37-031  .      79/10/09.      73p  p  . 

7910340163  Notifies  NRC  that  response  to  IE  Dull-tin  79-14. 
Analusi*  for  As-BUilt  Safety-Related  Piping  Sy*,  "  ulll  be 
provided  by  NUTECH,  Inc  und.r  «P"ate  cov"'  . 

HACHTER.L.J.      Northern  States-   Pouiar  Co.       79/10/09,       la. 
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7510310405   Forward.    Revision    2    to    IE   Bulletin    79-13,     "Cracking     in 
Fseduatflr   SUs   Piping."    No    action    require,!. 
KEPPLER,  J.O.  Region    3.     Chicago,     Office    of    the    Director.        79/10/19. 


791033027S   Foruards    addl    ifetailffd     info    re    util    resourcea    6    technical 
capadildties    available    to    hanrfle    unusual     euenta. 
JflNECEK<R.F.        Commonwealth    Edison    Co.        79/10/16.        340pp. 


™_^!rif^C    *Peratin9   "ports   &   ralatei)    correspondents 

7910100377   Submits    corrections    to   semiannual    affluent  i,  uaste 
repis    for    Jul    1976-Oec     197B. 
IWEH,  L.  O.        Northern   States    Power    Co.        79/1Q/O3.        2pp, 

79i™23,53r,FflTU'ar'Js   ™ontnla    operating    rept    for    Sopt    J-979. 
MDYEff,  L.  Q.        Mortfiern    States.   Pouer    Co.        79/1C/O3.        Iji. 

7910I1Q360   Monthly    operating    rept    for   Sept    1979 

rlYflAHO.A.L.         Northern   States    Pouiar   Co.        79/10/02.        4pp. 


P.    Operating    license    stage    documents   d    correspondence 

7910090341    Forwards    FR    notice    of    amend    to    IOCFR73.  53    re    requirement 
for^physical    protection   of    nuclear   pouer    plants. Amend    defers 

•ch    requirements    from   790SO1 


implementation    of    physical    s 

to   791 101. 

DENTOH,H.H.        Office    of    Nuclaar    Reactor    Regulation.        77/OB/10. 


"9pp. 


791011023S   Foruards    NUBEO/CR-07a7.      "DHR    Offgas    Sus    Evaluation    "    Sys 
provides    reasonable    assurance    that   potential    external 
offgaa    *iplosiona     is    minimi  I  ed.  U/o    encl 


l!™!?"1'*!^1!    """•renees,     LEfls    £,   related    correspondent* 

7?10100392   Forwards    LER    79-019/03L-Q 

HAVER.  L.  O.        Northern    States   Pouer    Co.        79./10/0-J.        !p. 

-7710I00401       LER-79-019/Q3L-0:on    790923,  ECC5   Varna,,     level     switch 
indicted    r«l«HU    high     In,  1    fcuould    not    have    tripped    within 
.p.Mfi.tf    settinas.  Caused    bu.    «PfeCt»    of    leak    Uhu"d.v*|qp.i 
in  reactor   pressure   gauge   during    normal    operation, 
HILL,  u.  J.       Northern  States   Pouier   Co.       79/1O/Q4.       lp. 


DOCKET    30-244    DQW   CHEMICAL    CO. 

J.     Insurance  fc    inilemnltu.    information 


791C0307Sfl   Notifies    of     suspension,    of    mvi.u    work    on    submlttals    re 
containment    air    dilution    SIJE   &   deinerting    until   NRC   acts    on 
retommendations    of    TMI-a    LeasonB    Learned    Tasl    Gruup 


7910090S71    Informs    of   NRC   acceptance    of   Heuisions   B  t,  9    to   Comm  Ed 
Qrt   Topical    n*pt    CE-l-rt,     "Comm   Ed    Co   Oft   Program    for    Nuclear 
Generating   Stations.  " 

Si  W.  Qua  liti|   Assurance    Branch.       79/O9/1  1.        lp. 


7910240629   Resp^nda    to   79O804    1  tr    opposing    transfer    of    spent    fuel    fro* 
Deaden    plant    to   Cordova,  IU    f  ac  1  1  i  ty.  Di  sc  usaes   purpose   of 
«S™S™   J   "P"fni"S    pubUc    hearings   re    proposed    shipmont. 
IPPOLITO,T,fl.  Operating    Reactors  Branch    3    (Pro   791030)         79/09/13 


rVPn"    "Jin"1?'',*?""1     I'     *"    lenity    Agreed    E-34. 
T.  N.        Dow   Chemical    Co.        79/1O/S3.        3pp. 


Bulletins  J.  correspondence 


79102303B5  RBq.uesta   addl    info    re    loss    of    offsite    pouer    on   771106    to 
eld    In    rovieu    of     offsibe    poujcr     ELS    adequac  u  .  HequeBts 
response   within    90   tJaya. 

IPPDLITO,  T.  A.  Operating    Reactors    Branch    3    IPre    7910301          79/09/IO 

Jpp. 


orrnB 
for    Iranspor 

«EPPLEfi,J.  0. 


-          * 

Burial."   Action   required 

Rpglpn    3,    Chicago,    OffJce   of    the   Director. 


ont   Folicy 


n  =         ?r         ?!    V0    NDti"    7f?"a0'     "NRC    Enf 
^   S      Indiviogals.  "  No  action    required. 
.J.  0.  Rsgion    3,     ChUaoo,     Office    of    the    Director.        WOB/M. 


-          ^"        H?':."?!*"   «-=0-""«»*on    1.     'WC  Enforcement 
KOJICIJ        NflC   Licensed    Individuals.  "  Notice    reissued   to 

inHnf      5"!    ri95f°n    *  Punit"*l"i»  "ror    which    changed 
KEPPLFB    ^  r  S"    i  Cha"9ed    •*•*••">*   ^nderlin^rf    It,   L.t. 

KEPPLER.J.G.  Reglon    3,    Chicago     Office    of    the    Director.        79/09/07 


50-363^  QUAD-CITIES   STflTlDfJ,     UNIT   2 
l!.tH:_!;!^!ll_!™fr'Bncy  *        rfl    protection  plans 


JAHECE«.B.F.       Commonyea!  tft    Edison   Co.       79/09/S5. 


':-•!  -s.ti.ra:  •:•, 


Edison    Co.        79/10/O1, 


PEOPLE9.D.L.      Cc-mmonuaalth  Ealsun  CD.       79/1O/04.       lp.. 
ASjuriicatory   corrsspondenee 


10320410  Notice  af  appeflranCB  on  6ehalf  of  NRDC. Certi FicatB  of  Svc 
FLEISCHAKER.D.  Mature  J,esource,  M  en,e  Counc  i  L  77/09/37.  3pp. 
General  correaponifEnce 


'" »"»«i««on    of  o.s ifln,  op.rat ions  *    UCansinH 

REED,C.      Commanueflltrt   Ediion.  Co.       79/09/aj .       lp. 


NotH=i"tian    °F    7TO9B6    meeting    u/Mark     I    ouiners    in 
«u  to  discuss    pool    smelling    cornpre  a  oib  1  1  1  tu    effects    & 
douincom.er    condensation    loads. 
GRIMES.  C.I.  Plant    Systems     Branch     (Pre    791O3O).        79/09/2fl 

7910170010    Discuses    need     For    addl     conf  irmabar  y    full    scale    l. 
establish    unccrtainby    in    load    magnitudes    re    condensation 
OBC    llatlon    load    definition    procedures.  Draft    Itr    to    Mark    I 
utlls   re    test    program    end. 


lp, 


™  1>;"';a5"l[ye30''1^°"    -^    potenbial    problem  re  Mark    I 

containment    identified    in    790031    nemo.  Add  1     info   re   response 
characteristics    oF    douncorn-r-vont    header    BUB    shquis 
sufficient   structural    Fatigue    margins    nsist    Evaluation   enr) 
EENTON.H.R.        Office    of    Nuclear    Reactor    RBgu!ation         79/09/26.        2pp. 


dn^M1"    <""tlin»*    for   ™*v*    operability   re   containment 
purging   (,  vantlno    during    normal    opcrati  on.  Requests 
commitment    to    impleraBnt    valve    qualification    program   ulthin 

JO     UcJiJB. 

EISENHUT.D.S.  Division    of    Operabing    Reactors.        79/O9/37.        3pp. 


Foru-ard  '    "rrected    revised    pages    to    Tech    Specs    For   Amends    flfl 
&  39   to  Licenses    DPR-19  4:   DPR-2S,  respectively,  f  or    Dresden 

^a--C?uJ   SnUnVi*    3°    ^    LI"ni"    DPR-29    &   '"•fl-M-'T 
JAWECEK.R.  F,       Comrnoniuealth    Ed  1  3on    Co.       79/1O/O2.       3pp. 


Li»« 

Licenses 


for 


o™ 

J9  &  DPJ1-3S,  resp  ec  t  ivoly  for  Dresden  Units  S 
tor  acities  SniU  VTS"'  DP"~29  *  W"-30'  "-""v.l 
*  Commonuioaltft  Edison  Co.  79/1O/O2.  Bpp. 


79101103SO  Respond*    to   79073O,  OBEO   &    O907   reo.ua.ita    for    addl    info   re 
containment   purgo    t,  venting    sys    at    Paci  1  i  ties.  Forwards 
outlined   question   4   answer    format    to   NRC    for    review   in 
response    to   request. 
PEOPLES,  D.  L,       Commonwealth   Edison   Co.       79/1  0/Q4.       Bpp. 


nnTd;    "^valuflti°»    °f    Interactions    Detiueen   Nonsaf  ety-Srade 
Sgs   t,  aafetu-Orade   S?9    for    lion    Station"    !,    "Evaluation   of 
Interaction   Betueen    MonBaPety-Orada    Sys    &  Saf  aty-Orado   Sus 
for  Dresden  i,  Quad-Cities    Stations.  •" 
PEdPLEB.  B.  L.       Commonwealth    EJison    Co.       79/1O/O9.       Epp-. 
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— 7910110209  "Evaluation  of  Interaction  Between  Nonsafetij-Qrade  Sya  t. 
Safety  Grade  Sgs  far  Dresden  fr  Quad-Cities  Stations.  " 
a   Commonwealth  Ediaon  Co.   79/10/05.    10pp. 

79JQ23Q71O  Responds  to  end  utll  79O912  Itr  requesting  NRC  signature 
on  agreement  re  arrangements  for  offaite  emergent i es.  NRC  is 
signatory  of  Interagency  Radiological  Aaaiatance  Plan  and 
need  not  sign  other  agreements. 

KEPPLER,J.3,     Region  3,  Chicago,  Office  of  tho  Director.   79/10/05. 
IP 


7910030795  Forwards  IE  Bulletin  79-02,  Flevi  fii  on  l.Suppl  1,  "Pipe  Support 
Base  Plate  Designs  Using  Concrete  E«pansion  Anchor  Bolts.  " 
Action  required. 
KEPPLER.J.Q.     Region  3,  Chicago,  Office  of  the  Director.   79/OB/20. 


7910020073  Forwards  IE  Insp  Repts  50-234/79-16  i  SO-265/79-14  on 
79O63B-060a.  No  noncompliance  noted. 

HEISHMAN,  R,  F.      Region  2,  Atlanta,  Reactor  Operations  Nuclear 
Support  Branch.   79/OB/22.   2pp. 


— 791O23O715  Requests  NRC  signature  on  written  agreement  fnr  NRC 
assistance  in  event  of  emergency  as  described  in  facility 
emergency  p Ian. Emergency  plan  offiste  support  agencies  mill 
meet  at  site  on  791016. 
KALIVIANAKIS,  N.   Commonuiea  1  th  Edison  Co.   79/09/12.   Ip. 


7910I9O30O  Forwards  listing  of  changes,  testa  &  eiperlments 
during  Sept  1979, 
KALIVIANAKIS,  N.   Commonwealth  Edison  Co.   79/10/OB.   3pp. 


nmp le ted 


7910320327   Forwards    addl     info    re    methodology    for    determining    degraded 
voltage    cond  1  tiotis,  in    response    to   790917   request.  Rept   re 
review   of    adequacy    of    electric    distributing    sys   voltages 
mill    be    submitted    by   791101. 
JANECEK.ff.  F.        Commonwealth    Edison    Cn.        79/10/09.        9pp. 

7910360333   Confirms    791015   meeting     in   Cordova, IL, Agenda    encl. 

KEPPLER.J.  0.  Region    3,    Chicago,    Office    of    the   Director.       79/1Q/10. 

3pp. 

7910260236  Confirms   791O16  meeting    in   Rock    I sland, IL.  Agenda    encl. 

KEPPLER.J.  O.  Region   3.    Chicago,    Office    of    the   Director.       79/1O/IQ. 

2pp. 

7910230305  Forwards    commitments    to   meet    TMI-3  Lessons  Learned   & 
Emergency    Preparedness    Task    Force    requirements    re    Ene 1 s    6   & 
7  of   NRC    790913    1 tr,  Demunstrat i on    of    compliance    for   Dresden 
Unit    1    will    lie    sent    in    Nov    19BO. 
REED.C.        Commonwealth    Edison    Co.        79/10/10.        I9pp, 

Q.     Inspection    reports.     IE   Bulletins    Si   correspondence 

7910090SHI    Forwards    IE    Bulletin    79-19,     "Packaging    of   Low   Level    Radwnsto 
for   Transport    &   Burial."   Action   required. 

KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/OG/1O. 

Ip. 

7910090003   Ack    receipt    of    790920    Itr    informing    NflC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp   Repts    50-234/79-H   t< 
90-265/79-12. 

DAVIS, A.  B.  Region   3.    Chicago,    Fuel    Facility   t,  Materials   Safety 

Branch.        79/03/13.        Ip. 

— 7910090005    Responds    to    NRC    790629    Itr    re    violations    noted     in    IE    tns(i 
Repts    50-2S4/79-14    (.    50-265/79-12.  Corrective    actiono: 
revision    to    state    emergency    procedure   fc    upgrade    of   hosp 
radiation   emergency    area    supplies. 
REED,C.        Commonwealth    Edison    CD.        79/07/20,        3pp. 

7910090153  Forwards    IE  Bulletin   79-21,     "Temp    Effects    on  Level 
Measurements."    Action    required. 

KEPPLER.J.G.  Region    3.     Chicago,     Office    of    the    Director.        79/08/13. 

IP- 

7910050392  Forwards    IE    Info   Notice   79-20,     "NRC   Enforcement   Policy    - 
NRC   Licensed    Individuals."    No    action    required. 

KEPPLER.J.O,  Region    3,     Chicago,     Office    of    the    Director.        79/OB/14. 

Ip. 

7910050455  Forwards    IE  Circular    79-17,     "Contact   Problem    in   SH-12 
Switches    on   OE   Metalclad   Circuit   Breakers. "   No   action 
required. 

KEPPLER.J.O.  Region   3.    Chicago,    Office    of    the   Director.       79/OB/M. 

Ip. 

7910010221    Forwards    IE    Inap   fiepts   50-254/79-15  !<   90-265/79-13  on 
790710-13.  No'  noncompl  ianee    noted. 

DAVIS, A. B.  Region   3,    Chicago,    Fuel    Facility   &  Materials  Safety 

Branch.       79/OS/20.       2pp, 

— 7910010327    IE    Insp    Repts    50-354/79-15    t<    50-369/79-13    on    790710-13.  NQ 
noncompl  iance- noted.  Major   areas    inspected:  radioactive  tussle 
sys    including    effluent   releases   &  repts, release    control 
procedures   &   solid   waste    processing. 

OfiEGER.L.R.,    HUETER.L.J.,    DUBRY,  N.  E.  Region   3i    Chicago,    Office 

of    the    Director.       79/OB/17,       10pp. 


--7910020081     IE    Insp    Repts    50-294/7?-  It   &    50-265/79-14    on   790636-0303.  Nn 
noncompliance    noted.  Major    areas    inspec  ted:  maint  .  plant 
operations,  physical    protection,  fal  louiup    on    IE   bulletins, 
training    b    followup    on    outstanding     insp    items. 

CHRIBSOTIMOS,  N.  .     SPESSARD,  R.  L.  Region   3,     Chicago,     Dffico    of    the 

Director.        79/06/21.       6pp. 

7910160203   Forwards    IE    Inap    Repts    50-354/79-19   8.    5C—  365/79-16   on 
790739   !(   OS24.NO    noncompliance    noted. 

FIORELLI,  G.  Region   3,     Chicago,     Reactor   Construction   d   Engineering 

Support   Branch.        79/09/04.        2pp. 

—•7910160210    IE    Insp    Repts    50-254/79-19   &    50-365/79-16    on   790725   &   OB24. 
No   noncompliance   noted.  Major   areas    Inspected  ;  to.rua    support 
mod  OA/QC   program  procedures,  meld  ing    obsnr  vatio-n  81  revietu  !< 
evaluation    of    uelding    nondestructive     e  lamination    data, 
UARD.K.D,,     DANIELSDN.D.  H.  Region    3,     Chicago,     Office    of    tho 

Director.        79/09/01,       7pp, 

7910030135   Forwards   response    to    IE   Bulletin   79-15,     "Deep    Draft    Pump 
Deficient  ies.  " 
BEED,C.      Commonwealth   Edison  Co.      79/09/05.      20pp. 

7910020015  Forwards   request    for   add!    infoi    re   containment   purge   sys  fc 
containment   venting    sys    for    continuation    of   revieu  of 
justification   for    unlimited    purging, 

IPPOLITO.T,  A.  Operating    Reactors    Branch    3    {Pre   791030).       77/09/07. 

3pp. 

7910020176   Forwards    IE    Infn   Notice   79-HO,  Revision    1.     "NRC   Enf  ore  umfmt 
Policy    -  NRC   Licensed    Individuals.  "    Notice   reissued    to 
correct    word    omission   ti    punctuation    error   which    changed 
Intent   of   statement.  Changed    statement    underlined    in    teit. 
KEPPLER.J.O.  Region    3,     Chicago,     Office    of    tho    Director.       7W09/O7. 

Ip. 

79101601'ja   Submits    status    rept    In   response    to    IE   Bulletin   79-14, 
"Seismic   Analyses    for  As-Built  Snf  cty-Relatod   Piping    Sys.  " 
Describes    scope,  progress,  manpower   !i    completion   schedule    For 
accessible  &   inaccessible    insps. 
PEOPLES.  D.  L.       Commonwealth   Edison  Co.       79/09/11.       3pp. 

7910190313  Responds    to    IE   Bulletins    79-03,79-13,79-1-5    re    pipe    support 
base   plate   designs,  crac  k  ing    in    Peeduatur    syi   piping   ti 
seismic    analyses,  rospcctivel  y.  Requests    citension   of    time    to 
complete    inspa.  Ei  tension   will    have   no    adverse    effects. 
PEOPLES,  D.L.        Commonwealth    Edison   Co.        79/09/11.        4pp, 

7710190351   Submits    status   rept    per  Jul     1979   d  Hcussion,  in   response    to 
IE  Bulletin  79-03,  re   pipe    support    base    plate   designs   using 
concrete  eipansion  anchor    bolts.  Descr  i  bn  s   scope,  progress   & 
manpower   of   anchor      assemblies    through    790910. 
PEOPLES.  D,  L,       Commonujealth  Edison  Co,       79/09/11.       3pp. 

7910240041    Forwarda    IE    Insp    Ropts    SO-254/79-30   t.   30-265/79-17 
noncomp  liance   noted, 

HEISHMAN,R.  F,  Region   3.    Chicago,    Fteactor  Operations  Nuclear 

Support  Branch.       79/09/13.      2pp. 

—7910240049   IE    Inap  Jlepta    50-354/79-2Q  &    BO-S65/79-17   on  790003-31.  No 
noncompliance   noted.  Major   areas    inspnc  ted:  maint,  plant 
operations   &   physical    protection/security    organization, 
CHRISSDTIMDS,  N.  ,    SPESSARD.  R.  L.  Region  3,    Chicago,    Office    of    tho 

Director.       79/09/11.       6pp. 

7910030220  Forwards    IE  Circular  79-19,     "Loose   Locking    Devices    on 
Ingorsoll-Rand   Pump    Impellers."   No    action   required. 
KEPPLER.J.O.  Region  3,    Chicago,    Office   of   the   Director.       79/09/13. 


7710300093  Forwards    IE    Info  Notice  79-22.     "Qualification  of  Control 
Bus,  "   Westinghouse  790B30   Itr  t.  Public    five   Electric    Sc  Oae 
Co   790910   Itr   re   potential    unreviewed    safety   question.  Action 
required   within  20  days.  U/o   encl. 
DENTDN.H.H.      Office    of   Nuclear   Reactor  flegulation,       79/09/17.       4Bpp. 
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7910240030  Responds    to    IE   Bulletin   79-13,     "Audibility    Problem 
Encountered    an   Evacuation    of    Personnel     From   High    Noise 
Areai.  "    Mods     issued    to    install     addl    evacuation    sirens    at 
several    outside    locations. 
PEOPLES,  D.  L.        Commonwealth    Edison   Co.        79/09/20.        4pp. 

7910160031    Respond,!    to    IE   Bulletin    79-19    re    packaging    t,    disposal    of    lou 
level   radwaste.All    requirements    fallnuetf. 
PEOPLES.  D.  L.        Commonwealth    Edison    Co.        79/09/31.        3pp. 

79102305A1    Foruartfs   NRC    790&26    Hr    re   multiple    *Quipn.ent     Failures    I. 
turvelllance    testing    errors,  which    mas    incorrectly 
distributed,  Also    forwards    IE    Imp    Repts    5-0-395/79-13   t 
50-304/79-ia.  Action   required, 
E1SENHUT.  0,  8.  Division    of   Operating    Reactor*.        79/09/21,        47pp. 

7910110111    Forwards     IE   Circular    79-20,     "Failure    of    QTE   Sylvania    Relay, 
Type   PM   Bulletin    7305,  Catalog    5UI2-11-AC    u/120   Volt    ac 
Coil.  "  Ho    action    required. 

HEPPLEB,J,0.  J?eBion    3.     Chicago.    Office    of    the    Director.        79/09/24 

IP- 

7910040193   Forward*     IE    Info   Notice    79-22,     "Emergency    Diesel     Generator 
Lube   Oil   Coolers."   Mo   action  retired. 
KEPPLEFTJ.  0.  Region   3,     Chicago.     Dlfice    of    the   Director         79/09/26 


7910040034  Forwards    IE:   In*o   Notice    79-24,     "Froien  Lines.  "   No    action 
required. 

KEPPLER.J.G.  Region   3,     Chicago.     Office    ol    the    Director.        79/09/S7 

tp- 

7910E70241    Forward's    IE    Info   Notice  79-35.     "Reactor   Trips    at   Turkey 
Point  Units  3*4."   No  action   required. 
KEPPLER.J.G.  Region   3,     Chicago,     Office    of    tihe    Director         79/IO/O1 


79101BOS9B   Forwards    IE    Info  Notice   77-24.     "Overpressurl  m  ti  on   of 
Containment   of  PHR  Plant  After   Main   3team   Line   Draak    "   No 
action   required, 
KEPPLER.  J.  0.  Region   3,    Chicago.    Office    of    the  Director.       79/10/0! 


7910240376  Approves  request  for  time  extension  re  completion  of  ijisps 
required  ay  [E  Bulletin-!  79-21,79-13  &  79-14, 

KEPPLEfi,  J.O.     Region  3.  Chicago,  Office  of  the  Director    79/10/0-1 
lp. 

7910360032  Forwards  description  of  computer  programs  I.  verification 

^rsuHeunSiv'''5'"''  ana""is  ot  •>i>jn"i"  »•<"»•« 

PEOPLES,  D.  L.       Commonuiitaltn    Edison   Co.       77/10/12,       7pp. 

7910260415  Dlmuasss    cdnpletion   schedule    for-    fnsp    of  actms.ible 
r5latei1    f*?1*1*    s«s-ln   response    to    IE  Bulletin   79-14. 
,  D.  L.        Commomiieat  tft    Edison    Cn.        79/1O/1S.        lp, 


— 7910100186   LER    79-017/O3L-0-  on    790S22,  during    monthly     surveillance, 
division    1    alarm   on   vacuum    breakup   failed    to   annunciate 
upon   valva    opening.  Caus  cd    6y    limit    switch    prob  1  em,  Vacuum 
.breaker    limit    switches    will    as    inspected   during    outage 
MURRAY.  R.        Commonwealth    Ed  is  on    Co,        79/O9/HJ.        lp. 

77S0150342   Forwards    LER    79-OI B/O3L-0, 

KALlVTANrtHlS,  N.        Commonweal  th    Edison    Co.        79/09/2S.        lp. 

—7910150537   LER    79-018/03L-O;  on    790905,  spray    valve    HQ   2-1001-33Q    found 
to    trip    orealer    when    operated .  Caused    by    broken    bolt    in    valve 
motor    operator. All    four    bolts    on   motor   operator    replaced 
SWrtLEB.J.        Commonuieal  th    Edison    Co.        79/09/23.        lp 


7910190347    Forwards    LER    79-O1 7/03L-0 

KALIVIrtlWKIS,  H.       Commonwealth    Ediaon   Co. 


79/10/09.   '    lp. 


-7910190371    LER    79-019/03L-0:  on   77091O,  reactor    bldg    vent   monitor    Failed 
downseale.  Caused    bu    two    b  1  oun    fuses    in  monitor    circuitry    !, 
tuo    failed    tapacitors    in    monitor    power   supply.  Naw  capacitors 
Installed1    &    fuses    replaced. 
HANMUH.D-.        Commonweal  th    Edison    Co.        79/10/07.        3pp. 


DOCKET    50-36.4    POINT    BEACH   NUCLEAR    PLANT,     UNIT    1 
^__?eiUrttifl   modlca1'     emergency    t,    f  {  re    protection   plans 

7910030434  Bubmit*    technical    corrections    to  NRC   790B02    fire    protection 
lafety    evaluation    t,    1  i  its    mods    completed   as   of    77O901 
Forwards   Tech    Specs   PD-H2   !,    PO-BC,   S,    Pour   ovei-siie    draujings 
Di-auinoi   available    in    Central    Files    only,  ' 

FAV,C.M.        W»BCon*in   Eluctrlc    Power    €o.        79/09/26,        3pp. 

J.     Insurance-'  S.    indemtii  ty    information 


.™        Forlllarl!s   f"™"*    '0    to    Indemnity   Agreement    B-41. 
HALTZMAN,  J  Antitrust    i-     Indemnity     Group.        79/07/2H.        3pp. 


r;orluf,:ds    """^"d    Amend    10    to    Ind.nmitv   AD  rodent   B-41. 
O.       Wisconsin    Electric    Power    Co,       79/10/12.       3pp. 


dS    Biecut*d    C°P«    Df    rtnle"d    12   *•>    Indemnity    Agreement 
DUNDAS.W.J.       Wisconsin    Electric    Pouer    Co.       79/10/33.       lp. 

_°^!raU"9    licenle    staoo    documents    t.   correspond  enc  e 

7910090241    Forwards    FR    notice     Df    amend     to    10CFH73.  55    rB    requirement. 
Jor    phvticjl    protection    of    ITUC  Uar    pouer   plants,  Amend    defers 
implementation    of    physical    search    requirements    from   79OB01 
t  o     f  V  1  1  0  1  L 

Office    of    Nuclear    Reactor   fieoulatinn,        79/OB/10,        49pp. 


f  V  1  1  0  1 

DENTDW.H.R. 


7910310379  Forwards   Revision   B    to    IE  Bulletin    79-13,     "CraeUnq    in 
«"=,"*  yB   Piping."    No   action  required. 

"cnD""l,J .  0.  Region   3,    Chicago.    OfPtce    op    the  Diroctor.       79/10/19, 


-_.-'I£ddll_apHC'fl!ln3   r"Popfc*  *   related    corretpondGnr  B 

7910030393   Forward*    semiannual    nonradiot  og  ical    environ   rapt. 

Operational    Environ  Honltorino    in  HS  River  Hear  QuaJ-Citlen 
otation,"    Feb-Jul     1979, 
JANECEK.R.F.        Commonweal  In    Edison,   Co.        79/"09/19.        lp. 

—7910020393   Semiannual    nonradiolog  leal    environ   rept,     "Operational 
Fei'-du?  ^7,t0rinfl    '"  K3   BiV"  Hffar   <>"1-Ci*lM   Statll™* 

8'       Hfl'altDn   ^vironmeneal    ficienceo   Corp. 


'VnlD"thlu    •"•««'•»    •••?*•    ^r   Sept    I9V9. 
Commonuiaa  1  th    Edison   Co.       79/10/09.       lp 

MD"thlu   "Mr.tln.    rept,    for   SBpt    1979. 

Commonoiealth  Ediion  Co.       79/10/O2.       aSpp. 


sau       «!Pfc""    Hi7,'"Kd?di:'lt*lf    tBlePho"E    >»"•    »«    ""tain    operatinfl 
status   rept    t,   as    daily    telepho.no    chec  k.  Orig  inal    functlnr,   of 
line    uas    to    Facilitate    Initial    notification  (,  assure 
continuing    communications    during    nus  1  aar    incident 
BURBTEIN.5.        Wisconsin    Electric    Pouiar    Cn.        79/OB/13.        2pp. 


™«*«*    "'"*2     conCBrn    re     sufficiency    of    dle»el    generator 
v    to    ,  imu  1  taneous  J  y    start    emergency    loads,  Recommends 
«  aadl    *tatlqn    oatteru    &    two  addl    inverters 

0.  Plant    SyttHmH    Branch     (Pr*    791030).        79/OB/27,        ipp. 

7910030004   Fpj-uarda    at  com   generator  water    hammer    Bafaty    evaluation 

Plant   motf   not    nee  a  o-sary  .  Op  erat  i  ng  repts   mill    be    monitored 
for    indication*    of    uater    hammer. 

LAIHAB.O.  Plant    Systomt    Branch  (Pre    791O30).       77/09/03.       2pp. 

—7910030005  Sajoty    evaluation    re    ateam    generator    water    hammer.  Water 
Hammer    not    likely    during    normal    operation, 
«  Plant    Systems    Dratich     fPro    791O30).        79/09/30).        5pp. 

7910030775  NotiFie*    that    uater    hammer    a-vents   due    to   rapid    condensation 
of    ntuam    in    feedwatsr    sys    is    not    likely    to   occur   during 
normal    operation    or    transient/accident    conditions.  Forwards 
3ER   TB    steam   gennvotar   uiater    hommer. 

SCHWENCER.A,  Operating    Reactors    Branch    1    (Pra   7910301         79/09/13 

2pp. 


7910100178  Forward!  LER  79-017/03L-0 

Cnmmontioalth   Ediaon  Co.       79/09/21,       lp. 


—  7910030779  Safety    evaluation    re    steam   generator   water    hammer.  Doea    not 
find    mods    necessary    for    safe    oporation. 
»  Operating    Reactors    Branch    1     (Pro   791030).       79/09/30.       5pp. 
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7910040002  Forwards    safety    evaluation    of    steam  generator  water    hammer 
per    730BO1.76031O   S.    7B0203    submittals.  No    mndH    required. 
NRC   uiill    continue    to  monitor    operating    rapts. 

SCHWENCER.A.  Operating    Reactors    Branch     1    <Pre    791O3O).        79/09/13. 

2pp. 

— 7910Q4QOOB   Safety    evaluation    of    steam    generator    water    hammer    at 
facilities. 

•  Oparating    Reactors    Branch    1     (Pre    791030).        79/09/13,        4pp. 

79101902ii    Discusses    review    re    secondary    sys    flay    instabi 1 i ti es.  Water 
hammer    events    due    to   rapid    steam   condensation    in    feedwater 
ays    at    facility    are    not     likely    to    pccur.  Forwards    safety 

SCHWENCER.A.  Operating    Reactors    Branch     1     (Pro    791030).        79/O9/13. 

2pp. 

— 7910190279  Qafety    evaluation    re    steam   generator  mater   hammer.  Cone ludBB 
water    hammer    not    likely    to    occur. 

*  Operating    Reactors    Branch    1    (Pre    791030).       79/09/30.       3pp. 

7910030744    Forwards    EG&G    Idaho.  Inc    consultant    ropts    re    steam    generator 
water    hammers. 
MACKAY.S.  Plant   Systems    Branch    (Pre   791030).       79/O9/14.       lp. 

7910090035  Forwards    response    to    IE  Bulletin   79-21.  Test   t.  revieui  results 
end.  Disagrees    that    possible    effect    of    containment    temp    on 
water    levels    inside    containment    presents    potential 
substantial    safety    haiard. 
FAY.C.W.        Wisconsin    Electric    Power    Co,        79/09/17.        13pp. 

7910030031    Forwards    NRG    requirements    for    auiiliary     Peedwator    ays    & 
requests    that    plant   designs    !.   proceduros    be   evaluated 
against   applicable   requirements    to   determine   degree    of 
conformity, 
E19ENHUT.  D.  0.  Division    of    Operating    Reactors.        79/09/21.        23pp. 

7910120221    Forwards    Tech    Spec    Change   Request   61    to   amend   Licenses 
DPR-24   fc  DPR-27.  Revised    Tech    Spec    pages    J.  Class    II    amend 
fee    encl. 
BURBTEIN,  S.        Wisconsin    Electric    Power    Co.        79/09/26.        2pp. 


Q.     Inspection   reports,     IE  Bulletins   !.   correspondence 

7910090532  Forwards    IE  Bulletin  79-19,     "Packaging   of   L-nui  Level   Raduiasto 
for   Transport   &   Burial."    Action   required.  _,,_ 

KEPPLER, J.G.  Region   3,    Chicago,    Office    of    the   Director.       79/oa/10. 


7910090307  Forwards    IE  Bulletin  79-31,     "Temp  Effects    on    Level 

Measurements."    Action   required.  ,„„,.„ 

KEFPLER,J.O.  Region  3,    Chicago.    Office   of   the   Director.       79/QB/13. 

lp, 

7910050434  Forwards    IE   Info  Notice  77-30,     "NRC  Enf  ore  emont    Policy    - 
NRC    Licensed    Individuals.  "    No    action    required. 

KEPPLER,  J.G.  Region    3.     Chicago,     Office   of    the    Director.        79/OB/14. 

lp 

7910050503   Forwards    IE   Circular    79-17,     "Contact   Problem    in    3B-12 
Switches    on   GE   Metalclad    Circuit    Breakers.  "    No    action 

KEPPLER,  J.  0.  Region   3,     Chicago,    Office    nf    the   Director.        79/08/14. 


7910120297   Forwards    IE    Insp    Fiepts    50-366/79-11    «    50-301/79-13    on 
79OE)lfl-16.  No   noncomp  1  lance    noted. 

HEIBHMAN.R,  F.  Region   3,     Chicago.     Reactor   Operations    Nuclear 

Support    nranch.        79/09/09.        3pp. 

--79101S0362    IE    Insp    Repts    90-266/79-11    !.    50-301/79-13    on    790614-16.  No 
nontampl  ianca    noted.  Major    areas    inspected  :  training    programs 
&    implementation   of   programs    for  nonl  Uensod,  lie  enscd    t< 
temporary   emp  loyees. 

BWANBQN.E.R.  Region   3,    Chicago,    Office  nf   the    Director. 

LITTLE,  U.S.  Region  3,    Chicago,    Reactor  Operations.   Nuclear 

Support   Branch.       79/09/04.       3pp. 

7910020128  Forwards   addl    info    in  response    to    IE  Bulletin   79-14.  Provides 
results   of    Insp   as   of   790339.  Total    of   390  discrepancies.    have 
baen    Pound    between    design   documents   Ei  actual    seismical  ly 
designed   piping    sys   configurations, 
FOX.C.W.      Wisconsin   Electric   Power  Co.       79/09/07.       3Bpp. 


— 7910120222  Revised    Tech    Spec  a,  Sections    13.  3.  1-15,  6.  9,  amend  ing    Licenses 
DPR-24   &   DPR-27    ta    incorporate   administrative   k 
oroaniiatlonal    changes, revise    description   of    snubber 
locations   &   clarify    testing    of    instrumentation. 
«      Wisconsin   Electric    Power   Co.       79/09/21.       23pp, 

7910220413   Forwards    guidelines    for   valve    operability.    re   containment 
purging    tt  venting    during    normal    operation.  Requests 
commitment    to    implement   valve   nual i f icat i on   program   within 
30  days. 
EIBENHUT,  D.  G.          Division    of   Operating   Reactors.       79/09/37.       3pp. 

7910050144   Proposes    changes    to    Tech   Specs    of   Licenses    DPR-24  t.   DPR-27 
re    fire    brigade    size,  in   reponse    ta   NRC   790B2I    request. Change 
modifies    Tech    Bpnc    Change  Request   46. 
BURSTGIN.B.        Wisconsin    Electric    Pduier    Co,        79/10/01.        3pp. 

7910220326  Requests   addl    info    re    loss    of    offsite   power   on   731013   to 
aid    in    review   of    offsite    power    sys    adequacy. Requests 
response   within    90   days.  ,.„,„. 

SCHWENCER.A.  Operating   Reactors   Branch    1    (Pro   791030J.       79/10/O1. 

3pp. 

7910330107   Discusses   review   of   response    to   7B0202    1  tr.  Req.ues  ts 
demonstration    that    seal    ring    cannot    become   destructive 
missila    during    long-term   operation   !<    that    public    health   t< 
safety    is    not    threatened. 

SCHWENCER.A.  Operating    Reactors   Branch    1    (Pre   791030).       79/10/03. 

2pp. 

7910110370  Forwards    license   amend    re    secondary   water    chemistry 
monitoring    program  per   NRC    790801    Itr. 
BURBTEIN. B.       Wisconsin   Electric    Power   Co.       79/10/OB.       3pp. 

7910230336  Forwards   response    to   790908  request   for   addl    info   re 
adequacy    of    station    distribution   sys   voltages.  Results   of 
verification    testing    described    mill    be    submitted    separately 
after   completion   of    tests, 
FAY.C.W.       Wisconsin  Electric   Power   Co.       79/10/12.       3pp. 

7910230333  Forwards   response    to  NRC   790913   Itr  requesting    commitments 
to    implement  NUREO-QS7B   recommendations.  Desion   differences 
decrease    chance    of    TMl~tupe    accident. 
BURBTEIN.8.       Wisconsin   Electric    Power  Co.       79/10/20.      2Bpp. 


7910020235   Forwards    IE    Info   Notice   79-20,  Revision    1.     "NHC    Enforcement 
Policy   -  NRC   Licensed    Individuals.  "    Notice   reissued    to 
correct  word    omission  It   punctuation    error  which    changed 
intent   of   statement.  Changed    statement   underlined    in    taut. 
KEPPLER.  J.O.  Region   3,     Chicago,    Office    nf    the    Director. 

lp. 


79/09/07. 


7910010051    Forwards    IE    Insp    Repts    SO-366/79-12   &   90-301/79-14   on 
790H2Q-E4  t,  notice   of   violation.  Notice    of  violation    k 
details   of    Insp    repts   withheld    (ref    IOCFI12.79Q). 
HIND,  J.  A,  Regions,    Chicago,    Safeguards   Branch ,       79/09/13,       «!pp. 

— -7910010063    IE    Insp    Repts"  50-366/79-12   S,   50-301/79-14    or    790B3D-E4. 
Details  withheld    (ref    10CFR2.790), 

CREED,  J.R..    MADEBA.T.J.  Region   3,    Chicago,    Office    of    the 

Director,       HIND,  J.  A.  Regions,    Chicago.    Safeguard  B   Branch. 

79/09/11.       lp. 

7910030393  Forwards    IE  Circular  79-19,    "Loose  Locking    Devices   on 

Ingersoll-Rand   Pump    Impellers.  "   No   ac  ti  on  required.  „„,„_,., 

KEPPLER.  J.G.  Region   3,    Chicago,    Office   of    the  Director.       79/09/1. 

IP- 

79103000B3  Forwards    IE   Info   Notice   79-22.    "Qualification    of   Control 
Sum  "   Westlnghouse   790330    Itr  t.  Public    Bvc  Electric    &   Oao 
Co  790910    Itr   re   potential    unreviowed   safety    ques  tion.  Action 
required  within   30  days.  W/o   encl. 
DENTDN.H.R.      Office    of   Nuclear  Reactor   Regulation, 


79/09/17,       4Upj. 


7910090786  Responds  to  IE  Bulletin  79-18,  "Audibility  Problems 
Encountered  W/Evacuation  of  Personnel  From  High  Noise  Area." 
Program  to  assure  operability  of  all  public  address  speakers 
Is  underway.  ,„„.„„ 

FAY.C.W.      Wisconsin  Electric   Power   Co.       79/09/30.       apn. 

7910230561   Forwards   NRG   790626   Itr  re  multiple    equipment    failures  6. 
surveillance    testing    errors, which  was    incorrectly 
distributed.  Also    forwards    IE   Insp  Reptg    30-395/79-13  «. 
30-304/79-12.  Action  required. 
EISENHUTiD.  0.         Division   of   Operatinfl   Reactors.       79/09/21,       49pp. 


7910110146  Forwards    IE  Circular  79-20,    "Failure   of    OTE  Sulvonia   Relay, 
Type   PM  Bulletin   7309,Catalog    5U1B-11-AC  w/130  Valt    ac 
Coil."   No   action  required. 

KEPPLER,  J.  U.  Reolon  3,    Chicago,    Office   of    the    Director. 

lp. 


„„,„„,„. 
79/09/24. 
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snsinser    is   designated    aa    indivtdual    responsible    for 
shipment,    fc/or   disposal    Of  raduaste  "siote    for 

FAY.C.W.        Wisconsin   EUctric    Power   Co.        79/07/34,        3pp. 


.Hllc  to  di"u'a  «*•""•  '«  » 

BURSTERS.       Wfscomin   Electric    Payer   Co.        79/07/S4.        ip. 

™S:~  «  K-s^'^vs-sa-^s'!'" 

V^S?        "  ""tor    coolant    pressur*    to  400   Ibs    j.r    sauare 
inert    to    preclude   void    formation  '         square 

FrtV.C.  M.       Wisconsin  Electric    Power  Co.       79/O9/3A,       3pp. 

791004034]    Forwards    IE    Info   Nntfco    70-01      nc 

tub,  a,,    «„,.„..  ^ctio^r^^f'      S-'W    «  —  l    fl 

ip  i0'  Re"ltm   3'     Chi"  =  °'     0'««    °f    th.   DiT8CtDr. 


79100400&S   FaruardB    IE    In#D    N 
required. 
KEPPLER.J.G.  RBglon   3.     Chicago,     Office    of    th,    Dir.ctor.        79/09/27. 


79-34,     "Frolfn    I  („„     »   M 

i-roien   Linos.       No  action 


3,     Chitaflo.     Office    of    bhe   J)irSctnr.        79/10/OI. 


Region   3, 


IP- 


Operating   Rwtari    Branch     1     (Pre    771030).        79/10/04. 


mate    i.    +^,     i.         I.  .  unccion    due    to    nigh    eneT-q 

inuftb    &    ta     inipact    prpicctive    fu-nctlAnc    nat-t  ^    L 

URSTE1N,S.       WUconsin'  Electric    Pa2rMCoa'a59/IO/O9.d 


4pp. 


Co.        79/10/09.        4pp. 


Spp 


79/09/26.       1P. 


to    havit 


QENERflTINO    STATION 


n   Plans 


*      Public    Servi**    Co.     of    Colorado.        79/09/28. 


MILLER,  W.  D. 


30pp. 


icenae    Fee    ManagBment    Branch.         79/10/OS. 


UMEHDOURO,  D.  H.        Pub  I*  c    SB,vi  e  e    Co.      of    Colorado.        79/10/1..         lp. 
H.     General    cor  respondent 

""i™","":;?^!;",™^^;^''*,^    lnf°   «    «»*   *   technical 
BUART,FeEP°n^lic    Service    Co.      of    Colorado.        79/.0/15.        ,50pp. 

-__'"* U""ett    ^_inde""'tty    iufornaHon 

reratDr(|ElInoua  =  eArIntr.9    fc°    1"(tf™nil«   A3reemDnt    B-50,  modi  fying 
tOFago    of    Tadioacti  ?  f pDr  tatl  nn'  "flnd  1  infl    ti    temporary 

irst    &    Imdemnitij    Group.       *      Public    Service    Co.     of 


'™-!- 

.K.        Public    Service    Co.      of    Colorado.        79/09/04. 


2pp. 


HAREHBOURO.O.        Pub  1  i  c 


i*.    Co.      Qf    Co,orado.        79/09/14.        12pp. 

F    «*•*«•-'-    »«   ft    i..,«..t,    for   T.ch    Spec 
rvi  e  B    Co.      OP    Colorado.        79/09/34.        3pp. 


LEE.D.fi.       Public    a.rvi«.   C«.     oFCDlorado.       79/09/30.       4pp. 
—7910100345    Applicatian    for    amend    to   Ap  p   A   of   LiCBnsn   TIPO   •„.    j. 

r-KK.j'KiKfjif.rc:!-;;"  lxs!"™" 


VABOfcB.A. 


D,,.ctor    ,„ 


F.E. 


. 

ubli 


ice    Co.      Df    Colorado.        79/10/11.        3pp. 


79IOB30449   "Plan    for    ConU^uing    Ecologies    Studio    " 
*      Thorpe    Ecological    Institute.       72/Q9/31.       41??! 
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791OlHOS9t    Discusses    fluctuation    testing    performed    on   790B30-31    t, 
09O1.  Small    valve   deviations   made    detection   difficult 
iu/iniBting     instrumentation    d  Isplays.  Safety    analysis    rept   b 
tab  las    anc 1. 
WAREMBQURG, D.  W.        Public    Service    Co.     of    Colorado.        79/10/12.       33pp. 

7910230333   Notifies    thai    response    to  790913    Itr   will    be    delayed    until 
791O29    due     to-    position    talen    by    NRC    during    791010-12 
meet ing. 
SWART.F.  E.         Public    Sot-vice    Co.     of    Colorado.        77/10/17.        Ip. 

7910310377    Requests    relief    from    Tech    Specs    SR    5.2.6   re    removal    8, 
analysis    of    plateout    probe.  Plateout   prnbe   has   decayed    due 
to    plant    shutdown 
WARErlDnURQ,  D.  W,       Public    Service   Co.     of   Colorado.       79/10/35.      2pp. 

7910300337    Informs   NRC    of    791014    incident    of   min   release    oF 
radioactivity     in  renctor   bldg    due    to  malfunction    in    helium 
circulator    eye..  Safety    of   employees   not    jeopardiied   !<  no 
radiation    released    Into   atmosphere. 
QASCHLEfl,  J.  A.        Public    Service   Co.     of   Colorado.      79/10/24.       Ip. 

Q.      Inspection    reports,     TE   Bulletins    !<   correspondence 

7*710020272    Fortuards    IE    Info  Notice  79-30- Revision    1,     "NFIC  Enforcement 
Policy    -    NRC    Licensed    Individuals.  "  Notice   rtfiamied    to 
•correct    loord    omission    &   punctuation   error  uhlch    changed 
intent    of    statement.  Changed    statement   underlined    in    toil. 
BEYFRIT.K.  V,  Region    4,     Dallas.     Office    of    tne    Director.        79/09/O7 


— 7910100352  Monthly    operating    rept    for  Sept    1979, 

OAHM,  J.  W.       Public    Service  Co.     of  Colorado.      79/10/01. 


Spp. 


7910230432   Forwards    revi-aed    Page    2    to   monthly    operating    rept    fop    Sept 
1979,  Corrects    cause   t,    corrective   action    to    prevent 


recurrence. 
WAREMBDURG,  D. 


Public    Service   Ci 


79/10/17. 


Ip. 


7910230499  Forwards   revised  Page    6   of  monthly    operating    rept    for    Sept 
19-79.  Revision  corrects    cause   b   corrective   action    to  prevent 
rec  Hi-rente. 
WAREM3DURG,  D.       Public    Service    Co.     of   Colorado.       79/IO/17,         Ip, 

B.     Repnrtable    occurrences,    LERs   Si  related    correspondence 

7910030497   Forward  6   LER    79-034/03L-O, 

HAREMDuURQ,  D.      Public    Sorvite  CD.    of  Colorado.      79/09/28.        Ip. 

— 7910030509   LER    79-034/O3L-0:  on    790B30,  uhi  In    operating    at    3iX    thermal 
power,  emergency   diosel    oenerator   day    tan  is    did   not   have    500 
gallons    of   fuel    oil    as    required    per  Tech    Specs.  Caused    by 
Inoperable   high    level    quitch    which   controls   pump    ape-rations. 
CAHM,  J.  W.       Put  lie    Service  Co.     of  Colorado,       79/0.9/28.       8pp. 

7910H50027  PN5-IV- 79-03:  on   790927,  FBI   notified    facility    about    threat 
of    possible    bombing    by    put-of-atate   black    militant    group. 
Info  assessment    team   has    been  notified. 

WEBTEIIMAN.  T.  F. .     MAD5EN,  0.  L.  Region  1.     Dallas,    Office   of    the 

Director.        79/09/2B.        Ip, 


7C?1Q1AOO47    Responds    bo    IE  Bulletin   79-18  re    plant    emergency   alarm. 
Kine    addl    speakers    &    one   addl    speaker   amplifier   uero 
installed.  Test  ing    indicated    alarm    to   be   audible    in  all 
locations    having    audibility    problems. 
SMART,  F.  E.         Public    Service   Co,     of    Colorado,        79/09/10,        Ip. 

791OO30321     Forward's    IE    Circular    79-19,     "Loose    Locking    Devices    on 
Ingersol  1-Fland    Pump    Impellers."   No   action   required, 
SEYFH  1  T.  K.  V.  Region    4,     Dallas,     Office    of    the    Directqr.        79/09/13. 


791O1A0409   Foruiard-s    LER    76-036/03L-0. 

WAREHDOURO,  D,      Public    Service  Co.     of  Colorado. 


79/10/10.       4pp. 


— 7910160117   LEU    79-036 /Q3L-Q:  on    790910,  cold    reheat    anubber    CRS-2A2 
inoperable  u/reactor-    in   shutdown   condition.  Caused   by    missing 
pin   thab    kept    snubber    from  being   properly    attached    to    pipe, 
New  pin    fabricated   It    instal  led.  Snubber    returned    to  svc, 
OAHM.J.W.       Public   Service  Co.     of  Colorado.      79/10/1O,       Ip. 


7910120190    Foruiands    IE    Info   Notice   79-23,     "Qualification    uf   Control 
BV».  "    Ma    action    required. 
BEVFRIT,  K.  V.  Region    4,     Dallas,     Office    of    the    Director,       79/09/14. 


791O19OJ84   JTasponris    to    request    for   addl    info    in   response    to    IE  Bulletin 
79-O2,     "Pipe    Support    Base   Plate    Designs   Usinfl   Concreta 
Eipansion    Anchor    Dolts."    Describes    current    testing   program. 
GHAUT,  F.  E.         Public    Service    Co.     of    Colorado.        79/09/14.        4pp. 

771O3QO3BS   Responds    to    IE  Bulletin  79-13  w/lisfcing    of   manufacturer. 
model,  ratfld    capacity    E<   plant    application   of    14 
saf  nty-re  1  ated    deep    draft   pumps.  Discusses    startup    history. 
type   &    Frequency    of    toitinn   &  maint   of   numps. 
FULLER,  O.K.        Public    Service   Co.     of   Colorado.       79/09/11.       lipp. 

791012O2OO  Forwards    IE    Circular    79-20,    "Failure    of   OTE  Sylvania  Relay, 
Type    PM   Bulletin    730-5,  Catal  oo    SU12-11-AC  u/130  Volt   ac 
Coll."    Ho    action    required. 

SEVFRIT.K.  V.  Region    fl,    Dallas.    Office    of    the   Director.       79/07/31. 

Ip. 

791O11O1B3   Foruard-s    IE    Info  Notice   79-23,     "Emergency   Diesel    Generator 
LuBo    Oil    Coolers."   No    action   required. 

SEVFRIT.K.V.  Region   4,    Dallas,    Office    of    the  Director.      79/09/26. 

Ip. 

771O1B0047  Forward*    IE    Bulletin   79-24,     "Froien  Lines.  "   Action  required. 
BEYFRITiW.  V.  Region   "V,    Dallas,    Office    of    the   Director.      79/09/37. 

Ip. 

791O17Q22&  Foruiar-do    IE    Info  Notice   79-29,     "Reactor   Trips    al   Turtey 
Paint   Units    3    EC    4.  "   Ma    action   required. 

O'REILLY,  J.  P-  Region  2,    Atlanta,    Office    of    the  Director. 

79/10/O1,        3pp. 


791O230434  Forwards   LER    79-039/03L-0. 

WAREMBOURO,  D.      Public    Service   Co.     of   Colorado. 


3pp. 


— 7710230437   LER    79-039/03L-0:  on    790934.  authorized    liquid    waste   release 
was  made-,  requiring   raising   sstpoints   on    liquid  waste 
activity    monitors   above   norma 1 . Caused    oy    failure    to  return 
monitors    to  normal    Betpoints    prior   to    starting   release. 
GAHM.J.W.       Public   Service  Co.     of  Colorado,       7?/lO/19.       Ip. 

79102304i7    Foi-iuards   LER    79-037/03L-0. 

WAREMDaURU,  D.       Public    Service  Co.     of  Colorado,      79/10/19.       3pp. 

— 7910230469   CER   79-037/O3L-0:  qn   790919,  during    normal    operation,  1  iqui  d 
radwaste    relo-ase  uias    made    in  noncompllance   w/limitinfj 
conditions    for    opera  t  ian.  Caused    by    operator   failure    to   reset 
flow  switch    to    new  required    f  1  c-u  rate.  Dporators   admonished.      ' 
QAHN.J.U.       Public   Service  CD.     of  Colorado.       79/10/19.       Lp. 

7910230476  Forwards  LED    79-Q3B/03L-0. 

WAFlEMBOURe,  D.       Public    Service  Co.     of  Colorado.      79/10/11?.       4pp, 

— 7910330479    LER   77-Q3B/03L-0:  on   7TO921,  ana  1  gitical    sus   primaru   coolant 
moisture    monitor  HE-9307  became    inoperable   a/reactor   at    less 
than  2X    power.  Caused    bij   burned    out   thermal    electric 
neater/cooler    tt   two    faulty  relays. Head    &  relays   replaced. 
SAHM.J.W.       Public   Service  CD.     of  Colorado.       79/10/19.        Ip. 


791O31031S  Fouiartfs    LEft  79-O11/03L-0. 

WAREMQOURO,  D.       Public    Service  Co.     of  Colorado. 


77/10/35.       Ip, 


— 7910310338   UER   79-041/03L-0:  on   791009,  malfunctions    in   circulator    1A 
speed  measurement   caused    loss    of   high    speed    signals.  Caused 
by    circuit    imbalance    duo    to   signal    cable    resistance   change. 
Modifiers    adjusted   &    channel    function   restored. 
OAHM,  J.  U.       Public  Service  Co.     of  Colorado.       79/1O/25.       4pp. 


791O23Q7Q5    Forwards   NRC    comments    on   proposed    utll    plan    for    inservice 
inap    b    testing    submitted    in   util    79OBBB    Itr.  Accepts    proposed 
p  Ion.  Sugges  ts    treating    plan  as   mod   tt  addition    to 
Burveil  lane  e    section    aP   Tech    Specs. 
VARflA,  B.  A.  Ansistant   Director    for  Light   Mater   Reactors.       79/10/03. 


It.     Periodic    operating    reports   &  related    correspondence 


DOCKEr  30-269   OCONEE  NUCLEAR  STATION,    UNIT   i 

F.     Security,     medical,    emergency  &    fire  protection   plans 

7910050095  Act 'receipt   of    util    790817   Itr    transmitting  nuclear   security 
training   &    qualification    plans. Class    1   &    III    fees   & 
application    for    approval    required. 
MILLER, U.  D.  License   Fee  Management  Branch.      7V/07/34.       Ip. 


791Q10033B    ForuiarcCa   monthly    operating   rapt    for   Sept    1977. 

WABEMBOURQ.  D.        Public    Service   Co.     of  Colorado.      79/10/O5.       Ip. 
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P.     Operating    license    stage    document's    b   correspondence 

79  10090241    Forwards   FR    notice    oF   amend    to    10CFR73.  55  re    requirements 
far    physical    protection    of    nuclear    power    p  I  ant*.  Amend    defers 
implementation    of   physical    search    requirements   from   790901 
to    791101. 
DENTQN.H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/09/10.        49pp. 

7910070536   Summary    of  79QB09  meeting   u/B&W    owners    group   &   BS.W    in 
Bethesda.,  MD  re    long-term   generic   requirements   applicable    to 
H4H   opera  ting    plants. 

rt.        TMI-S   Bulletins    &   Orders.        79/00/24.        fllpp, 


7910O10369   Summary    of    790B24    meeting    in/subcommittee    oF    B&H    owners    a^oup 
in    u>thesda,  MD  re    alternate    proposaJ    to   requirements    of    IE 
Bulletin  79-13   for    BS.W   operating    plants. 

OARNER,  D.  J.  Operating    Reactors    Branch   4    tfrs   791O30I.       79/OB/3I. 

14pp. 

7910030423   Responds    to   Special     Inquiry    Group    790724    request     for    Info    on 
operational    history.  Significant    events    reported    in  LEHs 
Three    events     transferred     to    Dlv    of    Operating    Reactors: 
atypical    Meld    wire,  turbine    bids     flooding    &    tub*    Failures. 
ElSEfJtfUT.  D.  C,         Division   of  Operating    Re-actors.       79/09/04.       3pp. 

—  7910040424  Requests    inFo   re    significant    technical    issues    of    CP  t>  (JL 
stag  e*i  eitent    to  which    issues  mere    addressed    In   rcvieui  8. 
summary    of    significant  aspects    oF   operatEonal    history. 
Response   requested    bu   790924. 
DEYOUN8.H.  C.        HRC    Three   Mile    Island    Task    Forte.        79/07/24.        2pp 

7910330133   Request*    addl     into    re    upgrade    of    anticipatory    reactor    trip. 
REID.R.H.  Operating    Realtors    Branch    4     (Pre    791030).        79/07/07. 

I3pp. 


79IC04O03B  Summary    of    790913  meeting   u/E!.U   oiuners   group    to    discuss 
analysis    of    design   *    off-normal    transient!    b   accidents   fc 
other    G&H    generic    requirement s. List   of   attendees,  agenda   t 
presentations    end. 
CflFRA,  R.  A.        TMI-3   Bulletins    t,    Orders.        79/O9^Sl.        13pp. 

7910190353  Supplements    790B01    itr    re  measured    levels    oF  Sr-90   activity 
in   fish    samp  le.  Submi  ts.    analytical    results    of    Si — 90  activity 
In    three    addl    fish    samples    collected    further    upstream.  No 
effect    on    public    health    &    safety. 
PARKER,  H.  O,        Dufco   Power    Co.        79/09/21.       2pp, 

79I03S04IB  Summary    of    770913   meeting  u/B&H  owners    group    in   BetheBda.MD 
re   analysts    c-f   d«s  lgnP  off-norma  1    tranai  ents,  ace  idents   !.  1)&W 
generic    requirements. 
»      Commission.       79/O9/31.       45p p , 

79IO01Q331    Responds    to   NRC   790823    Itr  requesting    addl    info    re 
containment    purging    during    operation.  Uti  1    intends    to    limit 
purging    durino    pouor    operation    b  has    initiated    evaluation    of 
containment    purge    sys     to    be    completed    by    mid-Nov. 
PAHKER.  W.  D.        Duke    Pnmur    Co.        79/09/3S.        Ip. 

7910010016   RssponHs    to   FOIA   request   for   documents    re    transport   routDE 
for    irradiated    reactor    f  uej .  Forwards   requested    info.  Info 
partially    withheld     (ref    FOIA   E»*mption   4). 
FELTONi  J.  M.  Division    of    Hules    and    Records.        79/O9/26.        4pp. 

— 7910010027   Forwards    "Spent    Fuel    Route   Survey"    containing    info    re    local 
laiu    enforcement   rHKpons.e    capab  i  1  i  tics,  safe    havensi  food    S. 
fusl    stops    &    pertinent    route    info.  Info   withheld    (ref   FOIA 
Ei-enption   4). 

KCCORKLE.O.  W.  Physical     Security    Licensing    Dranch.        79/O9/13 

Ip. 


79100I019B  Summary    of  790*24  meeting    a/BtM  reactor    aperatoi-s   6   H&H   in 
Bethesddi  MD  re    response    to   plant    transients.  List    of 
a  ttendoesi  agenda    of   t.   eierpt*    From   BJ.U  presantation   enc  1 
FA(RT1LE,H.  B.  Opnrating   Reactors    Branch    4    (Prc    79103O).       79/09/SO 

19pp. 

79IO03O31B  Forwards    list    of    plants   requiring   mi  crof  ich  ing    of    up-to- 
data  FSARs    in  Central    Fi  I  es,  Renuest-s    action    as    soon    as 
possible. 

GRIMES,  B.K.         Assistant   Director    for   Systems    Engineering    (Prs 
791030).        79/09/10.        4pp. 

7910090415  Notification   of    790913   meeting   u/OfcU   oiunera    orotip    In 
Bethesda.Mu   to   discus*   anatysls    of    design,  off-normal 
transients    J.  other    generit    requ  iremrn  ts. 
CAPRA.R,  A.        TMI-2    Bulletins    (.   Orders.        79/09/11,        3pp. 

7910040016  Summarg    nf   790S2S  meetinj  y/BtW    licensees    to    discuss    post- 
TMI    fffodwater    trans  i  ents.  Ajenda  *    list    oF   atiendees    end. 
CflPRA.R.A.        TMI-2   Unresolved    Safety    Issuas..        79/09/13.        99pp. 

7910350436  Summary    of   790S23   meeting    lu/B&H   operating    plant    Kcenaoea    ru 
post-TMI    fe«duater    transient  s.  Agenda,  1  i  9  t    of   attendees  ,  1  1st 
of   transients   &   outline   of   NdC  rept    on    loss   of   pres-suriier 
level    indiiatton   end. 
CAPRA.R.A.       TMI-2  Bulletin-!    !.  Order*,       79/09/13.       ?9pp. 

79103S02I5   Informs,    that    effective   date    for    imp  lemnnta  tion    of   EPrt    atcl 
fop  LWR   U  fuel    cycle    is   791S01-  Reques  ts   compliant*    ui/ 
radiological    efftuent    Tech   Spec    Imp]  «ment  ino   UW(!   provisions 
Method    far    implementation  requested    by   791101, 

tnl:   D'Teefc°r    f°r   °Perati"9   Reactor  Projects    (I'ra 


79I01S0033  Requ>estl    that    calibi-    oF   station   seUnic    inn  lrumHnU    be 
checleo.in   ornter    to  estimate    g-loading    receivei)    during 
790825  -Earthquake.  Forward*   S7S   roprasentino    Utuat   guidance, 
to   be    incorporated    into    license    amenil, 

REID.R.H,  Operating    Reactors    Branch    4    (Pro   7910301         79/09/la 

•4pp. 

791003073]    Summary    of  790639  meeting    u/utii    in   Dethasda.MD  re    MHC 
position   on   containment    purge*  valven. 
FMRTlLE.fl.  B.  Operatinj    Reactors  Branch   4    (Pre   791030).       79/09/19 


7910040610  Faru.rds    reouest    far   addl    mrD    re    containment    purge    vatvo 

REID.R.H.  Operating  Reacfcors   Drench    4    (Pro  7910301.       79'/09/20 

3pp. 


--7910010035    "Spent   Fuel    Route    Survey."  Rept    contents    uithheld    (rof 
FOIA    Eicmption    4). 
*      Commission,        79/07/30,        Bpp. 

7910320413  Forwards    guidelines    for    valve   opcrability    re    containment 
purging    tj  venting    during    normal    operation.  Requests 
commitment    to    implement    valve    qualification   program  uiithin 
3O  days, 
EIBENHUT,  D.  0.          Division    of   Operating   Reactors.       79/09/27.       3pp. 

7910S30091    Provides    NRC    requirements    for   resolving    matter    of    popuer 
operated    relief   valve    «.    saraty    valve    lift    Frequency    t. 
mechanical    reliability. 

REID.R.H.  Operating    Reactors    fJranch   4    (Pre    791030).       79/09/28 

12pp. 

7910100085    Supplements    79071"?    response    to  79070H  FDIA   request    bij 
identifying    three    insp    rspts    relative    to   request   re    Duke 
Power  Co    proposal    to    tramsship    spent    fuel    from  Oconee    plant 
to  KcOuire-    plant.  Documents    available    in  NRC   PDK. 
FELTON,  J.M.  Division    of    Rules    and   Records.       79/IO/01.        Ip. 

7910It,Ofl45   Discusaaa    79QB2b   earthquake   near   JQCHSBBB   Dam.  Evaluation    of 
effect    of    earthquake   will    continue, 
JACKSDH.R.  E.  Ode-sciences    Branch.       79/10/01.       2pp. 

—7910140460    Discusses    790326    earthquake   near   plants. Recommends    extontion 
of  Simpson    contract    for    preparation   of    final    rept    re 
potential     Impact    of    reservoir- induced    earthquake    activity 
near    plants.. 
SOBEL.P.  OeoBcionces   Dranch.       79/00/39.       7pp. 

79IO190409    RO:  on   770926-39- aus  i  1  £ary    electrical    poiuer    sys    degraded 
beyond    limiting    conditions    for    operation.  Caused    by    trip    of 
L»a    fcurb  lite    generator.  ProcedoroB    are    being    revised. 
PARKER.  W.  0.        Dude    Pouer   Co.        79/10/01.      3pp. 

7910090237   Forwards    "Jocassee    Development  Rept    on   790B25  Earthquake   & 
Its    Effect    on    Jocasaee    Btruc tures. "   Addl    info    requeated    on 
79091B  re    sels-mic    Instrumentation   will    be    provided    undsr 
separate    cover.  Ropt   available    in    Central    Files    only. 
PARKER,  H.  D.        Oule    Pauer    Co,       79/1O/03.       Ip. 

7910120171    Forufl I'd «    response    to    NRC    790907    1  tr   requesting    addl    inFo 
re    conceptual    safety-grade    reactor    trip    design. Discusses 
conformance   lu/SRP    b    IEEE-379-171    design  requirements. 
Over i i IB    drawings    encl. 
PARKER,  W.  O.        Buke    Pouer    Co.       79/10/03.       25pp. 

7910120133  Foruar-ds    add:    reipanies    to  NRC   790821    Itr   re    identification 
(•   reiolutlon    «F    loni-tffrfn    gumrrtt    itKffls   Pegarditig*  May    1979 
Commiiston    orders. 
PARKER,  W.  O.       Duke   POUIBT    Co.       79/1O/03.      32pp. 
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7910130293   Responds    to    NRC    790BOB    request    for    review   of    eleEtric 
distribution    ays    voltages.  Re.pt    mill    be    completed    bg    791035. 
Results   mill    be    forwarded. 
PARKER,  W.O.        Duke    Power    Co.        79/10/05.        lp. 


—  7910050*36   Forwards    addl     info   re   790523   request     to   hold    certain    parti 
of     IE    Insp    Repta    30-269/75-28,30-270/78-27   t.    30-SB7/79-3B 
proprietary. End    withheld     <ref    10CFR2.790). 
PARKER, U.O.       Duke    Power   Co.        79/06/12.        lp, 


7910170290   Ack    receipt    of    790302    1  tr    transmitting    Amends    69,69    ti   66    to 
Licenses    DPR-3B,  DPR-47    t,    DPR--S5.  respect  ively,  del  eting 
environ    monitoring    program   re    nonrad iolog ical    ETB.Util 
considers    request    in   7712O2    Itr    granted. 
PARKER, W.  0.        Duke    Payer    Co.        79/1O/11.        lp 

7910230371    Act;    receipt    of    790921     Itr.Ltr    did    not    provido    required 
reaponses.  Response    should    demonstrate    that    seal    ring    cannot 
become    destructive    missile.  Info    requested    within    30   dnys    of 
1  tr   receipt. 

REIDiR.W.  Operating    Reactors    Branch    4     (Pro    791030).        79/1O/11. 

2pp. 

7910360fl09    Discusses    survey    of    paging    ays.  Mods    required,  inc  1  udino    a-ddl 
speakers    in    selected    areas, reposi tinning    t<    relocation    of 
eiisting    speakers    t,  repair   of    existing    equipment.  Corrective 
actions   mill    be    completed    791227   or   neit    outage. 
PARKER.  W.  0.        Duke    Power    Co.        79/10/11.        lp. 


7910020203  Provides   addl    info    to    790824  rasponse    to    IE    Dul  letin   79-05C, 
"Nucloar    Incident   at    IMI    -    Buppl."    All    licensed    reactor 
operators    have   been    trained     an    now   guidelines, 
PAHH.ER,  H,  0.       Duke   Power    CD.        79/09/07.        lp. 

79-10030656    Informs    that    response    to    IE    Bulletin   79-14.     "Vital    Area 
Access    Control,"    will    be    Forwarded    no    later    than    79O921. 
PARKER.  W.u        Coke   Pouier   Co.        79/09/07         Ip. 

7910170005   Notifies    of    review    of    responses    to    IE    Bulletin    79-OSB, 
Requests   addl    Info    re   proposed    design   description  & 
implementation    schedule    for    aa  f  etij-grado    anticipatory 
reactor     trip. 

REID.R.  W.  Operating   Reactors   Branch   1    (Pre  791030).      79/09/07. 

13pp. 

7910100069   Forwards   FL   Power    Corp    response    to    IE    Bulletin    79-Q5C. 
HELTEMES,  C.J,  Standard  f  iflt  ion   Branch.        79/07/11.        lp. 


7910320202   Notification    of    791019  meeting   u/B&W   owners    nroup    in 
uothesda.MD    to   discuss    lead    plant    event    trees, safety 
sequence   diagrams    &  anticipated   analysis    re   abnormal 
transient    operational    guidelines    in  NUREQ-Q57B. 
CAPRA.fi.  A.        TMI-2   Bulletins    t<   Orders.        79/10/12,        10pp. 


— 7910100079   Responds    to    IE   Bulletin   79-OSC.  Ac ti ona    re    reactor    coolant 
pump    tt  two   control    room  operators    taken,  Foru-ards    "Analysis 
Summary    In  Support   of  Early    Reactor  Coolant  Trip"    k 
"Quidelines   for   Action." 
STEWART, W. P.        Florida   Potuer    Corp.        79/08/34.        104pp. 


7910230407   Cites    WO   Parker    790925    Itr    aa    response    to    790927    1  tr    of 
concern   re    containment    purging    during    normal    operation  fc 
valve    operability. 
PARKER,  U.  0.        Duko    Fouler    Co.        79/10/15.        Ip. 

7910230539   Discusses    79092B    Itr    re    pouier    operated    relief    valve,  safety 
valve    life    frequency    t<  mechanical    reliability.  InFo   provided 
to    B&W.NSSS    vendor, BEiW    preparing    rept   ui/info    from   all    D&U 
utils.to    be    provided    by    791115. 
PARKER.  W.  0.        Duke    Power    Co.        79/10/15,        Ip. 

7910230525   Forward*    revised    proposed    Tech    Spec    4.17   re    steam   generator 
tubing    surveillance, in    response     to    NRC    request. 
PARKER, W.Q.        Duko    Pouier    Co.        79/10/li.        lp. 


— 7910230530    Revised    proposed    Tech    Spec    4. 17    re    stea 
survei  1  lance. 
»      Duke    Power    Co.       79/10/16.       5pp, 


generator    tub  inn 


7910250590  Grants   request    for    eiemption    from   emergency    feeduiator    Flnui 
rate    6    stability     test    provided    all    motor-operated    pumps    are 
available    prior    to   3-unit    operation.  Buppl    1    to   evaluation   of 
790907    order    encl. 

REID.R.U.  Operating    Reactors    Branch    4     (Pre    791030).        79/1O/14, 

4pp. 

7910230193  Responds    to    Items   3A  !.  3B   of   NRC   790B31    Itr    re    long-term 
generic    Items    from  NRC   May    1979   orders.  Submits    info   ro 
none  and  en  &  ible    gases. 
PARKER,  W.  Q.        Dude    Pouiur    Co,        79/10/17.        7pp. 

7910230500  Forwards   response    to   NRC   790913    Itr   re    implementation    of 
NUREG-057B    short-term   recommendations. 
PARKER,  W.  0.       Duke   Pouier   Co.       79/10/18.       17pp. 

79102S03B7  Notifiea    that   mod    is    being    designed    to    isolate   nonesaential 
ays, including    purge    syi, on    low  RCS   pressure, safety    injection 
initiation   fc   high    reactor   hldg    pressure,  in    response    to 
790920   request. 
PARKER,  W.  Q.       Duke   Pouier   Co.       79/10/19.       lp. 

7910310167  Notification    of    791033  meeting    ui/BfrW,  D&W  ouiners    group   & 
ORNL    in   Uunchbuvg,  VA   to    discuss   BAW-1361,     "  lnten.ratei! 
Control    Sys    Reliability    Analysis. " 
CAPRAiR.A.       TM1-2  Bulletins    k  Orders.       79/10/19.       lp. 

7910310425  Requests   criteria    for    proposed    InEp    of    tube    leak    in    steam 
generator    IB    tube   73-130.  Also   requests  meeting  ui/util    (< 
consultants    to    discuss    erosion/corrosion   phenomenon  fc 
general    condition    of  Unit    1    steam   generator. 

REID,  R.  W.  Operating   Reactors    Branch   4    (Pro   791030).      79/10/53. 

3pp. 

Q.     Inspection   reports,     IE  Bulletins   fc   correspondence 


7910240077   Forwards    IE    Insp    Flepts    50-269/79-29.50-270/79-20   d 
50-207/79-23    nn    790320-23.  No   nnntomp  1  lane  e    noted. 

MURPHY, C.E.  Region   2,    Atlanta,    Reactor  Construction  &  ting  ineer  imi 

Support    Branch.        79/09/11.        2pp, 

— 7910210093    IE    Insp    Rapta    SO-2i9/ 79-22,  30-270/79-30   fc    90-207/79-B2    on 
790020-33.  No    noncomp  1  ianco    noted.  Major    areas    inspected: 
design   ofc    in    areas   of   concrete   eipansion  anchor   uiorl 
activities   &  records. 

AHO-  a,  P.  ,    HERDT.A.R.  Region  2,    Atlanta,    Reactor  Construction  & 

Engineering   Support   Branch.       79/09/10.       6pp. 

7910020202   Ack    receipt    of    IE     Insp    Repts    50-369/77-21,  30-370/79-19    t 
50-267/79-21    on    790907-09.  No    proprietary     Info. 
PARKER. H.O.        Duke   Power    Co.        79/09/13.        lp. 

— 791O02Q207   Forwards    IE    Insp    Repts    50-269/79-21 ,  50-27O/79-19   !. 
50-2B7/79-3I    on    790 8 07- Of.  N a    noncomp  1  iance    noted. 
MURPHViC.E.  Region  2.    Atlanta,    Reactor   Construction  d 

Engineering   Support   Branch,       79/09/11.       2pp. 

— 79100310211    IE    Insp    Repts    50-269/79-31,90-270/79-19   &    BO-2B7/79-21     on 
790BO7-09.  No   noncomp  1  lane  e   noted. Major    areas    inspected:  p  ips 
uields    in  Unit   3   stagnant    borated  mater    sgs   t-  Unit    J    steam 
generator    ID    tube    leak    repair   record, 

HERDT.A.R.  Region  2.    Atlanta,    Reactor   Construction  t< 

Engineering   Support   Branch.       ECuNOMOS,  N.  Reoion   2,    Atlanta, 

Office   of    the    Director.       79/O9/10.       5pp. 

7910020576  Forwards    IE  Circular   79-19,     "Loose  Locking    Devices   on 
Ingeraalt-Rand    Pump    Impellers."   No  action   required. 
O'REILLY.  J. P.  Region  3.    Atlanta,    Office   of    the   Director. 

79/O9/13.        lp. 

79O938D150  Forwards    IE  Notice   7*7-21,    "Transportation   &   Cnnwerc  lal 
Burial    of  Radioactive   Mat!, "  No   action  required. 
O'REILLY,  J. P.  Region   2.    Atlanta,    Office   of    the  Director. 

79/07/H.       lp. 

79-100506O9  Forwards   response    to    IE  Bulletin  79-21.     "Temp   Effects   on 
Level    Measurements,  "   Liquid    level   measuring    sya    for    steam 
generator,  prasEUriier  d  core    flood    tank   are   delta   pressure, 
open    column,  uninsulated   ref    leg    type. 
PARKER.  H.  0.      Duko  Power  Co.       79/09/14,       6pp. 

77101I024B  Forwards    IE   Info   Notica  79-22,     "Oualt f I ca  I  i  on  of  Control 
Sys.  "   No  action   required. 

O'REILLY,  J. P.  Renlon   2'     Atlanta,     Office    of    th,U   Director. 

79/09/M.       lp. 

7710150c.7a  Discusses    error   by   BdW   in   generic   rept    "Analysis  Summary    in 
Support   of  Early   Reactor  Coolant  Pump  Trip."   Boction    III   re 
impact    on  non-LOCA  events.  Licensor*    indorsed   applicability 
of   B&W  rept    in   responses    to    IE   Bulletin  79-05C. 
HELTEMES,  C.  J.      TMI-S  Bulletins   &  Orders.       79/09/14.       22pp. 


7910050410  Forwards   JP  O'Reilly   790426    Itr   6    IE   Insp   R«pts 
SO-269/7S-2B,  50-270/7B-27   fc    30-2B7/7B-2B.  Detai Is    of    insp 
rapts    to   bi    withheld    (ref    IOCFR2.  790J.  W/o   end. 
ODWER,Q.  C.       Office    of    Inspection   &  Enforcement.    Office   of    the 
Director.       79/OB/20.       2pp. 


70 


DOCKETED  ITEMS 


79103GOQB2   Forwards     IE    Info    Notice    79-23,     "Qualification    of   Control 
Sys,  "    Hsstinghouse    790830    Itr  6  Public    Svc   Electric    fc  Gas 
CD  790910    Itr    re   potential    unrevieuiBd    safety    question   Action 
required   within    20    rfaus.  Ufa    end. 
DENTOIf,H.R.        Office    of    Nuclear    Reactor    Regulation.        79/09/17.        48pp. 

7910020779   Ac*    receipt    af    HRC    790823   t,   0910    Itrs    transmitting     IE    3n*p 
fjapts    5.0-269/77-19.  5O-S7O/79-17   fc    5O-2B7/79-19.  No 
proprietary    inFa, 
PARKER,  H.  O.        Difto   Power    Co.        79/09/1B.        lp-, 

--7910020B03   Forwards    revised    copy    of   NRC    790B23    Itr    idhicfi     transmitted     IE 
Insp    Re-pts    30-369/79-21,  50-270/7'?- 19   t.    50-387/79-21,   Inap 
rapt  numbers  4    inap    date?    corrected. 

MURPHY,  C.E.  Region   2,     Atlanta,     Heactor   Construction    & 

EngIn*Brlng   Buppnrt  Branch.       79/07/10.       lp. 

—7910020509    Corrected    copy    of   79QB23    I  ti-   which    forwarded     IE    Inap    Rents 
50-269 /79-t 9.  BO-370/79-17   !,    SO-2B7/79-19    on    790733-26.  No 
noncaropl iance    noted.  Insp    rejit   numbers   anil    insp    dates 
revised. 

HUSPHVtC.  E.  Region   a,    Atlanta,    Reactor   Construction    6 

Engineering    Support    Branch.        79/O9/1Q.        2pp, 

— 791003QB1B    Forwards    IE    Jnsp    Rents    5O-249/79-21,  50-270V79-19    &   ' 
80-267/79-21    on    7 90S 07- 09.  No   tioncoroji  1  lance    noted. 
fWJlPHV.C.e.  Region   2.    Atlanta,    Reactor  Construction   t. 

Engineering    Support  Branch.       7-9/OH/B3.       3pp. 

—7910020333    IE    Inap    Kept    50-369/79-19,50-270/79-17    t,    50-267/79-19   on 
790723-26.  No   nonconpl lance  noted.  MBJOT    at-aas    i  napectetl : 
emergency    feeduater   mod  luuldlng    b  nondestructive 
examinations. 

ECOHDK03,  N.  .     HERDT.A.  R.  ,    KLEINSDJ1GE,  (J.  P,  ReoionS.     Atlanta, 

Office    of    the    Director.        79/08/20,        6pp. 

7910050390  AcR   receipt  of   790B3I    Itr    informing    NRC   of    stops    taken    to 
correct    violations    noted    In    IE    Insp    Itepts    50-269/7'?-!  B, 
50-270/79-16   &    50-287/79-18. 

)I'   ^'     Atlfltlta'     RBactor   Operations    Nuclear-    Buppnrt 


-7710050394   Responds   to  NHC  790BQ9   Itr    re   violations    noted    in    If    Insp 
Repts    8u-3o9/79-lB,50-S70/79-16   8.   BO-3B7/79-1B   Corrective 
actions:all    safety-related    sy  s    in   inaccessible   area* 
physically   verified   vs    piping    drawings 
PAflKER.W,  0.        Duke   Power    Co.        79/OB/3I.        2pp. 

-7910030599   Forwards    IE    ins?    Repts    50-269/79-16,50-270/79-16   t, 
50-287/79-13  on  790701-31    fc  notice   of   violation 
LEWI8.R.C.  Region   S,     Atlanta.     Raactor   Operations    Nucloar 

Support   Branch.        79/03/09.        2pp. 

-7910050306  Notice   of    violation    from   inap    on    79O701-31. 

*          Region   2,    Atlanta,    Office   of    the   Director.       79/OB/09.        ID. 


791010005?  Lists   addl    util    rBaponses    to    IE  Bulletin   79-06C 
HEtTEMEfi,  C.  J,        TM1-2   Bulletins   &   Orders.        7f/09/25.        2pp. 

7910040163    Forwards    IE    Info   Notice    79-93,     "Emergency    Diesel    Generator 
Lube    Oil    Coolora,   "    Ho    action    required. 

O'REILLY,  J.  P,  Region    2,     Atlanta,     Offico    of    the    Director 

79/09/S6,        2pp. 

79I0190-24B    Fot-uards     IE    Bulletin    79-21,     "Froien   Lines,"    Action 
requi rod. 

O'REILLV,  J.  f.  Region    S,     Atlanta,     Office    of    the    Director 

79/09/27.        Hpp. 

7910170213  Faruarda    IE    Info    Notice  79-25.    "Reactor   Trips   at    Turkeg 
Point    Units    3  &    4,  "   No   action   required. 

Q'REILLV.  J,  P.  Region   2,     Atlanta,     Office    of    the   Director 

79/10/01.       2prp. 

791017072S   Foruiords     IE     Info    Notice    79-24,     "Overpresourl  .ation    of 
Containment    of   PWR   Planb   After   Main   Steam  Una    uraat.  „   No 
ae  tlon    requl r ad, 

O'REILLY,  J.  P.  Region    2.     Atlanta,     Office    of    the    Director 

79/1O/OI.        3}f-. 

7910120177   Acfc    receipt    of    NRC    790917    Ibr.BubmitB    evaluation    of 
potentially    adveruo   Environ    Effects    on    nnnsaf etij-grade 
control    ou.3'  in    re-apanse    to    IE    Info   Notice  79-32 
n^RKEH,  W.  0.        Bufcc    Pouier    Co.        79/1O/05.        21pp. 

7V1025B139    Ack    receipt     of    IE    Insp    Repts     50-269/79-21,50-370/79-19   t, 
30-307/79-31,  No    proprietary    info. 
PAfiKER.W.  O,        Dufcd    Power    Co.        79/10/O9.         lp. 

7910350239   Ack    receipt    of     IE     Insp    Repts    50-369/79-23,  30-27O/79-2O   & 
50-207/79-22.  No    proprietary    info. 
PARKER,  W.  0.       Duke   Pomer   Co,       79/10/09.        lp. 

7910210274  Ack    receipt    op    79O926    Itr    informing    NRC    of    steps    taken    to 
correct   violation   noted    in    IE    Insp    Repts    50-369/79-20, 
30-270/79-13   fe    50-2B7/79-20. 

SUTHERLAND,  J.  T.  Region    3,     Atlanta-     Fuel    Facility    &   Materials 

Safetij    Branch.       79/1O/I1.        lp. 

— 79I02402H7    Rc-sporitfg    to    NRC    79091O    Itr    re   violation    noted     in     IE    Insp 
Kept*    50-26.9/79-20,50-270/79-18    t,    50-3B7/79-3Q.  Corrective 
actions:  directive    issued    on  790917   assigning    direct   control 
of    keys    to    high    radiation    area   to    health    physicist 
PARKER,  W.  0,        Dula    Pouior    Co,        79/09/36.        2pp. 

—7910240296    Forwards    IE     Insp    Repts    50-269/79-20.50-270/79-18    & 
50-2B7/79-20    on    790BOc.~lQ   &   notice    of    violation 
SUTHERLAND,  J.  T.  Region    2.    Atlanta,     Office    of    the   Director 

79/09/10,        2pp, 


w  t,   r10~2Q7/79-iH    Dl, 

NoniompliancB   noted:  Pal  lure   of  nun-kino    file 
drawing's    to   accurately    reflect   bldg    condltionti 


Forl"f'-ll?ifJRC    "«M    Itr   "   .ultipu   «qUip..nt     Fai  !ore9 
lance   testing   «Tr&rs,  uftich    yae    IncorrBttlu 

'      «»"  /ormai-ds    IE    In.p    Hepts    30-295/79-13   t, 

.  fiction  required. 
EISENHUT.D.  0.         Division    of  Operating   Reactors.       79/09/2S.       49pp 


o5n°r?\t0    IEBulleti"    79-19  rc    1OB    Uvf 

&   packaging.  Bglletin  renuiremants   uill  be    Forma  llu 

documented    in  Station  Directive  3.  8  21  by    791101 

PARKER,  H.  0,       Duke  fouler  Co.       79/09/34.  fipp. 


IE  Insp 


-79102-10301    Notice    of   violation    from    Insp    on   790B06-10. 

*  Region   H.    fltlan*a.     Office   of    the    Director.       79/09/10. 


lp. 


'P. 


-  IE     Inap    R&pts    30-269/79-20,  50-370/79-18   t,    50-987/79-20    on 

790H06-IO.  Moncomplianco    noted:  fai  1  irre    to    maintain    positive 
control    over    individual    entries    to    high   radiation    areas 
HQSEY.C.Ii,     rtLLEN.J.R.,     QIQBQN.A.E.  Region   2,     Atlanta,     Office    nf 

the    Diruttor.        79/09X10.       7pp. 

S^Reportable    occurrent  BS,    UERs  tt  rolated    correspondence 

7910010367    Forwards    LER    79-O21/01T-1. 

PARKER,  W.  D,        Du*e    Poyor   Co.       79/09/31.       3pp, 

— 791QCH0375  LEU    79-021/Q1T-1 :  on  7907O4,lBali    in    loui  power    injection 
toaler    rolfiassd    appro):    456   uCl    of    torroslon    ft   fission 
products    into   Lake   Ko>ouee.  Caused    by    cooler 
overprc-asuriiatic-n    duo    tn.    leatagi?    past   cooler    inlet   valvas 
LEMIB.B.d.        Dute    Pourer    Co.        79/09/24.         lp. 

7910170706  PNO-III/79-003:on    790933  fc   25, radioactive    liquid   uasto 
diecharges    uiere   mads    abnve    mas    permiss  i  b  la    concentration. 
Caused    b<j    inaife-quata    dilution  uater    flou,  because   Keouee 
hydro    units,   uere    out    of    eve. 

Tf!OUP,0.  L.  ,     OVER,  J,  A,  Rogion  2,    Atlanta,    Office    of    the   Director 

79/OW27.        lp. 


«  ••- 


i 

PARKER,  H.  0, 


3,ip, 


791005034Q  RD;  on    790l?3c.,  Leo    turbine   generator   6C    tripped    three    timos 
for   no    apparent    reanon.  Rovleui  of    incidents    undermay.  During 
out-of-ovc    period,  nffsite    ac    pouiBr   was    available 
PAflHER,W.O.        Duke   Power    Co.        79/10/OI.         2pp. 

7910100E&9  Foruards   LER    7*>-02"?/Q3L-0. 

PAHKER.W.  Q.       Dula   Power    Co.        79/10/O2.        3pp, 
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—7910100219   LER    79-029/03L-0:  on    790703!  reactor    vessel    head    flange     leafct 
si ightly. Caused    by    improper    Installation   of    incorrect 
d-rings. Ins tal lation    procedures    revised    to    assure    that 
correct   0-rings    are    used    tt   properly    installed. 
LEWIB.S.R.        Duke    Power    Ca.        79/10/02.        Ip. 


7910010192    Summary    of    790424    meeting    u/B&W    roactor    operators    !<    Q&W    in 
Hethesda.MD   re    response    to    plant    trans  1  entB.  Liat    at 
attendees,  agenda    of    &   aierpts    from  BfrW    presentation    encl. 
FAIRVILE.M.  B.  Operating    Reactors   Brancft    4    (Pre   791030).      79/09/10. 


791011036S   Fowards    LER    79-02B/03L-0. 

PARKER.  W.  0.        Duke    Fewer    Co.        79/10/05. 


3pp. 


--79101103B1  LER  79-023/03L-0:  on  790823, unit  shut  doun  for  repairs  to 
boron  dilution  !i  instrument  root  valves  which  were  leaking. 
Caused  by  bonnet  seal  ring  degradation  due  to  boric  acid 
eiposure. Instrument  root  valve  repacked. 
LEWIS,  6  R.   Duke  Power  Co.   79/1O/05.   Ip. 


7910180439  Faruiards  LER  79-031/03L-O. 

PARKER,  W.  O.   Duke  Power  Co.   79/10/13.   3pp. 


— 79101B0433  LER  79-O31/03U-0: on  79O925,  mhi  1  e  high  pressure  sv 
pump  8  mas  removed  from  svc. redundant  pump  A  found 
inoperab le.  Caused  by  erosion  resulting  from  constant  flow 
through  cooler  tubes. Leak  soldered. 
LEWIS,  S.  R.   Duke  Poujer  Co.   79/10/15.    Ip. 


7910230491  Forwards  LEFi  79-O30/O3L-O. 

PARKER,  W.  0.   Duke  Pouer  Co.   79/10/19.   3pp. 


—7910230497  LEf!  79-030/O3L-O:  on  790921, high  humidity  in  east  penetration 
room  rendered  ventilation  sys  inoperable, Caused  by  steam 
leakage  from  steam  generator  normal  header  check  valves. 
Valves  repaired  &  verified  by  filter  test. 
LEWIS,  E.  R.   Du*e  Fouler  Co.   79/10/19.    Ip. 


7910210465  Forwards  LER  79-Q3S/03L-0. 
PARKER,  W.  D.   Duke  Poiuer  Co.   79/10/19. 


3pp. 


— 79103404A9   LER    79-032/03L-0;  on    790930. reac tor    bldg    hydrogen    purge    unit 
bias   out    of    svc    for    5-h    eiceedlng   Tech    Spec    1  imi  ts.  Caost'd    by 
overloading    of    charcoal    filter   ul/frcon.  Procedures   revised    to 
preclude    injecting    eicossive    freon    during    testing. 
LEWI5.S.R.       Duke    Pouer   Co.       79/10/19,       Ip. 


DOCKET    30-270   OCONEE    NUCLEAR    STATION,     UNIT   2 

F.    Security,    medical,    emergency   &   fire   protection   plans 

7910050095  Ack    receipt   of    util    790817    Itr    transmitting    nuclear    sucurity 
training    If    qualification    plans. Class    1    it    111    faas    & 
application    for    approval    required. 
MILLER.  W.  0,  License   Fee    Management    Branch.       79/09/34.       Ip. 

P.     Operating    license    stage   documents   &  correspondence 

7910090341    Foruards   FR  notice    of   amend    to    10CFR73.  55  re   requiremen  ta 
for    physical    protection    of    nuclear    power    plants.  Amend    defern 
imp  lamentation    of   physical    search   requirements    from  790B01 
to  791101. 
DENTON.H.  R.       Office   of   Nuclear   Reactor   Regulation,       79/09/10.       19pp. 

7910090936   Summary    of    790B09   meeting    u/B&W   owners    group    S<   DMJ    in 
Hnthesda, MD   re    long-term  generic    requirements   applicable    to 
HfcW  operating    plants, 
CAPRA.R.A.       TMI-2  Bulletins    &  Orders.       79/QH/24.       41pp. 

7910010269  Summary    of   790S24   meeting   u/subcoironi  ttee .  of   Qt-H  oiuners    group 
in  flethesda.MD   re   alternate    proposal    to   requirements   of    IE 
Bulletin   79-13    for   B&W   operating    plants. 

GARNER. D.J.  Operating    Reactors    Branch    4    <Pre    791030).        79/OS/31. 

14pp. 

7910040423  Responds    to  Special    Inquiry   Oroup    790724   request   for    info   on 
operational    history. Significant    events   reported    in   LERs. 
Throe    evants    transferred    to   Div   nf   Operating   Reactors: 
atypical    Weld   wire, turbine   bldg    flooding   b   tube    failures. 
ElBENHUT,  p.  Q.  Division    of    Operating    Reactors,    ,    79/09/04.       3pp. 

— 7910040424   Requests    info   re    significant    technical    issues   of  CP   &   OL 
stages,  extent    to   which    Issues   were   addressed    in   review  & 
summary    of    significant   aspects    of    operational    history. 
Response    requested    by   790B21. 
DEVDUNS.R.  C.       NRC   Throe   Mile    Island    Task    Force.       79/07/24.       3pp. 

7910230123  Requests   addl    info   re    upgrade    of   anticipatory   reactor    trip. 
REID.R.H.  Operating    Reactors    Branch    4    (Pre    79103O).       79/09/07. 

13pp. 


79100904-13   Notification   of    790913  meeting    u/B!<W  oiuners    group    in 
Bethead-a,  MD    to    discuss    analysis   of    des  i  gn.  off-normal 
transients   &    other   genaric    requirements. 
CAPRfliR.A.        TMI-2   Bulletins    t,   Orders.         79/OY/li.        3pp. 

7710B3013&  Summary    of    790H23  meeting   W/B&W   operating    plant    licensees    re 
post-TMl     feeduiater    transients.  Agenda,  list    of   attendees,  list 
of    transients    ti   outline    of    NRC  rept    on    loss   of   pressuriier 
level    indication    encl. 
CfiPRA.R.A.        TMI-2   Bulletins    t   Orders.         79/C9/13.        99pp. 

771035O215    Informs    that    effective   date    for    implementation    of  Ef'A  aid 
for    LWR    U    fuel     cycle     is    791201,  Roques  ts    complianca   u/ 
radiological     effluert   Tech    Spec    implementing   LUH    provisions. 
Method    for    implementation   rattuBEtod    by    791  101. 

QAMM1LL.H.  P,          Assistant    Director    for    Operating    Reactor   Projects    (Prc 
791030).        79/09/17.         Ip. 

7910120033    Requests    that    calibr    of    station    seismic     instruments    be 
cbackediln    order    to    estimate    g-loading    received     durinu 
79002S    earthquake.  Foruarda    STB  repTeoetiting    latest    guidance, 
to    be    incorporated    Into    license  amend. 

REID,n.W.  Operating    Reactors   Dranch    4     (Pro   791030),        79/O9/1S. 

4pp. 

79100-30751    Summary    of    790B21?  meeting   w/util    in  Dethasda.MD   re  NRC 
position    on    containment    purge   valves. 
FAIRT1LE,  M.  D.  Operating    Reactors    Branch    1    (Pre    771030).       79/09/19. 


791C040i4a  Forwards   request    for   addl    info   re    containment   purge    valve 

REID.R.W,  Operating    Reactors   Branch    4     <Pre   7?103O>.        79/07/20. 

3pp. 

7910CMQ02E3   Summary    of    790913   meeting    u/B&H    owners    group    to    discuss 
analysis    of    flealgn    B.   off-normal    transients   fc  accldento  It 
other    B&W   generic    r  c-qul  rements.  List    oP    attendees,  agenda    & 
prea  entail  one    one  1. 
CAPRA.fl.A.        TMI-2   Bulletins    t   Orders.        79/09/21.        45pp. 

771O190353  Supplements    790B01    1  tr  re  maaaured    levels    of    Sr-90   activity 
in    fiah    sample-.  Submits    analytical    results    of  Sr-90  activity 
in    thre<e    addl    fish    samples    collected    Further   upstream.  No 
effect     an    public    health    &    safety. 
PARKER.  W.  fl,        Duka    Power    Co.        79/09/21.        2pp. 

771O250419   Summary    of    790713  meeting   ui/Q&W    oiunorfl    group    in    Bcthnstla,  MD 
re    analysis    of    desi  gn,  of  f-normal    transients,  accidents    d   ll&W 
g  enor  i  c    requirements. 
»      CommiEsion.       79/09/21.       45pp, 

7910010331    Responds    to   NRC    790922    Ur    requesting    andl     info    ra 
conta  i  nmont    purging    during    operation,  Uti  1    intends    to    limit 
purging    during    power    operation  !<   baa    initiated    Evaluation    of 
containment    purge   sya    to   be    completed    by    mid-Nov. 
PARKER,  W.  O.        Duke   Pomer    Co.        71/09/29.         lj" 

7910010016  Responds   to   FOIA  request    for    documents   re    transport   routes 
for    irradiated    reactor    fuel.  Forward  a  1    requested    info.  Info 
partially    withheld    Cref    FOIA  Ei  eruption   4). 
FE1-TOM,J.M.  Division    of    Rules    and    Records.        79/09/H4.        4pp. 

—  7910010027  Forwards    "Bpant    Fuel   Rnute    Survey"    cotltalning    info   rn    locol 

lau    enforcement   roapunac    capabi  1  i  tl  eo,  saf  e  havens,  fond   I* 

Fuel    stops   i   pertinent   route    Info.  Info    withhold    (ref   FOIA 

En  empt  1  on   4  )  . 

MCCQRKLE.  0.  W.  Physical   Security    Licensing    Branch.       79/08/15. 

Ip. 

—  7910010035    "Spent   Fuel    Route   Survey.  "    Rept   contents    withheld    (ref 

FOIA  Exemption   4>, 

*       Commission.       79/07/3Q,        8pp. 

7910220413    Foruards   guidelines    for   valve    operability   re    containment 
purging    tr  venting   during   normal    op»rat  i  nn.  FleijuBsts 
commibnient    to    implem*nt    valve   qualification   program   within 
30   days. 
EIBEMHUT.D.  fl.  Division    of   Oparating    Raactora.        79/09/27.        3pp. 

79'102aOO91    Provides  MRC    rBiLuiraments    for    raaolving   matter    of   pomer 
operated    relief  valve   &   safety   valve,    lift    frequency    & 
mechanical    TB  1  iah  i  1  i  ty  . 

REID,R.W,  Operating    Reactors   Dranch    4    fPra   79103Q).       79/09/as 

tap  p. 
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79101.40445   Discusses    790336    (?Jrih<[uale   nsar    Joiassee   Dara. Evaluati  on   of 
effect  of    earthquake  will    continue. 
JrtCKSOfJ.fi.  E.  Seojeienies    8r*neh.       79/3O/DI.       2pp. 

— 791O1604&Q   Discusses    790S26    Bflrthijuafce    tisar    plants   R<  commends    eitention 
of  Simpson    contract    for   preparation  of    final   rejit  re 
potential    impact   of    rsssrvojr-induced    sarttujuake   activity 
near  plants. 
BOBEL.P.  OHQSCJences    Branch.       79/09/39.       7pc 

791O190409    HO:  QTI    79O92fc~29.  aui  i  1  lary    electrical    pouer    sos    degraded 
beyond    limiting    conditions    for  operation.  Caused   bg   trip    of 
Lea    turbine    generator.  Proc  adores   are   being    revised 
PARKER. H.  Q.        Duke   Power    Co.        79/10/01.        app. 

7710090337   Forwards    "JceasaE*    Development    Rept    on   790BSS   Eavt  foliate    6 
Its    Effect    on    Jocasaee    Structures.  "   Addl     info   requested    on 
7<9tt9ia  re    selsfn.lt    instrumentation  uill    he    provided    und*r 
separate    cover. Rapt    availab-le    in   Central    Files   onl^ 
PAHKER.M.Q,        Duko   Pouer    Co.       79/10/03.        lp. 

7710120171    Foruardi   reaponte    to   [IRC   79O907    Itr    renussting    arfrfl     info 
re    conceptual    saf  ety-s^ailB    reactor   trip    design.  Disc  msea 
c  on  for  roan  ce    u/SRP   k    1EEE-279-171    desiqo    requiremeiits. 
Oversiie    draujings  and. 
PWHEH.W.  Q.        Dulg   Power    Co.       79/10/05.        35pp. 


'•-'• 


noncondenslble    gases.  ,-,  ,„...,       -»„„ 

PARKER,  W.O.       Dufce  Pouor    Co.       7SV10/J7.      7pp. 


7910330500  Forw.i-rt  respond    to  NBC    790913   Itr   re    implementation    „* 
iiijnPG-o37a  -short-term   recoimn»n<)ationE. 
PftRKER.W.O.        OuKB   Pcwr    CD,        79/10/18.        J7pp, 

79102S0337  Hotifies    that    MI*    i-    HiBB   designed    to    isoloto   non«.Dnfci.i 
gs,(ncH,"in3    P<<r«*   ^t.  w   lw  "CB  pressure,  safety    injection 
!nftl!ltl»    ft 'h'gl.   rwit.r  bl.O    prB,BI>r«,in   r»pon»    to 
790-J20  r.Jii..^^  po(jfffi   cjj        79ylo/19.       lp. 


7?f03(CI47  NotiFi=atiffn  of  791033   meeting  u/D(,W.  DfcH    Dunaro    griiup    t 
ffiWL    in  Ltfnc)rfc«rf,VA   to   riiMti»i    WW-l«.*.    "Inte0r«tod 
Control    S^s    Rflliabllitv   Anfll«nia    "  ,„,.„,.„         ,„ 

CAPRA.R.A.       THl-B  Bulletins   I.    Dfdera.      79/10/19.        lp. 

7VI031C42S  Rtfawsts   critorls    for-   propoatd    Imp    of    tube    loak    in    Htaa 
o»o*Mter    ID    tubs    73-13D.AUO    redUBaU   meOtini,    u/util    E, 
conic/JUnta    to   discuss    erDiion/icorroBion  pliBnametmn    (< 
attmral    condition  »f   Unit    1    steeia  oonerator, 

fiEIP^.H  Dperatlna   Rector.    Branch   4    (Pro   791030).       79/10/W. 

3pp. 


79I012G1S3   FoTUards    addt    responsea    to   NSC  7?OB3J    )tf    re    identification 

tt   resoiution    of    long-term   generic    items  regarding    May    1979 
Commii  si  an    order;. 

PflRKER.  W.  O.        Duie   Power    Co.       79/IO/O5,  33pp. 

7flO13O3f3  Raxpond-i    M   fJRC   770SO9  requ^jt    for  review   of  eltilrit 
distriftotion    s^s   vo  1  tages.  Refit  will    6e    completed   bv    ?9t095- 
Reiultt    uill     iie-    Forvat-drd  . 

.  Q.        Ouj,ff   Power   Co.       7P/1O/D5         lp, 


7910J7&29O   Act    receipt    of    790302   Itr    tran  *ai  ttlnp   Awsnds    69,69   b   66    to 
Lireniss    BPft-39,  DPH-47    !<   PPH-55/  respsc  t  i  veli;,  (JpJptinfl 
FflVirprj   incnltorjng    pT&gram   r*   nonradiDlDgical   ET3,  Util 
eonsiders    rB^uest    Jn    771SD3   Itr   jrantsd. 
PABHER-U.D.        BuJie   Pouer    Co.       79/10/11          lp. 

7910230371   flck    recpipt    of    7909S1    Itr.  Ltr    did  not  provide  required 
reap  onse*.  Response    should   demonstrate    that  seal    ring   cannot 
become    dotMictive    missi  IB.  Info   rerjuestea    within    30    days    of 
Itr   racoijit. 

RE1D.R.W.  Operating    Reactors    Branch    4    (Pro   791030).       79/10/11. 

2pp. 


0.     inspection    ropnrts,     IE  Dullotins  t-   corroiponduiico 

7910DS0410  ForuarUs    JP   0'Rolll"    790^26   Itr   t.    IE    limp    nuptu 
50-269/76-23.50-270/76-27  E,   50-S07/7Q-SO.  Detai  I  u    of    Hup 
rents    to    no   uithheld    Iref    lOGFRB,  790) ,  H/o   oncl. 
GDWEH.O.C.       Of  Men   of    Inspection  d  En  f  or  r.  omen  I,     (Jfflcii    of    thu 
DlrectDr.       79/QB/20.       Epp, 

•—7910050126  Foruinrds    oildl    info    re  79052:1   rnn,uoiit    to    hold    curtain    part! 
of   IE    Imp  R»pts    90-H69/7B--2B,  50-270/70-27    t.   !10-a07/7ll-at) 
pronrlotary.Enel    withheld    IroC-    IOCI:H2.  790) , 
a.      Du»»   Ptiuer   Co.       79/Ot/HJ        lp. 


7910030203   ProvidqB    add  1    Infu    to   790D34  ronpunou    to    IE.   [lullotin   V9-QBI;. 
"Nucloar    Incident   at   THt    -   Suppl,"   All    lluonood    ruacttn- 
operator!   IIOVB   boBn    tmtind    an    now  gutdal  Minn. 
.  0.      nuko   Pouier    Co.       7V/09/07,       lp. 


7710030436   Informs    toat   mnion**    IP    IE  Dull*llti    /''-Id,     "Vitnl 
Accei.5   Control."   will    b*    f  oriuni-doil   no    lutar    thun   7V()V:.H. 
.D,      Duke    Pouer   Co.        79/09/07-       lp. 


Discusses    survey   of   paging    sijs   Mafli  required,  including    add  I 
spealefs    in    selettedl    areas,  reposit  loning   d  rolocation   of 
eiitting    speakers    !<   repair   of   eilsting    equipment.  Corrective 
actions   uill    oe    completed  791E37   or    neit   outage. 
PARKER.  H.D.        Duka    Pouer-   Co.       79/10/U.        lp. 

7910330E02  Notification   of  791019  meatitis  u/BWJ  aunera   groufl    in 
Bethesila.  MD    to    distuis    lead    plant    event    trees,  safeti) 
itquence    diagrams   &   anticipated   analg&ls  re  abnormal 
transient    operational    guidelines    in   MUREQ-057B. 
CAPRfc.R.ft.       TM1-2   Bulletins  t.  QrderB.       79/10/12.       10pp. 

791Q330flB7  Cit««   WO  Parker  790933    Itr   as    response    to  790937    1  tr   nF 
concern  re    containment  purging   during    normal   operation  tt 
valve   operabil  tty. 
PARKER.  M.Q.       Dufce   Power  Co.      79/10/15.       lp. 

7910230539  DISCUSSES.   790930   Itr  re    power-   operated   relief  valve,  safetu 
valve    life    frequency   &  mechanical    reliability.  Info  provided 
to   fl&WiNSSS  vendor.  B&W  preparing    rept   u/tnfo  from  all  BdVI 
otils,  to    be  provideil    ig  791115. 
PAftKER.W,  0.      Outft   Power  Co.      79/10/15.       lp. 


791017000S  Wolifiut    of    review    of    rnopotneti    Hi    It    llullolln   7'J-Orni, 
flniiueats    add)    Info   ro   proposed    ilosinn   dDicriptinn    >i 
ImpUmnntation    uchodulir    for    tat  oty-orndo   flntlc  ipn  toi-y 
roactoT    trip. 

HEID.R.W.  Qporotlng   Ronctom  Drnnrli    fl    Wrv    7'MOriO),       7r>/()V/( 

13pp, 

791010-006'?  Forward*   Fl_  Pauti*   turp    Mitpnnto    In    Hi   llullutiii   79-03C, 
H6LTEHES.C.  J.  Btflndard*  utlon  tirnnch,       7'»/0'//  1  I.        I  p. 


7910310077  Forwordi    IE   ln»P   Hopti 

50-a07/7J'-a2  on   7r/OL)yo~E:i,  Nn    noncnmpl  inncu    no  toil. 

HUDPHYiC.E.  n«nion   2.    Mlontrti    Hurtc.  t(ir   (iunitriit  I  i  un   t<   En(|  inuorini) 

Support   Branch.      7W07/IL      app. 

—79  102  100*2    IE    In«p   Riiptt    iW-aW/VV-aS.  30"W7or/')-aO   I.    aO-:!07/79-Ba  on 
790020-33.  No   none  om|i  1  laneo    noted.  Htijor    nretm    Inapvr.lad: 
detlgn   ofc    In  flr»«!    of    concrvtu   uipunuinn   anchor   uorfc 
IE  t  Ivitios  h  rtcpi-ifn 

ANQ,  W,  P.  ,    HERDT,  rt.li  liogionS,    AtUnto.    lluactor   Ccinutrncfclon  t 

Englneerinp.   Support    Uranth.       79/07/10.       6nii, 


7910230335  Forwards    revised   proposed   T*ch  Spec   4,  17  re   steam  g»nerfltoi- 
tubing    surveillance-,  in  response1    to  HHC  request. 
PARKER,  H,  O,      Oiid*    Pouier  Co.      Tt/lQJlb.       lp. 


79I003030B  ntk   rec&tpt   of    IE    Imp   llonu   &0-B69/7I>-ai,  90--a7(V7'?-lV 
30-207/79-21   on    790n07-OT.  Mo    proprlelerg    Info. 
PftRHER.W.I),      Duke   F'QUinr   Co.       7W07/i:t        lp. 


--79JO230S3O  Revised  proposed  Tech  Spec   4.  17  re   steam  generator    lulling 
«urv*£  Jlanee. 
*      Puke  Power  Co.       77/10/li.       5pp. 

7?10S5O3?£>  Or«nt»    request  for  aiemptlon   from  emerganug    faeduater    flow 
rate   t   stability    tent  pravideiJ    all    diotor-opeTotetf  pump  a   are 
available  prior    to  3-unft  operation.  Suppl    i    to   evaluation  of 
7903O7  order   Micl. 
HEIO/fl.  W.  Dfri-atins  Reactors  Branch  4   (Pro    7910301.      79/lO/'16. 


-7910030307  Foi-wnrJi    IE    Imp    [l«pti    SO-'J'.V/7V~Wl.  30-U70/79-1V   tt 
BO-atJ7/7I?-2l    on    790Q07-01?.  No   noiicomp  I  Uiiee   notml. 
nUftPHV.C.E.  Rsgioh   a.     Atlnnta,    lUactor    Conn  true  (Ion    b 

Engtnaerlng  Support  UrNnclr      V//09/U.      Upn, 


-79iooaosn  IE  imp  Repti  s 

790B07-09.  N-o   noncompl  lane  »  notgi),  H«JOP   »r»j«    tnipoc  turti  p  Ipu 
ueldv    In  Unit   3    Rtagnanl    borattd   uainr    lyi   tc  Unit    1    it-warn 
generator    ID    tuba    UnV    repair   record. 

HERDT./i.  R  Ftiglnn  2,    iMUntfl!    noaetar  Conolruc  Lion  t 

Enfliniitrini   Bupport  Di-»nch,      KCONOMOSrH  Reoion  U.    AtlanUi 

Offltt   of    the   Dli-fctO!-.       7';/0°/10,       Bpp, 
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7910030576  Forwards  IE  Circular  79-19, 

O'REILLY.J.p     °RooiDnHpIOAf  i"  t"  °] 
79/09/13.   lp,  Atlanta,  ( 


Lolkin" 


open  column,  uninsulated  ref  Inn"?,,.,,,    ***  d"lta  pressure, 
PARKER,  H.  a.   Duk.  POW.r  S:'   79/O^U.   6pp. 

79101 10H4S  Forwards  IE  Info  Notice  79-33   "„„„,<„,   ., 

Sys."  No  action  required  Qualification  of  Control 

D'REILLY.J.P.  Region    3.     Allan*-;,      n**, 

79/09/14.        lp.  "tianta,     Office    of    the    Director. 

79101B067B  Discusses    error    bu    Dt,H    in    nnn      j 

Support    of   Earlg   factor    C^oLnt   ?uS   ""p,  "g'^r ' ,?} 5    ^^    "> 
Impact    an   non-LOCA   events    License  ri  Bection    III    re 

at .  5*;W_rept    in   responses    to    IE  Bullet"      79-nqrPPl iCa6 * li ty 
J.       TMI-H  Dulletins   I,   OrrfBr^.       79/09/14.      23pp. 


tr    "p«m«    SvcSli'JMcTo1"   Cqnt'01 
Office   of   Nuclear^Roactor   Regulation.       79/09/17,       4gf 
7910020799  Ack    receipt    of   NRC   790B33  I,   0910   1  trt    fra 
PARKER,  W.  0.       Duke   Poiuor    CD,       79/09/1S.       lp 


—  791002080S  CorractBd    copu    of    79nnsT    i  t^      u    L    - 

HHF<>9~^^ 


?•    n""t'"1  OP"""on(   N.cUar    B,lpprlrt 


PARKER,  M, 


wer   Co.       79/08/31.       Bpp. 


-"100S0306  Notice    of   vioUtion    from    fn.P    on   79070,-Sl 
Refllon  S,    Atlanta,    Office    Of    the    DlpBctor,       79 


79/08/09. 


Support   Dr.nch, 


EiaENHUT.D.O.         DlvUlon    of   Operating   fi.aaor,.       79/09/H1.       49pp, 


PARKER,  W.  0. 


LEWtS.B.C.      Flo; 
Branch.   79/O9/2S." 


7910020S6S 


r"";^  ^  IE  Duiutin  79-°ic- 

ins  (,  Orders.   79/09/3S.   2pp 


7910040143  Foruardi    IE    Info  Notice 
"" 


"u'"»- 


J'  2pp. 


*--""  Un...  -   Action 
'»   «"    th.   Directpr. 

"Reactor  Tripa  at 

c.    of    th,    &1r0«:tDr. 


79101707H5   Formartls    IE    Info   Notico    79-34       "n 

"•"**»"  -"  ";^;;rKr:"MM 

"'""'"  2<    Atlanta<    Dffi"   of   »"•   Director. 

,        ,, 

"    " 


7910120177  Ac*  receipt  nf  NRC  790917  1  f  r  d,.hmi 

vrTi-F'™""  ^  '  "  S 

,W.O,       Duke  Pouer  CD.       79/10/05.       31pp. 


,W,0,   Ditki  Pouor  Co   79/10/09.   Ip. 


PARKER,  W.  0,   Duka  Pouer  Co.   79/10/09.   Ip 


Duke  Pawar  Co. 


2pp 


^ 


he   Direct  7909/10.      7p 
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3.     R.,0pt*bl.    occurrences,  ^ER^r.lated^orr.^onden^ 

791017070S   PNO-I 11/79-003:  on    790923    it   25,  ra dioac  tive    1  Uuid    Wa 
discharges    mere    made    above    mai     p  ertniss  i  b  le    eoncen*™^jj; 

TFOW-S""!1    SvER."UA.0f    *R.Bi«i-    2,     Atlanta.     Office    of    th.    Dl 
79/09/27.        lp. 


uut-cf-svc    period,  offslte    ac    power    iua! 
PARKER.W.  0-        Duke    Power    Co.        79/10/01. 


sr:: 


79101S0636   Requests   addl     Info    rs    proposed   Tech   Spec    changes   P.l-t.d    to 
Cu    le    7    fuel     reload,  including     submitta!    of    complete 
NEuE-MOll-F.Aop    A.     -B«ppl«mont.l    Reload    Ucon.mg 

Bu&mittal.  "  n^  =  nrh    T    (Pre    791030).        79/09/27. 

IPPdLITO,  T.  A.  Operating     Reactors    Branch    3    Ifre    /"""J 

2pp. 
7910230113   Foru-rd.    guideline     f«r    «lv.    op.r-bilitg    re    containment 

- 


7910170210   Forurard)    LER    79-OO5/O3L-0. 

pS;S,0.        DUke    Pc.er    Co.        79/10/iO.        3pp. 

-7910170247   LER    79-005/03L-0    on    790934,  rod    "«*«"«"•    ^ ' 

J'*  ..L-H     ^/.rtl-ainnunk      l^OlaClQli     V3 1 VU 


E?6ENHuT,D.O.  Division    or    Operating    Reactor*.        79/O9/27.        3PP. 


79101flM39   For«Pd*    LER    ":031/ML-0; 

PAfiKEn.W.  O.        Duke    Poiuer    Co.        79/1O/15.        3pp. 

-7910130433    LER   79-C-31  /03L-0:  or    7<?O'a^hi^    "i'S,.^;**1""    ^ 

through    cooler    tubes-Leak    soldered. 
UEHia.S.  H.        Dufce    Pouier    CD.        79/1O/15.        lp. 

7910340465    Foruard*    LEH    7^-033/OaL-O. 

PARKER. U.D.        Duke    Power    Co         79/10/19-        3pp. 


-7910260387    Request,    inf.    re    w.t.    dl.p««l    »"    u..    in    l.u.   revieu, 

,        Massachusetts     rnstitut*    Qf    T.chnolofly.        79/03/O6.         lp. 


provide    Info   within   IS-day    tirafl    frame.  70/10/03        lo 

MDDDV.D.E.        Vermont    Yankee    Nuclear    Pouer    Corp.        79/10/O3.        lp. 

7910I003B9  Fnruards  GE  rept    NEDO-a^BO,     "Supplemental    Reload   Lic.n.lnn 

Submittal     for    Reload    4."  -TQ/in/O-i         In 

GRGCE,R.H.        Vermont   Yankee    Nuc  1  ear    Power    Corp.        79/10/05.        lp. 


DOCKET    50-271    UERMOMT   YANKEE   NUCLEAR 
1.     Financial    information 


-7910100395    "Supplemental    Heload    Licensing    Submittal 
HENRIRBON,  P.  H    .    ENGEL.R.E.       Be-cr,.!    Electric   Co. 
71JQ7/31.        3flpp. 


7910.90373  For^rd  ,    ch0cV    for    llc.n.ln,    r.vi  r-   " 
Pet,    tubnittEi)    under    protest,  U/D    waiving    right 


.'R'H"'    i"«ni    Yankee    Muel.-P    Pa-.r    Corp.        79/1O/.7         lp. 


J,     Insurance  A    indemnity    information 

7910B3M29  For«rd.    ...eut.d    A.end    10   t«    Indent 
CAHEY.W.H-        Vermont    Yanles    Muclear    Power    Corp. 

P.    Operating    llcenss    stage    documents  *_cor^*P°n^—  ! 

7-710090241    Foru.rrf«    FR   notice    nf    *mtnd    to    10CFI.73  55  T»   ptjulrtn-nti 
or   ph^ical    protection    of    noclt.p    po^r    Pl*"f/«"«^5j   rs 
lmpUmentation   of    ph^ical    s-arch    r.qulpomint*    From   790Q01 

Office   of    Muclear    Reactor    Regulation.       79/OB/10        fl9PP 


7710110^ 

Kc^iK 


APP 


V.rwnt    V.nkM    Nucl.T 


Corp.        79/10/OB. 


79108W«B  Fnr«rd.    request    for    addl    info    re   degrad  «d    gr  id    v 

nf™.ub.ifct«i    on   760=71i   &    77O7  IB.  Mflnual    action    to    trip 

afftkti    .UPPH    brt.lor    la    nob    -"•P*""%1O3(J1        79/io/09 

LAINAB.O.  Plant    Systems    Branch     (Pre    79103O}.        /v/iu/ua. 


QU«Hfi.d 


79101  1031^   F0r,ardS    «R.Vi    on    Failure   Eff.ct.   oj 
for   Atcidoni-nelated    Environs."    in   rH6pon«0    to 
VANDENDURQH.  D.  E     Vermont    Yankee   Nun  loar   Pou.r   Corp 

-7910110331    "Rept   on  Failure    Effects    of   Equip^nt   Not   Qualified    for 
Accidornt-Related   Environs.  "  -,BJ  in/no        34po 

,      Vermont   YanlBB   Nuclenr    Pouier   Corp.       79/10/09.       34pp. 


7?10110233  Foruarda   HUREC/CR-0727,     "DM    Offgas    Bgs   Evaluation.  -    !iUs 
p.rovidBV   reasonable   assurance    that   potential    eiternal 
affnaa    eiplusioni    is  winirai  I  ed  .  W/o    sncl. 

OAHMILL.W  P.         Assistant   Director    for  Operating   Reactor  Project!]    (Pro 
791030).        79/OB/22.        39pp. 

79100S034B   Forwards    list    of    plants    requiring    mtcrof  i  crtirQ    of    up-to- 
date   FBARs    in   Central    Fi  lea.  Requea  1  1    action   as   soon   as 

OHIMES,  D\K.         Assistant   Director    tor    SystemB   triflinPEring    (Pro 
791030>.       79/09/1O.        4pp. 

7910030434  Remands    to   NBC   79O330    Itr  h  requests    IKat   proposed 
licensing    change   backlog    ituns    be    addressed    according    to 
submitted    priority    Hit.  -,ofno/ii         in 

ORQCE.R.H.      Vermont    YatiBcfl    Nuclear    Pouier    Corp.       79/09/19.        lp. 

7<nOt£,OI13  Notificatiot.  of   79092A  meeting    ui/Mark    I    owners    in    Bothesda, 
KQ   to   discuss   pool    swelling    compressibility    effects   *. 
douinconieT   condensat  i  on    loads.  .„„„,        -,o.,nn/it         in 

CR1MEQ.C.I,  Plant    Systems    Branch    <Pre    791030).        7T/09/S4.         lp. 

7910170010   DI»cuss*s    naed    for   add!    con*  iTinatury    full    scale    tests    to 
frBtablith    uncertainty    in    load    magnitudes    re    condensation 
escalation    load    definition    procsdures.  Draf  t    Itr   to    Mark    I 
utils   re    test   program  end. 

K.         flasiitant    Oirector    For   Sq  stems    Emflinesring    ICPB 
79/09/35.        flpp. 


7-P10230474   AdviBeS   of 


f    DWR    ou,nerS   group    techni,al    position 


««lt.iint...tBlU.   »F    iflpl.n»nUtion  t.  anticipate      pru.i 

E.       VermDT,t    Yankefl    Hucltir   POM.P  Corp.       79/10/18.       BPP. 


79102703i7    Confirm    791O17    tolcon   r.    eom.ltj.nt.    «•*• 
reaped    among    OE,  BWR    «U.MP«    group   S,   task    force  .  «"_ 
.mail    hroaK    operator    guidelines    in   rEvision    of   NEDO 
KEENftN.T.  D.       Vermont   Yankeq    Nuclear   Poiuer  Corp.       79/1O/18.       3pp. 

7910230201    flBflueflti  NRC    evalufltinn    of   flccep  tab  i  1  ity    of    uti  1    plans    tr, 
Impend    uorkw    UP«.    colUmn    aiding    reinf  orcementB.  Response 


DlK'^H^    V^nt,     et.t.     »f.        79/10/22.        lp. 


003ia  Sobmits    n>u   commitments    to  modify   NEDa-21708,  ba   conduct    eopo 
«SS;    anal  Sti.   b«  771220.  to    provld,    cold    shutdown   guld.lln. 
b!J   B00113   *   to   provide   mods    for    small    broak    operator 


79/IO/23.       2pp. 


Electric   Qp.r.tlng   Pl«»   »n.r.   Group. 
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IE    Dulletin5 


correspondenc 


791QQ300B5    Forwards    IE    Insp    Ropt    50-271/79-09   on   790704-06   No 
noncompl  iance    noted. 

DRUNNER.E.  J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.        79/00/06.        2pp.  V  "uciear 

-~791003QBBB    le     Insp    Ropt    50-271/79-09    on    790704-06.  No    noncomp  1  ianc* 
noted.  Major    areas     inspec  ted  :  p  lant    operations    including 
post-strike    operations,  action    taken    on    IE    Bulletin    79-O2    t. 
previous    insp    findings. 

STETKrt.T.F.,     HCCABE.E.C.  Region    1,     Philadelphia,     Office    of    thu 

Director,        79/07/27.        7pp 

7910030891    Forwards     IE    Insp    Ropt    50-271/79-OB   on    790515-17   !,    21-35 
No    noncomp  1  iance    noted. 

DRUNNER.E.  J.  Region    1,     PI,  i  ladelph  ia,     Reactor    Operations    Nuclear 

Support    Branch.        79/OS/O6.        2pp. 

--7910030B95    IE    Insn    fiept    50-271/79-OB    on    790515-17   !.   31-25   Nn 
noncompliance    noted.  Major    areas    inspoc  ted:  fac  i  1  i  tu    strike 
plan    implementation,  qualifications    of    now  ing  t    personnel    & 
actions    taken    ro    IE   Dullotin   79-08 

BJETKA.T   F    .     FOLEY,  T,  ,     MCCABE,  E.  C.  Region    1,     Philadelphia, 

Office    of    the    Director.       79/08/03        19PP. 


*„!.,„        MnT,ar         IE    Info   Notice   79-2O,  Revis  ion    1,     "NRC   Enforcement 
Policy    -    NRC    Licensed     Individuals. "    Notice    reisauad    to 
correct   word    omission   t,   punctuation   error   which   changed 
intent    of    statement. Chonged    etatomant    underlined    in    tait 
QRIER.D.H.  Region    1,    Philadelphia,    Office   of    the    Director. 

7910020356  Forwards    IE   Circular    79-19,     "Loose   Locking    Devices    or, 
InoerBDll-Rand    Pump    Impellers.  "   No    action   required 
QRIER,  B.  H.  Region    1,    Philadelphia,     Office    of    the   Director 

79/09/13,         lp. 

79103000B2   Forwards     IE    Info    Notice    79-23,     "Qualification   of   Control 
Bys,  "   Woatinghouse    790B30    Itr    t.   Public    Bvc    Electric    J,  Gas 
Co   790910    Itr    re    potential    unroviewed    safety    question  Action 
required    uiltliin   20   dags.  U/o    oncl. 
DENTDN,  H.  R.       Office   of   Nuclear   Reactor   Regulation.       7V/O9/17        flSpp. 

7910230361    Forwards   NHC   790626    Itr    re  multiple    equipment    failures    & 
surveillance    tooting    errors, wh ich    was    incorrectly 
distributed.  Also    forwards    IE    Insp   fiepts    30-395/79-13  t, 
50-304/79-12, Action   required. 
EISENHUT,  n.  0.          Division    of    Operating    Reactors,       79/09/31.       49pp. 

7910390430    Responds    to    IE   Dullotin    79-1 1 . Di scusses    alteration    of 
testing    scheme    for    faulty    overcurront    trip    devices    in 
WcstinghouBo    DD-50   circuit    breakers. 
MOODY,  D.  E.       Vermont   Yankee   Nuclear   fowur    Corp.       79/09/21.       3pp. 

7910310311    Responds    lip    IE   Bulletin    79-10.  Tone    generator    t,   vol    bor.ot 
circuit    ware    installed    to    improve    audibility    in   high   nolsa 
areas.  Communication   sys   amplified   !<  modified    to    incorporate 
distinctive    tono   alarm. 
MOODY,  D.  E.       Vermont   Yankee   Nuclear    Power   Corp,       79/09/21.       2pp, 

7910090618  Forwards    IE  Circular    79-20,     "Failure    of   OTi£  Sylvania   H.lng. 
Type   PM  Dulletin    7303  Cataloo    3UI2-1I-AC   w/120  Volt   ac 
Coil."   No   action   required. 

GRIER, D.H.  Region    1.    Ph  ilado  Ipl,  ia,    OFfico   of    tho   Director 

79/09/24.         lp. 

7910010131    Forwards    IE   Info   Notice   79-23.     "EmerDency    Diosel    Generator 
Lube   Oil    Coolers,"   No    action   required. 

ORIER.D.H.  Region    1,    Philadelphia.    Office   of    the   Director 

79/09/26.       4pp. 


,  ForUBTdt    IE   ""llelin   79-S4,     "Frozen  Lines."   Action   required. 
QRIER.B.H,  fieflion    1,    Philadelphia,    Office   of    the   Director. 

79/09/27.       Ip. 

7910160565  Forwards    IE    Info   Notice   79-25,     "Roaitor   Trips   at   Turkey 
Point   Units    3  t,   4.  "    No   action  required. 

ORIER.D.H.  Region    1,    Philadelphia,    Office   of    the   Director 

79/10/01.       Ip. 


R'_Periodie    operating    reports    t   related    correspondence 

7910160370  Forwarda   monthly    operating    rept   for   Sept    1979 

HE30DY,  D.  E         Vermont    Yankee    Nuclear    Power    Corp.       79/1O/12.        lp. 

— 7910160372   Monthly    operating    rept    for    Sept    1979 

BJOGREN,R,M.        Vermont    Yankee    Nuclear    Ponmr   Corp.        7W1Q/12.        7pp. 

S.  ^portable    occurrences,     LERs   «    related    Cnrreapondcnce 

7910110303   Foruards    LER    79-025/OIP-O. 

CONUAY.W.F.       Vermont   Yankee  Nuclear   Power  Corp.       79/10/03.       lp. 

—  79101 1030B   LER    79-033/01P-0:  or.   791003,end    plug   wear    was    diicov-r.d    on 
water   rods   associated   w/8.BR    fuel    asaemb 1 ies.  Cause    unknown 
at    present.  Evaluation   will    be   made. 
CDNWAY,W.F.       Vermont  Yankee   Nuclear  Power   Corp.       79/10/O3        lp, 

7910160499   Forwards   LER    79-022/03L-0. 

CONUAY.W.F,       Varmont    Yanleo    Nuclear    Power   Corp.        79/1O/11.        Ip. 


E2    79-™/03L-0:  on  79091 1,  ha  log.nated    hydrocarbon   removal 
efficiency    found    to   be    less    than  Tech    Specs.  Caused   bi; 
excessive    carbon   filter    leakage. Charcoal   uas   removed    fc 
replaced. 

CQNWAY,  U,  F.       Vermont   Yankee  Nuclear  Pouer  Corp.       79/10/11,      app, 

7910330SB5  Forwards   LER  79-033/03L-0. 

CQNWAY,  H.  F.      Vermont   Yankee   Nuclear  Power   Corp-      79/10/17.       lp. 

-7910230600  LED  79-OW/03L-0:  cm  790919,LPCI    loop   cross-tie    line   hanger 
found    inadequate    to   support   desion    load. Caused    by    improper 
installation.  Review  of   all    Betsmic    Class    1    svs   underway 
Manger   repaired   u/neuj  anchor   bolts, 
CONWAV.H,  F.      Vermont   Yankee  Nuclear  Pauer  Corp.       79/10/17.       2pp. 

7910230617  Forwards   LER   79-025/01T-0. 

CONHAY.W.F,        Vermont    Yankee    Nuclear    Pouer    Corp.        79/10/17.        lp, 

"7910230624   LER   79-025/01T-0:  on    79l003,water    rofl    lower    end    plug    uear 
was    discovered    on    two  asscmb 1 iea. Caused    bu    flow   ex  citation 
of  water   rod    lowor    end    plugs    by    cross    flows  mithin    tower    tie 
plate   Flow  vol, Insp   program  will    be   developed. 
CONWAY,  W.  F.      Vermont   Yankee   Nuclear   Pouer  Corp.       79/10/17        2pp 


7910330226  Forward's   LER   79-02'1/03L-0, 

CONWAY.H.  F.       Vermont   Yankee   Nuclear  Power  Corp,       79/10/1D. 


lp. 


-7910230243  LER  79-024  /03L-0:  on   790920,  abrupt   change    noted    in    indicated 
torus  water    level    on   control    room   indicators,  HPCI    auction 
valves    shifted    lineup    from   condsnoatc    tank    to    torus.  Caused 
oij    dislodged    Pitting    on    torus    level    transmitters 
CONWAY.  W.  F.       Vermont  Yankee   Nuclaar  Pouiar  Corp.       79/IO/1B.       3pp. 

7910290356  Forwards   LER   79-027/03L-0. 

CONHAY,  U.  F.      Vermont   Yankee  Nuclear  Power  Corp.       79/10/24.       lp. 


m  7»-M"Ml-0'on  790925,  matnsUam   safety/relief   valves 

BIN  67HHI3  had    setjoint    of    1,09B  pslg,  greater    than   Tech   Spec 
mai.  Caused    by    sotpoint   drift.  Valve   adjusted    to  proser 
sctpoint. 
CQNWAY.W.F.      Vermont   Vankeo  Nuclear   Power  Corp,       79/1O/24.       lp. 


POCKET   50-272   8ALEH   NUCLEAR   GENERATING   STATION,     UNIT    1 
F^  Security,    medical,    emergency   d   firu   protection   plans 

7910160346  Notification    of   791010-11    public    meeting   w/util    in  Hancocks 
Uridge.NJ   to   review  upgrading    of   site   emergency    plan    for 
facility. 

ROS8,W.J,  Operatlno   Reactors   Branch    1    (Pre  791030).       79/10/03 

'P. 

0.    Adjudicator^   correspondence 


7910170633  Foruiards    IE    Info   Notice   79-34,     "OverpreBsurizatton   of 
Containment    of   PWR   Plant  After   Main  Steam  Line   Dread.  "   No 
action    rvquired. 

ORIER.D.H.  Region    1.    Phi  ladolphia,    Office   of    the   Director. 

79/10/01.         Ip. 


7910030729  Opposes    licensing   of   facility   until    eff.cts    of    allouino 
17-ur   storage    in    spent   fuel    pool    can   be   eiplored  t, 
evaluated. 
HORNER.R.      Affiliation  Unknown.       79/07/30.       lp. 
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791009016,5  Order    granting,   NRC    request    fur    extension   until    790B34    to 
respond1    to  A5L9   question  re    class  i  Picatlon   of    TMI    79Q32B 
accident   as  Class   9   accident,  Other    parties   concur   u/NRC 

rllLHQLLIN.O.  L.       Atomic    Safety    and    Licensing    Boar-il   Panel. 
lp. 


79/QB/02. 


79101I01BO  Re^ue-st   6y    intervenom   Coleman    that  ASLB   reconsider 
dismissal    of    Contention    13.  Intervenor   State   of    NJ  supports 
motion.  Util    ii    obliged   PET    10CFRSO  to    eiplore    alternatives 
'to    spent    fuel    pool    erpanslgn. 
QNBDDHFF,  K.  A.        Meu   J»r«BUj     State    of.        79-/06V03.        10pp. 

—  791011O1B4  Req,uest    bi/    intervenors    Coleroan    tfiat   ASLD   reopen   record  re 

Contentions    3  &  A    Intervenor   State   of    NJ   supports   motion. 

Eiperiences    at   Northern  State   Power   Co    are    pertinent    to 

proceedings. 

ONSuORFF.K.  A.        NBLJ   Jersey,     State-    of.        79/OB/O1.        4pp. 

—  79101  IQ1B9  Forward*    IE    ln«p    Rept    5Q-2A3/79-03   on   790319-23.  Ma 

non-corapl  id  nee   no  ted. 

HEISHMflK.fi.  F,  Region    3,    Chicago.    React-or   Operations  Nuclear 

Support  Branch.       77/0^/10,       2pp. 

791005003B  Forwards  FE  Webb  770723   rept.     "TMI    Accident:  Has    It   Clnss  9 

Accident.  "    in   response    to  A8LB   79O710  Question    4 

VALORE.C.       Lower   Alloways  Ci-ecli,    NJ.       VALORE.C,       Valore,    C. 
79/08/03.        74pp. 

7910230655  Requests    that   ASLB   order    eilenalon    until    79O33I    for    response 
to    (nterv-onors  Colaman   request    to-   reopen   consideration   of 
Contentions    a  t<  A. 

RADER.R,  M,       Public    Service   Electric   t-   Gas   Co.     of  New  Jersey, 
79/OB/IO.        3op, 

—  7910230692   Notice    of  Appearance    of   RM  Kader    on    behalf    of   util, 

Certificate  of   Svc    end. 

RADER.R.iM.       Public    Service   Electric   J.   uaa   Co.     of  Neui  Jersey. 

RADER.R.fl.        Conner-.     Moore    fk   Corner.        77/03/10.        3pp. 

7910O5Q£.B8  Order  granting    otll    request    for    eitension   until   790B31    to 
respond    to    lnterv«nors   Coleman  request    to   reopen 
conslderat  ion   of   Contentions   2  t   6, 

HILHOLLIH.  0,  L.       Atomic   Bafetg   and    Licensing   Board   Panel.      79/OB/16. 
IP. 


7910050391    Certificate   of   Svi    re   util    790B31    rasponse    to   motion    For 
rBconsiderat  ion    pf    intervenors  Coleman   Contention    13  !•   util 
790331    rsaponao    to   motion    to    reopon    Intervonors    Coleman 
ContBntioni    2  d   6   for    receipt    of   neu   evidence, 

WETTEflHAHN.  M.  J.       Public    Service    Electric    t.  Oas   Co.     of   Neu   Jersey. 
HETTERHAHN.  M.  J.        Conner.     Hoove    &   Corber.        79/OB/31.        3pp. 

7910050773   Forwards    NUREQ-0375,     "Final    Qeneric    EIS    on    Handling    !. 
atnraoe   of  Spent  LWfi  Fuels,  "    Vols    1 ,  H  ft   3.  U/o   encl. 
SMITH.  D.  H.  Dfanch    3.        79/OB/3I.        lp. 

7910110341    Opposes    Infcervenors    Colamati  790B01    ronuest    that   ASLD   roopen 
record    for  neiulu.    discovered    evidence    re    Contentions   2  !<   6. 
Inap    document   has   no   relevance   &  no   significance    to 
proceeding. 

WETTERHAHN,  M.'J.       Public   Service   Electric    &  Gas   Co.     of   New   Jersey. 
WETTERHftHN.  M.  J.        Conner,     Moore    S.   Corber,        79/09/31.        6pp, 

— 7910110215  Affidavit   of  BP  Douglas    ro    calculation    of    estimated    doae 
associated    w/moving    Sc   atoring    spent    fuel, 

DOUGLAS, H.  P.       Public   Service  Eloctric    ti  Qas   Co.     of   New  Jersey. 
79/08/30.        6pp. 

791023069-1   Seeks    denial    of    intervenors   Coleman   79QBQ2  motion    for 
r econ a i deration    of   Contention    13  re   release    of   radioactive 
matl.No    justification    for    lote    f  11  ing.  Cri  teria    for 
compliance  u/opcration   objectives    defined    in    lOCFRBO.App    I. 
METTERHAHN,  M.  J.       Conner,    Moore   8.  Corber.       UETTERHAHN,  M.  J,       Public 
Service   Electric    d    Qas    Co.     of    Neu   Jersey.        79/OB/31,        5pp. 

7910030639  Forwards  FD  Anderson  790821  memo  to  RJ  Hattaon  ro 
classification  of  TMI  79032B  accident  SB  Claaa  9  accident. 
SMITH.  P.M.  Branch  H,  77/09/O5.  lp. 

--7910050660  Conclude!    that    TMI    79032B  accidnnt   was    not  Class   9   accident. 
Unresolved   questions   re    accident   development    scenario   neod 
to    be   Invest!  gated, 

ANDERBDN,  F,  D.  Site    Designation  Standards   Branch.       79/OB/24. 

3pp. 

791005O771    Forwards   original    RP   Douglaa    af f Idavi t.  Copn   was    attached    to 
uttl    790B31    response    tn   motion    tq   reopen    Intervonor 
Colemans   Contentions   346    for   receipt    of   newly    discoverer! 
info. 
HETTERHAHN,  M.  J,       Conner,    Moore   fc  Corber,       79/09/09,       lp. 


7910070038  flesponils    to   Question   4    of  ASLG    790710    order.  Forwards    C 
Kepford    rept    on   TMI    acci  dent.  Prof    qualifications    t 
Certificate    of  Svc    end. 

vALuRE.C.       Lamer   Allomays    Creek,    WJ.       VALORE.C.       Valors,    C. 
79/09/20.        32pp. 

7910110202   Response    to  ASLD   Question   1»  sonrni tted    on   behalf   oF 
intervenors    Coleman. Alleges   THI    accident  mac  Class   9 
accident.  Accident    posed    significant   risk    to   Jitalth   t,    safety 
of    population  E.   «Tivi  ron.  Certl  i  I  caita    of    Bvc    encl. 
ONSDDHFF.K.  A.       N«w  Jersey,    State    of.       79/03/31.       9np, 

7910050697   Fortuards    util    calculations   of    estimated    dose    resulting,    from 
transfer   of    spent    fuel    from   facility 
WETTEHHflHN.  H.  J,       Conner.    Moore   fc  Corber.       79/09/23.       4pp. 


— 7910050772  Affidavit   of  RP  DouglnH   re   calculation    of    estimated    dose 
associated   u/moving    !<   storing    spent    fuel    from   Unit    1. 
DOUGLAS, R.  P.       Public    Service   Electric    Si  Oas  Co.     of   Now  Jerseij. 
79/08/21.       6pp. 

7910220383  Order    ruling    on   NRC    790B24  reply    statins    that    TMI-2    incident 
was   Class   9   ace  idont,  ABLQ   will    assume    that    reply    is    true   NRC 
position   unless    ASLD    is    informed    otlieriui  ae. 

M1LHOLLIN.  0.  L.       Atomic   Safatu   and   Licensing    Board    Panel.       79/09/10. 
tp. 

7910SH038B  Advises    tliat    current  NRC   position   on   classification   op   TM!-!2 
as   Class   9  accident    is    stated    in  NF1C   roaponso    to   ASLC 
auciition   4. 

H.  Branch   2.       79/09/1Q.       lp, 


7910030014   Responds    to  ASLB    Question  1,  Tttl    790333  accident  was   not 
Class  9  accident.  Risk    to   heal  th.  «af  etij    b   environ  uas 
eitretrelij    low,  No    consideration  of  meltdoun   or    oiplcEion 
should    bi    given    in    proceeding. 

WETTERHAHN,  M,  J.       Public   Service    Electric    &  Q-at   Co.     of  Mew  Jarsey. 
HETTERHAHN,  M.  J.       Conner,    Moore   t  Corner.       79/03/21.       lapfl. 

— 79100500IB  SEH.Suppl    I. 

*     Offlci    of  Nuclear  Reactor  Regulation.       79/OB/24.       3pp. 

— 77100S0020  FEB   *or    faci 1 1 1 j, Sec tl on  VI,     "Environ    Impact    of   Postulated 
Accident!.  " 
«      Atomic    Enerjy    Commlsilon.       72/12/31.       13pp- 

791O1303B9  Response    to  ASLB    Ouastion   1  re    Class    9  accidents.  TMI    79033H 
accident   u-as  Class    ?,  cons C i tutlns    successive    failurfls    of 
operator   procedure*   f<   aquipraent.  T«*timony    In    present 
proceedings   requires    uiide    latittid«.  Certl  PIcate    of  Svc    and. 
KACARTOR.  J.  D.       DeUuare,    State   of.       79/QB/27.       4pp. 

79101S0349  R iq.tie it   by    Intervenors   Coltnan    that   ABLD   acce'pt  addl 
argument    on   ABLD   Qutstton  A    re   cnn.<-id«ratlon   of  Class    7 
accident*. MRC  admits    that  TMI    act  id  ant  uas   Class   9. 
Certificate    oP  Svc    »ncl, 

.  K.  A.      Nnu  Jerseij,    Sbate    of.       79/06/29.       3pp. 


79102-40669  Answer    in   opposition   to   Susquehanna  Environ  Advocates 
petition    for   mod    of   special    prehearing    conference    order. 
Special    circumstances    warranting    consideration    of   Class   9 
accidents   have    not    been   shoujn.  W/Certif  icate    of    Svc. 
CUTCHIHiJ.  M.  Branch   3.       79/09/19.       Spp. 

—  7910240697  Response   to  ASLB   Question   4    re    classification   of   TMI 
accident  as  Class   9   accident.  Although    release    of   radioactive 
matl   was  very    small.,  accident    determined    to  be    Class   9. 
Certificate   af  Svc   -end. 

i  J.  M.  Branch    3.        79/09/24.       4pp. 


—  7910240699  Comments    or,  HJ  Hatts-on  790Q16   response    to   ASLD   question    r< 
Class   9  accident:TMI-3   accident  mas   not  Clans   9   by 
definition.  Recommends    evaluation    to    show  scenario    in    terms 
oP   various   sys    responses. 

ANDERBONrF.  D.  Site    Designation  Standards    Branch.       79/OB/24. 

3pp. 

7910300078  Forwards    J  Martin    790B30  memo    to  RJ  Mottaon    providing 
differant    interpretation    of    TMI-2   incident   claasif  icatiiin. 
SMITH.H.H.       Office   of    the   Executive  Legal    Director.       79/09/19.        lp. 

7910170419  Forwards    second    vevisod   response    to   spent    fuel    pool    mod 
ABLB    question  re   change    In   relative   toxicitij    inde« 
due    to  propo«ed    Increased    pool    capacity,  Mod   mill   allow   BOX 
IncraaiB    in   relative    toxicitM.    index. 

KNIOHTON,  0.  W.  Environmental    Evaluation  Branch    (Pre   79062S). 

79/09/27,       ip. 
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7910210625   P.tltlon    seeking    NRC    issuance    of    shaw   cauae    DrdBr    .„ 
•  u.p.n.lon    8,/or    revocation    of    DLs.  Operation    of    r.eilitu 
uou id    threaten    local    e.istence    of    short-nosed    sturgeon 
Affidavit   &  Certificate    of   Bvc    enc 1 
COLEMAN.A.C.,     COLEMAN,  E    0.        Affiliation    Unknown.        79/1O/1B.         llpp. 

H.     General    correspondence 


Q.  n.        Affiliation    Unknown.        79/OB/H. 


7910100306   Forwards    requBst    for    amend    *   ar.aly.1,    of    changes    to    EL 
M™   hi    roofer'''''"/1'1?    "*!-»in*«    '<"•   P»«r   range"e"ron 

i""'"  fc  hl9h  na3ativc  «*»--»«- 


79/09/21:  F'  7PP 


Electric 


of 


7?P™t^U0n0^s^UbmIuedEdasrBaodfP!nfrfBS  "  pr"aaur"er    -^pressure 
License    DPR-7O.  n    n      or   request    to    amend 


correspondence 


7910090211    Forwards    FR    notice    df    amend    t 

toP79™10iatl0"   "f   phgaical    SBarth    requirements    from   790BOirE 
DENTON.H.R.       office   of   Nuclear   Reactor   Regulation.       79/OG/10.       49pp. 

7910090H74  Forwards    util    calculations    of    estimated    dose   resultino    *rn, 
transfer    of    spont    fuel    from  Unit    1    to   Unit  2  resulting    frnr 

HETTERHAHN,  M.  J.        Conner,     Hoorp    i   Corber.        79/03/22,        4pp. 

7910030770  Confirms    util    plans   re    IE  Bulletins    79-02  t,  79-07  Unit    1- 
util    will    complete   fr.    soomit    test   projram, perform   evaluation 
(.provide    basis    for    return    to    avc.Unit   S:uill    provide  NRC 
no™    n    u  „    a"lBrai(:     "upports    u/design    doficioncies 

79/OB/W        app      '      "  phiu""»Pl>i-    Office   of    the    nircctQr 


SCHWENCCR,  A.  Operating    Reactors    Dranch     1     (PrD    79,030),        79/09/OB. 


to  Ucin 


79/09/08R'ASpp. 


1    (PrB   791030). 


-7910020607   Safety    evfllufltlon    HUppnrting    Amen^    IB    ta   Licen  =  fl   DPR-70 
•      PfPico    of   Nuclear   Reactor   Regulation,       79/09/08.       2pp, 

""79DPR-7012  NOt'C°    °f    i"UJ"1ID   h  Availability    of  AmDnd    10    to  License 
79/H09/OflB'Aa          °Pflrat<nO    Reactors    Dranch    1    (Pro   791030), 


SCHWENCER.A. 


Operating    Reactqrn    Dranch    1    (Pro   791030).       79/09/13. 


6    »"-«"••»•«"«    nonrad  iolog  I  Ea  1    Em 
enctors    Branch    I    (Cro  791030) 


pnnYvIn^1''    ridel'ne5    for   Valvs    "P<"-3bUity    re    eont-ii,«nt 
pwrjing   t<   venting    .luring    normal    opsratinn.  Raqusats 

wTdiJ?          *°    ""ple'IlenC   VBlve   l^lification    program    within 
EIBENHUT.D.G.  Division    of    Operating    Heactops.        77/09/37.       3pp, 


t  i 

to   aid    in   review  of    offaite   poiuer 

qneati   rBB'>onBB   ""^in    90   dflUB. 
Operating   Reactors   Branch    1    (PPB    79)030),       79/10/01. 


nns    DuB    to  Hl,b 
' 


l   "•>"-«tion.   Due    t.  High    Enflrgu 
Co.     dl>   Weu,   Jersey.        79/10/04. 


lbM)n»  "0    PumP    PP*  vibrations. 

ibration)    rsduceri    to  acccptabla    level  s,  Forwards    "Vibration 
°f"eprClt      Cha^'"3  PMP    Pipi"9    23,"    V'Dration 


~-79^0iaoaa7    "vibration  Analysis    of  Reciprocating   Charging    Pump    PipinD 
"^Public   Service   Electric    *  OaE   Co.     of   Neu,   Jersey.       79/10/05. 

7910160327  Responds    tD  NRC   questions   re   Deration  of    facility   puroa  t, 
pres.ure-vacu™    valve,.  Submit,    background    Info,  ae.cripr    c-n  9 

»ht!u  \l  '"^;ePfactBl°".Ba^t'J'^'-rectiv<f  action    tak«n    fr 
schedulB    for    imp  lomentation, 


8flrvi<:o  Electric  * 


H?if°?^"POnd5    to  NRC   790QOB   Itr  re   -d.RMcg   of    ,l«tric 
distribution   sus    voltages.  Analy,  is   demonstrate   Offs    fc" 

«      IM    OI15l!etd's"-1('"ti-n    iU.    cflpable   of    automatically 
opsratina    "fety    loads   uithin   voltage   ratings 

™*-™"*   BBTViCB  ' 


Ulu"" 


af   Amend    19    to   Licence 


7»/W/Sa!''Aapp      °P"-«nS   Reactor.    Branch    1    UT0   791030). 


7??'?l01lt'- 
llno    hr.ali 


tl.l    tfnr.vi«.d    safety 
Bnt   rBqulred 
' 


ho»   d    h      «.  "•n.™        ..rlle.n.i 

should    bo   modlPieil.  suopondad    or   revoked 
DENTON.H,  R.       Office    of   Nuclear   Reactor   Regulation,       79/09/M.       SPP. 

79IOOS0339   R.,pond,    to    utll    an.uer    to   NRC   7BOHOa    Itr   r«    rector   cavitu 
l"S.  0«"»rlc    Him.  utii    an»wer   aceaptably    rB9olva,  J 

BCHMENCER.A.  Operating    Reactors   Branch    1    (Pre   791030).       79/09/1B. 


ux.Pg 
lant-Bpecific    rDqulremonts   I,   gene 


for 


.  emen 

n   n*P*   *    »7Pl»«»n**»»ii   P»«    «h0«ld  %•    prepared. 
D.  0.         DJvl.ioi.   of  Qperatlnfl   R.flctor».       79/09/21.       37pp. 


79tOOS 
79/09/as-!  F'  l 


!'"    th»*f".1    qwwt*ftlvi    data    sub.tantl-tinfl    781027 
vibration   dampening    mill    be    sent   by 

PU"liC    Servi"   E*"*rlc    fc  Qa«   Co.     of  N.u  J.rBe. 


r"ponse    to    790913 

cSrcg  '"'•"-"• 

"IC   S"V1"   Eltctpie 


ddl    info 


M-  B"3    «""*'»    1"   00thB8darMD   to 

discuss    Hnmrgency   power   «ys   dosign. 

H03B,W.  J.  Opprating  Reactors  Dranth    1    (Pre   791030).       79/10/22. 


IE  DullBti'13   <«  correspondence 


IK. 


7910010408    IE   In.p   Kept   BO-872/79-I6  on   790427-0502  (,   32-23 
noted:  dUr.nord    of   contaminjitlon  control 
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7710010336   Forsusrifa    IE    Insp    Rcpts    90-272/79-20    and    50-31 1  /79-S2    on 
790530-iOl.  No    noncomp 1  lane e    noted. 

uRUNNER.E.  J.  Reaion    1,     Philadelphia.     Office    of    the    Director. 

79/OB/OB.        2pp. 

—7910010371    ]E    Irmp    Repts    50-373/79-20   and     50-311/79-33    on 

790530-0601.  No    nonciKnpI  ianee    nDtsd.  Ma  j  OP    areai    inspected: 

Unit    1    containment    Integrated    leak    rate    test    procedure  6 

Unit    2  containment    integrated    leak    rate    test    rept. 

BMITH.T.H.  Region    1.     Ph  i  lad  a  Iphia.     Office    of    the    Director. 

CflPHTOM,  D.L.  Region     1,     Philadelphia.     Reactor    Operations    Nuclear 

Support    Branch,        79/OB/02.        5pp. 

79100S0071    Forwards    IE    Insp   Rept    90-373/79-20  on    79053-0-0601    No 
none amp 1  ianc  e    noted. 

HRUNNER.  E.  J.  Region    1.     Ph i lado 1 ph ia,     Reactor   Operations    Nuclear 

Support    Branch.        79/03/09.        3pp. 

— 7910020033    IE    ITIEP    Kept    50-273/79-20    on    790530-0601.  No    noncomp  1  iance 
noted. Major    areas    inspec  ted:  Uni  t    1    containment    integrated 
leak    rate    test    procedure    If    licflnnee    action    on    previous    Insp 
findings. 

BMITH.T.H.  Region    1.     Philadelphia.     Office    of    the    Director. 

79/CB/02.        5pp. 


— 7910090770    IE    Insp    Rept     30-272/79-21    an    770605-06.  No    noncomp 1 ianco 
noted.  Major   areas    insp ec ted: revi ew  of    licensee   action    taken 
re    Items    79-03-01,79-03-02   ti    79-03-O4     identified    in    IE    Insp 
Rept   50-273/79-03. 

FINKEL, A. E..     EBNETER.  S.  0.  Region     1,     Philadelphia.     Reactor 

Construction   (.  Engineering    Support   Branch.       79/OH/27.       4pp. 

7910020119   Forwards     IE    Info    Notice    79-20. Revision    1,     "NRC    Enforcement 
Policy  -  NRC   Licensed     Individuals.  "   Notice   reissued    to 
correct   word    omission   5.    punctuation   error    which    changed 
intent   of    statement.  Changed    statement    underlined    in    teit. 
DRIER.  B,  H.  Region     1.     Philadelphia,     Office    of    the    Director, 

79/09/07.        Ip. 

791019033B   Re-questa     eitenslon    of    response    duo    date    for    IE   Bulletin 
79-15   to   790924   &    to    791005     for    IE    Bulletin   79-21. 
SCHNEIDER, F.  H.       Public    Service    Electric    &   Oas   Co.     of   New  Jersey. 
79/09/10.        Ip. 

7910190331    Responds     to     IE    Bulletin   79-16,     "Vital    Area    Access    Control,' 
Current    security    plan    requirements    are    sufficient    to    ensure 
security, 

SCHNEIDER,  F.  U.       Public    Service    Eloctric    &   Oas    Co.     of   New  Jersey. 
79/09/12.        Ip. 


77100I0392   Forwards    IE    Inap    Rept    50-372/79-14    on    790116-20   !.    0523-23.  No 
none o up 1 ianc«    noted. 

CARLSON.  R.  T.  Region    1.     Ph  t  lade  Iph  tit,     Reactor    Construction    t< 

Engineering    Support    Branch.        79/03/Q9.        2pp. 


7910030519   Foruiariis     1£    Circular    79-19.     "Loose    Locking    Devices    o 
Ingersol  1-R.aniJ    Pump    Impellers."   No   action    required 
QRIEfi.D.  H.  Region     1,     Philadelphia,     Office    of    the    Director, 

77/09/13.        Ip. 


—7910010397    IE    Insp    iiept    50-272/79-14    on    7904iA-aO   6   0522-39.  Wo 
noncompHanc e    noted. Major    areai     inspct ted:  inservit e     insp 
activities    Including    inservtce    insp    program  &  nondestructive 
examination    procedures. 

MCDREftRTV.fi.  A.  Region     1.     Philadelphia.     Office    of    the    Director 

TRIPPiL.  E.  Region    1..    Philadelphia.    Roactor    Construction   !i 

Engineering    Support    Branch.       79/OS/03.       Spp. 

79SQ020957   Foiriuards     IE    Inap    Repts    50-372/79-13   4    5Q-3J I /79-27    un 
79Q4I&.  Ma   none  amp  I  ianc  e   noted. 

CARLSON.R,  T.  Region    1,     Ph  i  lade  1  ph  ifl,     Reactor    Construction    «, 

Engineering    Support    Branch.        79/Oa/lfi,        2pp, 

--791GO2QB99    IE    Insp    flepts    50-272/77-ia   *    50-3J1/79-27    on   790 fl 1 6.  No 
n on compl ianco    no  tail.  Major    areas     inEpet  ted;  eng  ineur  i  ng 
ueights   used    For    Yd  Ian   valves    in    piping    analysis   program. 
FINHEL,  A.  E.  ,     EPNETER,  S.  D.  Region    1.     Philadelphia.     Office    of    t 

Director.       79/0-1/16        4pp. 

791003O8BO  Foruarda    IE    Insp   Repta    5O-373/79-13  t,    50-311/79-27    or, 
790416.  No    n-oncompl  iance    noted. 

CARLSON.  R.  T,  Region    1.     Philadelphia.     Reactor    Construction    t< 

Engine-Bring  Support    Branch.       77/03/16.       2pp. 


7710170047  Forwards    response    to    IE   Bulletin    79-14,  Rovi  sion    1.     "Soiamic 
Analysis,    of    As-Built    Safety-Related   Piping   Sija.  "    Adill 
submittal    re    Item   2    enc  1 . 

GCHNElDEfl.F.  M.       Public    Bervico    Electric    !,   Gao   CD,     of   New  Jeroay. 
79/09/14.-       10pp. 

79103000B2  Forwards    IE    Snfo  Notice   79-22,     "Qualification    of   Control 
Sys.  "    Westinghouse    790930    Itr    Si   Public    Eve    Eloctric    t-    Oas 
Co    790910    Itr    re    potential     unrevieuied     safety    quest  i  on,  Ac  tl  on 
rnqulrod   uiithin   2O    days.  W/a    encl. 
DENTCN.H.R.       Office    of   Nuclear    lieactor   Regulation.       79/09/17.       flSpp, 

7910I2O321    Ach    receipt    of    790B37    Itr    infpvmLng   NRC    of    atops    taken    tn 
correct    violationn    noted     in     IE    Insp    Hop t    50-372/79-19. 
QRIER,  B.H  Region    1.     Philadelphia.     Office    of    the   Director. 

79/O9/19.        Ip. 

—7910120329    Responds     to    NRC    790BOB    Itr    re   violations    noted     in    IE    Inop 
Rept   50-272/79-19.  Corrective    ac  tions:  braining    folders    for 
each    licensed    operator    have   been   updated    to   reflect   actual 
braining    status. 

SCHNEIDER,  F.  U.        Public    Sorvice    Electric    !<   Oas    Co.     of    Neu   Jorooy. 
79/08/37.        Spp. 


791009-0737  Forwards    IE    Insp   Reptg    5O-372/79-1B  &    50-311/79-31    un 
790S26-0623.  No    nancomp 1  lance    noted. 

BflUNMEHi  E.  J.  Region    1,     Phi  lad  el  ph  lai     Reactor    Operations    Nuclear 

Support    BrancJi.        79/OB/3B.        3pp. 


~791012033ii  FormardB    IE    Inap    Ropt    50-273/79-19   on    790534-25   fc   30-31    t, 
notice   of    vinlatlort. 

HfiUNNER,  E.  J.  Region    1,    Philadelphia.    Reactor    Operations    Nuclear 

Support   Branch.       79/00/00.       2pp. 


—7910090739    IE    Insp   RoptB    50-272/79-1B  t.    50-311/79-31    on  790526-0633.  No 
noncampl  iance   noted.  Hajor    areaf    inspec  tad:  p  lant   operatiDns. 
log    !>   record    reviews 

KDHRHDLM.L.  J.  ,    HlflO  IKS,  J.  C.  Region    1,    Philadelphia.    Office   of 

the    Director-.        KEflMlQ.  R.  It.  Region     1,     Philadelphia,     Reactor 

Operations    Nuclear    Support    Branch,        79/OE3/24.        17pp. 

7910090731    Foriuards     IE    Insp    Repts    50-373/79-15   &    50-311/79-29    on 
790^23-0526.  Ha   noncompliance    noted, 

BRUNMER.  E.  J.  Region    1,    Philadelphia.    Reactor   Operations    Nuclear 

Support   Branch.        79/09/29.        Hop. 

—7910090731    IE    Inap    Repts    50-373/79-13   'j    50-311/77-29    on   790422-0336.  Nn 
noncDitpliance   noted.  Major    areas    Inspec  ted:  fac  i  1 1  tij    tours,  lug 
&    rspt  r«vieus   Ii    previous    Inap    Items. 

NOftHHOLMjL.  J.  .    MCHOLA3.  H.  ».  flegion    i,    Ph  i  lad  ulph  ia,    Office   oP 

the  Director.       KEIWIO,  R.R.  Region    I,    Phi  laiffrlphi  a,    Reactor 

Operations    Nuclear    Support    Branch,        79/09/21.        23pp. 

7910160104  Responds   to    IE  Bulletin   79-Q6C    re    nuclear    incident    at    THI. 
Outlines  actions    taken    to   comply   y/bulletin    Including 
revision  of    station    emergency    proc edures. Reactor    coolant 
pumpt  are    iramBrf latel g    tripped    upon    reactor    trip. 
SCHNEIDER.F.M.       Pufilic    Bervire  Electric    fr    Oaa   Co.     c-f  New  Jersinj, 
79/03/29,       3pp, 

7910090774  Forwarrfs    IE    Insp  Ropt   50-373/79-21    on  790i,OEl-06.  Mo 
n on co-mpl lance    noted. 

CARLSON.R,  T.  Region    1,    Philadelphia.    Reactor    Construction    «. 

Engineering   Support  Branch.       79/QB/3I.       2pp. 


— 7910130343  Notice    of    violation    from    insp    on   790924-25   &  30-31. 

•          Region    1,    Philadelphia.     Office    of    the    Director,       79/08/00, 
Ip. 

—7910130340    IE    Inap    Rept     50-372/79-19    an    790524-33    t<    30-31.  Noncompl  iance 
noted: fai luro    to    updato    trainino    folders    of    individual 
operators    to    shoui    current    training    status, 

OETTENHflUSEM.  L.  Region    1.     Philadelphia,    Office    of    the   Director. 

CAPHTON.D.L.  Region    1.    Philadelphia,     Reactor   Operations    Nuclear 

Support   Branch,       77/OB/06.       7pp, 

79 101 602 IB  Forwards    response    to   NRC   790B2B    Itr   requesting    addl    in'fo    re 
IE  Bulletin   79-07,  W/o    uncl. 

SCHMEIDER.F.U.       Public    Service    Electric    b   Oas   Co.     of   Neu  Jersey. 
79/09/21,       Ip. 

7910230561    Forwards   NRC   79Q&SA    Itr   re   multiple   equipment    failures    & 
surveillance   testing    errors, which    was    incorrectly 
distributed.  Also    forwards    IE    Insp    Repb.a    5O-395/79-13  t> 
SO-304/79-12,  Action   required. 
EI9ENHUT.D.  0.         Division    of    Operating    floactors.       79/09/21.       49pp. 

7910090607  Forwards    IE   Circular   79-20,     "Failure    of   OTE  Bylvania   Relay. 
Type   Ptt   Bulletin   7305   Catalog    3U13-11-AC  u/120  Volt   ac 
Coil,"  No  action   required, 

ORIER.D.H.  Region    1,     Philadelphia,    Office    of    the   Director, 

79/09/24.       Ip. 

7910Oi)0146  Forwards    IE    Info   Notice   79-33,     "Emergency    Diesel    Generator 
Lube   Ofl    Coolers,"    No    action   required. 

QRIEFt,  D,  H,  Region    1.     Philadelphia.    Office   of    the   Director. 

79/09/36,       4pp. 
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79101S01B4   Forwards     IE   Bulletin    79-21. 


79(0160557   Forwards     IE    Info    Notice    79-  -"i       "!).„*.         v    • 

Point    Units   3*4."   No    action    requlr^        "'"**"   Tr'PS   -t    T"rk 


RHSi0n    '' 


IP"!..     Off 


lc.    of    the    Director. 


7910170642  Forwards  IE  Info  Notice  79-24,  "Ov 

nPHH  Pl3nt  After  Hain  st-  L 


of  the  Directo 


7910990335  Ac  k  receipt  of  79O920  ]tr  informing  NRC  of  steoa  tstB   * 
*"»-*'«'""''*•<'  '"  IE  Insp  Rept  SO-a^-?  *""  m'n  *" 


Br«trrfci    Jn""M    '"    '•V'1    °f    in*P    •*    B. 
PPS        i   r          3rouPln9    nueu.p  pUnts   b,    di 
,  P.  S,        Dalaiuare,     State    of.        79/OS/31.       2pp. 

7910260304  SuppUmants  responae  to  IE  Bullatln  79-O7, 
Anaiu.is  of  Saf  ety-neiated  Piping."  flmEnd9  Phfl59  3 
For  FBanalgsis  !,  mod  uf  supports,  no.  !  ]Br3  i,  panBtra 
after  enterino  Mode  a 

Pul>lic  Serv'L<f  Electptc  &  °"  c°    °f 


°PBratina    roporta    t   related    correipondencE 

Forwards    ^Pingoment    Monitoring    Proorarn   Rept    29    for    Aug 
WOT/ao!F'lp      Pl""iC   Sorl"Ce   EI"f'e  &   Oas   Co.     of   Heu  Jersey. 


-^^ 


.     PUbIIC    «"vl«.E«tB..    Co.     of    Mo.    Jersey. 

rd3    IE    """'    """*   "-"3/79-17   on   790522-25  ,   notice   of 
"79^/29,  Ph»J-'P»*-     Fu.1    F 


—7910040315   Impingement  Monitoring   Program  nept  39    for    fluo    1979 
60p  8ervice    Electric    t,   aas   Co.     of   Neu   JErSD,,.        79/09/30. 


=r^,mont''lU    «P»rating   ropt    for   Sept    1979. 

lce  EI"*tie  &  Oaa  Co    «•'  "•«-  J 


—  79I016030i  Monthly   oporating    rept    for    Sept    1V79 

bUS    SBrVlCB    ElB1:t''ic    "   0"    Co.     at    Ne^   Jarsey. 


--7910390370    Notice    of    violation    from    in,p    On    790522-25 

*^     Raulon    I,    Phll-dBlphla.    Office    of    thfl    Director!       79/07/17. 


of    the    Director 


i^h^n^TT^    ^    P6rmit     IiSt'n8     *Dtal     amOU"'    "f    W*T     diVerte 

each   month    t,   chloride   analysts    of   Water  Hella    1-3   &  5    for 
quarter    ending    Sept    1979 


79/10/io 


Co'     "'   NBUI 


"**  ""ltflr    treatfne'lt  "Pt    for   Sept    1979. 

vi"  Eloctrlc  fc°"  Co-   Df  "•<"  J«»- 


7910310262  Forworda    «upp  Umontal    roaponao    to    IE   Bulletin   79-O2      "P 

Do!E"*I«!^   •?^D"lBn',U:in'    C["1Cr0t0    E.nana!o:Annc!r0a' 
,°\  U  nf°   ro    fln">  «"*men  t    "ori  ftcation,  anchor   bait 


load 

8orvico  EI 


7910290091    rtck    receipt    of    790920    Hr    informing   NRC    of    stapa    taken    to 
SSJ™Cn   u'0la*i°n?   nOUd    '"    IE    lnuP    ""P*   30-272/79-07      P 

3  ''    PhUadolPhia'    0?M»   oC    thB   Doctor. 


77/o/lfl        lp 


S^^HsportablB   occurrences,    LERs   t,  rclatod   correopondenc  o 

7910040030   no   79-56/01P:  on    790B3O,  noted    e-i^tence    of    identical 
conPlguratton   re    excessive   P.HH   pumo    flom  during   post-LOCA 
""  "  m(")c'[>EtailelJ   rePt   -'"    *>*   submitted    par    Tech 


1  J'1PPU61U 


El8ctrlc   *   Oas   Co-     °f 


7910110343  Forwards   LEU   79-060/'03t,-0 

7W10/OB!  R3pp    PUb"C    SB1""":B    ElBC't'"ic    * 


of   Nau,   Jersey. 


r. 

rrectivo   actions:  OA   aupervisor   utll 

aclledulD   *    t-fc«    n«,M.rii    it.p.    fco 
'1    I"    Hmelg   manner. 


79/020         3pp. 


K 

r 


of   Ne,u   Jerae 


'n!1P    "B(lt    3°-"=/79-07   on   79020t-09   &   not.ce    of 


79IOU0345  LEO   79-060/03L-0:  on   790907,  aeveral    safeflUard    sya    could   not 
bo    PM.t    due    to   aa-volt   dc    control    pouqr    brokers    beino 
trpped   Caused    by   2B-volt   dc    breaker    ieing    1-amp    breaker 
while   circuit    load    is   appro,    two  amps 

'   ,    PUbl'C    Berv'ce   Electric    I,   Qas   Co.     of   N»ui   Jerse, 
Ip,  ™ 


791015O573   Foruards    LEO    79-061/03L-0 


<•  0"  Co.    of  Neu,   Jersey. 


7910H9Q097   Notice    of   violation    Prom    inap    on  790H06-09 

Hpp,  ''     PhiladBlPh1'"    afft™    <>f    the   Director!       79/OB/a3. 

7910290099    IE    InSp   Rept    50-373/79-07    on    790306-09.  Noncnmpl  lance    noted' 
failure    to    .hip    radlnactivo  matl    or    porform  audito    in 
accordance    lu/iuritten    procciluroB 

"'p'  "n1"?"    ''     Phll«'«lP''i«.     Oftl'*    of    the   Director, 


-79101S0379   LER    79-061/03L-Q:  on    790910,  during   OA   aurvoi  1  lane  e    of 
auxiliary    oldg,  tuo  fl-inch    conduits   penetrating    Floor    found 
not   sealed    or    capped  «  no    flro  uatch    postetf.  Caused    by 
?ipprFBIPu      aniD?.°Va'ntBnanCB    P""*""   M3V   requiromentB. 
79/10/09      'ip  "rViCE   Elflctrit   *  °«  c"      °P  Ntw    Jersey. 


7910160399  Forwards  LEF1   79-063/03L-0 


«       /±!  "'I1    eommitn""";    t°   «3reementB    reached   at   790709 

g    u/NRC    re    activitto,    related    to    IE  Bulletin  79-02, 

''*"   PUtl    DaSig"S   UllnB   Cnn"«*«   E«pfln»ion 


Anchor   n 
79/10/ll!F'4pp 


8crvlt:o 


Co.     of   Neu, 


LER   "-«"'««--0:  ""  7909M,  during    shutdown   op  oration,  Joss    of 
fire   suppression   EIJS    qccurrud.  Caused   by    lack    of 
administrative    control    over    Fira   main    X-connect   valve 
Loeftinj    device    ualded    to  valve  access    tube 
77/10/09  "',    PubIU   8flrvlCB   E1"*ric   B.  Oas  Co.    of    NeU    Jersey. 


P0""1'    *°   79053i    »f    "    licensing   (,    insp    of  nucla.r 
*  P,°Ht:™   ;fC    in»»*t-"    «P"iHc    actions    to   ossSre 

mrn   ™A?cid*nt   ulu    noti   occur.  Forwards   NUREO-0623, 

1:"  *  NWtW-OWa- COV.P    sheets    onlj   «."?. 
J.  M.      Commission,       79/10/13,      7pp. 


7910160449  Foriuarifs   LED  79-063/O31.-0 
79/10/09.'  F*  lp      PUi>liC   BerviCB   Electl 


of    New   JarEey. 
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—7910160453   LER   79-062/031.- 0:  on    770912,  personnel     laaving    raduaste   art 
ot    auxiliary    bids    did    not    lock    door    as    required    by    Tech 
Specs. Area    unlocled    K.  unc-uarded    for    five   minutes.  Caused    bu. 
personnel    error.  Area   partitioned   !i    locked. 

MPPLE.A.H.       Public    Service   Electric    ti  Qaa    Co,     of    New  Jersey. 
79/10/0=?.       3pp. 

7910190416  Forwards  1ER   79-064/O1T-Q. 

LIBfllZZI.F.P.       Public    Service   Electric    b  Oaa   Co,     of   New  Jersey. 
79/10/15.        3pp. 

— 7910190130    LER    79-0&4/01T-0:  on    791001i43X    carton    dioilde    tan*     level 
recording    found    in/no    firo   match    pasted.  Caused   by    shift 
personnel    not   considering    carbon   dioiide    syi    inoperable. 
Plant    log    sheet    changed    ta   allow  fflln    storage    level    of  75X, 
HAPPLE.A.H.       Public   Service   Electric    !.  Qas    Co.     of    Main  Jersey. 
77/10/13.       lp. 


7910050316  Forwards    "Rept    to    NRC    from  PO&E   on  Eeismit    Imp  1  Icat  ions    of 
TMI-2   Accident    to    Diablo    Canyon.  " 
CRANE.P.A.        Pacific    Gaa    &    Electric     Cn.        79/09/2S.        lp. 

— 7910030530    "Rept    to   NRC    from    PO&E    on    Seismic    Implications    of    TMI-3 
Accident    to   Diablo   Canyon."    Cversiie    drawing    encl. 
»      Pacific    Gas    S.   Electric    Co.        7*?/09/27,        45pp. 

7910160326  Forwards    responses    to    several    Agg    1979  NUC    questiona. 
Includes    LDCA  reanalysis    to    evaluate   ECC8  performance, 
charts, tables   &  one   oversize    drawing. 
CRANE. P. A.        Pacific    Oaa    t    Electric     Co.        79/09/29.        S7pp. 

7910160469  Forwards    "Equipment    Qualification,"   Proprietary    version 
withheld    (ref    IQCFflS.  790) .  Apo  1  i  cat  i  on    for   withholding    info 
from  public    disclosure    encl. 
CRANE. P. A,        Pacific    Oa  s   t.    Electric     Co.        79/10/03.        10pp. 


7910340521    Forwards    LER   79-069/03L-0, 

LIHRlZZIjF.  P.       Public   Service  Electric    t*  Qas    Co. 
79/10/22,        3pp. 


MB ui  Jersey, 


—7910210830   LER   79~0£,S/03L-0:  on    791003. some    equipment    listed    in    IB-month 
aurveillance    prerequisites    section    of    procedure  mere 
inoperable.  Teat    procedures    deleted    ti   retest    procedures 
provided    Caused    by    personnel    errors.  Supervisor  rei  natruc  ted. 
K.APPLE.A.W.       Public   Service    Electric    fc  Oas   Co.     of   Neui  Jersey. 
79/10/32.        lp. 


DOCKET   50-274  U.S.     GEOLOGICAL  SURVEY  RESEARCH   REACTOR 
J,     Insurance  &    indemnity    information 

7910390347   Eiecutedl   Amend    10   to    Indemnity   Agreement  U-10, 

BALTZMAN.J,  Antitrust  !.    Indemnity    dfoup,       MOHAN!  IN,  A.  I'.        Interior, 

Dapt.     of.    U.S.    Geological   Survey.       79/10/23.       lp, 

P.     Operating    license    stage   docume-nts   &   correspondence 

7910220413  FormaTd-s   guide-line*    for   valva   operability    re    cnntainmont 
purging    &  venting   durin9    normal    operation.  Re-quosti 
commitment    to    implement:   valve    qualification    program   within 
30  days. 
EISGNHUT,  D.  0.         Division   of    Operating    Reactors.       79/09/27.       3pp. 

Q.     Inspection  reports>     IE  Bulletins   t   correspondence 

7910300092  Forwards    IE    Info   Notice  79-33.     "Ouali t icat 1  on   nf   Control 
Bye."   Westingoou*B  79QB30    Itr    fr  Public    Svc    Electric    t  Oaa 
Co  790-710   Itr    re   potenttal    unrevieued    *af*tu   quest  ion.  Action 
required   within  20  days  W/o    e-ncl. 
DENTON.-H.R.      Office    of    Hue  l*ar   Reactor   Regulation,       79/09/17.       10pp. 

8,    Sepal-table   occurrences,    LERi    k  related    correspondence 

79103406S6  RD:  on.  7910O9,  pnuier    ilgnal    uai    lott    about    60-s    after    reactor 
reached    1   hU   pnmar    level.  Reactor    immediatflli;    shut    douin. 
Caused    by   moiitore    shorting    ilgnal    line   whose   coaiiat 
connector  uai    lijing    In  uat*r    near    reactor    tank. 
RUSLIN3,  D.  H.       Inter  lor,  Dept.  of ,    GBOlaoUal    Survey.       79/10/10.        lp. 

DOCKET   30-273   OIABLO  CANVQH  KITCLEAR  PDHER   PLANT,    UNIT    1 

A,    Application/construction   stage   documents   fc   correspondence. 

7910050179  Forurai-ds   request   for  addl    info  r*    input    to    Suppl    B    to    safety 

evaluation.  Branch   raviuuia    intomplete    re  further  analysis   of 

containment    foundation  mail    i<  stability  dnalysis    of    intake 
structure    cranes. 

BCIfAUERiF.  P.  Structural    Engineering  Ur»nch,       79/00/23.       -5pp. 


— 791Q16047O   "Equipment    Qualification."   Proprietary    version   withheld 
(ref     IOCFR3.  790). 
H»      Pacific    Oas    (.Electric.    Co.        79/10/03.        20pp. 

79102407IB  Forwards    requests    for    info    re    potential    overprossuri jation 
of    containment    in    event    of    main   ute^am   lino   break. 
STDLZ.J'.F.  LiuJit    Water    Reactors    Branch    1.        79/10/05.        6pp. 


7910240723  Forwards    requeat    for    addl     Info   ra    level    meaaurement    errors 
due    to    environ    tamp    effects    on    love-1    inatruments   vaf    legs, 
STDLZ.J.F.  Light   Water    Reactors    Branch    1.       79/10/03.       1pp. 

791017030-2   Discusses   development    of    plan    for   managing,  preserving    8. 
inlnimiilng    damage    tg    historical    t,    archaeological    data   t. 
specimens    in    facility    areas.  Imp roveid    roads   north    of    facility 
creek    tie-d    should   be   paved. 
PETERS,  R.  J.        PaciFic     Oas    *t    Electric     Co.        79/10/12,        4pp. 

7910230332  Forwards    info  re    Fuel    handling    bldg    crane. polar    crane, 
turbine    bldg    &    Intake    structure   crane,  in   response    to   790912 
reques  t, 
CRANE.P.A.       Pacific   Gas   &    Electric    Co.       79/10/17.       3pp. 

7910310273  Requests    that  NRC    consult    m/Fish   t.  Wildlife   Bvc    baforn    final 
doterminat fan  re    Facility    licensing. 
MEVEWjH.  H.        Interior.  Dept.  of.     Fish    &  Wildlife   Service.       79/10/33. 

2PP- 

791030029'1    Requests    preparation    of    supplemental    EI9    to   consider    environ 
impact    oF    various    Class   9    nuclear    ace  idents,  per    10CFR2.306. 
BALDWIN,  U.  A,        Friends     of     tho    Earth.        79/10/24.        3pp, 

7910310308  Forwards    memus    concerning    nummary    of   791019  meeting   ui/util 
re   reporting    status   on    generic    matters    related    to    licensing. 
HENDHIE,  J.  H.       Commission.        79/10/24.        lp, 

— 7910310312   Discusnes    actions    subspqusnt    to   79101B  meeting    w/util.Util 
contarns    that    facility    was    siinglod    out    for   unique    procedural 
treatmant    re    Tin-related    i-asues    era    groundless. 
HENDHIE.  0.  M.       Commission.        79/10/24,       lp. 

—7910310-315  Summary    of    791019    meetinn,   ui/util    re    on    status   of   flenaric 
bBiue-5    re    facility    licensing, 
HAGBELL.  D.  F.       Commission,        79/10/33.       2pp, 

0.    Ail judicatory    correspondence 

7910030715  Order    denying    intervonor    Son   Luis   Oftispo   Mothers    for   Peace 
79060-B   motio-n    to   reopen   hearing    re   adequacy    of    security 
plan. Failed    to    shoui   significant   unreviouied    safety    items   or 
changed    circumstances    to    justify    reopening    record. 
DOWERB,  E.  B.       Atomic    Safety    and    Licensing   Board   Panel.       79/07/30. 
3pp. 


7910040630  Forward*   riquest    for   add]    info   re    PUB!   handling   crane, polar 
cr*na, turbine    bldg    crane  t    IntaKe    itructur*   crane. 
STOLI.J.F.  Operatlnfl   Reactors   Draneh    I    (Pre   7-710301.      79/09/13. 

9pp. 


79100507BO  Diicusses  TMI-reloteJ    issues   re   nuclear    pouev    plant 
licensing    r&vi-mu.  NRC    should    I  ague    order   h  notice    of    haarlnfl 
re   jrocedures    in    proceed  Inoa.  NRC   reviou  DP   emergency 
planning    -shnulfl   auiaib    completion   of   rulemaVlng. 
FLEI8CHAKEF1.  0.  G     FlelschokeT,     D.    B.       79/09/13.       6pp. 


'910-030411   R*qu«*t«   •i»mptton    from  App    <J   Uakaga    tasting    program 
requirement   ri   testing    of   per-tonnEl    acceii    hatch.  Encl    Tech) 
Spec*    Incorporate   altirnate    leak    test   procedures. 

A.      Pacific    0-»s   S.  ElvctHc    Co.       71/09/37.       3pp. 


7910030B06  Responds    to    poitcard    opposing    licensing. Decision    re    llcens 
mill    be    based    -on   protection    of    public    health   t>   safety. 
DENTDN.H.R,       Offic»    of  Nuclear   Reactor   Reoglatlon.       79/09/20.        lp. 


'910030422  T«ch   Speci    re   containment    *y«   air    locti. 
Pacific   Oas   tc  Elictrlc    Co.       79/09/S7,       3pp. 


— 7910020809    Urgei    opposition    to    licensing    of    facility. 
CLARK.B.L.       Affiliation    Unknown.       79/09/80.       lp. 
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7910030B10  Responds    to    postcard    opposing    1  icensing.  Dec  isi  on   rs    licens 
n™TnMeub°3adn?n   ("'ofc.ctu,,   of    public    health   t,   safety.  Il"n 

DENTDN.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/G9/2O.        Ip. 

—  7910020BIS  Urges    apposition    to    licensing    of    facllitu 

PHILLIPS,  P.  c.  .    CLARK.S.L.       Af  ft  1  iation   Unknown.       79/09/30.        Ip. 


oo5o  -         *    30-333/79-05   on 

0405-06.  No  nancnmplianCE  noted.  Major  areas  inspected' 
action  on  previous  f  ind  inijs,  action  on  IE  bulletins  S,' 
circulars  t,  pipe  support  installation  work 


?9$2S2?I7?/TMP'"'..NRC    7W535    UP    *°    nj   Lagomarsino.in   respond    to 
79041B    Itr    forwarding    County    of    Santa    Barbara   Doard    of 
Supervisors    resolution    re    deferral    of    issuance    ap   flu    for 
facilities    until    completion    uf    TMI     incident    evaluation 
DENTDN.H.R.        Office    of    Nuclear    Reactnr    Regulation.        79/09/24.        Ip. 

7910260365  Requests    that    final    rulemaking    on   emergency    plannino    precede 
renewed    hearing,   «    that   NRC    renotice    licensing    proceedings  """"* 

to   allow   public    to   participate    in   resolving    whether  .actions 
recommended    In   NUREO-0578  will    protect    public 
CLUCAS.J.       SUrra   Club.       79/10/01.       2pp. 

7910330135   Responds    to    C    Thomas   790501     Itr    opposing    OL.  OL    decUions 
niiin^  fSBd^°"   P™*1"**'"'    °t    Public    health   t,  safety. 
DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/10/04.        lp. 

—  7910230141    Eiprasses    concern   re    facility    const 

THDMA8,  C.       Affiliation   Unknown.       79/05/01.       lp, 

7910230133  Re9ponds    to   K   Bhoup    790501    Itr    opposing    OL  DL  decision*  ulll 
be    based    on   protection   of    public    health    8.   safety 
DENTON.H.R.       Office    of   Nuclear  Reactor   Regulation.       79/LO/04.       lp. 

—  791023O162  Expresses    concern    re    facility    const 

SHDUP.K.       Affiliation  Unknown,       79/05/01,       lp, 

7910230166  Responds    to   T  Krahn    790501    Itr    opposing    OL.  DL  decisions 
^K,™,,"J'al'"L?n    PrDt^t'°n    °f   Public    health    t,   safety, 
DENTON.H.R.       Office    of   Nuclear   Reactor  Regulation.       79/10/04.       lp. 


—7910330172  Expresses   concern    ro    facility    const 
KRAHN.  T.       Affiliation   Unknown.       79/05/01 


lp. 


nA*     !hTSlpt  ?f  79°50'  ltr  *°  JM  """"'»  "PP"in9  facility 

OL,  Assures  that  decision  re  OL  mil  bo  based  on  protection 

of  public  health  Si  safety. 

DENTDN.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/1D/04.   lp. 

—7910230637  Urgoa  denial  of  facility  OL. 

LUNA,  C.  M.   Affiliation  Unknown.   79/03/01.   Ip. 

7910330633  Ac  k  790301  ltr  to  JH  Hendrlo  opposing  facility  OL.  Assures 
that  decision  ra  DL  will  he  basod  on  protection  of  public 
haalth  d  safety. 
DENTON.H.R,   Office  of  Nucloar  Reactor  RaguUtion.   7-7/10/04,   lp. 

—  79102306Q7  Urges  Jenial  of  facility  OL. 

HIRSCHiS.  I.   Affiliation  Unknown.   79/05/01.   lp. 

7910310116  Requests  that  NRC  U.u.  order  of  notice  tr  hearins  befora 
processing  u/licensing, 
DARROWS.J.C.   Affiliation  Unknown.   79/10/09,   lp. 

79102S0390  Oovomor  of  CA  petition  to  participate  in  praceading  as 
representative  of  interested  state.  He.  poniibi  li  ties  under  CA 
Emeroency  9vc«  Act  differ  from  those  exerciied  bu  Public 
Utlls  Commisalon  of  CA. 
KLEIN,  J.  A.,  DROWN,  H.H.   California,  State  of.   79/10/13.   2pp. 

H.  Oenoral  corrBspondence 

7910250342  Respond,  to  790823  ltr  e.pressing  concern  re  isouanca  of 
UL.  oiicuisti  OL  Issuance,  emergency  plamHosgM  fault,  NRC 
Involvament  in/nuclear  industry  t,  environ  impact  of 
radiation. 
VASSALLO.D.B.    Divi«ion  of  Projuct  Manag»ment.   79/10/01.   flpp, 

0.  Inspection  report*,  IE  Bulletins  fc  correspondence 

"•ii^S!0;!  Forward»  IE  rn»P  R«pt»  30-273/79-07  b  50-323/79-08  on 
790326-H9  (.  0405-06.  No  noncomp  1  lance  noted. 

SPENCER,  0.  B.      Region  5.  9an  Franclico,  Reactor  Construction  l< 
Enginserlno  Support  Branch.   79/03/11,   2pp. 


CR^F  *       *  a  rep   urns  UB 

CRANE,  P.  A.        Pacific    Gas    t,   EUctrU    CD.        79/O7/20 


9pp, 


RCWL^S    1EHI?'S,M?;'"   79-20.Rflvi5ion    j,    "NflC  Enf  orcc-m^t 
RC  Licensed    Individuals.  '•  Notice   reissued    to 
correct   word    omission  t,  punctuation   error  which    changed 
ENn!rIPSViatBme"t'?haiTd    •*•*«•"*   underlined    In    te,t. 
79%9/07.      ?p          R*St°"   S'     aa"  Fra™1'""    "flee    of    the   Birectar. 


iFSrl'!:l'i1    1E  Clrculflr   79-'9'     "Loose   Locking    D.vlces    Or 
1^1;1"1    Pump    ImPBll"s-  "   No  action  required 

"  Rl""Dn   3'    B3n  Fra'»:""-    ^fice    of    the  Director. 


79/09/^7'"'^ 


NotUB  79-3S-  " 

'     ^   Frani:i«0' 


*he   Director. 


7910350300  Forwards    IE    Insp   Rept    50-279/79-16   on  790B17-31   No 
noncompl  lance   noted,  -".MV 


nudMalnr    ±"   ^    50;275/7<?-18   «"   790817-31.  No    noncO-np  li  anc* 
notsd.  Major   areas    inspected:  preoparational    test  ing,  actions 
on   previous      nsp    findings,  OA   for   PrOoperati0nal    testing    £ 
fire   protection  *  prevention 

STERNalim  n  S""0"  2'    ?a"   £M2eii»'    "Me.  of    UB    Director. 
aTERNBHRO,  D.  M  Region    5,    San  Francisco    Heactor  Operations 

Nuclear  Support   Branch.       79/09/21,       4pp, 

7910130303  Foryards    IE  Circular   79-20,    "FallurB   of  GTE  SytvaTiia    Relau, 
Type  PH  Dulletin  7305,  Catalog    5U12-11-AC  u/|ao  Volt   « 
Coil,"  No  action  required 

79/09/24!"'  lp  F"9""1   5'    SS"  Frflnci*c("    otfl"   °f   *h«  Director. 


'-'S   Inf°.NDtl"  79-23.     -Ei>.|.,.nev   Diesel    OenBrat0r 
."   No  action   required. 

Refli°n   S'    8fl"  Frflnclico'    Of*"   of    »">  Director. 


?^'     "Fr°"n    Un"-"   AltiD"    -Qui 
Francisco,    Office   of   the  Director. 


79/09/36'  R'"p 


79/09/37        lp 


nTr1:   ,'E.,Inf°   NotlCD   79-33'    " 
nt  Units   3  &   4.  "  No   action  required 

"  *"*i0"    S'    89n  Fran<:1'cd' 


Trips   at  Turkey 


7910190214   Forwards    IE   Info  Notice  79-24,     "Overpressuri  latlon    of 
Containment   of   PWR  Plant  After   Main   Bteam  Line   Break    "ND 
action  required. 

79??0/OLR'l'p,         RBf"Dn   3'    B"n  Francls"'    «"»   "'    *•••  Director. 

7910310268  Foruartfs  R.vision  S    to    IE  Bulletin  77-13,     "Crack  inn    in 
Feetfuater   Sys   Piping."  Action    required.  Tat.  ma 

79/10/!9.'R'"p  Regtqn   3<    8"  F"ntllco'    "'"«   »'   *h«  Director. 


DOCKET   30-276  OEOR01A  TECH  RESEARCH  REACTOR 
J.     Initirance  &    Indemnity    information 


.RnM       ^ru*rdt   "•«*•<  Amend    13  to    Indemnity   Aoree-n.nt  £-30. 
WILSON,  J.  W.      Oeorgia    Instltut.   of  Technologij.      79/10/34.      2pp. 


™-  S0"277  P^ACH  BOTTOM  ATOMIC  POWER  STATION,    UNIT  2 

F^Becurlty,    medUal,    emergency    (.  flr»   protection  plans 


791083031B  Forward,   revised   cover,  title   page   fc  p.ges    3-5,3-7,3-9   S,    14-1 
™E.h^'£*1    »"urft«   plM.Encl    withheld    (ref   IOCFR2.79O). 
flRADLEY,E.J,      Philadelphia   El«tric   Co.       79/10/1B        3pp 
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7910190330  Affidavit   of    C  Ktpford    re    Int.rv.noT    Environ   Coil  iHan 
NU    learPouer   •t«tw.»t   of    facts    t»  uhich    th*r«    U    m.tl 
dilute.  Natural   ventilation    can.  bring    op    radar,    from    interior 


Coaliti0n  on   Nuclear   P«,,r.       77/O6/26. 


6pp. 


-•>flioi90S«  OPPOSES    utils    joint  nation    for    summaru,    d  i  spos  i  tion    t.  NflC 
~       lobinn   for    partial    summary    disposition   on    radon    emissions. 
Radon  emissions    endanger    public    heal  th.  Adopts    interv.nor 
Ecology   Action   of   OsLiogo   concurrent    Filing. 
.Environmental    Coalition    on   Nucliir   Pouer. 


_,„,„,,„, 
79/O6/27. 


I3PP. 


7910090355   Five    requests     to    mai*     limited    appearance    statements    at 
oublic    hearings,  submitted    by    local    residents 
LOOKINOBILL.e.        Affiliation    Unknown.        79/09/O2.        5pp. 

7910190337  Requests    notification,   of   hearing    &  opportunity    to 
participate    in  put  lie    hearings    re   restart    of   TMI. 
NE3BIT.D.D.        Af  f  i  1  iat  i  on   Unknown,        79/O9/05,         lp. 

791*240416    Requests    notification    of    hearing    fc   opportunity     to 
participate    in   public    hearings    re    issuance-   of   permits. 
license*   Si  approvals    to   reopen  TMI-H. 
NESBIT.  D.  D.        Affiliation   Unknown.        79/09/OS.         lp. 

7910190335    Decision   At.AH-562    granting    summaru    judgment     for    Deficiencies 
1,  2,  6,  B,?.  Hi  12.  15.  19.20   i   22-25.  Denies    summary    disposition 
for   deficiencies    re    emissions    from   mill     tailing*    piles, 
underground   min^s,  open   pit  jnlnes    &  uiator    pathways, 
BISHOP.  C.J.       Atomic   Safety    and   Licensing    Appeal    Panel. 
26pp. 


79/0. 9/1 1. 


77101BOS27  Order  directing    that   prepared    testimonies    oF   witness 
filed    on   or    before  7901  IB. Hearing    shall    cammence   on    BQ0325 
at    location    to   be   determined. 

BISHOP,  C.  J.       Atomic    Safetij    and    Licensing   Appeal    Panel. 
2pp. 

79101B0541    t-Uxnorandum   ALAB-566;  eip  laina    ASLAB    771003    order    directing 
parties    to    file   prepared    t&stimonmies    oF   luitnaises    by    000110 
ft  advising    that   hearing   will    c o nuns' n c e    on   EOOS-35.  States 
factors    considered    for    issuance    of   order. 

BISHOP, C.J.       Atomic    Safety    and    Licensing   Appeal    Panel.        79/iO/ll. 
lEpo, 

P.    Operating    license    stage    documents  &   correspondent t 

7910090241   Forwards    FU  notice    of    amend    to    10CFR73  53    re-   r-equlrements 
far  physical    protection    of   nuclear  pouor   plants.  Amend    defers 
implementation   of    physical    search   refill  roments   from   790GQ1 
to  791101. 
CENTON.H.  R.       Office   of    Wuclear   fteactor   Regulation.        79/03/10.       -17pp. 

7910110235   Forwards    NUREO/Cfi-0727.     "DUR    OFfgai    Sys    Evaluation.   "    5ya 
provides    reasonable  asturanco    that   potential    for    external 
ofFgai    e<plosi{ing.    is   minimi ned.  W/o  encl. 

OAMMILL.M.P,         Assistant    Director    for   Operating   Reactor   Projects    (Pre 
791030).        79/08/22.        S9pp. 

7910040i7l    Application    to    amend    Licenses   BPH-44  t-  DPH-56.  Proposed 
changes    involve    Tech   Spec    re    analog    loop    Installation  &   mod 
uf  reactor    level    indication    lc-op.  Cer  t  i  Picate   of  -Svc.mnd 
description  !•  revised    Tech   Specs   End, 

BAUER,  E.  0.  ,    BilADLEV.E.  J  .    DALTROFF.  S.  L.       Ph  i  ladcl  ph  ia   Cl  oc  tr  i  c   Co. 
79/08/23.        22pp. 

7910090435  Forward's  Amends   39   t*   30   to   Licenses   DPR-44  ft  DpR-gib, 
respectively,  safety    evaluation  &  notice   of    issuance  b 
availability. 

IPPOL1TD.T.A.  Dpsrattng   Redactors    Branch    3   <Pre    7910301.       79/09/13. 

3pp. 

— -7910070431    Amends    SB    t.   3B    to    Licenses    DPR-44   fr   i)PR-Si,  reapec  t  i  vo  1  y, 
.revising    limiting    conflilious    for   operation    for    containment 
atmosphere   dilution   susiby    permitting    syc    to    be    inoperable 
for  a   period   of   up    to  30    days. 

1PPOL1TO-T.  A.  Operating   Reactors   Branch   3    (Pre   791030). 

.     79/09/13.        10pp. 

--7910090436  Notice  of    iiaudnce  ft  availability    of   Amanda    SB  fc    SB   to 

Licenses   DPR~fl4  d   DPR-36j  respectively. 

IPPOL1TO.T.A,  Oparating    Reactor*   Branch   3    (Pro   791030). 
79/09/13.       2p.p, 


791OO90S53   Forwards    Amends     57   «<    S9    to    Licenses    DPR-44    !.    DPR-5i 
respECtively ,  safety    ovaluation    t<    notice   of    issuance   ti 

availability.  , 

1PPGL1TQ,  T.  A.  Operatlno    Reactors    Branch   3    (Pve    791030).       79/09/17. 

2pp. 

—  7910090558    rtmends    59    fc    59    to    Licenses    DPR-41    ti    DPR-5A,  respective  1  u. 

deleting    restriction    an    fuel    decay    time    prior    to   movement 
of    fuel    elements    from    reactor    vessel    to   spent    fuel    pool. 
1PPOLITQ,  T.A,  Operating    Reactors   Branch   3    (Pro   791030), 

79/07/17,        Spn. 

—  7910090563    Safety    evaluation    supporting    Amends    59    tt    59    to    Licenses 

DPH-44    &    DPR-36,  rospec  t  tve  ly, 

•      Office    of    Muclear    Reactor    Regulation.        79/07/17.        3pp. 

— 79100-90967    Notice    of     issuance    &    availability    of    Amends    59    (.    59     to 
Licensos    DPH-14    ft    DPR-3&,  r  espe  c  ti  ve  ly. 

IPPDL1TO.  T,  A.  Operating    Reactors   Branch   3    (Pre   791030). 

79/09/17.       2pp. 

7910090359   Forwards    Amends    60    !.   AO    to    Licenses    DPR-41    b   DPR-9ci, 
respective  1  (j,     !i    notice    of     issuance    &   availability. 

IPPOL1TO.T.  A.  Operating    Reactors    Branch    3    (Pre    791030).        79/O9/19. 

3pp. 

— 791O090273    rtmonitB    AO    !i    &Q    to   Licon^aea   DPR-44    !i    DPR-56,  reapec  ti  velij. 
revising    table    of    primary    containment    isolation   valves    to 
refloct    rerouting    of    control    rod    drive   return    line    to 
reactor    water    cleanup    5ys. 

IPPDLITO,  T.  A.  Operating    Reactors    Branch    3     (Pre    771030). 

79/09/19,         10pp. 

— 791QO9Q277    Notice    oF    issuance    t,    availability    of    Amenda    60   !t    60     to 
Licenses    DPJI-fll    fa   DPR-36.  resp  BC  t  i  vely. 

IPPOLITQ.  T.  A.  Operating    Reactors   Branch    3    (Pre    791030), 

77/09/17.        2pp. 

79100911490   Foriiiards    Amends   61    &    i!    to  Licenses    DPR-44   &  DPH-56, 
respect  lve>ly,     E>    notice    of    issuance    &  availability. 

1PPOLITD.T.  A.  Operating    Reactors   Branch   3    (Pre   791030).       79/O9/20. 

4pp. 

— 79100904-9B   Amends    61    ft    61    to  Licenses  DPR-44   &   DPR-5i.  reapec  ti  vo  1  y. 
revising    administrative    controls    section    of    Tech   Specs    to 
require    n,ua  1  i  f  i  cat  i  ons    of    health    physics    supervisor    to 
meet   or    eicead    thn-ac    in    FJog    Guide    1.  B. 

IPPQLlTDi.  T,  A.  Operating    Roactors    Branch    3     (Pro    791030). 

79/09/20.         13pp. 

— 7910090506    Notice  of     iaauaince    &    availability    of   Araunda    61    &   61     to 

Licenses    DPR-44  Si   DPR-5fa.  res,pec  tlvely, 

IPPOL.ITO,  T.  A.  Operating    RoactarB   Branch    3    (Pre    791030). 

79/09/20.       2pp. 

7910160145   Notification    of    790926   meeting   in/Mark    1    owners    in   Bethoiida. 
MO   to   discuss    pool    spelling    compressibility    effects    t< 
douincomer    condensation    loads. 
GR1MEB-G.I.  Plant    SystamB    Branch    (Pre   791030).        79/09/24.         lp, 

791017001O  Dl  SCUBSOS    ne^ed    for    add!    confirmatory    full    scale    tests    to. 
eitatlish    uncer  taintij-    in    loaiJ    magniturfos   re   conclenaation 
oscillation    load    definition    procedures.  Draft    1  tr    to   Mark    I 
utils  re    test    program    encl. 

•GRIMES.  a.K.         Assistant    Director    For  Systems   Engineering    (Pre 
791030).        79/09/23.        4pp. 

7910010371    Submits    description    of    proposed    changes    to    inservice    insp 
program   submitted    731122. 
GALLAGHER,  J.  W,        Philadelphia    Electric   Co.       79/09/36.       H4-pp. 

7910170006  Discusses    resolution    of    potential    problem  re   Mark    I 
containment    identiflod    in    790S31    memo.  Add!    info  re   reaponse 
character  io  ties    of    doiuncamer-vcnt    header   sys    ehous 
sufficient    structural    fatigue    margins   eilst. Evaluation    end. 
DENTONrH.R,        Office    of    Nuclear    Reactor    Regulation.        79/09/26.         Hpp. 

7J710220413  Forwards    suiiJeltnes    for    valve   operability   re   containment 
purging   &   venting    during    normal    operation.  Requests 
commitment    to    implement    valve    mia  1  if ication   program  uithin 
30  days. 
EISENHUT.D,  0.          Dlviaio-n    oF    Operating    Reactors.       79/09/27.       3p  p , 

7710100144  Forwards    application    P.or    amend    of  License   DPR-44 
to   temporarily    attend    core    spraij    p urap    flow  rate    surveillance 
tBHt    fraquaney.  Filing    fee    »ncl. 
DRADLEY!E.J.       Ph  i  1  adel  phia    Electr  i  c   Co.       79/10/02.       lp. 
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frequenc!;.  Certificate    of    Bvc    end          velllan(:e    *"** 
BAUER,E.Q.,     BRADLEY,  E.  J.        Phi  larfelph  ia    Elec  trU    Co.        79/1O/01. 


IPPDLITO.rT     "operating    Reactors    Branch    3    <Pre    79,030).         79/10/O4. 

— 7910330125   Corrected    Page    32B    of    Tech    Specs 

*  Operation    Reactors    Branch    3    (Pro    79103O).        79/10/04          Ip. 

79I01003B6    Forwards    description    of    nonsaf ety-grade    su3    intBractirm 
analyEiB    program    in    response    to    NRC    790917    ltr  'ntBraction 

GALLAGHER,  J.W.        Ph  i  !adel  ph  ia    E!  cc  trie    Co         7v"lO/O5.        iapp. 

"dtl^buti''91"'"''6    t0   NHC   7<J°BOB    ltr   rc    ad8quacy    of    station    electric 
us  ina    N(7C-r0n  H       cauBfl-tJtil     conducting    voltage    study 

comol    ti  qu're      Approach.  Study    will    take    addl    60   days    for 

DrtLTROFF.B'L.        Philadelphia    EUctrlc    Co.        79/1O/03.        2pp. 

7910210216   Forwards    request    for    addl     info    rn    791*197    ,.    f 

to   Licenses   DPR-44  t   DPB-Si    involving    use    of   an   I   req""t    for   amBT1(l  s 
nequestTrecert    oF'addlS-fnr    •n>ln"PB"    "  feg  uard    sensors. 
I3ppL'TO'T'A  Operating    Reactors    Dranch    3    {Pre    791030).        79/10/05. 

7910230316  Notification    oF   791030  meeting   u/u U 1    in   BethBsda.MD    to 

VEnOELLt,!).  H.  Operating    Reactors    Branch    3    (Pro    791030).        79/10/12. 

79of3actfonsDrlI""'da   r°BpD"9e    to   mc    790913  request    Fur    implementation 

M?niDFPrCe    !thort~ti"'m   recommendations.  Response    is    consistent 

u/UHH    owners    group    rec ommondati ons 

DALTRGFF.S.  L.        Philadelphia    ElBctric    Co.        79/1O/17.        aipp. 


7910150!Bl    Subrr.ts    second    r..Poni.    to     IE   Bulletin    79-14   re    ..J,.ic 
JH!    ""       !r    aa-built    ••'•tg-nl.t.d     piping    s«5tema  SBl5mlc 

Addresae6    60-dag    response    to    tt.m   2    under    actinn    to    He    takDn 

ML^«^",'un'bi:.f0    CDm"lg    u/""edu!B    of    bull.tln. 
GALLAGHER.  J.  W.        Philadelphia    Electric    Co.        79/00/31.       3pp. 


JnlT"    R""?nd'    to    1E   D«Hitin   79-15.  Thirteen    deep    draft    pump, 
found    in    safety-related    ap  p  l  icationa.  Outt  Ines    location,  modsl 
numb  ">eati  on,  modul 


number.  capacity   &   manuFacturer 
GALLAQHER,  J,  W.        PhiUd.lphi-    El6ctriC    Co. 


79/09/06.        14pp. 


H. 
79/09/07.         tp. 


.  icenGed    Individuals. 

:ement. Changed    statement    underlined    in"teit 
Region    1,    Philadelphia.     Office   of    th»   Director. 


Not  its   reissued    to 
•"«    «hi«h    change. 


IECircul" 


"Loo5E  Locking    DeviCE9    »„ 


Co    790910    ltr    rH    potential    unrevieued     safety    question   Action 
required    within    20   dai/s.  w/o    encl  quesvion.  Ac  ti  an 

DEWrON,H.«.         Office    of   Nuclear   Reactor    Reflation.        79/09/17. 


d 

ddress   flnnouncement  uas   audible   over 

in  piant  »«t«.*«rbin..  „-».,*.  ft 

BALLAOHEB.  J.  H.        Philadelphia    Electric    Co.        79/09/31.        3pp. 


*>«    »-rU.rdi    IE    m.p   ftept,    SO-393/79-I3   (, 
2.  Action    required 
EIHEMHUT.D.e.  Division    of    Operating    Reactors.        79/09/3), 


phlaM  -»  -  -       HH-3* 

j.       Philadelphifl    Electric    Co.       79/10/21.       Ip. 

--7910300147   Application    For    amend    oF  Lice*™*   DPR-14   &  DpH_5(b    tn   reflllr. 
romova      af    certain    Bhock    SUppresBors    from    Each    unit,  "fluct 

Certificato    of    Svc    &    filing    Fee    enc I 
RAUER.E.Q,        Philadolphla    Eloctrlc    Co.        79/10/21.        t)pp. 


For   valve 


'  ^    to   E0 
ntln      durln9    nor'1 


0«.LAOHER,J.H.        Philadelphia    Electric    Co.        79/1O/2 


conuco        o    formulate    oiposure   records 

DALTROFF.6.  L.       Ph  i  lado  1  ph  la    Electric    Co.       79/09/10.      3pp. 


-7910090447  Notice    of   violation    from    Insn    on  790313-16 

»          Region    1,     Philadelphia,    QPfica   of    the    Dlroctor.      79/01/26. 


dfflet  of    tne 


79/OW3fcH 


0n    ''    FlhiIa(lBlPhia' 


the  Director. 


month    lo-jic    ays    functional    test    For   containment   isolation 

SUB    components    rescheduled. 

OALLAOHEn.  J.  W.        Philadelphia    Electric    Co,        79/09/17,        Mpp. 


Point    Units    3   &    1. "    No  action  roquired. 

79/IO/0!H      Ip   "B9i0n   ''    ptliladBlPhia'    0«1»   "f  the  ttiroctor, 

79l0170i33  FormarJa    IE    Info  Notice  79-34,     "Over-liressuri  zation   of 
Con    ainmant    0P   PHR  Plant  After  Main  Steam  Line  n"a      "N 
action  required. 

Reoion    1,    Philadelphia,    Office    of   the   Director 
Ip. 


lf   79°917   ltP    *«"«.lnB    NUC   of   steps    taken    to 


7910050156    IE    Insp   Depts    30-277/79-07  I,   90-378/79-08   on  790SI3-I6 
Noncompllance    noted:  Fai  lure    to    perform   evaluation    to 
determine    compliance   ui/lOCFRBO.  lOt 


month    logic    GU.9    Functional    test    for   containment    isolation 

sijs    components    reichedulei) 

OALtAOHEH,  d.W.       Philadelphia   Electric    Co.       79/09/17.       5pp. 


*  &  50-37Q/79-I4    on 

notice    of   violation.  Nine    lou.  level    radwasto 
shipment]    mado   Jan    I97B~June    1979 

nnUNNER.E.  J.  Region    I,    Philadelphia,    Reactor   Operations    Nuc 

Support    Branch.        79/08/37.        3pp.  parangns    Nuc 
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-791031OQ34   Nntice    of   violation    Fr-am    ln.sp    on    790521-24. 
*  Region    i,     Phi  3  ad  o-l  ph  1  a,     Office    df    thtr   Director. 

3pp. 


DOCKET    50-276    PEACH   BOTTOM    ATOMIC   POWER    STATION,     UNIT   3 
F,     Security,     modical,     emergency   6   fire   protection    plans 


-7910310057    IE    Inap    Flepts.    50-277/79-12  «.   5O-37Q/79-14   on    790531-34. 
Noncompl iance    noted:  failure    to    perform  primary    containment 
Isolation    logic    su,s    functional    test   uitKtn   fi-month    interval. 
BLUHOEHO,  H.  J.  ,     BHUNrtCK.W.  H,  .     KISTEH.H.D.  Rug  ion    1,    Philadelphia, 

Offlca   at    the    Director.        79/0&/17.        IBpp, 

'910310129   Submits    add]    info    requested    re    IE   Bulletin  77-14,     "Seismdc 
Analysis    for    As-Built   Sat ety-Related    Piping    9ys.  "    Forwards 
tabulation   -of    laf  ety-re  lated    piping    p-e-r   FSAFt   lable   A.  g.  1. 
CQDNEY,  tt.  J.        Philadelphia    Electric    Co.        79/10/03.        10pp. 

.     Periodic    operating    reports    It   related    correspondence 

710050353  Forwards    Hnnthly    Rei>t    73    for    Jul     1979. 
HILLBGV,  H.  8.       Philadelphia    Electric    Co.       77/09/2,0.       lp. 

-7910090333  Monthly    Dperatlng    Kept    73   for    Jul    1979    re    thermal    fc 
biological    no nit or  ing. 

*  Philadelphia   Electric    Co.        79/09/26.        33pp. 

710100393  Forward*  monthly    operating    rept    for  Sept    1979. 
COONEy,  H,  J.        Philadelphia    Electric    Co.        79/10/10.        lp. 

-791Q10G396    Monthly    operating    rept    for   Sept    1979. 

ALDEM,  W.  M,       Philadelphia   Electric    Co.       79/IO/1O.       9pji, 

'9102*0307  Forward*    "Thermal    &    Biological    honitori-ng    Programs, Monthly 
Rapt   74    Far   Aug    1979.  " 
UILLCEY,  ifl.  0.       Philadelphia   Electric    Co.       79/IO/li,       lp. 

-791O26O30B    "Tliermal    Biological    Monitoring    Programs,  Monthly    Rept   7A    Par 
An?    1979.  " 

•  Phlladelflhia   Electric    Co.       79/OB/31.        ISpp. 

!.     Rep-DTtable    occurrences.     LERs    t,    related    correspond  ence 

'910070708  RO    2-79-43/1P: or   790906, in    response    to    IE   Bulletin   79-07, 
•failure    In    ant    mpport    ai-sncloted    til/high    pressure    *vc   water 
•sijs    piping    in   RHR  room    3ft    identi find. Larger    anchor   baits 
Dill    replace    7/B    In<h    bolts    u/instal lation    of   plate  uashera. 
ULLHICH-W.T.       Philadelphia    Elactrit    Co.       79/09/07.       Spp. 


910010430  Foriuarcfs  LEfl    79-043/01T-O. 
COQHEV,  (1,  J        Philadcl[ihlj   Electric    Co. 


79/09/20.       3po. 


~7*J1Q010435   LEfl   79-O4H/01T-O;  on   79O906.  ae  1  smic    !i   redundancy    design 
dB^lclericlet    ro    electrical    feeds    uers    Pound   OTI    containment 
atjnoiphere    dilution    ay*    valves    !*    tnotruincntat  Ion.  Caused    bij 
iniduquate    deftign    by    A/E. Contrul    cablet    Installed 

. J,        Pdllidulphij    ElHitric    Co.        79/09/20.        lp. 


79/09/20.       2pp. 


'910040209  ForwarifB  LEP    79-O-13Y01T-Q. 
CODNEVrM.  J.       Philadelphia   Electric    Co. 


-79-1 Q04O293    LEFI   79-0+3/017-0:  on   79090bi  tuia    of    four    bolts    on   hanger 
32-Oe-341    failed    durirg    Inip    program.  Caused    b-j    Improper 
Initallatlon   at    bolt    anchor    shel I  a. BB* ec t ive   fiolti    hava    been 
removed    (c   replaced    by    wedge    type    anchor    bolts. 
COLNEY.K,  J.       PhiUdelphla    Electric    Co.       79/09/20,       lp. 


'910020461   Forwards    LER   79-04 1/QlT-O. 
COOHEV.M.J,       Philadelphia   Electric    Co, 


79/09/21.       2pp. 


-7910020163   LEU   79-044/OIT-O: on    790907. insp    identified    failure    of    ono 
lupport    far    BinDrgencv    >v<    water    siju    piping.  Caused    bij 
improper    initnllat ion. Bol ta    replaced   b    cue  cess  Fully    tasted. 
COONEV.M.J,       Philadelphia    Eloctric    Ca.       79/09/21.       lp. 


7910330313  Forwards    revised    cover,  title    page  t  Pages    3-5,3-7,3-9  &    16-1 
to   physical    security    plan.Encl    uithheld    (ref    10CFR2.  7901. 
J.        Pniladtlphia    Electric    Co.        79/10/18,        3pp. 


0.     Adjod  i  catory    c  orresp  andence 

79101B0941    MemoramJum   ALAB-966:  explains  A8LAB   791003   order    dirDcting 
oartiei    to    Pile    preparod    teatlmonmies   of  witnesses    by    00011B 
(.  gdviiing    that    hearing    mill    commence   on  600233.  States 
factors    conaidered    (or    Issuance    of    order. 

BISHOP,  C.  J.       Atomic    Safety    and    Licensing    Appeal    Panel.       79/10/11. 
12pp. 

7710190330  Affidavit    af   C    K.epford    ra    intervenor   Environ    Coalition    on 
Nuclear   Power    statemant    OF    facts   to  which    there    is   mail 
dispute.  Natural    ventilation    can   bring    up   radon    from    interior 
of    ahutdoun   mine. 

KEPFDHD-C.       Environmental    Coalition   on  Nuclear   Power.       79/06/26, 
6pp. 

—  7910190249   Opposes    utll-s    joint   motion    for    summary    disposition    b  NRC 
tnotlan   for    partial    summary    disposition   on  radon    emissions, 
Radon   emissions    endanger    public    heal  th.  Adopts    intervanor 
Ecolaey   Action   of    Osueao    concurrent    filing. 
»      Environmental    Coalition   on  Nuclear   Power.       79/06/27.       13pp. 

7910090395  Five   requests    to  make    limited    appearance    statements    at 
public    hearings,  submitted    by    local    residents. 
LdOKlNQBILL.Q.       Affiliation   Unknoun.       79/09/02.       5pp. 

791O190337  Bequests    notification    of   hearing    &   opportunity    to 
participate    in    public    hearings    re   restart   of   TM1, 
MEED  IT,  D.  D.       Affiliation   Unknoun.       79/09/03.       lp. 

791024D416  Requesta    -notification    of   hearing    &  opportunity    to 
participate    in    public    hearings    re    issuance    of    permits, 
licensee   •&    approvals    to    reopen   TKI-2. 
NESDTT,  D.  D.        Affiliation    Unfcnoum.        79/09/05.        lp. 

7910190333  Decision   ALAD-56a    granting    summary    judgment    for   Deficiencies 
1,  2,  £.,  8,9,  U,  12,  15,  19.EO   b   22-29.  Denies    summary    disposition 
for    deficiencies   re    emissions    from  mill    tailings    piloai 
underground    minssiapetl    [>ft    mines   t<  water    pathways. 
BISHDP.C.J.       Atomic    Safety    and    Licensing   Appeal    Panel.       79/09/11. 
Sfipp. 

79101B0527  Order    directing    that    prepared    testimonies    of    witnesses    bo 
filed    on    or    before    7901  IB.  Hoar  Ing    shall    commence    an  Q0022S 
at    location    to    be    determined. 

BISHOP,  C.  J,       Atomic    Safety    and    Licensing    Appeal    Panel.       79/10/03. 
2pp. 

P.     Operating    license    stage    documents   b  correspondence 

79lOO'91t>241    Forwards    FR   notice   of    amend    to    10CFR73.  S3   re    requiromonts 
far    physical    protection    of    nuclear   pouier   plants.  Amend    defers 
ifflpla-menta  tion    o*    physical    search    requirementB    from  790B01 
to  791101. 
DENTOW,  H.  R.       Office    of    Nuclear   Reactor  Regulation.       79/00/10.       49pp. 

791001027B   Anand    9£>    to   License  DPR-S6,  revising    App   3  Tech   Specs    by 
deleting    special    study    on   heavy   metal    sampling   &  analysis. 
IPPOLITO.T.  A-  Oporatlng    Reactors   Branch  3    (Pro    791O30).       79/OQ/22. 

Spp. 

7910110235   Forwards    NUREG/CR-0737,     "BUR   Offgas   SIJB  Evaluation."    By  9 
provides    reasonable   assurance    that    potential    for    external 
oPfgas    explosions    i»   ml  nlml  ted.  W/o    encl. 

OAHJIlLLiW.  P.          Assistant    Director    for  Operating   Reactor   Projects    (Pro 
791O30I.        79/OB/Z3.        29pp. 


7910030514   LER    79-O39/Q3L-O:  on    790B2B,  inailver tentl y    opened    drain   valve 
causid    inDp«rabl  11  tv    °t    channol    D    of   main    steamllne  D  Jiljh 
flou   Isolation   signal.  Caus«ri    by    blow   by    scaffolding    being 
tr«niparted    through    *rfta.  Valve    doted. 
COOHEV,  H.  J.       Philadelphia   Electric    Co.       79/09/27.       lp. 

77101BD4A3  LER    79-04J/03L-O; on    7909Q5,  inadvertent  In    opened    440-volt 
br»»knr    iufltch   m«i(i    RHR    loop    Injection  valve    lnojflrab!«. 
Caustd    by    c-reaknr    sutcch    bvina    hit    by    sea f folding 
transported    tfirowoh    *r*a.  Breakor    sufi  tch   Teclosed, 
COPNEY.M.J.       Philadelphia   Electric    Co.       79/10/05,       lp. 


7910040i71    Application    to    amend    Licenses   DPR-44   lc  DPR-S4.  Proposed 
chanoen    Involve   Tech    Bpec    re  analog    loop    Initallatlon   d  mod 
of    reactor    leval    indication    loop.  Ctrtif  icate   of   Bvcimod 
deicrlptlon    lc    revised    Tech    Specs    encl. 

BAUER,  E.O.,     BRADLEY.E.  J.  .    DALTROPF,  B.  L.       Philadelphia   EUetvlc    Co. 
79/09/S3.       23pp. 


7910070425   Forward  •    Amend*    58  b   S3   to  Licenses   DPR-44 
re»p  tctive  lyj  lafetu    evaluation  ((  notice   Df    issuance 


IPPDLITD.T.  A. 
3pp. 


DPR-36, 
Operating    Reactors   Branch  3    (Pre    771030).       79/09/13. 
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85 


— 7910090431    Amends    5B   i    BB    to    Licenses    DPR-44   Si   DPR-Si,  reapec  t  ive  Ig. 
revising    limiting    conditions    For    operation    For   containment 
atmosphere -dl lution    sys,  by    permitting    sys    to   be    inoperable 
for   a    period    of    up    to   30   days. 

IPPQLITO.  T.  A,  Operating   Reactors    Branch   3    IPre   7910301. 

79/09/13.        10|ip. 


7910100246   Submits    design    criteria    For   rewoveabla   atfge   absorber   rod 
re    tab    stress    analysis    fur    alternate   absorber    matl    control 
blade   test    program, 

BRUGOEiR.O.       Ooneral    Electric    Co..    Nuclear  Energy    Products   Div. 
79/1O/01.       Spp. 


—7910090436    Notice  of     issuance    (.   availability    of   Amenrfs    5B   &    50    to 

Licenses    DPF1-44  fc   DPR-96,  respective  ly. 

IPPOLITD,  T.  A.  Operating    Reactors    Branch    3    (Prs   791030). 
79/09/13.        3pp. 


7910100143    Submits    requested    Info   re  results   given    in  App   A   oF   OE 

document    NEDD-24304&    in    support    of  license    amend 
app  1  i  cat  1  on, 

CQQNEY.M.J.        Philadelphia    Electric  Co.       79/1O/02.        lp, 


7910O9O553   Forwards    Amends    59    !i    59    to    Licenses    DPR-44   &   DPR-56 
respect  ively,  saFety    evaluation   !i   notice    of    issuance  fc 
availability, 

IPPQLITO.T.  A.  Operating    Reactors    Branch    3    (Pre    791030)          79/09/17. 

2pp. 


791023O120    Forwards     corrected    Page   228   of    Tech    Specs    It    instruction 
sheets    transmitted    in/Amends   59  !<   59  to   License    DPR-44  d 
DPR-56, respectively. 

IPPOLITO,  T.  A.  Operating    Reactors   Branch   3     (Pre    791030).        79/10/01. 

Spp. 


--7910Q9Q55B  Amends    39  t.   59   to  Licenses    DPR-44  t   DPR-S6,  respect  Ively, 
deleting    restriction    on    Fuel    decay    time   prlnr    to  movement 
of    fuel    elements    from  reactor    vosael    to   spent    fuel    pool. 
IPPQLITQ.T.  A.  Operating    Reactors    Branch    3    <Pre   791030). 

79/09/17.        Qpp, 

— 7910090563    Safety    evaluation    supporting    Amends    59   ti   59    tn    Licenses 
DPR-44   (.   DPR-S6, respectively. 
*      OFFlce    OF   Nuclear   fleactor   Regulation.       79/O9/17.       3pp. 

—7910090567  Notice  oF    Issuance   !-   availability   nF   Amends   59  !<    59  to 

Licenses    DPfi-44  &   DPR-S6,  respectively. 

IPPDLITO,  T.  A.  Operating    Roactors    Branch    3    (Pre   791030). 
79/09/17.        3pp. 

7910090258  Forwards   Amends    60  &   60   ttf  Licenses   DPH-44   &  DPR-56, 
respectively,    &   notice    of    issuance    &  availability. 

IPPOLITO,  T,  A.  Operating    Reactors    Branch    3    (Pre    79103QJ.        79/09/19. 

3pp. 


— 7910230125  Corrected   Page   23B   of  Tech   Specs. 

«  Operating    Reactors    Branch   3    (Pro   79103O1.       79/10/04.       lp. 

791OIOQ3H6   Forwards    description    of  nonsaf  ety-grad  e    sys    interaction 
analysis    program    in    rcsponie    to  NRC  790917    Itr. 
QALtAGHER,  J.  H.        Philadelphia   Electric    Co.       79/1O/O5.        12pp. 

7910120302  Responds    to   NRC    79080B   Itr   re   adequacy    of    station   electric 
distribution    sijs    vol  tages.  Uti  1    conducting   voltage    -study 
uain-g    NRC-required    approach.  Study   mill    take   addl    60  days    For 
comp lotion. 
DALTRDFF.B.  L.       Philadelphia  Electric   Co.       79/1O/05.      Spp. 

791O240216  Fo.ruiarifa    request    for   addl    info   re   791027   request    tor    amends 
to   License!    DPR-44   (.   DPR-56   involvinn    use  of   analog 
transmitter/trip    unit    nija    for    engineered   safeguard    sensors. 
Requests    receipt    of    addl     info   within  30   days, 

IPPOLITO.T.  n.  Operating    Reactors  Branch   3    IPre   791030).       79/10/03. 

3pp. 


—7910090273  Amends   60  &   60    to   Licenses    DPR-44  (.  DPR-56,  respect  ivelij, 
revising    table    of    primary    containment    isolation  valves    to 
reflect   rerouting    of    control    rod    drive   return    line   to 
reactor   watar    cleanup    sys. 

IPPOLITO,  T.  A.  Operating    Reactors    Branch    3    (Pre    791030) 

79/09/19.        10pp. 

—7910090277  Notice    of    issuance  t   availability   of   Amends  iO  fe  iO   to 
Licenses    DPfl-44   t.   DPR-Si,  respec  tive  ly. 

IPPOLITO.  T.  A.  Operating   HeactoTS    Branch   3    <Pre  79103O). 

79/09/19.        2pp. 

7910090490   Forwards    Amends    61    &   61     to   Licenses    BPR-44   t.    DPK-SA, 
respect  ively,    f<   notice    of    issuance    &  availability, 

IPPOHTO,T.A.  Operating   fioactors    Branch   3   (Pre   791030).       79/09/20, 

4pp. 

--791009049B  Amends   61    d  61    to   Licenses    DPR-44  It  DPH-56.  reapec  t  ively, 
rovlaing    administrative   controls    section   of   Tech    Bpcics    to 
require    qualifications    of    health    physics    supervisor    to 
moot   or    eiceed    those    in  Reg    Guide    I.  B, 

IPPOLITO,  T.  A.  Operating    Reactors   Branch   3    (Pre   791030). 

79/09/30.        12pp. 

—7910090506   Notice    of    issuance   &  availability   oF   Amends  61    (.   61    to 
Licenses    DPR-44  &   DPH-56,  respec  tive  ly. 

IPPOLITOr  T.  A.  Operating   ReactorH    Branch   3    (Pre  791030). 

79/09/20.        2pp. 

79101&0145  Notification    of   790926  meeting   ui/Mark    1    owner-  3    in   Bethefida, 
MD   to    discuss    pool    suolllng    compressibility    effects   t, 
doyncamer    condensation    loads. 
GRIMES,  C.I.  Plant   Systems   Branch    IPre   791030).       79/09/34.        lp. 

7910170010  Discusses   need    for   addl    confirmatory    full    scale    beats    to 
establish    uncertainty    in    load   magnitudes   re   condensation 
oscillation    load    definition   procedures.  Draft    Itr    to   Mark    I 
utlls   re    teat   program  encl. 

QRIMES,  B.K,         Assistant    Director    for   Systems  Engineering    (Pre 
791030).       79/09/25.       4pp. 

7910170006  Discusses    resolution    of    potential    problem  rs   Mark    1 
containment    identified    in   790831    mama.  Addl    Info   re   response 
characteristics    of   douncomer-vent   header    sys    ahous 
sufficient    structural    fatigue   margins    aiist.  Evaluation   encl. 
DENTONrH.  R.       Office    of   Nuclear   Reactor  Regulation.      79/09/26.       3pp. 


7910230316  Notification    of   791030  meeting   u/uttl    in   Bethesda.Mu    to 
discuss   proposed    radiological    effluent    Tech    Specs. 

VEJJRELLI.B.  M.  Operating    Reactors   Branch    3    (Pre    791030).        79/10/1S. 

2pp. 

791 0330 923   Forwards    response    to   NRC   790913  request   fur    implementation 
of    actions    contalnetf    In    NUF1EQ-057B  re    TMI-2  Lessons   Learned 
Taah    Farce    short-term    recommendations.  Response    is    consistent 
u/BUR    owners    group    recommendations. 
OALTROFF.S,  L.       Philadelphia  Electric   Co.       79/1O/17.      21pp. 

791O30D145  ForujardE    application    for   amend    of  Licenses   DPR-44  fc  DPR-5A. 
DRADI.EY.E.  J,       Phfladnlphia   Electric   Co.       79/10/24.       lp. 

—7910300147    Application    for   amend    of  Licenses   DPH-4-1  d  DPR-56    to  reflect 
rernoval    op    certain    shock    suppressors    from   each    unit. 
Certificate    of    Bvc    Sc    filing    fee    end, 
BAUHfi,  E.  Q.       Philadelphia   Electric   Co.       79/10/24.       Qpp. 

7910300303  Responds    to   790927   Itr   to  EO   Bauer   re    guidelines    for  valve 
aperabil  ity    during    von  ting    during   normal   opera  tion.  Analysi  s 
of   operaa  i  1  itij    of    butterFte;  valves   will    be   completed    by 
600430  per    request. 
GALLAOHERi  J,  W.       Philadelphia  Electric    Co.      79/1O/25.       2pp. 

0,     Inspection    reports,     IE    Bulletins  &  correspondence 

79100Q043S  Actr    i-flcsipt    of    79051B   Itr    informing    NRC    of    steps    taken    to 
correct  violations   noted    in    IE   Insp  Ripts   50-277/79-07  & 
30-270/79-06. 

SMITH. O.H.  Region    1,     Philadelphia,     Fuel    Facility    t.  Materials 

Safatii  Branch.       79/O9/3O.        lp, 

--7910050443   Responds    to   WRC   790430   Itr   re  vloUtinns   noted    in    IE   Insp 
Rapt.   30-377/79-07  &    SO-27B/79-06.  Corrective   actions:  survey 
conducted    to    formulate    exposure   records. 
DALTffOFF-S.  L,       Philadelphia   Electric    Co.       79/O9/1B,      3pp. 

—7910050447   Forwards    IE    Insp   Rapts   50-277/79-07  >*  SO-27Q/79-06   on 
790213-1A    !k   notice    at    violation. 

SMITH,  O.K.  Region    1,     Philadelphia.    Fuel    Facility   &  Materials 

Safety   Branch.      79/O4/30.      3pp. 

--7910050449   Notice    of    violation   from   insp   on   790213-16. 

*          Reoion    1.    Philadelphia!    Office    of  the   Diractor.      79/04/26. 


7910320413  Forwards    guidelines    for  valve   operabllity  re    containment 
purging   &  venting    during    normal    operation.  Requests 
commitment    to    Implement    valve   qualification   program  within 
30   days. 
EISENHUT.D.  0.         Division   of   Operating   Reactors.       79/07/27.       3pp. 
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-- 7910050496    IE    Jrsp    Repts    50-277/79-07   t,    50-27B/79-OS   on    79O213-16. 
Moncompliance    noted :  fa i lure    to    perform   evaluation    to 
determine    compliance    u/1  OCFR20.  1O1. 

NEELY.D.R.,     5ERABIAN.  J.  A.  Region     1,     Philadelphia,     Office   of     tha 

Director.        CROCKER,  H.  M.  Region     1,     Philadelphia:     Fuel    Facility    b 

Material!   Safety    Branch.       7*?/O4/2A.       lp. 

7910150181    Buc-infta    second    response    to    IE    bulletin   79-14    re    seismic 
analyses    for   as-built    -saf  etij-rel  ated    piping    systems. 
Addresses    60-day    responae    to    Item   2   under   action    to    be    talsn 
by    licenses.  UnabU    to    comply    u/achadule    of    bulletin 
GALLAGHER ,  J.  U.        Philadelphia    Electric    Co.        79/09/31.        3pp. 

7910050023   Responds    to    IE    Bulletin    79-13. Th i rteen    deep    draft    pumpa 
found     In    saf  etu-re  1  a-ted    app  1  Scat  i  onE.  Out  1  inea     loc  ation,  mode  1 
nujnber.  capacity    &   manufacturer. 
CMLLrtGHER.  J.  U.        Philadelphia    Electric    Co,        79/09/06.         14pp. 

7910020112  Forwards    IE    InFo  Notice  79-20.  Revi aion    1,     "MRC    Enforcement 
Policy    -   HRC   Licensed     Individuals.  "    Notice    reissued    to 
correct   uord    omission    5.    punctuation    error    uhich    changed 
Intent    of   statement.  Changed    statement    underlined    in    teit. 
GRIER.D.W.  Region    1,     Philadelphia,     Office    at    the    Director 

79/09/0-7.        lp. 


--79I03100S2   Foru/arda    IE    Insp    Repts    50-277/79-12   &    50-270/79-14     on 
790531-24   t<  notice    of  violation.  Nine    low    level    rflduacto 
shipments    made    Jan    1978-June    1979. 

BRUNNER.E.  J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support   Branch.       79/08/S7,       2pp, 

— 7910310054   Notice    of    violation    from    insp    on    790521-34. 

*          Region    1,     Philadelphia,    Office   of    the    Director.       77/03/17. 
3pp. 

— 7910310057    IE    Insp    Repta    50-277/79-12   &    50-27B/79-14    on    790521-21. 
Honcomp 1 ianc a    noted: fai lure    to    perform  primary    containment 
Isolation    logic     s.ys    functional    teat   uilthin    6-month     interval. 
HLUMBERQ.N,  J.  ,     BAUNrtCK.  H.  H.  ,     K1SIER.H.D.  Region     1,     Philadelphia, 

Office    of    the    Director.        79/OB/17.        iSpp, 

7910310129   Submits    addl     info    requested    re    IE    Bulletin    79-14,      "3eiamic 
Analysis    for  As-Built   Safety-Related   Piping   5ys.  "    Fnrmarda 
tabulation   of    safety-related    piping    per   FBAD   Table   A.  9.  1. 
CDDNEY.M.J.        Philadelphia   Electric    Co.        79/10/03.        10pp. 

fl.     Periodic   operating    reports   &   related    correspondence 


7910020541    Forward*    IE   Circular    79-19,     "Loose    LoclilnB    Devices    on 
Ingenoll-Rand    pump    Impellers."    No   action   required 
OHIBR.B.H.  Region    1.     Philadelphia,     Office    of    the    Director 

79/09/13.        lp. 

79103000H2   Forwards    IE    Info    Notice    79-22.     "Qua!  i  Ficat  i  on    of    Control 
BUS,"   Hestinghouse    790B3O    Itr   A    Public    Bvc    Electric    I.   Gas 
Co   790910    Itr    re    potential     unreviewod    safety    oueation   Action 
required   ulthin   20    days.  H/n    end. 
DENTQN.H.R.        Office    of    Nuclear   fleactor    Regulation.        79/09/17.       4Bpp. 

7910190170   Responds    to    IE    Bulletin    79-1B.  Noise    level    uas    moasured    to 
fiear    if   putlic   addresa    announcenent   uaa    audible-   over 
background    nolae    in    plant    reactor,  turb  ine,  radwastB   fc 
rscomtlner    tlifgs.  , 

OALLACHEFf.O,  W.        Philadelphia    Electric    Co.        79/O9/21.        3pp.. 

791023C-561    Forwards   HRC   790624.    Itr    re   multiple    equipment    failures   J, 
surveillance    testing    errors,  ufiich  was    incorrectly 
distributed.  Also    forwards    IE    insp   Rents    50-295/79-13  & 
50-304/79-1H.  Action   rDo.uired. 
eiSErJXUT,  D.  G.          Division    of    Operatino   Reactora.        79/O9/ai.        49pp. 

7910090603   ForL,ard»    IE    Circular    79-20.     "Failure    of    GTE   Sulvania    Relnu, 
Type  PK  Bulletin  7305   Catalog    5U13-I1-AC  u/120  Volt   at 
Coil."    Ha    action    required. 
79/09/24H      I      Re9t°"    '•     pflil'a<l('l°Ma.     Office    of    the    Director. 


action    reluired 
1-     Ph*1*l'»1P|'1"' 


Diesel    Operator 


Erector 


791OO50353   ForuarifB    Monthlu    Rept   73    for    Jul     1979 

MILLSEV.U.B.        Philadelphia   Electric    Co.        79/09/26.         lp. 

—  7910050353   Monthly    Operating    Rept    73    for    Jul     1979    re    thermal    t 
biological    monitoring. 
«      Philadelphia    ElectrLt    Co.        79/09/26.        33p|i. 

7910240307   Forwards    "Thermal    d   Biological    Monitoring    Programs,  Month  1 11 
«ept   74    for    Aug     1979.  " 
HILLSEV.H.  G.       Philadelphia  Electric   Co.       79/10/16.        In. 

— 791026030B   "Thermal    Biological    Monitoring   Programs, Month  1  y    Hep  t    V4    to 
Aug    1979.  " 
*     Philadelphia   Electric    Co.       79/08/31.       llpp. 

B.     R&portahle    occurrencea,    LERs   !.   rolateif    correspondence 

7910090703   RD   3-79-26/1P:  on    790904,  fai  lure    of    pipe    support    anchor     On 
HPC1   pump   discharge    piping    notod. Undetermined    factor    eauncd 
overatreES  reaultlng    in   fai lure, Vendor   presently    conducting 
teats   to   determine    optimum  method    of   repair. 
ULLRICH,  W.  T.       Philadelphia   Electric   Co.       79/09/05.       2pp. 


7910010430   Forwards    LER    79-042/01T-0 
COONEY.M.J.        Philadelphia    Electric    Cc 


79/09/30.        3pp. 


-7910010435   LEB    79-O42/OIT-0:  on    790906,  seismic    t,   redundancy    desifln 
deficiencies   re    electrical    Feeds   were    founJ    on    containment 
atmosphere    dilution    sua    valves  5,    instrumeiitati  on.  Cauood    bu 
inadequate    design    by    A/E. Control    cables    installed 
COQNev.M.J.       Philadelphia   Electric   Co.       79/09/20        lp 


'•  IE  -• 


month,    logic    so.*    »unctional     teat    for    containment    isolation 

aiji    component*   reacheduled 

GALLASHER.J.W.        Philadelphia    Electric    Co.        79/07/17,         5PP, 


pontiTr"!    ?1Ew"lf0  .rtot'CB   "~25' 
Point   Units   3  k  1,  "  tio  action  required 

79/"/oiH'      lp    R*3i°n    ''     Phlll*»IP'"*'     Q 


•    Tripa    at   Turkey 
th.    Director. 


7910170633  Forwards    IE    Inft,  Notice  79-?4,     "Ovei-preaaurHati  an   or 
e/1*  "ant    Af*"   Ma'n    "Mm  Li"   B'"fc'  "   No 
RflalQI1    ''     P"iladelph«a.    Office    of    the    Director. 


lp. 


°f    790917    lt[-    I 

t*4    in  IE  lnBp 


of    step,    fc.k.n   to 


month  logic  sy,  functional 
sus  corapqnentj  rescheduled. 
OALLAOHER,  J.  M.  Phi  lade  Iph  la  Elec  trie  C 


ntainment    Isolation 
WOT/  17.       9,,. 


7<?2E°«?ff   LER    79-025/03L-0:  or,  790B29,  during    t..t.,  reactor    vessel    T«lfllJ 
2E  K18   failed.  CauEed    bij   worn    contact    on   GE  HFA   relay.  I  ooic 
channel    placed    In    tripped    conditon   t,  relay    uill    be    replaced 
during  refueling    t,  maint   outage.  "P'acoo 

COONEY.M.J,        Philadelphia    Electric    Co.        79/09/3B,         lp. 


°S   7?1003'insP    Reformed    in    re.ponae    to    I!£ 
««        <  ""iTe    in    support    in    loop    noi-e    U 

^pray  min   flou    line.  Caused    by    improper    installation    of 
anchor  bolts.  Do]  ts   replaced 
ULLFJICH.W.  T.        Philadelphia   Electric    Co.        79/1O/O4.        2pp, 


--™    "1005,  insp    performed    re    IE   Bulletin    79-OP 
«  pP°rtB    ln    «™«rgBncV    Bvc    Luater   return 

line.Cauaed   by    ^proper    installation  of   anchor    bolts.  Plat" 
washers  mill    be    installed    over    bolts  f-nnu 

ULLRICH.H.  T.       Philadelphia  Electric   Co.       79/10/05.       2pp. 

7910150464  LER   79-037/03L-0;  on  790909,  during    survoillanre    tent 
per    ormance,  high    pressure    we   uater   pump   3D  trip    ed   CauJS 

i!t^l;"'PV"*0r    1^"5    °f    hlBh    P"»""    «VC   W9ter    pum 
motor.  Procedures    will    be  modified 

COOWEY,  M.  J.      Philadelphia    Electric   Co.       79/10/09.       lp. 


< 

CDaNEV, 


. 

Electric   Co.       79/10/1O.       lp. 


7910260249  Foruiarits    LER   77-O30/01T-0 

«(K]NEV,M.J.      Philadelphia  ElBctric'c0.      79/10/17.       2pp. 
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™h  T-0.on  791002.ri<,id  hanger  faHDd  due  to 

contact  betueeen  tuo  of  four  bolts  (,  base  p  late.  Caused  by 
improper  insta  1  lat.  on.  Tu,o  shall-type  bolts  UBrc  replaced  u/ 
tuedge-type  bolts  &  plate  washers  mere  installed   p'*ce°  "" 
CODNEY.M.J.   Philadelphia  Electric  Co.   79/10/17.   lp. 

7910290352  Forwards  LER  79-031/01T-0 

COONEY.M.  J.   Philadelphia  Electric  Co.   79/10/1B.   2pp. 


CDONEV,  M.  J.   Philadelphia  Electric  Co.   79/10/16. 


791026025?  Forwards  LER  79-032/01T-Q 
COQNEY.M.  J.   Philadelphia  Electric  Co. 


79/10/2S 


2pp 


--7910260266  LER  79-032/OlT-0:on  791QO5.  sei  5ni  c  support  associ 
emergency  svc  water  return  line  failed.  Two  of  "HP  holtS" 
support  plate  Palled  to  meet  torque  requirements.  Caused  bu 
irnpropor  insta  1  lati™.  Shel  l-typo  bolts  replacod 
CaaNEY.M.  J.   Philadelphia  Electric  Co    79/10/22    1P 


DOCKET    SO-3BO   BUflRY   POWER    STATION,     UNIT    1 

F.     Security,    medical,    emergency   I-    fire    protection   plans 

7910020B29   Forwards    replacement    pages    to   NRC    security    plan    evaluation 
rept.  Changes   revise    certain   areas    of   rept   but    do   not   affect 
.^FM'W™  review.  Replacement   pages    withheld    (r.f 


SCHWENCEH.A.  Operating    Reactors    Branch     [     (Pre    7910301.        79/07/07. 


correspondence 


»ro  ,  .  r.,ur,ffl.n, 

f^i=   y    J    fJ    Protection   of    nuclear   power    p  lant*,  Amend   tfefers 
to    7?TIoJ  P"««l«l    "arch    re,uir0ment,     from    770aof 

DENTQH,H.R.        Office    of   Nuclear    Reactor   Regulation.        79/06/1O.        49pp. 


/;"'"*    f("-    -«cUm.nt.   r,   ^nur^al    settlements    a 
?    J  it  °    "ne"nln"    NRC   reasons    for    not     levying 

civil    penalty    against    util     in    1972. 
ALLEN.J.        Worth    Anna   Environmental    Coalition.        79/08/14.        4PP. 

7910010670   Forwards    re.ponse    to     IE   Dull,  tin    79-13,      "CracHno     in 
Feedyater    Sya    Piping."   Provides    reSulta    of    recentlu  " 

lu^l      %    f«^wat«r    line    1  n5P  ,  f  eod^ater    Mn*    stress   -inalyais 
SrSrrTMaS   ra»UUu!°n   °f    '»•<""*"    chBroi5tr«    hiatory.  " 

STALLJMBB.C.H.        Virginia    Electric    (,   Polugr    Cn.        79/09/OS.        7pp. 

7910030033   Forward.   Amonris    &2   (,    51    to   License,;    DPR-33   !-    DPR-37, 


SCHHSNCER.A.  Qporatina    Reactors    Branch     1     {Pre    791O30). 


°f    lou 


R-3S   *<    DPR-37.  resp 
on    baserf    on    trip    p, 
"rl*tr   prBSsUre 
Mh    !     (Pre    77103Q). 


. 

*      Office    of    Nuclear   Reactor    Regulation.        79/07/06.        Spp. 


7910030027   Submit  i    requests    atatus    as    of    7909O4.  Tore*    fire    protection 
safety    evaluation*    for    si,    plants   remain    to    be    issued  Pro""'<"« 

LftINAB,Q.  Plant   Syatema    Branch    (Pre   791030).       79/09/07.       lp. 

7910190305  ftck    receipt    Df   790919    Itr    transmitting   Amends   53  &   54    to 
LicenBBa    DPR-32  4  DPI1-37,  Dl  aaflrDOB   ^/Section  31    of   fire 
protection    Bafetu    evaluatlan  t,  aubmita    Info    re   deainn   & 
preaent    procodures    for   Mods. 
STALLINQS,  C.  N,        Vlrginko    E|Dctric    t,   PouJer    Co,        79/10/1S.        2pp 

0.    Adjudieotory    corroapondenco 

7902260401    Director'^    docision    under    10CFUS   206,  Denies    renueat    hi, 
North    Anna    Environ   Coalition    for    shou,  causo    hearing   t,  £18 
re   ateam  gnnerotDr   repair    program. 
DENTON.K,  H.       Office    of   Nuclear   Reactor  Regulation.       77/02/01.       Spp. 


79nDn          Ordfsr'"^nslon   until    790S2fl    for  NRC    to   elect    to  revl™ 

790201    denial    of    enforc  oment   action   at    facility. 

CHILKiB.J,       Office   of    tho  Bocrotaru    of    tho   Cornmisai  on,       77/07/1B, 


79/07/063pp 


possible. 


e   of    Isauance    S.  availabil 

ity    of  Amends    52  &    51    to 

13  t<  DPR-37,  reapectivel  y. 

Operating    Reactors   Bran 

ch    1    (Pre    79103U). 

ntratVues'^'^tr^H 

g   microf  ichimn   of   up-to- 
on  as    soon   as 

•istsnt  Director    for  8«st 

ema   ETngineerinc    {Pre 

7910030534    Forwards    Amends    53    t,    32    to   Licenses    DPR-32   (,   DPH-37. 
"afetlJ   EUaluatlon   *  noti"    "    Issuance   fc 


SCHWENCER.A.  Operating  fleactora   Branch    1    (Pro    791030).       79/07/11. 


Jt  """s  "         *<    W»-37,r..p.ctl 

*fc?   r«pi«*Dr«    protection  cqui^enb    covered    bv 

nterval  ^SayT"19    f""B    "^^    ^"^    fc  dPl11 

77/09/n"'  ^aspa   0peratinB   ""  =  tors  Branch    1    IPre    771030). 


PdV!yl'!d    rD"lnc''m('nt    Paa"    0^    «f»t)    evaluation    to 

aubmlttal    uihicl.    had    incorrect    pane.   Ofc    Of 
Nuclear   Reactor  Regulation   790810  or((er   (,   entire    Bafetu 
evaluation   oncl. 
MILLER,  J.fi.         Division   of  Operating   neactora.       79/09/10.       lp. 


Operating   Rnactora   Branch    1    (Pro    79IO30), 


7910040364    Draft   order    lifting    suspension   of    facility   operation  7910100041   Forwards    evaluations   repeated    790905  of   all    plants 

required    by   790313   show  cause   order.  Require  mods   to   all  £^  =  h^?   S    uli"9    P'Pf   str"s   analyses   based    on    unacceptabU 

Piping    sya    equipment   no. <  les,  containment   penetrations  i  ?j'!i"lc    •UillMll<"1   *«hniq«M.  All    stresses   within    •llwbl. 


. 

piping    oya    equipment   non  los,  containment   penetratlonE  !< 
iiupportii    in    innccBBalble   areas   prior    to   startup 
HATTSOM,  B.  J.       Office   of  Nucloar   Reactor  ReauJation.      79/OB/10 


SCHWENCER,  A.  Operating   Reactors  Branch    1    IPre   791030).      79/O7/18, 


—7910040367  Safety    evaluation   supporting   revocation   of   show  causo  ord«r 
for    suspension   of    facility    operation. 
#      Office   of   Nucloar   Reactor   Regulation,       79/OB/10.      Bpp. 

H.    General    correspondence 


,B!!p^ndB    to    ltr    ro    shutdown    "P    five   nuclear  pnucr   plants, 
WNI.    terminated    ahutdomn   order    For    four   of    five   plants   after 
complBtion   of   reanalysls    b  mods    to   piping    qus.  One   remains 
shut   down    for   replacement    of    steam   ganerators. 
DENTON.H.R.       Office   of  Nucloar  Reactor  Regulation.      79/07/21.      2u|i. 

7910230063  Respond*    to  WP   Hoorfmfln   79GB20    ltr   re    neuispaper  article 
i*,™««?    ^**   NC  Util>   Commission  haa    requested   refuntf   from 
vtccn  &   that   Commission    ia    considering    control    of   utll 
distribution    sys    In  NC. Forwards    ltr. 
DENTOH,  H.  R.       Office   of   Nuclear   Reactor   Regulation.       79/10/03,       lp. 


—7910100055  Responds  to  790427  t,  O521  Itrs  roporUng  result 
reanal^is  of  rector  coolant  piping  per  IE  DuU^tU^- 
Matber  resolved.  Safety  evaluation  oncl 

-,  nP"a""9    Reactora   Branch    1    (Pro   791030), 

I  pr 


of    tai.ifl.ir 


—7910100039  Safety  evaluation  re  seismic  reanal«*is  of  rBactQr  taoUnt 
Piping  per  IE  Bulletin  79-07.  Requirements  sati.Pied  r"CCQr  colllant 
*  OFfice  of  Nuclear  Reactor  Regulation.  79/05/32.  lp. 

7910040000  Forward:*   Amends   54   t,   53   to  Licenses   DPR-32  &  DPR-37, 
respectively,  saf«tv   evaluation   &   notlcs    of    issuance    !, 
•vallaoili  ty. 
SCHWENCER,A.  Operatin9  Rsactors  Branch    1    (Pra  791030).      79/09/19. 
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-7910010010  Amends    54   t   53    to   Licenses   DPH-32   tt  DPR-37,  resp  ectlve  lij, 
adding    lionsH    conditions    pertaining    to   completion    of 
facility   modi    to    improve    Fire    protection   program. 
SCHHENCER.fi.  Derating    Reactors    Branch    1    <Prs   791030). 

79/07/19.       4pp. 

-7910010013  Safety    evaluation    supporting    Amendi    54  J.    53  to    Licenses 
DPR-32   5.   DPR-37,  relpectlvelij. 
*     Office   of    Nuclear   Reactor  Regulation.       79/09/19,       119pp. 


79101203B4   Rosponda    to   FOIA  request   for    info   re   abnormal    settlements  & 
NflC   reasons    for   not    levying    civil    penalty    against    util    in 
1972.  Forwards    list    of    relevant   documents.  Info    partially 
tuithhBld:  names    of    Individuals    (ref   FOIA  Eiomption    7), 
FCLTON,  J,  M.  Division    of   Rules    and    Records,        79/10/09.         119pp, 

7910170307  Forwards    response   to   NRC   790711    request.  Degraded    bus    voltage 
protection    sua    should    be    installed    tn    provide    undervol tage 
protection    betuieen  GO-907,   at    nominal    voltage. 
8TALLINQS,  C.  M.        Virginia    Electric    b   Power    Co,        79/10/15,        4pp. 


— 7910040014  Notice    of    Issuance  E<  availability    af  Amends  54    tc   53    to 
Licenses   DPR-33  6   DPR-37, respec 1 1 ve  1(J , 

BCHUENCERiA.  Operating    Reactors    Branch     1     (Pre    791030). 

79/09/19.        3pp. 

7910040203  Notification    of    790921   meeting    u/util    to   discuss 
contribution    of   auxiliary    feedwater    to    energy    In   containment 
following   main    steam    line   tiraalt. 

NE1QHBOR8.D.  Operating    Reactors    Branch    I    (Pro   791O30).       79/09/19. 

lp. 

7710360427  Faruards    info   re   KftC   requirements    for    auiiliar«    PeBduater 
EISErJHWT,  D.  0.         Division    of   Operating   Reactors.       79/G9/35,       33pp. 

7710220413  Forwards    guidelines    for  valve    operablllty    re    containment 
purging    b  venting    during   normal    ope-rati  on.  Requests 
commitment   to    implement   valve    qua  1 1  Pleat  i  on  program  ulttiin 
30  days. 
E1GEN.HUT,  D,  0.         Division    of   Operating   Reactors,       79/O9/37,       3pp. 


791029Q4B6  Summarij    of   790905  meeting   ui/uti  1,  S&H  &  VA   State    Commission 
re    aeitmic    analyses,  stoam   generator   repair  &   licensing    of 
f  ac  ility. 

NEIGHBORS,  D.  Operating   Reactora    Branch    1    (Pro    791030).       79/10/16. 

32pp. 

7910330560  Ac  V    receipt    of   7909S1    request    for    info   re    potential    for 
multiple    equipment    failures    t  safety    sus    challenges    at   PWRs. 
Discusses    revioui    o*    testing    procedures, station   monthly 
operating    vepts    (t   unit    trip    status   repts, 
BTALLIWea,  C.  M.       Virginia   Electric    t  Power   Co,       79/10/1B,       lp, 

7910S40344  Forwards    "CDDRA    IIIC/MtT  Computer  Code   Manual, VEPCD 
Version.  " 
THOMASjW,  N,       Virginia    Electric   &  Power   Co.       79/10/1B.       lp. 

— 7710340330    "CODRA    IIIC/MIT  Computer   Code   Manual. VEPCD  Version.  " 
BDURINOi  R.  U.  >     MORENOi  P.      Massachusetts    Institute    of   Technology. 
79/OH/31.       370pp. 


7710020391    Forwards   VEP-FRD-33.     "VEPCO  Reflctar  Core   Therma l-Wydrau 1 i c 
Analuit*   Using    COBRA    TIIC/MIT   Computer    Code,  " 
THOMfiS.H.N.        Viroinia    Electric    t   Potuer    Co.        79/09/28,        3pp. 

— 7910020433   "VEPCO  Reactor   Cora   Thermal-Hydraulic    Analysis   Using   CdlSIW 
IIIC/MCT  Computer    Code.  " 

CROSS,  fl,  M- ,    HOWLINO.M,  L.       Virginia   Electric    t,   POUIDT   Co. 
VEP-FRD-33.        79/OB/31.        75pp. 


79102i0136  Bummary    of   790921    meeting   ui/util    t<  Bt.W  re   auiiliary 
fBBduiater    contribution    to   ororgy    in   containment    following 
wain   steamline    treat. 

WIOQINTQNrD.  Operating    Reactors    Branch    I     (Pre    791030).        79/10/1B. 

Spp. 

7910290270  Requeais.    review   of    reactor    sys    transient    analysis    code   d 
issuance    of    safety    evaluation.  Topical    ropt  will    bo    provided. 
THOMAS,  U.  N.       Virginia    Electric   &  Pouer   Co.       79/10/23.       lp. 


7910160053  Request*   amend    or    approval    fen    to   review  790B17    Itr    re 
nucl«ar    securitij    personnel    training    &i   qualification   plan. 
MILLER.  M.  0,  License  Fee    Management    Branch.       79/10/01,        lp. 

7710090419  Foruards    proposed    amend    to    Licenses   DPH-32  &   UPR-37   ro 
aecondaru   tuater    chemistry   monitor  i  ngi  in    response    to   NltC 
790B01    rBi[ue*t. 
STflLLINOS,  C.  h.       Virginia  Electric    k  Pouer    Co.       77/10/03.       4pp. 


— 791039-0377    Request    for   rovi  ew  d    issuance   of    safety    oval  uation.  submi  tte-d 
on  behalf    of   Utll    Croup    tar  fiegulaiiory   Application. 
RAGDNE.S.       Virgiinia    Electric   fc  Pouer  Co.       79/10/23.       4pp. 

7910360190  Forwards.    Info   re    follouiup    actions   resulting    from  NHC    review 
of   TH1-3    Incident,  In    response   to   790913  request. 
STALL1NQB.  C.  M.       Virginia   Electric    If  Poiuer  Co.       79/10/34.       84pp. 


771010D4S2  Responds    to   79092B    telcon    between    licensee. MIC  &  BtlJ, 
u/rEsoect   to    design    oF   piping    not    subjected    to    computer 
saitmic    analy s i s.  Resu 1 ts    of    sample    problems    sham  need    for 
modi    to    f teld-ve-rlf ied    piping    configuration. 
PHOFFITT.W.  L.        Virginia   Electric    fc    Pomer    Co.        79/10/03.       2pp, 

7910260432  Faruards  FR    notice    ra   acceptance    of   4BO-volt    emergency    bus 
mads. Requests    that  FSftF)   be    updated    to  reflect  mods. 

BCHHENCER,  A.  Operating    Reactors    Branch     1    (Pre    791030).        77/10/Oa 

3pp. 

— 7910260^35  Notice   of    approval    of  design  mods, 

6CHHENCEfi.fi.  Operating    Reactora   Dranch    1    (Pro   791030). 

79/10/03.       2pp. 


791030014B  Cites    util    790117    1  tr   as    response    to   NRC   790937    Itr    ro 
containment    purging    during   normal    operation, 

.  M.       Virginia   Electric   ti  Powflr  Co,       79/10/H6,        lp. 


7910300334    Identifies    HJ   Kennedy   as   emergency    contact    Individual. 
STALL1NQB.  C,  M.        Virginia   Electric    &  Power   Co,       79/10/26.       lp. 

Q.     Inspection    reports.     IE   Bulletins   b   correspondence 

7910030222  Forwards    IE    Insp    Rupts    5O-2SO/79-42  &   SO-2B1/79-62   on 
79071ti-lB,  No   nuncorap  1  lance    noted. 

SUTHERLAND,  J.  T.  Region    3.    Atlanta    Fuel   Facility    &  Materials 

Safety    Branch.       79/00/10,       3pp. 


79-10100220  Responds    to  NRC   790717    Itr    re    four    Items    requiring 
rasolution  prior    to  ?lant    ret-tart.  Areas    Include    safety- 
related    piping   (<  anchor   bolts   on  base   plates   of    safety- 
related    pipe    supports. 
SPENCER, M.  C.       Virginia    Electric   b  Pouer   Co.       79/10/04.       7pp. 

7710110430  Forward*   amend    Pee    far   791003  proposed    license   condition 
application  re    secondary  utater   chemistry. 
SPEIDELL.  D.  W.      Virginia   Electric   S.  Pouier   Co.       79/10/05.       lp. 

7? 102403 63  Confirms   791004    telcon   re    concurrence  u/ptanned    actions    for 
returning   reactor   to    ivc, 

O'REILLY,  J,  P.  Region  Z.    Atlanta.    OPflc«    of    the   Director. 

79/10/05.       lp. 

7910120169  Forwards   proposed   Startup   Test  Procedure    I-9T-9i  Hevi aion  0. 
"Voltage  Profile^1    in    response   to  790BOB  request.  Also 
submitf    info   re-  adequacy    of    electric    distribution    on    sy> 
voltages    in   event   of    loss   of    lath    offsite   -sources. 
£TALLINC8iC. M.      Virginia  Electric   b  Pauer  Co.      79/10/09,      3pp. 

— 7910130173  Proposed   Startup   Tost  ProcHduro    l-aT-9, Revision  O,     "VoltagE 
Profile.  " 
HEACOCH.D.jA.       Virginia  Elettr£c   &  Pauior   Co,       79/OB/24.       10pp. 


— 7910020229    IE    Insp   R»p*B    SO-2BO/79-43  (<  50-2B1/79-62   on    790716-IQ.  Nil 
noncompl iance    noted.  Major    araaa    Inspected;  program  audit. Fi ah 
impingement   monitoring   &    thermal    discharge. 

CUNNINGHAM,  A.  1-.  Region   Si    Atlanta,    Office    of    the   Director. 

HUFMfttJj  J.  M.  Region  2,    Atlanta,    Fuel    Facility    fc  Materials   BaPoty 

Branch.       79/03/10.       3pp. 

7910030630  Forwards   revised   Page  3  of    IE    Insp   Repts    50-S80/79-39  t> 
3W-3B1/77-SB    to    eUminate   notice   of   violation. 
SUTHERLAND.  J.  T.  Region   2,    Atlanta.    Office   of    tho    Director. 

79/08/10.     .  3pp. 

7910130613  Fariuarrfs   revised   Page   3  of    IE    Insp   Repts    30-280/79-39  t. 
50-281/79-58,  eliminating    notice   of  violation. 

SUTHERLAND,  J.  T.  Region   2r    Atlanta,    Fuel   Facility   (t  Materials 

Safety    Branch.'      79/OBX1O.       3pp. 

— 7910150617    Foriuards    IE    In*p    Repts    SO-280/79-39  it   50-3B1/79-5B   on 
790626-S7   &   notice    of   violation. 

SUTHERLAND,  J.  T,  Region   3,    Atlanta,    Fuel   Facility   b   Materials 

Bafaty    BraneJi.       79/07/19,       2pp. 

— 7910150635   Notice    of   violation   from   insp    on  790626-29, 

»          Rogion   S,     Atlanta,    Office   op   the   Director.       79/07/19.        lp. 
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—7910150638    IE     Insp    Repce     30-200/79-39    t,    50-231/79-36   on    790690-39. 
Noncomp  1  ianc  e   noted  :  fsi  lure    to   have    shipping    documents   t> 
failure    to    follow   certificate    of     compliance 

ZAVADOaKI.FI.  w.  Region    2,    Atlanta.    Office    of    the  Director. 

JENKINS,  0.  R.  Re  9  ion    3.     Atlanta.     Fuel   Facility   &  Materials 

Safety    Branch.       79/O7/19.        4PP. 

7910020098   Forwards    IE    Insp     Repts    30-280/79-11    &    50-291/79-61     on 
790717-20.  No    noncompl  i anc e    noted. 

MURPHY,  C.  E,  Region    2.,     Atlanta.      Reactor    Operations   Nuclear   Support 

Branch.       79/OB/17.       2pp. 

--7910020113    IE     Insp    flepts     30-200/79-41     &    30-231 /79-il    on   790717-30.  No 
noncomp  1  iant  e    noted.  Major    areas     i  nspocted:  f  eeituiater   piping 
imp    per    IE   Bulletin    79-13.  steam    generator    replacement  & 
inservice    insp    program. 

BLAKE,  J.  J,  Region    2.     Atlanta,     Office    of    the    Director 

HERDT.A.R.  Region    2,     Atlanta,     Reactor    Cotia.  true  t  ion   d 

Engineering    Support    Branch,       79/OB/17.       4pp. 

7910160339  Forwards    IE    Insp    Repts    50-380/79-46   t,    50-2B1/79-65    on 
7907O9-OB10.  No    noncomp 1 iance    noted. 

LEWIS,  R.  C.  Region    2,     Atlanta,     Reactor  Operations  Nuclear   Support 

Branch.        79/OB/37.        2pp. 

—7910160347    IE     Insp    Repts     90-2BO/79-46    tt    50-281/79-65   on    790709-OBIO.  No 
noncompliance    noted.  Majo-r    areas    inspected:  plan  t    operations 
&  maintiUnlt    a   steam    generator   outage   work    &    followup    on 
LERs. 

BURKE,  D.J,  Region    2.     Atlanta,     Office    of    the    Director. 

KELLOQO,P.  J.  Region    2,     Atlanta,     Reactor    Operations   Nuclear 

Support   Branch.       79/OS/37.       6pp. 


7910110279  Forwards    IE    I  info  Notice   79-52,     "Qualification    of   Control 
BIJS.  "   No   action    required. 

O'REILLY,  J.  P,  Region    H,    Atlanta,     Office    of    the    Director. 

79/09/14.         Ip. 

791O3000B2  Forwards    IE    Info    Notice    79-32.     "Qualification    of   Control 
Bysi  "  Uestlnghouse   790930    Itr    &  Puollc    Svc    Electric    &   Oaa 
Co   7909 1O    Itr  re    potential    unravleued    safety    quos  t  i  on,  Actlorv 
required   within    SO   daya.W/o    end. 
DENTON.H.Ft.        Office    of    Nuclear    Reactor    Regulation.        79/07/17.        4Opp 

791Q230561    Forwards   NRC    79062A    Ifcr    re    multiple    equipment    Failures   fc 
survell  lance    testing    err-ora,  which    wan    incorrectly 
distributed.  Also    forwards    IE    Inap    Repti    SO-295/7"9-13  «- 
50-304/79-1:3.  Action    required. 
EIBENHUT,  D.O.  Division    oF    Operating    Reactori.        79/09/31,        49pp. 

7910040109  Forwards    IE    Info    Notice   79-23-     "Emergency    Dlosol    Generator 
Lube   Oil    Cottiers,"   No    action    re-qulron". 

O'REILLY,  J.  P.  Rooion   2,     Atlanta,     Office   of    the    Director. 

79/O9/26.        2pp. 

7910190290  Forwards    IE   Bulletin    79-31,     "Fraien    Linen."   Action 
required. 

O'REILLY,  J.P.  Region   2,    Atlanta.     Office   of    the    Director. 

79/09/27.       2pp. 

7910230216  Responds    to    IE  Bulletin   79-19,     "Pad-aging    of  Low  Level 
Radioactive    Unite    for    Trantport    b  Burial,"   Audit   of    all 
listed  activitie*    mill    be    performod    prior    to   791009. 
6TYH.LINQ3,  C.  M.      Virginia   Glnctric    &   Poiiier    Co.       79/09/27.       Spp, 


7910020532  Responds    to    IE    Bulletin  79-11-     "Seismic    Analysis    For 
As-Built   Safety-Related    Piping    Bye. "    Verification    that 
detlgn    criteria    b   documents    uere   used    as    Input    to    seismic 
analysis    is    underway. 
SPENCER,  H.  C.       Virginia    Electric    t>   Pouor   Co.       79/OB/31.      60pp. 

7910010780  Responds    to   NRC    79O83I    1  tr.  Concrete    anchor   bolt   program 
reviewed.  Anchor    bolts    meet    requirements    for    interim 
operation, 
PROFFITT.W.  L.       Virginia    Electric   tt   Pouier   CD.       79/O9/OS.       50pp. 


7910170232  Foruards    IE    Info   Notice    79-2S.     "Reactor   Trips   at   Turkny 
Point  Units    3  J.    4.  "    No    action   i- equip  ad, 

O'REILLY,  J.  P.  Itogion   S,    Atlanta.    Office    of    tlie    Director. 

79/10/01.       3pp. 

791O17O77S  Forwards    IE    Info   Notice    79-34,     "Dverpreisurl.mt  1  on   of 
Contalnmtnt    of  PUIt  Plant   After    Main    at  nan  Lin*    Break.  "    No 
action  re-quired. 

O'REILLV,  J.P.  Region   S.     Atlanta.     Office-   of    the   Director. 

79/10/01.       Spp. 


--7910010793  Forwards    IE    Insp    Rept    SQ-2BO/79-44    on    790B01-03.No    (turns 
of    noncompliance   noted, 

MURPHViC.E.  Region   2,     Atlanta,     Reactor    Construction  (, 

Engineering    Support    Branch.       79/00/33,       3pp. 

— -79100107S5    IE    Insp   Rept    SO-2BO/79-fl4    on  790601-03.  No   noncomp  1  ian-cc 
noted.  Major    areas    inspee ted : concre te    eiaansion    anchor   bolts, 
VALLIBH.  E.  J.  ,     COMPTON,  R.  M.  Region    2,     Atlanta,     Office    at    tho 

Director.       HERDT.A.  R.  Reslon   B-     Atlanta,     Re-actor  Construction 

Engineering    Support    Branch.       79/QB/32.       4pp. 


7?SOIO0422   RB»pond»    to    IE    Info   Notice    79-S2    re    Interaction    betuieirn 
noniafetD-gradn   t    saf •  tij-grado    iys.  Four    potential 
interact  inn*    identified,  Including    ste-am  -generator    pouiur 
operated    relief   valve    control    ft   main    Fand water    control    *ijt. 
STALL1NQS.  C.  M.      Virginia   Elocti-lc    (.  Power    Co.       79/1O/09.       6pp. 

7910240037   Respond*    to    IE   Dullelin    79-12,     "Atypical    Held    Mfltl    in 
Reactor  Pressure    Vessel    He  He.  "    Vendor    presently 
inv*»tlga ting    matl.Rept    expected    lain    Nov    1979. 
BTALL1NOS,C.  M.      Virginia   Electric    &  Pomei-    Co.       79/10/00.        Ip. 


7910020102   Forwards    response     to    IE   Dul latin    79-16.  End    withhold     (reF 
10CFR3.  790). 
STrtLLINfla,  C.  M.        Virginia    Electric    t.  Paver  Co.       79/09/07.       Ip. 

7910010030  Forwards    IE  Circular    79-1B,      "Proper    Installation    of   Target 
Rock    Safety-Relief   Valvos.  "    No   action    required, 
O'REILLY,  J.P,  Reflion    2,     Atlanta,     Office   of    the    Director. 

79/09/10.       2pp. 

7910010030  Forwards    IE  Circular    79-10,     "Proper    Installation   of   Target 
Rock    Safety-Relief  Valves.  "    No  action    required. 
Q'REILLY,  J.P.  Region    2.     Atlanta,     DPFice   of    fcha    Director. 

79/09/10.       Bpp. 

7910020603  Forward*    IE  Circular   79-19,     "Loo«e  Lacking   Devices    on 
Ingersoll-Rand1    Impellers.  "    No   action    required. 
O'REILLY,  J.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

79/09/13.       Ip. 

7909300.159  Forwards    IE  Notice    79-21,     "Transportation  d  Commercial 
Burial    of   Radioactive    Matl."    No   action    required. 
O'REILLY,  J.P.  Region    S,     Atlanta,     Office    of    the    Director. 

79/09/14.       Ip. 

7910040661   Responds    to    IE    Bulletin  79-15,     "Deep    Draft  Pump 
Deficiencl*B.  "    Major  repair    efforts    limited    to    four  outside 
recirculatlon    spray    pumps    experiencing    eicenive    bearing 
uear. 
STALUNQB,  C.  M.       Virginia    Electric   &   Power   Co,       79/09/H.      22pp. 

7910090129  Requests    deferral    of    completion   data    for    inipi    until   791023 
or  90   dav»   after    Issuance    of    revised    IE  Bulletin   79-17, 
uhlehevar    IB    later. 
9TALL.INOB,  C.  M.       Virginia    Electric   k   Power  Co.       79/07/14.       Ip. 


7910240044    Responds    to    IE  Bulletin    79-17,     "Pipe   Cracks    in  Stagnant 
Derated   Mater   Qys    at   PUR   Plants."    Requests    90-daij    deferral 
for    response    lincc    revision    to   bulletin    is    Portheonilnn., 
clarifying    imp   requirements. 
STALL  INQB,  C.  M.      Virginia   Electric    Si  Power    Co,       79/10/00.       Ip. 

791OJ5027B    Bubmits    add!    info    re   ASCQ  values    to    itippUmant    util    J?0 
rasponie    to    TEDulletln    79-01,     "Environ   0-ualif  Icatlon    at 
Class    IE  E<[  11  i  fluent.  " 
BTALLINOS,  C.  M.       Virolnia    Electric    t  Poyor  Co,       79/10/10,       Zfp. 

791O2AQ037  Raquviti    ettEntlon    of   7?  1  030    deadline    Cor   responding    to 
IE  Bulletin   79-14   r»   verification    of    all    as-hullt    aafetg- 
related   p  iping    lya. 

.M,  C.       Virginia   electric    *  Power   Co.       79/1O/13.       Ip. 


R.     Periodic    operating    reports   &  related    corretpomlfnc* 

7910190386  Foruiarda   mo-nthlu.    operatinfl    rept    for   Sept    197?, 

STALL  INQBj  C.  M.      Virginia   Electric    ti  Power   Co,       77/10/16.        Ip. 

—  79IO190391    Monthly    operating    rept    For    flapt    1979. 

CDSTELLO.Q.  J.       VirBlnia   Electric    tt  Power    Co.       79/10/04.       46pp. 

S.     Raportable    occurrences.    LERi    &  related    correspondence 

7910100146  Foruiarrfs   LEB   79-Oaa/O3l--0. 

STALLIHOB.C.M.      Virj  inia   Elec  tri  c   l>  Ppwei-  Co.      77/10/O4.       1|>.  j. 

--7910100I7I    LER  79-OSS/03L-0:  on  790906,  during    review   of    197S   rt-ctol 
coolant  activity   record'sldtiicovered   evceiilve   reactor 
coolant  jctivitg   occurred   tt  not   reported.  ladfnr   splk*  i 

pound    bv    reactor    trip.  8p««l  f  Ic    semjillno    program    Initiated.  ! 

STEWART.  W.L.      Virginia    Electric    (.  Power   Cft.       7?/10/O5.       Bapv  [ 


90 


DOCKETED  ITEMS 


79S0230460   Forwards    LER    79-027 /O1T-0. 

B™U.INQB.e.rt.        Virginia   Electric    t.    Poider    Co.        79/10/1B. 


IP- 


—7910230461    LER   79-027 /01T-0:  an    791O03,  revieu    ir    response    to     IE    Bulletin 
79-14    Indicated    three    bijpasi    lines.   6   one    safety     injection 
line   u/stresses    in    encesa    of    allowable    1 1  mils.  Caused    by 
inaccurately    installed   piping    line    supports.  Hod    to   be   made. 
STEWART-H.L.        Virginia    Electric    d   Power    Co.        7?/10/17.        2pp. 

791Q310378   Forwards   LER    79-C3S/03L-0. 

STALLINQS.'C.  M.        Virginia   Electric    &   Pouer    Co.        79/10X29.        Ip, 

— 79103I02SO   LER   79-038/03L-0. on    791003. c oncluded     that    ten    of    30V   anchnr 
bolts    inspected    failed    to    meet    acceptance    cr i teria.  Caused    bu 
improper    Insta  1  lation.  Def  i  cienc  i  es    corrected    oi.   required. 
STEWART, H   L.        Virginia    Electric    i.   Power    Co.        79/11/02.        2pp. 


79103103.42   Forwards    update    LER   79-OQ4/QU-2. 
STftLLINQB,  C.  M.        Virginia    Electric    6   Power   Co. 


71/10/39.        If. 


--7710310352   Update    to   LEfl    79-004/OIX-2- on    7903  09,  A  /E   notified    util 
possible   nonconiervatisms    in    pipe    stress    code    used    to 
analyie   piping    su.6   ft    of    innaccurate   valve    uieights    used    by 
error    in    pipe    stress    analysis    !•   valve    weight. 
BTEUftRT,  W.  L.        Virginia    Electric    I   Pouer    Co.        79/10/39.        6pp. 


7910030038   Faruarfls    flitiends    52    t.    51     to   Licenses    DPP.-32    t>    DPR-37, 
respectiveig.  safety    evaluation   fr   notice    of    issuance    & 

SCHHENCER,«y"  Opflratir-9    Reactors    Branch    1     (Prc-    791O30).        79/09/06. 

2pp. 

—79100300-12   Amends    52   *.    51     to    Licenses    DPR-33   «   DPR-37,  respec  tive  lij, 
requiring    initiation    of    safety    injection    based    on    trip    of 
turo   out    of    three    channels    of    low    pressuriior    pressure. 
SCHHENCERrrt.  Operating    Reactors   Branch    1    (Pre    791O30). 

79X09/00.        9pp. 

—  79100300*5   Safely     evaluation     supporting    Amends    53    h    51     to    Licenses 

DPR-32   tt    DPR-37,  respectively. 

»      Office    of    Nuclear    Reactor    Regulation.        79/09/06.        2pp. 

—  7910030049   Notice    of    issuance    fc    availability    of    Amends    53    !i    51     to 

Licenses    DPR-32    !.    DPR-37.  raspoc  tive  ly. 

SCHWENCER.  ft.  Operating    Reactors    Branch    1     (Pre    7910301. 

79/O9/06.        2pp. 

791QD2G534   Forwards    ftmends    53    6    32    to    Licenses    DPR-32    &    DPR-37, 
respectively,  safety    evaluation    L    notice    of    issuance    t, 

Operating    Reactors    Branch    I     (Pre    791030).        79/09/11. 


4pp. 


DOCKET    50-381    SUHRV   POWER    STATION1.     UMT    2 

F.     Security,     medicaL.     Emergency    Ji    fire    protection   plans 

7910020039   Forwards    replacemont    pages    to    HF!C    security    plan    evaluation 
rept. Changes   revise    certain   areas    of    rept    but    to    not    affect 
conclusions   of    NRC    rev  i  enj.  Rep  laceraent    pages    withhold     (ref 

SCHWEN.CEH.A'  aparatlnj    Reactors    Er*nch     1     (Pro    791030).        79/09/07 

2pp. 


—  7910020540   rtmends    53   ft    S2    to    Licenses    DPR-32   !<   BPR-37,  respect  ivolij 
deleting    ref    to    resp i ratorg     protection    equipment    covered    by 
10CFF120,  1O3  ti    increasing    fire    brigade    training    It   drill 
interval    to   92    dags. 

SCHWENCER,  A.  Operatini]     Reactors    Branch    1     IPro    791030). 

79/09/11.        25pn. 

— 7910O20543   Notice    of     issuance    &   availability    of    Amends    53   t,    52    to 
ticensos    DPR-32   t.   BPK-37,  res  p  ect  ively. 

SCKUENCEfi,  A.  Operating    Reactors    Branch    1     (Pro    791O30) 

79/O9X11.        2pp. 


7910050027  Submits   requested    status   as    of   790904.  Three    fir*    protection 
safety    evaluations    for    sii    plants    remain    to    be    issued. 
LAINAS.G.  Plant    Systems    Branch     (Pre    7910301         79/09/O7.        Ip. 

7910190505   Atlr    receipt    of    790919    Itr    transmitting   Amends    53    i.    51    to 
Licenses   DPR-33   ft   DPR-37.  Disagrees    u/Sectinn   3.   1    of    fire 
protection   safetg    evaluation   t   submits    info   re   design  Si 
present   procedures    for-  Hods. 
STALLJNGB.  C.  M.        Virginia    Electric    !t   Poujer    Co.        79/10X15.        2pp. 


Q.     Ad  judicatcrij    corrcsponden-r 


7910050636   Orders    eitension    until    790824    For    NRC    to    elect    to    rovieu 
790201    denial    of   enforcement   action   at    facility. 
CH1LH.S   J.        HfPice    of    the   Secretary    of    the   Commission.        79X07/18. 


7710100044   Formarda    avaluatlons    requested    790905    of    ,1 1 1     plants 
previously    using    pip*     stress    analyses    basod    on    unacceptable 
algebraic    limitation    techn  i  ques.  Al  1    stresses   ulthin   ollnuiablo 

BCHHENCEli.A.  Dpurating    Reactors    Branch    1     <Pro    791O.1O).        79/09/1H. 

2pp. 

79iOOflOOOS   Foruarda    Amends     54    t>    53    to    Licenses    DPR-32    'j    DPR  -37, 
rBBpettivelv.  safety    evaluation    !<   notice   of    issuance   !• 
aval  labili  ty. 
SCHWEHCER.A.  Operating    Reactors    Branch    1     (Pre    79IO30).        79/09/19. 

3pp. 

— 79100400JO    Amends    54    J.    53    to    Licenses    DPR-33   !.    DPR-37,  respei:  t  ively, 
adtfing    license    conditiono    pertaining    to   completion    of 
facility    mods    to    improve    firo    protection    program. 
BCHUENCER.fi.  Operating    Reactors    Branch    1     U'ro    791O3D). 

79/09X19.        4pr- 


791-0300042  Forwards   copy    of    KRC    order    imposing   civil    penflltie-i    on 
VEPCQ   on   791001. 

STELLD.V.      Office    of    Inspection    <<  Enforc  ement,    Office   of    the 
Director.       79X10/17.        Ip. 


7910040012   Safety    evaluation    supporting   Amends    54    E<    53    tn    License 
DPR-32  *•   DPR-37,  respect  ivnly. 
*      Office    of    Nuclear   Keactor    Regulation.       79/09/19.       119pp. 


H.    fianeral    correspondence 

79100903B3  Responds    to    Itr    re   shutdauin  of    five   nuclear    power    plants. 
tlRC    terminated    shutdown    order    fop    four    of    fiv-s    plants   after 
completion    of   reanalysls    b   mods    to    plpinj    gys.Cne    remains 
ihut   down    for   replacsmetvt   of   steam  generators. 
DEMTQN.K  B,       Office    of   Nuclear    Reactor    Regulation.        79/O9X21.        2op 

7910S300Q&  Responds   to  UP   Woodman  790B20    Itr   re    neyspaper    article 
stating    that  NC   Utils    Commission  has   requested    refund    from 
YEPCO  &   tnat  Commission    Is   cons  i  daring    control    o-F  utll 
distribution    tys-    In  HC.  Forwards    Itr. 
DEHTDM.H.R.       Office   of   Nuclear    Reactor    Regulation,       79/10X02.       lo. 


pera.ti.ng    license   stage   documents  b  correspondence 


7910090241   Forwards  FR   notice   of    amend    to    10CFR73.  55  ra   requirements 
for    physical    protection  of   nuclear   pouer   plants. Amand   defers 
imp  1  (mentation   of  physical    search   requirements    from  79(1801 
to  791101. 
DEN70N.H.  R.      Office    of  Nuclear   Heactor   Regulation,       79/03/tO.       49pp. 

79101H0363  FDIA  request   for   documents   re    abnormal    lettlnments   at 
facilitiB«   &   info    concerning    NRC  reason*    for   not    levying 
civil    penalty   against  util    in    1973. 
ALLENrJ.      Morth  Anna  Environmental   Coalition.      79/OSXH,       4pp. 


— 7910040011    Notice  of    issuance    !•   availability    of    Amends    54    t    53    to 

Licenses    DPR-32  t    DPR-37.  r  espec  t  ively. 

ECHWENCEft.  A.  Operating    Reactors   Branch    1    IPre   791030). 
77/09X19.        2op. 

7910040203  notification    of    79D921   meeting   u/utll    to    diocuss 
contribution   of    auxiliary    feeduater    to   energy    in    containment 
following    main    steam,    line    break. 

NEIOHBOnS.D.  Operating    Reactors    Branch    1     (Pro    791030).        79/09/19. 

Ip. 

791O150310  Notifios    that    pn-st-SER  review  Lias    submitted    on    790313  t.    that 
Plant   Siji    Branch   uill    rely    on    IE    to   revieu   facility    atartup 
program. 
ACENSAH.E,  Plant    Systems    Drflnch     (Pro   791030).        79/09/20,         l|i. 

7910260427   Forwards    info    re   WRC   requirements    for   auxiliary    feeduater 
sij  o, 
E1BENHUT.D,  0.  Division    of    Operating    Reactors,        79XO9X25.        23pp. 

791032O4I3   Foruiflrds    guidelines    for    valve   operability    re    containment 
purging   *   venting    during    normal    operation.  Requests 
commitment    to    Implement    valve    qualification   program  uiithin 
3D    Jay  5. 
EIBENHUTrD,  0.  Division    of    Operating    Reactnrs.        79/09/37,        3pp. 
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7910020391    Forwards    VEP-FRD-33,     "VEPCO   Reactor   Core    Thermal-Hydraulic 
Analysis    Using    COBRA    I1IC/MIT    Computer    Cotfe. " 
THOMAS.  W.  N.        Virginia    Electric    t,   Power    Co.        79/09/2S.       2pp 

—7910020132    "VEPCO    Reactor    Core    Thermal-Hydraulic    Analysis    Using    CDDRfl 
MIC/MIT    Computer    Coda." 

CROSS, R.  W.  ,     BOWLING,  M.  L.        Virg  in  la   El  ec  tr  ic    t>   fouier    Co 
VEP-FRD-33.        79/OB/31.        7Spp. 


791O2t,015O   Forwards     info    re    follciuup    actions   resulting     from   NfiC    reviiMU 
of    TMI-2    incident,  in   response    to    790913    request, 
STALL  INGBi  C.  M.        Virginia    Electric    fc   POUCT    Co.        79/lQ,-2<5.        Bflflp. 

7910300131    Forwards     supplementary     info    for    Proposed    Tech    Spec    Change    70 
to    amend    QLi  in    response    to    NFtC    790710    o.uost  ions    re   LPCA-ECCS 


. 
STALLINGS,  C.  M.         Virginia    Elect 


Power    Co         79/1O/S5         5pp 


7910160053    Requests    amend    or    approval     fee    to    review   790B17    Itr    i 
nuclear    security    personnel     training    !.    qualification    plan. 
MILLER,  N    D.  License    Fee    Management    Branch         79/10/01.        Ip 

7910090419   Forwards    proposed    amend    to    Licenses    DPR-32   &   DPR-37    i 
secondary    water    chemistry    moni  tonnn.  In    response    to    NHC 
790901     request. 
STALLINOS.C.  M.        Virginia    Electric    t,   Power    Co         79/10/03 


4pp. 


7910110130  Forwards  amend  fee  for  791003  proposed  license 
application  re  secondary  mater  chemistry 
BPEIDEUU,  D.  W.   Virginia  Electric  fc  Power  Co.   79/10/05. 


IP. 


7910120168   Foruards    proposed    Startup    Test    Procedure    1-S1-9,  Hcvi  s  i  pn    0, 
"Voltage    Profile."     in    response    to    79090B   request.  Also 
submltH    info   re    adequacy    of    electric    distribution    on    ays 
voltages     in    event    of    loss    of    both    offslte    sources. 
BTALL1NOS.  C,  M.        Virginia    Electric    !<   Power    Co.        79/10/09.        2pp. 

—7910130173   Proposed    Startup    Test    Procedure    1-5T--9,  Revi  a  i  on   0,      "Vnltaiip 
Profile.  " 
HEACDCK,  D.  A.        Virginia    Electric    &   Pouier    Co.        79/08/2"!         tiipp. 

79101203B1    Responds    to    FOIA   request    for     info    re    atmorma)    settlements    t, 
NRC   reasons    for    not    levying    civil    penalty   ooaiiiEt    utll    in 
1972.  Forwards    list    of    relevant    documents.  Info    partially 
withheldrnames    of    individuals    (ref   FDfA  eiumptlon    7). 
FELTON.J.M.  Division    of    Rules    and    Records         79/1O/09.        119pp. 

7910170307    Forwards    response    to    NRC    790711    request.  Tjooraded    bus    voltagn 
protection    ays    should    be    iriBtollud    to    provide    undervoltane 
protection    between   QO-90'X   of    nominal    voltage. 
STALLINOB,  C.  M         Virginia    Electric    t,   Powor    Co.        79/10/15.        1pp. 

79101901B7   Refers    to    util    790531    request    for   amend    to   License   BPH-37. 
Forwards    eupplomental    info   re   pouter    ri  i  s  tri  but  i  on  nnnitorinq 
requirements    for    Tech    Speco   Change   713.  NRC   review  Tequeotei) 
STALL1N08,  C.  M.        Virginia    Electric    b   Power    Co         79/10/16.        16pp. 

7910B1i>0'136    Bummary    of    790905   meeting    ui/utll.B&U    ?.    VA   State    Commi  s  niiin 
ro    seismic    ona  ly  ses,  steam  generator    repair   &    llcenointi    of 
facility. 
NE1CHBDOS.  D,  Operating   fioactora    Dranch    I    (Pro    791030)        79/lO/ii 


79102^0960   Ack    rBCOipt    of    790991    request    for    tnfo    ro    potential     fur 
multiple    eiiulpment    failures   t<   safety    sys    dial  1  eiiqcn    at  PWIIs. 
Discusses    review   of    testing    proc  edurosi  s  tation    monthly 
operating    rejits   Ii  unit    trip    status    repts. 
BTALL1NQS,  C,  M.       Virginia   Electric    !<  Power   Cn.       79/10/1B        Ip. 


7910300148    Cites     util     790117     Itr    as    response    to    NfiC    79Q927    Itr    re 
cnnta i intent    purging    during    normal     operation. 
BTALLINOa,  C.  M.        Virginia    Electric    fc   Power    Co.         79/10/26.        Ip. 

7910300324    Identifies    WJ    Kennedy    as     emergency    contact     individual. 
STALLINGS,  C.  M.         Virginia    Electric    t.   Power    Co.        79/10/26.         !p. 

0.      Inspection    reports.     IE    Bulletins    t.   correspondence 

79IC-020222    Forwards     IE    Insp    Repts    9O-2BO/79-43   &    5O-EB1 / 79-62    on 
790716-ia.  Mo    none omp 1 i ant e    noted. 

SUTHERLAND,  J.  T.  Region    2,     Atlanta,     Fuel    Facility    fc   Materials 

Safety    Branch.         79/OB/1O,        2pp. 

— 7910020329    IE    Insp    Repts    5O-2EO/79-43    &    9O-2FJ]  /79-62    un    7907 16- IB.  No 
nont ompl ianco    noted.  Major   areas    inepoc ted; program   audit, fish 
impingement    monitoring   &    tfiermal    discharge. 

CUNNINGHAM,  A.  L.  Region    2,     Atlanta,     OFFtce    of    the    Director. 

HUFMrtM.J.W.  Region   S.     Atlanta,     Fuel     Facility    !.    Materials   SaFetu 

Branch,        79/OS/1O.        3pp. 

79IOO5O630    Foruards    revised  Page    3    of    IE    Insp   Repta    50-3BO/79-39   & 

90-2B1/79-5B    to    eliminate  notice    of    violation 

SUTHERLAND.  J.  T.  Reg  i  on  2.     Atlanta,     Office    oF    tno    Director 

79/Oa/lO.        3pp. 

791u|50il3   Forwards    revisad    Page    3    of    IE    limp    Ftepfcs    50-2SO/79-39   & 
50-3FJI/79-5S,  eliminating    notirc    of    violation. 

SUTHERLAND,  0.  T.  RBflton    2,     Atlanta,     Fuel    Facility    &    MalBrlals 

Safety    Dranrh.        79/OB/1O         3pp. 

— 7910ISO617    Foriuards    IE     Insp    Repta    5Q-2BO/79-39    J,    50-291/79-53    on 
790626-39   !,    notice    of    violation. 

SUTHERLAND,  J.  T.  Region    S,     Atlanta.     Fua  1    Facility    t,    Materials 

Bafoty    Dranch.         79/07/19.        2pp, 

— 7910130i3S    Notice     of    violation    from    insp     on    790636-29. 

•  Region    2,     Atlanta,     Cifficn    of    tKe    Director.        79/07/19.         Ip. 

— 7910150638    IE     Insp    Ropta    50-3BO/79-39    t<   50-aBl /79-5Q    on    790620-29. 
Noncomp  liance    noted :  fa-i  lure    to    have    shipping    documents    d 
failure    to    follow   certificate    of    compliance. 

ZAVADaSKI,  R.  W.  Region    2,     Atlanta,     Office    of    ttte    Director 

JENKINS, Q.  R.  Rogion   2,     Atlanta,    Fuel    Facility    t.  Materials 

Safety    Branch.        79/07/19.       1PP. 

7910340230   Forwards     IE    Inap    Rept    SO-2Q1 /79-S9   on    790415-19. 

SUTHERLAND,  J.  T.  Region    2,     Atlanta.     Fuel    Facility    h   Materials 

Safety    Dranch.       79/OS/1A,        Ip. 


7910340514   Forwards    "COBRA    IHC/M1T  Computer   Code   Manual,  VGPCO 
Version.  " 
THOMAS,  W.  N.       Virginia   Electric    &  Power  Co.       79/10/10.       Ip. 

--7910240550    "CODRA    IIIC/MIT   Computer   Code  Manual , VEPCO  Version.  " 
DOWR1NO,  R,  W.  ,    MORENO,  f.       Massachusetts    Instilute   of   Techno]  an  u  . 
79/08/31,       270pp. 


--791024023A    IE    Inap    Ropl    50-2B1/79-29   on  7904!  5-  1  9.  Noncomp  1  ianc  et.   noti.rt: 
quarterly    whole    body    radiation    limit    exceeded,  Failure    to 
perform    survey    &    Failure    to   provide    radiation    moni toring 
devi  ce. 

HOSE¥,C.rt.  Region    S,     Atlanta,     Office    of    the    Director 

JENKINS.  0,8.  Region    3,     Atlanta,     Fuel    Facility    fc   Materials 

Safety    Dranch.       7-9/09/02.        2pp. 


7910260136   Summary    Df    790921    meeting    w/util    t.   9&U   re    auiiliarn 
feedwater    contribution    to   energy    in    containment    folloiuinii 
main    ataamlino   break. 

WIOOINTQN,  0.  Operatino    Reactors    Branch     1     (Pro   791030).        79/IO/1B. 

Bpp. 

7910340896   DISCUHBOE    piano    for   Cijelo    5   reload    tore- supplementing    Info 
in   790733    ltr.WCAP-9372,     "Westlnghouae   Reload   Hafety 
Evaluation   Mothodolgv"    uisfl    to   analyio   Cycle   5   reload    core. 
THQMA9.W.N.       Virginia   Electric    >j  Power   Co.       79/10/23.      Spp. 

7910390270  Requests    review   of    reactor    ays    transient    analysis    coiie    & 
issuance    of    safety    evaluation,  Topical    rept  will    bo   provided, 
THDMA8-M.  N.       Virginia   Electric    (.  Pouor   Co.       79/10/33.       Ip. 

—7910290277  Request    for    review  t<    issuance    of    safety    evaluation,  subjni  tted 
on   bahalf    of   Util    Group    for   Regulatory   Application. 
RAOONE.8.       Virginia   Electric    S.  Power  Co.       79/10/132.       4pp. 


7910020093   Forwards    IE    Insp    Repta    50-280/79-41    &   50-281/79-61    on 
790717-2O.  Mo   noncornp  1  iance    noted. 

HUFIPMY,  C.  E.  Region   B,    Atlanta,     Reactor   Operations    Nuclear   Support- 

Branch.        79/OB/17,        app. 

— 7910020113    IE    Insp    Repts    50-280/79-11    A    50-2Q1 /79-61    on   790717-30.  No 
none ompl iance    noted. Major    areas    inspected: feed  water    piping 
insp    per    IE   Bulletin    79-13, steam    generator   replacement   f< 
insorvice    Insp    program. 

BLAKE, d.J.  FJeniOTi   2,    Atlanta,    Office    of    the    Director. 

HERDT.A.R.  Region   S,     Atlanta,     Reactor  Conn  true t ion   d 

Engineering    Support  Branch,       79/OB/17.       4pp, 

7910160339   Forwards     IE    Insp    Bopti    50-2BO/79-46   &    BO-3B1 /79-A5   on 
790709- O8 1 0,  NP    n (incompliance    noted, 

LEHISjR.C.  Rogton   2.    Atlanta-    fteactor   Operations    Nuclear    Buooort 

Branch,       79/OS/E7.       3pp. 
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fnt,Unlt    2    steflm    generator    outage   uorl    (,    f  c  1  U«.up    on 
fi<"'Dn.a-     "'-"**•     ""<•    flf    the    Dir«t.r. 


7910030552 


.    r      . 

:  n 
*  *« 


BPEHCER,  W.  C.       Virginia    Elactric    &   P™er   Co.        79/00/31. 


60pp. 


!"""111    r"P°n"    "*    tE   BulUUn    79-li.Enc)    withhel 
SJALLIN3S,  C.  H.       Virginia    El*ctrlc   a   Pouer   Co.        79/09/07.        lp. 


*••  Reflctor  c°nstrut 


radiograph 


^^ 

gram  ("-oji-ess. 

Uhl..     DfFic.    .F    th.   J,,»ct.r 


-  -- 

Atlanta- 


7?IOO«AA1    fit,  pond,    ta     f£    Bulletin   79-15.     "DBeo    Draft    P,Mn 

?«i«":!"n\^j"  rFpair  effo"ts  "«'t-s  .  ""  =::  id 

r«ircu|aliDn    ipray    pumjls    «Mr(.nEinfl    ,»»,lv,    bwring 


.T,ia    El.ctric    6   Pol,,P   Co.        7T/0?/i4. 


STAULIHGB.C.H.       Virglni,    El.ctric    fc   Pow,r    Co.        79/09/H. 


79103000B2  Forward,  IE  Info  Notice  79-33,  "Q.,,1  (*),a^ 

sr^riifr?:1:.7:^?0,"11  fc  p"1"  ^"lic^T.,::  contr 
r.,2i;i!M!i;(:ta5odt:KiSypii:;;r1'"'d  saFetv  <-""-•*«"•» 


DENTON.H.R. 


eiSENHUT.D.O.          Divi910n    Of   Op.p*«nfl    Rector*.        79/09/21.        fl9PP. 

79100*0199   Foruarils    IE    Info   MoEic.    TO_DI      «r 

Lub,  0  "      '     "  £fler9e"«  Di""  »in.r.t 


791.0230316  fiBsponds    to    IE  DulUtin  79-19,     "Pari.,* 

R.dio.ctlv.  Ha!t.   for   Tran5p    rtVLrl    1    "  A^      "'."'M""  LBVe' 

*vi"'5i"i!1,hV?5T'*™lf'''-;'**"™. 

H.      ViraUU  Eltctrie    6  POBler  Co.      79/09/27.       5pp. 


STALI-INeS.C.M. 


lnia   £l«lric    (,   PDwe 


79/09/33.        97pp. 


ppnynlt 
fplnt  Units 

79/10/01  'Jl 


tion   required 
'     AUanta'    °" 


Trips    ,t 


7910170776   Forwards   IE    Infa   HoticB   79-24,     "0Varpi-ESEUri  i*t  ion   Of 
Caniilnn.nt    of    PWR  Plant   AftBr  Main   BtBam  Lina    Dreak    '    No 
action   ronulrsd. 

79/m/01.'  J'  2PP        RB9lQn    3'     Atlflntfl'    Qfflco    of    the    Director. 


r    "»*«-    i"    «n«.r    to    790013   n0 

«BM  .n°?r    °      Pr°P°"d    i«poiltl»n    of    civil 

penalbUs.  Confirms    i  tema    Of    noncomp  1  iance    re   worker 
ejpoied    ta    10  Turns   of    pad  iation.  Order    end 


d2«f^!   OrdEr    imposing    civil    mDnetar«    penalties    on    utit    f0llouin9 
P»    ??      ?  ST    "f   """""PHancB    dorina   790415-19   inap. 

rIS?itLn*Ph"?/r    Vi?latiDn    of    stds    »'    Protection   aga    nat 
radiation    Bhou   d   b*    paid    or   hiring    5hould    bo   requested. 

' 


i.r   potsntial 


-  .r   posna 

oa*™l,  Ion?(i!"n*   fie"''"=H«finB    steam  genDrator    pDU10r 

SlIEf^ft  r  \i        uf'V!    CQ"tr01    *  main   *«d«ttr    control    3ys. 
BTALLIKGB,  C.  M. 


7910240037   Respond,   to    IE   Bulletin   79-12, 

*   psare  v"sel  WBI<IB'"  UHndt- 


rginia   Electric    i  Pauer   Co.       79/10/03.       ipp. 
!    Weld    Matl    in 


o"f:>°--*" 
tllr^ui™     -  "  rfvi5ion    to   <"<ll'tin    is    f0rth;.«inB. 

clarifying    insp    requirement  5, 

BfrtLi.INflB,C.M.       Virginia    EHetplc    ft  PoyEr   Co.       79/10/OB.       lp. 


SIALLlNas.C.M.       Virginia    Electric    (,  Pouar   Co.       79/1O/10.       2PP. 
—  -—  -!!l™f™i!!L!!i!l!i   *      Blted    "rrespondencc 


SPU">rds  monthl«    operating    rept    for  Sept    197V 

C.  M.        Vir9inia    ElBCtric    &   Po^r    Co.        79/10/16.        lp. 

"""W-P-rUinB    ropt    For   Sept    1979. 

a,  J.       Virginia   Electric   fc  Pouler   Co.       79/10/04.       16pp. 


ln'pie""n  * 


79I024&953   Forward.   LER    79-013/01T-O 

8TALLIH3B.C.M.       Virainla   Electric   i,  PoW8r   Co.       79/1O/3P        lp 

BTEWART.W.L.       Virgfnia  El^tric  £  Pouler   Cfl.       79/lo/19>       2pp. 


1JUCLEAR  BTATION.    UNIT    1 


anch    (Pre   791030).       79/09/07,       lp. 


. 

MAVEn.LD.       WDrthern  8tat.B   PPWer   Co.      79/10/17. 


3pp. 


DOCKETED  ITEMS 


7910340563  Forwards    "Revised   Fire   Protection   Safe    Shutdown  Analysis    " 
Rept    supersedes    Section   7    of   770311    fire   hajards    analysis 
&   770705    suppl, 
MAYER,  L.  0.       Northern  States   Power   Co.       79/10/2S.       3pp. 

— 7910S40566    "Revised   Fire   Protection  Safe   Shutdouin    Analysis    " 
•      Northern    States    Power    Co.        79/10/22         41pp. 

79102S029B  Forwards   proprietary    verslnn    of    two   sets    of    cable    routine! 
drawings    for    review   of    fire    protection    safe   shutdown 
raanalysis, Drawings    withheld     (ref    10CFR.790), 
MAYER,  U.  0.        Northern   States    Power    Co.        79/10/23.         lp. 

H.    General    correspondence 

7910040646  Forwards    safety    evaluations    re    fire    detection   &   protection 
sy B.  U/o    enc  1. 
SCHWENCER, A,  Operating    Reactors    Branch    1     (Pre    791030J.        79/O9/19. 


1.  Financial  information 


7910160175  Forwards  schedule  showing  generated  cash  flow  in  1 97EJ  4, 
projections  for  1979.  Also  forwards  Annual  Financial  Root 
197B.  f 


CARLSON,  L.  R.   Northern  States  Pnuier  Co. 
J.  Insurance  i  indemnity  information 


app. 


7910330221  E.ecuted  Amend  B  to  Indemnity  Agreement  B-60.  mud  1 1 y inn 
prefatory  language  re  transportation,  hand  1  ing  or  temporary 
storage  of  radioactive  mail, 

BALTZMAN.  J.     Antitrust  t-  Indemnity  Oroup.   JOHNSON,  Fl.  S.   Narlhern 
States  Power  Co,   79/10/16.   Ijj. 

P.  Operating  license  stage  documents  b  correspondence 

7909M0043  Requests  that  review  of  potential  for  inadvertent  reactor 
scrams  &  safety  injection  sus  actuations  be  submitted  to 
NRC  uithin  30  days. 
E1SENHUT.D.O.    Division  of  Operating  Reactors.   7t/Oh/2A   2pp. 


7910090241  Forwards  FFi  notice  of  amend  to  10CFR73.  55  r«  requirements 
for  physical  protection  nf  nuclear  power  plants.  Amend  defers 
Implementation  of  physical  search  requirements  from79UBOI 
to  791101. 
DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/OB/IO.   49pp., 


7910030004  Forwards  steam  generator  water  hammer  safety  eva  luat  ic-n 
Plant  mod  not  necessary.  Operating  repU  uill  be  monitored 
for  indications  of  water  hammer, 
LAINAS.Q.     Plant  Systems  Branch  IPre  791030).   79/09/O3.   2pp, 

—7910030003  Safety  evaluation  re  steam  generator  water  hammer,  Wator 
hammer  not  likely  during  normal  operation, 
*    Plant  Systems  Branch  (Pre  791030).   79/09/GO,   5pp. 


79101B0147  Forwards  Amends  39  (.  33  to  Licenses  Dllfi-43  S<  DP(?-6 
respectivBly.  safety  evaluation,  notice  of  issuance  tt  RE  Kail 
790621  Itr. 

BCHWENCERiA.     Operating  Reactors  Branch  I  (Pre  79(030) 
5pp. 


77/09/06. 


— -7910180158  Amends    39  t,  33    to  Licenses    DPR-42  t,  DPR-oO,  respoc  t  ivelu, 
adding    license    conditions    re    completion   of   mods    & 
implementation    of   administrat Ivo   control, 
BCHWENCERiA.  Operating    Reactors    Branch    1    (Pro   7<?I03Q> 

79/09/06.       19pp, 

--79101B016B  Fire    protection    safety    evaluation    supporting   Amends    39    !<  33 
to   Licences    DPR-42   E<  DPR-60,  respectively, 
»      Office   of   Nuclear   Reactor   flegulation.       79/09/O6.       S3pp. 

— 79101B0176  Notice    of    Issuance    of  Amends    39  t  33  to   Liconses    DPn-42  t. 
DPR-60,  respectively, 

aCHNENCER.A.  Operating    Reactors    Branch    1    (Pre    791030) 

79/09/OA.       2pp. 

79I004000B  Forwards    safety    evaluation   of    iteam  annBi-ntor    water    hammer 
p»r   700001,760310  &   780203   aubmi ttaU.  No   mods   required. 
NRC  mill    continue    to   monitor    operating   vepts. 

SCHWGNCER,  A.  Operating   Reactors   Branch    1    (Pre   791030).       79/09/13 

2pp. 


791OI902i6  Discusses    review   rt    tecondarij   »gs    flow    instabilities   Hater 
hammer    events    due    to    rapid    steam   condensation    (n    PEBdwater 
sus    at    facility    are    not    likely    to    nccur.  Forward*    lafetu 
evaluation. 

BCHHENCER,  A.  Operating    Reactors    Branch    1    (Pre    791030J         79/09/13 

2pp. 

—7710190279   Safety    evaluation   re    stoam  a-merator   water    hammar.  Cone  1  udeo 
water    hammer    events    not    likely    to    occur. 
»  Operating    Reactors    flranch    1    (Pre   791030*.       79/09/30.       5pp. 

7910050127   Responds     to     IE    Bulletin   79-31,     "Temp    Effects    at    Level 
_HU"?!"*S    "    Du|:11'les    liquid    level    measuring    sy  s    inside 

'    Initiate    safety   act!  ons.  Table  o   t,    charts 


containment    ut 

encl . 

WACHTER.L.J.       Northern   States   Power   Co,       79/07/11. 


Qpp. 


7910030744  Forwards    EOS.O    ID.  Inc    consultant    repts    re    steam   genmi-ator 
ua  tor   harauiars. 
HACKftV.S.  Plant   Systems    Branch    <Prn  791030).       79/O9/ 1 4.       lp. 

7910050360  Responds    to    util    answer    to   NRC  780203    I  tr   re    reactor    cavity 
seal    ring    goneric    issue. Util    answer   acceptably    resolvos 

ilBIPB. 

SCHWENCER, A.  Oporatlng    Reactors    "ranch    1    (Pre   791030)         79/09/1B 

2pp. 

7910030379   Responds    to    IE   aulletin    79-19  re    transport  oP    low    levnl 
waste. Will    maintain    current    set    at   regulations   «.    licensBG    on 
burial    firms   &   luill    initiate    training    program   re    waste 
sol  idi  fltation    uiitJiln    six    months. 
HACHTER,  L.  J.       Northern   Status    Power   Co,       79/09/31.       2pp. 

7910SS0413  Forwards    sidelines    for   valve   operability    re    containment 
purging    !.   venting    durinn    normal    operation.  Requests 
commitment    to    implement  valve    nual i f ication   program  uithin 
30   days. 

£1SEN>IJT.  D.  0,          Division    of   Operating   Reactors.       79/09/S7.       3pp, 

7910170410  Foruarda    request    for    addl    info  re    containment    purge    i,  vent 
Bys    to    continue    review. 
LAINAS.O,  Plant    Bystams    Branch    (Pro   7910301.       79/1O/O1.       3pp, 

791036O370  Requeets    info   re    events    of    loss    nF   offsita    pouer   fc 
concomitant    degraded    voltape    or    frequency    conditions. 
SCHWENCEH.A.  Operating   fieactors    Branch    I    (Pro   791030)         79/10/01 

3pp. 

7910110411    MR    receifit    of   NRC    790917    1  tr  re    potimttaJ    for   adverse 
environ    affects    ecausing    Interaction   between   nonsafetij- 
grado   t.    safety-grade    sys,  Review    has    not   Identified    condition 
uifiicti   would    jeopaTdije    iafe    operations. 
HAVER, L.O,       Northern   States    Pouier    Co,      79/10/05,       &pp, 

7910220460    Discusses    review   of    responses    to    IE  Bulletins    79-05C  J. 
79-OiC    ro    need    for    tripping    of   reactor   coolant    pumne    Pur 
certain    small    bred*    LDCAs, 
ROSB.D.F.       TMI-a   DiJllotins   fc   Orders.       79/1O/05.       2pp. 

7910340724    Responds    to   7909H1    request    for  addl    inf o,  Imposslb le    to 
reipond    in    aoven   working    days. Response  uill    be    submitted    bu 
791O31.  v 

WACHTEH,  L.  J.       Northern   States    Pouep    Co,      79/iO/OD.        lp, 


7910230331    Notification    af    791012   meeting  w/otil    in    Betliesda.Nu    to 
discuss    791052    tube    rupture, 

<3ROTE«HUI8,M.  Operating.   Reactors    ui-anch    1    (Pre    79103Q> 

2pp. 


79/10/11. 


7910170359  Responds    to    790730  request    for    info  re   degraded    voltaoe 
protection    t Ircui try . Submi ta    criteria   re  voltage    (election, 
volta-je    drop    analusit    t<    load    injection   scheme. 
MAVER.L.Q.       Northarn    Btstst   Pousr    Co.       79/10/1H.       4pp. 

7910190370  ConPirms    commitment   made    to   NRC  at   791013   meeting    re 
•  ubmlttal    of    license    a-mend    repeat  uithin   30  days    to  adopt 
primary    *   secondary    coolant    activity    Teeh   Bpec», Forwards 
Interim    limit    on    primary    coot  art    Iodine  activity. 
HAVER, L.Q).       Northern    States    Power   Co.       79/10/li.        ip, 

7910240619  Commits    to    implement   requirements    of  NUREG-OS7B   Por    followup 
action*    to   TMt-2  jiccidant,  Faruarda   d»scriptlon   of   actions 
alvMdu    taken,  planned    actions    6    expected    implementation 
dates. 
MAYER,  U.  P.       Morthern   fitataa    Pouer   Co.       79/10/17.       JSpp. 


—7910040003  Bafety    evaluation    of    steam   generator  water    hammer   at 
facilities, 
*          Operating   Reactors   Branch    I    (Pre   7910301.       77/07/13.       4pp. 


7910260293   Advises    of    NRC    requi rements    for  auxiliary    fe.duatar    SUB 
OBneric_i_plBnt-»peciIf Ic    r*g.ulremnnts    end. 

"  Division  of    Operating   Reactori.       79/10/19.       E3nn. 


EISENHUT,  D.  0. 


94 


DOCKETED  ITEMS 


7910300142   Discusses    review    of    acceptability    of    itation    slectric 
iliatr-  ibutlon    ays.  Worst    case    combination    of    ttoadij    state   & 
transient    loading   will    not    cause    spurious   operation    of 
undsrvoltagf   protection    or    e«tend    acceleration    times. 
HAYER,L.O.        Northern   States    Power   Co.        79/JO/26.        2pp. 

79103Q029-;    Discusses    790917    Itr    re    plan)    for     Imp  lament  in,g    requirements 
of    40CFR190.Beginr.ing    79  12OI,  pr  1  or    to    issuance    of    semiannual 
radioative    effluent   rept,  of  f  a  i  t&   Hoses    due    to    liquid    k   oas 
will    be    calculated    per    NUREG-0  1  33. 
MAYER.  L.  0.        Northern   States   Power    Co.        79/10/36.        «!pp. 

0,     Inspection  reports,     IE    Bulletins   &  t  orrespondence 

7910090003   Forwards    IE    Bulletin    79-19.     "Packaging    °'   Lou   Level 
Radioactive   Haste    far    Transportation   t'   Burial,  "    Attlon 

KEPPLER^J.  3.  Region    3,     Chicajo,     Office    of    the   Director.        79AIB/IO. 

IP- 

7910090191    Forwards    IE    Pullc-tin    79-21,     "Temp    Effects    or>   Level 

Measurements."    Action    required.  -,ajnotti 

KEPPLER,J.G  Region    3,     Chicago.     Office    of    the    Director.        79/O8/I3 

Ip. 

7710050-120   Forwards    IE    Info   Notice    71-20,     "NRC    Enforcement   Policy    - 
Mac   LicensEi!     Individuals.  "   No    action    required. 
HEPPLEFi,  J.G,  Region    3,     Chicago.     Office    of    the    Director- 


7910030473  Foruar-tfs    IE  Circular    79-17,     "Contact  Problem   in  SU-I2 
Sioitihas    on   OE    Hetalclad    Circuit    Breakers.  "    No   action 

KEPPLEft.  j.  0.  Region    3,     Chicago,    Offi 


of    ttiE    Director.        79/08/11. 


7910010739   Foruards    IE    Insp    Bepts    50-302/79-13   t,    50-306/79-15    on 
790701-31    t-   notice    of    violation 

HEISHMAN.  R.  F.  Region   3.     Chicago.     Reactor    Operations   Nuclear 

Support   Branch.       79/-Oa/23.        13pp. 

—  7910010733   Notice    of    violation    from    insp    on    790701-31. 

•  Region    3,     Chicago.     Office    of    ttue    Director.        79/OS/23.        D|i  V  • 

--791001Q735    IE    Insp    Repts    50-2S2/79-1B   !,    50-306/79-15   on    79O70I-31 
NoncompJiance   noted:  fai  lure    to  adNer-o    to    controls    for   mating 
changes    to    test    procedures. 

FEIEfJADEHD,  C.  D.  .     WARNICtt.R    F.  Hagton   3.     Chicago:     Office    of     tNf 

Director.       79/08/23.       10pp. 

7910050460  IForuarOs    IE    Insp   Repts    SO-sa2/79-17  t-  90~30u/79-K   on 
790712-13   R    17   &   notice    of    violation. 

DAVI9,A.B.  Region    3,    Chicago.    Fuel   Facility  6  Materials    Safetg 

Branch.        79/Oa/Sfl.        2pp 

--79IC-050442    Notice    of    violation    from    insp    on    790712-13   t.    17. 

*  Region  3,    Chicago.    Office   of    the   Director.       79/00/21.       lp 

—  7910030469    IE   Insp   Repts   SO-2B3/79-17  i.   50-306/79-H    on   79C-712-13   t.    17. 

Noncompl  lance   noted  ;  neutra  1  i  i  ing    lank    batch,   rele-aan-  m/pH 

Ins   than   i.  5  !.    failure    to    count   tf  report    fish    Inso    due    from 

impingement. 

OESTIWJN.M.  J.  .    ESSI8,  T.  H  Region.  3.    Chicagai    Offico    of    tho 

Director.      79/08/31.       6j>p 

7910070282  Forwards    IE   Insp   Rept   50-232/79-30  on  79GGU-I5.  No 
noncorrp)  iance  noted. 

FIQRELLIjG.  Region  3.    ChicagOj    ficacfcor    Construction  6  Engineer  i  nn 

Support   Branch.       79/08/29.       2pp. 

—  79100902BB    IE   Inso    Rept  50-282/79-20  on  790911-15.  Ho   noncomp  1  ianc  o 

notsd.  Ha  jor   arsjn    Inspec  ted:  Qfl/QC    program  revloui  i 
evaluation  of   nondestructive   eiamlnation    It  ueldlng    data,     ft 
repts  tt   raSioBT-aphs   of    feeduater    piping   repair   actlvltins. 
HftRB.K.D.  .     D/iNieL30NrD.JI.  Region   3,     Chicago,    Office    of     tho 

Tlf  rnr  fcni-         la/ftar^ia        6pp. 


79-14. Item   of    none onformancn 
f   LEFt  79-23).  Visual 
'.1    be   completed 

'9/09/31.        3pp. 


•19   !<  50-306/79-16    on 
ior   Oparatlons    Nuclear 


—  77101E0315    IE    Insp    Hepta    50-2B2/79-19   i    50-30i/79-16    on    790801-22.  No 
nontonpliance    noted. Major    areas    inspected: p lant   operations, 
security,  follnuiup    of    IE   bulletins  t<   circulars   8.   previouslg 
identified    unresolved    Items 

PEIEflABAND.  C.  0.  Region    3,     Chicago,     Office    of    the    Director. 

WARNICK.R,  F.  Region   3.     Chicago,    Reactor   Operations   Nuclear 

Support   Branch.       79/O9/03.       4pp. 

7910020212   Responds     to    IE    guile-tin   79-15,     "Deep    Draft    Pump 
Deficiencies.  "    Tuo    aafet j-re lated    pumps    tested    monthlu. 
UACHTER.L.  J.       Northern    States    Poiuer  Co.       79/09/07.       2pp. 

7910020215   Forwards     IE    Info    Notice    79-20,  Revision    i,     "NHC    Enforcement 
Policy    -   NRC    Llconsnd     Individuals.  "   Noticu    reiasued     to 
correct    word    omission   It    punctuation   error  uihich    changed 
intent    of   Btatement,  Changed    statement    underlined    in    te»t. 
KEPPLER,J.O.  Region    3,     Chicago.    Office    of   the    Director 

IP- 


79/09/07. 


7"?!QQ3057a  Forwards    action    taken   t   to   be    taken    In   response    to    IE 
Bulletin  79-16.  Encl    withheld     <ref    10CFR2,  790).  Secur  i  tij    plan 
evaluation   concludea   modified    amended    security    plan    provides 
adequate   phij-sical    pro  t*i:  t  inn. 
MftCHTEft.L.  J.        Northern    States    Pouer   Co.        79/09/11.         lp, 

791003O269   Forwards     IE   Circular    79-19,     "Loose    Locking    Devices    on 
Inoersol  1-Rand    Pump    Impellers.  "  No   action    required. 

KEPPLEfl.J.O.  Region    3,     Chicago,     Office    of    the    Director.        79/09/13. 

lp. 

7910240003   Forwards     IE    Insp    Rflpta    30-282/79-22   fe    50-306/79-17    on 
790905.  No   noncorap  1  lane*    noted. 

F10RELLI,  0.  Reoion   3,     Chicago,    Office    of    tho   Director.       79/09/13. 

3pp. 

—  791024-0004    IE    Insp    Repts    50-382/79-23   t<    50-306/79-17    on    790905.  No 
noncnmaliance    no  ted.  Major    areas    inspec ted: NRC   requirements, 
uiork    procedures    S-   records. 

riN.I.T.,     DANIEUSON,  D.  H.  Region   3,     Chicago,     Office    of    tho 

Director.        79/09/12.        3pp. 

7910300003  Forwards    IE    Info   Notico   79-23,     "flual i Picati on    of    Control 
Sya,  "    Westinnhouse    790B30     Itr    &   Public    Svc    Elactrlc    8.    Oau 
Co    790910   Itr    re    potential    unrnvi  eiueil    safety    question.  Act  i  on 
TBnuirsd    within    20    daiji.H/o    one  1 
EENTON,  H.  1.        Office    a*    Muclear    Reactor    Regulation.        79/09/17.        flBfip. 

79100101B*   Forwards     "A5ME    Code    Section    XI     Iriscrviio    Inan    t    TestitiH 
Program   tf    Info    Required    for    NHC   Revieiu   of   Roqueots    for 
Relief    from  rtSME   Code    Soctlon    XI   Requirements,"   Revisiiin   3. 
WrtVEfl.L.O.       Northorn   States    Pqynr   Co.       79/09/19.       3pp, 

— 79I0010IOB   "ASME   Code    Section    XI    Inanrvice    Insp    d   Testing    Proflrsm  & 
Info    Required    for    NfIC    Devlaui   of  RoqueatB    for   Rolief    from 
ASME   Code   Bection    XI    Raqu  i  Turnouts,  "   Reviaion   3. 
If      Northern    States    Poucr    Co,        79/09/19.        22pp. 

7910030331    Aclc    receipt    of    790911    Itr    Informing   NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp   Repta    50-202/79-18   !. 
30-306/79-19.  f 

HEISHMAMi  R.  F.  Rogion   3.     Chicaoo,    Roactor  Oporationii    Nuclear 

Support    Branch.       77/09/31.        lp. 

— 791003033B  Responds    to   NRC    79O905   Itr    re   violations    noted    in    IE    Insp 
Rapt    3Q-2B2/79-ia   &    50-306/79-15.  Correct! ve    actions: 
reins truct Ion    of    operators    in   Tech    Spec    requirements. 
UACHTEft.L.  J,       Northern   States  Power    Co.       79/09/11,       2pp. 

7910070760  Responds    to    IE    Quletin   79-10.     "Audibility    Problems 
Encountered   W/Evacuatlon    of    Personnel    From  High   Noiae   Area.  " 
Several    ftpeakera    will    OB-   added    to   syi.  Posslb  1 1  i  tu    of   adding 
visual    annunciation    in    selected   areas    is    being    investigated. 
WACHTEfi.L.  J.       Northorn    States    Power  Co.       79/09/21.       2pp. 

7910230361    Forwards    NRC   790636    Itr   ra   multiple    equipment    failures   !< 
flurveil lance    testing    errors,  wh  Ich   uaa    incorrectly 
diitributed.  (\Uo    foruioptfs    IE    Insp   Repta    30-295/79-13   & 
30-304/79-13.  Action   required. 
EIBENHUT.D.  O.          Division    of    Operating    Reactors.       79/09/31.       19pp. 

7910090663  Submits    addl    info    re    reactor   vessel    meld   metal    info 
•  p&elfiad    in    IE   Bulletins   79-13.78-13/1  t,  79-130.  Final 
rvEponia    to   bulletins    expected    Nav    1979, 
HACHTER.L,  J,       Na-rthevn   States    Pouiar   Co.       79/07/24.        lp. 

7910110136  Forward*    IE  Circular   79-30,     "Failure   of   STE   Bylvania   RolnU1 
Type  PM   BJllettn    7305^*18109    5U13-I1-AC   iu/120  vott    ac 
Coll."   No   action    required. 

KEPPLER,  J.  0,  Reolon    3r    Chicago,    Office   of    the   Director.       79/09/24. 

lp. 


DOCKETED  ITEMS 


7910010291    Forwards    IE    Info   Notice    79-23, 
Lube    Oil    Coolers."    No    action    required. 
KEPPLER, J.G.  Region    3,     Chicago,     Qffj. 


rgency    Diesel    Generat-or 
the    Director.        79/O9/26. 


7910040035   Forwards     IE    Info    Notice    79-21,     "Froien   Lines.  "    No    action 
required 

KEPPLER,  J.  0.  Region    3,     Chicago,     Office    of    the    Director          79/09/37. 

lp. 


791OIB05Q4  FNO-II1-79-09B: updates    PNO-I  H-79-09A.  On   791003,  unit    reached 
cold    shut  down.  Caused    bij    bubo   rupture    In    steam   generator  A. 
Plant    will    remain    shut  d  ouin    pending    completion    of    jjenoratc-r 
insp    It   necessary    repairs 

SPE33ARD.R.  U,  .     BDYD,  D.  C  Region    3.     Chicago,     Office-    of     the 

Director.       79/10/03.        lp. 


7910330513   Forwards    LER    77-O27/01T-0. 
HAVER,  L.  0,       NOT  them    States    PouieT    Co. 


7910170294   Forwards    IE    Infn    Notice    79-25,     "Reactor    Trips   at    Turkey 
Point   Units    3   !e   4."    No    action   required. 

KEPPLEU,  J.  G.  (legion    3.     Chicago,     Office    of    the-    Director.        79/1O/01. 

lp. 


— 7910230920    LEfi    79-027/017-0:  on    791002,  tube    break     occurred     in    stear 
•generator    11. Caused    by    mechanical    u ear.  T uo    defective    tubes 
p  1  uggod. 
QOMYEAU,  J,        Nortjiern   States    Pouer   Co.        79/10/li.        4.3pp. 


79101B0627    Forwards    IE    Info    Notice    79-34,     "DverpreBSuri lation    of 
Containment    of   PUR   Plant   After   Main   Steam  Line   Break. "   No 
action   required. 

KEPPLER,  J.  G.  Region    3,     Chicago,     Office    of    tho    Director.        79/10/01. 

lp. 

7910190131    Responds    to    IE    Bulletin    77-02.  Te  lodyne   Engineering    Svr.  a 
performing    plant-specific    baseplate    analysis    which    Is    appro* 
9QX   complete. 
WACHTER.L.  J.        Northern    States    Power    Co.        79/10/02.        lp, 

79102203SB   Responds    to    IE   Bulletin    79-33.     "Potential    Failure    nf 
Emergency    Diesel    Generator    Field   Eiciter    Transformer." 
Submits    data    illustrating    extensive    testing    of   both    ifiesel 
generators    prior    to    startup. 
WACHTER.L.  J.        Northern    States    Power    Co.        79/10/00,        g,,p 

7910330375  Requests   90-day    delay    in    Implementation   of    Item  2    off    IE 
Bulletin   79-17,     "Pipe   Crack    in   Stagnant    Berated   Uater  Sys 
at  PWR   Plants."    Need    to    evaluate   TNI    data    re    Intergranulov 
stress    corrosion    cracking    t    Implement     insp    program. 
WACHTEfi.L.  J,  .     Northern   States   Power   Co.       79/1O/09.       lp. 

79103102A1    Forwards   Revision   3    tq    IE  Bulletin   79-13.     "Cracking    in 
Feedwater    Sys    Piping."    Action    required. 

KEPPLER.  J.  0.  Region    3,     Chicago,     Office    of    tho    Director.        79/1O/19. 

In. 


DOCKET    50-284    IDAHO   STATE    UNIV.     RESEARCH   REACTOR 
J.     Insurance    &    Indemnity    information 


7910300320   Forward's    eiecufred    Amend    13    to    Indemnity    Agreement   E- 
EAB7MAN.P.H.        Idaho   State   Univ.       79/10/25,       2pp. 


DOCKET    90-239   FORT    CALHOUM   STATION,     UNIT    1 

F.     Security,    medical,     emergency    ft    fire    protection    pi  ana 

7910110467   Forwards    "NFiC  Posi t inn, Safe    Shutdown  Capability"    to    hnlp 
util    modify    -fire    protection    safety    evaluation    For   Amend   4O 
to.   Litonso    DPR-flO.  Requests     info    uilthin   £0    days. 

REID.R,  U.  Operating  Reactors    Branch   1    (Pre    791O30).       79/09/1B. 

2up. 

—  7910110470   "NRC    Posi  tion.  Baf  e   Shutdown  Capabi  1  i  try.  "   re    fire    protection 
prc-grama . 
*  titrating    Reactors    Dranih    1    ff're   791030).       79/09/1B.       7pn, 

7910030901    Act    receipt    of    security    plan    for    revi  em,  Requests    Class    III 
fee. 
MILLER, W,  D.  License    Fee    Management  Branch,       79/09/20.        lp. 


R.    Periodic    operating    reports    d   related    correspondence 


7910090152  Bubmitn   Environ   Event   Rept   79-00    for   cooling    touier 
operations    during   Sept.  Cavers    operation    of    plant   c  irculat  i  n<i 
water    sya    in    partial    recycle  mode   id/daily    average    blowdotuii 
flow   over     ISO    cf.  Dally    average    for    month    was    2&9   cf. 
UARD.E.C.       Northern   States   Power   Co.       79/10/01.       lp. 


7910i50")72  Forwards   monthly    operating    rept    for  Sept    1979. 
MAYER.  L.  D.      .Northern   States    Power   Co.       79/10/10.       lp. 


7910040273   Forwards    payment    n f    Class    III    Fee    for    rsvlsion  -of    site 
security    plan    sub<ni  ttoif    790317. 
JDNE9,W.C.        Omaha    Public    Power    District,         77/09/27,        2pp. 

7910300310   Forwards    c orami tmon t a    to    comply    u/lmp  1  ementation    schedule    of 
Encl    t>    to    NflC    790913    Itr,  Items    2-6   of    one  1    mill    bs  addressed 
in  ru-viseil    omergencij    plane. 
JGNE9,W.C.        Omaha    Pufilic    Power    District.         79/1O/25.        31pp. 


O      Ad  jud  icatory    c  orr  eHpondein:  e 


— 7910IS01H9   Monthly    operating    ropt    for    Sept    1979. 

HUNBTAD,  A.  A.       Northern   States   Pounr   Co.       79/10/01.       Opp. 


S,     Reportatile    occurrences,    UEHs   E<   related    correspondence 


7910170704   PNQ-III-79-03A:  on    790926,  cool  ing    touier  water    found    to 
contain   amoeba    encephal  1 1 i s.  Amoeba   present    in  all   US    Fresh 
water   bod  lea.  Treatment   u/biocides    being    considered. 
QEBTMANN,M.  J.  ,    ESSIG.T.H.  Region   3,    Chicago,    Office   a?    tlie 

Director,        77/09/27,        2pp. 

7910170513   PNu-III-79-09: on    791002,steam    generator    tube    ruptured, 
Initiating    reactor   &    turbine    trip    &   safety    injection, 
Cause   not    sta  led.  Fie  lease    occurred    from    turbine   bldg. 
Steam   isolation   valves    are    closed. 

8PE89ARD.R.  L.  ,     UARNICK,  R.  F,  ,     DDVD,  D.  C.  Region    3,     Chicago,     Office 

of    the   Director.       79/10/02.       2pp. 

7910100339  HO  79-37: on   791003, reac tor    tripped    on    low   prossuriier 
pressure    followed    by    safety    Injection  &   containment 
Isolation,  Caused    by    steam   generator    tube    1  eaiiage.  Fai  led 
tubes   will    be    plugged    t<    inspected. 
TIERNEY.  F.  P,       Northern   States   Power   Co.       79/1O/03.       lp. 

791017052B  PNQ-I I I-79-09A; on   791003, tube   ruptured    in    steam   generator 
A.  Amount    of   radioactive   matl    released    to    containment    bldg 
through    opened    rupture    disk    is    small.  Cooldouin   was 
accomplished    sat isfactori 1 y. Plant   remains    shut   down. 
BOYD.D.C.  Region   3-    Chicago.    Office    of    the   Director.       79/10/O3. 

3pp. 


7910190175   Requests    all    future   correspondent e   be    aent    to    1333  Nau 
Hampshire    Ava    NW.  Wash  ing  ton,  DC. 
VQIGT,  H.  H.        LoUocuC,     Lamb,     Leibij    EiMacRae.        79/10/02.         lp. 

79103&037i    Request     for    hearing,    in    Omaha,  NE.  Ci  ti  lens    adversely    affected 
should    be    given   opportunity    to    be   heard.  Affidavit   E< 
CertiFitatc    of    Bvc     entl. 
KIRSHEN.A.  H.        dnaha,NE.        79/1O/OB,        6pp. 

79103OO379   flBqiieat    for    Jiear  ir^.  Una  sons    arc    stated    in   similar   request 
filed    separately,  Affidavit    t<  Cer  tif  1  cate    nf  Bvi    end. 
tUFlBHEN.A.  H        Affiliation    Unknown         79/10/OS.        3pp. 


H.     Oeneral    correspondence 


79100&0347   Notifies    of    change    of    address    to    1333  Nay  Hampshire    Ave.NH, 
Hash  Inn  ton,  DC    !•    reiuesta   all    future    correspondence   be    sent 
bo  TIBLJ   ad  dres  s. 
VOIGT,  H,  H,       l_eBaei>f,     Lamb-     Leibv   t.   MacRoe.       79/10/02.        la. 

P.     Operating    license    stage    documents    &   correspondence 

7910090241    Forward*    FR    notice    of    amend    to    IQCFR73.  S3  re    requ IrementB 
for    physical    protection    of    nuclear    pouiev    plants. Amend    de-Fevs 
implemontat Ion   of    physical    search    requirements    from  79QBOI 
to  791101. 
DENTON.H.R.       Office    of   Nuclear    Reactor  Regulation,      79/OB/ 1O,       47pp. 

771O05Q2B&.  Foruards    notice    oP   proposed:    issuance   of   amend,    to  OL 
DPR-4O    por   790717    application    to    increase    power    level,  change 
fuel    for   Cycle    &    operation   !<  use   Exion  Nuclear   analytical 
msthods, 
REID,n.W.  Oaerating   Reactars    Branch   A    IPre   791030).       79/08/30. 

aPp. 


DOCKETED  ITEMS 


— 7910050293  Notice    af   proposed    issuance    at  amend    to  License    BPR-40 
autfiurl  t  ing    Incroasa    in,   pouer    lave)    from    1420  MWt    to 
1300  HWt.  increased    use    of  Euan    fuel    for   Cycle  4  operation 
h  use    af  Exion    Nuclear   Co   analytical    methods. 

REID.R.H  Operating    Reactors    Draucli    A     (Pro    791030).        79/OB/30. 

•1pp. 

7910090577   Forwards    results    of    review  of    atmospheric   dispersion    factors 
For    13  plants.  Requests    canf  Inflation  of    accuracy    of  'Biclusion 
area   boundaries. 
KULHAN.L,  0.  Hydrology    MateorotagY    Branch.        79/O9/04.         13p"p. 

7910160136   Forwards    request    far    atfdl    info   for   Meetinghouse,   &   C-E  plants 
that   are   not   equipped   u/top    discharge    devices    an   steam 
generator    Feedtuatsr   ap-ars  ars.  Need    further   assurance    re   steam 
generator   water    hammer. 
LAINAS.G.  Plant   Systems    Branch    tPrt    791030).        79/09/04.        5pp. 

79 10020 567   Bumaru    of    790B23  meeting   uj/util    in  Dothesda..  MD  re 
containmBnt   purge   valve    fc  vent   valve   desiani. purge 
operating    requirements  A   purg*    B-lectrlcal    override 
•circuitry. 

EflICK5DN,P.  B.  aparating   Reactors   Branch   4    tPre  791Q30I.       79/09/03. 

4pp. 

79 1 005  034  B  Forwards    list    of    planti    requiring   ml  crof  ich  Ijifl    of   up-to- 
date   FSrtfta    in  Central   Fi  I»B.  Requests   action  as    soon  at 
•possible. 

CHIMES. B.K.         Assistant    Director    for  Systems  Engineering    <Pre 
771030J.        79/09/10.        4pp. 


0.     Inspection    reports.     IE   Bulletins   ti  correspondence 

7910070770  Forward*    IE    Insp   Rent    30-2BS/79-11    on   79OBQ7-10.No 
none om p  1 1  ante    noted. 

MADSEN.O.L.  Region    4,     Dallas,    Reactor   Operations   Nuclear   Support 

Branch .       79/Oa/aB.       2p  p . 

--791Q090772   IE    Insp    Bept    SO-2B5/79-11    on   790907-10.  No   noncompl iance 
no  ted.  Ma  JOT    areas    inspected;  fire   prevontion-survail  lance 
testing    b   follouup    to    LEfts    It    IE   bulletin   responses. 
KELLEY,D.  L.  ,     WESTERMAN,  T.  F.  Region    4,     Dallas,     Reactor 

Operations    Nuclear   Support    Branch.       79/00/23.       8pp. 

7910Q20A3S  Responds    to    IE    Bulletin   79-06C   re    operation    of   reactor 
coolant    pumps    after    initiation    of   accident.  Cites    0  Ltebler 
79QB39    Itr   u/pffptt CEWPD-1 15-P. as    answer    to    Items    1-3. 
Emergency    proceduras   &   operator    training    being    ravieiued. 
BKQHT.T.E.       Qmafta   Public    Power    District.       79/08/29.       Ip. 

7910050437   Responds    to    IE    Bulletin    79-14,     "Seismic    Analysis    for 
fli-Bullt    Saf ety-nelatei)   Piping    Bga,  "   One    discrepancy    found 
In    pipe   run   g  Bometrij.  Insp    of    B27    hangers   ti   supports 
identified    IO4    uihich    do   not    cnnfoi-m  u/design   documents. 
JOfJEB.W.C.       Omaha   Pu-bllc    Power    District.       79/08/31.       3pp. 

7"J1 0230164  Forwards    IE    Inep    Rept    8O-3B9/79-12   on   790021-24.  No 
none  amp  1  iance   noted, 

HADSEMiO.L.  Region   4.     Dallas,    Reactor   Operations   Nuclear   Support 

Oranch.       79/0'7/0'5,       3pp. 


7910190274  Flfrquesti    further    verification    that   steam  oaneratar   uater 
hammer  will    not   occur  &    aurveillance   procedures   utll    Is 
adequate    to  detect   water   hammer    or   mater   hammer    damage. 
Response    requested   within   bO  days. 

fiEID.R.H.  Operating   Reactors    Branch    4    fPre  79IO30I.       79/09/11. 

4pp. 

7910330215    Informs    that   Effective    date    for    implementation    af   EPj\    std 
for   LWR  U    fuel    cqcle    Is  771201.  R»q.ue5ts    compliance   ui/ 
radiolDfllcal    effluent  T«ch    Spec    implementing   LHR   proviaians. 
Method    for    implementation    ruquoi  t  ird   bif    771101. 

OAMHiLL.H.  F-.         Assistant    Director    for   Operating    Rffactor    Projects    IPrn 
7910303.        79/09/17.        Ip. 

7910220413  Forwards    guidelines    for    valve    optrabllity   ro   containnent 
purging  !j   venting    durins    normal    operation.  Request* 
commitment    uo    implement   valve   qualification   prngran  uiltfiln 
30   JajB- 
EI3ENHUTJ&.  0.         Division    of  Operating   Reactors.       79/09/37,       Jp-p. 

7910030402   Discusses    790B23   meeting    u/KRC    re-    purgi    ti   vent    valve 
operations    !.   submits   response    to   NRC   concerns    In   rejard 
to    licensee    compliance  u/stds  t   Tech  Specs. 

C,       Omaha   Public   Pouier  District,       79/09/23.       app. 


7910100272  Forwards    application    for   Amends   S3  t>  40   to   License   DPFJ--10, 
Certificate   of  Svc   end. 
HACRAE.C.F.      LaQoeirf,    Lamb.    Leittj   t  Macnae.       79/10/09.       Spf-, 

—  77101002B5  Application    for   Amend!    39  i  40    to  License    DPR-fltt  spoclfging 
rt-HUiromints    for    operation  &  surveillance    of    fire 
suppression   sys    scheduled    for    Initallatlon   In  Dec    1979. 

U.  C.       Omaha   PuftlU   Power  District.       79/1O/09.       7pp. 


—  79102S0473    IE    Insp    Repk    50-2E5/79-12  on   790921-21.  No   noncompl  lance 
noted.  Major   areas    inspec  ted:  OA    program  tt   housekeeping 
cl  eanliness    p  ragrarn. 

HELLEV.D.L..    DEAH.  S,  R.  ,     WESTERMAN,  T.  F.  Region   4,    Dallas,    Office 

of    the  Director.       79/O9/05.       4pp. 

7910020371    Forwards    IE    Info    Notice    79-20,  Rcvi  sion    1,     "NRC   Enforcement 
folicij    -  NflC   Llc^naed    !nri  i  vid  ual  s.  "  Notice   reissued    to 
correct  word    omission    &    punctuation    error   uihich    changed 
intent   af    itatemont.  Changed    statement    underlined    in    toit. 
8EVFftIT,K.  v,  Ungion    4.     Dallas,    Office    of    the   Director,       79/09/07. 


7910130036  Forwards    info    in    response    to    IE  Bulletin    79-31.  All    level 
measurement    channels    consist    of    level    transmitter    & 
associated    indicating    t>   alarming    equipment.  Graphs    end. 
JONEG,W.C.       Omaftfl    Public    Poiusr    District.       79/09/1S.       31pp. 

79100303191  Foruards    IE  Circular    79-19,     "Looao  Locfcing    Devices    on 
Ingeriall-Rand    Pump    Inpallcre.  "    No   action   required. 
8EVFF1IT,  X,  V.  Hegion    4,     Dallas,     Office    of    the    Director.        79/09/13, 


79 101 20 166  Toruards    IE    Info   Nn-blcv 
S(ja,  "   No    action    r«q.uired. 
SEYFRIT,  K.  V.  Region    4,     Dallas, 

Ip, 


79-22,     "Qualification    of   Control 
Office    of    the   Director.       79/09/14. 


79103QOQB2   Forwards    IE    Info   Notieo    79-32,     "Qualification    of   Control 
Bija,"  West  ingJiause    790B30    Itr    b    Public   Bvc    Electric    5.  Gag 
Co   790910    Itr    ra    potential    unrevleued    safety    question. Act  ion 
required    within   20    day-a.  U/o    ancl. 
DENTON.II.R.       Office    of   Nuclear   Reactor   Regulation.       79/09/17.       48pp. 


7910230492  Forwards    "Alternative  Shutdown  Capability    Design 
Description."   Gives    info   re   attaining   hot    shutdown    from 
areas  remote    from   control    room  per    fire   protection    tafeti; 
evaluation   t>   in   support  of   Amend   4O  to   LUente  DPR -40, 
JONES,  H.C.      Omaha  fubllc   Pauer   Dlitrict.       77/10/18.       Ip, 


Respond*    to    IE    Bulletin    79-18,     "Audibility    Problems 
Encountered    on    Evacuation   of    Personnel    from  High   Noiae 
Ar«a«."   Alarm    audibllttu,    tost    performed   790700-12.  Four    areas 
determined    to    he    inaudible.  Flashing    lights    to   be    Installed. 
JONE3,  H,  C.       Omaha   Public    Power   District.       79/09/SO.       3pp. 


—  7910820.497    '"Alternative   Shutdown  Cjpabilifj    Final   Detifln  D««eript  Ian. 
Twenty-Five  overiiie   drauingi   available    In   Central    Filen 
only. 
»     Omaha   Public  Power   DlltrUt.       79/10/01.      31pp. 

7910310163  Notification   of  791023  mietlng   u/utll    to  discuss    feeduater 
no  ul*    insp    that  vtll    plans    to  perform  791026   during   hot 
shutdown  condition!, 
EfllCHSON.P.  B,  Dptratlng  fltactorj    Dranch   4    (Prn  79103ft).       79/10/19. 


7910300233  Forwards  map    of   rhetor  vniitlr  dspic  t  Inj  vertical    uelil 
•  t    belt    line   avaluitlon  relative   to  core  8.   iurv*itlanc> 
capsule.  In   response    to   question  ralnd    at  790S35  moating 
w/NRC.  .  * 

JONEB^H.C.      Omaha  Public   Power   DUtricfc.       79/10/25.       Spp, 


7910190ci20  li&apdTids    to    IE    Bulletin    79-19.     "Packaging    of   Lou  Level 
Haduftitte    for   Transport    &    Burial.  "    Discusses    operating    & 
radffttlon    protection   manual    procedures    tt   standing    orders   re 
tranifer,  packafl  ing    A    tramport   of   waste  matl. 
JONES,  H,C.       Omaha   Public    Pouor   District.       79/09/21,       7pp. 

77IOS30961    Furuards   NRC   7 "7 0436    Itr    re  multiple    equipment    Failures   & 
survel  Llarce    toting    srror*.  whlcli    uias    incorrectly 
distributed.  Also    Poruards    IE    Insp    Repts    30-295/79-13   tt 
30-304/79-1H.  Ac  tlon    rnquirad. 
EISEWHUT,  D.  0.          Biviiion    of   Gperatlnn   Reactors.       79/09/S1.       49pp. 

791Q130I9B  Foruarfls    IE   Circular    79-20,     "Failure    of   OTE  Sulvania   Rel'ag, 
T^ne  FM  Dulletin    7309, Catalog    9U1S-11-AC   u/120  Volt   ac 
Call,"   No  action   requlmd. 

aEVFBIT.K.V.  Rsaion   4.    Dallas,    Office   of   the  Director.      79/09/24, 

Ip. 
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791011QIB3   Forwards     IE    Info    Notice    79-23      "P 

Lube   Oil    Coolers    "    No   action    requi      d  trnBr3en<:(J    Diesel   Generator 

SEYFR,T,K.V.  R.,ion    4.     „„„„,     „,',„    Qf    ^    ^^        ^^ 


7910180045  Forward.    IE  Bulletin 
BHVFRIT.K.V.  «eglon    4,     „„?, 


-791QH90065    IE    Insp    Rept    SO-2B5/79-16    on 
notod.  Major   aroas    inspDC  t.d  :  aj(      p  " 
t,   plant    operation*  P™» 

RE9iDn  <• 


•"•    NBeIl.p    SuppDr 


-pn   M 

:?  °t   N°   "°n™">PHa,,ce 
omit,   revi™ 


JONES.W.C.   Omaha  Public  POUJer  District.   79/10/03.   7pp. 

-"    7909,1-14,^0 


n 

ublic  P0yDr  District.   79/10/10 


n  "^    "P««"na    rspt    for   8Bpt    19/9. 

.D.J.       Omaha   Public    Paiaer   District.       79/10/10.       7pp. 


DOCKET^  50-206^  INDIAN  POINT  STATION,    UNIT  3 

"" 


on  PiflnB 


Pn 

OLBHAN.L.  Oporating    R,act0ra    Branch    1    (Pp.   791030). 


OUa»AN.L,N,  OptP.ting   factor,    Branch    1    (Pr.   791030). 


0.    AJjuilicatorg    corroipondonco 


79/07/19. 


79/10/1B. 


of    th.   Diroeto 


DAVl^.R.      Affiliation  UnVnauin.      79/06/u.      ip, 

*1*1""    fr    ihutdown   af    power    plant 
'         " 


Df   th.  8Bcr.taru   of   thi 


..... 


ition. 

il.      55/08/83. 


BISHOP.  c. 


fety    dT,d    Ui  c  an!  inH   AppBal    Panel.       W/W/O4. 


onae    to  MC   Farrar 

-- 


79101P0121    Petition    for    dec  omrr.1  SS  ioning    &f   Unit    I    fr   .u.p.nHon  of    Uni 
a   h  3.All*Dt.    that    potential    tonHBquenceH   of    aecid.nt    "S2lJ 

P:,:J;::^;.JI"  to  fatluTt  DP  utn  to  »-F»»  «««:".  :?:« 


*  "solved    on  proposed    schedule. 
'  Ener"    CB-i"""" 


o 

POLLARD,  R.  Q.       Union    of   CDncflrned    Scientist,.       79/09/13. 


3pp. 


7910310137    Petition    for    TflViou,    of    papt    O 
to    ,  J«"f*r    3Bir^    r"ito^^   "'t^rt.M 

cSr!!^:;.^-^*.^!1"6  fc  3tatB  of  Nv          • 

F79^/S4ER'6pP.Clti101"   Co«1«»    '"    ProtBctlon    ol    the   Environment. 

7910190020  Opposes    UCB    request    that   NHC    isaue    order    JlrBctinD 
u"i  ET'R^i.I    DPSr^10:    "f^"''6    a   fc   3    "    -"•nmmi.n^J*.1! 

K^nrjiiit1;^!.^^:'  denud  Dr  -'*"-*'«i«  ?• 

BRANDENDURO,  B.  L      COnBo  lidated   Etf  I  Bo,    Co.     af   Nfu  Vo,k.       79/09/23. 


1^^""^"^ 

complex  Add      time    uill    serve    interest    of    pub  1  ic,  Not  i  CB    of 
appearancB   ii   Certificate    of    Svc    one  1  •  "o^ico    of 

KNI&HT.O.P.          Division   of   Systems    Ejfetg.       79/10/03.       App. 

7910230230  Answer    in    oppostion    to  NV   State   En»r-flu   Ofc    790931    netlt(™ 
r.auntlnfl    Commission    rBvielU   Of  ALAB-43&  »  ALAD-sI    .  P*m    on 

^:^  .?  "t0:;  tr*tr  haal*  ffor  "••vitM.Am.AD  4»mdn  h«  "" 

been  d  isput^d.  Certificate   of  Eve    end 

DAVIfW.P,       ConsDlldatatf   Edison   Co.     of  Nam  York.       79/1O/09.       3PJ1. 


-  An*uiI',i''1«PP«i*ion    to   NV  State   Energy  Ofc    790731    petition 

requesting    Cammi.otc..,    revsiuj  of   ALAD-436   1,  ALAB-361.  Te.t    of    p"mwl 
of   Svc    en"''0'1'""'*    dBcUioTl"   h"    not    been   met,  Cart  i  P  1  cate 
FREY.T.H.       poulBr   Authority    State    Qf  WBUI  York.       79/JO/09.       llpp. 


FLEIBCHAKER,D.       Fl.ischakar,    D.    B.       79/10/10.        Ip. 


u     ;!-11Bs;ntinjt.r!*"M;€in  "ntii 

NY   Bt*t«   £tierfly    Ofe    d  Citlnni'   Committee    for   Protaction   of 

Environ    p.tition*    t»    Interven*.  Good    c^u*.    shown 

CHILK,B.J.      Office   of   th»  Becrelaru  of   the  CammHsion,      79/10/10. 
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P.     Operating     license    stage    documents    &    correspondence 

7910090341   Forward*    FR   notice    of   Jmend    to    10CFH73.  55  r«    requ  .regents 
tor    physical    protection    nf    nucliir   pouer    p  '"*»•  ^ 
implementation    of    physical    search    requirements    Fro 


DEWTQ^KB.        Of*!"    of    Nuclear    Reactor    Regulation.        79/QB/1Q,        49pp, 

7910090577   Forwards    results    pf    review   of    atmospheric    diversion    Factors 
for    13  plants.  Requests    t  c-nFirnati  on   of    accuracij    of   e.cbuslcn 

HULMAN°t..  0.  'Hydrology    Meteorology    Branch.        79/G9/O4.         13pp. 

7-710100623   FQIA   request    for    sequel     to    WASH-SB-  documents    re    1952-53 
ACR8   precluding*.  documents    submitted    to   ACRE   during    1953 
concerning    proposed   reactor   'lite   &   documents    referenced    in 

YELL1N.J.       Massachusetts    Institute   of    Technology       79/09/04.       2fp. 

7910050113   Forward.    response    to    IE   Bulletins    79-Q5C   ft    "-06C,     "NuclMr 
Incident    at   Trti    -    Buppl."    Siscussas    implementation    of    short 
t<    lone-term   design    changes.  -,n,nr,nn         ««.,. 

BAVNE.J.P.        Potter    Authority    State    of    Meuj   York.        79/09/10,        3pp. 


7910250398    Responds    to    NflC    790913    Itr    re    followup    action    resulting     frc 
TM1    accidenb.  Submits     Implementation    comini  tments    t>    schedule 
for    s-Upply     of    emergency     power     for    presauriier    heatera, power 
operated    relief    valves   i    block    valves. 
EARLY.P.J.        Power    ftvthoritu.    State    of   New   York.        79/10/32.         lOpp. 

0,     Inspection    reports,     IE   Bulletins   Si   correspondenc  e 

79J0030Blfl    Forwards    !E     Insp    Kept    50-286/79-15   on    790519-21.     Nn 
none  oinp  1  lance   noted. 

CARLSON. R.T.  Rogion     1.     Philadelphia,     Reactor    Construction    & 

Engineerina    Support    Branch.         79/OH/D6.        Spp. 

— -7910030819     IE    Insp    Rept    5O-2B&/79-13    on    790519-21.  No    noncomp  lianc  e 
noted. Major   areas    insne cted : as-bui  It   accuracy    of 
safebij-relatcd    pipe    support    ft   pipe    sya    drawings. 

DURB.JP,,     BATEMAN,  H.  H.  ,     TftlPP.L.E,  Region    1,     Ph  i  la  An  Iph  ia. 

Office    of    the    Director.        79/OB/01.        4pp. 

79J0030B31    Forwards    IE    Tnsp    Reo  t    50-286/79-13   an    7905O3-O1.  No 
none  ompl lance   noted , 

CARLSDN.R.  T.  Region     1-     Ph  i  ladolph  ia,     Reactor    Construction    t. 

Engineering    Support    Branch.         79/OS/O9.       Spp. 


7910090640   Hotifie-s    that    util    response    to   rJFIC    7B02O2    1  br   ve    potential 
for   reactor    tavitg   annulus    seal    ring    to   betone  deotructive 
missile    during    LQCA   acceptably    resolves    ***uea         __._„,         -,a,n9/ia 
SCHHENCER.A.  Operating    Reactors    Dranch     1     (Pre   791O30),        79/09/18. 

2pp. 

79LOI00613   Partlalty    responds    to    F01A    request    for    sequel    to   HASH-BB, 
documents    re     1952-53    ACRS   proc  end  ing  s.  documents    submlEteB 
to  fiCRB  during    1933   concerningi   proposed    reactor    site    t< 
documents   ret    In   HASH-BB. 
HCCAULE^,  W.  R.        Energy.  Dap'-  of.        79/O9/3O.        9pp. 

79102S0413  FoTiuai-ds    guidelines    for  valwe   operab  i  liti)    re    containment 
purging    &  venting    during    normal    operation.  flunueats 
commitment   to    implement   valve   qualification    proflram  uithln 

EI9ENHJT.  D.  O.          Division    of    Operating    Reactors. 


79/09/27.        llpp- 


7910230323  Requests   addl    Info   re    loas    of   offsite  pocuer    an  77050£i-  0713 
S,  7BO124   to    aid    In    ?evieu   of   affoite   pouer    sus   adequacy. 
Roqueits   respanae   uilthin  90  days.  -,„.„-,,,,         tal,n,,\, 

aCHMENCEfl.  A.  Operating    Reactors    Branct,    I    (Pre   791030)-       79/10/01. 

3pp, 

7910I001B9   Foruards    application    fnr    amend    to   License    DPH-64*  const-it  ina 
of    proposed    Tecft   Spec    changes    to   mgt   organi  ration   charts   ft 
position   titlas.  Bafetu    evaluation   !.  Claai    II    fee   end. 
EARUYiP.  J.       Pouier   Authoritj    State    of   New  York,       79/10/02        Ip. 

—  7910100195   (Application   for    amend    to  License   nPH~64    to   cnango   Tnch 
Specs   tiff   ft  t>  B    ta   simplify,   mgt    organ!  ut  1  on  charts   B   to 
correct    titles    oP   certain    job    p  out  tions.  Tech   Upec    changca 


EARLY.P.J.        Pouer    Authority    State    of   Neu    Vnrk.        79/10/02 


Ip. 


~791(>i0030ia  Proposed   Teth    Spec  elianoefl    to  License   DPR-61.  con»i  st  Ing    of 

changes    to  mgt    arganiiation  charts   6   position   titles,  Safe  fcn 
evaluation   encl. 

EAFIUV.P,  J.        Pouer   Authority  Btat?    of   Now   /orfc,        79/10/02.        Qpp. 

7910100619  Rlespondi    to  FD1A   request    for    so^uel    bo  WflClt-SB  dotumenta 
rft    1952-53  ACRS   proceed  ings,  documenta    sulnnitteil   to   rtCRiJ 
during    1993  conce^rning    propoBod   reactor    site  6  documents 
reF    in  WA5H-BB.  Unable    tn    locate    documents, 
FELTON,  J.  H.  Division    of  Rules    and  Retards.       79/10/09.        (p, 

7910160467  Respond*    to  NRC   790626    Itr   re   possibility    of    opornbar    error 
durinj    surveillance    testing   causing   reactor    »eram.  Re  vinu   of 
described    events    indicates   possibility   remote   due   to    basic. 
design   of   protective    logic    ays. 
EftRLY,P.J.       PCUBV  Authavlty   State   of  Neu  York.       79/10/05.       2pp, 

79h0310032   Requests    util    revleu   ACRS   791012   comments    ve    sys 
Interaction   study   &  for    discussion   at   791115  meeting. 

SCHWENCER.  A.  Operating    Reactors    Branch    I     (Fro   7910301.        7?/IO/I9. 

3pp. 

7910310157  Notification    of    79102S  meeting   u/utll    tn  MD    bo   djecusn 
iteam   generator    Insp   results.  Meet  ing   previoully   »€hadulod 
on  791024, 

OLEHAN.  L.  N.  Operating   Reactors    Qi-aneh    1    (Pro  7910301.       77/IO/19. 

ip. 


— 7910Q30B29     IE    Insp    Rept     BO-aB£./79-13    on    790503-O4.  No    noncomp  1  ia-nco 
noted, Major   areas    i nsp EC  be d : adequacy   of    fire    protection 
in    containment    b 1 dg. el  DC tr i cal    penetration   area. cable 
spreading    room  &    cable    tunnel . 

KOLTAV..P.  S.  .     QEORGE,  H.  Region    1,     Philadelphia,     Pffice    of    the 

Director.        EBNETEfl.S.D.  Region    1,     Philadelphia,     Reactor 

Construction    t.  Engineering    Support   Dranch.       79/07/O5.       2pp. 

79100107B6   Forwards    response    to    IE  Bulletin  79-07.  Program    listing    of 
appropriate    portion    of   PIPDYN-II    program, verification 
statement    !<   affidavit    enc  1.  Program    listing   (.   affidavit 
withheld    (ref    10CFR2.  790 ) . 
EARLY. P.O.       Pouer   Authority    State   of   Now  York.       79/OB/22.       3pp. 


evealod    no 


7910020666    Responds    tq     IE    Bulletin    79-17.  Interview     inap    haa    i 
evidence    of    degradation    in    stainless    steel    p ip ing. Stri ct 
chemical    control    has    been   maintained    over    sourcu    of    supply 
for    S.IJE    containing    stngnant    oxygenated    berated    wator. 
ZULLA.B.B.        Power    Authority    State    of    New   York.        79/QB/23. 


7910050229    Responds    to     IE    Bulle-tin    79-21.     "Temp    Effects    on   Level 
Meaiuroments.  "    Due    to   manpower   requiromontB    bo   oniuier 
otdor  NRC    requests    !i   preparation    for    fuel    outage,  response 
yill    be    deiaaed     until     791 1O2. 
uAYNE.J.P.       Power   Authority    State    of  Neu  Vorfc.       79/09/03.       Ip. 

791002010S   Forwards    IE    Info   Notice   79-20, Revision    1,     "NBC    Enforcemont 
Policy   -   NSC   Llcefioed    Individuals."   Notice    reissued    to 
correct   uord   omission   *j    punctuation   error   which    changed 
intent    of    statement.  Chanjcd    statement   underlined    in    text, 
QlllER.u.rl.  Region     1.     Philadelphia,     Office    of    the-    Director. 

79/09/07.        Ip. 

7<?t021H>afl9    Forwards     IE    Insp    Rept    30-2B6/79-08   on    790310-Ofl  H.  No 
no n co-nip  llanco    nnbed. 

QRUNNER.E.  J.  Region    L,     Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch.       79/O9/O7.       app. 

—7910-290230    IE     Insp    flept    3O-296/79-03    on    790319-0111.  No    noncomp  1  laiicu 
riDtod.  Major    areas    inspect  cd:  1  iconsee   actions    on   provioua 
Insp    finding!,  review   of    plant    oparati  ana,  phy  s  ica  1    security, 
periodic    rc-pta   ft    oonorafcor    repairs. 

RED-ELOWBHtl.T.  Roaion    1.     Philadelphia,    Office    of    the   Director. 

KEIMIG.R.H.  Region    1.     Philadelphia,    Reactor    Operations   Nuclear 

Support    Branch,       79/09/05.        10pp. 

7910290038   ForuiardB    IE    Insp    Rnpt   50-986/79-11   on   790507-23.  No 
noncompl iancn    noted. 

DflUNNERiE,  J.  Regton    I,     Philadelphia,    Reactor   Operations   Nuclear 

Support   Branch,       79/07/1H.        Spp. 

—7910290011     IE    Insp    Rep  b    50-386/79-11   on  790507-23.  No    noncompl iante 
noted.  Major    areas    insc-acto-d':  veri  fi  cation    that    licensee    haa 
taken    action    required    bij    IE    bulletinsi  operator    training, 
valve    broaler/sui tch    alignment   (<   sya    aperabllity, 
REBELOW3r;l.T.  Rogion    1,     Philadelphia,    Office    of    the    Director, 

KLINSLEflj  0.       Office    op   Nuciear   Reactor  Regulation,       KEIMIQ,R.R. 
Region    1,     Philadelphia,     fleactor   Operations   Nuclear    Support   Branch. 
79/09/Oi..        10pp. 

7910030S37   Forwards    IE   Circular   79-19,     "Loose   Locking    Devices    on 
Inoarsoll-Rand    Pump    Imflalleri.  "    No   action   required. 
ORIEHrO.H.  FfHoion    I,     Ph  i  1  adelpft  ia,    Office    of    the    Director, 

79/0?/13.         lp- 
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7910190230   Responds    to    IE   Bulletin    79-14, Revis ion    J.Item   3. Veri f ica titm 
of    as-built    configuration    gf    saf  ety-re  latcd    piping    sys    in 
normally    accessible    areas    outside    containment    has    been 
completed.  Tables    and. 
EARLY, P.  J.        Power    Authority    State    of    New   York.        79/09/17.        6pp. 

7910190336   Responds    to    IE   Bulletin    79-1B,     "Audibility    Problems 
Encountered    on   Evaluation   of   Personnel   From  High    Noise 
Areas,"   Survey    to   determine   adequacy    of    evacuation 
notification    ays    mill    be    conducted    during    current    outage. 
BAYNE, J. P.        Pooler    Authority    State    of    New   York,        79/09/17.        Ip. 

7910300092   Forwards    IE    Info   Notice    79-32,     "Qualification    of    Control 
Sys,  "    Mestinghouse    790S30    Itr    i.   Public    Svc    Eloctric    *.   Gas 
Co    790910    Itr    re    potential     unrevieuied    safety    question.  Acti on 
required    within    20    days.  W/o    encl. 
DENTGN.H.R,        Office    of    Nuclear    Reactor   Regulation.        79/09/17.        4Hpp. 

7910230561    Forwards    NRC    790656    Itr    re    multiple    equipment    failures    & 
iurveillanie    testing    errors, wh i ch    iuas    incorrectly 
distributed.  Also    forwards    IE    Insp    Repts    30-395/79-13!. 
50-304/79-12,  Ac tion    required. 
EISENHUT,  D.  G.  Division    of    Operating    Reactors,        79/09/21.        4<?pp. 

7910090600   Forwards    IE   Circular    79-20,     "Failure    of    OTE   Sylvania    Relay, 
Type  PM  Bulletin   7303  Catalog    SU12-1I-AC   W/12O  Volt   ac 
Coll."   No   action   required. 

GRIER,H.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/24.         Ip. 

7910310205   Forwards    response    to    IE   Bulletin    79-19.  No    lam    lovsl     liquid 
radwaste    ii    processed, HI ttman   Nuclear   Co    la    presently 
contracted    aa    shipper    for    solid    radwaste.  Rail  iolog  ical 
environ    avcs    superintendent    is    responsible    for    transfer. 
BAYNE,  J.  P.        Pquinr    Authority    State    of    Neiu   York.        79/09/24.        flpp 

7110030447  Submits    rept    re   unqualified    solenoid    valves   used    on 
containment    fan    cooler    units, as    addl    response    to    IE  Bulletin 
79-0).  Unqual  if  ied    valves    will    be    replaced    ^/environmental  lij 
qualified    types    mhen   available. 
DAYNE,  J.  P.        Paiuer    Authority    State    of   Nam   York.        79/09/25.        2pp. 

7910040136   Forwards    IE    Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube  Oil    Coolers.  "   No   action   required. 

GHIEB.B,  H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/09/26.        flpp. 

79I01B0139   Forwards    IE    Bulletin    79-24,     "Froien   Lines.  "    Action    required. 
GRIER.B.H.  Region    1,    Philadelphia.    Office    of    the   Birector. 

79/09/37.       Ip. 

7910160540  Forwards    IE    Info   Notice   79-25,     "Roactor    Trips    at   Turkey 
Point   Units    3   &    4.  "    No    action    required. 

ORIER.B.H.  Region    1.    Philadelphia,    Office    of    the   Director. 

79/10/01.       Ip, 


7710300020   Forwards,      "Indian    Point    Generating    Station    Entrainment 
Survival    &    Related    Studies     197B    Annual    Rept.  "    Affidavit    ft 
Certificate    of   Bvc     onel. 
CAMILL.W.  J.        Consolidated    Edison    Co.      of    Neiu   Yort.        79/10/33.         3pp. 

— 7910300022    "Indian    Point    Generating    Station    Entrainmerit    Survival    & 
Related     Btud leu, 197B    Annual     Rept." 
*       Ecological    Analysts,      Inc.        79/09/30.        100pp. 

7910300201    Forwards    monthly    operating    rept     for    Sept     1979, amended    Pago 
BAVNE,  J.  P.        Power    Authority    State-    of    HBUI   York.        79/1O/23.         Ip. 

— 791030QS07   Amended    Page     5    to    monthly    operating    ropt    for    9ept     1979. 
CCNNEL'L.C.        Power    Authority    State    nP    Nnw   York,        79/10/03.         Ip. 

B.     Reportable    occurrence's,     LEHs    t,   related    corresponded  e 

79IOI7Q051    PNQ-11E-79-03     {corrected     copy  >;  on    79Q92&,  cool  ing     touier 
waters   were    found    to    contain    amoeba   uihich    ca-use 
encephal i t i s. Precautions    to    protect    personnel    are   being 
under  taken. 

FEIERADEMD,  C,  D.  ,     WARWICK.,  R,  F.  ,     HEISHMAH.  R.  F.  Region    3,     Chicago. 

Office   of    the    Director.       79/07/26,        Ip. 

79101BOS14    PND-I-79-OQ4; on    7910O1, conta I nment    spray    was     inadvertently 
initiated    when    incorrect    containment    apray    pump    uias    started 
while    attempting    to    Pill    refueling    cavi  t^.  Epray    delivered 
iorated   Mater    into    cunta  i  nment,  No    contamination    occurrea. 
•JOHNSON.  J,  ,     KEIH1G.R,  ,     ORUNNEft,  E,         Office    at     Inspection    d 
Enforcement,    Office    of    the   Director.       77/10/02.        Ip. 

7910130467  Forwards    LER   79-OI3/O3L-0. 

BAYNE, J   P.        Pouer    Authority    State    of    New    Vork.        79/1O/O7.         Ip. 

— 7910150471    LER    79-O19/03L-0:  DTI    79091 1. 1  ondensate    itorag*    tank     level 
droppqd    belou  3&0, &OO-gal Ion    limit    in    course    of    routine 
shutdown.  Caused    bu,    normal    use    of    steam   geno-rator    blnudoiiin 
syni  ui/1  imi  ted    makeup    water    from    external    ua.ter    factory. 
<JUMDLE,F.W.        Pouier    Authority    State    of    NeiuYork.        79/1O/O9. 


3pp. 


U.     Congressional /Executive    Correaponde-nce 


771O31005A  f)eq.ueEts    rcspon-so    to    encl    Holden    790B2B    Itr   i-e    poanible 
facility    safety    problems. 
PEYSER.  P,  A.        House    of    Rep,        71/01/17.        2pp, 

79102601142   Eipreose-s    dismay    tii/de    facto    socret  meetings    condutted    by 
NfiC     on    790t?2'5-36    re    upgrading    of    inadequate    emarB-Dncij 
preparedness    p  lai>nlng,  f?eque  sts    rescheduling   &    opening    of 
meet  f  tig    for    publ  ic. 
FISH,H.        House    oF    Rep.        79/10/09.         Ip. 


79E01505B5   Forwards    info    re    potential    unreviewod    safety    ijueation    on 
interaction    between   nonsoPety-grade    sys   t   safety-grade    sys, 
in    response    to    IE    Info   Notice   79-22.  Info    justifies    continued 
operation    of    facility, 
BCHMIEDER.  J.  R.        Power    Authority    State    of   NEW   York.       79/1O/09.        34pp. 

7"H02AQ073  Notification    of   791024   meeting   w/util    In   Bnthesda,  Ml)    to 
discuss    steam   generator    insp    results. 

OLSHAN.L.N.  Operating    Reactors   Branch    1    (Pre   791030).       79/10/17, 

2pp. 

R.     Periodic    operating    reports   Si  related    correspondence 

7910020389  Forwards   Quarterly   Kept    16   for    seismic    monitoring    program 
for    Mar-May     1979. 
CAHILL.W.J,       Consolidated    Edison   Co.     of   New  York.       79/09/19.       Ip, 


BUCKET    50-2B7    OCONEE    NUCLEAR    STATION.     UWIT    3 

F,     Security,     medical,     omergency    1*    Fire    protection   plans 

79100&0095    Ack    receipt    of    utll    790B17    Itr    transmitting    nuclear    security 
training    b   qualification    plans. Class    t    %    III    feos   t, 
application     for   approval    required, 
MILtEflp  W.  0,  License    F«e    Management   Branch,       79/09/2-1,       Ip. 

P.     Operating    license    stage    documents    (<    correspondence 

791009OH11    Forwards    FH    notice    ol=    amend    to    1OCFR73.  53  re   requirements 
For    physical    protection    of    nucloar    power    p Ian bs,  Amend    defers 
implementation   of    physical    search    requirements    Prom   790B01 
to  791101. 
DENTON.  H.R,       Office    of    Nuclear   Reactor   Reoulation.       79/OH/tO,       49pp. 


— 791002038Q  Quarterly    fiept    16    for    SBiamic   monitoring    program   for   Mar-May 
1979. 
*      Woodward-Clyde   Consultants.       79/09/07.       flapp. 

7910220299  Forwards    tabulation    of    daily    record    of    fish    collections    For 
Sept    1979. 
CAHILL.W.  J.        Consolidated    Edison    Co.     of   Neur   York.        79/1O/13.       4pp. 

791O1903B4  Forwards   monthly    operating    rept    For   Sept    1979. 

BAYNE.  J. P.       Payer   Authority    State    of  Neu  York.       79/10/15.       Ip. 

— 791O1903B9  Monthly    operating    rept    for   Bept    1979. 

CnNNELL.C,       Power   Authority   State    of  New  York,       79/10/03.      6pp. 


7910090336   Summary    of    790309  meeting    m/BkW    owners    group    t  DtW    in 
Dathnada.  ME   re    long-term   generic    requirements   applicable    to 
Q&U    operating    plants. 
CAPRA.R.A,       TMT-2   Bulletins    !<  Drders.       79/08/24.       41pp. 

7910010269    Summary    of    79093-1   moating    w/subc omrni tt ee    of    B&H   owners    grout 
in   Hethesda.  MD   re    alternate    proposal    to   requirements    of    IE 
bulletin    79-13   for    D&U   operating    plants. 

OARNen,  D.  J.  Operating    Reactors    Branch    4    <Pr«    791030).       79/OB/31. 

14pp. 

7910040123   Respondi    to    Special     Inquiry    Group    790724   request    For    info    on 
operational    his tory,  aisnlf leant    events    reported    in  LEHs. 
Three    events    trans ferreri    to   Oiv    of    Operating   Reactors: 
atypical    Meld    wire,  turn ine    bldg    flooding   b    tube    Failures. 
EI8ENHUT.  B.  fl.          Division    at   Operating    Reactors.       79/07/04.       3pp, 
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—79100*0434  F((.o.uBsti    info    re    significant    technical    issuei    of  CP  &  OL 
stagei,  ex  tint   to  which    iitues   us  re   addriued    in   review  & 
summary   of    *lnnlficant  aspects   of  operational    history 
Reipon.se   req.ue*ted    by   79OB24. 
DEVOUMO.R.C,      NRC   Three  Kilo    Island    Tail    Force.       79/07/24.       2pp. 

7910230123  Requests   aifdl    info    re  upgrade   at   anticipatory   reactor   trip. 
REID<R.U.  Operating    Realtors  Branch   4    (Pre  791039)        79/09/O7 

I3pp. 

7910010:193  Summary    of   77Q424  meeting    w/BfcW  reactor    operator*   t,  B6U    in 
Bethesda.MD  re    response    to   plant   transient*.  List   of 
attend*»s,  agenda    of  6   eierptt    from  DIM  presentation    end. 
FAIRTJLE.  It  B.  Operating  Reactors  Branch    4    (Pre  7910301        79/Q9/1O 

19pp. 

7910070413  Notification    of    790913  meeting   u/BMJ   owners    group    in 
Bethesdai  HD   to  discuss    analysis    of   dei  ic-n.  of  f-norinal 
transients    !<  other    generic   requirementi, 
CfiPHA.R.A.        THJ-2   Bulletins   &   Orders.        79/09/11.        3pp. 

7910250436  Summary    of  790823  meeting    m/BfcW  operating   plant    licensees    re 
poit-TMl    fefduiater    transients.  Agenda,  Hit    of  attendees,  Hit 
of    transient*  5-  outline    of  NRC  rept   on    lots    of   pressuriior 
level    indication  «ncl. 
CAPRA,  R.  A.       TMI-S  Bulletin*  i,  Orders.       79/09/13.       99pp. 

7910230315   Informs    that    affective   date    for    implementation   of  EPA    std 
for  LHR  U  fuel    cycle    is   791201.  Requests   compliance   u/ 
radiological    effluent   Tech    Spec    implementing    LWH    provisions 
Method    far    implementation   requested    hij   791101 

t*nt  nir»ct01'    '<"•  Op"-atinfl  (factor  Projects    (Pre 
I  p. 


7910320413  Foruiarda    guidelines    for   valve    operability    re    containment 
purging   &   venting    during    normal    operation.  Requests 
commitment    to    implement    valve    qualification    program  within 
30  days. 
ElBENHUTrD.il.          Dlviilon    of  Operating   Reactors,       79/09/27.       3pp. 

791Q330O?!   Provides    NRC   requirements    for   resolving    matter    of   power 
operated    relief    valve    &    safety    valve    lift    frequency    ti 
mechanical    reliability. 

HEIDiR.W.  Operating    Reactors    Branch    4    (Pre    791030)         79/09/29 

12pp. 

7910160445  Ditcussea    790BS4   earthquake   near   Jocassee    Dara.  Evaluat  ion  of 
effect    of    earthquake    will    continue. 
JACKSON,  R.  E.  Oeoacloncas   Hranch.       79/10/01.       Spp, 

--79101604S.O   Ditcu^iBs   79OB26   earthquake   near    p  lanls.  Recommends    attention 
of   Simpson    contract    for    preparation   of    final    rept   PE 
potential    impact    of    reservoir-induced    earthquake    activity 
near   Jilants. 
SPBELi  P.  Qeo  sciences   Branch.       79/OB/S9.       7pp. 

7910170409  ROron    790926-S7,  auii  1  iary    electrical    pauler    sua    degraded 
beyond    limiting    conditions    for    operation.  Caused    by    trip    of 
Lei    turbine    genera  tor.  Procedures   are   being    revised. 
PARKER,  W.  0.       Duke   Power    Co.      79/10/O1.       2pp. 

7910090237  Forwards    "Jocaasee   Development   Rept    on   79OBS5  Earthquoke   t, 
Its  lEffett    on   Jocas&ee    Structures."   Adrfl    info   requested    on 
79091B  re    IB  it  fit:    i  nitrumentation   ulll    be   provided    under 
separata   cover.  Kept    available    in   Central    Files    only. 
PARKEtf,  W.  0.        Duka    Pgioer    Co.        79/10/03.        Ip. 


7910120033  Requeits    ttut    calibr   of   station   seiimic    instrument*   be 
checked,  in   order    to   ultimate    g-laadlnj    received1   during. 
790B2S   earthquale.  Forwards   8TS  representing    latest  guidance, 
to  be    incorporated    into   llcenie  amend. 

HE1D.R.M,  Operating    Reactors    Branth    4    IPre    791030)        79/O7/1S 

4pp. 

7910030751    Sumnarv    of  790B29  meeting  u/'util    in  Botheada,  MD  re   NflC 
p  Hi  it  ion    on   cont«inment    purge    valves. 

FMRTILE.  M.  D.  Operatinj   React&ps   Branch   4    <Prs    791030J        79/09/19 

3pp. 


request    far  *ddl    into   re    containment    purge   valve 


79100*0640  For 

REID.R.H.  Operating   Reactors    Brancfi   4    [Pre  7910301        79/09/20 

3pp. 


79I01B017I    Forwards   response   to  NRC   790907    Itr    requesting    addl    info 
re   concaptual    safetu-orado  reactor    trip    design.  Di  scusnes 
conformance    u/BKP   &    IEEE-279-171    design   requirements. 
Overslia    drawings    encl, 
PfiRKEfi.H.O.        Duke    Poucr    Co.        79/1O/05,        25pp. 

79!0120laa  Foryarda    addl    responses    to  Nf)C   790SE1    Itr    re    identi  f  1  cat  ion' 
tr.  resolution   of    long-term   generic    (terns   regarding   May    1979 
Commi  is  i  on    orders. 
PARKER,  a.  0.        Duke    POUPI-    Co.        79/1O/05,        32pp. 

7910170290   Ack    receipt    of    790302    Itr    transmitting    Amonds    69,69   fc    £.£>   to 
Licenses    DPR-3S.  DFR-47    &    DPR-53.  respec  ti  vely,  del  etlng 
environ    monitorinj    program  re   nonradiolog  leal    ETS.Utll 
considers   request    in   771202    Itr    granted. 
PARKER.  W.  a.       Duke    Pouor    Co.       79/10/11.       Ip. 


7910040036  Summary   of   7909J3  meeting   u/D&H   ouners  group    to    discuss 
analijsis   of    ifsaign  4  off-nofmal    transients   (.   accidents   t 
other   Bl<U  generic   requiriments.  LJI  t    of  attendees,  agenda  & 
prmntatlons   encl.  * 

CAPRA.R.ft.       TMI-2  Bulletins   t.  Orders.       79/09/31.       43pp. 


7910230371    Ac*    receipt    of   790921    Itr.  Ltr   did    not    provide   required 
responses.  Response    should    demonstrate    that    seal    ring    cannot 
become    destructive    missile.  Info   requested   uithin   30   daus    of 
Itr    receipt. 
REID.R.W.  Operating    Reactors    Branch   4    (Pre    791030).       79/10/11 


7710190353  Bupplenents    790BOJ    Itr  re  measured    leveli   of   5p-9O  activity 
in   flifi    sample.  Bubralti    analytical   results   of    Br-90  attlvlty 
tn   thri»  addl    fish    samples   collected    further    upitreaa.Ho 
effect   an   public    health    b   safib^. 
PARKER,  H.D.       Duke  Power   Co.       79/Ot/SI,       Spp. 


™. 

r«  «nal^ils   of   design,  of  f-norm4l    tranil  ent«,  at<  i  dents    (.  Dt,W 

jtniric    requlrejnent*. 

*     ComnisHon.       79/09/81.       45pp. 


to  NRC   790922 


r.quaiting   »ddl    Info    re 


o    re 

containment  pursfno   during    operation.  UtJ  1    Intends    to    limit 
pursplnn   during   pourer  operation  ft  has    initiated   evaluation    af 

SS2«inM*!lt    P^r?*    *V'    tc    bg    """P  '•**<•    fcy  mld-Nov. 
.W.D.       Duke   Power   Co.       79/09/25.       Ij 


FELTOH,J,M. 


held    Iref  F01A  Enemptlon  4). 
Division  of  Rules   and   Raqor. 


s   TV    tran*p-orfc   routes 
d   info.  Info 

79/CW/3fi.       4pp. 


7'l;vE:rr:';;:"r 

"  P"*ln'nt  rDu 


MCCDRKLE,  0.  W. 


noni  route    info.  Info  ulthneld    Iref   FOIA 
Phyttea!   Security    Licensing    Branch.       79/03/15. 


7910S60409   Discusses    survey    of   paging    »y*.  Mads   required,  inc  luding    addl 
speakers    in    selected    areas*  reposl  tlonino   !<  relocation    of 
existing    speakers   k    repair    of   existino    equipment,  Corrective 
actions   ulll    be    completed    791227   or  ne<t    outage 
PARKER,  W,  0.       Duke   Potuer    Co,      79/10/11.       Ip. 

7?1022Q202  Notification    of    7V1019  meeting   u/u&U  ouners   group    in 
uathesifatrlJ)    to    discuss    lead   plant    event    trees,  safety 
sequence    diagrams   !.   anticipated   analysis   re   abnormal 
traniient   operational    guidelines    in  NUREG-057B 
CAPfiAiR.A.       TMI-2  Bulletins   6  Orders.       79/10/12.        10pp. 

7910S304B7   Cites   HO  Parker    790925    Itr   as   response    to   790927    Itr    OF 
concern    re    containment    purging    during    normal    operation   fc 
valve    oparobilit(, 
PAHKEFt.U.  0.       Duke    Power   Co,       79/10/15.       Ip. 

7910330539   Discusses    79O92B    Itr  re   power   operated    relief   valve.safety 
t*   «?,,  ..^frl"ll"T'cy    «"  ^""anical    rel  lab  i  J  i  ty,  Info    provided 
to   D&H,NBSB   vendor.  DRW   pronaring    rept  ui/irifo    from  all    BfcW 
utilBfto    be    provirfed    bij    791115. 
PAFfHER.M.  O.       Duke    Pouier   Co.       79/10/13.       Ip. 

7910230535   Foru»rd*    i-avissd    proposed   Tech   Spec    4.17  re    steam   generator 
tubing    surveillance,  in    response    to   NHC  request 
PARKEfJ,W,  O.       Duke    Power   Co.       79/10/16.       Ip. 


ion.      79/07/30,      gpp. 


"7910230930  Revised    proposorf   Tech   Spec    4.17  re    steam   generator    tublnn 
surveillance. 
»      Dute    Pouiar   Cn,       79/1O/1&.       9pp, 
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7910250390  Grants    request    for    ejemption    from    emergency    feBduiatar    f  I  BUI 
rat*  &   stability    test    provided    all    motor-operated    pumps   are 
available    prior    to   3-unit    operation.  9uppl    1    to   evaluation  of 
790907   order    end. 

F1EIO.R.W.  Operating    Reactors    Branch    4    <Pre    791O30>.        79/iuVli, 

flpp. 

7910230493  Responds    to    I  terns    3A  &  3D   of  NRC    790B21    Itr    ro    long-term 
generic    items    from  NRC    May    1979  orders.  Bubroi ts    info    re 
noncondenEib le   gases. 
PARKER,  W.  CJ.        Duke    Poujer   Co.        79/1O/17         7pp, 

7910330500  Forwards    response    to   NRC   790713   Itr    re    imp  I  eme-ntati  on   of 
NURES-0570    short-term   recommendations. 
PAPKER,  W,  0,        DufcB    PoLier    Co.        79/10/10.        17pp. 

79102503B7  Notifies    that    mot    is    being    designed    to    isolate   nonessentia  1 
sue.  including    purge    syv,  on    loiu  RCB  pressure-  safety    injection 
initiation   t<   high   reactor    bl<Jg    pressure,  in    response    to 
790920   request. 
PARKER,  W.  0.       Duke   Poiunr   Co.       79/10/19.       Ip. 

7910310167  Notification    of   791023  meeting   lu/BtW.B&U   owners    group   & 
DRNL   in   Lynchburg.VA    to    discuss   BAW-1564,     "Integrated 
Control    Sy>   Reliability   Analysis." 
CAPRAiR.A.        TM1-3   Bulletins    !<   Orders.        79/1O/19.        If. 

791O310429  Requests    criteria    For    proposed    insp    of    tube    leak    In    steam 
aenerator    IB    tube   73-130, Also    request!   moating   u/util    & 
consultants    to   discuss    erosion/corrosion  phenomenon    ti 
general    condition    of   Unit    1    steam   generator. 

RE1D.R.U.  Operating    Reactors    Branch    4    (Pro    791030).        79/1O/33. 

3pp. 

Q.     Inspection   reports.     IE  Bulletins   It   correspondence 

7910030410  Forwards    JP    O'Reilly    790436   Itr  b    IE    Insp    n»pt* 
30-269/70-20,50-370/78-27   S,    90-287/76-29,  Detai  Is    of     tnsp 
repti    to   be  withheld    (ref    10CFR3.  790).  H/o    and. 
OOHER.O.  C.       Office    of    Inspection   ti  Enforcement.    Office    of   the 
Director.        79/00/20.        2pp. 

— 7910050426  Forwards   addl    info   re   790323  request   to   hold    certain   parts 
of    IE    Insp   Ropts    90-369/70-28,90-370/78-27    d  80-307/76-26 
proprietary.  Encl    withheld    (ref    10CFR3.79O). 
PARKER.W.O.       Duke   Pnuier  Co.       79/06/12.       Ip. 

7910020303  Provides   addl    info    to   790024  response    to    IE    Bulletin    79-05C, 
"Nutlear-  Incident    at    TMI    -   Suppi."   AH    liconaeif   reactor 
operators    have   been    trained    an    now  guidelines. 
PARKER,  W.  0.       Duke   Pouier   Co.       79/07/07.       ip. 

7910030636    Informa    that    responte    to    IE  Bulletin    79-14,     "Vital    Area 
Access   Control,  "    mill    be    forwarded    no    late-r    than   79O9S1. 
PARKER.W.O.       Duka  Power   Co.       79/09/07.       Ip. 

7910170009  Notifies    of    reviecj   of    responses    to    IE  Bulletin    79-09B. 
Recjuests    addl    info    re    proposed    design   description    & 
linplementatlan   schedule    far    safety-grade   ant iclpa tory 
reactor    trip, 

REID.fi.  M.  Operating    fieactora    Branch   4    <Pre    791O30).       79/09/07. 

13pp. 

7910100069  Forwards   FL   Power    Carp    response    ta    IE  Bulletin   79-05C. 
HELTEKE0,  C.  0.  Standardisation  Branch.       79/09/11.        I  p. 

7910240077  Forward*    IE    Insp   Repts    90-349/79-32,50-270/79-20  it 
90-367/79-22   on   790820-23.  No   noncomp  I  isnce    noted. 

HURPHYiC.  E.  Region   2,    Atlanta,    Reactor    Construct  Ian   &  Engineering 

Support  Branch.      79/O9/11.      Spp. 

7910340092    IE    In*p    Repts   9Q-269/79-33.  90-27Q/79-2O  &    5O-2B7/79-33    on 

790030-23.  No   noncomp  1  lance   noted.  Major   areas    inspected: 

ditlgn    ofc    in  areas    of   concrete   expansion    anchor    work 

activities   Ic  records. 

ANO.H.P.  F    HERDTiA.R.  Region   2.    Atlanta.    Reactor    Construction    & 

Engineering   Support    Branch.       79/09/10.       6pp. 

7910020202  Ac*    receipt    of    IE    Insp    Ropts   50-24.9/79-31,50-270/79-19   & 
90-387/79-31    on  790607-09.  No   proprietary    Info. 
PARKEfliW.  D.       Duke  Power  Co.       79/09/13.       Ip. 

7910030207  Forwards    IE    Insp   Repts    90-369/79-21,  SQ-S70/'79-19  fc 

BO-2B7/79-31    on  79QBQ7-09. No   noncompliance    noted. 
HURPHYfC.E.  Hegion  S,    Atlanta.    Reactor   Construction  t> 

Engineering   Support    Branch.       79/09/11.       2pp. 


— 7910030311     IE    Insp    Repts    30-269/79-31, 30-370/79-1?   !.    50-387/79-31     an 
790007-09.  Ha  noncampliance    noted.  Major  areas    inspected:  pipe 
uclds    in   Unit   3    stagnant    barated   uiatir   %ij»   tt  Unit    1    stiram 
generator    Ifl   tuba    leak    repair    recori). 

HEFtDTiA.R.  flog  ion   S,     Atlanta,    Reactar   Const-ruction    & 

Engineering    Support    Branch.       ECONDM08.  N.  Regiun   3.    Atlanta, 

Office   of    the   Diroitor.       79/09/10.      3pp, 

7910Q3057.6  Forward  i    IE  Circular  79-19,    "Loose   Locking   Devices    on 
Ingersol  1-Rand   Pump    ImpelJ«r»,  "    No  action   required. 
O'REILLY.  J.  P.  Region   2.    Atlanta,    Office   of    cha   Director. 

79/09/13.        Ip. 

79IOO50609  Foruards    response    to    IE  Bulletin   79-S1.     "Temp   Effect*    on 
Level    Meaiuremflnts.  "   Liquid    level   measuring    ay*    for    stedm 
generator, prasaurl jar    b   core    flood    tank  are   delta   pressure* 
open   CD  1  umn.  uninsul  at*J    ref    l*fi    type. 
PARKER, U.  0.        Dgk*    Power    Co.        79/09/14.       fipp, 

7910110248  Foruardt    IE    Info  Hotice   79-23,    "Oual 1 Pication   of   Control 
BIJI."   No    action   required. 

Q'REILLY,  J.  p.  Ragion   3.     Atlanta,    Office   of    the   Director. 

79/O9/14.        ip. 

79101 5067Q  Discusses    error   by    S!-W    in   generic    reft    "Analysis    Summary    in 
Support    of   Early   Reactar   Coolant   Pump  Trip,"    Bectlon    III    re 
Impact  on   narv-LQCA   events.  Licens  BBS   indorsed    applicability 
of    fldH  rept    In  responses    to    IE    Bulletin  79-09C. 
HELTEMES,  C.  0.       TMI-3   Diilletlns    t  Orders.      79/09/14.       22pp, 

791O3000B2  Forward*    IE    Info  Notice   79-33,    "dual I Picatl on    of    Central 
3u«.  "    Uestlngtioii'SB    790930    Itr  &    Public  Svc    Electric   b  Oas 
Co    790910    Itr   re    potential    unrevleusd   safety    question,  Ac tlon 
requtred    within  SO   dayi.W/o    encl, 
DENTONiH,  R.       Office   of    Nuclear  fleactor  Rugulation.       79/07/17.       4Bnp. 

791O0307°9  Ack    receipt    of   NFK    790B33  b  0710    Itrs    transmittina    IE    Insp 
Reptd    SO-2i9/79-19,  30-270/79-17    fc   90-287/79-19.  No 
propriBtary    info. 
PARH.ER,  W,  D.       Dulifl    Power    Co.       79/09/IS.       Ip, 

— 7910020G03  Forwards    revised    copy    of  NRC  790033    Itr   which    transmitted    IE 
Insp    Rvpts    50-SA9X79-21.  90-370/79-17   b   90-SB7/79-21,  Insp 
rept  numbers  E>    Insp    datet    corrected. 

MUHPHY,  C.  E.  Region   3,     Atlanta,    Beactor   Construction    V 

Engineering    Support    Branch.       79/09/10.       I  p. 

— 7910030BOB  Corrected    copy    of   790023   Itr  uihich    forwarded    IE    Insp   Hepts 
SO-269/79-19,50-370/79-17    tt  50-307/77-19   on    790723-26.  Ho 
noncompliance   noted.  Insp    rapt    numbors  and    Insp    dates 
revised. 

Ml/RPHY.C,  E.  Region  S,    Atlanta,    ReacUr   ConKti-uctlon   «. 

Enolnee-rlnfl    Support    Branch.       79/09/10.      Hpp. 

— 7910030fllfl   Foi-uairJB,    IE    Imp    ftepts  90 -369/79 "2 1,  50-270/79-19  t< 
BO-3Q7/79-al    on    790007-09.  No    noncompl  Unca    noted. 
rll/RPHY.C.  E.  Region  S.    Atlanta,    Reactor  Construction    b 

Enalneerins    Support    Drancn.       79/00/23.      Spp, 

— 791Q020823    IE    Intp    Rept   50-369/79-19.90-270X79-17  &   SO-EB7/79-I9   on 
790723-36.  No  noncomp  1  lance   noted.  Major  araai    Inspected: 
emgrgencu,    Feedwater    mod   ueldlns  &  nondestructive 
examlna-tloTit. 

E-CONOM09.  H.  ,    HERDT.A.  R.  .    KLEIW90ROE,  M.  P.  ft»glon3,    Atlanta, 

Office    of    the   Director.       79/OB/30.      6pp. 

7910090390   Ack    rectipt    of   790831    Itr    informlno   NftC   of   it  dpi    tak«n   to 
correct    violations    noted    in    IE    Insp   Repts    SO-249/?9-lBf 
30-27O/79-16  d  DO-2B7/79-1B. 

LEUI9,  fi-C,  Region   S,    Atlanta,    Reactor   Operation!    Nuclear   Support 

Branch.      79/O9/1B,       Ip. 

— 7910030294  R*»«<]n<di.    to   NRC   790B09  Itr  re  violation!   noted    In    IE    Inup 
Rapts    &0-3A9/79-lB-BO-a70/79-16  b  90-387/79-1H. Correct! ve 
actlons:all    in P-sty-r »lat«d    sys    In   inacceiilbte    ariaa 
physically    verified    v«    plpinfl    draulngs. 
PARKER,  W.  0.       Duke   Pouier  Co.       79/00/31.      2pp. 

— 7910080399  Forward*    IE    In*p    Rft|>tf   90-369/79-16,  50-370/79-16  ti 
30-287/79-18  on    7907OI-31    b  notice   of  violation. 
LEWIS,  R.  C.  Roaifln   S,     Atlanta,    Reactor   Operation*  Nuclear 

Support   Branch.       79/00/07.       Bpp, 

— 7910030306  Notice   of  violation   from  Insp  on  790701-31. 

*         Region  S.    Atlanta.    Office   of  the  Di  roe  tor.      79/OD/09.       Ip. 
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--771QOB031B    IE    JrEp    Rents    50-269/79-10.  50-370/7?-  16   ft    SO-3B7/79-1S    on 
77O7O1-31.  Noncompliance    noted  :  fal  lure    of   uorking    file 
tfraiuings    to  accurately    reflect   bldg    conditions. 
JAPE.F.  ,    DELIELE.  Q.  A.  Region  2.    Atlanta.    Office    of    the   Director. 

VERDERY.E.H.  Region    S.    Atlanta.     Reactor    Operations    Nuclear 

Support    Branch.        79/08/09.        Ilpp- 

7910230561    Forwards    NRC    790626    HP    re   multiple    equipment    failures   8- 
surveillance    testing    errors,  uji  i  eh   was    incorrec  tly 
distributed.  Also    forward*    IE    Ins-p   Rents    SQ-2-95/77-13   d 
50-301/79-13.  Action   required. 
EISENHUT-Dv  0.  Division    of    Operating    Reactors.        79/09/21.        47pp. 

7910070664    Responds    to    IE    Bulletin   T)-\1    re    lou    level    rarfuaste    disposal 
6   packaging.  Bulletin   requirements  tui  1  1    be    formally 
documented    in  Station   Directive   3.  H.  SI    by   791  IO1. 
PARKER.  H.  OX        Duke    Power   Co.        79/09/21.        6pp. 


— 79102403O1    Notice    of    violation   from    inup    on   790806-10, 

«  Region    2,     Atlanta,     Office    of   the   Director.       79/07/10.       Ip. 

—7710240313    IE    Insp    Reptt     5O-267/77-2O,  50-270/77-1B   &    SO-2B7/77-20   on 
770B06-1O.  Noncomp  1  iancc-   noted  :  fa  i  lure    to  maintain    positive 
d&ntro]    over    individual    entries    to   high    radiation   areas. 
KUSEY.C.M..     ALLEN,  J.  R.  ,     GIBSON, A. E,  Region    2,     Atlanta.     Office    of 

tfie    Director.        77/O9/1O.        7pp. 

S.     Reportable    occurrences.     LERs   4   related    correspondence 

791017070B    PNO-I  1/79-003:  on    770923   !.    25.  rad  ioac  ti  ve     liquid    uaato 
discharges    mere    mad e,  contrary    to  mai    permissible 
concentration.  Caused    by     inadequate    dilution   mater    flow, 
tecause  Keoiuee    hydro    units    mere    out   of   svc. 
TROUP,G.L.  Rogion    3.     Atlanta,    Office    of    the    Director.       77/09/27. 


7910020550  Ac.*    receipt   of    77QB06    1  tr    informing   NRC    of    steps    takne    to 
correct   violations   noted    in    IE    Insp  Repts   50-249/77-10, 
30-270/79-10   5<    50-2B7/79-10. 

LEWIS,  R.C.  Region  2,    Atlanta,    Reactor  Opera  1  1  aria   Nuclear    Support 

Branch.       77/07/25.       Ip. 


771005054B   ItO:  on    770726,  Lee    turbine   generator   6C    tripped    three    timea 
For    no   o-pparent    reason. Review  of    incidents    underuiag.  During 
out-oF-svc    per  i  ofli  o  F  f  si  te    ac    power   mas   available. 
PARKER,  H,  D,        Duke    Power    Co.        79/10/01.        2pp. 


— 7710020560'  Advises    thai    supplemental   response    to    IE    Inap    Septs 
90-269/77-1O.  30-27O/79-10   &   5O-2B7/79-10   uil  1 1    bo    provided. 
PAHKER,  W.  D,        Du»e   POWPT    Co.        77/07/26.        Ip. 

— 7710020S6S   Responds    to  MflC  790925    Hr    re   violations   note-d    in    IE    Irtsp 
Repts    50-267/79-10,50-270/77-10   t.    SO-aQ7/77-H).  Corrflc  ti  ve 
octlon-s:  changod   reactor    bldg    sump, d  1  acharge  valva    control 
switch    from   OE    VD203A    to   Cut  Kr-Hammer    10350. 
PARKER-  tf.  0,        Duke   Pouier    Co.       77/03/06.        3pp. 

7710100052   i.ists    addl    util    responses    to    IE    Bulletin    7rJ-06C. 
HELTEMES.  C.  J.        TM!-2   Dolletini   &   Orders.        79/07/25.        I!p  p  . 


79101Q0429    Formal-da    LER    79^-031/03L-O. 
PARKER,  H.  O.        Dufce    Poiuer    Co.        79/10/15, 


3pp. 


— 79I01B0433    LER    79-031 /03U-O:  on    790925,  ujh  t  le    high    preasure    svc    uiatur 
pump    D    uas    removed     from    svc,  redundant    pump    A    found 
i  noperab  IB.  Caused    by    -erosion   resulting    from   constant    flow 
through    cooler    tubes. Leah    soldered. 
i,EHIS,H.  R,       Duke    Pouer    Ca.      79/10/15.       Ip, 


7910240465    Forwards    LEfJ    79-Q33/Q3L-Q. 
PARKER,  W.  D.       Duke   Pouer    Co.       79/10/17. 


3pp. 


forward*    IE   Info   Notice   77-23.     "Emergency    DlEsel    Ge 
Lube  nil   Coalers."    No   action  required. 

O'REILLV,  J.  P.  Region  3-    Atlanta,    Office   of    the    Director. 

77/07/26.        2pp. 

771019024B  Foruarfls    IE  Bulletin  77-24,     "Fro/en  Linfla.  "   Ac  t  i  Din 
required. 

O'REILLY.  J.  P.  .Region   S,     Atlanta,     Of  f  i  c  c    of    tho    Director. 

77/07/B7.        3pp. 


DOCKET    50-2QS   REED   COLLEGE    RESEARCH   REACTOR 
J.     Insurance-   ft    1  n-denn  i  tg    information 


7910230446    Eiecutad    rtmend     10    to    Indemnity    Agreement    E-52.  mod  i  fy  ITIO 
OTofatory    language    re    transportati  on,  dandl  ing    (i    temporary 
storage    of    radioactive    mat!. 

BALTIHrtN,  J,  Antitrust    (.    Indsmnity    Group.        HCF  ARLANE,  E.  U.        lluec 

College.        79/10/17.         Ip 


79 1*1 702 I 3  Forwards    IE   Info   Notice    77-25,     "Reactor    Tripa   at   Turteg 
Point  Units  3  !<  4.  "    No  action  required. 

0'REIU.Y.J.  P.  Region   H.     Atlanta,     Ltlflce    of    the    Director. 

77/10/01.        2pp. 


DOCKET    50-239    THREE   MILE     ISLAND   NUCLEAR    BTATItIN,     UNIT    I 
F.     Security,     medical,,     emergency   &    fire    protection    plans 


791Q17Q725   Forwards    IE    Info   Notice    79-24,     "QVarpresauri la t i on    of 
Containment   of  PUR   Plant   Aftei-  Main  Steam  Line  tlreah."   Ha 
action   required. 

O'REILLY.  J.  P.  Ruoion  2,    Atlanta,    Office   of   the    Director. 

77/10/01.        2pp. 

7710120177  Act   receipt   of  NRC   790717    Itr.  Submits   evaluation    of 
potentially    advo-ris    environ  effects    on   nnniafety-Brade 
control    siji,  In  response   to    IE   Info   Notice   79-33. 
PARKER  i  U.  0.       Dull*  Poiuer  Co.       79/1O/03.       21pp, 

771O350137  Acfc   rEcsipt   of    IE    Inap   R«pts   50-Sfc7/79-21 ,  50-370/79-W   1 
50-2S7/79-21.  No   proprietary    info. 
PARKER.H.O.        DufcB    Pomar   Co,        79/10/07.        Ip. 

7910250239   Ack    recflipt    of    IE    Insp   Repts    50-249/77-23,  5C-27()/79-2c>    !, 
HO-2B7/77-22.  No   proprietary    info. 
PARKER,  H.O.        Du*«   Power   Co.        79/10/07.        Ip 

7910240274   ftc  It    receipt   of  770736   Itr    informing   NHC   of    steps    ta*:nn    to 
corfflct   violation   noted    in    IE   Insp    Repts   30-aib7/77--20i 
30-270/79-1B   t,   50-387/79-20. 

SUTHERLAND,  J,  T.  Region    2.     Atlanta,     Fuel    Facility    !<   Materjale 

Safety  Branch.       77/10/11.       Ip, 

— -77102302B7   Haipondi    to  HRC   790910    Itr    re  violation   notfffl    in    IE    Imp 
Repts  SO~2a7/79-20- 50-270/79-10  t,   &0-3B7/ 77-20.  Ctiirt'c  tive 
actions:dlr8ci*ve    issued    on  790917   assigning    direct    control 
of    k«U3    to   high    radiation   area   to    health   pJiui-f ciot. 
PARKER,  H,  0.      Dule   Poiuer  Co.       77/09/26,       3pp. 

—7710240276  Forwards    IE   Imp    Reats  50-267/79-20,50-370/79-10  fr 
30-2B7/77-20  on   770806-10  (t  notice    of  violation. 
SUTHERLAND,  J,  T.  Hagion   Z,    Atlanta,    Office    of    the    Director. 

79/09/10.      2pp. 


7910100239   Emergency    Procedure    1202-14,  Revisi  on    5.     "Loss    of   Reactor 
Coolant   Flow, Reactor   Coolant   Pump   Trip." 

*  Metropolitan    Edison    Co.        79/Ofi/2a.        llpp. 

79101-00196   Emoroency    Procedure    1202-13,  Revia  ion    9,     "Eiceosive   Raiiation 
Leva  1  s.  " 
«      iMatropn-litan  Edison    Co,       79/07/07.       16pp. 

7910100226   EraeroBncy    Proc  edures,  1303-2  t-    1302-2A,  Revi  s  ion    10,     "Station 
Blackout    &   Station    Blackout  W/Losa    of   Both    Diesol 
Oc-neraboTB ,  " 

*  Metropolitan  Edis-on    Co.       77/07/13.       IBpp. 

77101002fl2   Emeroency    Proeirdure    1202-39,  Revia  i  on   4.     "Lous    of    Decay   Heat 
Remuval    By  s,  " 

*  Metropolitan.  Edis-on    Co,       77/07/04.       6pp. 

7910100330    EmBroancy    Procedure    1202-36.  Revision    6,     "Loss    of    Instrument 
rtlr.  " 
«      Metropolitan  Edison    CQ.       79/09/06,       7pp. 

7910100234    Emurge-ncij    Procedure    1202-29.  Revia  ion   7,     "Presauriier    Sya 
Failure.  " 

*  Metropolitan   Edison    CD.       77/07/06.       16pp. 

7910030QD3   ForiiiariJo    eddl    info  re   alternate    safe    shutdown   capability    as 
Indicated    in    safety    evaluation    for    Fire    protection 
supporting    Amend    44    to    OL    DPR-50. 

REID.FI.U.  O|ieratlng    Roactors   Branch   4    (Pre    771O3O).       77/07/11. 

9pp. 

7710030254    Notification    of   770924-20  meeting    lu/Ganeral    Public   Utlls   Svl 
Corp    &  M-et   Ed    in   Middle toun. PA   to   discuaa    emersency    planninc] 
in    accordance    u/MRC    action    plan    Far    upgrading    emergency 
planning    at    1  icon  sad    fact  li  lias. 
GNCLE,  U.  D,       NflC   TJtree   Mile    Island    Task   Force.       77/07/13.       3pp. 


DOCKETED  ITEMS 


103 


»      Metropolitan   Edison    Co.       79/09/12.       llpp. 

7910100313   Emergency    Procedure     12O3-3,  Revi ai on    9,     "Turbine    Trio    " 
«       Metropolitan    Edison    Co.        79/09/12.        5pp. 

7910100275  Emergency    Procedure    1202-26D, Revi s ion   6.     "Loaa   of  Feod    to 
One    Steam   Generator.  " 

*  Metropolitan    Ediaon    Co.        79/09/12         4pp. 

79101002B2   Emergency    Procodure    1202-4,  Revi  Bion    12,     "Reartor    Trit.    " 

*  Metropolitan    Ediaon    Co.        79/09/24.        6pp. 

7910100204   Emergency    Procedure    1202-5,  Revision    7,     "Once-Through    Ste™ 
Generator   Tubo   Rupture.  " 

*  Metropolitan    Edison    Co.        79/09/26.        7pp. 

7910B30496   Submits    eight    outstanding     items    from   Table    3.1    of    fire 
Scnnr^M10,"^53^*;!    oval uatiDn    Schedule    for    completion    end. 
HERBEIN.J.  C.        Metropolitan    Edison    Co.        79/1O/16         4pp, 

79102B0343   Discusses    mods    completed    on    790427    required    by    fire 
protection    safety    evaluation.  Piping    t,   cable    penetratinn 
aaals    noia   conform   to    guidance    presented    in   Branch    Technical 
Poai  tion    9.  B-l. 
HERDE!N,0,G.        Metropolitan    Edison    Co,        79/10/19.        lp. 

fl-      Adjudicatory    correnpondenco 


n  F°rward''P"r'    Commitment    made    in    770731     1  tr.  emission    79 

order   I-   notice    of    hearing    re    TMI-l.W/o    Bnc  1 
MULUEY.M.E.  Branch    2.        79/08/14.         Ip. 

7910030025    PEtition    nn    behalf    oF    PA    DPc     of    Consu^r    Advocate    to 
part    cipate    as    interastecf    state   agency,  Part  ic  ips  1 1  on    in 
?nSein?,V9    "ncessfl''y     *°    !»-°Uct     interest    of    consume 
COHEN.  W.  W.        Pennsylvania,     State    of.        79/00/15.        2pp. 

-791G05002B   Public    statement    of    Consumer    Advocate.  Parti c i pat i  <m    in 
proceeding    15    necessary     to    uphold     statutory    mandate.  Seeks 
to    protect    cansumoi-B    from   Searing     coats    associated 
ui/ojteniie-d    proceed  i  ng.  Certl  f  i  cate    of   Svc    end 
CDHEW,  W.  U         Pennsylvania,     State    of.        79/00/15.        3PP. 


Dfc     of    Consumer    Advocate    submitted    pntition    tu 
CDHEM,  W.  W.        Pennsylvania,     State    of.        79 /OB/ 1  5.         lp. 

=    „„    „*    Motiia    of    appearance    of    UU   Cohim    on    behalf    of    Commonujeal  th 
oP   PA  ate    nF   Consumer   Advocate. 
CCHEM,  W.  U.        Pentiaylvania,     State    of.        79/OB/I5.         lp. 

—7910050032   Notice    of    appearance    0F  CommonuEal th    of   PA  Dfe    of   Consumer 
Advocate.  UW   Cofi&n    mill     appear    on    behalf    oF    agency 
COHEN, M.  W.        Pennsylvania,     State     of.        79/08/15.        Ip. 

Forwards    Dauphin   County, PA  790B15    petition    to    Intervene 
L.        Knupp    !(   AndrauB.        79/OS/1S,         lp. 


79100S0119   Responds    to    Nf)C    790702    ordar    re    facility    shutdown 
Adjudicatnru-type    hearing    Is    unnecessary   &   contrary    to 
putlic    interest. Certificato    of   Svc    end 

TnDwDRIDOE,QiF         Metropolitan    Edison   Co.        TRDWEHIDOE,  0,  F.        Shau. 
Plttman,     Potts,     t,    Troubrldgo.        79/07/02.        21pp. 

77100.30074  Requests    to   make    limitod    appearance   at    hearin9s   re   poBSiMi 
opening    of    fac ,  1  i  tij.  Suggests    that    psychological    (<   health    !, 
safety    of    local    residents    be   cons idered. Certi f icatu   of   Svc 
nnc  1 . 


HDSSLER.D.E.       Affiliation   Unknuuin.       79/07/16, 


9pp. 


*7°rL«ir-d«    Ooldsfaoro    Borouoh    resolution    ro    THI.  Requests    thot 
NRC    posepone    startup    of    plant    until    necessary    actions    are 
taken    to   assure    safety    of    citizens. 

MVEHS.  K.  E.        Qoldsboro    Borough,     York    County,     Ettura,     PA         79/07/20 
1pp. 


—  79101B0603  flequeEts    to   make    limited    appearance    statement   at 
hearings    re    operotion    continuation. 
LE^,  J.       flff  illation  Unknouin.       79/08/30.       lp. 


7910030336   Forwards    Ofc    of    Executive    Legal    Director    vieu,   on    util 
reapon.*e    to   NRC    790703   order    directing    facility    to   remain 
shut    down   until    further    notice. 
BHAPrtft.H.  K.        Office    of    the    E«ecutive    Legal    Director.        79/07/25.        Vpp. 

7910120018  Responso    to   Kf)C   79O725  mamorandum  ra    procodures    for 
resolution    of   restart    i  BBUBS.  Restart    hearings    should   he 
separated    from   hearings    on    suspension   of    1  icense.  Certi  fi  cato 
of    Svc    and, 

TROUGH  IDBE.fi.  F,        Metropolitan   Edison   Co.        TRdWBRlDGE,  0.  F.        Bliaui. 
Pittman,    Potts,    b   Trowbridge.       79/07/26.       9pp. 

791O09027B  Comments    on    expediting    discovery    procedures,  per   NRC  7*10787 
meeting.  Uist    of    all    relevant   documents    can   be   given    to   all 
parties.  All    parties    should    eichange    common    typeo   of    info 
la/a  1  1    other   partioa. 
HEIBS,  E.  fl.       Sheldon.    Harmon   !<  Weiss,       79/07/30.       2pp. 

7909330034   Discusses   NRC   790702   order    for   susponsion   of    operation   & 
public    hearino    prior    to    restart    of    fac  i  1  ity.  Pub  1  ic    interest 
flBmands    early    deciaion    on   restart.  NHC    should   meet  u/DOE  & 
state    representatives    to    consider   public    interest 
TROWBfUDOE,  O.  F,       Shaw.    Pittman,    Potts,    b   Trowbri  doc.       79/07/31 
hand  rlc,  j. 

7910330003  Requosts    cancellation    of    TMI    1  icanse,  Recent   radioactive 
discharge    into   Susqgehflnna  River    Bhoius    inadequate    concern 
For    public    safety. 
HURST,  ft.       Affiliation   Unlnoiun.       79/07/31.       lp. 

7910090311    Notice    &    order    that    facility   remain    in   cold    Bhutdouin   until 
short-term  actions    liave    boen    satisfactorily    completed   & 
reasonable    progress    has    been  made    toward    completing 
long-term   requirements,  ASUB  uiill    conduct   hearing 
CHILK.S.J.       DPfice    of    the   Secretary    of    the   Commission.       77/OB/09 


if      nBll"e9V"    int"venB    submitted    by  Dauphin   Countg  ,  PA.  Nuc  1 

Facility     is     located    within    cnuntu. R I  ghts    Jc  liabilities    af 

eitliens    d*    Dauphin   County    may    b o   affected  by   NUC    judgmenta 
&    decisions     in   proceeding. 
HNJPP.R.L.        Unupp    t,    flnrfrous.        79/OB/15,         lp, 

7910096502   Beels    to   participate    in   hearings    re  reopening    of    facility 

Hl3h*B.    to    represent    vieuis    pro    so    *    on    behalf  of   People 


Arjninat    Nuclear    Energy 
HE1VLY,  D,  J.        Affiliation 


79/OO/I7. 


7910I702B9  Urges    parraanent    ehutdoujn    of    nuc  1  ear    fac  i  li  ties.  Alternate 
sources    of    onergy    should    bo    studied 
MCD1WITT,R,M.  .     MCDIWI  TT,  R.  E.        APF1  1  i  ation.   Unknown.        79/OB/lB.        Ip. 

791O1I0143   MemorandUBi    per    ASLB    roquost     that    NRC    OPc    of    Public    Affairs 
report    on    e.tent    of   publication    re    opportunity    to    seek 
intervention    in    proceed  ing  s.  Wo    news    accounts    or    other 
publicity    TO     tine    limits     ei  iat.  Cert  i  F  i  cnte    of    Svc    end 
SMITH.  1,W.       Atomic   Safety    and   Licensing    Hoard    Panel.       79/OB/31.       1pp. 

79iO-p-504d,i  Orders    B.  tension    until    790911    for    Filing    cf    petitions    to 
intervene. 

CHILK,  E.  J.         OFFice    of     the    Secretary    of    the    Coramiaiion.        79/08/33 
lp. 

791009013,6   Order    oitendin?    dcadUnes    in    Commission    790BQ9 
order   &    notice    of   hearing    until    790914    For    filing, 
petitions    to    intervene    !<    licensee    ansiuer    to    order, 
CHILK,  B.  J.       OfftcB    oF    the    Secrotary    uf    the   Commi  s-s  Ion.       79/OQ/aa 
lp. 

7910110303   PotUlon    to    participate    as    interested    state.  submittod   by 
Conmonuijjiltn    of    PA.Notiiea    of    appoarance    of   KM  Carter    on 
bahalf    of   Coramonmcalth    of   PA,  notice    of    Filiiiff    at    petition    tu 
participate   !.    Certificate   of    Svc    nncl 
THQRNQURGH,  R.        Pennsij  1  van  la.     State    of.        79/OB/33.        Spf, 

7910030011   Responds    to   ASLG    Question    4.  THI    790338   accident    was    not 
Class    9   accident.  Risk    to    heal  th,  safety    !,    environ   uaa 
e-fcremely    louj.  Ha    consideration    of    meltdown   or    aiplosinn 
should    be    given    in   pracEoding. 

'  J'       Pll*lic    B'PVl"   Electric    t.  Qas    Co,     of  Neu   Jerseij- 
.  J.       Conn&r.     Maorc    li  Corber,       79/09/34.       SHpp. 

—7910050020   FES    for    fac  i  1  i  ty,  Sec  tion    VI,     "Environ    Impact    of  Postulatfld 
ttcci  d  ent  s,  " 
*      Atomic    Enargy    Commission.       73/12/31.       !3pp. 

791O24QOB6  fienueots    publication    of   nnius-naper   ad    on    or    before   790837   re 
opportunity    For    participation    in    hoarino    m    restart    of 
fad  llty.  FR    notite    encl. 

nEID.n.W,  Operating    Fleactors    Branch    4    cpre   791O30).       7<?/Oa/a4 

2pp. 

—7910240094  Notice   (,  opportunity    for    participation    in    haaring    re    refltar 
OF   TMI—  1. 


NCNULTV.A. 


Division    Of    Contracts,        79/QB/24. 
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DOCKETED  ITEMS 


7910190006   Discusses  HRC    order    for   TM1-I    to  remain    »hut    tfoun    until 
public   hearings    are   held    to   address    idfefcj   concerns. 
EENTuNiH-R.        Office    of    Nuclear    Reactor    Regulation.        79/OB/aG.        Ip. 


--7910190009   Oppose,    restart    of   TNI    plant. 

COflBQN.rt.       Affiliation   Unlnaun.       79/04/13.       3pp. 


7910190011    Discus-sea    NRC   orders    fop  TMI-1    to   remain    in   sliutdoun   until 
public   hearings   are   held    to  addre-ss    safety   conc-arni. 
DEHTQN.H.fl.        Office    of   Nuclear   fleactor    Regulation.        79/OS/2B.        3pp. 

— 7710190013  Opposes    restart   of   TM1-E    until    safety    concerns    are   resolved 
Host  area    residents    favor   permanent    shutdown. 
LDOIUNOBILL,  D.  P      Aff  i  1  i  atlon   Untnoun.        79/09/06,        Ip. 

7910190297  Discusses   NRC   crdor    for    TMI-1    to   remain    shut    down    until 
public   hearings   are   held    to  address    safety   cone  urns. 
DEHTOM.H.  R-       Office   of  Nuclear  Reactor   Regulation.       79/08/2B.       Ip. 

— 791019Q3B7  Oppose)    resumption  of    operation   for   ThI-1    because   no 
adequate    evacuation    plan    enists    for    all    residents    of 
vi  cinity. 
PETHOSKY.J.        Affiliation    Unknown.        79/05/11.        3pp. 


791023044.3  Petition    to    intervene    bg    Neiuberry    Township    TMI    Steering. 
Committee.  Psgchologica  1     impact    should    be    regarded    as    reason 
fop  nonreac  t  ivation    o*    Fac  i  1  Itg.  U/af  f  idavi  ts   d  Certificate 
of   Bv-c. 
CUNN1N&HAM-  J.  D,        Weyberry    Township.     York    Haven,  PA.        79/08/31.        ISpp. 


79IQ0903a3   Five    requests     to   make    limited    appearanc 
public    hearings,  submitted    bij    local    residents. 

.',  0.       Affiliation   Unknoun.       79/09/02. 


statements    at 


5pp. 


79l0030fiS9  Requests    Full    participation    in   hnarings    re    restart   of 
facility, 

HERRVHILL.F.       Coalition    for   Nuclear   Power   Plant   Postponement. 
79/09/O3.         Ip. 

7910160203  Petition    to    intervene   re   reopening    of    TMI-1.  Requests   waiver 
of    procedural     form   of    filing     due    to    failure    to    receive    order 
it  notice   of    hearing    until    790037.  Safety    of    TMI    operation 
should    be   .assured    beyond    any    reasonable   doubt. 
POLLARD,  R,  0.        Chesapeake    Energy    Alliance,        79/09/03.        5pp. 

7710090670  Ac  k    receipt    of    petition    to    Intervene    in    proceeding,  Forwards 
NRC    79QBOv    order,  notice    of    Soaring    &    1OCFR3,  W/o    end. 
MULKEY,  M.  E.  Branch    2.        79/09/01.        Ip. 


791-0190342  Discusses   MflC   order    for    TMI-1    to    remain    shut   down    until 
public    hearings   are    field    to  address    safety    cancer-na. 
DENTON.H.R,       Office-   of   Nuclear   Reactor   Regulation,       79/09/2S.        Ip. 

— 791ftl903')B   Requests    that   TMI    be   closed    forever.  N/brochure    I-B-   machine 
en rap any    svcs   encl, 
WILK6,  D.       Affiliation  Unknown.       79/07/1*.       I  p. 

7910090432  No    objection    to   Commonuea  I  th   of   PA  790BS3   petition    to 
participate    in   proceeding    as    interested    it  at?, Cert  I F ( cate    of 
Svc    encl. 

TROHDflIDOE.0.  F.        Shau.     Pittman,     Potta.     S<   Troubrldge,        TROUDR1DOE.  0.  F. 
Metropolitan   Edison   Co.       79/08/29.       2pp. 

79 i 00? 0056  No    objection   to   Dauphin   County   790315  petition    to    intervene. 
Intervenore  /nust    clarify   or    amend    petition   as    to  uhecnor 
participation    Is    sought   as    representative?   af    state    or   as 
lot-al    govt.  Certificate   of  Svc   encl. 

TROWHFllDGEjG.  F.       Hfltropol  I  tan  Edls-on    Co,       TJiOWHRlDC£.  0.  F.       Sliauj. 
Pittman.    Potti.    8,  Troiubridje.       79/03/39.       3pp. 


7910O30733  Request*    to   amend    79OB20   petition    to    intervene.  Seeks 
interv-anor    status    on    basis    of    residence    in   Mechanl  csburgi 
PA,  emplcrijraBnt    In   HerBhegiPA  S<    participation    in    original    A6L0 
hearing  a.  Buiffll  ts    revised    contentions. 
SHOLLY.S.C.       Affiliation    Unlnoun,       79/09/01.       Bpp. 

79101&004D  Supports    Commonwealth    of   PA  7  70S  33  &   Dauphin   County   770015 
petitions    to    Intervene.  PA   Qfc    of  Consumer   Advocate   790B13 
petition    to    Intervene    does   not    fulfill    interest    Etda    of 
10CFR2.  715U).  W/notico     of    appearance    i   Certificate    of    Svc. 
MULKEY,  M.  G.  Branch    2.        79/09/01.        8pp. 


7910190337  Requests  notification  of 
public  hearings  re  restart  of  TMI. 
NEBDIT.  0.  D.  Affiliation  Unknoiun. 


opportunity    to    participate    in 
79/09/09.        Ip. 


79102^0416  Requests    notice    of    t<    opportunity    to    participate    in   public 
hearings    re    issuance    of    permits,  1  Icenses   &   approvals    to 
reopen    TMI-2. 
NESHIT^D.  D.        Affiliation    Unknoiun.        79/09/05.        Ip. 


791011-0417  Pet  ition    to    Intervene    submitted   tij   Anti-Nuclear    Group 
Representing    York.  Members   are   TBB  Idents.  pr-opertij   owners   ft 
buiiness   ouner*    in   VorbiPA   area.  Af  f  i  davit   it   115  Keck    tt 
Certificate    of  Svc    encl 
HECK-  U.S.       Anti-Nuclear  Group    Representing   York.       79/09/27         7pp. 

79I015&310  ND    objection    to   Coinnonujea)  th   of   PA  790333  petition    to 
intervene    In    proceeding   as    interested    state.  -Certificate   of 
Svc    end, 

TRDUliFITuQE.O.F,        Metropolitan    Edison    Co.        TRCUBfUDQE-  0.  F,         5h.au, 
Pittmsn,    Potts,    t,  Troubridg*.       79/OD/29.       Spp. 

79101103ii9   Intervenar  Dauphin    County  PA  [ifftlti<jn    to    intervane    should 
be  regardeiJ   ai   roo.u*it    to   participate    under    10CFFIS.  715fe  J, 
SMITH.  l.H.      Atomic   Baf&tij    and   Licensing    Baar.1   Panel.       79/OB/30.       Ip. 

—  7910110383  Di-Bcmaei  req.uest    to    participate    In    proceedings, 
Appropriate   mat  la  uill    be    fortuarded    IOCFRS.7I4   &  2.715 
are    encl.U/o   encl. 
rlQRAN.D.rl.       Atomic   Safety   and    Licensing    Board   Panal.       7'7/OB/30. 


79101B019ii  ResponiB    to  DJ  Heivlu    790B17   communication   re    participation 
in  hearing   pro   &e  &  at    representative    af   People   Against 
Nuclear  Energy.  Licensee    does   not  objett    to   limit** 
appearance   of   petitioner.  Car  tlf  Icate   of   Qvc   encl. 
TROHDBIDQE.O.F.      Metropolitan  Edison   Co.       TROHuRlDSE,  C.  F.        Bhau, 
Pittman.    Potts,    tt  Trouibr  tdge.      77/00/3O.       Spp, 

79101B0213  Respan&e   to  J  Lea  undated   communication    requesting 
participation    in   hearing    re   rBopenlno   of    facility,  LieensoB 
floe*   not   object    to   petitioner  making    JlraitaiJ  appearance    t-u 
oral    or  written   statent«nt.  Cert  I  f  i  cate   at   Svc    Encl. 
TROHDRIDOE.O.  F.      rletropol  i  tan  Edison  Co.       THOWDRIDOEi  Q.  F.       Bhata, 
Pittnan,    Po*U,    t>  Trouibr  idge.      79/08/30,       2pp. 

79100SOfi71    Orders    that   llcenaet  It  NRC  antuer    petition!    to    intervene   as 
soon   •»  reasonably   possible.  Ansuer*   to   petition*   receivBri 
befurt   790907  must   be  received   b-y    ABLB    on   790913.(.flttr 
petitions   nuit   b»  ansuerad   within    four  working   dai;i. 
BMITK.I.H.      Atomic  Bafettl    and  Licensing    Board   Panel.       79/06/31.       2pp. 


79-10090303  Responds    to   Chesapeake   Energy   Alliance    request    for    en  tuns  ion 
to   amend    petition    to    1  ntervene.  ASLB   has    granted    eitension 
until    790914    For    filing    petitions    in   proceeding. 

.  M.        Atomic    Safety    and    Licensing    Board    Panel.        79/09/Ofi.        Ip. 


7910050776  Requests    to   mate    limited    appearance    statement   at   public 
hearings, 
CARTER.  P.       Affiliation    Unlinaum.       79/09/07.       Ip. 

791011007?  Request    far    participant    status    in    public    hearing. 

CAItRICKiP.       Harrisburg    Area   Community   College.       79/09/07.       3pp. 

79101oOOBB  Antuer    to    Anti-Nuclear   Oroup   Representing    York   790B29 
petition    to    intervene.  Pet  i  tl  on   adequately    states    Interest    in 
proceeding    %    toeciftc    aspect*    for   which    intervention    in 
sough  t.  Cert  i  f  icate    of   Svc    encl. 

TROWBRIDOE.O.  F,       Metropolitan    Edison   Co.       TROWBRIDQE,  0.  F,       Sham, 
Pittman.     Pott  a.     &   TrouibrldDs.       79/09/07.       3pp. 

7910160091    Answer    t-o    joint   Neuberry    Tounship   TMI    Steering    Committee   & 
II    reiidants    af    t-auinship    undated    petition    to    intervena. 
Potltlor    satisfies    criteria    re    intervention.  ABLQ    decision 
a  haul  d    await    contentions.  C-ertif  icate   of  Svc    encl. 
TROWBRI&GE.G.  F,       Metropolitan   Edison   CD.       TfiOWBHIDOE,  0.  F.       Bhaui, 
Pittman,    Potts.     It   Trouibridge.       79/09/07.      3pp. 

79101B0207  Petition    by    PA  Public   Util   Commission    to    participate    in 
proceed  Ing.  Geela    participation   as    interested    agency    of 
Commonuf  al  th    af   PA.  Pet  i  tiotier    provides   &  regulates    public 
svcs.  Notice    of    appearance   &  Certificate   of   Svc    encl. 
LEVIhW.A..    HCCUAREN,  S.  A.  .    KABHr,  0.  M.      Pennsylvania,    State    of, 
79/09/07.       4pf>. 

79I01BOS5?  Petition    to    intervene    in   evidentiary    hearings    on   reopening 
of   TMI-1,  revocation   of    DL  &   other   matters.  Requests    financial 
assistance    from  MJIC    in    prnceedinfl.  Petitioner    interests   are 
at   atake. 

K€PFDRD,C.  .    JOHNSRUD,  J.  H.       Environmental   Coalition    on  Nuclear    POUET. 
79/09/07,       9pp. 

7910090774   Three   requests    to   make    limited   appearance    statements    at 
hearings    re   restart   at    facility,  submitted    by    local 
r«sidents. 
OILBERT.R.  B.       Affiliation   Unknown-       79/09/06.       3pp. 


DOCKETED  ITEMS 


7910090333  Request*     to    supplement    petition    to    intervene.  Costi   6 
ra5poti«iibllity     For    reproducing    &    distributing    petitioner 
submtttals    should    be    borne    by   NRC. Soaks    intervention   as 
citiien    of   State    of   PA, 
LEWIB.M.  I.       Affiliation   Unknown.       79/09/09.       6pp. 

791011QOB5   Ack    receipt    of    790630    1  tr    re    Dauphin    Countg    request    to 
participate    In   hearing. Requests    addition    of   ED  Hoffman   to 
tnai  ling     liat. 
KNUPP.R.L.        Knupp     t,   Andrew*.        79/09/11.        Ip. 

7910160OS9    Ansuier     to    Environ    Coalition    on   Nuclear   Pouer   790901    petition 
to    intervene.  Petition    adequately    sets    forth    interest   & 
specific    aspects    of    proceeding    as    to   uihlch    intervention    is 
sounht.  Certificate    of    Svc     end. 

THOUGH  I  DOE,  0.  F,        Metropolitan    Edison    Co,        TROWBRIDOE,  0.  F.       Sfiaiu. 
Pittman,     Potts,     R    Troubrldge.       77/09/11.       2pp, 

7910140067    Answer    to    PA   Public    Util    Commission  790907   petition    to 
participate    in   proceeding    as    agency    of   Commonuiealth    of   PA. 
Hot   Ed    has   no   objection    to    part  icipat  ion.  Certi  ficate    of  Svc 
encl. 

TROWDHIDQE,  Q.  F.       Metropolitan   Ediaon   Co.       TRQHBRIDGE,  G.  F.      Sham, 
Plttmon,     Potts,     B.    Troubridge.        79/09/11.        2pp. 

7710100111    Responds    to    Coalition    for    Nuclear   Power   Plant  Postponement 
790903   communication    expressing    intent    to    intervene.  Qb  jec  ts 
to    full    participation    status    but    expresses    no   objections    to 
limitod    appearance. Certificate    of    Svc    encl. 

TRdUuRlDQE.e.F.       Metrnpu  1  i  tan   Edison   Co.       TfiOUBRlDGE,  0.  F.      Shaw, 
Pittman,     Potts,     &    Trowbridge.        79/09/11.        3pp. 

79I0030-4.B6    Discusses    notice    published    in   790903  Lancaster  NBUJS    re 
hsarlng*    prior    to    restart    of    TM1-J.  Proposes    installation   of 
permanent   air   &   mater    monitors    in   25-mile   radius    of 
facility, 
PENNEBAKER,  K.  L,         rtf  f  i  1  iat  ion    Unknown.        79/09/12.        2pp. 

7'?1003Qfc51    Submits    petition    to    intervene  re    proposed    reopening    of 
facility, 
AAMODT.M.M,       Affiliation    Unknown.       79/O9/12,       Ip. 


791O160QB5   Response    to    P    Carried    7909O7    Itr    requesting    participant 
status.  A.DO  llcant   has    no    objection    to    appearance  by   means    of 
oral    or    written    statement    re    matters    Integral    to  proceeding. 
Certificate    of   Svc    one  1 . 

TROWBRIuSE.O.  F.        Metropolitan    Edison    Co.        TRQUBF1IGBE,  0.  F.        Shaui, 
Pittman,     Putt*,     fc    Trouoridoe.        79/09/13.        3pp, 

791O1300B9   Petition    requesting    Eimited    appearance   an  behalf    of 
Manufacturers    Association    of    Berk*   County.  Cont inuous    TMI-1 
shutdouin    Impairs    financial    interests    of   association   members. 
FIELD, M.  P.        Affiliation    Unknown.        79/G9/13.        4pp, 

7910160231    Petition    to    intervene    as    party    in    proceeding .  Resumption   of 
TMI-1    mill    tnreaten    physical    t.   economic    m*ll-heing   of    UCB 
members    even    after    implementation    of   required    long-term 
act  i  ana  .  Noti-c  e    of   appearance    &  Certificate    of   Svc    encl, 
WEI85.E.R.       Union    of    Concerned    Scientists.       WEI6B,E.R,       Sheldon, 
Harmon    t    Mains,        79/09/13.        7pp. 

79100a07fil    Discusses    P    Carrick    790907    petition    to    intervene    P    Carrick 
wishes     to    participate    par    JQCFR2.  7i5fa  >. 
SMITH,  l.W,       Atomic    Safety   and   Licensing    Board   Panel.       79/09/14.       'if. 

79101&0129    AnstUBT    to    ABLE    790809   order    fc   notice    of    hearing 
supplementing    A9LB    7907O2    order    uhtch    ntisponded   TMI-1 
operation,  Urge  5   ASLQ    to    confine    hearing    to    Issues   directly 
t<    strictly    related    to   TMI-3   ace  1  dent.  W/Cert  i  fieate   of    Svc. 
TRQWBR1DQE,  O.  F.       Metropolitan   Edison   Co.       TfiGWDRlDGE,  &,  F.       SliHU, 
Pittman,    Potts,     !.  Trouibridg  e,       79/09/14,       app, 

791O1S0023   tteaponse    in    support    of    PA  Public   Util    Commission    770907 
petition    to    participate    as    interested    agency    in   proc  eirding. 
Specific    interest    has    been    shotiin.  Certl  f  icate    of  Svc    encl. 
MULKEYhM.E.  Branch    2.        719/Ol)/14,        3pp. 

79-lQiaOOia   Petition    to    intervene   on   behalf    of    11    interested    members    of 
People   Against   Nuclear    Energy.  Heneuod    operation   of  TMI-1        ' 
poaec    threat    to    stability   l<    health    of   area,  APf  idavits,  not  1  CB 
of    appearance    !i  Certificate    of   Svc    encl. 

SHELDON.  K,  P.       People   Against    Nuclear   Encrgi;.       6HELDON,  K,  P.       Sheldon, 
Harmon    t    Heiis.        79/09/11.         17pp. 


7910090271    Thirteen    requests    to  make    limited    appearance    statements   at 
hearings    re    restart    of    facility,  submitted    by    local 
residents. 
SMITHQAU,.  T.       Affiliation    Unknown.       79/09/12.       14pp. 

79101£0074   Answer    to    Chesapeake   Energy    Alliance   790903   petition    to 
intervene.  Pet  itioner    has    shown    interest  &  has    identified    one 
aspect    of    proceed  i  ngr  r  e    applicant   rag  t    capability,  as    to  uhlch 
intervention    is    sough  t,  Certificate    of   Svc    end. 

TRDWnHIDOE.  0.  F.        Metropolitan    Edison   Co.        TRQHBR1DOE.  0.  F.       Shau, 
Plttman.     Potts,     &    Trombridge,       79/09/12,       flpp. 

7910100294    Answer    in    opposition    to    Ml    Lewis    790B31    petition    to 
In  tervane.  Petl  tl  oner    falls    to    demonstrate    standing   or    to 
Identify    aspects    of    proceeding    for  uihlch    intervention    Is 
sough  t.  Certl  ficate    of    Svc    encl. 

TRQWDRIDOE,  0.  F.       Metropolitan   Edison   Co,       TRDWBHIDGE,  0.  F.      Shau, 
Pi  ttma.ni     Potts,     &   Trou  bridge.       79/09/12.       21pp. 

7910050&54    Requests    to   make    limited    appearance    statement   at   hearing. 
LEHMAN,  E-  H.       Affiliation  Unknown.       79/09/13.       Ip. 


7910230240   Notice    of    appearance    on    behalf    of    Met   Ed, 

TROWflRIDQE,  Q,  F,        Sham.     Pittman.     Potts,     E,    Troiubridgfl.        79/09/14.        Ip 

--791O22O343   Notice    of    appearance    on    behalf    of    Hot   Ed. 

BLAKE- E.  L.       Shau.     Pittman,     Potts,    &  Troubvidga,      79/09/14.       Ip. 

—  79 10  2202  4  i>  Notice    o-f    appearance    on    behalf    of   Met  Ed.  Certi  ficate  of 
Sv  c    encl. 
ZAHLEft.R.E.       Shau,     Pittman,    Potts,    h   Ti-oubri-dgB,      79/09/11.       3pp. 

7910050657    Requests    full     intervenor    status    for   M  UeuiiHjdUD    to    technical 
expertise. 
CORMLEY.  J.  E.       AF  if  illation   Unknown.       79/09/17.        Ip. 

79101B0071    Motion   reiuos t ing    ASLB    set   791005   far    petitioners    to 
intervene    to    file    Jraft    of    contention*   *    7910BH   to    File 
final    eotitent ions,  Majoritij    of    other    parties  &    petitioners 
have    no    objection    to    suggested    dates. M/Cer tl t icate  of    Svc. 
MULKEV.M.E,  Branch    a,       DERSON,  H.  A,  Branch   3,       79/09/17.       7pp. 


7910090413   Forwards    790B09  &   23   orders   t,  Press   Release  79-157   in 
-response    to   790719    I  tT    to    JH  Hendrie   re    economic    impact    on 
NJ  ratopayBra    of    NftC    decis-ion    to    conduct    public    hearings 
prior    to    rnstart    of    facility.  Ltr    dtd    790719   encl    onlv- 
CH1LK,  B.  J.       Office    of    the    Secretary    of    the  Commission.       79/09/13. 
Ip. 

—  7910090620  Oppas.es    conducting    of    public    hearings    prior    to   facility 
restart    due    to    negative    aconomic    impact   on  NJ   taxpayers, 
J1COLYNN.fi.  H.       NOD  Jersey,    State-    of.       79/07/19.       2pp. 


7 9 to] 80276   Memorandum   establishing    tentative    schedule    for   near-term 
preparing,    ac  ttvi  t  i  as.  to   afford    mai    opportunity    far 
preparation    of    con  ben  t  ions.  Lists    tentative    schedule   uhicfi 
will    clqucly    Polloui   anticipated    final    achedul-e, 
SMITH,  1,  H.       Atomic    Safety   and    Licensing    Hoard    Panel.       79/09/16.       3pp 

— 791O18023O  Caurtesu    notification   advising    that   ABLD    mill    mail    memoranili 
&    orders    to    all    par  I i es. p&fci t i oner s   &    interested 
participants,  Courtesy    notification    liat    and. 

MOHAN,  D.  M.       Atomic    Safety    and    Lieenoing    Board  Panel.       77/09/19. 
2pp. 


7910130714   Supports    petitions    to    intervene    from  Anti-Nuclear  Group 
Representing    York* Chesapeake   Energy    Al  1  lance,  Environ 
Coalition    on   Nucloar   Power    k  SC   Bholly.  Notices    of   appearance 
&   Certificate    OP    Svc    encl. 

HULKEYi  M.  E.         Rulemaklng    &   Enforcement   Division.       DERSON,  D.A, 
Branch    3.       79/09/13.       24pp. 


7910390443  Correction    to    790904    petition    to    Intervene, Nate    4,Page  6, 
Note   7iPage    7  &  Note   3,  Page    3.  Additions    It   corrections 
constitute    amend    ta   petition    to    intarvena.  Certificate    of    Svc 
enc  1 . 

JOHN9HUD,  J.  H.       Environmental    Coalition    on   Nuclear  Pouisr.       79/09/18. 
2pp. 


791O16QO8Q   Answer    to    SC    Sholly    790930  petition  Ei  790704    supplemental    8. 
amended    petition    to    in  tervene.  App  licant    has   no    objection    to 
intervention. Certificate    of   Svc    encl. 

TRDWQRIDGE,  0.  F.       Metropolitan   Edison  CD.       TROHBRIDGE.  Q.  F.      Shay, 
Pittman,     Potts,     b   Trotubvidge.       79/09/13.      3pp. 


791O110232  Tuienty-one    requeits    to    make    limited    appearance    statement! 
at    public    hearing. aubmi tted    by    residents    of  area  near   TMI, 
GOLD,  F.  J.       Affiliation   Unknown.       79/09/20,       24pp. 

7910340671    Responds    to   Sept    1979    petitions    to    i nt&rvena.  TMI    Alert  &   UCB 
hav»    satisfied    intereit    r*q.olrainHnts.  Poop  le  Againit   Nucloar 
Energy    failed    ta    identify    aspect    for    hearing.  M  ftamodt   t   MI 
Louis    did    not    ostabllih    interoat. W/Certif icste  of  Svc. 
BERSONi  B.  A.  Eranch    3.       MULKEY.M.E,  Branch  S.       79/09/30.       lOpp. 
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DOCKETED  ITEMS 


7910230010   Responds    to    790607   petition    for    rulemaking.  lames    of    concerr 
(nag    be    rat  sad    at    he-aringa    re    restart    of    TMI-l. 
FELTQN,  J.M.  Division    of   Ruiea    and    flecords.        7?/0°/ai.        Ip. 

7910170127   Recasts    full     i r tervenor     status     Far   F   Derryh  i  1 1 .  based    at. 
hanilling    *    dispeninj    of    pertinent    Info    during    1MI 
inc  idenl. 
AUGUST,  B.  J.        Cituena    Against   Nuclear   Pouer         79/09/32.        Ip. 

7910170363   notifies    of    public    hEarlns    re    restart    of    THI-1    First    pane 
at    PR    unties    end. 

VOLLrlER.H.  H.          Assistant    Director    for   Systematic    Evaluation    Prooram 
(Pre    791030).        79/09/25.        Ip  rrogram 


7910350407    Requests    to   ra-ala    limited 
of    TMI-l. 
H1TE,S.  J,        Affiliation    Unknown 


ppearance    at    hearing    on    reopening 
79/09/30.        Ip. 


7910170167    Respond*    to    ASLB    7909S1    order    requesting    aubmiltal    of 
contentions   by    791O03.  Content!  ons    contained    in    intervention 
peti  tlon    remain    unchanged. 
HCCrtUGHIN,  K         Three    Mile     Island    Alert.        79/1O/01. 


Ip. 


at    hearing   On 


PERKIN3,J.        Affiliation    Unknow 


Ip. 


77102fl03-91    Forwards    FR    notice    of    NRC    order    outlining     issues    to    be 
consider*!!    at    public    nearing    re    TMI-l    operation    status 
VOLLMER.R.  H.        TMI-2   Operations/Support.        79/07/25.        Ip. 

7910210313   fi.apond*    to    79040B   r. quest    th*t    TMI-l     be    shut    dour    For 
FB    notice    of   NRC    order    outlining     issues    to    be    considered 
Jt    public    hearing. 
VOLLMER.R.  H.        ThI-2   Operations/Support.       79/OW25.         [p. 

—7910210317   Urges    that    TMI-1    be    permanently   shut    doiun 
FGNTZ,  J.        Affiliation   Unknoun.        79/O4/08.        Ip. 

7910190017   Antndi    petitlom    to    Intervene    per    ASLH-79Q721    order   Ope 
of  unit    Endangers    human    life  da-Be    9  aetident  mill    have 
substantial    tnviron    impar t. Submits    partial    list   of 
contentions. 
LEHIBiM.  I.        Affiliation   Unknown,        79/09/26.        13pp. 

7910320475  Corrects  address   of    Firm  representing    UCS,  i naccuratelu 
captioned   on    svc    list. 

.  H.        Sheldon.     Harmon   t.   Mais*.        79/O9/34.        2pp. 


7910300031    Motion    requesting    moc)     of    ABL.D    790921    memorandum   t,    order 
™™        s    PjrtlBS    ta    '•a'9"    psychological    distress    issues    by 
791022.  Commission    790B09  order    t,  notice    of    hearing    re    issue 
was    misinterpreted. Certificate     of    Svc    end 
JORDAN,  H.  a.,     SHELDON,  K.  P.        People    Against    Nuclear    Enerqy 
JORDAN, U.S.        Sheldon.     Harmon   &    Hoi  SB.        79/10/01.        7pp. 

7910260386  Request    by    member   of  DE  Senate    to   make    limited    appearance 
at   TMI-l    restart   hearings. 
MCDOWELL,!!.  B.        Delaware,     State     of.        79/10/02.        Ip. 

79*0170*35    Notice    of    7911QB    special    preheating    conference    at 
Harrisburg.PA  re    operation   of  TMI-l,  Identification    of    key 
issues    «,    status    of    contentions    t,   parties    ui  1 1     be    discussed 
Courtesy    notification    oncl, 
BMHH,  I.  H.        Atomic    Safety    and    Licensing    Board    Panel.        79/10/03..        7p 

7910240306  Further    contentions    submitted    in   addition    to   791001    draft 
contentions,  All«g*E    that    one   nuclear    plant   at   Brand    Prairie 
had   major    pipe    b peak,  raising   mor«   concern   re    facility 
auiiliary    bldg    filtering    sirs. 
LEWIH.rt.  1.        Affiliation    Unknown.        79/10/03.        2pp. 


Se*ueit*  mc    correct   mailing    address    For    svc    list 
E.K.       Sheldon.    Harmon  t   Weiss.       79/09/26.       2pp. 


7910290016  Motion   requesting   moil    of  ASLD    order   re    special    prehcarino 
conference.  Daariline   of   791033    for    suhmittal    of   final  prBn"rll"= 

™«S2*ll!nS    d*?rlve's    intervenors    from  across    to    1(11-3 
/Vlua5  official    rept, 

PDLLAFJD.fi,  a.        Chaeapeale    Energy   Alliance,        79/09/37.        4pp. 


&    order    ser-vod 


M™a7««,.t  . 

on    770927.  NJHEG~03gi   ft   other    relevant    docirments    are 
volurainoufl    !<  need    adequate    tlmn    to   be   ass  Imilaled.  T»jn 
Certificates    of   Svc    enc  1 
PQLLATiD.R.  0.        Chesapaale    Energy    Alliance.        79/G9/2Q. 


heri  R€(<UE5ts    ta   make    H«'t-J    appearance    at    TMI-l    reopening 

*      Environmental    Coalition    on    Nuclear   Pouier.        79/10/03.        2pp. 


™™,TI""1?E    t&   7BOBO?    ltr    ur!'"19    Permanent    shutdown   of   TMI-I   i 

THI-2.  TMI-l    restart    IE    noui    penning    before   ASLD.  Forwards    rept 

re    doses    received    by    public    due    to    THI-3   event    All    Till 

diacnaroes    are    closely    monl  tored.  W/o    oncl 

DENTON.H.R.        Office    of    Nuclear    fieactor    Regulation.        79/10/O4,        2pp, 

—  7910190336    Urges    permanent    shutdown    of    TMI-l    !,   TMI-2.  Di  acussea    effect 
of    TMI-2    fvetit    on    personal    life   t.   communi  tij.  EipreasoB 
concern    re    discharge    of   matop    frnm  TM! 
IIEieKER.M,  J.       Affiliation   Unknown.       79/03/07        2pp 


DDUOLAS.H.H..     KILLS-S.,     MILLS.  R 


latlw,    Unhwwn.        79/D9/3B. 


79101BOB47  Submits    second    petition    to    intervene    in    TMI-l    restart 
hearings.  Lists    supporting    reasons    including    di stance, coat 
&  persona]     issues. 
MMtlDT,  M.  M.       Affiliation   Unknown.       79/10/04.       Spp. 


rinof  ;::;r:i'  tfl  ^  limitsa  appearance  •*•*•«"*•  •* 

IMQUVE.E,,     ZITZER,P.       Af  f  1  nation   Unknown.       79/09/23.       Spp. 

IiS"*"™,.  I'M29    '^   *•""••"-    to  C«-li.Lon.r    Bradford. 
lau  &  regulations   ujere    applied    to  HI   Lewis 

itltl"'VB'"f-  NU"EO-OiCO   4   NUREC-0573   ujll    be 


EWELMWDT.T.F. 


J.e3al    Pirector,        7?/09/28. 


79I0250JS2   Draft    connections    supei-aed  i  ng    790B30  6  0901    original    t, 
amended    petitions    to    in  tervene.  Licensee    emargencij    plan    in 
nefectlve    Si   environ    radiation  monitoring    program    in 
in^deqifate.  Certificate    of   Sue    end 
BHM.LY.5,C.       Affiliation   Unknown.       79/10/04,       I7pp. 


at    hearings    on   reopening 


Df7HI-      ReqUeStS    to    make    >»«!*••«    app^ 
WOOD,  J.       Affiliation    Un  k  noun  .       7f/  1O/Q1.       ]  p  , 


o  n 

M   T        A«??",.''ll!pts    '"""fning    accident. 
M.  I.        Affiliation   UnlniBun.        79/09/10.        I 


MULKEY.rt.E.     Branch  S.   79/O9/S8,   Ip. 


-  '" 

Bulletins  t  Ortf.rs,   79/09/30,   EBpp, 


u.     „..-..      '*          *      "   make    Hnltod   •PP«''«i"    at   hearts   on 
FREEMAN.C.       Affiliation  UnKnown.       79/09/29,       |p. 


MJDOUHAa,A.P.       AffUlatic-n   Unknown.        79/09/30. 


7710100303  Draft    c  on  ten  felons,  In    response   to  AQLD   790921    order   Rena-iuod 
operation    of    facility    uill    cause    psychological    distress    to 
petitioner*    t<  may    damage    stability    of    community. 

P.,     JORDA.N.H.S.       People    Against  Nuclear    Enargy. 

P.       Bhelflon.     Hormgn   {.  Weiss.       79/10/05,       3pp. 

— 79I01B030B  Supplemental    petition    to    Intervene   t,   draft   contentions 
Beneued    operation    of    facility   mil    jeopardiie   health   t, 
»afety.Dea.ffn    of    Dmerocncy    «,   safety    sys    ia    inadequate. 
Certificate    of   Svc    oncl. 

HEr6B,E.R.       Unifln    of    Concerned    Scientists.       WEIBB,  E.  n.       Sheldon, 
Harmon    b  Weiss.       79/10/05.        13pp. 

79102402B6   Motion    tor    ABLB    ratification   to   NRC   re    financial    assistance 
to  all    intervenors.  Requests    clarification   of   ASLU   authority 
re    Etatup    of   DL. Demands    eiemption    for   numerical    filinn 
required    under    LOCFFia.  7Oa<d). 
KECK.H.  S.       Antl-Nucloar    Group    Repreaonting    York.       79/1O/05.       1pp. 

—  791pa<lp293    Pstition    for    rul. making.  RoquestB    hearing    panel    to    find    out 
unethirr   K»b   Ed    Failed    to    comply    u/Atomic   Enerflij    Act, NRC 
reaulations   &   applicable   QL   conditions,  in    lloht    of 
NUREO-OfiOO. 
BOHER3,  J.       Anti-Nuclear- Or^up   Rapresenting    York.       79/OB/07.       Ip. 


DOCKETED  ITEMS 


7910240300    Responds    to    790B07    net-iti™    („ 
to    meet     10CFR3.B02   rPq™Ln  ll      a°l  5    1  n 
Curing    hearing*    for   J|,eh    ™c    pi    r7f    ^    ' 
to    intervene.  Certificate    of    Svc    flnrl 
FELTON.J.M.  Division    0F    f!,,lnc         I'D 

uivision    OF    Rules    ani,    RBcord6         79/09/31         3pp 


ti(M1    faila 


KECK.H.S.        Anti-Nuclear    Orou(1    Rflpre,enting    Yorfc 


inadequate.  Certificate    of    Svc    end         prEparatlon    '"UBS    are 
POLLED,  R.0.        Ch-.p..!,.   En.rggAlil.nc..        79/1O/05.        7pp. 

7710240311    Suflplomentary    draft    contentions    flrnmmf    n  «     .     „      . 

accumulated    thr.ugh    procoeding    u    n      "S.JjJ   "  V.K     ,    ".  '°  *  -«uffl.n(:B 
reach    sound    judgmont.  Al  leBBB    that    eofflplSiitu    of    ^     1     "      ! 
contributed    to    accident.  Cert  if  icato    nf    Svt    lr,     ""'"P™1"11 
PDLL  ' 


PDLLWD.R.Q. 


ion   Unknown.       79/10/09. 
791032044Q   Mamorandum   directing    atttntlnn    of 

^^x^^ 

BHITH.I.W.       At^lc    a^B 


P.n.r        79/10/11. 


791029029B   Statemunt    of    protest    ro    791001   nnf(r 

•'" 


LEG.J.       Affiliation   Untnouin.       79/10/11.       3pp. 


BMITH.I.H. 


l)g    and   LicDnBing    Doard    PBn.l.       79/10/15. 


ji  *  *  j  .>       ,,     _        ---,-„    _  f  r~»i  Mm.  v     t  j    Tmi    nar  c i ( 
Affidavit   t,  Cortificato   of   five    entl  [arclt 

LEE.J.       Affiliation   Untnouin.       79/10/1S.       3pp. 


. 
LEE.J.       Affiliation    Unknown.       79/OFJ/I4.       lp, 

ppillisipr-" 

SMITH,  I.  W.       Atomic    safety   and   LiCDn0infl   Boare  P^'     79/10/u        7pR| 

S:jiS£'H€— "1I---":«-""™' 

SMITH,!. W.       Atomic    9nfoty    arid   Licensing    Hoard   Panol,       79/10/10,       lp. 


H08BLER.  D.  E.       Aff  1 1  lotion   Unknown.       79/10/10,       lp. 


H,     Oen«ral    cori'BBpondanco 


. 

LEWIB.M,  l.      Affiliation  Unknomn.      79/07/04.      lp. 
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MULLE.R.J. 


. 

^^^ 

te    Df.        79/07/19.       2pp. 


curp.        79/07/27.         lp 


MILLEFI.Q.P 


n    Edl30n    CD          79/03/37.        lp, 


Metropotitart   Edilon 


79101?0fl67    Respond*    to 
continued    .h5t±n    o 


3pp. 
1111    "u"(' 


B..Ilor  ...„,.„„ 


CHILK.3.J.        Offic,    Bf    U.    B«r.t.T(r    Of    the 


Cumberland    Valley    Cooperative.        71/OQ/OB. 


Derating    Roactqrs    Dranch    4'   (Pr*    7910301.        79/O9/2a. 


REID,  ff. 
2pp. 


FELTOH.J.  M,  Divltion    of 


»««  o  Bpent         ate 

esident    of    US   »   ErBcutiv£    Offle.».        7?/07%b.        Bpp. 


p 

HENDERBON.H.D.   EnvirBt.ch'  e«rp.  ,  Eimc-  F««BdP»  Dlv.   79/iO/W.   lp. 


Q.       Metropolitan   Ediflon    Co.       79/10/16.       lp. 
I-     Financial    Information 


VOLLMEfl.R.H.       7MI-3  Op  eratione/Suppor  t.       79/09/31.       10pp. 
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DOCKETED  ITEMS 


7910160253  Forwards    financial    Info    ra   THI-l    restart    proceeding    in 

reaponie    to  HRC   790921    Itr.  

KAFER.F.D.       General    Public    Utilities   -   CPU  Service  Corp.       79/10/lb, 
2SOOpp. 

— 79101DOZ57    "Annual    Financial    Rept     1978." 

D1ECKAMP.H.        General    Public   Utilities    -   GPU   Sarvire    Corp. 
78/12/31.        30pp. 

— 791016QZ64    "Annual    Financial    Rept     1977." 

KUHNS.W.G..     DtECKAMF.H.        Oaneral    Public    Utilities    -    CPU   Service 
Corp.        77/12/31.        35pp. 

— 7910160271     "Annual    Financial    Rapt     1978.  " 

BARTNOFF,S.        Jersey    Central    Power   S-   Light    Co.        7B/J2/31.        2Opp. 

— 7910160377    "flnnual    Financial    Rept    1977." 

BARTNOFF,  S.        Jersey    Central    Pouer    &   Light   Co.        77X12/31.        20pp. 


7"M0100293  Operating   Procedure    1 103-6.  Revls  i  on    IS.     "Realtor    Coolant 
Pump   Qperat  i  on.  " 
»      Metropolitan   Edison    Co.       77/07/12.        43pp. 

7910100266   Operating    Procedure    1 102-4,  Reviainn    26,     "Pouor    Operation. 
«      Metropolitan   Edison    Co.        79/07/16.        40pp. 

7910100295  Operating   Procedure    1 106-3.  Revi  slon    13,     "Foodwstor   Bu.ii.  " 

•  Metropolitan   Edison    Co.        79/07/1B.        9Bpp. 

7910100(79  Administrative   Procedure    10QH,  Revision    16.     "Rulcu    for 
Protection    of    Employees   Working    on  Electrical    «<  Mechanical 
Apparatus.  " 

*  Metropolitan  Edison    Co.       79/07/35.       35pp. 

7910100211    Administrative    Procedure    1037.  Revisi on    2.     "Control     af 
Cautiosi    fc    Do-Hot-Operfl to    Tags." 
i      Metropolitan   Edison    Co.        79/07/31,        8pp. 


— 7910160396    "Annual    Financial    Hept    1977." 

CHE17I.H,  M.        Metropolitan    Edison    Co.        77/12/31.        20pp. 


—  7910160300    "Annual    Financial    Rept     197B,   " 

VEHROCHI.H.A         Philadelphia   Electric    Co,        7B/1H/31.        17pp. 

—7910160305    "Annual    Financial    Rept    1977." 

vERRO-CHI.W.  A.        Ph  i  UdelpA  la   Electric    Co.        77/12/31.         17pp. 


79101QQ191    Operating   Procedure    1102-16,     "RC5   Natural    Circulation 
Cool  ing.  " 
*      Hfrtropolitan   Edison    Co.        79/OB/02.        12pp. 

7910090211    Forwards   FR    notice    of    amend    to    1QCFH73. 55    re    roquircmants 
For    pltusical    protection    of   nuclear   pouer    p  lanta.  Amend    defers 
implementation    of   physical    search    requirements    Prom  790Q01 
to   7911O1. 
DENTOW.H.R,        Office    Of    Nuclear    Reactor    Regulation.        79/OB/10.        19+i 


7910I9Q:3BO   Responds    to    790921    request    for    Financial     info    to    supplement 
utll    7910(5  response. Foruards    info    re   estimated    costs    of 
plant   mods    re   NSC   790309   order    E,    utit    710tS3    Itr. 
KEHBEIN.J.G.       Metropolitan   Edison    Co.       79/10/17.        17pp. 

791019038B    Supp  1  orient*   79IQ1S    Itr    re    NRC   7t50'92l    reijueat    for    Ftnancial 
info.  Response-*    to  Request*    1.2  t  1   uitl    b«    provislad    at 
Tflitart   meeting    an   791017.  Requests    ack   af  receipt    of   mat! 
KftFEfi,F.D.        Qensral    Pubtit    Utllitlei    -   GPU   Service    Corp.        79/10/17. 
17pp. 

791023Q2B4    Forwards    responses    to    790921     1 lr    TB    financial     infa, Items 
6.7  &   IOC.  Submits    info    re   eipected    source   of    funds    to   cover 
edits   of    decommissioning   tt    effect   of    recent   relief    actions 
on    revenues. 

HAFER.F.D.       General    Public   Utilities    -  GPU  Service  -Corp.       77/1O/19. 
56pp. 


J.     Insurance   b   indemnity    information 


7909240397   Forwards    "Executive   Summary.  TMI    Liquid    &   QasooUB    llelD-fiuet   vt 
Tech    apeea    as    Result    of    Incident    on   790328.  " 

.  H.       Porter-floret   Consultants.     Inc.       79/OD/1S.        lp, 


—7909240603    "Ejecutiva    Summary.  TMI   Uiijuid    8.   Gasonus    Ralnasos   v> 
Specs   as    Result   of    Incident   on   79Q33B,  " 
•      Porter-Oerti   Consul  tantsi     Inc.       79/OB/10.        10pp. 

7910100351    Auxiliary   SUB    aparating    Procedure    1106-6,  Revision    la. 
"EmETgcncg    Feed.  " 
»      Metropolitan   Edison    Co,       79/00/15.       19pp. 


7910100363   Operating   Proeeilure    1103-10,  Revision    16, 
*      Metropolitan   Edison   Co.       79/OEJ/15.       13pp. 


"Plant   Bhutdoiun. 


771DI703&S  Reitue^ts    that    770613    license   reneuial    application    for 
CL  Outhrie    be   amended    to    apply    only    to   Unit   3. 
rtlLLEB,  J.  P.       Metropolitan  Edison   Co.       79/08/16.       Ip. 


791ttlB0515  Forwards   Amend    9   to    Indemnity    Ajre-omcnt   D-64.  chang  Ing 
definition   of   "In   the    course    of   transportation." 
SALTZMAN.J.  Antitrust   (-    Indemnity   Group.       79/10/10.       Spp. 


7910110443  Eipresses   desire    to    testify   at    hearings    botnn,    scheduled    ro 
TMI,  as    president   of    Buatara   Mater   Sports   Association, 
KIHMAN,  S.  T,       Affiliation    Unknown.       79/OB/21.       ap|l. 


P.    Operating    license    stage   documents  Si    corresponctunce 


79100-103^2  Qfc    of  Oh  Surveillance    Rept    74-293  re    removal    fc  replacement 
nf   valve  RC-RV-2.  Nonconf  ormante    rept    for   741030.  74102(. 
NOT   rept.741O26   c  ^Bc:*  1 1st,  weld    historu    record    of   ttC-RV-3  & 
york    renustt   encl, 
PQTTS.W.E.       Metrapolitar,    Edison   Co.       71/11/22.      SUpp, 

7910010535  flC  Surveillance    Rapt  73-182  re    testing    t.  re  inital  lati  on   of 
valve   RC-RV-2    to    ffCS.  Work    request    procedure    form    For    750913. 
16  tc  30  uork   request  approvals  A   741H17   Matnt   Procedure 
1-40 1 -a.  1   rt   pressu-i-iier    relief  valve    encl. 
PDTTB.H.E.,     NEID10.R.E.        Hetropcl  i  tan   Ed  ison   Co.    .75/10/00,        40pp. 

7910100190  Administrative    Procedure    1QSB,     "Operator    at  Controls, " 

*  Matropolltan  Edison  Co.       77/0&/05.       Bpp 

79101001BO  Admintstrative  Procedure    1013.Reviaion  7,     1JDijpao.5   of  Bafuty 
Functions   fc  Juniper   Control," 

*  Matropjilitan  Edison  C-o.       7H/02/ai,       27pp. 

7910010531    "Borated    Water  Storaje   Tank   Level    vs  Vol    h  CaliBr  5he»ts.  " 
BENNETT.H.K,       Metropal  itan   Edison  Co.       78/09/04.       Up  p. 

79101Q02S9  Operating   Procedure    1 103-5, Revision   11.     "PrBssurirer 
Operation.  " 
»      Katropolitan  Edison  Co.       7?/0£/&a.       29pp. 

79101001B5  Surveillance   Procedure    1301-1, Revi si  on  H7,     "Required 
Interval-Shift   6   Dally    Chlcfct.  " 

*  Katropolilan  Edison  Co.       79/07/07.       30pp. 


7910090536  Summary    of  790809  meeting   u/n&W   owners    proup    t,  BfcVJ    In 
Be  thesda.  MD   re    long-term    generic    requirements   applicable    to 
D!tU   operating    plants. 
CAPRA.fl.A.        TMI-2   Bulletins    &   Orders.        79/08/34.        41pp. 

7910020603   Forwards    info    re   eiaminaUons    performed    during    197? 
refueling    outage   t<  Unit    I    pump    t<   valve    testing    prnpram   In 
complu    u/Subarticle    IWA-6220   of   ASNE  Section    XI.  Rept    la 
late   due    to    TMI    incident. 
HERBEIN.J.O.       Metropolitan  Edison   Co.       79/QR/29.       73pp, 

79 1 &OIO269  Summary    of  790824  meeting    ui/subcommi ttoe    of   DfcU   ouinora    group 
In    Batnesda. HD   re   alternate   proposal    to   requirements    of    IE 
Bulletin   79-13    for   OtU   operating    plants. 

GARNER,  D.  J.  Onerating    Reactors   Branch   4    (Hro   791030).       79/OB/Ol, 

14pp. 

7910100247   Abnormal   Procedure    1203-24, Revision    4,     "Steam  Supply    ByB 
Rupture    Actuation   on    One    Steam  Generator.  " 
»      Metropolitan   Edison    Co,       79/09/04.       Bpp.  ' 

771010025B  OpeTatlng   Procedure    1 102-1 1 ,  Revision   21,     "Plant   Coo  I'd  own,  " 
»      Metropolitan   Edison    Co,       79/09/06.       19pp. 

7910230132    ReqiiuBts   addl    info   ro    u'pgratfe   of   anticipatory    rooctor    trip, 
REID, f(.  w.  Operating    Reactors    Branch    4    (Pre    791030).       79/09/07. 

13pp. 

7910090633   Uroes   NRC    to    try    to    solvo   problem   of    nuclear   wastes 
accumulating    around    country. Continued    shutdown    of   TMI    will 
demonstrate    to    other    plants    that    careless    operation   &    Flamed 
decign   are    tmaccegtab IB. 
BOWMAN.  8.  L.  H.       Affiliation  Unknown.       79/09/10.       3pp. 
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7910100205   Abnormal    Procedure    1203-1,  Revl  sior.    5.     "Lnarf    Rejection.  " 
*      Metropolitan    Edison    Co.        79/09/10.        6pp. 

7910040404    Notifies    that    util    response    to   NRC    7B0302    Itr    acceptably 
resolves     issue    re    potential     for    reactor    cavity    annulus    seal 
ring    to   become    destructive   missile    during    LOCA. 

REID.n.U.  Operating    Reactors    Branch    -I    <Pre    791030).        79/09/11. 

2pp. 


7910190211    Foruards    response     to    JF!    Mallis    790931    folloiuup     1  tr    re 
treatniBiit    of    flood    risks. 
DENTQN.  H.  R.        Office     nf    Wuclear    Reactor    Regulation.        79/10/02.         If. 

—  7910190216   Respond*     to    77O821     folloujup     Itr   re    treatment    of     flood    risfis. 
Only    first    page    of    Itr     in    package, 

MULLER.  D.  R.  Division    of    Site    Safety    h   Environmental    Analysis. 

79/09/27.         Ip. 


7910090415   Notification    of    790913   meeting    ui/QtW    owners    group 
Bethesda,  MD    to    discuss    analysis    of   design. off-normal 
transients    &    other    generic    requirements. 
CAPRA.fi.  A.        TMI-2   Bulletins    J.   Orders.        79/O9/11.        Jpp. 


791Q2SO'334    Discusses    review    of    util     "Kept    in   Response    to    fJRC    Staff 
Recommended   Requirement s    far    Restart   of  TMI-i."   Request! 
addl     info    bi|    791OOS.  Table    3.  1~L    re    Group    1    procedures    encl. 
VQLLMERpR.M.        TMI-E    Operations/Support.       79/10/03         £pp 


79100403B6   Notification    of    790924   moetinfl    u/utll     to    discuss    eme 
planning    In   accordance   u/NRC   action    plan    for    upgrading 
emergency    planning    at    licensed    facilities. 
ENQLE.L.B.  Division    of    Project    Management.        79/09/12.        Ip. 


7910170735    Submits    addl    recommendations    re   NRC    790B09    order.  Mods 
permit    finding    of    reasonable    assurance    that    facility   can 
safely    resume    operation. 
VQLLMER,  R.  H.        TMI-B    Operations/Sup  port.       79/10/04.        fipp. 


79101002Q7    Surveillance    Procedure    13QO-3F, Revis ion    3,     "Motor   Driven" 
Emergency   Feoduiator   Pump    Functional    Test   Surveillance 
Frequency-31    Days     IM)     for    Pump    Test.  " 
«      Metropolitan    Edison   Cn.       79/09/12.       16pp. 

7910040016  Summary    of    790B33  meeting    ui/Bt.W    licensees    to    discuss    post- 
TMI    feeduiater    trans  tents.  Agenda   &    list   of   attendees   encl. 
CAPRA.R.A.        TMI-2   Unresolved    Safety    Issues.        79/O9/13.        99pp. 

77102S0426  Summary    of    79QB33  meeting   tu/BMJ   operating   plant    licensees    ra 
post-TMI    feeduater    transients.  Agondai  1 1  st   of   attendeesj  1  iat 
of    transients   d   outline    of   NRC   rept    on    loss   of   pressurlier 
level    indication    encl. 
CAPRA,  R.  A.        TMI-2    Bulletins    &   Orders.        79/09/13.        99pp. 

7910350315    Informs    that    effective    date    for    implementation  of   EPA    std 
for  LUR   U   fuel    cycle    is    791201 .  Requests    compliance   iu/ 
radiological    effluent    Tech    Spec    implementing    LWH    provisions. 
Method    for    imp loroantation   requested    by   791101. 

OAMMILL,  W.  P.         Assistant    Director    for   Operating   Ft  BBC  tor  Projects    (Pro 
791030).       79/09/17.       Ip. 

7910100378   Emergency    Procedure    120H-26A, Rovi s Inn    7,     "Loss    of   Steam 
Generator   Faed    to   Both   Once-Through   Steam   Generatoro.  " 
»     Metropolitan   Edison  Co.       79/09/lfl.       4pp. 

7910240390  Forwards    proposed   agenda   fc   press    release    for    790920-2B 
meeting   ui/Oeneral    Svc   Corp   &  Met   Ed   re    emergency    planning 
for   Unit    1. 

ROE, J.  14.  Reactor   Safeguards   Licensing    Branch    (Pro    791030), 

79/09/20.       3pp. 

7910040028  Summary    of    790913  meeting   u/BI-W  owners   group    to   discuss 
analysis    of    design   &   off-normal    transients   l<  accidents    t< 
other   BJ<W   generic    requiromonts.  Li  st   of   attendeotii  agenda   !' 
presentati  ons    enc 1 , 
CAPRAiR.A.       TMI-2  Bulletins   &  Orders.       79/09/21.       4Sp|i. 

791025041E3   Summary    of    790913   meeting    u/fl&H   owners    group     in   Bathesda,  MB 
re  analysis    of    design,  of  f-normal    trans  icntBi  ace  idents   ti  H&W 
generic    requirements, 
n      Commission.       79/09/St.       43pp. 

7910220413  Forwards    guidelines    for   valve    operabilitij   re    containment 
purging   &  venting    during    normal    operation.  Requests 
commitment    to    implement   valve   qual  i  f  ication   program  uithin 
30  days. 
EI8ENHUT.D.  S.          Division    of   Operating   Reactors.       79/09/27.       3pj>, 

7910030345    Informs    that    delivery    of   equipment   necesiary    to   imploment 
BIW   proposed    safety-grade    trip    syi   may   not    be    consistent  in/ 
restart. To    provide   high    quality    trip    tys    before    Btartup, syB 
will    lie   upgraded    per    restart    rept. 
HERDEIN,  J.  0.       Metropolitan   Edison  Co.       79/09/28.        Ip. 

7910330091    Provides  NRC   requirements    for   resolving    matter   of   power 
operated    relief   valve   &   safety    valve    lift    frequency   & 
mechanical    reliability. 

REID.R.W.  Operating   Reactors    Branch    4    (Pre   791O30).       79/09/HB, 

IBpp. 

7910170351  Provide*    definitive    guidance   re   need    for    Si    lifetime    of 
environ   barrier    separating    fual    handling    areas   of    two    units, 
bated    on  NRC   790B09   order  &  notice   at   hearing. 

COLLINS,  J,  T,          Division    of   Site   Safety   b  Environmental    Analysis. 
79/10/01.       Ip. 

7910100218  Cancellation   of   Surveillance  Procedure    1.303-5.  4 1     "Emergency 
Feeduiatar   Pumps-  " 
FREDERICK,  N.       Metropolitan  Ed  ( son  Co.       79/10/02,        Ip. 


— 791G17Q74A    Discusses    790B09-11    meeting    of   ACRS   re    short -torn 
recommendations    of    TMI    Lessons   Learned  Task    Force.  Extended 
Si    more     flexible    schedule    of     implementation    ulll    be   required. 
CARnaN.M.U.        ACRS    -    Advisory    Coramittee    on    Reactor    Safeguards. 
79/00/13.        3pp. 

— 7910170736   Forwards    i-avised   Pago   3    op   ACRB  790B13    Itr  re    snort-term 
recommendations    of    THJ    Lessons   Learned   Task   Force,  Papers 
re    alternatives    to    technical    advisors  !.   ins  trumentation.    to 
monitor    containment    conditions    during   accident   encl, 
FRALEV.H.F.        A.CRS    -   Advisory    Committee    on   Reactor    Safeguards 
79/OB/15,        3Bpp. 

7910i00139  Foruardi   Am&nd    1    to   790913  restart   rejit,  Amends    re   RCS   high 
po-tnt    vantlng    (<    emergency    planning    uill    be   filed    id    Dct 
1977. 
HEIJDEIN,  J.  G.        flatropolitan    Edison    Co.        79/10/09.        Jp. 


— 771O1O0163   Amend    1    to   restart    rept. 

•      Metropolitan   Edition   Co,       79/10/09. 


43pp. 


7910110384   Foruard*   Amend    S    to   restart   rept.  Amend   provides    addl    info 
re    plant   mod, 
HERHEIN,  J.  O.        Hetropo-Litan   Edison    Co.        79/10/10.        Ip. 


--79101 lOSea    ftmaml    2   to    restai 
*      Metropolitan.  Edison   Co. 


rept. 

79/10/10. 


12pp. 


7910220336   Notification    of    791017  meetinn  in/General   PuBlic   UUls   !- 
Met    Ed    Ln   Ml  dd  letauin.  PA    t-o    discuss    NRC    comments  tt  qiiBscians 
re    THI-1    restart    rcpt. 
SILVER.H,       TMI-2   Dper  at  Ions/Sup  part,       79/10/10,      Bpp. 

7910170330  Forwardi    License    Amonil    Rcquifst  09  for  License   DPD-90. 
HERDEIN,  J.  0.       Metropolitan    Edison   Co        79/10/11.       Ip. 

— 7910170336   Licensn   rtmend   Dequest   9^   for  License  BPR-90,  Cert i Flea te  of 
3vc    encl. 
HEBDEIN.J.O.       HBfcropQlitan   Edison   Co.      79/1O/11.       4pp. 

7910220202  Notification    of    771019  meeting   u/DtW  ouiner  s    flrgup    in 
DothesdaiHD    to    dlacuse    load    plant    ovunt   truest  safety 
soq.uence'    diagrams    ii  anticipated    analysis  re   abnormal 
transient    operational    guidelines.    In  NUREQ-057B. 
CrtPHA.fi.A.       TMI-2    Bulletins    !t  Otters.       79/IO/ia.       10pp. 

7910190347   Requests    that    annual    radiation   emergency   rii-111    be    deferred 
until    startup    of    Paci  1  Ity.  Emergency    plant  &   procedures   are 
being    revived    to    satisfy    requir omen t»    of  special   NRC  Task 
Force    on   Emergency   Planning. 
HERDEIN,  J.  0.       Metropolitan    Edison   Co.       79/10/16.       Ip. 

7910220284    Responds    to  NHC   790503   t,   OHOQ    Itn   fc   submits   technical    rapt 
re    alectrlc    dlstr  Ibutian    sys   vol  tages,  offalte    pouer    syc    tt 
ansLte    dl  itTibut  inn   sys.  Facility    has    capacity   t  capability 
to    automatically    start    I-   operete    aaffrty    load*. 
HERDEIN.J.  0.       Hetrapolltan    Edison   CD.       79/10/U,      30pp. 

791OS30S48  Forwards    updated    status   rept   of  Phass*    t  &    II   ultrasonic 
imp. All    uieltfi   u/ilgn  1  f  leant    in  tar  (granular   stress   corrosion 
cracking    have    been    identified. Bequest*   approval    for 
me talluro leal    repair    procedure    t<  metis   replacement. 
HERDEIN,  J.  0.       Metropolitan    Ed  it  on   Co.       79/10/19.      4Spp. 

7910300393  Forwards    description   of    info   required    for   review   of   msti 
technical    capability   h  Qfl    program, 
VDLLMER,  R,  H.       TMI-2  On arnt ions/Bupenr t.      79/10/19.       9pp. 
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7910310L67   Notification    of    791023   meeting    ui/B&W.DMJ    owners    group    i, 
ORNL    in   Lunchourg,  VA   to    discuss    BAU-1564,     "Integrated 
Control    Sys  Reliability   Analysis." 
CAPRA.R.A        TMI-2    Bulletins    k   Orders.       79/10/19.        Ip. 

7910300196   Discusses    agroements    reached    at    791023   meeting    re 
draining   of   borated   water    storage    tank    for    tank   t.   decay   heat 
piping    repairs.  Use    of    EPICOR-1I    requires    suitable    tankage    at 
Unit     1    OB    maintained    for    storage    of   uastewater    from   Unit   2. 
ARNOLD, R.C.       Metropolitan    Edison   Co.        79/10/23.        Ip. 


7910330561    Forwards    NRC    790626    Itr    re   multiple    equipment    failures    & 
surveillance    testing    errors,  which     was    incorrectly 
distributed,  Also    forwards    IE     Insp    Repts    50-295/79-13   & 
30-304/79-12.  Action    required. 
E1SENHUT,  D.  Q.          Division    of   Operating    Reactors.        79/O9/31.        49pp. 

7910170408   Forwards    IE   Circular    79-20   re    failure    of   OTE   Sglvania    relay. 
No   written   response   required. 

GRIER.B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/09/24.        Ip, 


7910300013  Forwards   Amend   3  to   restart   rept. 

HERBEIN.d.  G.       Metropolitan   Edison    Cn.        79/10/26.        Ip 


--7910300016   Amend    3    to    restart   rept, providing    addl     info. 
*      Metropolitan   Edison   Co         79/10/26.       66pp. 


Inspection   reportsi     IE   Bulletins   >j   correspondence 


7910260375   Submits    schedule    for     planned    submittal    dates    of    IE    Bulletin! 
79-01    through    79-23. 
HEFiaEIN.J.O        Metropolitan   Edison    CD.        79/09/35.        3pp. 

7910040104  Forwards    IE    Info  Notito    79-23,     "Emergency    Qiooel    Generator 
Lube    Oil    Coolers."    No    action    required, 

QRIER.D.H.  Region    li     Philadelphia,     Office    of    the    Director. 

79/09/26.        4pp. 


7910020634   Responds    to    Item    1    of    IE   Bulletins   79-14    6    79-14,  Revi si  on    1 
re    de-sign   verification    of    safety-related    piping    sys.  Forwards 
list    of   design   documents   serving   as    input    for    seismic 
analysis.  Bulletin    I  terns   2   !.   3   will    be    answered    together. 
HERBEIN,J.Q.       Metropolitan   Edison   Co.       79/OH/24.        190pp. 

79101S0577   Forwards    IE    Insp    Repts    50-330/79-15   t    30-EB9/79-13   on 
790530-0613   d   notice   of   violation. 

CARLSON,R.  T.  Region    1.    Philadelphia,    Reactor    Construction   t, 

Engineering    Support    Branch.       79/OB/27.        2pp. 

— 79101SQ57B   Notice    of   violation    from    insp    nn   790930-0613. 

*  Region    1,     Philadelphia,     Office    nf    the   Director.        79/09/20. 


7910100142  Forwards    IE  Bulletin    79-2-1,     "Frozen  Line3.  "   Action   roquired. 
GRIEO.B.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/27.        Ip. 

7910160531    Forwards    IE    Info   Notice    79-23,     "Reactor    Trips    at    Turkey 
Point   Units   3   t,   4.  "    No    action    required. 

QRIEfi.B.H.  Region    1,    Philadelphia,    Office   of   the   Director. 

79/10/01,        Ip. 

7910170610  Forwards    IE   Info  Notice    79-24,     "Qverpressurl  iat ion    of 
Containment   of  PHH   Plant  rtftor    Main  Steam  Line   Ilreak.  "   Nu 
action   required. 

BRIER,  B.H.  Region    1,    Phi  lad  a  Ip  h  la,    Office   of   the   Director. 

79/10/01,       Ip. 


7910170005   Notifies    nf    review   of    responses    to    IE   Bulletin   79-05B. 
Requests   addl    info    re    proposed    design    description   t. 
implementation   schedule    for    safety-grade    anticipatory 
reactor    trip. 

REID,R.  H.  Operating    Reactors    Branch    4    IPre    791030).        79/09/07. 

13pp. 

7910170332   Forwards    Suppl    2    to    IE   Bulletin    79-14    re    seismic    analyser, 
for   a5-built   safety-related    piping    sys.  No    written    response 
raqui  red. 

GRIER.B.H,  Region    1,    Philadelphia.    Office   of    the   Director 

79/09/07.        Ip, 

7910170373   Forwards    IE    Info   Notice   79-21.     "Transportation   &   Commercial 
Burial     of   Radioactive   Mat!."    No    action    required. 
QRIER.B.H.  Region    1.    Philadelphia,     Office    of    the   Director. 

79/09/O7.        Ip. 


7910230536  Forwards    "Evaluation    of   Potentially    Adverse   Environ   Effects 
on  Nonsafetu-Grade    Control    SUB,  "    prepared    by    Met  Ed    t,   B!,U 
HERQEIN.  J.  S.       Metropolitan   Edlaon    Co.        79/1O/I7.        14pp. 

7910360339   Discusses     Investigation   Dept    50-330/79-10   on    79O328-Q731. 
Items   of   noncompl iance    described    in   NUREG-06QO.  Si i 
violations    noted. Four    contributed     to    severity    of   accident. 
Indicates   weakness    in  mg t   controls. 

5TELLO.V.       Office    of    Inspection    &    Enforcement.     Office    nf    the 
Director.        79/10/25.        5pp. 

R.     Periodic   operatirio   reports  l<  related   correspondence 

7910190272   Forwards    monthly    opor.iting    rept    for   Sept    1979. 
HERBEIN,J.Q        Metropolitan   Ediaon    Co.        79/10/19.        Ip. 


7910240340  Forwards    IE  Bulletin  79-20,  Revision    I    re   NJIC   Enforcement 
policy.  No  response   requested. 

ORIEfi.B.H.  Region    I.     Philadelphia,     Office    of    the   Director 

79/09/07.        Ip. 

7910390027  Forwards    IE    Insp   Rept   30-259/79-14   on  790622,25  !,  26.  Nn 

noncomp liance  noted. 

.      CARLSOhTR.T.  Region    I.    Philadelphia,    Reactor   Construction  & 

Engineering   Support    Branch.      79/09/07.      2pp. 


— 7910190281   Monthly    operating   rep  t    for   8ept    1979. 

MITCHELL, D.G.       Metropolitan  Edison  Co.       79/10/15.       Sipp. 

7910240436  Forwards   monthly    operating    report    for   Bept    1979. 
HERDEINiJ.O.      Metropolitan  Ediaon   Co.       79/1O/15.       Ip. 

— 79i02qOil28  Monthly    operating    rap  t    far  Sept    1979. 

MITCHELL, D.O.       Metropolitan   Ediaon    Co.        79/10/15,        3pp. 


—7910290029    IE   Insp    Rapt   50-369/79-14   on  790622.25  &  36.  No  noncomplUiue 
noted. Major  areas    inspected: auditing   activities. 
JERNIOAN.E.P.  Hegion   1,    Philadelphia.    Office   of   the   Director, 

TfilPP.L.E.  Beglon    1,    Philadelphia,    Heactnr  Construction  6 

Engineering  Support  Branch.       79/09/05.      3pp. 

7910150719    Informs   NRC    an    progress    re    IE   Bulletins    79-01A   !.   79-03,  ASCO 
solenoid  valves  are    in   use    in   safeguards    sya. Volumetric 
eiamlnation   of   longitudinal    pipe  welds   will    be   addressed    in 
791003    response    to    IE   Bulletin   79-O3. 
HERBEIN.J.G.      Metropo.ll  tan  Edison  Co.      79/09/10.       Ip. 

7910020526   Forwards    IE    Circular   79-19,     "Loose    Locking    Devices    on 
Ingersoll-Rand  Pump    Impellers."   NQ   action  required 
OSIER,  B.H,  Region    1,     Philadelphia,    Office    of    the   Director 

79/09/13.        Ip. 

79103000B2   Forwards    IE    Info   Notice   79-23,     "Qualification   of   Control 
Sya,"    Westlnehouse   7"JOB30    Itr   &   Public    Bvc    Electric    t,   Oas 
Co  790910   Itr  re   potential    unreviewed  'safety   question  Action 
renulreii  within  20  days.  H/o   end. 
DENTDN.H.R.      Office    of  Nuclear  Reactor  Regulation.       79/09/17.       48pp. 


7910390357  Forwards    "TMI    Aquatic    Study, Month ly   Rept    for   Bapt    1979." 
MALICK,B.       Ichthyological    ABBDC  iates,  Inc.       79/10/15.       Ip, 

— 7910290359   "TMI   Aquatic   Study,  Month  ly   Rept    for   Sept    1979." 

NflRDACCI.G,  A.        Ichthyological     Associates,  Inc.        79/09/30,        27pp. 

S,    Reportablo   occurrences,    LERs  %   related    correspondence 

7910100290  Abnormal    Procedure    1203-4 1 ,  Revision    1,    "Lnu  Bus    (Qridl 
Voltago,  " 
*      Metropolitan  Ediaon   Co,       79/Q7/1E!,       4pp. 

T.    Hearing    transeripU    nn   non-ant  i  trust   matters 

79101(0459  Forwards    tranecripta    of    puSIic    huarinfls   on   personal    health 
effects   of   TMI   accident. 
KINO.M.  J.      Health   Reaources  Planning    4   Development,       79/OB/BS.       94pp. 

U.    Congress innal/Eiecu live   Correspondence 


7910010173  Forwards   79O731    Itr    from   Valley   Rural    Electric    Coop    ro 
operation   nf   TMI-J,  Requests    that    statements   be    investioatBif 
SHUSTERrB.      House   of  Rep.      79/00/13.       3pp 


DOCKETED  ITEMS 
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DOCKET  50-293  PILORIM  NUCLEAR  POWER  STATION.  UNIT  1 

F.  8ecurityi  medical,  emergency  it  fire  protection  plana 

7910110396  Submits  results  of  safe  shutdown  analysis  !,  conceptual 
design  for  alternate  shutdown  capab  i  1  i  ty,  per  safeti; 
evaluation  supporting  fire  protection  Amend  33. 
ANDDQNINI.G.  C.   Boston  Ellison  Co.    79/10/O5.   7pp. 

7910250537  Notification  of  791039  meeting  u/util  in  Duthusda,  MD  to 
discuss  revision  of  draft  radiological  emergency  plan. 
HANNDN,  J.  N.     Operating  Reactors  Branch  3  <Pre  791030).    79/1O/1S 

app. 

H,     General    correspondence 


7910020372  Forwards    Proposed    Change    5    to   License    BPR-35,  App   A. 
consisting    of    organi  lati  onal    restructuring    (<   nem    position    of 
Vice    Chairman. 
HOWARD,  J.  E,        Boston    Edison    Co.        79/O9/37         5pp. 


J.      Insurance    &    indemnity     information 


7910300347   Forwards    executed    Amend    9    to     Indemnity    Agreement    H-4B. 
FQULSHAM.P.  A.        Boston    Ellison   Co.        79/10/26.        2pp 


7910I7OOQ6   Discusses   resolution   of   potential    problem    re  Harii    I 
containment     identified     in    790031    memo.  Addl     info    re    response 
characteristics    of    doujncomec-vent    header    sys    shows 
sufficient    structural    fatigue   margins.    mist.  Evaluation   sncl. 
DENTONiH.  R.        Office    of    Nuclear    Reactor    Regulation.        79/09/26. 


3pp. 


7910030240   Submits    addl     info    re    degraded    grid    voltage, in   reiponse    to 
NRC    790619   request. 
ANDOONINI.G.  C.        Doston   Edison   Co.        79/09/37.        4pp. 

7910100167   Forwards    summary    of    safety     evaluations    of    all    modi 
implemented    &    tests    conducted    at    facility    Prom   Jul     197B- 
Jul     1979. 
ANDQGNINI,  G.  C.        Boston    Edison   Co.        79/O9/37.       6pp. 

7910320413   Forwards    guidelines    for    valve    operabillty    re    containment 
purging   &   venting    during    normal    operat  ion.  Requests 
commitment    to    implement   valvs    qualification   program   within 
30   days. 
E18ENHUT,  D.'O.  Division    of   Operating    Reactors.        79/09/27.        3pp. 

7910130574   Forwards    addl     info    re    design    &    const    of    breakwater,  in 
response    to    NRC    790731    request.  A/E    contains    photographs 
Si   overslie    draulngs   separately    bound    i   available    in 
Central    Files    only. 
ANDOGNIN1,  G.  C.        Boaton    Edison   Co.        79/Q9/2B.       9pp. 


M.     Antitrust    correspondence 


79103i033B  Withdrawal    of    intervention    by    Piuier   Planning    Committee    of 
Municipal    Electric    Association    of    MA   ti    various 
municipalities. Settlement    is    f inal i  i  ed. moot  ing    intervention 
pet!  t  ion,  Cert  if  icate    of    Svc    oncl. 

MCDIARMID, R. C.        Municipal    Electric    Association    of    Massachusetts 
MCDIARMID,  R.  C.        Spiegel    &   McDiarmid.        79/10/11.        3u|i. 

P.     Operating     license    stage    documents    Si    correspondence 

7910090211    Forwards    PR    notice    of    amend    to    10CFR73. 55  re    requirements 
for    physical     protection    of    nucloar    power    plants, Amend    defers 
implementation   of    physical    search    requirements    from  79DQ01 
to    791101. 
DENTQN.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/08/10.        49pp. 

7910110235   Forwards    NUREQ/CR-0727,     "DWR    Dffgas    Sys    Evaluation.   "    Sys 
provides    reasonable   assurance    that    potential    for    eiternal 
offgaa    eiplosions    is    mln imi i ed.  W/o    oncl. 

OAMMILL, W. P.  Assistant    Director    for    Operating    Reactor    Projects    (Pro 

791030),        79/08/22.        29pp. 

7910030751    Confirms    790905   meeting    lu/util    in   King    of  Prussia, Pa   re 
NRC    inap    program. 

BRUNNER.E.  J.  Region    1,    Philadelphia,    Reactor   Operations    Nuclear 

Support    Branch.        79/08/39.         Ip 

79100S034B  Forwards    list    of    plants    requiring   m! crof iching    of    up-to- 
date    F9ARs    In   Central    Fi IBS. Requests    action   as    soon   as 
posa  i  b  1  e. 

QR1ME9.D.K,         Assistant    Director    for    Systems   Engineering    (pro 
791030).        79/09/10.        1pp. 


7910320199   Notification    of    791012   meeting    u/util     in    Bethesria.MD   to 
hear   util    proposal    for   multiple   control    rod    removal    during 
refueling    operations, 
HANNQN,J.  Operating    Reactors    Branch     3    (Pro   791030).       79/1O/10. 


79102305-JQ  Discusses    reasons    for    delays    in  completion    of   further 
penetration    seal    tests.  Teste   completed    790907.  Final    detailed 
rept   will    be    available    in    late    Nov.  Pre  Hminary    summary    of 
test  results    !<   description    of    intended    design  changes   end. 
ANDOQNINI.O.  C.        Boston    Edison   Cn,        79/  10/1O,        BHpp, 

7910220319   Eitends    completion    date    far     I  tern   3,21    re    safe    shutrlouin 
analysis    from  791001    to    1115. 
ANDOON1W1.0.  C.       Boston  Edison  Co.       79/10/16.       lp. 

79  1  0260200   Notifies    that    revicus    of    electrical    power    sys    have    already 
been    completed    t   were    transmitted    to    NRC   per    770900,24   !. 
790927    Itrs. 
MCBlflRE.P.  J.       Doston  Ediaan   Co.      79/10/16.       lp. 

79103flOfl01    Responds    to  790913    Hr   re    Follouup    actions    from   review   nf 
TMI-a   incident  tt    Implementation   of    NUREQ-057B.  Forwards 
rosponseu    to   NUREO-057B  re    short-term   r  acommenda  tiona    for 
Lessons  Learned   Task   Force, 
ANDDONIMi  0,  C.        Boston    Edison    Co.        79/10/19.       42pp. 

7910260306   Requests    deletion    of   FBftR    Amend    35    ro    installation    of 
containment   atmospheric    dilution    sijs.Utii   unable    to    commit 
to   design    changes    For    combustible   gas    control    until    NRC 
completes    re-evaluation   of    sys. 
MCQUIREiP.J.        Boston   Ellison   Co.        79/10/19.        lp. 

Q.     Inspection   reports,     IE  Bulletins   li    correspondence 


7910220315   Requests    addl    info    re    loss  of    offsite    power   an   740415, 

0524,  770301,  10i  7B0130  d   OOO6   to    aid  in   rovioiu   of 

offsite    power    sys    adequacy, Requests  response  within   90   days. 

IPPOL1TO.  T.  A,  Operating    Reactors  Branch    3    (Pre    791030).        79/09/10. 

3pp. 


7910020630  Responds    to    IE  Bulletin  79-14,     "Seismic    Analysis    for  As- 
Built   Safety-Related   Sys."    Insp    of    accessible   piping 
comp  leted.  Li  sts   of   valve   vendor   drauilngs  d  pipe    support 
vendor   drawings    oncl, 
*      Boston   Edison   Co,       79/OB/31.       41pp. 


7910190169  Ack    receipt    of    util    790813    1 tr    transmitting    aecurity    force 
training    &   qualification    plans. Qubmittal    was   not   accompanied 
by    approval    or    amend    fea. 
MILLER,  W.  0.  License   Foe    Management    "ranch.       79/09/24.       lp. 

7710160145   Notification    of    790926  meeting    w/Mark    I    owners    in   Bethesda, 
MD   to    discuss    pool    smelling    compreseib i 1 ity    effects  & 
douincomer   condensation    loads, 
ORIHGBiC.  I.  Plant    Systems   Branch    (Pro   791030),       79/09/34.       lp, 

7910170010   Discusses    need    for    addl    confirmatory    full    scale    tents    to 
establish    uncertainty    in    load    magnitudes    re   condensation 
oscillation    load    definition    procedures. Draft    Itr    to  Mark    I 
utlls    re    test    program   end. 

GRIMES, D.K.         Assistant    Director    for    Systems   Engineering    (Pre 
791030 1.        79/09/2S.        4pp. 


7910020000  Forwards    IE   Info  Notice  79-20,  Revision    1>     "NHC  Enforcement 
Policy   -  NRC   Licensed    Individuals."    Notice   reissued    to 
correct   word    omission   tt   punctuation    error  wtilch    changed 
intent   of    statement.  Changed    statement    underlined    in    toit. 
ORIER.B.H.  Region    1,    Philadelphia,    Office   of    the    Director. 

79/09/07,       Ip. 

7910150135  Discusses  790905  meeting   u/util    In   King    of   Prussia,  PA  re 
790613  violation   of   containment    intenrity, 

DRIER, B.H.  Region    1,    Philadelphia,    Office   of    the    Director. 

79/09/10.       2pp. 

—7910150162    IE    In*p   Rept    50-293/79-17.  Results   of   790905  meeting   re, 
790613  violation   of   containment   aciivl  ty.  Licensee    described 
effects    of   corrective   actions    tak  en,  including    provision   of 
administrative   assistance    for    senior    1  Iconic  it    operator, 
ALLAN.J.  M.  Region    1>    Philadelphia,     Office   of   the  Director. 

DRUNNER,  £.  J.  ,    MCCADE.E.C.  Region    1,    Philadelphia,    Reactor 

Operations   Nuclear   Support   Branch.       79/09/07.       2pp. 
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7910020507   Forwards    IE    Circular    79-19,     "Loose    Locking    Devices    on 
Ingersoll-Rand    Pump     I/npellerv  "    No    action    required 
OR!£R.B,H.  Region     1,     Philadelphia,     Office    of     the    Director 

79/09/13.        Ip. 

7910290042  Forwards    re    Imp    Rept    50-293/79-05    on   790735-27.  No 
none  omp  1  iance    noted. 

SMITH.B.H.  Region     1,     Philadelphia,     Fuel    Facility    f,    Materials 

Safety   Branch.       79/09/13.       Spa. 


H,    Period  it:    operating    reports    b  related    c  orTB-apondenci 


79I01A045B  Forwards    monthly    operating    rept    tor-    Bept    1979. 
MCGUIftE,P,  J.        Boston    Edison    Co.        79X10/12.         Ip, 


— 79101£u4i3  Monthly    operating    rapt    For   Sept    1979. 
OAFFNEV.  C.rl.        Boston    Edison    Co.        79/1O/O4.        6pp. 


-7910290066    IE    I«i*p    Kept    30-293/79-OS   on    790723-27.  No    noncomp J i anct 
noted.  Major    areas    inspected : chemical    tt    rad i ochemi cal 
measurements    program, program    For    UC    of    analytical 
measurements   6    audit    results. 

KDTTAN,J.J.,     BORES,  R.  J.  Rogion    lr     Philadelphia,     Office    of    the 

Director.        79/09/10.        Bpp. 


791017039t  Forwards   monthly    operating    rapt    for    Bept    197". 
MCQUISE.P,  J.        Boston    Edison    Ca.        79/10/12.         Ip. 


—7910170401    Monthly    operating    rept    for    Sept    1979. 
OAFFNEY,  C,  M.        Boston    Edison   Co.         79/1O/04.        6pp, 


'910300082   Forwards     IE    Info    Notice   79-22,     "Qualification    of   Control 
Sijs,  •'    WestingKouie    790B30   Itr    (.Public    Svc    Electric    t.   Oas 
Co    790910    1  tr    ra    potential     unrevieiued    safety     question.  Acti  on 
required   within    20    days.  U/o    encl. 
DENTON.H.R.        Office    of    Nuclear    Reactor   Regulation.        79/09/17.        4Bpp. 

910IiOJ61    Acl    receipt    of    790B3Q     Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE    Insp  Rept    30-293/79-11 
BflUNNER.E.  J.  Region     1,     Philadelphia.     Reactor    Operations    Nuclear 

Support   Branch.        79/09/2O.         Ip. 

-7910160148  Responds    to   NRC    790B10   Itr    re    violations    noted    in    IE    Inep 
Rept    50-293/79-11.  Correc  tive    actions  :  Bmersencu.     bua    voltage 
relays  calibr    on   790629   tr   station  procedures    i-nvised 
ANQDQNINl.Q.C,        Ooston   Edison    Co.       79/03/30,        3pp. 

-7910160172    Forwards     IE    Insp    flept   50-293/79-11    (,    on    79063t-29    &    notice 
of    violation. 

BRUNNER.E.J.  Region     1.     Philadelphia,     Reactor    Operations    Nuclear 

Support   Branch.       79/QB/1O.       3pp. 

-7910160174    Notice    of   violation    from   insp    on    790626-29, 

»  Region    1.     Philadelphia,     Office   of    the    Director         79/OB/10 

Ip 

-7910140179    IE    In*p    Kept    50-293/79-11    on    79062b-29.  Wancotnp  1  lane  B    noted: 
calibr  not    performed    within    time   period    required    b  if   Tech 

ZIMMERMAN.,*.  P.  Region    1,     Philadelphia,     Office    of    the    Director. 

KI8TER.H.B.  Region    1,     Philadelphia,    Reactor  Hperationa    Nuclear 

Support  Branch.       79/03/07.        10pp. 


B.     Reportable    occurrences,    LERs   &    related    correspondence 

7910100333   HO   79-O36/O1  X-0:  on    7910O1,  util    uias     informed    that    portion    of 
loop    piping-    doei    not   meet    SBE   crlterta.Ca.used    by    failure    to 
include   pipe    flange  weights    in    design    calculations, 
HATHIB.C.J.       Boston   Edison    Co.        79/10/02.        Ip. 

791O190S29  RO  79-036/01  X-O:  on    791001.  porti  on    of    loop    piping    B   did    not 
meet    criteria    for    SSE    (pipe    could1    bo    over  B  tre  saed    during 
seismic    event  I.  Design    calculations    did    not    include   weight    of 
pipe    Plans",  Design   change    Initiated. 
MATHISjC.J.       Bontan  Edison   Co.        79/10/02.        Ip, 

7910110419  Forwards    LEU   79-037/03L-0. 

MCOUIRE.P,  J.       Qaatan  Edison   Co.        79/10/05.        Ip. 

--79IOI10421   LER   79-037/03L-0:  on   790919,  item    guide    on    valve   MDV-1001-3c.il 
slipped    up  i  expo-a  i  tig    valve    stem    girliln    keij.  Caused    bu 
Inniened   Allen    set    scretj.  Repair  B    mere   made    fc   sya    returned    to 
svc    on   790919. 
FULTON,  J.  M.       DoBton   Edison    Co,        79/1O/O5, 


Ip, 


7910150530  Forwards   LEU    79-03A/01  T-0, 

HCOUIRE.P.  J.       Doston    Ediaon   Co,       77/1O/09, 


Ip, 


— 79101B093B  LER    79-Q36/OIT-0:  on    791O01.  d  i  scovored    that   portion    of    BSW 
loop    piping    B    could1    be    overs  tressed    during    seismic    event, 
Cau*eil    bij    design   error. Plant    desiffn    change    request    initiated 
ta   reduce    stress    to.   acceptable    limlta, 
HH1TISEV,  0.  0.       Doston   Edison   Co.        79/1O/O9.        Ip. 


?I0230B61    Forwards    NRC    790-626    Itr   re   multiple    equipment    failures    1 
surveillance    testing    errors, wh i ch   uas    Incorrectly 
distributed.  Also    forwards    IE    Insp   Rept3    50-295/79-13   t 
30-304/79-12.  Action    required. 
EISENHUT.D,  0.  Division    of    Operating   Reactors.        79/O9/21.       19pp. 


7910170360  RQ;on   791009. Beth  to  1    notified    u t i  1     that    reanalysis    of 
reactor   tldj    component    cooling   water    sij-s    as— built 
conf ijuration    Indicated    BIJS    mould    not    remain    Functional 
during   BEE.  Caused    hij    design    error.  Mods    underway 
MflTi(fS,C.J.       Doston   EiJieon    Co.        79/1O/10.        Ip. 


'10090563   Forwards    IE   Circular    79-20,     "Failure    of    GTE   Eulvania    Relau, 

Type    PM   Bulletin    7305    Catalog    5U12-11-AC    u/130   Volt    ac 

Coil."   ND  actldn   required. 

OniEH.D.H,  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/24.        Ip. 


,,lfs    IE   Dulleti"   "~21.    "Fpoien  LinP5.  '•   rtctian   requirad 
OfilER.D.H.  Region    1,    Philadelphia,    Office    of    the   Director 

79/09/27.        Ip. 

10140314  Forwards    IE    Info  Nnttce    79-25,     "Reactor    Trips   at    Turkou 
Point  Units    3  &   4.  "   No    action,   required. 


CRIER,  B.H. 
79/10/01. 


Region    t,     Phi  1  ade Sjph ia,    Office    of    the    Director. 


7910190439  Forwards    LER    79-039/03L-0, 

HCGUIRE.P.  J.       Boston   Edison    Co.       79/1O/1O.        Ip. 

— 7910190431   ten   79-03B/U3L-0:on   771002,  va  1  vo   CV5065-26    Failed    to    close 
in    S-E   at    required    by    Tech    Spec.  Caused    by    maladjusted    lever 
arm    sultch,  Suil  tch    adjustments    were    made    &   valve    retimed 
within    limits. 
HHITNEVrO,  0.       Bn*ton    Ediaon   Co.       79/10/09.        Ip. 

79102i0450  RO  79-039/01 X;  on   791 009,  Been tel    Corp    notified    util    that 
raanalyils   of    ai-bifllt   t nnf i gurat ion    o-F    safety-related    aij3 
indicated    that    sys    uauld    not    i-emnln    functional    during   SSE. 
Caused    by    design    error. Supports    modified. 
HATHIS,  C.  J,       Boston   Edison   Co.       7-9/IQ/1Q,        Ip. 


10170.573  Forwards    IE   Info   Notice   79-34,     "Dverpres-sur  i  I3t  i  on  of 
Containment    of  PUR   Plant   After   Main  Btsam  Line    Break.  "   No 
action    required. 

BRIER. D.H.  Region    1,    Phi  UJelph  ia,    Office    oF    th*    Blroctor 

79/10/01.        Ip. 

10300373  Responds    to    IE   Bulletin   79-19.  Conf  irn*    that    cut-rent 
rogulationt  *:   requirements    for    packaging    (.    transporting    leu 
.  =  ?  11r*dw?***»   are    inaintatned,  provides    list    of   responsible 
ifflclals  d    commits    to    proper    training   program 
WDQQNINI,Q.C.        Boiton    Edison    Co.       79/IO/O2.        app. 

101203M  Responds    to   NRC    790917    Itr  re    interaction   between   nonsafaty- 
irade   fc   safety-grade    equi  pmen*.  Util   asseioment    parfoi-mBd.  No 
.mpacts   on  required    safety    actions    Ident  if  tad.  One    potential 
malysia   conclirslon    UentiFieil    ii    justified. 
ID-aEN,S.L.      Boston   Edison   Co,     -79/10/03         lopp 


7910260291    Foruiards    LER    79-039/O1T-0. 

MCQUIRE.P.  J,       Boston    Edison  CD.       79/10/23.        Ip. 

— 7910260BS6  LEU   79-039/01T-0;  on    791007,  re-an9lusi  s    of    safety-related    oys 
Indicated    as-built    conf igura tion    would    not    remain    functional 
during    BSE.  Caused    bu,    design    error.  Three    supports   have    been 
modified    Si   sys    IB    normal. 
WHITNEV.O.  Q.       Boston  Edison    Co.        77/10/23         Ip, 


DOCKET   50-294   MICHIGAN  STATE  UNIV.     RESEARCH   REACTOR 
Q.     Inspection   reports.     IE   Bulletins    &    carreap ondanca 

7910090501    Forwards    IE    Bulletin   79-19,     "Packaging    of   Low  Leval    Raduaste 
for  Ti>an«port   tt  Burial."    Action    renulred. 

KEPPLEfi,  J.  0.  Region    3,     Chicaoo,    Office    of    tho   Diroctoi-.       79/08/10 

Ip. 
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79100503BO  Foruards    IE    Info  Notice   79-20,     "NRC  Enforcement   Policy   - 
NRC   Licensed    Individuals."   No   action   required. 

KEPPLER.  J.  0.  Region  3.    Chicago,    Office   of    the    Director.       79/08/14, 

Ip. 

7910020139  Forwards    IE    Info   Notice    79-20,  Revision    I,     "NRC   Enforcement 
Policy    -  NHC   Licensed    Individuals. "    Notice   reissued    to 
correct   word    omission   &   punctuation    error   which    changed 
Intont    of    statement. Changed    statement    underlined    in    teit. 
KEPPLER.J.O,  Region    3,     Chicago,     Office    of    the    Director.        79/O9/O7 

IP- 


H.    General    correspondence 


7910010364  Discusses   renrgani  zatign   of   design,  operations  !.   licensina 
activities, 
REEDiC.       Commonweal  th    Edison   Co.       79/09/31.        Ip. 

7910030509  Notifies    of    internal    reorgani lation  at    nuclear  activities. 
All    correspondence   re    licensing    should    be   directed    to 
DL   Peoples. 
REED.C.      Commonwealth   Ediaon   Co.       79/09/21.      2pp. 


DOCKET    BO-295    ZION   NUCLEAR    POWER   STATION.     UNIT    1 

F,    Security,    medical,    emergency   !<   Fire   protection   plans 

791011O365  Foruiards   Revision   3    of    interim   security    plan.  Plan   withheld 
(ref     10CFR3,  790). 
PEOPLES,  D,  L,       Commonwealth    Edison   Co.       79/10/04,       Ip. 

0.     Ad  judicatory    correspondence 


7910190073  Forwards   79O725   proposed    findings   of    fact  fc  conclusions   nf 
laui. 
SEKULER.B.N.       Illinois,    State    of.       79/Q7/H5.       Ip, 

— 79I01900B1    Adopts    certain   Cornm  Ed    proposed    findings    of    fact   It 
conclusions    of    law. License    amend, re    spent    fuel    storage   racks 
replacement, should    not    he    issued. Draft    of    ordor   & 
Certificate    of    Bvc    encl. 
SEKULER.B.N.       Illinois,    State   of.       79/07/23.       60pp 

7910190091    Requests    corrections    to    statement    of    findings   of    facts    t, 
conclusions    of    law. 
BEKULER.B.N.        Illinois,     State    of.        79/QB/01.        2pp. 

7910030607   Proposed    findings   of    facts   b    conclusions   of    law    in    form  nf 
initial    decision. Concurs    !    idopts    licensee   Proposed   Findingn 
1-17,  ill/some  mads.      ' 
QODDARD.fi.  J.  ,     GOLDBERG,  B,  C,  Branch    2.        79/OB/03.        IBpp. 

—7910030614   Memorandum   of    law   on   Minnesota   vs   NRC. Applicabi 1 i ty    of   cano, 
•s    suggested    by    Board, should    not   affect    Immediate   outcome    of 
proceeding,  Certificate    of   Svc    encl. 
OOLDBERO,  8.  C.  Branch    2.       79/08/03.       4pp, 

7910040112  Reply    to    intervenor    790725  proposed    findings    of    fact   & 
conclusions    of    law  &    to    Intervenor   790727    supporting    brief   & 
accompanying    motion    for    stay. Certi f Icato    of   Svc    encl. 
STEPTOE.P.       Commonwealth   Edison   Co.       BTEPTOE,  P.       I  sham.    Lincoln   I 
Una  IB,       79/08/07.       23pp. 

7910040670  Response    to   NRC   proposed    findings    of    fact  it   conclusion    of 
law, Does    not    object    to  NRC   mods    of   lit  11    proposed    findings, 
except   re   NRC    interpretation    uf   40FR42B01. Certificate    nf 
Svc    end. 

STEPTOE,P.P.       Commonwealth    Ediaon   Co.       BTEPTQEr  P.  P.       Isham,    Lincoln  J, 
Deals.       79/08/10,       4pp. 

7910030625  Mtmorandum  tc   order    denying    State    of  IL  790727  motion    for 

stay    af    proceeding. Possibility    of    prevailing  on   merits, 

Injury    to    Intervonor  t.  harm    to    other    parties  have   not    been 
shown. 

WOLF.J.F.       Atomic    Safety    and    Licensino    Board  Panel.       79/08/37.       4pp. 

7910090234   Memorandum  t.   order    ruling    on   ASLB  790B14   notification   re 
pipe    crack*    In   stagnant   borated   water    sys    at  PWRs   &    IE 
Bulletin  79-17  raising    possible    problems    re   use    of  Type  304 
stainless    steal.  Affidavit*    re    extent   of   uie    should    be    Filed, 
WDLF.J.F,       Atomic    Safety   and   Licensing    Board   Panel.       79/09/14.       3pp. 


791023027B  Forwards   addl    detailed    info   re   util    resources  b   technical 
capabilities   available    to   handle   unusual    events. 
JANECEK.R.F,        Commonwealth    Edison    Co.        77/10/16,        S40pp, 

J,     Insurance   t    indemnity    information 

7910230176  Forwards   Amend    10    to    Indemnity   Agreement    B-S9. 

SALTZMAN.J,  Antitrust   &    Indemnity   Group.       79/10/10.      2pp. 

P.    Operating    license    stage   documents   b  correspondence 

7909U0043  Requests    that   review  of   potential    for    inadvertent   reactor 
scrams  I>  lafety    injection    sys   actuations   be    submitted    ta 
NRC   within  30  days. 
EIBENKUT.D.  0.          Division    of    Operating   Reactors.        79/06/26,        3pp. 

7910090241   Forwards  FR  notice    of   amend    to    10CFR73.  55   re  requirements 
for   physical    protection    of   nuclear    power   plants.  Amend    defers 
implementation   of   physical    search   requirements    From  790801 
to  791101, 
DENTON.H.  R.       Office    of   Nuclear  Reactor  Regulation.       79/OB/10.      49pp, 

7910090377  Forwards   results    of   review  of   atmospheric    dispersion   factors 
for    13  plants. Requests   confirmation   of   accuracy    of    exclusion 
area    boundaries. 
HULMAN.L.O.  Hydrology   Meteorology   Branch.       79/09/04.       13pa, 

79100S034B  Forwards    list    of   plants   requiring    microf  iching   of    up-to- 
date   FBARs    in  Central   Files.  Requests  action  as    soon   as 
possible, 

CRIMES,  B.  K.         Assistant   Director    For   Systems   Engineering    (Pro 
791030),        79/09/10.        4pp, 

7910090971    Informs    of  NRC   acceptance   of  Revisions   H    (•  9   to  Comm  Ed 
OA  Topical   Rept   CE-l-A.     "Comm  Ed  Co  QA  Program    fnr    Nuclear 
Generating   Stations. " 
HAASS, W.  Quality   Assurance   Branch.       79/09/11.        Ip. 

79100404B2  Forwards   Amends    51    &  40   to  Licenses  DPR-39  It  DPR-4B, 
respectively, safety    evaluation  d  notice   of    Issuance   & 
availability. 

SCHWENCER,A,  Operating   Reactors   Branch    t    (Pro    791030).      79/09/17 

3pp. 

--791Q0404B5  Amends   91    t.  IB   to  Licenses   DPR-39  t,  DPR-4B,  rupee  tively,       - 
revising   ET8   to   delete   0  F/hour  rate  of   temp    change   under 
normal    startup    d   shutdown. 

BCHWENCER,  A.  Operating   Reactors   Branch    1    (Pro    791030). 

79/09/17.       14pp. 

• — 7910040490  Environmental    impact   appraisal    supporting   Amends    SI   h  4B    to 
Llcensei   DPfi-39  fc  DPR-4B, respectively, 
K      Office   of  Nuclear  Reactor  Regulation.       79/09/17.      7pp. 

--7910040493  Notice   of    lisuance   t,  availability    of   Amends   51    fc   4B   to 
Licenses  DPR-39  1  DPR-4B, respectively. 

aCHUENCERiA.  Operating   Raactors   Branch    J    (Pro   7910301. 

79/09/17.      2pp. 


7910310029  Motion    for    continuance   until    791019    for    filino   affidavits 
per   ASLB   790914  memorandum  fc   order. Addl    time   needed    for 
collection   <«  analysis    of    data    re    stress    corrosion    cracking. 
Certificate   of  Bvc    encl. 

STEPTOE.P,       Commonwealth    Edison  Co.       STEPTOE.P.       Isham.    Lincoln   fc 
Beale.       79/10/04.       3pp. 

7910190107  Memorandum  *   order    granting    applicant   791004  motion    for 
extension    until    791102   to   respond    lo   ASLB   790914   order,  NRC 
should    file   response    on   791102,State    of    IL  on   791U6  t,  anu 
rebuttal    on   791130,  Oood    cause    has    been    established. 
HDLFtJ.  F.       Atomic   BaFety    and    Licensing    Board   Panel.       79/10/09.       4pp. 


7910020702  Notifies   utll    that   response    to  NRC   7BOSOH    1  tr  re   potential 
for   reactor   cavity   annul ui    leal   rinfl    to   become  dutructlv* 
missile   during   LOCA  acceptably   resolves    problem. 

SCHWENCER.A.  Operating  Reactors   Branch    1    (Pre    791030).      79/09/1B. 

2pp. 

79 100 308 SB  Forwards  NRC   requirements   for  auilliaru    P««dwater   ays   ti 
requests   that   plant   designs   1<  procedures    be    evaluated 
against  applicable   requirements    to   determine  degr-ne    of 
conformity. 
EI8ENHUT,  D.  0.         Division   of   Operating   Reactors.       79/09/18.       29pn. 

7910100044  Forwards   evaluations   requested   790903  of   all    plants 
previously    using   pipe   stress   analyses    based    on  unacceptable 
algebraic   summation    techniques.  All    stress«s   within    allowable 
limits. 

SCHMENCEfi.A,  Operating   Reactors  Branch    I    (Pre    791030).      79/09/18 

2pp. 
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— 7910100064   Responds    to    Itrs    reporting    results    of     seismic    reanalysi.5    i 
r«actor    coolant    piling    per    IE    Bulletin    79-07. Matter 
•resolved.  Safety    evaluation    an-cl. 

SCHWEN-CER.A.  Operating   Reactors    Branch     1     <Pre    7910301. 

79V07/O5.        2pp. 

— 7910100072   Safety    evaluation    re    seismic    reanalutiis    a*   reactor    coolant 
piping    per    IE    Bulletin   79-O7.  Requirements    satisfied. 
•»      Office   of   Nuclear    Reactor   Regulation.        79/07/05.        lp. 

7910030256   Notifies    that    util    mill     follow   NRC    recommendation   t.    combine 
response    to   WRC    7?Q8O6    Itr   re    degraded    grid    voltage 
u/respmnae    to   NRC    79QB08   generic    request    to    alt    pouar 
re-attar    licensees    on    same   subj. 
NAU6HTON.  U.  F,       Commonwealth    Ellison   Co.        79/O9/20.        lp. 

7910O2O352   Submits    results    of    analysis    of    10-Inch    vent    valve    closure 
capability    under    accident   cond  i  tions.  Valves    mill    properly 
close     if    required    during    containment   pressuri lation. 
PEOPLES,  B.L.       Commonwealth    Edison   Co.       79/O9/25.        lp. 


7910030466   For 
proi*c  tion. 
PEOPLES,  D.  L. 


ard-s    revisioo   to    Tach    Specs    to    provide    overpressure 
Commonwealth  Edisnn  Co.      7"?/Q9/2i.       Hpp. 


— 7910030467   Tech    Specs    for    low    tamp    overpressure    protection. 
*      Commonwealth   Edison  Co.       77/09/26.       2pp. 

7910320413   Forwards    guidelines    for    valve    aperabilitij    re    containment 
purging    t<  venting    during   normal    operation.  Requests 
commitment   to    implement   valve    qualification    program  within 
3-D  daijs. 
EISENHUT.  0.  S.         Division  of  Operating  Reactors.       79/07/27.       3pp. 


7910300*14   Discusses    791003    telcon   iu/N   Berry    ve    facilitg    evacuation 
plan   fc    conflicting    repts    from   NRC. 
REEVES.  E  ft.  Operating    Reactors    Branch    1    (Pre   791030).       79/lO/iO. 


79(0230305   Forwards    comm!  tmen  ts    to    meet    THI-2   Lessons    Learned    & 
Emergency    Preparedness    Task    Force    requirements    re    Ends    6    Si 
7  of  NRC   790913    1  tr.  Demonstration    uf   compliance    For    Dresden 
Unit    1     mill    ho    sent    in   Nov    1980. 
REED.C.       Commonweal  th    Edison   Co.       79/10/18.       19pp. 

7910230291   Forwards    responses    to    N!)C    short-term  recofmnundat  i  ana    re 
auiiliary    fecdutater    ays.  Schedule    for    suamittal    of    requested 
info    not    available    until    Westinghouso     investigates 
possibility    of    generic    response. 
PEOPLES,  D.L.        Commonwealth    Edison    Co.        79/10/19.        24pp. 

7910310341    Forwards    proprietary    version    of    "ECCB   LQCA   Heana  1  y  s  i  s,  " 
proposed    changes    to   Tech   Specs,  app  1  ication    for   uil  thho  1  d  in(] 
!-   affidavit.  Enc  1    withhold     (rof     1OCFR2.  7"?0>. 
PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/1O/H2.        5pp. 

7910310392  Forwards    proposed    change    to   Tech   Bpocs   3.  2.  H-4.  Hi 
request    for    proprietary    status,  affidavi  t  &   nonpropriotanj 
version    of    "ECCB  LQCA  Roanalysis.  " 
PEOPLES,  0.  L.        Commonuinalth    Edison    Co.        79/10/33.        !)pp. 

—  7910310326   Proposed    changes     to    Tech    Bpecs    3.  2.  2-4.  B    re    allowable    LQCA 

peaking    factor    limit. 

«      Cormnonuioalth    Edison    Co.        79/10/22.        1pp. 

—  7910310331    "ECCB   LOCA   lieanalysis,"    nonprnprietavy    vemlon. 

*      Commonweal  th    Edison   Co.       79/10/22,        116pp. 


7710O40E6I    Forward*    request   for    change    to   Licenses    DPR-39    b    CPR-'IS    re 
implBraentation  of    secondary   mater    chemistry    monitoring  t 
control    prQgram. 
PfOPLES.D.L,       CnromDruealth   Edison    Co.       79/09/28.        3pp. 

— 7910040232   Application    to   amend   Licenses    DPR-39   t    DPR-4H    to    implnment 
(.ocondary  water    chemistry  monitoring   f<   control    program. 
*      Commonweal  th   Edison  Co.      79/0  9/2  B.       lp. 


7710310172  Notification   of   791025   meeting    lu/utils    in   Bethonda,  MD   re 
probabilistic    asBesBmcnt   of    station   blackout   !<    tn    eotabliah 
recommended    approach    for   applicability    regarding    affected 
plants, 

GAMM1LL.W.P.         Assistant   Director    for   Operating   llcactiir   F'rojectH    (Pro 
791O30).        79/10/23.         lp. 

0,     Inopoction   reports,     IE  Bulletins    fc   corroopondenco 


79IOQ4Q25f  Bequests    advance  approval    For  nondestructive1    e>ami  natinn 
exemptions  requested    in  UF  Naughton  790633   Itr    to   HR 
Den  ton,  Review  of    plant    design   h  capabilities    inidicate-s 
eienption   mill   not   decrease   safettj, 
PEDPLES.D.L.      CommonuiBJlth  Edison   Co.      79/1O/OI.       13pp, 


7910090S21    Forwards    IE  Oullotin    79-19.     "Packaging    of   Loin  Level    fladuastu 
for    Transport   t.  Durial.  "   Action    reifuired, 

KEPPLER.J,  Q.  Region   3,    Chicago,    Office    of    the   Director         79/OB/iO 

lp. 


79I02204B7  Foruards    Sept    1979  safety   evaluation    "Steam   Generator   Water 
Hammer"   fc  EG&Q  Idaho  790515  "Steam  Generator  Water   Hammer 
Technical    Evaluation." 
LA1KAS,  Q.  Plant    Systems   Branch     (Pre   79103OJ.        79/10/01.        2p(i. 


79100S0470    Ack    receipt    of    790726    Itr     informing    M!C    of    Btapn     taken    to 
correct    violations    noted    in    IE    Inap    Rapt    50-295 /7Q-2,'2. 
FIDHELLIfO  Rogion   3,    Chicago,    ffeactor    Construction   !.    Engineer) no 

Support    Dranch,        79/03/13.        lp. 


—  79102-20189  "Steam  Generator  Water  Hammer.  " 

*  Plant   Systems    Branch    (Pre    791030).        79/09/30.        Vpu. 

—  7910220493  "Steam  Generator  Hater    Hammer  Technical    Evaluation   " 

«      Efl   (,   G,     Inc.        79/05/15.       22pp. 

7910110390   Responds    to    790730,0820   b   0907   requests    for    addl     info    re 
containment  purge  &  venting    sys    at    fac  1  1  itie  s.  Forwards 
outlined    question  S,  ansiuer   format    to  NRC   for    revieu   in 
responis    to  requast. 
PEOPLES.D.L.      CommantuBfllch  Edison    Co.      79/10/Ofl.       Bpfi. 

7710110349  ForiuaTds    "Evaluation  of    Interactions    Between   Nnnsaf  etu-Orado 
Sys   6  SaFaty-Grade   Bgs    for  lion  Station"  «.    "Evaluation   of 
Interaction  Between  Nonsafaty-Qrad  e  Sys  t,  Saf  Bty-OradQ   Bus 
for   Dresden  tc  Ouad-CSties  Stations.  " 
PEOPLES.  D.L.       CommonuJBalfch   Edison    Co.       79/10/O5.        2pp. 


«l«ation    af    Interactions  Between  NunsaFefcy-Orflda   SUB    t< 
BafBty-Uradfl  By  s    for    lion  Station.  " 
«      Conunanuiea  1  th    Edison   Co.      79/10/05,      aipp. 

79102203B7   Forwards    addl    info  r.   methodology    for    determining    deDradcJ 
vo.lt»ne    conditions,  in  response    to   790917  request   Rapt   re 
peyleu.  of  ad.nuac,)    of    elsctrlc    distributino   sy  >   voltages 
will    b.    submitted    by   791101. 
JANECEKjR.F.      Commanuieal  th  Edisan  Co,      79/10/09,       9pp. 


l"n  U'K  DBSim>rid  re  ina()  op  * 

HEEvE8,E,A.  Operating    Reactors   Branch    1    (Pre   79103O1.       79/10/1O, 


—7910050100  Rasponds    to   NRC    77Q1OS    Itr    re   violationo    noted    in    IE    Inup 
Kept   90-395/7B-22,  Corrective    act i ons: repoat    of    ultrasonic 
insp    to   bo    compared   ui/previoua    insp    &    comparable 
radiograph ic    insp. 
REEDiC.       Commonycalth    Edisan   Co,       79/07/26.       flpp. 

7910090191    Forwards    IE   Bulletin    79-21,     "Temp    Effects    on   Level 
Measurements,  "   Action   required. 

KEFPLER,J,Q.  Renion  3,    Chicago,    Dffico   of    the    Director.       79/08/13 

lp, 

7710050393    Forwards    IE    Info  Notice   79-20,     "NRC   Enforcement   Policy    - 
NRC   Licensed    Individuals."    No   action   required. 

KEPPLEJ1,  J.  0.  Region   3,    Chicago.    Office    of    the    Director,       79/OB/I4 

lp. 

7910050455    Forwards    IE  Circular   79-17,     "Contact  Problem    in   SD-12 
Snitches    on  OE  Motalclad   Circuit    Breakers."    No   action 
requires. 

KEPPLEf),  J.  0.  Region  3,    Chicago,    Office    of    the   Director,       79/OB/14 

lp, 

79I003O795    Forwards    IE   Bulletin   79-02,  (levi  sion    l.Buppl    1,     "Pipe   Support 
Base   Plate   Designs    Using   Concrete  Expansion   Anchor    Holts    " 
Action   required, 

KEPPLER.J.O,  Region   3.    Chicago,    Office    of    the  Director         79/OB/SO 

Ip. 

7910040104  Forwards    IE    Insp   Rapta    50-295/79-17  t,   50-304/79-lfi    on 
790BOB,  No   noncompl  ianco   noted. 

F10RELLI.O.  Region   3,    Chicago,    Reactor   Construction   &  Engineering 

Support  Branch.       79/08/24.       2pp. 
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— 791Q04Q1BB    IE    Insp    Repts    50-295/79-17    (-    50-30-1/79-16    on    790B03.  Nc 
noncompliance    noteiJ. Major    areas     inap  ec  ted  .  1  icensee    actions 
re     IE   Bulletin    79-14    &   work    procedure    review 

YIN.I.T.,     DANIELSDN,  D.  H.  Region    3,     Chicago,     Office    oF    the 

Director.        77/09/23.        3pp 


7910030135   Forward 
Def  ic  ienc  i  es.  " 
REED,  C.        Commonweal  th    Edison    Co 


espouse    to    IE    Bulletin    79-15,     "Deep    Draft    Pump 
79/09/05.        30pp. 


7910IA0140   Forwards    IE    Insp    Repts    50-395/79-16   t,    50-304/79-15    on 
790701-0901    &    notice    of    violation 

HE1SHMAN,  R.F.  Region    3.     Chicago,     Reactor    Operations    Nuclear 

Support    Branch.        79/09/06         2pp. 

— 791O16O147   Notice    of    violation    from    map    on    79O701-0801 

*  Region. 3,     Chicago,     Office    of    the    Director.        79/09/06          Ip. 

—7910160156    IE    Insp    Repts    50-295/79-16   !,    50-304/79-15    on    79O701-0801. 
Noncompliance    noted ;  Fai  lure    of    individuals   working     in 
radiation    area    to    wear    required    respirators 

KdHLER.J.E.,     SPESSAF!D,R.  L  Region    3,     Chicago,     Office    of    th« 

Director.        79/09/04.        7pp. 

7910020176   Forwards    IE    Info    Notice    79-20, Revision    1.     "NRC    Enforcement 
Policy    -  NRC   Licensed    Individuals. "   Notice   reissued    to 
correct   word    omission   &    punctuation    error   which    changed 
intent    of    s tatement.  Changed    statement    underlined    in    tcit 
KEPPLER.J.  0.  Region    3,     Chicago,     Office    of    tho    Director 

Ip. 


79/09/07, 


79101i019B   Submits    status    rept    in    response    to    IE    Bulletin    79-14, 
"Seismic    Analyses    for    As-Built    Safety-Related    Piping    atjs.  " 
Describes    scope,  progress,  manpower    !<    completion    scliedulo    for 
accessible   6    inaccess i b 1 e    insps. 
PEOPLES.D.  L,        CommonwealtH    Edison    Co.        79/09/11.        3pp. 

7910190343   Responds    to    IE    Bulletins    79-02,79-13,79-14    re    pipe     support 
base    plate    des  igns,  crac  k  ing     in    feoduiater    ays    piping    (- 
seismic    analyses,  respectively,  liequosts    extension   of    time    tn 
complete    inaps.  Eitension   will    have   no   adverse   effects. 
PEOPLES,  D,  L.        Commonwealth    Edison    Co.        79/09/11.        4pp. 

7910190351    Submits    status    rept    per   Ju 1    1979   d i acnes  ion, in    response    to 
IE    Bulletin    79-O2,  re    pipe    support    base    plate    designs    uainn 
concrete    oipanslon   anchor    bol ts.  Doscri b es    scope, progress    & 
manpower    of   anchor      assemblies    through    790910. 
PEOPLES.  D.  L.        Commonwealth    Ediaon    Co.        79/09/11.        3pp. 

791003022B   Forwards    IE   Circular    79-19,     "Louse    Locking    Devices     on 
Ingersoll-P-and    Impellers.  "    No  action    required. 

KEPPLEHi  J.  G,  Region   3,    Chicago,     Office   of    the    Director         79/09/13 

IP- 

7910S40047   Forwards    IE    Insp    Repts    SQ-295/79-1H   t    50-304/79-17    on 
790001-30,  No   noncompl iance    noted. 

HEI5HMAN,  II,  F.  Region    3,    Chicago,    fteactor   Operations   Nuclear 

Support    Branch.        79/O9/14.        2pp, 

— 79102400i7    IE    Insp    (lepta    5Q-293/79-1B  *.    50-304/79-17    on   790301-30  No 
noncoroplianco    noted.  Major    areas    inspected ; p lant   operations, 
physical    protection, physical    harriers, access    control    & 
communications. reviews    &  aurfi ta, cal i br   &  LEU   root    followuD 
KDHUEH,  J.  E.  ,     BPEBBARD,  R.  L.  Region    3,     Chicaffo,     Reactor 

Operations   Nuclear   Support    Branch.       79/09/12,       9jip. 

79103000B2  Forwards    IE    Info   Notice   79-22,     "Qualification   of   Control 
Bys,       Westlnghouse    790830    1  tr   !<  Public    Bvc   Electric    &  Can 
Co    790910    Itr    re    potential    unrevieuied    safety    question,  Actl  on 
required    uiithin   20   days.  W/o    encl, 
DENTON.H.B.       Office   of   Nuclear   Reactor   Regulation.       79/09/17.       ISpp. 

79102400BO  Responds    to    IE  Dullettn   79-18,     "Audibility   Problem 
Encountered    on   Evacuation    of  Personnel    From  High   Noisu 
Areas.  "    Noda    Issued    to    install    adill    evacuation' sirens    at 
several    outside    locations, 
PEOPLES,  D.  L.       Commonwealth    Edison   Co.       79/09/20.       flpp. 

79101iOOai    Responds    to    IE   Bulletin   79-19  re    packaging   t,  disposal    of    low 

level    radwaste.All    requirements    follouiBd". 
.  PEOPLES,  D.  L.       Commonwealth   Edison   Co.       79/09/21.       3pp. 

7910171062  Responds    to    IE   Bulletin   79-21 .  Forwards    "Temp   Effects    on 
Level    Measurements. " 
PEOPLES,  D.  L.       Commonwealth   Edison   Co.       79/09/21.       Ip. 

—7910171063   "Temp   Effects    on   Level    Measurements." 
»      Commonwealth   Edison   Co.       79/O9/2I.       Qpp. 


791O230561    Forwards    NRC    790636    1  tr    re    multiple    equipment     Failures    £. 
surveillance    testing    errors,  LiJi  ich   uaa    incorrectly 
distributed.  Also    forwards    IE    Insp    Repts    3O-S99/79-1  3   & 
30-304/79-1S.  Action    requlrod. 
EISENHUT,  D.  G.          Division    of    Operating    Reactors.         77/09/21.         49pp. 

7910110111   Forwards    IE  Circular   79-20.     "Failure    oF    GTE  Sylvania   Heliiu, 
Type    PM   Bulletin    7305,Catalog    5Uia-ll-AC    U/12O    Volt    ac 
Coll."   No    action   required. 

KEPPLER.J.  Q.  [legion    3,     Chicago,     Office    of     tho    Director.         79/09/24 

IP- 

7910010195   Forwards    IE    Info   Nntico    79-23,      "Emergency    BiCHBi     Generator 
Lube   Oil    Cc-olerE.  "    ND    action    required. 

KEPPLEfi.  J.  O.  Region    3,     Chicago.     Office    of    the     Director. 

IP- 

7910040031    Forwards    IE    Info   Notice    79-24,     "Froion    Lines."    No-    action 
required.  ' 

KEPPLefi.J.  0.  Region    3.     Chicago,     Office    at    the    Director,        79/O9/ 


7910170241    Forwards    IE    Info    Notice    79-25,     "Reactor    Trips    at    Turtuy 
Point  Units    3  !,  4.  "   No   action  required. 


KEFPLED,  J.  O, 
Ip, 


Region    3,     Chicago,     Office    of    the    DiroctQj 


7?tQ18059a  Foiruarda    IE    Info  Notice  79-24.     "Overp  res  »uri  ration    of 
Containment    of  PUR  Plant    After  Main   Steam  Line    Break."   No 
act  ion  requ  i  rod. 

KEPPLEF!.  J.  Q.  Region   3,    Chicago,    Office    of    tho    Director         79/10/01 

>P 

7910110336  auomita   addl    response    to    IE  Dullettna    79-01    t-  79-01A  ru 
environ    qualification    of    Class    IE    equipment,  Submi  ts 
justification    for    continued   use    of    switches    not 
environmuntal  ly    qualified    until    rep  1  acemont. 
PEOPLES,  D.  L.        Commonwealth    Edison   Co.       79/10/Ofl,         2pp. 

79103306S3  Corrects   oversight   re    switches    reported    on    79000t   an    nnt 
environmentally   qgalified    for  app  1  |c  ation.  Subml  tn    addl    inPo 
ro    utll    justification    for   continued    operation    until    switches 
are    replaced. 
PEDPLESiD,  L,         Cortvmoniuofll  th    Eiliaon   Co.        79/10/0-4.        2pp, 

791O26037i  Approves    request    for    time   extension   re    comjilotion    of    insflu 
raqulred    by     IE    Bulletins    79-21,79-13   ft   79-14, 

KEPPLER,J.O.  Region    3,     Chicago,     Qfficn    of    the    Director          79/10/04 

in. 

7910310253   Forwards    Revision    5    to    IE    Bulletin    79-13,      "Crac  kino     ir, 
Feedwator  Sya    Piping."   Action   required. 

KEPPLER.J.G.  Region   3,     Chicago,    Office    of    thn    Director         79/10/19 

IP- 

(f.     Periodic   operating   reports   &  related   corr-EspnniJonce 

7910040267  Furwards    errata    sheet    for   previously    submitted    environ    (, 
radioactive    affluent   ropts    for  Jan-June    1979. 
WAMDKE.N.E.         Commonwealth    ErlisonCo.        77/O9/17.         Ip. 

7910040291    Errata   sheet    to   environ  l<   radioactive    eFFluunt    reotD    for 
Jan-Juno    1979. 
•"      Commonwealth   Edison  Co,       79/06/30.       2pp. 

79-1OI30474  Foriuari(5   monthly    operating   rept    for    Sept    1977 
MATTHEWS,  E,  ft.       Commonwealth   Edison  Co.       79/10/09.        Ip. 

— 7910150491    Monthly   operating   rept    for  Sept    1979. 

JEFFERS.  J.        Commonwealth   Edison  Co.       79/10/09.        llpp, 

S^    Reportable    occurroncas,    LEfis  !,   related    corcospnndcneo 

791QQ2Q457  Foriuards  LER   79-057/03L-0, 

WANDKE.N,  E.       Commonweal  th   Edison  Co,       79/09/06.        Ip. 

—7910020439   LER    79-Q57/03L-0:  on  79081 1 ,  fn« trument  inverter    114    Failed 

Caused   ay    defective    transformer    In   master    unit  of    inverter. 
Defective    transformar   was   replaced. 
rtRUER.K.J.       Commonwealth   Edison  Co.       79/09/06,        Jp, 

771O1  30576  Forwards  LER  79-Oi5/03L~0. 

WANDHE.N.E.       Commonwealth    Edison  CD.       77/09/2B.        Ip. 
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-79101505S1    LER     79-06 5/03L-O.  on   790B31.  operator    found   S/Q    level    channel 
indicating     higher    than   noroal.  Caused    bi;    transmitter 
"•BCh»nlcallv     stick  inj.  Maint    adjusted    to    lero.  Transmi  tter 
will     be    r-ealinned  at    unit   refueling    outage. 
HaQERS.C.L,         Cnmmomutalth   Edison   Co.       79/09/29.        lp. 


79/10/01.       2pp. 


'91O15O545    Forwards    LER   79-06B/OIT-0. 
WAWDHE.N    E.         Com.tiaituialtfi   Ediaon   Co 

-7?iai5OS&.9    t,ER     79-C6B/QlT-0:on   790917.  seismic    anchor    point   SIA-4    for 
RHR    hot    leg     injection   lines   (c  cold    leg   crosstie    lines   found 
underdesi  tgntd.  Caused    by  A/E   design  deficiency.  Temporary 
luppor-ts    Installed. Redesigning   neu  permanent   support. 
JQOSTEW.  J.  K.         Commonwealth   Edison   Co.       79/1O/01.        lp. 

91OI9O33H    Faruarffs    LER   79-Ofi6/O3L-Q. 
HANDKE.N.E-        Coffl.uomuealtn    Edison   Co.       79/10/OR        lp. 

-7910190332    LER    79-046/O3L-0:  on   790709,  steam   Flow   channel    Found 
indicating     lower    than   redundant.  Caused    by    Failed    oscillator 
casket.  Fail  erf    oscillator    replaced,  transmitter    recalibr   t< 
returned:    to     «.vc 
ROGERS, C.L.         Connnonuealth   Edison   Co.       79/10/OB.        lp. 

'-     Operator    Eliminations 


91OOa.O33O   Hotlfici    that    administration    oF    operator    (.   sanlor   oporator 
vr ami nations   ci  i  1 1    be  resumed   per   results   of   review  of 
Facility    responit   to   IE  Bulletins  79-06  t.  79-Q6A. 
COLLINS,  p.  F.  Operator  Licensing   Branch.      79/09/04.       lp. 


OCKEf     50-311,    BROWNS   FEHRY  NUCLEAR   POWER   STATION.    UNIT   3 
.     Security.,     medical.    emergency   t.  fire   protection  plans 

91D11QG95    Forwards    addl    info   requested    in  790720   Itr  re   contingency 
plan.   Info     Ufitfihdd1    (reF    10CFR2.79O). 
MILLS.  L.  M.         Tomnessei   Valley   Authority.       79/10/04.        lp. 

9IO23QQ45    Requests    submittal    of    Class    III    fee    far    review   of    security 
training    h    nullification   plan    submitted    790B17. 
HILLEH.W.D  License  Fee  Management  Branch.      79/10/09.       lp, 

910350373    Foriiia-rdi    revised  Copies  6-10  of   contingency  plan.  Copies 
withheld     (reF    10CFH2.  790). 
MILLS.  L.  M.        Termnset   Valley   Authority.       79/10/1B.        lp. 

.     Operating    license    stage   documents  tc  correspondence 


ForwoTdi    FR  notice  of   amend    to   10CFR73.  55  re  requirements 
for    physical    protection   of  nuclear   pouier   plants.  Amend   defers 
Imp  )  emnntati  on    of    physical   search   requirements   from  79QBQ1 
to     7911O1- 
DEMTON.H.  R,        Office  of  Nuclear   Reactor  Regulation.      79/09/10.       19pp. 


7910170010    Discusses    need    for   addl    confirmatory    full    scale    tests    to 
establish    uncertainty    in    load   magnitudes    re   condensation 
oscillation    load    definition   procedures.  Draft    Itr    to    Mark    I 
utlls   re    tast   program    oncl. 

QRIMESiD.K.         Assistant   Director    Cor   Systems   Engineering    (Pre 
791030).        79/09/25.        4pp. 

7910100360    Forwards   addl    requested    change    to    chock    va  1  vo   Tech    Specs    K< 
justification   for   proposed   change    per    790B06   request    for 
amend    to    License    DPR-68. 
MILLS,  L.M.       Tcnnesiee    Valley    Authority..       79/09/26.        6pp. 

7910130314    Notifies    that    Sandia    test    of    facility    connectors    probably 
cannot   be    completed    by    79O92B  duo    to    possible    problem 
ui/either    superheater   or   regulating    valve. 
H-AINftS,G.  C.  Plant   Systems    Branch    (Pro   791030).       79/09/S6.        lp. 

7910170006    Diicusaes    resolution   of   potential    problem   re   Mark    I 
containment    identified    in    79OB31    memo. Addl    info   ra    response 
character  i  st  ics    of    douncomer-vent    header    «ijs    shows 
sufficient   structural    fatigue   margins    e>  ist.  Evaluat  i  on    end. 
•DENTOM.H.R.       Office    ot   Nuclear   Reactor  Regulation.        79/09/S6.        3pp. 

7910S20413  Forwards   guidelines    for   valve   operabllity    re    containment 
purging   !<  venting   during    normal    operation.  Requests 
commitment   to    implement   valve    qualification   program   uithin 
30  days. 
EIEENHUTVD.  Q.  Division    of   Operating    Reactors.        79/O9/27.        3pp. 

7910230127   Responds    to    technical    assistance   request.  Forwards    safaty 
evaluation.  Proposed    change    in   dryuiell    high    pressure    setpoint 
from  2  pslg    to    5   psig    acceptable. 
LAINAS.O.  Plant    Systems   Branch    (Pro   791030).       79/10/03.       Sp  p . 

— 7910230130  Safety    evaluation    of    proposed    Tech   Spec    changes   re    dryuiell 
high   pressure    fietpoint    from  2   psig    to   9   pilg. 
o          Plant    Systems   Branch    CPre   791030).       79/10/03.       2pp. 

7910240003    Informs    that   design    of   LPC1    pouior    supply    mods   u/o   motor 
generator    sets    is   acceptable.  Requests    documentation    in 
writing    of   certain    items    discussed    in   790B17  meeting j since 
units   mill    tomporar  i  ly    fall    to   comply   ui/FSAR    or   790511    Itr. 
1PPDLITO,  T.  A.  Operating   Reactors   Branch   3    (Pro    791030).       79/10/O3. 

3pp. 

7910120118   Requests    amend    to    License    DPR-6H    to    chang-e    Tech    Specs     to 
facilitate   second    refueling, 
MILLB.L.M.       Tennessee   Valley    Authority.       79/10/10.        3pp. 

— 7910120121  Proposed    changes    to   Tech   Specs,  amending    License   DPR-6H    to 
facilitate    second    refueling. 
»      Tennessee   Valley   Authority.       79/10/10.       14pp. 

791016053?  Notifies    of    typographical    error    in   7909H1     Itr    re   addl     info 
about   safety    relief    valve*. Submits    correct   ansuer    to 
Question    i.D. 
MILLS.L.M.       Tennessee   Valley    Authority.       77/10/10.        lp. 


91O11O235   Forwards   NUREC/CH-0727.    "BWH  Qffoas  Sys  Evaluation."   Sua 
prc-vidas    r*a*onable  assurance    that  potential    for  eiternal 
offgasj    eiplo-iioni    is  nininiied.  U/o   encl. 

OAMrtlLLp  W.  P.          Assistant  Director   for  Operating  Reactor  Projects    (Pre 
7<?IO3O>.         79/QB/33.       E9pp. 


79I03600li   Foruiards  Amends    53,19  8.   25    to  Licensaa   DPH-33,  DPR-SH   b 
DPR-JiSj  respectively,  safety    evaluation   St  notice   of    issuance 
%   availability. 

IPPOLITO.T.A.  Operating   flaactors   Dranch   3    (Pra    791030).       79/1O/11. 

Enp. 


91QO30&37    Forwardi     lilt   of    incomplete    licensing    activities   t,   requests 
list    of    items    to    hp  deleted    from  licensing   backlog. 

IPPOI.ITO.  T.  A.  Operating   Reactors   Branch   3    (Pre    791030).        79/08/28 

3pp. 

9100IO55Q   Motifi*!    that  HB  Clayton  mill    replace  RJ  HcDermott  as 
altarnatc    an    ft  SHE  Subcommittf  e    an  Performanca  Testing, 
MIMOGUEjR.B.       Office  of   Standards  Development.      79/09/05.       lp. 

910020ft2B  Notification  of  790913  Qualification  Testing   Evaluation 

Research  Revfau   Croup   mteting    in   Btihodfl.MD   r«    connector 

assembtu  test    plan    for  connectors.  U/o  encl. 
FE1T4H.  Dlviiion    of  Riactor  Safety  Research.      77/09/05.       lp. 


91O1OOQLO  fi*qu«»t»    aditl 


--'--••   for  Cycle  3.Ren,yestB  ODVN 
ansients   or 

'nch   3   (Pre   791030J.      79/09/19. 


I   owners    in   Qethnsda, 
ects  b 

'     '09/24.       Ip. 


— 7910260031   Amends   53,  IB  t,   35    to   Licenses    DPR-33i  DPH-SB  &   DPR-6G. 
raspactivoly,  changing   Tech    Specs    to   allow  count    rate    to   drop 
belou  3~counta    per    second    h   deleting    sections   re    respiratory 
protective    equipment. 

IPPDLITQ.T.  A.  Operating    Reactors   Branch   3    (Pre    791030). 

79/10/11,       52pp. 

— 7910360031  Safety    evaluation    supporting   Amends   53,  4B   fc  25   to    Licansat 
DPR-33,  DPR-52    fc   DPR-6B,  respect  iv»ly. 
*          Operating    Reactor*    Branch    3    (Pre   791030).       79/10/11.       6pp. 

— 7<71Q26002i  Notice    of    Usuanco   fc  availability    of  Amends    53,48   i.   25    to 
Lic»n»9s   DPR-33,  DPR-S2  81  DPR-6B,  respectively. 
IPPOL1TQ.T.  A.  Operating    Reactor*   Branch   3    (Pre    791030). 

79/10/11.       2pp. 

7910230517  Responds    to  790BB7  request    for   addl    info    re    inservice    inup 
program,  B»quB»t    fnr   Relief    IBI-9.  Inf o   re   pips    integral 
attachment  uelds    encl. 
MILLS,  L,  M.       Tennessee   Valley    Authority.       79/10/16.       3pp. 

7910300263  Forwards    fish    impinijement   rept    for    third    quarter   of    1779. 
MILLS, L,  M.       Tenne*s»e   Valley    Authority,       79/10/23.        13pp. 
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7910290281    Forwards    addl     info    requested     in    790919    Itr    re    reload 
analyses    far    Cycle    3   operation. 
MILLS,  L,  M,        Tennessee    Valley    Authority.        79/10/25.        9pp, 


Inspection    reports,     IE   Bulletins    li    correspondence 


7909130067    Discusses    TVA   responses    tu    IE   Bulletin    79-O1    re    environ 
qualification   of    stem-mounted    limit    switches    on    main   steam 
line    isolation    valves. Li sts    conditions    to    be    met    For 
unqualified    sui itches. 
LAINAS.  0,  Plant    Systems    Branch     (Pre    791030).        79/06/06.        2pp. 

7910090123   Forwards    IE    Insp    Repta    50-239/79-16, 50-26Q/79-I&    & 
50-296/79-16    on    790530-0601    fc    notice    of    violation. 

LEWIS,  R.C.  Region    2.     Atlanta,     Reactor    Construction    &    Engineering 

Support    Branch.        79/O7/06.        2pp. 


7910300082  Forwards    IE    Info  Notice   79-22.     "dual i f ieat ion    of   Control 
SUB,"   Uestinghouso   790B30   Itr  !.  Public    Svc    Electric    fc  Qas 
Co  790910    Itr    ra    potential    unrevieued    safety   quasti  on.  Acti  on 
required    within    2O    dags.  W/o    encl. 
DENTON.H,  R.        Office    of    Nuclear    Reactor    Regulation.        77/07/17.        40pp. 

791Q090674   Responds     to    IE    Bulletin    79-1B    "Audibility    Problems 
Encountered   W/Evacuation   of  Personnel    From  High   Noise    Area," 
Results   oF   790321    plant   survey    are    being    evaluated    to    define 
necessary    improvements. 
MILLB,  L.  M.       Tennessee   Valley   Authority,       79/09/21.       2pp, 

7910330561    Forwards    NRC    790626    Itr    ra   multiple    equipment    failures    S. 
surveillance    testing    errors. wh Ich   was    Incorrectly 
distributed.  Also    forwards    IE    Insp    Rept5    50-295/79-13    (• 
50-304/79-13.  Action    required, 
EI6ENHUT,  0.  0.         Division   of  Operating   Rnactors,      79/09/21.       49pp. 


—7910090135   Notice    of    violation    From    insp     on    790930-0601. 

*  Region   2,    Atlanta,    Office    nf    the   Director.       79/07/06.       Ip. 

—7910090146    IE    Insp    Repts    SO-359/79-16.  50-360/79-16    J.    90-396/79-16    on 
790530-0601.  Noncomp  1  lance    noted:  imp  roper   shift   turnover-. 
JULIAN.C.  Region   2,    Atlanta.    Office    of    the    Director. 

MARTIN' R.  D.  Region   2,    Atlanta,    Reactor  Operations   Nuclear 

Support   Branch.       79/06/2B.       7pp. 

7910020322   Forwards    IE    Insp    Repts    SO-259/79-1B. 50-260/79-18    8. 
50-396/79-18    on    790621-0706,  No    noncomp 1  lance    noted. 

LEWIS,  R.  C.  Region    2,     Atlanta,     Reactnr    Operations    Nuclear    Support 

Branch.       79/08/06.       3pp. 

-- 7910020333    IE    Insp    Repts    50-239/79-18.30-360/79-18    6    50-296/79-19    on 
790621-0706. No   noncomp 1  lance   noted. Major   areas    inspected: 
radiation  area    controls   &   plant    physical    protection. 
SULLIVAN,  R.  F.  Region   2.    Atlanta,     Office   of    the   Director. 

DANCE,  H.  C.  Region   2,     Atlanta,     ilaactor   Operations    NucloaT- 

Support    Branch.       79/OB/06.       4pp. 


791010003B  Responds    to    IE  Bulletin  79-19  re    packaging    &   disposal    of    low 
level    raduiaste.  Current   set   of   requirement*    placed    nn    waste 
burial    firm  of   Chem-Nuclear  8ys, Inc    by   Agreement   Bta  to.    of    BC 
are   being   maintained. 
MIUi-S.L.M.       Tennessee   valley   Authority,       79/07/24.       3pp. 

7910040185  Forwards    IE    Infn  Notice   79-23,     "Efflergencg    Dieael    flenerator 
Lube  Oil    Coalers.  "   No  action  required, 

Q'REILLY,  J.  P.  Region   2-    Atlanta,    Office    of    the    Director. 

79/09/26.        2pp. 

7910190275  Forwards    IE  Bulletin  79-24,    "Frozen  Lines,  "    Action 
required. 

D'REILCY,  J.  P.  Region  2,    Atlanta,    Office   of    the    Biroctor. 

79/09/27,        2pp, 

7910170226  Forwards    IE    Info  Notice  79-S5,     "Reactor  Trips   at    Turtey 
Point  Units   3  &   fl.  "  No   action  required. 

O'REILLVi  J.P.  Region  2,    Atlanta.    Office    of    the   Director. 

79/10/01.       2pp. 


79I00101B5  Forwards    IE    Insp   Repts    50-359/79-20.50-360/79-30   8, 
50-396/79-30  on    790802-03.  No   noncomp 1 ianc e   noted. 

MURPHY, C.E.  Region  3.    Atlanta,    Reactor   Construction   fc   Engineering 

Support   Branch.       79/08/20.       2pp. 

— 7910010162    IE    Insp    Repts    50-259/79-30,90-260/79-20    &    50-296/79-30    an 
790803-03.  No   noncomp 1  lance   noted. Major    areas    Inspected: 
seismic    qualification   of    dc    batteries. 

CQNLON,  T,E,  Region  2,    Atlanta,    Office    of    the  Director, 

HARDWICK,  J).  J.  Region  3,    Chicago,    Reactor   Construction   & 

Engineering   Support   Branch.       79/08/17.       3pp. 


7910170755  Forwards    IE   Info  Notice   79-34i     "Overpressuri  nation    of 
Containment   of   PWR   Plant  After  Main  Steam   Line   Break,  "   No 
action  required. 

O'REILLY,  J,  P.  Region  2,    Atlanta,    Office    of    the    Director. 

79/10/O1.        3pp, 

79-10120143  Forwards    "Evaluation   oF  Environ  Effects   on    Nonsafety-Related 
Sgs   Resulting   From  Postulated   High    Enargij    Pipe   Failurao 
Inside  tt  Duside   Primary   Containment,"    in    response    to    790917 
Itr   t.    IE    Info   Notice    79-22. 
MILL8,L.M.       Tennessee   Valley   Authority.       79/10/09.        In. 


7910290214   Forwards    IE    Insp    FleptB    50-237/79-19,  50-26O/79-19    & 
50-396/79-19   on    790808-10.  No   noncampl ianc B    noted. 

MURPHY, C.E.  Region  3.    Atlanta,    Reactor   Construction   t<   Englnesi-inii 

Support    Branch.       79/09/06.       2pp. 


— 7910130148   "Evaluation   of   Environ   Effects    on  Nonaaf e tij-Relatei!   8y» 
Resulting   From  Postulated  High   Energg    Pipe  Failuree    Inside 
t(  Outside   Primary   Containment.  " 
*      Tennessee   Valley   Authority,       79/IO/G&.       10pp. 


— 7910290320    IE    Insp    Repts    50-259/79-19,50-360/79-19   t.   30-296/79-19    on 
790SOB-10. No   noncomp  1  lance    noted. Major    areas    Inspected: 
concrete    eipanslon   anchor    Installation. 

MODENDB.L.  Region   2,    Atlanta,    Office    of    the   Director. 

HERDTiA.R.  Region   2,    Atlanta,    Reactor  Construction   & 

Engineering   Support    Branch.       79/09/31.       4pp. 

7910010010  Forwards    IE  Circular    79-18,     "Proper    Installation    of   Targc;t 
Rock    Safety-Relief   Valves."   No   action    required. 
O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director-. 

79/09/10,       3pp. 


R,     Periodic    operating   reports   d  related    correspondence 


7910160368  Forwards    monthly   operating   reptt    for    Sept    1979, 
ADeRCROMBIE,  H.  U      Tennessee   Valley   Authority.       79/IO/10.       Ip. 


— 7910160369  Monthly   operatina   repts    for   Sept    1979. 

THOM.T.       Tenne»ft*B  Valley   Authoritij.       77/10/02.       30pp. 


B.     Reportable    occurrences,    LERs   It  related    correspondence 


7910020514  Forwards   response    to    IE  Bulletin  79*15,     "Deep    Draft   Pump 
Deficiencies.  " 
MILLS, L.M.        Tennessee    Valley    Authority,        79/09/10,        7pp. 

7910030667   Responds    to    IE  Bulletin   79-16,    "Vital    Area  Access    Control. 
Details    withheld     <ref    10CFR2.  790). 
MILLB, L.M.       Tennessee    Valley    Authority.       79/09/10.       Ip. 

7910020373  Forwards    IE  Circular   79-19,     "Loose  Locking    DevicaB    on 
Ingersol  1-Rand   Pump    Impellers."   No   action   required. 
O'REILLY,  J.P.  Region  3.    Atlanta,  'Office    of    the  Director. 

79/09/13.       Ip. 

7910110268  Forwards    IE    Info  Notice   79-22,    "Qualification    OF    Control 
SUB."    No   action    required. 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office    of    the  DlrHCtor. 

79/09/14.       Ip. 


7910020359  Forwards    LER   79-014/03U-0. 

CALHDUN.J.R.       Tennessee  Valley   Authority.       79/09/E7. 


Ip. 


— 7910020360  LER    79-014/03L-0:  on  790831,  five  IISIVs   etcaaded    Teth    Spoc 
leakage    1  imitv.  Caused   by   age  b  uie   of    seating    surfaces.  Valve 
seating    surfaces  uill    tie   repaired   !<  MSIVa  ratvsteif    to  meet 
Tech   Specs. 
*      Tennessee   Valley   Authority.       79/09/37.      Hpp 


79IO170205  Forunrtls    LER   79-01S/03L-0. 

CftLHQUN,  J.  R.       Tennessee  Valleg   Authority.       79/10/13, 


IP. 


— 7910170218  LER  79-015/03L-0:  an  79091S. annunciator    pannl    XA-55-20B 
becam*    innparab le, mak ing    two   fire  alarm  circuits    Inqperatle. 
Caused    by    inverter   printed    circuit   card    failure    due    to 
natural    aging.  Circuit   card   replaced. 
*     Tennessee   Valley   Authority.       79/10/13,      3pp. 


7910230431  Forward*   LEF1  79-017/03L-0-. 

CALHQUN-J.  R.       Tennessee  Valley   Authority.       79/10/17, 
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91023045-?    LER    79-O17/03L-O:  on    790917,  ij  urj  nj    leok    rale    tasting,  total 
I*alt    rat«    eiteeded    Tech    Spec    1  imit.  Caused    by   deterioration 
of    valve    seat«    through    normal     operation    an   main    steam   k 
contairimBnt    inerting    iys.  Valves    will    be   repaired    S,  retestBd 
*      Termejiee    Valley    Authority.        79/10/17.        3pp 


fET    50-297   NORTH   CAROLINA   STATE    UNIV.     PULBTAR   REACTOR 
Operating    license    stage    documents    i.   correspondence 


7930090677   Notification    of    791011    meeting    u/uti 1    to    discuss    proposed 
revisions    to    App     1    Tecti    Specs. 

FIOONEV.V,  L  Operating    Reactors    Branch    3    (Pra   791030) 

IP 


79/09/19. 


7910010173   Ack    rBceipt    of    79O90S    Itr    transmitting    util    guard    training 
qualification    plan. Class    III    fee    &  application    for  approval 
requ Irsd 
MILLER,  W.d.        Office    of    Administration.        79/09/20.        Ip. 


J23O-475   Forwards    proposed    change    to   Tech    Sp«c    Paragraph    3   51?) 

Jpporting    analysis.  W/o    end. 

IGKftS,  J.  L.        NorU    Carolina    State   Univ.        79/10/lB.        la, 


7910160145   Notification    of    710136    meeting    u/Marl     1    ouners    in   uethesdt 
MD   to    discuss    pool    smelling    compress to i 1 i tu   affects   t 
domncomer    condensation    loads. 
QRIMES.C.  I,  Ptant    Systems    Qr.inch    fPre    791030).        79/09/24.        Ip. 


LET   5Q-21B   COOPER    NUCLEAR   STATION 

tecurltji    medical,     emergency    !,    Fire    protection    plant 

1170311    Fot-Luarifs    fey    for    790905  subfflittal    of    guard    training    !. 
ratification    plan   par    NflC    790930   request. 
LANT.J.M,        Nebraska    Public    Power    District.        79/10/O5.        Ip. 

'360312  Forward's   summary    decryption    of  Minor   Design  Change   79-O12  re 

tomatic    uet   pipe    sprinfcler   protection. 

LANT.J.M.       Nebraska    Public    Power    District.        79/10/19.        5pu. 


7=510170010  Discussps   need    For    addl    confirmatory    full    scale    tosts    to 
establisti    uncerbainta     in     load    magnitudes    r«    condansation 
oscillation    load    definition    procedures.  Draft    Itr    to   Hark    I 
utils    ro   test    program   end. 

GflIHES,B.K.  Assistant    Director     for    Eyatoms    Ennineering    (Pre 

7910301.        79/09/25.        -1pp. 

7910170004  DJscussaa   resolution    of    potential    proulem  re   Mark    I 
containment    identified    In    790331    mema.Addl    info  re   reoponse 
characteristics   of   douncomsr-veti  t    header    SU.E    shows 
sufficient    atruttural    Fatigue    margins    ox  i  s  t.  Evaluatl  on    end 
DENTON.H.FI.        OFfiCB    of    WuclnaT    Reactoi-    Rogulatton.        79/07/3ft,        2pp. 


nsuranet    ti    indemnity    information 


340372  Forwards    executed   Amend    10  to    Indemnity  Agreement  n-57, 
dlfi/ins    prefatory    language    re    transportation.  hand  1  ing    k 
orage   of    radioactive   mat], 
LANT.J.M.       Hebraaka  Public    Power    District.       79/10/13.       3pp. 

perating    license    itage    documents    fc   corpespondence 

D9024I    Foruards    FR  notice   of    amend    to    10CF073.  55  re   requirements 
f   p^igiica!    protection   of   nuclear    power    plants,  Amend    defers 
ulementation   of    physical    search   requirements    frpm  770001 
791  10E. 
•ITON.H.R.       OfflCB    of  Nuclear    Reactor  Regulation.       7V/OB/10.       4"?]ip. 

110235  ForiuariJa  NDREO/CR-0727,     "DUB   Off  gas   Sgs    Evaluation.  "   BUS 

ivides    reasonaole   assurance    that   potential    for    eiternal 

'gas    eiplosiant    is   minirti  led.  W/o   enct. 

IMILL.W.P.         Assistant  Director    for   Operating   Reactor    Projects    (Pru 

1030),       79/OB/23.       29pp. 


Notifies   of    suspension    of    review  mort    on    jubmlttals    re 
Itflinmint  air    Dilution   sijs   i,   dinerting   until   NRC   acts    an 
ommendationa    of   THI-3  Lesions    Learneif   Task    Oroup 
™l:'Hl,1,,5S™tanli    Blrector    f°r   Dpe^ating    Reactor   Projects    (Pre 

"U3OI  .         7*rfQcj27.         2p  a. 


7910230413  Fnruarde    guidelines    for    valve    operahilitu   re    cantainment 
purging   &  venting    during    normal    op  erat  i  on.  Requests 
cammitment    to    implement    valve    qualification   program  within 
30  da  1/5 
EIBENHUT.D.  0.  Division    of    Operating    Reactors.        79/09/27.       3pp. 

7910220S07  Summary    of   790713   meeting   y/NE   Public    Pouier   District    in 
Bethesda,  MD   tn    dtscuss    uniqua    design   featurss    fc  operating 
requirments    for    purge   !<    vent    valves, 

ROONEY,  V.  Operating   Reactors    Drancn    3    IPre    791030)        79/07/2B 

3pp. 

7910120325  desponds    to    790SOB    request    for   analysis   of    electric 
distribution    aya    voltages    bu.    79100B.  Due    bo     Urge    amount    of 
time  required    to    acquire    all    poiuor    source   !,   distrubution 
Bquipment    data    nee  essary,  ana  ly  sis    will    bo     submitted    791113 
PTLANT.J.H.       Nebraska    Public    Pouor    District.       79/10/OB.       Ip. 


""ponds    to   HRC   790913   request    for    implementation   of   actions 
-QS7D.  Implementation    can   best    be    handled  within 
framework    of   DWH    ounors    group. 
PILANT.  J.  M.       Nebraska    Public    PDIUBT    District.       79/10/17.       3pp. 

79102SOS40  Subaru    of    791011    meeting    u/util    in  HethBsda.HD  re   questions 
resulting    from    rovieui    qp    util    App     I    aubmittal. 

JfDDNEr.V.       ,     Operating    Reactors    Branch    3    (Pru    7910301         79/10/19 
2pp. 


•4-0435  Forwards    request    far   addl    Info   ra    containment    purge  sy5   (, 
talnment   venting   stj  s.  Licensee   daclded    to    justify 
imited    purging. 

NA3.0.  Plant   Systems  Branch    (Pro   791030).       79/OS/31,       3pp. 


^B  Faruarits    list    of    plant*   requiring    mUrorichlna    of    un-to- 
F9ARB    in   Central    FH  BS.  Requests    action    aa    soon  as 


, 
79/O9/IO.h        flpp. 


Enfiineerino 


79102SOS7!   Forwards    Tech    Specs    changes    per    fira   protection    safety 
evaluation.  ' 

PILANT.J.  M.       Nebraska    Public    Power    District,      77/10/2S.       3pp. 

--7910230H74  Tech    Speco    changes    PC    fire   or  otection.  Tab  1  es   3,  IB,  3   11 
Spec    3,  16/4,  16. 
*      Nebraska    Public    Poucr    District.       79/10/22.        4pp. 

O,     Inspection    reports,     IE  Dulletins    &   coi-respondonce 


90009  Forwards  Amend   S9    to  License    DPR-4&,  iaf«ty    evaluation   b 
Ice    of    issuance  &   aval  1  ah  61  i  ty, 

Operating    Reactors   Branch   3    (Pre    791030)         79/09/16 


3LITO.T.A, 


7710010543   Submits    response    to    IE   Bulletin    79-13,     "Deep   Draft   Pump 
Deficiencies.  "   No    failure    to   meet    design    specs!  no    further 
action   required. 
PILrtNT.J.M.       Nebraska    Public    Power    District.       79/OB/27.       3pp. 


3090012  Aiffl«n:d    59    to   License   DPR-46.  modify  ing   Tflch    Specs    to   requirq 
-mar    Fire  brigade. 

rt'  Operating    Reactors   Dranch    3    CPrfl    79103DJ, 

3.pp. 


J090015  Notice   of    Itsuanc,    J,   availafcj  1  i  ttf   of    Amend    39    to   LlcenH 
n~"*tD 

5'  °peT-attnB  Jteactors   Branch   3    (Prc  791030). 


7910160041    Responds    to    IE   Bulletin   77-19,     "Packaging   of  Lou.  Level 
.Hadiujste    for   Transport    &  Burial."  Maintains    radioactive 
matls    shipping    manual    containing    applicable    parts   of  CFfi 
pertaining    to   radioactivve    shipments. 
PILANTFJ.M.       Nebraska   Public    Potjer    District.       79/08/31.       3pp. 

79100S0261    Responds    to    IE   Bulletin    79-H,     "Seismic    Analysis    for 
rt*-Bul!fc   Sjfetu-lielated    Piping   Sus.  "    Revieu    conducted    in 
accordance  u/bulletin    reveal»d   no   nonconformanc  ea. 
PILANTiJ.M.       Nebraala   Public    Poulor    District.       79/07/01.       6pp. 


"n  760221    to   aid 


ln  90  i* 


Operating    RBM-C  tori   Branch   3    (PTE    791030).       79/09/10. 


7910160231    Forwards    IE    Insp    Rapt   BO-B-jg/??  -13    on  790320-22.  No 
none  amp  1  ianc  e    no  toil. 
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—7910160229    IE    Insp    Rapt    SO-39B/79-13    on    79OS20-22.  No    noncmmp ] iance 
noted.  Major    areas     inspec  ted:  1  i  censee    actions    taken    in 
response    to    IE   Bullotin   79-02. 

BEACH,  A.  B.,     CONSTABLE,  G.  L.  ,     UE5TERMAN,  T.  F.  Region    4,      Dalian, 

Office    of    tha   Director.       79/09/04.       6pp. 

7910190049  Responds    to    IE   Bulletin   79-1B,     "Audibility   Problems 
Encountered    on   Evaluation    of    Personnel    from   High   Noise 
Areas.  "    Test    revealed    several    areas   tuhich    required    speaker 
vol    adjustment    to    improvo    audibility. 
P1LANT.J.M.       Nebraska   Public    Pouer   District,       79/Q9/O7.       2pp. 

7910030313   Foruiards     IE    Circular    79-19,      "Loose    Locking    Devices    on 
Ingersoll-Rand    Pump    Impellers."   No   action   required 
SEYFR1T.K.V.  Region    4,     Dallas,     Office    of     the    Director          79/09/13 


79101201B3  Forwards    IE    Info   Notice   79-22,     "Qualification    of    Control 
SUB."    No    action    required. 

BEYFR1T.K.V.  Region    4,     Dallas,     Office    of    the   Director          79/09/14 

Ip. 

7910300082  Forwards    IE    Info   Notice   79-32,     "Qualification    of    Control 
SUB,  "    Mestinghouse    790630    Itr    t.    Public    Bvc    Electric    d   Oa  5 
Co    790910    Itr    re    potential    unreviewed    safety    question    Action 
required    within   20   days.  W/D   encl. 
DENTON.H.R.       Office   of   Nuclear  Reactor  Regulation,       79/09/17.       48pp. 

7910230561    Forwards    NHC    790626    Itr    ro   multiple    Bquipmont    failures    & 
survel 1  lance    testing    error), which    was    incorrectly 
distributad. Also    forwards    IE    Insp    Rep ts    50-395/79-13  & 
50-304/79-12.  Action   required. 
EIBENHUT,  D.  0,  Division    of    Operating    Reactors.        79/09/21,        49pp. 

7910120196  Forwards    IE  Circular    79-20,     "Failure    of  OTE  Sulvania    Relay, 
Type    PM   Bulletin    73O3,Catalog    SU12-II-AC    u/12O    Volt    ac 
Coil."    No    action   required. 

SEYFRIT.K.  V,  Region    4,     Dallas.     Office    of    the    Director.         79/09/24 

IP. 

7910110181    Forwards    IE    Info   Notice   79-23,     "Emergency    Diesel    Generator 
LubB   Oil   Coolers."    No    action   required. 

SEYFRIT.K.  V.  Region    4,     Dallas,     Office    of    the    Director         79/09/26 

IP. 

79101B0043  Forwards    IE   Dulletin   79-24,     "Froien   Lines.  "   Action  required, 
SEYFRIT.K.  V.  Region   4,     Dallas,    Office    of    the    Director         79/09/27 

Ip. 

7910340418  Forwards    addl    info   re    IE   Dullotin   79-01,  in   response    to 
79O919  refluest.  Info   pertains    to   ancillary    componants. 
PILANT.J.M.       Nebraska    Public    Power    District,       79/1O/02.       4pp. 

7910160319  Forwards    rept    re    effect    of   nonsaf ety-grado    BUS    failures    on 
safety-grade    performance,  i  dent  i  fi  ed    in    IE    Info  Notice  79-23. 
Validity    of    safety    evaluators    remains    unchanged. 
PILANTiJ.  M.       Nebraska   Public   Power    District.       79/IO/OH,       Bpp. 

R.     Periodic    operating    reports   t,  related    correspondence 

7910150594  Forwards   monthly    operating    rept    For    Bept    1979. 

LESSOR,  L.  C.       Nebraska   Public   Power    District.       79/10/08.        Ip, 

— 7910150601    Monthly    operating    rept    for    Bept    1979. 

BAU.INQEB.P.  L.       Nebraska   Public    Power   District.       79/10/OS.       4pp. 


7910260295    Forwards    e«ecuted    copy    of    Amend     13    to    Indemnity    Agreement 
D-41. 
DUNDftS.  W.  J.         Wisconsin   Electric    Power    Co.        79/10/23.        Ip, 

P.     Operating    license   stage    documents    EC   correspondence 

7910040310  Confirms   790703   telcon  re    util    prngram  to  review,  analyie    K, 
repair   cracks    in   steam   generator   no  1 1  le-to-f eedwater   pipe 
welds.  Facility    mill    remain    shut    down    until    program    is 
reviewed    lu/NRC. 

KEPPLER,  J.  0.  Region   3,    Chicago,     Office    of    the    Director,       79/07/09 

IP- 

7910090241   Forwards   FR   notice   of   amend    to    10CFR73.  55  re    requirements 
for    physical    protection    of   nuclear    power    plants. Amend    defers 
Implement-a  tion    of   physical    search    requirement*    from  790901 
to   791101. 
DENTQhJ.H.  R.       Office   of   Nuclear  Reactor    Regulation.       77/09/10.       49pp. 

7910010213  Opposes   use   of    dedicated    telephone    line    to   obtain   operating 
status   rept   &    as   daily    telephone   chec fc  .  dri glnal    function   of 
line  uas    to    facilitate    initial    notification  &   assure 
continuing    communications   during   nuclear    incident. 
BURSTEIN.S.       Wisconsin  Electric  Potuar    Co.       79/08/13.       2pp. 

7910220400  Discusses    safety   concern   re    sufficiency    of   dlesel    generator 
capacity    to    simultaneously    start   emergency    loads.  Recommend  s 
installation    of  addl    station  battery   .&    two  addl    inverters. 
LAINAS.O,  Plant  Systems   Branch    (Pre    791030).       79/OB/27.       6pp. 

7910030004  Forwards   steam  generator  water   hammer   safety    evaluation. 

Plant   mod    not    necessary.  Operating  repts   will   be  monitored 
for    indications   of   water   hammer. 

LAINAS.O,  Plant   Systems   Branch  (Pre    7910301.       79/09/03,       2pp. 

— 7910030005  Safety    evaluation  re    steam    genarator  water    hamme'r.  Water 
hammer  not    likely   during   normal    operation. 
»          Plant    Systems   Branch    (Pre  7tlQ30).       79/09/30.       5pp. 

7910030775  Notifies    that  water   hammer    events   due    to    rapid   condensation 
of    steam   in    feeduiater    sys    is  not    likely    to   occur    during 
normal    operation  or    transient/accident    condi tl ons.  Forwards 
EER   re    steam    generator  water   hammer. 

8CHUENCER.  rt.  Operating   Reactors    Brunch    1    (Pre    791030).       79/O9/13. 

2pp. 

— 7910030779   Bafetu   evaluation  re   steam   generator  mater    hammer.  Does   not 
Find  mods    necessary    for    safe   operation. 
»          Operating   Reactors   Branch    1     (Ppe    79I030J.       79/09/30.       5pp. 

7910040002  Forwards    safety    evaluation    of    steam  generator   mater   hammer 
per  730501,760310  &  7S0203   subini  ttal  a.  No    mods    required. 
NHC   uill    continue   to  monitor   operating    r»pts. 

BCHHENCER,  A,  Operating   Reactors    Branch    1    (Pre  791030),       79/09/13 

2pp. 

— 7910040005   Safety    evaluation  of    staam   Generator  water    hammer   at 
facilitla*. 
»          Operating   Reactors   Branch    1     (Pre    791030).       79/09/13,       4pp. 

7910190246  Discusses   ravieui  re   secondary    syi    flow   initah  iliti«s.  Water 
hammer    events    due   to   rapid    steam  condensation    in    feedwater 
sys   at    facility    are   not    litely    to    occur.  Forwards    safety 
evaluation. 

SCHHENCER.A.  Operating'  Reactors    Uranch    1    (Pre   791030).       79/09/13. 

8pp. 
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F.     Security,    medical,     emergency   fc    fire   protection    plans 


— 7910190279   Safety   evaluation  re   steam   generator  water  hammer. Concludes 
mater   hammer    events   not    likely   to    occur. 
*          Operating   Reactors   Branch    1    (Pro   791030).       79/O9/30.       5pp. 


7910020484  Submits    tochnical    corrections    to  NRC   790S03   fire    protection 
safety    evaluation  d    lists   mods    completod   as    of   790901. 
Forwards   Tech    Specs   PB-B2  t.  PB~Qi  &   four   overalls   drawings. 
Drawings   available    In   Central    Files    only. 
FAYiC.W.       Wisconsin  Electric   Power    Co.       79/09/26.       3pp. 

J,     Insurance    tt    indemnity    information 

7910170074  Forwards   Amend    10    to    Indemnity  Agreement  B-41. 

BALTZMANiJ,  Antitrust   t    Indemnity   Group.       79/09/HB,       3pp. 

7910170417  Forwards,    executed    Amend    10    to    Indemnity   Ajreament    B-41. 
DUNDASiW.J.       Wisconsin   Electric   Power   Co.       79/10/12.      3pp. 


7910050744  Foruiards  EGIcQ    Idaho,  Inc    consultant   repts    re   steam   generator 
water   hammers, 
MACKAY.B.  Plant  Systems   Branch    <Pre    791030).      79/09/14.       Ip. 

7910090035  Forwar-ds   response    to    IE  Bullotin    79-21.  Test  t   review  results 
end.  Disagree*    that   possible    effect    of    containment   temp   on 
water    livels    inside   containment   present!    potential 
substantial    safety   hazard. 
FAY,  C.H,       WUconiin  Electric   Pouer    Co.       79/09/17.       13pp. 

7910030Q31   Fo-riiiards  NRC   requirements    for    auiiliary    feedwater    sys   b 
requests   that    plant   designs   tt  procedures   te   evaluated 
against   applicable  requirements    to    determine  degree   of 
conformity. 
EISENKUT.  D.  O.          Divilion   of  Operating    Reactors.       79/09/21.       23pp. 
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7910120221    Forward!    Tech    Spec    Chan-ge    Request    61     to    amend   Licenses 
DPR-24    &   DFR-27.  Revised    Tech    Spec    pages    !<    Class    II    amend 
Fas    «ncl. 
BURSTEIN,S.        Uiseonsin    Electric    Power    Co.        79/09/26.        3pp. 

—  7910120322  Revised   Tech   Spec  s.  Ssc  t  ions    1  5.  5.  1-15.  6.  9,  amending    Licenses 
DPR-24   &   BPR-27    to    incorporate    administrative    & 
organ!  iatic-na]    changes.  revise    description   rff    snu&ber 
locations   &   clarify    testing    of  .  instruments  tion. 
«      Wiiconsin   Electric    Power    Co.        79/09/21,        33pp. 

791O>220'113   Forwards    guidelines    For    valve    operab  i  1  1  ty    re    containment 
purging    b   venting    during    normal    operation,  Reque-als 
commitment   to    implement   valve    qualification   prog-ram  within 
3O    days 
EISENHUT.D.Q.  Division    of    Operating    Reactors.        79/O9/H7.       3pp. 

7910050114   Proposes    changes     to    Tech    Specs    of    Licenses    DPH-Hfl   t<   DPR-37 
re     fire    brigade    siie,  in   reponse    to   NRC    79-OB21    request.  Change 
modifies   Tech    Spec  Change    Request   46. 
DURSTEIW.B.       Wisconsin    Electric    Power   Co.        79/1O/QI.        3pp. 

791023033*   Requests    addl     info    re     loss   of    offsite    power    nn    731013    to 
aid     in    revieiu    af    offsite    power    sus    ad  equacy.  Requests 
response   uilthin    90   d-ay*- 

SCHHENCEfi.A.  Operating    Reactors    Branch     1     <Pre    791030).        79/10/01. 

3pp. 


791002012B  Forwards   addl    info    in   response    to    IE  Bulletin   79-11.  Provides 
results   of    inap    as   of   790923,  Total    of    350  discrepancies    have 
been    found    be  two  en   design    documents   1*  actual    seism!  cal  lij 
designed   piping    sys   configurations. 
FOX.C.  W,       Wisconsin   Electric    Power   Co.        79/09/07.        3Bpp, 

79100H0225   Forwards    IE    Info    Notice    79-20,  fievisl  on    I,     "NRC    Enforcement 
Policy   -  NRC    Licensed    Individuals,  "  Notice   reissued    to 
correct  uiord    omission  !<   punctuation   error   mhich    changed 
intent   of    sta  tement.  Changed    statement    underlined    in    text. 
KEPPLER.J.  0.  Region   3,     Chicago,     Office    of    the    Director,        79/09/07. 


7910010051   Forwards    IE    Insp    Hepts    50-266/79-12   ft   50-301/79-14    on 
790B20-24    t,   notice    of    via  1  ation.  Notice    of    violation    It 
details   aF    insp    repts   withheld    Iref    10CFR2.  790). 
HIND,  J.  A.  Region3,    Chlcano,    Safeguards  Branch.       79/09/12.       2pp. 

—7910010063    IE    Insp    Repta    50-266/79-12    &    50-301/79-14    on    790820-24. 
Details    withheld    (ref    10CFR2.  790)  . 

CBEED,J.R.,     MADEDA.T.  J.  Region   3,     Chicago.     Office    of    thu 

Director.       HIND,  J.  A,  Region   3,    Chicago,     Safeguards    nrflT1ch. 

79/07/11.        lp. 

79100302G3  Forwards    IE  Circular    79-19,     "Loose   Locking    Devices    on 
Ingersol  1-Rand   Pump    Impellers.  "  No   action   required. 
KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/O9/13. 


7910230107  Discusses  revieu   of    response    to  760303    1  tr.  Requests 
demonstration    that    seal    ring    cannot:    become    destructive 
mi-jslle   during    long-term   operation   t>    Chat   public    health   J, 
safety    is  nut    tJiroalenB-d. 

8CHHENCER.A.  Oneratlna    Reactors.    Branch    I     IPre    79IO3O).        79/10/03. 

3pp. 


791O3000B2  Forwards    IE   Info   Notice   79-22,     "Qualification    of    Control 
Bus,"   Mestlnghouae   790830    Itr   d  Public    Bvc   Electric    tc  Oas 
Co    790910    Itr    re    potential    unrevteued    safety    question.  Ac  tion 
required   uithin    20   days.  U/o    encl. 
DENTCNiH.R.       Dffice   of   Nuclear   Reactor   Regulation,       79/09/17.       10pp. 


79101 1O370  ForuFarJi    license   amend    re    secondary    uater    chemistry 
monitoring    program   per    NRC    790S01     Itr. 
DURBTEIN.S,       Wisconsin    EBectric    Pouer    Co.        79/10/0-9.        3pp, 

7910220336  Forwards    response    to    790BOB   request    For    addl    info    re 
adequacy   of    station    distribution  sys    vo 1 tages.  HBBU! ts    of 
verification    testing    described    wilt    be  submitted    separately 
a-fter    completion    of    tests. 
FAViC.  W.       Wisconsin   Electric    Power    Co.        79/10/13.        3pp. 

7910250355  Forward*    responsa    to   HRC   79Q9I3    Itr   requesting   commitments 
to    implement  NUREC-Q57B   recomme'nrfa  tions.  D&s  ign    if  if  f  erance-s 
decroase   chance    of    TMI-typa    accident. 
BUfJSTEIN.S.       Wisconsin    Electric    Poiuer    Cn.        79/10/20.        SBpp. 

Q.     Inspection  reports.     IE  Bulletins    &   correapondenc  e 


79I00907H6  Responds    to    IE  Bulletin   79-16,     "Audibility    Problemn 
Encountered   W/Evaiuation   of   Personnel    From  High   Noise   Area.  " 
Program   to   assure   operabllity    of   all    public   address    speakers 
Is    underway 
FAY.C.IJ.      Wisconsin   Electric   Pomer   Co.       79/09/20.       3pp. 

7910230561   Faruiarda   NRC   7904.26    Itr    re  multiple    equipment    failures    k 
surveillance    testing    errors, which    uas    incorrectly 
distributed.  Al  so    forwards    IE    ln»p    Repts    3-0-295/79-13  6 
50-301/79-12.  Action    required. 
EISENHUT.D.  0.         Division   of   Dpnratlnn    Roactora.       79/09/21.       49pp. 

7910110146  Forwards    IE  Circular    79-20,     "Failure    of   OTE  Bylvania    Relay, 
Type  PM  Bulletin    7303,Catalog    3U13-11-AC    w/130  volt    ac 
Coll."    No   action    roqulrcd. 

KEPPLER.J.G.  fienion   3,     Chicago,     Office    of    tlie    Director.        79/09/84 

IP 


79IO090533  Foriuards    IE   Bulletin    77-19,     "Packaging    of   Loui   Level    Raduaste 
for   Transport   d  Durial.  "    fiction    required, 
KEPPLER,  J.8.  Ragion   3,     Chicago,     Dffice    of    the    Director.        79/09/10 


7910090207  Forwards    IE    Bulletin    79-21,     "Temp    Effects    on   Level 
Measurements.  "    Action    required. 

HEPPLEH,  J.O.  Region    3,     Chicago,     Office    of    the   Director.        79/08/13 

lp. 

7910050434  Forwards    IE    Info   Notice   79-2O,     "NRC   Enforcement   Pulicu   - 
NfiC   Licensed    Ind  twidua  1  s.  "   Ma   action   required. 
KEPFLEflj  J.  0,  Region    3,     Cfticagn,     Office    of    the    Director         79/06/14 


79I0050S05   Forwards-    IE   Circular    79-17,     "Contact    Problem   in    3B-12 
Switches    on   OE   Metalclad    Circuit    Breakers,  "    No    oction, 
required. 

KEPPLER.J.G.  Reginn    3,     Chicago,     Office    of    the    Director.        79/09/14 

IB. 


7910150201   Responds    to    IE  Bulletin  79-19.  Law   level    radiuaste    IB    shipped 
to    licensed    burial    site   at    Oarnuel  1,  SC,  Radiochemical 
engineer    in    ries  IgnatBd    as    individual    responsible    for 
shipments   fc/or    disposal    of    raduasto. 
FAY,C.  U.      Wisconsin  Electric   Power   Co.       79/09/S4.       3pp. 

7910020436  Requests    meeting   ui/NRC    tc   discuss    schedule    for    raapondino    to 
IE   bullotins   &   NUHEQ-0578. 
DUR9TE1N,S.       Wisconsin  Electric   Pniuor   Co.       79/09/36.       lp. 

7910020430  Forwards    Revlslnn    1    to    special    order    for    supplemental    info 
in   response    to   El    Bulletins    79-06A   t<  79-06A,  Revi  aion    1. 
Hocommendes   reactor   coolant    pressure    to    400    Ibs    per    square 
Inch    to    preclude   void    formation. 
FAYiC.H.      Wisconsin   Electric   Power    Co.       79/09/a/j.       3pp. 

7910040361   Forwards    IE   Info  Notice   79-33,     "Emergency    Diesel    Oonorator 
Lube  Oil   Coolers.  "   No   action   required. 

KEPPLEn.J.O.  Region  3,    Chicago,     Office    of   ttie    Director.       79/09/26 

lp. 


™  Fqruardl    1E    I"'P   Rep**    SO-S66/77-11    t,    90-301/79-13  on 

790B14-16.ND   noncompllance   noted. 

HEIBHMAN.R.F.  Hegion   3,     CJiicago,    Reactor  Operations   Nuclear 

Support   Branch.       79/09/05.       Hpp. 

-7910130262    IE   In^p    Rupti    SO-266/79-11    h   30-301/79-13    an    790814-14   No 
non-compliance   noted.  Ma  jar   areas    insp  ected  :  training    proorams 
&    implementatlun    of   programs    For   notil  jcenaerf,  1 1  censed    & 
temporary   employees 

|STTTPFNUEaR-  ***l°n   3'     Chica3"-    £"=""    "t    th*  Director. 

^ITLE,WS.  Region   3.    Chicaao.    R»actDr    Operations    Nuclear 

Svpaort   Branch.        79/09/04.        3pp.  u  i*    nuciear 


791004006'5  Forwards    IE    Info  Notice   79-24,     "F.roien   Lines."    No   action 
required. 

KEPPLEFt,,  J.  G.  Region   3,    Chlcaoo,     Office    of    the   Director.       79/09/S7 

lp, 

7910170360  Forwards    IE   Info  Notice   79-23,     "Reactor   Trips   at    Turkeu 
Point  Units    3  S<  4.  "   No   action    required. 

KEPPLER.J,  0.  Region  3,    Chicago-    Office    of   the    Director.       79/10/01 

lp. 

79101B063B  Forwards    IE   Info  Notice   79-24,     "Overpressurt  latUn   of 
Containment    of   PHR   Plant   After    Main   Steam   Line    Break."   No 
action   required. 

KGPFLER.J.Q.  Region  3,    Chicago,     Office    of    the    Director.       79/10/01 

lp. 
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7910230105   Requests    addl    info  within  60   days    to   continue    reviey  of 
inservice    insp    program.  Future    correspondence    re    program 
review   to    be    applied    to    both    facilities. 
BCHHENCER,A.  Operating    Reactors    Branch    1    (Pre   79I03O).       79/10/04. 


—  791002068.6   Requests    info    re    facility    startup    &    effect    o 
Plant    hai    been    economic    't   environ     liability    to   Citrus 
County. 
LAMQUTH.E.        Affiliation   Unknown.         79  /OB/02.        Ip. 


public     saFatij. 


79101Q0462  Responds    to    IE    Info   Notice   79-22  re    potential    for    certain 
nonsaf  ety-grade    sys    to   malfunction    due    to   high    energg    line 
breaks   b    to    impact    protective    functions    performed    by 
sat  etij-grade    equipment.  No    major    safety    hazards    Found. 
BURBTEIN.S.        Wisconsin    Electric    Power   Co.        79/1O/09.        4pp. 

79102202B2  Responds    to    790933    Itr   requesting    addl    info   re    IE  Bulletin 
79-01,     "Environ    Qua  1  i  f  ication    of    Class    IE   Equipment." 
Forwards    equipment    descr  ipti  ons.  Descr  ibes    insp   methods    used 
in   verifying    components   &  mods    to    transmitters. 
FAY,  C.  W.       Wisconsin   Electric   Power   Co.       79/1Q/09.       4pp. 

7910310266  Forward  a   Revision   2    to    IE  Bulletin   79-13,     "Cracking    in 
Foeduater    Sys    Piping."    Action    required. 

KEPPLER.J.  8.  Region    3,     Chicago.     Office    of     tho    Director.        79/10/19. 

Ip. 

S.    Reportable    occurrence  5,    L£Rs    fc   related    correspondence 


7910230132    Requests    addl     info    re    upgrade    of    anticipatory    reactor    trip. 
REID.R.W.  Operating    Reactors    Branch    4    (Pre    791030).        79/09/07. 

13pp. 

7910090366    Requests    addl     info    re    alternate    iafe    shutdown    capability    in 
safety    evaluation   for    fire    protection   supporting   Amend    23  to 
(.icenaa    DPR-73.  Forwards    NRC    position    re    safe    shutdown 
capabi  1  Ity. 

REID.R.W.  Operating   Reactors    Branch   4    (Pre   791030).       79/O9/11. 

9pp. 

7710090415   .Notification    of    790913   meeting    w/fl&w   owners   group     in 
Betheada.  MD    to    discuss    analysis    of    d  esign.  of  f-normal 
transiants   Ei   other   generic    requirements. 
CAPRA,  R.  A.        TMI-2   Bulletins    t   Orders.       79/09/11.        3pp, 

7910040O16    Summary    of   790B23  meeting    w/BlW   I  icensees    to   discuss   post- 
TM1    feeduiater    transients.  Agenda   l<    list   of    attendees    »ncl. 
CAPRA,  R.  A.       TrlI-2  Unresolved  Safety    Issues.      79/09/13.       99pp. 


7910190417   Forwards   LER   79-007/01T-0. 

FAY.C.H.       Hisconsin   Electric    Power   Co.       79/1O/10.       Ip. 

— 79101904H9  LER   79-007/O1T-0: on   790929. main    steam   line   D    isolation   valve 
failed    to   close    during    20 X   steam    flow.w/unit   off 
line.  Caused    not    stated.  Pac k ing    was    loosened   &   Atuood    Morrill 
reverse    swing    check    valve   closed. 
FAY.C.W,       Wisconsin   Electric    Power   Co.       79/10/10,       3pp. 


DOCKET    50-302   CRYSTAL   RIVER    NUCLEAR    PLANT,     UNIT   3 
H.     General    correspondence 


79101B0339   Forwards    supplemental    info    to   790731    response    to    NRC   7906H"? 
request    for    info    re    technical    qualifications    of    mgt    & 
resources   available    to    handle    events    such   as    TMI-2    incident. 
STEWART,  W.  P.       Florida   Power   Corp.       79/10/15.       29pp. 

P.    Operating    license    stage    documents   &   correspondence 

7910090341    Foruarils    FR    notice   of    amend    ta    10CFR73.  55   re  requirements 
for    physical    protection   of    nuclear    power   plants. Amend    defers 
implementation    of    physical    search    requirements    Prnm79OS01 
to   791101. 
DENTON.H.R.       Office   of   Nuclear   Reactor  Regulation.       79/08/10.       49pp. 

7910090536  Summary    of   790009  meeting    u/D&W  owners    group   &  B&W    in 
Bethesda,  MD   re    long-term   generic    requirements   applicable    to 
BS.H   operating    plants. 
CAPRA.fi.  A.       TMI-2  Bulletins   t.  Orders.       79/08/24.       41pp. 

7910010269  Summary    of   790B24  moating    u/subcommi ttee   of   B&W    owners    group 
in   Bethosda.MD  re   alternate    proposal    to   requirements    of    IE 
Bulletin   79-13   for   B&W   operating    plants. 

QARNER.D.J.  Operating    Reactors    Branch    4    (Pre    791030).       79/OB/31. 

14pp. 

7910020703   Forwards   Amend    24    to   License   DPR-72.  safety    evaluation  & 
notice   of    issuance   &  availability, 

OAMMILLiH.P.         Assistant   Director    for   Operating    Reactor   Projects    (Pro 
791030).        79/09/06,        3pp. 

— 7910020705  Amend   24   to   License   DPR-72, incorporating   approved    dame 
delamtnation    surveillance   program, correcting    typngraph 1 cal 
errors   b  making    Tech   Specs   more    consistent    with   current    std 
Tech   Specs. 

REID.R.W.  Operating    Reactors   Branch    4    <Pre    791030).       79/09/Oi. 

38pp. 

— 7910020706  Safety    evaluation    supporting    Amend   HI   to  License   DPR-27. 
*      Office    of   Nuclear  Reactor  Regulation.       79/O9/O6.       6pp. 

— 7910Q2070B  Notice    of    issuance  Ei   availability    of   Amond    24    to  License 
DPR-27. 

REID.R.H.  Operatlno   Reactors   Branch    4    (Pre   791030).       79/09/04. 

2pp. 

7910020684  Responds    to   790B02   Itr   re    concern  about    facility    operation. 
Forward*    supportive    documentation   re    util   mods    to   ensure 
sefetij.W/o   end, 
EISENHUT.  D.  0.         Division    of  Operating   Reactors.       7f /Of/07.       2pp. 


7910550436    Summary    of  790BS3  meeting   w/B&W  operating    plant    licensees   re 
post-TMI    foeduiater    trans!  ents.  Agenda,  1  1st    of  attendees,  1  1st 
of    transients   &   outline   of   NRC   rapt    on    loss   of    presauriier 
level    Indication   encl. 
CAPRA.  R.  A.        TMI-2   Bulletins   (.   OrdarB.       79/09/13.        99pp. 

7910250215    Informs    that    effective    date    for    implementation   of   EPA  atd 
for  LUP!  U    fuel    cycle    is   791201.  Bequests   compliance   iu/ 
radiological    effluent   Tech   Spec    implementing   UWR   provisions. 
Method    for    implementation   requested    by    791101. 

OAMMILL.W.P,         Assistant   Director    for  Operating   Reactor  ,  Pro  jects    (Pro 
7910301.       79/09/17,       Ip, 

7910040O2S    Summary    of  790913  meeting    ui/BdW  owners   group    to   discuss 
analysis    of    design  &   off-normal    transient!   &  accidents   & 
other    B&W  generic    requirements,  Lia  t    of  attandeas,  agenda   t< 
presentations    end. 
CAPRA,  R.  A.        TMI-2   Bulletins   t>   Orders.       79/09/21.        49pp. 

7910230410    Summary    of   790913  meeting    ui/B&H  owners   group    in  Bethesda.MD 
re   analysis    of   design,  of  f-normal     transients,  ace  idents   &  BiM 
generic    requirements, 
«      Commission.       77/09/21.       45pp. 

7910220413    Forwards   guidelines    for   valve   operabitity    re   containment 
purging    &  venting    during   normal    op  oration.  Requests 
commitment    to    implement   valve    qualification  program  within 
30  days. 
EISENHUT.  D.O.         Division   of  Operating   Reactors.       79/09/27.       3pp. 

7910230091    Provides  NRC   requirements    Par  resolving   matter  of    power 
operated    relief  valve  (<  safety   valve    lift    frequency   & 
mechanical    reliability. 
REID,  PL  W.  Operating   Reactors    Branch   4    IPre  791O3Q).       79/09/2B. 


7910040205    Forwards   request    for   amend    to  License    DPR-72  re  Tech   Spec 
Changs   Requests    53  &  33,  Revision    1,  Affidavit  t.   Certificate 
of  Svc    end. 
STEWART,  M.  P.       Florida   Power  Corp,        79/10/Q1,      4pp. 

—  79100402B7   Tech    Spec    Change   Request    S3,  Revision    I     to   App   A    For    crane 
travel    over   spent    fuel    pool    bidg. 
»     Florida  Power  Corp.       79/10/01,       2pp. 


—7910040292  Tech   Spec   Change  Request 
brigade    to    five  members. 
*     Florida   Power   Corp.      79/1Q/O1, 


52   to   App   A  changing   sire   oF    fire 
2pp. 


7910100361    Ack   receipt   of  NRC  790907    request   for    addl    info  re   upgrade 
of   anticipatory   reactor    trips    on    turbine    trip   or    loss   of 
main   feeduiater   at   facility.  Provide*    responses    to   questions    d 
improved    schedule   for    design  mod. 
STEWART,  W.  P.      Florida   Power  Corp.       79/10/02.      Hipp. 

7910110347   Ack   receipt   of  NRC  790BOB    Itr  ri   adequacy    of   station 
electric    distribution   on    syi  voltages. Review  currently 
underuiay    indicated   onsite    distribution   sya   adequate    to 
•tart   fc    operate   required   **faty    load*. 
MQQREiO.C.      Florida  Power  Corp.       79/10/03.      3pp. 

7910160423   Forwards  Gilbert/Commonweal th  791003   Itr   re  required 
response:    spectrum  curves    for   current  &  potential 
transformers. Supplements   790B14    1 tr. 
BTEWARTrW.P.       Florida   Power  Corp,       79/10/09.      4pp. 
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791015Q466    Forwards    "Local    Leal.    Teat    Kept.   " 

HCCRE,  C.  C.        Florida    Power    Corp.        79/10/10.        2pp. 


— 79101504B7    Local    Leak    Rate    Test    Rept. 

DEQRftSSE,  A.  •}.  ,     H3LSEN.fi         Catalytic,      Inc.      I  sub  5      of    Air   Products    & 
Chemicals,     Inc.l.        79/D9/3Q.        41pp. 

7910150964   Forwards    response    to    informal    NfiC    questions   re    high    density 
rack    mod.  1  nclud  ing    rack    remava  1 1  decontamination,  rack 
disposal    (<    Installation    of    neui    high    density     racks. 
MDDHE.O.-C.        Florida    Power    Corp.        79/10/10.        ipp. 

7910140434    Forwards    responses    to    DF   ROBS    790921     1  tr    listing    outstanding 
items    re    DdU    small    break    analysis 
MOCRE.G.C.        Florida    Pnuer    Corp.        79/10/10.        40pp 


7910110117   Ack    receipt    oP    79073O   6    0834     Itrs    informing    NFIC    of    steps 
tak-Bn    to    correct    violations    noted     in    IE    Insp    Rept 
SO-3  03/79-33. 

LEUISi  8.  C.  Region    S,     Atlanta,     Reactor    Operations    Nuclear    Support 

Branch.       79/09/06.       Ip. 

—7910110133   Responds    to    NRC    79Q705     Itr    re    violations    noted    in    IE    Inup 
Rept    30-3O2/79-23.  Corrective    ac tians: add ition    of    sixth 
shift, 
BTEHART,  W..P.        Florida    Poujcr    Corp.        79/OB/23.        2pp. 

— 79101101S7   Responds    to    HltC    75Q7O3    Itr    m    violations    noted    in    IE    Insp 
F)ept    50-302/79-23.  Corrective    ac t ions :  semiannual    evaluations 
ui  II     be    prepared     For    all     licensed    personnel. 
STEWART,  H.  P,        Florida    Pouier    Corp.        79/07/30.        2pp. 


79101B02SS   Forwards    addl     info    consisting    of    79Q516    B&W   rept, 
"Anticipatory    Trip    Functions     For     177   Fual    Assemb  1  if    Plants, 
in    response    to    790717    request. 
HOQflE.O.  C.        Florida    Power    Corp.        79/10/13.        2pp. 


—7910110132   Forwards     IE    Insp    Kept     5Q-302/79-S3    on    790614-15    &    no 
violation. 

LEWIS,  H.  C.  Region    3,     Chicago,     Rea-ctor   Operations   Nuclear 

Support    Branch.        79/07/O5.        Spp. 


7910320202   Notification    of    791O19    meeting    u/DfcW    owners    group     in 
Beth esda,  M&   to    discuss    lead    plant    even t    trees.,  safety 
sequence    diagrams  !<  anticipated    analysis   re    abnormal 
transient    operational    guidelines     in    NUREG-057a. 
CAPRft.R.A.        TM1-2   Bulletins    I.    Orders.        79/10/13.        1.0pp. 

791O1B-0252   Responds    to    79092Q    Itr    requesting    addl     info    re     lift 
frequency    of    poujflr    operated    relief    &    safety    valves.  Vend  or 
BS.W    Is    assisting    evaluation.  Info    to    be    submitted    to    NRC    bij 
791115, 
STEWART.W.P.        Florida    Pouer    Corp.        79/IO/1S.        2pp. 

7910190491    Forwards    util     interim    response     to    79QB21     1  lr.  Attachment    A. 
rtemt    3fi  ft  3B.  Submits    inFo   re    sources   ti   effect    of 
noncondens it!  e    gases    an    natural    circulation    following    email 
breafc    LDCA.  Add    info    submitted    uh>en    insp     completed. 
STEWART.W.P.        Florida    Power    Corp.        79/1O/17.        7pp. 

7910230255   Foroiards    response    to    NRC    790913    Itr    re   NUREQ-057B.  Des  ion 
ravieuJi    &   raods    for     1930    arc     in    pve  1  iminnry     stages.  Schcdu  1 E 
(.  doscrlptlon    of    in-tHrim   actions    encl. 
STEWART,  W.  P.       Florida    Poiuer    Cc-rp.        79/10/17.         tlpp. 


-7910110134    Notice    of    violation    from    Insp    on   79O614-15. 

>  Region    3,     Chicago,     Office    of    the    Director.        79/07/03. 


2pp. 


— 7910110140    IE    Insp    Rept    SO-302/79-23   on    790614-1 5.  Noncomp  1  lance    noted: 
decreased    time   allotted    to    rec.ua  1  i  fi  cation   program,  fai  lore 
oF    employees    to    attend    required     1 ecturas,  f al  lure    to    fnllou 
procedure   t.    inadequate     10CFR19.   12    training. 

RUHLHAN,  W.  A.  Reflion    3,     Chicago,     Reactor    Operations    Nuclear 

Support    Branch.        JENKINS, H.  D.  Region   3.     Chicago,     Office    of    the 

Director.        79/O7/05.        7pp. 

7910170005   Notifies    of    review    of    responses    to    IE    Bulletin    79-OSB.  ' 

Requests  addl    info   re    proposed    design    description   Si 
implementation    schedule    for    safety-grade   anticipatory 
reactor    trip. 

HElDiH.  H.  Operating   Reactors    Branch    -1    (Pro   791030).       79/09/07 

!3pp. 

7910030210   Responds    to     IE   Bulletin    79-15.     "Deep    Draft    Purap 
Deficiencies."    Four   D  ingham-Wi  1 1  amette   Pumps.Hodel    1BX34D 
VCH, in   use    as    emergency    nuclear    svc    pumps   &  decay    heat 
seauater    pumps. Pomps    are    not    multistage. 
STEWART.W.  P.        Florida    POUET    Corp,         79/09/1Q.        3pp. 


791031O1A7   Notification    of    791023   meeting    w/DiW,  Dt>W    cmners    group    k 
OJtHL    in   Lunchburg,  VA    to    discuss    DAIJ-15A1,     "Intsnrated 
Control    Bus   ReLiabilitv    Analysts.  " 
CftPRA.R.A.        TMI-3    Bulletins    t,    Orders.        79/10/19.        Ip. 

7910310172   Notification    of  791025   meeting    u/utils    in    Detfieatfa. MD    re 

probabilistic    assessment  of    station   blackout    {<   to    establish 

recommended    approach    for  applicability    regarding    affected 
P  lant-9. 

OAMMItL,  W.  P.         Assistant  Director    for   Operating   REflctor  Projects    (Pro 
791030).        79/1O/23.        Ip. 


Q.     Inspection   reports.     IE   Bulletins 


arr espondente 


791O100049   Forwards    FL    Pouier    Corp     response    to    IE   Bulletin    79-Q9C 
HELTEMEB.C.  J.  Stan d aril  i  j  at  i  on    Dranch.        79/09/11.        Ip. 

7910030579   Forwards     IE   Circular    79-H9,     "Loose   Lnciing    Devices    on 
Sngersoll-Rand   Pump    ImpelJers.  "    No   action   required. 
O'REILLV,  J,P.  Region,    S,     Atlanta,     Office    of    tha    Director 

79/07/13.        Ip. 

7910090116   Responds    to     IE   Bulletin    79-16    re    vital    area    access    control! 
including    BS tab] i shment    of    criteria    for    granting    unescorted 
access    to    each    vital    area  (/.    tfove  1  opmEnt    of   access    list    for 
each    area   in/duration   not    to    exceed    31    days. 
STEWAflT.  W,  P.        Florida    POUJET    Corp.        79/09/13.        4pp, 


7910020210   Forwards     IE    Insp    Rept    50-302/79-2B    on    790710-12. No 
nancomp  1  iarico    noted. 

HUnPHY.C.E.  Reflian  H,     Atlanta.    Reactor   Construction   &  En?]  ineoring 

Support    Branch.        79/08/06.        Spp 


7910020595   Porwards    raaponEO     to    IE    Bulletin    79-03C.  Discusses    small 
breal    analysis    PBT    short-fcerni    Items   S   S.   4, 
STEWART,  W.  P.        Florida    Power    Corp.        79/09/14.        53pp. 


—7710020217    IE    Insp    ficpt    90-302/79-38   on    790710-12.  No    noneompJ iance 
noted. Major    areas    i  nspected  :  program  revi  BIU.  procedure    revietu 
&  data    evaluation. 

ECQNOMQ5,N.  Region    2,     Atlanta,     Bffite    at    the   Director. 

HERDTiA.R.  Region    3.     Atlanta,     Reactor    Construction    t, 

ennineering    Support    Branch.        79/OB/Qd.        Spp. 

7<3102fi0419   Submits    suflp  lemcntal    inFo    to    original    response    to    Item   A   of 
notice    oF    violation     in    Insp    Re-p  t    50-3O2/79-O3.  Full 
compliance   will    be    achieve-d    by    790917.  Requests    eitension    of 
previous    submlttal    date. 
STEWAHT.W.  P.        Florida.   Pouu-r    Corp,        79/OS/29.         Ip, 

791O25044£   Forwards    IE    Insp    Rapt    30-302/79-33    on    790020-23.  No 
nmicomp  1  lance  noted. 

MURPMV.C.E.  Region  2.     Atlanta,    Reactor    Construction   &  Engineering 

Support  Branch.       79/O9/O4.       Spp. 

—7910230450    IE    Insp    Rept    50-302/79-32    on   79OB20-B3.  No    noncompl ianco 
noted.  Ma|or   areas    inspected:  5  eisoii  c    analysis    far   as-built 
safety-related    piping    sys. 

HODENOB,  L,  Region    3,     Atlanta,     CJFPi.ce    of    the    Director. 

HERDT.A.R.  Region   2.    Atlanta.    Reactor  Construction   b 

Engineering   Buppoi-t    !^^a^c^.       79/06/31.       4pp. 


7910110351    Forwards    IE    info  Notice    79-22,     "Qualification    of   Control 
Sus    "    Ma   action    required. 

a'REILt,V.  J.  P.  Region    2,    Atlanta,     Office   of    the  Director. 

79/09/14.       Jp. 

79101S067Q  Discusses    error    by    BfcW    in    generic    rept    "Analysis   Summary    in 
Support    of  Early   Reactor    Coolant   Pump    Trip,"   Section    lit    re 
impact    on   non-LOCrt    events.  Licensees    endorsed   applicability 
of   GJ,H   rBOfc    j,,    responses    to    IE   Bulletin    79-OSC. 
HELTEHES,  C.  J.        TMI-2   Dulletins    !.   Ordsrs.        79/09/14,        2Spp, 

7910350023  Forwards    IE    Insp    Rept    50-3O2/79-33   on   790BSO-24.  No 
noncomp 1  lance    noted , 

LEMIS.fi.  C.  Region   3,     Atlanta,     Reactor  Operations  Nuclear   Support 

Branch.        79/09/14,        3pp. 

--7910350033   IE    Insp   Re.pt    50-303/79-33   on   790B20-24.  No  noncompl  iance 
noted.  Major    areas    inspected:  spec  ial    repts   !i    independent    Insp 
effort. 

MCHENJiy.T.  J.  Region    2,     Atlanta,     Office    of    the    Director. 

KELLOGQ.  P.  J.  Region    3.     Atlanta,     Reactor   Operations    Nuclear 

Support    Branch,       79/09/12.       5pp. 

7910050196  .Forwards   response    to    IE  Bulletin  79-21.  Results    of   review  at- 
liquid  measuring    sijs    within    crnitainmon t,  descr Iption    of   sys 
so    employed   &  description    oP    tupe    of   ref    leg    encl. 
ST€WftRT,H.  P,       Florida    Power    Corp,.        79/09/17.       7pp. 
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7910300062    Forwards     IE    Info    Notice    79-32,     "Qualification    of    Control 
Sys,  "    Wast inghouse    770930    Itr    fc   Public    Svc    Electric    &   Qac 
Co    790910    Itr    re    potential    unrevieuied    safety    quest  ion.  Act  i  on 
required    within   SO    days.  W/o    encl. 
DENTON.H.R.        Office    of    Nuclear   Reactor    Regulation.        79/09/17.        4Bpp. 

7910250477    Forwards    IE    Inap    Rept    50-302/79-37    on    790903-01.  No 
noncomp 1  iance    noted. 

LEWIS,  R.  C  Region    3,     Atlanta.     Reactor    Construction    '.,    Engineering 

Support    Branch.        79/09/10.        2pp. 


7910360395   Acli    receipt    of   791010    Itr    informing    NHC    of    steps    tali  en    to 
correct    violations    noted     In    IE    Insp    Rept    50 -302/79-26. 

LEWIS. R.C.  Region    3,     Atlanta,     Reactor    Operations   Nuclear    Support 

Branch.       79/10/16.       tp. 

— 7910260390   Responds    to    NRC    790817    Itr    re   violation    noted     in    IE    Inap 
Ropt    50-302/'79-3ii.  Correct  ive   actions:all    procedures   ul  1  1    be 
followed    step    by    step    unile    task     is    being    performed.  Br  i  ef  ing 
emphaaiiing    strict    compliance   tuas    held. 
STEWART.  U.  P.        Florida   Power   Corp.       79/10/10.        2pp. 


— 79102504B4    IE    Insp    Rept    50-302/79-37    on    79O902-04.  No    nont  ompl  iance 
noted. Major    areas    inspected :  1  it ensee   actions    re    Hurricane 
David. 

MCHENRY.  T.  J.  Region    2,     Atlanta,     Office    of     the    Director. 

KELLDQG,  P.  J.  Region    3,     Atlanta,     Reactor    Operations    Nuclear 

Support    Branch.       79/09/17.       3pp. 

79100SOOH1    Responds    to    IE   Bulletin    79-14. Euempti on    from    insp 
requirements    requested. Juotl fi cat i on    for    each    eiemption 
request   encl. 
STEWART,  W.  P.        Florida    Pouiur    Corp.        79/09/19.        3pp. 


—7910260393   Forwards    IE    Insp    Rept    50-303/79-26    nn   790B13-17   fe   notices 
OF   violation   >•    deviation, 

LEHIS.R.C.  Region    2.     Atlanta.     Reactor   Construction    & 

Engineering    Support    Branch.        79/09/1B.        2pp. 

—  791O260396   Notice    of   violation    from    inap    on   79OB13-17, 

»  Region    2.     Atlanta,     Office    of    the    Director.        77/09/19.        Ip. 


—  7910260100   Notice    of    deviation    from    inup    on   790913-17. 

*  Region    2,     Atlanta.     Office    of    the    Director.        79/09/13. 


7910050321    Forwards    response    to    IE    Bulletin    79-1 1.  Refloats     exemptions 
for     14-inch     line    from    auiillary    bids     to    berated   malar 
storage    tank    Si   hangar    clamps    located    on    Floor    drain   piping 
above    control    conplei. 
STEWART,  W.  P.        Florida    Pouier    Corp,        79/09/19.        3pp. 

79100B0336    Forwards    response    to    Items    1    5   2    of    IE   Bulletin    79-10. 
Annunciator    sys    in    auiiliary    t<    intermediate    bldgs    need 
audibility    improvements. Tone    signal    sgs    has    been    Installed 
in    radiation    control    area. 
STEWART,  W.  P.       Florida    Power   Corp.       79/09/31.       2pp. 

791O23O361    Forwards    NHC    790626    Itr    re    multiple    equipment    failures    & 
surveillance    tasting    errors,  uh  ich    mac    incorrectly 
distributed.  Also    forwards     IE    Insp    Repts    SO-295/77-13   !. 
50-304/79-12.  Action    required. 
EISENHUT,  D.  0.  Division    of    Operating    Reactors.        79/09/31.        49pp. 

7910150671    Responds    to     IE    Bulletin    79-19   re    packaging    t,    diapoaal    of    li 
level    radwaste.  Al  I    low    level    raduaste    shipped    to  State    of 
SC.  Personnel     Involved     in    shipping    railuiaato    will    have    rain     of 
8-h    classroom   training    in    specified    areas. 
STEWART, W.  P.        Florida    Poiuer    Corp.        79/09/24.        1pp. 

7910100053   Lists   addl    util    responses    to    IE   Bulletin    79-06C. 
HELTEMES,  C    J         TM1-2    Bulletins    fe    Ordovs.        79/O9/23.        !>pp. 

7910040170    Forwards    IE    Info    Notice    79-23.     "Emergoncy    Dieoel     Generator 
Lube   Oil    Coalers."    No   action    required. 

O'REILLY,  J.  P.  Region   3.    Atlanta,    Office    of    tfiu    Diroctor. 

79/O9/26.        2pp. 

7910190359  Forwards    IE   Dulletin   79-24.     "Froien   Lines."    Action 
required. 

O'REILLY,  J.  P.  Region   3,    Atlanta,    Office    of    the    Director. 

79/07/27.        2pp. 

7710170315  Forwards    IE    Info    Notice    79-25,     "Reactor   Trips   at    Turkey 
Point   Units    364."    No   action   required, 

O'REILLY,  J.  P.  Region    3,     Atlanta,     Office    of     the    Diroctor. 

79/1O/O1.        2pp. 


—7910260403    IE    Insp    Rept    50-302/79-26   on    790813-17.  Noncomp  1  iance    noted: 
safety-related    Instrumentation   procedure   was   not    followed   & 
790501    commitment    to    correct  Nontnmp  1  lance  79-03-02  uas    not 
met, 

MESSITT,  B.  R.  ,     MODN,  B.  T.  Region   2,     Atlanta,     Office    of    the 

Director.        RUHLMrtN,  W.  A.  Region   a,     Atlanta,     Reactor    Operations 

Noclear   Support   Branch.       79/09/12.       9j>p. 

R      Periodic    operating,    reports   &   related   correspondence 

7910160477    Forwards   Annual    Environment   Operating    Rept    1973,  Vol     1. 
nonrad iol eg i cal . Sup  pi     1. 
STEWART, U. P.        Florida   Poiuer   Corp.        79/1D/1Q.        Ip, 

—7910160431    Annual    Environ   Operating    Rept    197B,Vol    1 ,  nonrad  iolog  i  cal , 
Sup  pi     1. 
a      Florida    Power    Corp.        79/10/31.        55pp. 


791019037B  Foruiards  monthly    operating    rept   for  Bept    1979. 
STEUART,  W.  P.        Florida    Power    Corp.        79/10/10.        Ip. 


— 79101903B2  Monthly    operating    rept    for   Sept    1979. 

STEPHENSaN,  W.  A.  .     BEATTV,  0.  P.        Florida    PouJBr    Corp.       79/10/03.       6pp. 


S,     Repartable    occurrences,    LEfts   &   related    correspondence 


7910100311    R.Q  79-097-01P:  on  790918,  reac  tor  pniiier    eiceeded   p  ouer    level 
cutoff    limit    of    92X.  Nuclear    instrumentation   callbr   >j  reactor 
poiirer   reduced.  Beta!  led    rept   will    follou  uiithin    !4   days, 
BEATTY.G.P.        Florida   Power    Corp.        79/09/1B.        Ip. 


7910030492  Foriuarils  LER    79-093/01T-0. 

STEWART.U.P        Florida  Pouier  Corp.       77/09/27.       Ip. 


—7710030503   LER   79-Q83/01T-0:  on    790917,at    5:20   PH    in   Mode     1, reactor 
power    levol    of  9t>'/.   eiceeded    pouinr    level    cutoff    limit   oF   92X, 
Caused    by    personnel    error.  Procedures   revised    to   prevent 
reoccurrence. 
CDDPER,  J.        Florida    Power    Corp.        79/09/24.        2pp. 


7910170737   Forwards    IE    Info   Notice    79-24.     "Overp reasur i lat i on   of 
Contalnmant    of   PWR   Plant   After   Main   Steam  Line    "read.  "    No 
action    required. 

O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of     the    Director. 

79/10/O1.        2pp. 

7910250147   Confirms   791003    telcon   rn    security    problems    observed    durinfl 
7 70S 28 -30  *i  0911-13    Insp. Util    mill    respond    to    all    operative 
vital    area    intrusion    detection   annunc iat ions.  RoEponsoB    will 
be    recorded.  Info   re    door    lochs   will    be    provided, 
O'REILLY.  J,  P.  Region  2,    Atlanta,    Office    of    the    Director. 

79/10/04.        Hpp. 


7910100264   Forwards   LEft    79-OB4/03L-0. 

5TEWAftT,W.  P.       Florida  Pouier  Corp,       79/10/05,       Ip. 


—7910100276  LER  79-004/03L-0:  on   790906,  individual    received    accumulated 
whole    body    dose    of    3Q5   mi  1 1 irem.  Caused    by    inadequate 
review   of   revisions    to  CFR  Plant   ojposuro   record   review 
program   revised. 
COOPER,  J.       Florida  Pouier  Corp.      79/09,'aB.      2pp, 


791014.0472   Forwards   LEU    79-OQ5/03L-0. 

STEWART,  W.  P.       Florida   Pouiar  Corp.       79/1O/11.       1|>. 


7910160305  Forwards    "Evaluation    of   Potentially   Adversa    Environ  Effects 
on    Nonsafetij-Grade    Control    Sys,  "    in   response    to  790917 
request. Continued    operation    justified. 
STEWART,  H.  P.       Florida    Power   Corp.       79/10/07.       2pp. 

— 791O16090B    "Evaluation    of   Potentially    Adverse    Environ   Effects   on 
Nonsaf tyOrade   Control    Sgs.  " 

It      Florida   Power    Corp.        «      Qabcack    &   Nilcox    Co.        * 
Gilbert/Commonwealth    Cos.       79/10/07.       24pp, 


—79101604B0  LEfl   79-OB5/03L-0;  on   790915,  uhi  IB    in  Mode    1,  control    rot 
partially    dropped,  Cause   unknown.  Rod  wi thdrauin    to  group 
average    position.  No    further   corrective   action   deemed 
necessary, 
COdPER.J.       Florida   Power  Corp.       79/IOXOB,      2pp, 


791Q1B0469  Forwards  LER   79-OB6/03L-0. 

STEUftRT.  W.  P.       Florida   Pouer   Corp.       79/10/15.       Ip. 
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— 7910180473   t-ER    79-£>ad>/03L-0:  on    7909  lt>,  channe  1     D    reactor    bldg    high 
pressure    bistable     tr ipped, Caused    by     buildup     of    dust    on    shaft 
of    reactor    bldg    switch    &S-62-PS.  Glut  tch    mas    disassembled, 
c  loanaili  reaisemb  led    It    returned    to    svc. 
COOPER, J.        Florida    Pouer    Corp.        79/1O/10.        2pp. 


791O22029O  Forwards   LER    79-037/O1 T-0. 

STEWART,  W.  P.       Florida    Power   Corp.        79/IO/1B.         lp. 


791O300309   Forwards    LER    79-087/0 1T-1. 

STEWART,  U.  P.        Florida    Power    Corp.        79/10/S6. 


If. 


—7910300323   LER    79-OB7/01T-1 :  on    791015,  during    verification    of    computer 
analysis    of    seismic    restra  ints,  svc    uatar   reservoir    151 
found    inadequately    designed.  Svc    water   reservoir   redesignad   81 
rep  laced , 
COOPER- J.      Florida   Power   Corp,       79/10/22.       3pp. 


— 7910230293   LER    79-037/01T-0: on    771004, seven    Nuclear    Svcs    closed    cycli 
cooling    sijs   hangers    did    not   meat    safety    requirements    per    IE 
Bulletin    79-O2.  Caused     b  v    Inadequate    hanger    design. Mad 
Initiated*  providing   min    safatu.    factor    of    Four. 
COOPER, J.        Florida    Power    Corp         79/10/17.        2pp. 


7910330522   Forwards   tER    79-OS9/03L-0. 

STEWART, W.  P.       Florida    Power    Corp.        77/10/10. 


DOCKET    50-301    Z10N   NUCLEAR   POWER    STATION.     UNIT    2 

F.     Security,    medical,    emergency   *   fire    protection   plans 

7910110365   Forwards    Revision  3  of    interim   security    plan. Plan   withheld 
fref    10CFR2.  790). 
PEDPLESiD.  L.       Commonwealth    Edison    Ca.        79/10/04,        lp. 


—  791023Q53B   LER   79-OBB/03L.-Q:  on    79091B.  gaseous    release   monitor    RMA-1    was 
Pound     isolated.  Caused     bij    personnel     error.  Hon  i  tor    not 
properly    returned    to   svc    following    Filter    rep  lacement. 
Revision    is   being    made. 
COOPER,  J.       Florida   Pouer   Corp.       79/10/11.       Spp. 


Q,     Adjuoicatory    correspondence 

791.0190073  Forwards    79O72S  proposed    findings    of    fact  ft    conclusions    of 
Law, 
SEKULER.5.  N.       Illinois,    State    of.       79/07/25.       lp. 


7910330543   Forwards   LEF1    79-QB9/03L-0. 

STEWART,  U,  P,      Florida   Pouer  Corp.       79/10/19.        lp. 

— 791O23C-539   LER    79-G99/03L-0:  on    790922.  remote    shutdown    indicator    for 
decay    heat   cooler    out  let    temp    fa i  led. Caused    by    failed 
resistance   temp    detector   DH-2-TE.  Replaced   w/sparo    ft 
returned    to   svc. 
»      Florida   Power    Corp.        79/1O/I5.        2pp. 

7910250236   Forwards   LED    79-093/O3U-0. 

STEWART,  U.  P.       Florida    Pouer   Corp.        79/10/33.         lp. 

— 791023C-212   LER    79-Q93/O3L-O:  on    790931,  crack    noted     in    casing    drain     line 
weld    of    makeup    pump    rUJP-lB.  Caused    bg    cyclic    vibration 
Fatigue.  Line    repaired    1*    returned     to    svc    on   771006. 
COOPER. J.       Florida    Pouffr    Corp.        79/1O/1B.        2pp. 


7910250333   Forwards    LER    79-091/O3L-0. 

STEWART.H.P.      Florida   Pqucr  Corp.       79/10/22. 


lp. 


— 7910190081    Adopts    certain  Comm   Ed    proposed    findings    of    fact   t, 
conclusions    pf    laia.  License  amendire    spent    fuel    storage    racks 
replacement,  should    not   be    issued, Draft    of    order   & 
Certif icato    nf  Svc    encl. 
BEKULEKrS.N.        Illinois,     State    of.        79/07/29.        40pp. 

79101900*71    RBHuests    corrections    to    statement   of    findings    of    facts   & 
conclusions   of    la'u. 
5EKULER,  S.  N.       Illinois,    State    of.       79/OB/O1.       3pp. 

7910030&07   Propo-oed    findings    nf    facts   ft   conclusions    of    law    in    form   of 
initial    decision.  Concurs   6  adopts    licensee   Propooed    Findings 
1-17,  Li/somB  mods. 
ODDDARDiFl.  J.  ,     GOLDBERG,  B.  C.  Branch    3.        79/OB/03,         ISpp. 

— 7910030614  Memorandum  of    laui  on   Minnesota    va    NRC.  App  1  icali  i  1  i  ty    of    case. 
as   suggested    by    Board, should    nob   affoct    immediate    outcome   of 
proceeding.  Cert  if icato   of   Svc    one  1 , 
ODLDDEftOiB.  C.  Branch   3,       79/OB/03.       4pp. 


—  7910590392    LER    79-091/03L-D:  on    790935,  power    range    nuclear     instrument 
channel    NI-5  uai    erratic    causing    multiple    trip    signals   on 
reactor    protection    sys    channel    A. Caused    by    rapid    temp    change 
from  area   around    instrumentation    detector. 
COOPER, J.       Florida    Power    Corp.        79/10/17.        2pp, 


7910040112  Roply    to    intsrvenor   790725   proposed    findings   of    fact   Ji 
conclusions    oF    lam  S,    to    intervenor   790727    supporting    brief   (• 
accompanijlng   motion    for   ataij.  Cert  1  f ieate    of   Eve    encl. 
BTEPTOE.P.       Commonwealth  Edison  Co,       STEPTOE.P.       Isham,    Lincoln   !< 
Beola         79/09/07.        25pp. 


7710350394  Foruards  LER   79-090/03L-0. 

STEUART,W..P.       Florida    Power   Corp.        79/JO/22. 


— 7910250309    LER    79-Q90/Q3L-0;  On    790924,  reactor    hldH    temp    UBS     136   F, 
exceeding    Tech   Specs.  Caused    by    failed    temp    transmitter 
CI    563  TT.  Tamp    transmitter    replaced    u/spare    t<  returned    to 
avt. 
COOPER,,).      Florida   Pouier   Corp.       79/1O/16.       2pp. 


7910250347  Forwards   LER   79-092/03L-0. 

8TEWART.U.  P.      Florida   Pouar  Corp,       79/10/33. 


7910010&70  Respanse    to   NRC   proposed    findings    of    fact   (.   conclusion    OF 
I  am,  Does    not   abject    to  NRC   mods    of   utll    proposed    findings, 
e>cept   ra   NRC    Intorprotation   of   ^OFR-iaaOl .  Cer  tl  f  i  CBte   of 
Svc    encl, 

STEPTOEiP.P.       CommontiDalth   Edinon   Co.       BTEPTOE.P.P.        Isham,    Lincoln    8. 
Deole,       79/09/10,       flpp. 

7910030ia5  Memorandum  Border   denying   Ctate    of  1L  790727   motion    for 

stay    of   proceeding.  Possibility    of    prevailing  on   meritsr 

injury    to    Intorvenor   J<   harm   to    other    parties  have    not   beon 
shuiun. 

WOLFrJ.  F,       Atomic    Safety   and   Licensing    Board  Panol.       79/O0/27.       4pp. 


— 7910a5035H   LER   79-092/03L-0:  on   790995.  in   Mode    1, Union  rec  i  rculatinn 
Cans   FSF-1  J.  FSF-H    failed    to    start    during    functional    test. 
Caused   by    Faulty    design  uliich    rendered    motor    overloads 
InadequatB    for   fan   operating    characteristics. 
CHOPER.J.       Florida    Pouior    Cora,        79/IO/17.        Spp. 


7910090334   Memorandum  *.   order   ruling    on  ABLB   790314   notification   re 
pipe   cracks    in    stagnant   hurat«d   water    sys    at   PWRs-   fc    IE 
Bulletin   79-17  raising    possible    problem*    re    use   of   Typo   1304 
stainless    steel.  Affidavits   re    Ditent    of   lisa    should    bo    filed. 
WOLF,  J.  F.       Atomic    Safety    and   Licensing   Board    Panel.       79/09/M.       3pp. 


7910300333  Forwards  LER   79-0<?5/03L-0. 

STEWART.U,  P.       Florida    Power    Carp.        79/10/29. 


— 79103003flO  LER   79-O9S/03L-0: on   790930. remote    shutdown    indicator   for 
decay   heat   cooler    outlet    tewp    DH-40. Tl    discovered    to   be 
1  noperab  1  e.  Caused    bu    defective   me-ter   movemnn  t.  Movpmant 
replaced    I  returned    to    ivc. 
COOPER,  J.      Florida  Power  Corp.       79/10/35.       2pp. 


79103C-0345  Foruiirds   LEfi   79-094 /03L-0, 

STEHART.H.P.      Florida   Power   Corp.       79/10/35.       lp. 


7910310029   Motion    for    continuance   until    791019    fnr    filing    affidavits 
por  ASLD   790914   memorandum  &  order.  Addl    time   needed    for 
collection  !<  analysis    of    data    re    strnss   corrosion   cracking. 
Certificate  oF   Bvc    end. 

STEPTOE-P.       Commonwealth   Edison  Co.       9TEPTOE,  P.       Inham.    Lincoln   t, 
Dfialo.      79/10/04,       Spp. 

7910190107   Memorandum   d  order    granting    Applicant   791004  motion    tor 
extension    until    791102   to   respond    to    ABLB  790914    order.  NRC 
«4iould    file   response    on  791102, State    of    IL   on  791114  &   anij 
rebuttal    on  791130.  Oaod   causa    has    been   eBtaMi*h«tf. 
WOLF,  J.  F.       Atomic    Bafety   and   Licensing   Board   Panal.       79/10/09.       4pp. 


—7910300353  LER  79-094 /03L-0;  on   790'927i  one e-through    steam  generator    Q 
isolation  valve  MS V- 14 9  uas   not    properly    tested    prior    tp 
being   returned   to   -svc.  Caused    by    defective   procedures. 
Procedural  will    be  revised. 
COOPER,  J.      Florida  Power  Corp.     ,79/10/19.       2pp. 


H.     General    correspondence 

7710D103A4  Dlicusses  reorgani lation  of  d*a iflni  operations   b   licensing 
activities, 
REED.C.      CommonuiBalth   Edison  Co.       79/09/21.       lp. 


DOCKETED  ITEMS 


7910030509   Notifies    of    internal    reorgani ration   of   nuclear   activities. 
All    correspondence   re    licensing    should    be    directed    to 
DL   Peoples. 
REED.C.        Commonwealth    Edison    Co.        79/09/21.        2pp. 

791023027B   Forwards   addl    detailed    info    ra    util    resources   (.    technical 
capabilities    available    to    handle   unusual    events. 
JANECEK.R.F.        Commonueal th    Edisdn    Co.        79/10/16.        240pp. 


791MM3BB    Bub«lfc« 
capability    "«" 
close    If    require 
PEOPLES.  D.L..         Coi 


jmalgaL"  o1    10" nun    v«r 

°           dkltnnn  Valves   util    fit 

bruntflli^-nl  prij.urli.itiw 

th    edl BOH   Cn  n/nir**        i 


79I003046A    Forward  s     *"*vt  • 

protection.  .  ,.h     [jd  i  »on    Co          'f'ifOlf'Jtt 

PEOPLES.  D.  L  ConmoniK* 


o    prnviJa    i>v»p(H>»n«i.r 


J.     Insurance   (.    Indemnity    Information 


—  7910Q3Q4&7 


7910230174   Forwards    Amend    1O    to    Indemnity    Agreement    8~59. 

SALTZMAN.J.  Antitrust    fc    Indemnity    Group.        79/10/10.        2pp. 

P.     Operating    license    stage    documents   &   correspondence 

7910090241    Forwards   FR   notice    of    amend    to    IOCFR73.  55  re   requirements 
for    physical    protection   of   nuclear    poiuer    plants.  Amend    defers 
implementation   of   physical    search    requirements    from   79QBOI 
to    79II01. 
DENTQNjH.R.        Office    nf    Nuclear    Reactor    Regulation.        79/OB/10.        49pp 

7910090577   Forwards   results    of    review   of    atmospheric    Dispersion    factors 
for    13   plants. Requests    confirmation    of    accuracy    at    exclusion 
area    boundaries. 
HULMAN,L.G.  Hydrology    Meteorology    Branch.        '79/09/04.        13pp. 

7910090571    Informs    of    NRC   acceptance    of   Revisions    B  li   9    to   Comm   Ed 
QA   Topical    Rept   CE-l-A,     "Comra  Ed   Co    OA   Program    For    Nuclear 
Generating    Stations." 
HAASS, W.  Quality    Assurance    Branch-        79/09/11.         lp. 

79100404B2   Forwards    Amends    51    t<   <JS    to    Licenses    DPH-39   Si    DPR-4e, 
respec  tlvelyi  safety    evaluation   k.  notice    of    issuance    & 
availability. 

SCHUENCER- A.  Operating    Reactors    Branch     1     (Pro    77103!))          79/07/17. 

3pp. 

— 791004Q10B  Amends    51    S.   IS    to   Licenses    DPR-39  i  UPR-fla.  reapac ti vely  , 
revising    ETB   to    delete   B  F/hour    rate    of    temp    change    under 
normal    startup    d    shutdown. 

aCHWENCER, A.  Operating    Reactors    Branch    1    <Pre    79103IM 

79/09/17.        14pp. 


t 
7910220413    Forward*     9  u  i  a 

" 


fo 


purging    !< 


^UtyiMBJ       -^       mj.--w- , 

commitment    to     Implement 

30   days. 
E1SENHUT,  D.  O. 
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PEOPLES.  D.  L  CommoniJiml  th 
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—7910220493    "BfcB-am    Oonerfltnr     Wo  t  •  r 
B      EO   6    0.      Inc:.         7«?/O9/t!l          WHU 


79101103BO    Responds     to     7«7O7:W>.  OC'WO    '-     O'»t>' 
contain*=nt    purgu     B.    vontiing     «yn     "".'' 
outlined    quesfcHin    «-    nntwor     Pormrtt     I  » 
response    to    1-eq.ueot. 
PEOPLES,  D.  L.         Cnmn-oniUEnltli     ITd  I  «  on    <•  it 


Tuphnlirtl 


1  uat  l«n 


«  U     f«f«t1<ll 

.     .  ''  °  '»""•«  " 

I.    fur    p«vUu    In 

.....  ,,,....         ., 
/'J/KI/IM         H|tp 


—  7910040490  Environmental    impact    apprainal    supporting   Ainends    51    ^  40    to 

Licenses    DPR-39  !<  DPR-4Sp  respec  t  i  vel  y. 

it      Office    of    Nuclear    Reactor    Regulation.        79/07/17.        'Iff. 

—  7910040492  Notice    of    issuance   &  availability    of    Amanda    51    t<  4H    to 

Licenses    DPR-39  (<  DPR-4a,  respecti  veil). 

SCHWENCER.A.  Operating    Reactors    Branch    1    (Pre    791030) 

79/09/17.        2pu. 


7?1  01  10269   Faruiards     "  Evn  1  ita  t  I  on    of     I  nler*(  1  1  tin*    ItntwtiBii   Hnnes 
Sys   b  Safety-Orndo    3y  B     Tor     £luli    lit  Jit  ton"    '.   "llvaliifl  1  1  im    (if 
Interaction    Bcbujeen    No  n  a  a  f  a  tiij  -  Ocnd  *     fig*    1    ita  +  »Hr  Oi-wilP    l!y» 
for   Dre'sden   &    Quad-C  1  t  i  o  *     Utnt  1  nrta     " 
PEOPLES,  D,  U,         Ctiromcmujovll  bli     FiflBon    C.n         7V/10/OB         H|ip 


—7910110283    "Evaluation     wt      1  11  tti  r  *p  I  I  <Hi» 
Baf  e-ty-Orad  a     By  a     for     Ztnii    Ol-a  t  Inn     ll 
»     Cnmrnanmefll  tli     Ed  1  Don    C*J  /V/LO/dS 


7910020702   Notifies    util     that    response    to    NRC    700202    Itr    re    potential 
for    reactor    cavitij    annulus    seal    rinn,    to    become    destructive 
missile    during   LdCA  acceptably    resolves    problem. 

BCHUENCER.  A.  Operating    Reactors    Branch     I     (Pro    7910301.        79/09/IH. 

2pp. 

7910030BHB  Foriuards   NRC    requirements    for    auiiliaru    faeduater    sya   ti 
requnts    that   plant    designs    >,<   procaiiurcs   bn    evaluated 
against   applicable    requirements    to    determine    detirea   of 
conformity. 
EISENHUT.D,  G.         Division    of    Operating    Reactors.       7W09/1B        Slpp. 


7910220327   Foruard«     odd!      ttiTa     re     mBih«J«liH 
voltaoe    conditional  in     ronjiormo     to     7'/f)VI  / 
review    of    adp^uacu     OF     slottrlr     J  i  e  I  r  I  tin  ( 
mill    ba    submibfced     bg    771IOI 
JANECEK,  R,  F.         CcnmonuBnl  th     Kd  I  n  on     Ci> 


rtiM  pFdiirtln 
«l    fftfti.    f» 
«    vnl  Ifl^in 


7710300410  DiBcu»sirc    7<?  1  OOH    telcon   «/tt   Dnmnnd    re    i  nip   nt 

in   Auj     1979, 

flEEVES.E.A  Qper-atlng     BnnclOPB     ftf«n^    1     H'rtl     71]«aill 

IP- 


7910100044  Forward!    evaluations   requested    790905   of   all    plants 
previously    using    pipe    stress    analyses    based    on   unacceptable 
algebraic    summation    techniques.  All    stresses  within    allowable 
limits. 

SCHWENCER.A.  Operating   Reactors    Branch    1    <Pre   791030J.       79/09/IH. 

Spp. 

—7910100064  Responds    to    Hrs   reporting    results    of    seismic    raanalysiB    »F 
reactor    coolant    piping    per    IE   Qulletin   79-07.  Matter 
resolved.  Safety    evaluation    encl. 

SCHHENCERrA,  Operating    Reactors    Branch    1    (I're    7910301. 

79/07/03.       2pp. 

—  7910100072  Safaty    evaluation   re    seismic    reanalysis    of   reactor    coolant 
piping    per    IE  Bulletin    79-07,  Requirements    satisfied. 
#      Office    of   Nuclear   Reactor   Regulation,       79/07/05.       lp. 


791030041-1    DlacUBsoa    791003     iBltnn    w/H   B»rr'y    ri    ffl 
plan  *•    conflictinfl     r»plo     Pron«    MltC. 
REEVES.E.A,  Oparattrtg     R»ACtnra     Drnnrli    I    U'r» 

lp. 


7910230303   FDruraTdt     c  ommi  tm  niit*     to    mnut    IMI  •!(   I.  Mi  ant   l.inrhej  l*i 

Eme7f,S^g   prttfaT>*ll"«»»    T»«h    PoP-ei     r»n,nru«»ftt»    r»  ITncl*   t,   I.  i 

7.  ?I   .      ,7?   f1**       tVl  *»"inn«tratl«w    of    tifrnplUni:*    Por   ftrmrffn  ! 

Unit    1    will     be     s»nt     in     Npw     190O  • 

REED.C.       CommotiwoBHh     Ed  I  kon    Co.         79/IO/IH         l^fp  i 

7910330391    Poru*ir4i     rir.pon,oq     to    rfKC    ahtr. 

""         *1"      "" 


r    gonorlt 
PEOPLES,  D.L.         Com.ntmwDal  th    HiTlgDn    Co. 


7910030256  Notifies    that    util    will    follow  NRC   recommnndafcion   fc   combine 
raspons*    to   NRC   790B06    Itr   re   degraded    orid   voltage 
iii/response    to  NRC   790BOS   generic    raquast    to   all    power 
naetar    licanseei    on    same    fubj. 
NAUOHTDN.  M.  F.       Commonweal  th   Edison   Co.       79/09/20.       lp. 


7910310341    For 
PEOPLES,  D.  L, 


Proprl«tBry 


r.    CB         79/10/33        9a«, 


26 
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7103103,22   Forwards    proposed    change    to    Tech    Specs    3   3.  2-4.  B. 
request    tar    proprietary    sta  tus.  af  f  idavi  t    6    nunpropriBtaru. 
version    of    "E-CCS   LCCA   Reanalgsls.  " 
PEOPLES,  D.  L.        Commonwealth    Edison    CD.        7'?/10/22.         Spp. 

-791Q31032i  Proposed    changes    to    Tech    Specs   3.  2.  2-4.  8  ra    allowable  LQCfl 
paafc  ing     Factor    lirai  t. 
»      Ccm.mc.nuea  1th    Edison    CD.        79/10/22.        4pp. 

•7910310331    "ECC3  LOCA   fieana  1  i|siB,  "    nonproprletary    ver-aion, 
»      Commonweal  th    Edison   CD,       79/1  Of  53,       ll&pp. 

'10310172    notification    oF    791G2S   meeting    u/ullls     tn    Bethesda.MD    re 

probabilistic    assessment    of    station    blackout   t,    to   establish 

recommended    approach    for    applicability    regarding    affected 

plants-. 

QfiMMlLL.W   P.         Assistant    Director    FBI-   Operating    Reactor   PraiectE    (Prc 

791O30).        79/10/23.        Ip, 

Inspection    reports,     IE   Bulletins   &    correspondence 


7910190343   Responds    to    IE    Bulletins    79-02,79-13.79-14    re    pipe    support 
bans    plate    d  esigns.  crac  k  i  ng     in    feoduater    sys    piping    & 
seismic    ana  lyses,  respec  1  1  vely.  Requests    eitenalon    of    time    to 
complete   insps.  Extension    ul  1  1    have    no    adverse    effects 
PEOPLES,  D.  L.        Commonwealth    Edison    Cn.        79/09/11.        4pp. 

7910170391    Submits    statirs    rept    per    Jul     1979    discuss  ion.  In    response    ta 
IE    Bulletin    79-02,  re    pipe    support    base    plate    designs    using 
concrete   expansion   anchor    bol  ts.  Deacr  i  bes    scop  e,  progress   & 
manpower   of    anchor      assemblies    through    79O910, 
PEOPLES,  D,  L.        Commonweal  th    Edison    Cn,        79/09/11.        3pp. 


7910030326   Forwards    IE   Circular    79-19,     "Loose    Locking    Devic 
Ing  ersn  1  1-Rand    Impellers.   "    No    action    required. 
KEPPLER.  J,  0.  Region    3,     Chicago,     Office    of    the    Director 

Ip. 


79/09/13, 


7910210047   Forwards    IE    Insp    Repts    50-395/79-16   &    50-304/79-17    on 
790B01-30.NO    (loncompliance    noted. 

HEIBHMAN.R.  F.  Region    3,     Chicago,     Reactor   Operations    Nuclear 

Support    Branch.        79/09/14.        2pp, 


10090921    Forwards     IE   Bulletin   79-19,     "Packaging    oF    Lou    Level    Raduastt 
For   Transport  f.  Burial.  "    Action    required. 


KEPPLER,  J,  G. 
Ip. 


Region    3,     Chicago.     Office    oF    the    Director. 


10090151    Forwards    IE    Bulletin    79-26,     "Temp    EFFecbs    on   Level 
Measurements.  "    Action    required. 

KEPPLER.J.G.  Region   3.     Chicago,     Office    of    tha    Director.        79/09/13 

Ip. 

10050392    Forwards    IE    InFo    Notice    79-20,     "NRC    Enforcement    Policy    - 

VRC    Licensed    Intfivldua  1  s.  "    No   action   required, 

KEPPLER,  J.O.  Region    3.     Chicago.     Office    af    the    Director         79/08/14 


10050493   Forward)     IE   Circular    79-17,     "Contact    Problem    in   SB-12 
juitchos    on  QE  Metalclad    Circuit   Breaker  5.  "   No    action 
•oqul  red. 

IEPPLER.  J.  Q.  Region    3,     Chicago.     OFFJce    oF    the    Director.        79/08/14 

Ip. 

0030795  Forwards    IE  Bulletin    79-02,  Kcvi*  ,on    1.  Supp]    I,     -Pipe   Support 
laae    Plate    Designs    Using    Concrete    Etpanaion   Anchor    Holts    " 
ict  Ion   required. 
.EPPLERiJ.  G.  Region    3.     Chicago,     OfFice    oF    the    Director         79/Ofl/EO 


00401&i   ForuarSs    IE    Insp    Repts    50-39&/79-17   t,    50  -304  /  7  9-  1  C,    on 
90SOB,  Ma   none  ompl  lance   noted. 

IQREULl.Q.  Region  3,    Chicago,    Reactor   Construction    I-  Enq  ineerinn 

upport    Dranch.        79/08/24.        gpp,  " 

9100401QB    IE    Insp    Repts    5O-29S/77-17    t,    50-30^/79-1  fa    un    790E30B   No 
noncompliance    noted.  Major    araas     Inspec  ted  :  1  icensee    actions 
re    IE    Bulletin   79-14   &   uork    procedure    revleu 

-gpp.  "*5ion  3-  Chi"sa'  "»"  of  *h- 


3030195   Foriuarda   response    to    IE   Dullctin   79-15,     "DCBp    Draft   Pumn 
ef  1  clenc  i  es.  "  ' 

EED.C,        •Commoinii&altli    Edison    Co.        79Y09/.Q5.        EOpp. 


••-7910340067    IE    Inap    flepts    50-295/71?-  IB   a    50-304/79-17    on    790SOI-30,  No 
noncompliance    noted.  Major   areas    Inspected:  p  lant    operations, 
physical    protect!  nn,  physical    harriers,  access    control    & 
communications,  reviews   &  audits,  cal  ibr   &   LER    rept    Follouup 
KQHLER.J.E..     BPESSARD.  R.  L.  Regions,     Chicago,     Reactor 

Operations    Nuclear    Support    Branch.        79/09/12.        9pp. 

7910300062   Foriuartfs    IE    Info    Notice    79-22,     "dual  i  f  icatlon    of    Control 
Sys,"    Westinghouse    790330    Itr    &   Public    Svc    Electric    it   Can 
Co    790910    Itr    re    potential    unrevleiued    safety    question.  Act!  on 
required   uithin   20   days.  W/o   and. 
DENTdNiH.R.        OfFice    of    Nuclear    Reactor    Regulation.        79/09/17.        40pp. 

79102400BQ  Responds    to    IE  Bulletin    79--1S,     "Audibility    Problem 
Encountered    on  Evacuation    of   Personnel    from  High   Noise 
Areas."   Mods    issued    to    install    adifl    evacuation    sirens   at 
several    out-side    locations. 
PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/09/30. 


4pp. 


7910140021    Responds    to    IE    Bulletin    79-19    re    packaging    & 
lavel    raduastc.All    r  eqi/ivements    followed. 
PEOPLES,  D.  L,        Commonweal  th    Edison    Cn.        79/09/21.        3pp. 


disposal  of  low 


7910171062    Responds    to    IE    Bulletin    79-31.  Forwards    "Temp    Effects    on 
LDVB!    Measurements.  " 
PEOPLES,  D.L.        Commonwealth    Edison    Co.        79/09/31,        Ip. 

—7910171063    IJTemp    Effects    on    Level     Measurements.  " 
«       Commonwealth    Edison   Co.        79/09/21,        Bpp. 

7910230561    Forwards   NRC    7-70626    Itr    re    multiple    equipment    Failures   !< 
surveillance    testing    errors,  uhich    uas    incorrectly 
distributed.  Alsn    forwards     IE    Insp    Repts    90-395/79-13   E, 
50-304/79-12.  fiction    required. 
EISENHUT,  D.  0.  Division    of    Operating    Reactors.        79/09/21.        49pp. 

7910110111    Forwards     IE    Circular    79-30,     "Failure    of    GTE   Bijlvania    Relau, 
Typa    PM   Bulletin    730B,Catalog     5U1S-11-AC   (u/  120   Volt   ac 
Coll."   No   action    required. 

KEPPLER,  J,  8.  Region  3,    Chicago,    Office    of    the   Director        79/09/24 

Ip. 


™?''yal'ld5    IE    IflS[l    n"Pta    90-295/719-16   &    30-304/79-15    on 
-0801    &  notice   of    violation. 
SISHHAN.R.F.  Region    3.     CJ,icflgo.     Reactui-    Operations    Nucleai 

ipport    Sranch.        7-7/09/O6.        Epp, 


7910040195    Forwards    IE    Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolors.  "   No   action  required. 
KEPPUER,  J.  G.  Region  3,    Chicago,    Office    of    tho   Director        79/09/26 


Notice    oF   vlolatinn    From    insp    on    790701-OBO1 
*  Region   3,     Chicago,     Office    of    the    Birector.        79Y09/O&.         Ip. 

'10140156    IE    !nsp   flepU    50-295/79-36    t,   50-304/79-15    on    7907O1-OBO1 
Narcomnliance   note-d:  fa  i  lure   of    Individuals    uior  H  nq    in 
radiation    area    to   wear   required    respirators 


rrect  uord    omission   «,   punctuation   error   uhicli    clhangod 
»Sf™°      atatemBnt-  Changed    statement   underlined    in    te»t 
PPLER.J.  0,  Regipn    3,     Chicago,     Qffics    of    the    Direct 


or.        79/09/07 


7910040034    Furiuartfs     IE    InFo   Notice    79-34,      "Froien    Lines,"    No    action 
requ  1  red, 
KEPPLER,  J.  G. 
Ip. 


Region   3,    Chicago.    OfPica   of    th«   Director.       79/09/37. 


7910170341    Forwards    IE    InFo   Notice    79-35,     "Reactor    Trips    at    Turkey 
Point    Units  3   t.  4.  "   No   action   required. 


KEPPLER,  J.Q. 
Ip. 


Region   3,    Chicago.    OfFice    of    the   Director.       79/10/01. 


7910100398  Forwards    IE    Info  Notice   79-24,     "Overpressurl lation    of 
Containment   of   PWR   Plant    After   Main   Steam  Line   Break. "   No 
action    required. 

KEPPLER,  J.  0.  Region    3.     Chicago,     Office    of    thn    Diroctor.        79/1O/01 

Ip. 


14019B   Submits    status    rept    in   response    to    IE   Bulletin   79-1 
eismtc    Analyses    for    As-Built  Sat  fltif-Re  latod   Piaino    Sus    " 
Slr    ,K?    "P!e'P''oarB"""anj">^r   t.   completion    schErfulo    for 
c»5Hlble    f<   inaccessible    In-sps 
OPLES.D.L.       Commonuealth   Edison  Co.       79/09/11,       3pp. 


7910110356  Submits   addl    response    to    IE   Bulletins   79-01    &  79-Olft  rs 
environ  qualification   of   Class    IE    equipment.  Submits 
justification    for    continued    USE    of    switches    not 
environmentally   qualified    until    replacement. 
PEOPLES,  D,  L,       Commonmealth    Edison    Co,       79/10/04.       2pp, 
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7910230633   Corrects    oversight    re    switches    reported    on    790806    a*    not 
environmentally    qualified    for    app  1  icat 1  on.  Submits    addl     info 
re    util     justification    for    continued    operation    until    switches 
are   replaced. 
PEOPLES.  D.  L.        Commonwealth    Edison   Co.        79/10/O4.        2pp 

7910260376    Approves    request    for    time    e. tension  re    completion    of    insps 
required    by    IE   Bulletins    79-21,79-13   &    79-14  P 

KEPPLER. J.G.  Region    3,     Chicago.     Office    of  the    Director         79/10/O4 

Ip. 

7910310259    Forwards    Revision    a    to    IE    Bulletin    79-13,     "Crackino     in 
Feedwater    Sys    Piping."    Action    required 
KEPPLER.J.  0.  Region    3.     Chicago,     Office    of    the    Director.        79/1O/19. 

R-  ^Periodic    operating    reports    t,    related    correspondence 

7910040267    Forwards    errata    sheet    for    previously,    submitted    environ    t, 
radioactive    effluent   ropts    for    Jan-June    1979. 
WANDKE,  N.  E.        Commonwealth    Edison    Co.        79/O9/17.        |p, 


7910050744  Forwards  EGfcQ    Idaho,  Inc    consultant   repts    pe   steam   generator 
mater    hammers. 


MACKAY.  5.  Plant   Systems    Branch     (Pre    791O30).       79/07/14. 


Ip. 


7910020691    Discusses   action   recommended   by  LLL  to  correct   design 
Deficiency    in    overpressure   protsctlon    SUE. Valves   associated 
w/overpressuri.ation   are   susceptable   to   loss   of   offsite 
power    resulting    in   uncontrolled    RCS   blnudown 

LAINAB.O..     CHECK, P.  Plant   Systems   Branch    (Pre   791030)         79/09/19 

2pp. 

7910020B37   Notifies    that    util    response    to   NRC   7B0302    Itr    re    potential 
for    reactor    cavity    annulus    seal    ring    to    become    destructive 
missile    during    LOCA   acceptably    resolves    issue. 
ECHWENCER.A.  Operating    Reactors   Branch    1    IPre    791030).        79/OW1B. 

7910020819   Responds    to   790730    Itr. No  objection    to    check    of    dedicated 

telephone    line    for   daily    operating  status  rept    to  NRC   ofc 

KEPPLER, J.O,  Region   3.     Chicago,  Office    of    the   Director.        79/Q9/19 

Ip. 


—7910040291  Errata  sheet  to  environ  &  radioactive  effluent  roots  for 
Jan-Juno  1979. 
*   Commonwealth  Edison  Co,   79/06/3O,   3pp. 

7910150171  Forwards  monthly  operating  rept  for  Sept  1979 
MATTHEWS,  E.  R.   Commonweal  th  Edison  Co.   79/10/09.   Ip. 


DOCKET    90-305   KEWAUNEE   NUCLEAR    POWER    PLANT 
0.    Adjudicatory    correspondence 

79100306B5   Orders    termination    of   civil    penalty    proceed  Inn.  NRC    agrees 
incident   mas    aolatod    act   t,   approves    licensee    corrective 
actions.  Licensee    agrees    to    pay    civil    penalty    !.  withdraws 
request    for    hearing, 
SMITH.  I,  W.       Atomic    Safety    and    Licensing    Board    Panel.       79/07/17.       ai't 

P.    Operatlnn    license    stage    documents   fc    correupondonc  e 

7910090241    Forwards    FR    notice    of    amend     to     1OCFH73.  95   re    requirements 
for    physical    protection    of   nuclear    power    plants.  Amend    defers 
implementation    of    physical    search    requirements    from  790GOI 
to    791101. 
DENTQN.H.R.       Office    of    Nuclear   Reactor   Regulation,       79/OB/10.       49pp. 

7910030004   Forwards    ntnam   generator  mat  at-    hammer    safety    nvaluatton 

Plant    mod    not    necessary.  Operating  rapts    will    be  monitored 
for    Inilicationo    of   water    hammer. 

LAINAS.O.  Plant    Systuma    Branch  (Pro    791030),        79/09/03.        2pu 

—7910030003   Safety    evaluation    re    steam   generator   water   hammer.  Muter 
hammer    not    likely    during    normal    operation 
*  Plant    gyatums    Branch     (Pro    7910301.        79/09/30.        lipp. 


on   Of    stDilm 


-nv  ,, 

per   790001,760310  t.   7(10303   submi  ttal  n.  No   mods    required. 

NRC   uill    continue    to   monitor    operating    repts, 
SCHWENCEIi.  A.  Operating   lieactors    Branch    1     (Pre   7910301 

2pp. 


water    l.ammer 


7910030B36  Forwards   NRC    requirements    for    auiiliary    feedwater    sys   t, 
requests    that    plant   designs  !<  procedures   be   evaluated 
against   applicable   requirements    to   determine   denree    of 
conformity. 

EISENHUT.D.O.          Division    of   Operating    Reactors.       79/09/21.        35pp. 

7910220413  Forwards    guidelines   for   valve   operability    re   containment 
purging   {,  venting    during   nprmal    operation,  Requests 
commitment    to    implement   valve   qualification   program'  ui  thin 
30    days. 

EI8ENHUT.  D.  0.          Division   of   Operating   Beactora.       79/09/37.        3pp, 

7910170315  Forwards   response    to  790717  request   for   addl    Jnfo  re 
degraded    grid   voltage.  Undervol  tage   relays  will    be  added    to 
protect    safeguard    continuous   duty  motors   from    long-term 
degraded    voltage    operation. 
MATHEHS.E.R.       Wisconsin  Public   Service   Corp        79/10/11.       4pp. 

791035026-5   Responds    to   790B27   t.   0914   requests    fov    add)    info    re 
containment   purge   *.  vent    sys.  Facility   does   not    have    on-line 
purge    sya.  Conta  inmont    temp   !,   humidity    is   controlled 
independently    of    purge    (t   ventilation    sya. 
MATHEWS.E.R.       Wisconsin   Public    Service   Corp.       79/10/18.        6pp. 


79/09/1'] 


.M          ™  r'"""!St    fD''    "•"'"n.ii.t   to  recommendations 

of  NUfieG-Q57B,  Specific    commitmonta    deferred   until   mod 
proposed    to   accomplish    intended    task    w/o    compromising    other 
safety    functions.  Rept  will    be    submitted    by  B0010I, 
MATHEWS.  E,  R,        Wisconsin   Public    Service   Corp.       79/10/19,        30&p. 

7910330387  Forwards    proposed   Tach   Spec  Amend   40  re   fire   protection 
MATMEWS.E.R.       Wisconsin  Public   Service  Corp.      79/10/19.       3pp. 

—  79102SOS90  Proposed    Tech   Spec   Amend   40,  adding    fire  protection   BUS 
committed    to    in  Amend   33,  deleting   mods    required  35    license 
condition.  adding    5-man   fire  response  requirements    b 
correcting    Inconsistencies. 
*     Wisconsin  Public   Service   Corp.      79/10/19.      7pp. 

7910350266  Forwards    corrected   Page  27  of  Cycle   5   startup    rept. 
MATHEHS.E.ft.       Wisconsin  Public   Service   Corp.      79/10/32.       2pp, 


—7910040005  Safety    evaluation    of    steam   generator  mater    hammer   at 
facilities, 

*  Operating    Reactors    Branch    1    (Pre    791030),       77/09/13.       flup. 

7910190366   Discusses    roviow  re    secondary    s.ys    flow    instabilities    Water 
hammer    events    due    to   rapid    steam  condensation    In    feedwator 
BUS   at    facility    are   not    likely    to    occur,  Forwards    safety 
evaluation. 
SCHWENCERiA,  Operating    Reactors    Branch    1    (Pro   791030).       79/09/13. 

—7910190279  Safety    evaluation   re    steam   generator   water   hammer.  Cone ludoa 
water    hammer   not    likely    to    occur. 

*  Oporatino   Reactors    Branch    1    (Pre    791030),       79/09/30.       5|ip. 

7910020727   Forwards    request    for   addl    Info    re    containment   puree  i.   vent 
sys,  Requests    info   uiithin   30  days. 

fiCHWENCEfl.  A,  Operating   Reactors    Branch    1     (Pre  791030),       79/O9/14 

3pp. 

7910050107  Provides    addl    Info    to    79061S  response    to    IE  Bulletin   79-01. 
List    of   ASCD   solenoids    used    in    containment    on    safety-related 
air    operated    valves    has    been   established. 
MATTHEWS.  E.  R.       Wisconsin  Public    Service   Corp.       79/09/14        2pp 


7910300283  Returns   copy   of  Amend    7   to    Indemnity  Agreement    B-53    for 
signature. 
MATHEWS,  E,  R.      Wisconsin  Public   Service  Corp.      79/10/24.       2pp. 

7910300161   Ac!   recaipt   of  NRC  790B10    Hr  re    incorporation    of   previous 
agreement  i  commitment    to  Reg   Ouide    l.B    into  Tech  Specs. 
No   need    to   confuse   existing    Tech   Specs  ni/redundant 
requirements   re    key    nuclear   plant  personnel. 
MATHEWSiE.R.      Wisconsin  Public    Service  Corp.      79/10/25.       Ip. 

0.     Inspection   reports,     IE  Bulletins  ?.   correspondence 

7910090534  Forwards    IE  Bulletin   79-19.     "Packaging    of  Lou.  Level    Radusste 
for   Transport  d  Burial.  "   Action   renuired. 

KEPPLEHiJ.0,  Region  3,    Chicago.    Office   of   the   Director.      79/OB/10 

Ip. 

7910090209  Fnruards    IE  Bulletin   79-21,     "Temp   Effects   on  Level 
Measurements.  "    Action  required, 

KEPPLER.J.O.  Region  3,    Chicago,    Office   of   the   Director.      79/00/13 

Ip. 
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710050039   Forward*    IE    Info    Notice    79-20.     "NRC    Enforcement    Policy    - 
NRC    Licensed    Individuals.  "   No   action   retired. 

KEPPLER.  J.  O.  Region    3,     Cfcltago..     Office    of    the    Dir&ttor.        79/QS/14. 

Ip. 


791004-0046   Forwards    IE    Info    Notice    79-24,     "Froiun    Lines."    No    action 
required. 

KEPPLER,  J   0.  Region    3,     Chicago,     Office    of    the    Director.        79/O9/37. 

IP. 


J10O5Q507    Forwards    IE   Circular   79-17,     "Contact    Problem    in    BQ-12 
Switches    an   CE   Mstalclad    Circuit   Breakers."   No    action: 
required. 

KEPPLER,  J.  0.  Region    3,    Chicago.     Office    of    the   Director.       79/08/11. 

10. 

?!OQ2O721    Faruards     IE    Iti9p    Rept    30-3O3/79-I4    on    790724-27    t    QB01-O3   & 
notice    of    violation. 

HEI8HMAN,fi.  F.  Region   3.    Chicago,    Reactor   Operations   Nuclear 

Support    Branch.        79/00/29.        Bpp. 

-7910O2Q723    Notice    of    violation    from    inap     on    790724-27    i,   Q8O1-03. 
*  Region  3,    Chicago,     Office   of    the   Director.       79/OS/S7.       Ip. 

-7910050733  TE  Imp  Rent  50-305/79-14  on  790721-37  J.  OBOI-O3 
Norvcomp  1 1  ance  noted:  refuel  ing  water  storage  tank  vol  less 
than  Tech  Spec  requirement. 

CHOULES,N.  C.  .     WARNICK.R.  F.  Region   3,     Chicago,     Office    of    the 

Director.        79/08/37.        7pp. 

J1002G226   Forward*    IE    Info    Notice    79-20,  Rovi  sion    1,     "NHC    Enforcement 
Policy    -   NflC   Licensed    Individuals    "    Hat  ice    reissued     to 
correct  uiord    omission   &    punctuation    error    which    changed1 
Intent   of    statement.  Changed    statement    underlined    In   teit. 
KEPP4.ER,  J.  G.  Region   3,     Chitago,    Office    af    the    Director.        79/09/07. 

tp- 


7*710330233   Responds    to    IE    Bulletin    79-19,      "Packaging    of    Lou   Level 
Radioactive   Waste    for    Transport    &   Burial,"    OA   audit    of 
rarfiiiaste    transport   activities    Initiated. 
MATHEWS,  E.  fl.        Wisconsin   Public    Service   Corp.        79/09/33.        2pp. 

7910170261    Forwards    IE   Infn   Notice    79-35,     "Reactor    Trips   at   Turkey 
Point   Units    3   &    4.  "    No    action    required. 

KEPPLER.  J.  0.  Reoion   3.     Chicago,    Office    of    the    Director.       79/10/01. 

Ip. 

79101S0640  Forwards    IE    Info   Notice    79-24,     "Overpressurl ration   of 
Containment   of   PUR  Plant  After   Main   Steam  Line   Break. "   No 
action   required. 

KEPPLER.  J.  0,  Reoion   3,     Chicago,    Office    of    the    Director.       79/10/01. 

Ip. 

7910110403   Responds    to   NRC    790917    request    for    addl     Info    re    environ 
interracbion    issue    identified    in    IE    Info   Notice  79-aa, 
Westinghouso   review   of    postulated    scenarios    indontified    no 
adverse    conditions   resulting    from   environ    interaction. 
MftTHEUSi  E,  R.        Wisconsin   Public    Service    Corp,        79/1O/OB.        0pp. 

7910310367  Forwards   Revision  2    to    IE   Bulletin   77-13,     "Cracking    in 
Feetfuater   Eys  Piping."    Action    required. 

KEPPLER.  J.  S.  Region    3,     Chicago,     Office    of    tho    Director.        79/10/19. 

Ip. 


Responds    to    IE    Bulletin    79-1S,     "Deep    Draft   Pump 
Deficiencies,"   Four    deep    draft    pumps    are    used    in    sve   uater 
sys.  Shaft    -stabiliier    Installed    on    pumps    to    prevent    ujobble, 
No   significant   problems    ei per ienced. 
MATHEtl9,E.  R.        Wisconsin    Public    Service    Corp.        79/O9/12,        2p 


K,     Periodic    operating    reports   t<    related    torresponilcncf 


7910150514  Forwards  monthly    operating    rept    for  Sept    1979. 
MATTHEWS,  E.  R.       Wisconsin   Public    Service   Corp.       79/10/09, 


Ip. 


'10030237  Forwards    IE  Circular  79-19>     "Loose    Locking    Devices    on 
Ingersoll-Rand1   Pump    Imorllors. "    No   action   required. 

KEPPLER,  J.  0.  Regions,     Chicago,     Office    of     the    Director          79/09/13. 

IP- 

'10050114   Notification    of    completion    of     insp    of    safety-related    piping 
fcijs    for    conf ormance    to    seismic    analyses,    per    IE   Bulletin 
79-14,  Engineering,    review  -of   discrepant  i  es    indicates   no 
substantial    problems, 
MATTHEWS,  E.R.        Wisconsin    Public    Servicu    Carp.        79/09/17.        3pp. 

•100303i5   Forwards    response    to    IE    Bulletin    79-31,     "Temp    Effects    on 
Level    Measurements."    Description    of    steam    generator   & 
pressuriier   water    level    sus    <<    list   of    safety    d   contra! 
setpointa   snc  1, 
MATTHEWS,  E.  R.        Wisconsin    Public    Service    Corp.        79/Q9/17.        9pp. 

103000B3  Formar-ds    IE    Info  Notice    79-S2,     "Qua  1  i  ficati  on    of    Control 

Sys.  "   Westlnohouse   790330    Itr   5  Public    Bvc    Electric    li  Ban 

Co   790910   Itr    re    potential    unrewieioed    saPetij    q  UBS  t  i  on,  Ac  tion 

required    uilthin   30  daijs.  W/o    encl. 

DENTON.H.H.        Office    of    Nuclear   Reactor   Regulation.        79/09/17.        IBpp. 

1 00907 BS  Responds   to    IE   Dullttin    79-IS'     "Audibtlltu    Problems 
Encountoreil   W/Gvacuat  ion   of   Personnel    From  High   Hoioe   Area." 
Result!    ulll    be    foruiardad   uithin  month. 
MATHEWS.E.R.       Wisconsin  Public   Service   Corp,       79/09/31.        Ip. 

1Q330561    Foryards   NR.C   79063A    Itr   re'  multiple    equipment    failures    & 

lur-vei  1  lance    tasting    error-a,  which   uias    Incorrectly 

distributed.  Also    Forwards     IE    Insp    Jfept*    50-295/79-13    t, 

a&-304/79-13.  Action   require-d. 

E1SENHUT,  D.  Q.  Division    of    Operating    Reactors,        79/09/31.        49pp. 

1O110150  Forward*    IE  Circular    79-2O,     1JFailure   of   BTE  Bulvanla  Relay, 
Type   PM   Bulletin  730S, Catalog    5U12-1 1-AC   u/IHO    Volt    ac 
Coil."   No  action    required. 

KEPPLER.J.  G,  ttBQion    3,    Chicago.    Office    off    the    Director.       79/09/21. 

Ip. 


— 79101SOS23  Monthly    operating    rept    for   Gept    1979. 

WALLACE,  J.  . I.       WisconBin   Public    Service    Corp.       79/10/01.       4pp. 


S.     Reportablo   occurrences,    LERs    !i  related    correspondent 


7910240233    Foruardo   LERs    79-OS4/03L-0    t,    79-025/03L.-O, 

MATHEWS.E.fl.        Wisconsin   Poblic    Service    Corp.        79/10/21J, 


IP. 


— 791036033O   LER   79-Oa4/C-3L-0:  on    790932,0110    of    two    D/0    sets    was     left    in 
pullout    for    10~h    folloiuing    montlily    loadoJ    run    Burveillance 
procodur  e,  Caused   !>y    revised    procedure    not    containing    method 
for-  placing    D/G   back    til   AUTO. 
RU1TER.O.H.       Wisconsin  Public    Service   Corp,       79/10/22,       Ip, 

— 7910260334   LER   79-025/03L-0:  on   790922, leak    discovered    an    lube    oil 
sample    for   one    of    tuo    diesel    generator    sets. Caused    by    metal 
fatigue    due    to   vibration    a  tresses.  Copper    tubing,    replaced 
lu/s  tain  1  ess    steel . 
RUITEH.G.H.       Wisconsin  Public    Service  Corp.       79/1Q/23,        Ip. 

79103Q033i   Forwards   LEfi    79-036/O3L-0. 

MATHEWS,  E. «.       Uisconsin   Public    Sorvico   Carp,       79/10/36.       Ip. 

— 7910300339   LER   79-026/03L-0: on    79093S, 30V    train    A    charcoal    filter    FP 
control    valve    stuck    in   open   i   closed    positions    durinn 
tet  ting.  Caused    by    sticking    af   relay   which    activates   FP 
control    valve    solenoid    operator.  Va Ive    cleaned, 
RUITER.  G.  H.       Wisconsin   Public    Service   Corp.       79/1O/36.       Ip. 


DOCKET    50-306   PRAIRIE    ISLAND   NUCLEAR    STATION,     UNIT    2 
F.     Security,    medical,    emergency    &    fire    protection    plans 

7910050027  Submits    requested    status    as    of  79090A.  Three    fire   protection 
cafatij   evaluations    For   sii    plants    remain    to    be    issued. 
LAINAS,  0,  Plant   Systems    Branch    (Pro   791030).       79/09/07.       Ip, 


10190197   Roipondi    to   request    for   addl    info    re    IE  Bulletin   79-Ol.All 
power,  control    tt    instrument   cab  la   used    in    safeguards    in 
containment   at    uti.1    are    qualified    post-LOCA. 
MATHEWS^E,  R,       Wisconsin    Pofclic    Service  Corp.       79/09/85.       2pp. 

1004Q2&3  Forwards    IE   Info  Notice   79-33,     "EmeraBncij    Diesel    Oenerator 
Lube   Oil    Coalers."   No   action   required, 

KEPPLER-J.Q.  legion  3,    Cfticaoo.    Office    of   the    Director.       79/09/26. 

1°. 


7910330337   Submits    revised    imp lamen tat  ion   dates    for    fire    protection 
mods   &  reasons    for    d-elaij, 
HAVER,  L.  0,       Northern   States   Puuer    Co.       79/10/17.       3pp. 

7910240363  Forwards    "Revised    Fife   Protection   Safe   Shutdown   Analysis. 
Ropt   supersedes   Section   7  of   770311    fire    haiara"s    analusis 
(,   77070S   suppl. 
MAYERrL,a.       Northern    States  Pouer    Co.       79/10/33.       2pp. 


— 791034056*.    "Revised    Fire   Protection  Bafo   Shutdown   Analysis.  " 
*      Northsrn   States    Pouer   CD,       79/1O/33.       41pp. 
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79102S0298  Forwards    proprietary    version   of    two    sets   of   cable   routing 
drawings    far    review   of    fire    protection    safe    shutdown 
raanalysis.  Drawings    withheld     Iref     10CFR.  770). 
MAYERjL.O.       Northern  States   Power   Co.       79/10/23.       lp. 


H.     Qeneral    correspondence 


791O04Q646  Forwards    safety    evaluations    re    fire   detection   d  protection 
Bye.  W/o    one  1 . 

BCHWENCER,  A.  Operating    Reactors    Branch     1     (Pre    791030).        79/Q9/19. 

lp, 


I.     Financial    information 


791Q16Q473   Forwards    schedule    showing    generated    cash    Flow    in    1979 
projections    far    1979. Also    forwards   Annual    Financial    Rept 
197B. 
CARLSON.  L.  R.        Northern    Status    Power    Co.        79/10/11,        2pp. 


J,     Insurance   &    indemnity    information 


791O220224    El  Be  u  tod    Amend    O    to    Indemnity    Agreement    B-60,  mod  i  fyinp 
prefatory    language    re    transportation,  bandl  ing    or    temporary 
storage    of    radioactive   mail, 

SALTZMAN.J.  Antitrust   'x    Indemnity    Group.       .IDHNBON,  R.  B.       Northern 

States   Power   Co.       79/10/16.       lp 


P.     Operating    license    stage    documents   &   correspondence 


7910050127   Responds    to    IE   Bulletin   79-21,     "Tamp    Effect!    at   Level 
Measurements.  "    Outlines    liquid    level    measuring    ays    inside 
containment  used    to    Initiate    safety   ac  tions.  Tab  les   t.  chart* 
end. 
UACHTER,  L.  J.       Northern   States 


79/09/14. 


Bpp. 


7910050744   Forwards    EG&G    ID,  Inc    consultant    repti    re    steam   generator 
water   hammers. 
MACKAY.B.  Plant   System*    Branch    (Pre    791030).        79/09/14,        lp. 

7910050360   Responds    to    util    answer    to   NRC    7SO203    Itr    re    reactor    cavity 
seal    ring    generic     issus.Util    answer    acceptably    resolves 
iisue. 

8CHWENCER.A.  Operating    Reactors    Branch     I     IPre    791030).        79/O9/1B. 

2pp. 

7910220413   Forwards    guidelines    for    valve    operability    re    containment 
purging    &   venting    during    normal    operation. Requests 
commitment    to    implement  valve    nual  if  icatio-n   program  within 
30  days. 
EISENHUT.D.  0,          Division    of    Operating   Reactor!.       79/07/27.        3pp. 

7910170410  Forwards    request   for   addl    info   re    containment   purge  &   vent 
sys    to   continue    review. 
LAINASiQ.  Plant    Systems    Branch     (Prs    771030).        79/10/01.        3pp. 

7910260370   RequBBts    info   re    events    of    loss    of    offsite    power    tt 
concomitant  degraded   voltage   or    frequency    conditions. 

BCHWENCER.  A.  Operating    Reactors    Branch     1    (Pre    791O30).        79/1D/O1. 

3pp. 


7910090341    Forward  B    FF1   notice    of    amend    to    10CFH73.  95   ra    requirements 
For   physical    protection    of    nuclear    power    plants.  Amend    defers 
implementation   of    physical    search    requirements    from  770301 
to    791101. 
DENTONiH.R.        Office    of    Nuclear    Reactor    Regulation.        79/08/10.        fl9pp. 


7910110441    ACR  receipt   of  NKC  79O.917    1  tr   re    potential    for   adverse 
environ   effects   ccauoing    interaction   between  nonsafety- 
grade  i  safety-grade    sys.  Revieu  has   not    identified    condition 
which   mould    jeopardize    safe   operations. 
MAYER, L.O.       Northern   States   Pouier    Co.        79/10/05.        6pp. 


7910030004   Forwards    steam   generator   water    hammer   safety    evaluation. 
Plant   mod    not    necossary.  Operating    repts    uill    be  monitored 
For    indications    of   water    hammer. 
LAINAS.  G.  Plant    Systems    Branch    (Pro    791030).        79/09/05.       5pp. 


7910220460   Discusses    review   of    responses    to    IE   Bulletins    79-05C 
79-Q6C    re    need    for    tripping    of    reactor    coolant    pumps    For 
certain    small    break   LOCAs. 
RDSB.D.F.       TMI-2   Bulletins    tc   Orders.        79/10/05.        2pp. 


— 7910030005   Safety    evaluation   re    steam   generator   water    hammer.  Water 
hammer    not    likely    during    normal    operation. 
*          Plant   Systems   Branch    (Pre    7910301.       79/O9/30.       3pp. 


7910240724   Responds    to    790921    request    for    addl    inf o. Impossi ble    to 
respond    in   seven  wort  ing    days. Response   will    be    submitted    by 
791031. 
WACHTER.L.  J.       Northern   States    Power   Co.        79/10/09.        lp. 


7910180147   Forwards   Amends    39  t<  33   to   Liconses   DRR-12  &   DPR-60, 
respectively,  saf  ettj    eval  uationi  not  ice   of    issuance   &  RE  Hall 
790621    Itr. 

SCHWENCER.A.  Operating    Reactors    Branch    1     (Pre    791030).        79/09/06. 

5pp. 

— 791QIB013S   Amends    39   !i   33    to    Licenses    DPR-4H   &   DPR-60,  reapec  ti  ve  lij, 
adding    license    conditions    re    completion   of  mocla   & 
Implementation    of    administrative    control, 
BCHMENCER.A.  Operating    Reactors   Branch    1    (Pre    791030). 

79/09/06.        19pp. 


7910170359   Responds    to    790730   request    for    info   re    Degraded   voltage 
protection  circuitry. Submits    criteria   re   voltage    selection, 
voltage    drop   analysis   &   load    injection   scheme. 
HAYER.L.D.       Northern    States    Power   Cn.        7W1O/I2.        4pp. 

7910240619  Commits    to    implement   requirements    of  NUREO-057Q    for    follouup 
actions    to   TMI-3   ace ident,  Forwards    description    oF    actions 
already    taken,  planned   actions   Si   eipected    implementation 
dates, 
HAVER,  L,0.      Northern  States  Power  Co.      79/10/17.       15pp. 


— 79101Q016B  Fire    protection    safety    evaluation    supporting   Amends  39  &  03 
to    Licenses    DPR-42   fc   DPR-60i respec ti vel y. 

*  Office    of   Nuclear   Reactor   Regulation.       79/09/06.       H3pp 

— 7910180176  Notice    of    issuance    of   Amends   39  I.,  33   to   HL-enn.es    DPR-42  t< 
DPR-iO,  respectively, 

ECHWENCEfi,  A.  Operating    Reactors   Dl-anch    I    (Cre    791030). 

79/09/06.       8pp. 

7?1OO40003  Forwards    safety    evaluation   of    steam   generator  water   hammer 
per   730801,760310  t.   7Q0203    auomi  tta  1  s.  No   mods   required. 
NRC   oil  1 1    continue    to   monitor    operating    repts. 

SCHWENCEH.  A.  Operating   Reactors   Branch    1    (Pre  791030).       79/09/13. 

3pp. 

— 7910040003   Safety    evaluation    of    steam   generator   water    hammer    at 
facilities. 

#  Operating    Reactors    Branch    1    (Pre    791030).       79/09/13,       4pp. 


7910300142  Discusses   review  of   acceptability    of   station    electric 
distribution  sys.  Worst   case   combination   of    steady    state  & 
transient    loading    will    not   cause    spurious    operation   oF 
undarvol tage   protection   or   extend   acceleration   times. 
MAYER, L.O.      Northern  States   Power  Co.       79/10/36        2pp. 

7910300299  Discusses   790917    Itr   re  plans    for    implementing    requirements 
of  40CFR190.  Beginning    791201. prior    to    issuance   of   semiannual 
radloative   effluent  repti offsite   doses   due    to    liquid   b   gas 
will    be    calculated    per   NUREG-0133, 
MAVER.L.O,       Northern   States   Power   Co.        79/10/26.        3pp. 

Q,     Inspection  reports,     IE  Bulletins  d  correspondence 

7910090003  Forwards    IE   Bulletin  79-19i     "Packaging   of  Lain  Level 
Radioactive  Waste    for  Transportation  &  Burial."  Action 

KEPPLERiJ.fl.  Region  3.    Chicago,    Office    of   the   Director.      79/OB/10. 

lp. 


7910190266  Discusses    review  re    secondary    sys    flow    instabili ties.  Water 
hammer    events    due    to   rapid    steam  condensation    in    feaduater 
ig>   at    Facility    are   not    likely    to   occur.  Forwards    safety 
evaluation. 

BCHWGNCER.A.  Operating    Reactora   Branch    1    (Pro   791030).       79/09/13. 

Spn, 

— 7910190279   Bafsty    evaluation   re    steam   generator   water   hammer.  Cone  lurtna 
uater    hammer   not    likely    to   occur. 
*          Operating    Reactors    Branch    I    (Pro    79I030J.       79/09/30,       3pp. 


7910090191   Forwards    IE  Bulletin   79-21,    "Temp    Effects   on   Level 
Measurement*.  "   Action  required, 
KEPPUERrJ.  0.  Region  3,    Chicago,    Office    of   the    Director.      79/OB/13. 


79100S04SO  Forwards    IE   Info  Notice  79-20,    "NRC  Enforcement   Policy   - 
NRC   Licensee    Individuals."   No  action  required. 

KEPPLER.J.O.  Region  3,    Chicago,    Office    of  the   Director.      79/08/14. 

lp. 
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7710030493   Forwards     IE    Circular    79-17,      "( 
Switches    on    CE   Metalclad    Circuit    BreaVi 
requ  i  red. 
KEPPLER.J.  G.  Region    3.     Chicago,     Office    of     the    Director.        79/08/11 


c  t    Prob 1  em 
Mo    action 


791Q010729   Forwards    IE    Inap    Repts    SO-2B2/79-1B    f,    50-306/79-15   on 
790701-31    ft  notice    of    violation. 

HEISHIWJ,  H.F.  Region    3,     Chicago,     Reactor    Operations    Nuclear 

Support   OraneJi.       77/OB/23.       13pp. 

—7710010733   Notice    at    violation    from    insp     on    7907O1-31. 

*  .Region    3.     Chicago,     Office    of    the    Director         79/OB/23.       3pp. 

— 791OO10739    IE    Imp    Repta     50-232/79-18   a    50-3O6/77-I5    ur.    79O701-31. 
Noncomplianre    noted: fa i lure    to   adhere    to   controls    for   making 
changes    to    test    procedures. 

FEIERABEMD,  C-D.  ,     WARN1CK,  Fi.  F.  Reaion    3,     Chicaqo.     OFfice    of     tltr> 

Director.        77/08/23.         10pp. 


50-306/79-11    on 


79100504&0   Forwards     IE    Insp    Repts    50-232/79-17 
790712-13   t,    17   (,    notice    of   violation. 
DflVIS.A.B.  Region    3,     Chicago,     Fuel    Facilitu    !-    Materials    Safetu 

Branch.       79/08/34.       2pp. 


—  79J00501&2    Notice    of    violation    from    insp    on    790712-13   &     17. 

">  Region.   3,     Chicago,     Office    of    the    Director.        79/OB/24.        ip 

--77I0050469    IE    Insp    J?epts    50-282/79-17    (.    SO-306/79-M    un    790713-13   *•     J/ 
Nnncompliance    noted  :  neutral  i  I  i  no,    tank    batch    release    u/pH 
leas    tham  6.  5  !,   failure    to   count   6   report    fish    Ic-ss    riue    from 
imp  1  ngemant. 

OESTMANN.M.  J.  ,     ESSIO,  T.  H.  Region    3,     Chicago.     Office    of    thn 

Director.        79/OB/21.        6pp. 

7910050624   SuDfflits    response     to     IE   Bulletin    79-14.  Item    of    ncnconf  ormancs 
discovered    re    auiiliaru.    Feeduater     EIJS     (rof    LEW    79-B3  )  .  Vigua  i 
4    analytical     Inap    of   as-built    supports    tiill    be    completed 
uithin    ISO   days. 
HrtCHTER.L.  J,        Northern    States    Power    Co.        79/OB/3I.        3pp 

7910120309   Faruiards    IE    In&o    Repts    50-232/79-19   S,    50-3OA/79-J6    an 
79O901-22.  No   nDncompliarvce   noted 

HEISHMAN,R.F.  Region    3,     Chicaqo,     Reactor    Operations    Nuclear 

Support    Branch.        79/O9/05.        2pp 

—7910130315    JE    3n>p    Reptj    50-262/79-19    ?,    50-306/79-16    on    7-JOB01-2H    tin 
noncamp]  lance    noted.  Major    areas    inspec  tetf  ;  plant    operations, 
security,  follnuup    of     IE    bulletins    I,    circulars    *    previousli. 
identified    unresolved     i  tarns. 

FEIEHADrtND,  C.  D.  Region    3,     Chicaflo,     Office    of     the    Director 

WARNICK.B.  F,  Region    3,     Cnicago,     Reactor    Operations    Nuclear 

Support   Branch.       79/09/03.       4pp. 

7910020212   Responds    to    IE   Bulletin    79-15,      -Deep    Draft    Pump 
..*:.i.£l!n.ci"'  "..Tuo    safety-related    pumps    tested    monthlu. 


MACHTEFt,  L,  J. 


-  -     .  3  n  t  h  1  ij . 
Northern   States    Pouicr    Co.        79/O?/07.        2np. 


Po  MrTS*    1E'nf*.Noti"    "-20.ReVi5ion    1.     "NRC    En  Forcmei.t 

Policy    -  NRC  Licensed    Individuals."   Notice    reis.suc.1    to 

correct    word    omission   !,   punctuation   error   uhi^h    changed 

,!2™5n°       Etatflment-  Changed    statement    tinderllned    in     text 

KEPPLEI),  J.  G.  Reglnn    3,    ChicaHD,     Office    of    the   Director-       79/07/07. 

79IO&3057B    Forwards    action    taker,    b    to    be    taken    in    re^onse    to     TE 
Dulletiti    79-16.£ncl    withheld     (ref    10CFR2.  7901    Seturitu    olan 
(valuation    concludes   modified    amende*    security    plan    provides 
adequate    physical    protection. 
HrtCHTER.L.J,        Northern   States    Pomer    Co.        77/09/11.         l(i. 


7910300033   Forwards     IE    Info    Notice    79-22,     "Qualification    of    Control 
Bus,  "    Meetinghouse    790830    Itr    !.   Public    Svc    Electric    !,    Gan 
Co    790910    Itr    re    potential    unrovleuied    safety    quest  ion.  Act  ion 
required    uithin    20   ds-us.  W/o    oncl. 
DENTON.  H.  R.        Office    of   Nucloar    Reactor    Regulation.        79/09/17 


48pp 


79100l018fl    Formards     "ASME   Code    Section    XI     Inservice    Inap    t,    Teatinq 
Pro-gram    &    Info    Required    for    NFiC    Revieiu    of   Requests    for 
Relief    from    ASME   Code    Section    XI    K equ i regents,  "    Revision    3 
MAYER, L.  Q.        Northern    States    Poiuer    Co.        79/09/.19.        3pp. 

— 79100101B8    "ASME   Code    Section    XI    Inservice     [nap    t,    Testing    Program 
Info   Required    for   NRC   Review    of    Requests    for    Relief    from 
ASME   Code    Section    XI    Ftequi  rement  s,  "    Revision    3. 
«      Northern   States   Power    Co.        79/09/19.        22pp 

7710030331    Ack    receipt    of   790911     Itr     informing    NRC    of    steps    taken    tq 
correct    violations    noted     in    IE    Insp    Repta    50-282/79-10    & 


50-306/79-1 S 
HEIEHHfiW.  R.F. 
Support  Branch 


Region    3,     Chicago,     Reactor    Operations    Nuclear 
79/09/21          Ip. 


~- 791003033B   Responds    to   NRC    79O9OS    Itr    re    violations    noted     in    IE    Inso 
Rept    SO-S02/79-1B   t.    50-306/79-15.  Correct  ive    actions 
relnatruction    of    oparators     in    Tech    Spec    requiremento 
WACHrER.L.  J         Nnrthorn    States    Pniuer    Co.        79/09/11.        ypp. 

791005037?   ReBp<mds    to    IE   Bulletin    79-19    re    tranaport    of     lou    level 
waste.  Hill    maintain    current    eat    of    regulations   t    licenoaG    on 
burial    firms    &   uii  1 1     initiate     training    program    re    uiaate 
solidification   uithin    si»    months. 
WflCHTEf!,L.  J.        Northern    States    Power    Cc 


79/09/31. 


2pp. 


79100907B8    Responds    to    ISDuletin    79-10,     "Audibility    Problems 
Encountered    H/Evacuatl  on    of    Personnel    From   High    Noise    Aroa    " 
Several     speakers    ujill     be    added     to    ays.  PoG5i  b  i  1  i  ty    of    addinq 

n*ru?La,"nU,nel:!tl0n    in    selected    •"-"«    **    boinj]    investigated. 
HACHTER.L.J.        Northern    States    Poiuer    Co.        79/09/31.        2pp. 

791023056]    Foruarda   NF!C    790626    Itr   re    multiple   equipment    failures   & 
surveillance    testing    errors.  iuh  i  c  h   mas    incorrectly 
distributed.  Also    forwards     IE    Insp    Repts    50-395/7')-13   fc 
50-304/79-12.  Action    required. 
EIEENHUT,D.G  Division    of   Operating    Reactara.        79/09/21.        17pp. 

7910090662   Submits    addl     info    re    reactor    veaael    ueld   metal     info 
specified    In    IE    Bulletins    78-12,  7B-12A   f,    78-131).  Final 
response    to    bulletins    eipected    Wov     1979. 
WACHTER.L.  J.       Northern    States    Power    CD        79/09/24.       ip, 

7910110136   Fomarda    IE   Circular    79-20,     "Failure    of    GTE    B.jlvania   Relay. 
T<jpe   PH  Bulletin    730S.  Catal  og    5U12-11-AC   u/120   Volt    ac 
Coil."   Ho    action    required. 
KEPPLEF1-  J.O,  Region    3,     Chicago,     Office    of    the    Director.        79/09/21. 


Diesel    Oenerator 


79/07/26 


tn         r0rT"P'".IS    r"f"    N°liCB    7<?"23'     "Em«-B 
Lube    Oil    Coolers."    No    action    requirorl. 

KEPPLER.J.  G.  Region    3,     Chicago,     Office    of    the    Director 

Ip. 


7710010055   Forwards    IE   Info   Notice    77-31,     "Fro, en   Lines.  '•    No   action 
requi  red. 

KEPPLER.J,  G.  Region    3,     Chicago,     Office    of    the    Director,        79/09/27 

Ip. 


7910170354   Foruards    IE    Info  Notice    77-25,     "Reactor   Trips   at   Turkey 
Point   Units   364."    No    action    required. 
KEPPLER.J.  0.  Region    3,     Chicago,     Office    oF    tht!    Director         79/K 


^10030366   F^arda    IE   Circular    77-19.     "Loo,e    Locking    Devices    on 
InsBrsoll-Rand   Pump    Impellers."    WD   action    required 

t^iDFi   3,     Chicago,     Office    oF    the    Director.        79/ 


KEPPLER.J.ff. 


,      ortJarlE'B    IE    InfiP    "epts    50-2B2/79-23   i,    50-306/79-17 
.  Ha  noncpmpliance   noted. 
FIDHEULIrG.  Region   3,     .Chicago,     Office    of    the    Dirffct 


79/09/13. 


50-30i/79-17    Dn    790905.  Ho 

^^ 


79101B0627  Forwards    IE   Info  Notice    79-24.     "Overpressur  i  nation   of 
Containment   of    PWR   Plant    After    Main    Steam   Line    Brsafc    "    No 
action   required. 

KEPPLER.J.  0.  Region    3,    Chicago,    Office   of    the   Director        79/ 

Ip. 

7710190131    Responds    to    IE   Bulletin    79-02.  Te  ledyne   Engineering   Svc 
performing    plant-specific    baseplate    analysis   uoich    is   appro, 
90s  complete. 
UACHTER.  L,  J.        Northern    States    Pouer    Co,        77/1O/02,        Ip. 

7910S2035B  Responds    to    IE    Bulletin    77-23,     "Potential   Failure   of 
Emergency    Diesel    Generator    Field   Eiciter   Transformer    " 
au-bmitu    rfata    illustrating   extensive    testing    of    both    diesel 
Baneratot-E    prior    to    startup. 
WACHTSR.L.  J.       Northern  States    Poiuer  Co.       79/10/08,       Hpp, 
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7910330375   Requests    90-day    delay     in    Imp  1 ementat ion    of     Item   2    of     IE 
Bulletin   79-17,     "Pipe    Crack     in    Stagnant    Derated    Water    Sys 
at   PWR  Plants, "    Need    to    evaluate    TM1    data    re    interg ranular 
stress   corrosion    cracking    &    implement    Insp    program 
WACHTER.L.  J.        Northern    States    Power    Co.        79/1O/O9.        lp. 

7910190370   Confirms    commitment    made    to    NRC    at    791012   meeting    re 
sJbmittal    of    license    amend    request    within    30    days    to   adopt 
primary    4    secondary    coolant    activity    Toch    Spec  5.  Forwards 
Interim    limit    on    primary    coolant     iodine    activity. 
HAVER. L.D,        Northern    States    Power    Co.        79/10/Ii.         lp. 

7910310261    Forwards    Revision    2    to    IE    Bulletin    79-13,     "Crack  1 nfl     in 
Feeduater   ays    Piping."    Action   required. 
KEPPLER,  J.  0.  Region    3,     Chicago.     Office    of    thu    Director         79/1O 


R.     Periodic    operating    reports    d    related    correspond  ence 


vnn  State   °f  ME  790713  rB'"'eat   f™    imposition   of 

civil    penalties    against    util    for    alleged    violations    of   OL. 
Forwards   director's    decision  under    10CFR2.  204, 

'«?«»«•   b  Enforcement,    Office    of    the 


7on  "'rector's    decision    under    IOCFR2.  206.  Denie  s   MJ    Paterson 

7907   3   request,  on    behalf    of   State    of   ME,  for     imposition    of 


79/09^ 


oM"1;"    °!    i""'""    of    ^rector's    decision    under    10CFR2.  206. 
No   violation    found    of    regulatory    or    license    requirements    re 
route    shipment    of    new    fuel 

STELLQ.V.       Ofdce    of    Inspection    (,   Enforcement,     Office   of    the 
Director.       79/09/27.        3pp. 


7910050152   Submits    Environ    Event    Kept    79-OB    for    cooling    tower 
operations    during    Sept. Covers    operation   of   plant    circulating 
mater    sys    in    partial    recycle    mode    ui/daily    average    bloiodoiun 
flow   over    150    cf.  Daily    average    for    month    was    369    cf. 
WARDrE.C,        Northern    States    Power    Co.        79/10/Q1.         lp. 

791O150473  Forwards   monthly    operating    rcpt    for   Sept    1979, 
MAYER,  L.  0.        Northorn    States    Power    Co.        79/10/10.         lp. 

— 791Q1504B9  Monthly    operating    rept    for    Sept    1979. 

HUNBTAD.A.A,        Northern    States    Power    Co.        79/10/01.        Clpp. 

S.     Reportable    occurrences,    LEfis   !<  related    correspondence 

7910170051    PNO-III-79--03     (corrected    copy):  an    790924, conl i no    touer 
waters   mere    found    to    contain    amoeba   which    cause 
encephalitis.  Precautions    to    protect    personnel    are    being 
undertaken. 

FEIERADEND,  C,  D,  ,     WARNICU,  R.  F.  ,     HEISHMAN.R.F  Region    3.     Chicane 

Office    of    the    Director.        79/09/26.         lp. 


--791Q1B0140   Notifies    that    790711    shipment    of    nuclear    fuel    to    facility 
was    transported    through   most    populous    urban    corridor    of 
state. Licensee    is   responsible    For   violation 
PATTERSON,  J.  M.       Mains,     State    of.        79/07/13.        2pp. 

H.     General    correspondence 


7910040633   Forwards   response    to   790307   request    of    ci 
County, ME    civil    emergency    preparedness    officers. 
DENTON.H.R.       Office    of   Nuclear   Reactor   Regulation. 


rtain   Lincoln 
79/09/1B.        lp. 


--791C040637   Responds    to   790907    1  tr    requesting    that'  Sept    refueling    outage 
for   plant   be   e.  tended    to   permit    review  t,  actions  re 
emergency    preparedness    for   vicinity.  Not!  fies    that   refueling 
outage    is   scheduled    for  Jan    1980,  Shutdown  unnecessary 
DENTON.H.R.       Office    of    Nuclear    Reactor   Regulation.        79/09/18.        lp. 


,,nM  Rl1UB5t5    "tension    of    scheduled    Sept    refueling    shutdown. 

WRIQHT.D.  ,     TRQWDRIDQE,T.n.  ,     ELHELL,  J.  A.        Maine.     State    of 
79/OB/07.        Ip. 


791017070-1   PNQ-III-79-03A;  on    790936,  coo  1  ing    touor    u>aUr    Found    to 
contain  amoeba    encophol it  is.  Amoeba    present    in    all    US    fresh 
uaber   bodies,  Treatment    w/biocides    being    considered 
OEBTMANN,  M.  J.  ,     ESSIQ,  T.  H.  Region   3,    Chicaqo,    Office    of    thu 

Director.        79/09/37         2pp. 


—79100.10640   Notifies    of    error    in    news    item    in   Lincoln   County    Haws   re 
request    For    eitendcil    shutdown    of    plant.  Town    of    Etfgecomb    has 
had    emergency    operations    nlan   t    adequate    evacuation    plan 
oince    1977. Plans   are   state-approved 
DONNELLY.  U.  A        Malno,     3tdte    of.        79/OB/12.        lp 


79100903SQ  Forwards   LEfi    79-026/01  T-0, 

HAVER,  L.  0,        Northern    States    Power    Co,        79/10/03.        l[i 

—7910090362  LEU    79-OS6/01T-0:  on   7TO919.  during    pouior    reduction   belou  'M)X 
power,  aiial    fluj    difference    left    tnrnot    band    ujfiile    power    was 
still    above    W/,   power.  Caused    by    operator    error.  Power    rotfucetf 
to    below   90X    !i    event    discussed    m/personnel. 
HUN3TAD,rt.  A,        Northern    States    Powur    Co.        79/10/03.        lp 


7910230313   Forwards    UER    77-027/01T-0. 
HAVER,  L.O.       Northern   States    Pouor    Co, 


79/lO/li. 


lp. 


—7910330520  LER    79-037/01T-0:  on   791008,  tubo    break    occurred    in   stoa 
generator    11.  Caused    by    mechanical    wear.  Two    defective    tubon 
plugged. 
QDNVEAUi  J,       Northern    States    Pouior    Co.       79/10/lfr.       43pp. 


DOCKET  50-309  MAINE  YANKEE   ATOMIC    POWER   PLANT 

F.    Security,    medical,     emergency    d    tire    protection   piano 

79102202B9  Responds    to   7B0202   rnquost    for   oddl    Info    rs    fire   protection 
tyi    desifln.  Includes    Info    re    fire    detection    SUE,  hose 
•  tatlons,  water    suppression    ays,  gan    oupproEnion    sus.flra 
do-orsifira    dampers    fc    firo    barrier    penetration    seals, 
MOODY, D.E.       Maine    Yankee   Atomic    Pouior   Co.       79/10/16.       6pp, 

791oad0163  Forwards   revised    pages    to    security    plan, is   discussed   at 
790311  meeting.  Pagos    withheld    Irof    10CFRa.790), 
OROCErR.H,       Maine   Yanfroe   Atomic    Power   Co,       79/10/19.       Kpp. 

0.    Adjudicatory    corrBBpondence 


7910090383   Responds    to    Itr    re    shutdown    of    five    nuclear    pouier    plants. 
NRC    terminated    shutdown   order    for    four   of    five    plants    after 
completion    of  reanalysis   t<  mods    to   piping    sys.  One   remains 
shut    domn    for    replacement    op    stoam    generators 
DENTON.H   H.       Office    of    Nuclear   Reactor   Regulation.        79709/21.        2pp. 

J,      Insurance   fc    indemnity    information 

7910300333   Forwards    eiecuted   fimend    9    to    Indemnity    Agreement    B-SI. 
WYMrtN.E.  H.       Maine  Yankee   Atomic   Power   Co.       79/1O/26.       lp. 

P.     Operating    license   stage   documents   &  correspondence 

7910090241    Forwards   FR   notice    of    amend    to    10CFH73,  55   rs   requirements 
for    physical    protection   of   nuclear    power   p lants.  Amend   defers 
implementation   of   physical    search    requirements    from  79OB01 
to   791101. 
DENTON,  H.  R.        Office    of   Nuclear    Reactor    Regulation.       79/06/10.        fl9pp. 

7910160136  Forwards   request    for  addl    info    for  Westinghouse  (<  C-E   plants 
that  are  not   equipped   u/top    discharge   devices   on   steam 
generator   faedwater   spargers.  Need    further   assurance   re    steam 
generator  mater   hammer. 
LAINSS.O,  Plant   Systems    Branch    (Pre    791030).        79/09/04,        5pp. 

791017055-)  Finds    overpressure  mitigating    Bys  !.  concomitant  Tech  Specs 
acceptable. Requests    incorporation   of   comments    into  lech 
Specs  within   30  days. 

REID.R.  W,  Operating   Reactors    Branch    4    (Pre   791030).        79/09/11. 

2PP. 

— 7910170559  Safety   evaluation   of   overpressure  mitigating    sys. 

*          Operating  Reactors   Branch   4    (Pre  791030 1.       79/09/11.       Spp. 


7910090303  Orders    extension    until    79091S    for   NRC    to    roviuiu  770626 
ienial    of   enforcement   action. 
CHILK.S.J,       Office    op    the   Secretary    of    the   Commission.       79/OB/CW. 


-7910170363  Bafota    evaluation   ropt   re   electrical,  instrumentation  fc 
control    design  aspects    of    law  temp    overpressure  mitigating 
sys, 
*          Operating  Reactors   Branch    4    (Pre  791030).       79/09/11.       3pp, 


-7910170569  Technical    evaluation   of    electrical,  instrumentation  tt  control 
design  aspects  of    low  temp    overpressure  protection   sys. 
LATORRE.V.  R.      Yanfcee  Atomic  Electric   Co.       79/O9/I1,      33pp. 
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791019u-2iiO   Requests    further    verification    that    steam    generator   water 
hammer    mill    not    occur    It    surveillance    procedures    mill    be 
adequate     to    detect   water    hammer    or    mater    hammer    damage. 
Response    requested   uilthin   60    days. 

HEID.H.  U.  Operating    Reactors    Dranch    4    (Pre    79J030J.        77/09/11. 

4pp. 

7910250315    Informs    that    effective    iJafce    for    Imp  I  Bmsntation    of  EPA   stri 
far    LHF?   U    fuel    cycle     ii    791201.  Renuestn    compliance    in/ 
radiological    effluent    Tech   Spec    implementing    LWH    provisions. 
Method    for    implementation   requested   by   791101. 

QAMMIUL.U.P.          fli*istant    Director    For    Operating    Reactor    Projects     (Pre 
791030).        79/09/17.         Ip. 

7910110097   Forward i     Info    request    re    control     element   assembly    guide    tuba 
wear   &  Eiioti   fuel. 

REID.R.W.  Operating    Reactors    Branch    4     tPrt    791O3Q).        79/0"? /HI. 

5pp. 

79100303S3   Submits    addl     in.ro    emitted     frara    7805B1     Itr    potential    of 
reactor    cavity    annulus    teal    ring    to   become    des true t i va 
miasila    in    event    of   LflCA   pipe    break     inside    react or    cavity. 
VANDENflURGH-D,  E      Maine    Yankee    Atomic    Power    Co.        79/Q9/Sfc.        2pp. 

7910040253   Updates    790733    Itr    re    ut  i  I     evaluation    of    asymmetrica  1    LDCA 
loads. Discusses   postulated    breaks    inside    t.   outiido   reactor 
vessel    cavity. Hill    present   schedule    For    resolving 
asymmetrical     loading    problem    bif    80-0131 
VANDEN3URGH,  D.  E     Maine    Yankee    Alomic    Pousr   Co,       79/07/37.       2pp. 

7910190194  Forwards    Amend    43   to    Lice-n»e   DFF(-36i  saf  etij    evaluation  It 
notice    of    iieuanee    It  availability. 

REID,  ft.  W.  Operating    Reactors   Branch   -1    (Pre   7910301.       79/09/27. 

2pp. 


7910360292  Advises    of   NRC   requirements    For    au«iliarg    femJuoter    sys. 
Generic  &   plant-specific   requirements    end. 
EIBENHUTi  D.  0.  Division    of    Operating    Reactors.        79/10/10.        35pp. 


791O26O293   Advisee    of    NRC    requ  Iremsnts    for    auxili 
Generic  b   p  lant-tpecif  1  c    requirements    encl. 
EIBENHUT.D.  0.  Divition    of    Qperat  ing    Heac  tors. 


ry    feeduater    sys. 
79/10/19.        23pp. 


0,     Inspection   reports,     IE  Bulletin 


correspondence 


7910020003   Forwards    IE    Insp    Hop  t    5O-309/79-04    on   790326-30.  No 
none  amp  1  iance   noted. 

SMITH,  0.  H.  Region    1,    Philadelphia.    Fuel    Facility   !-  Materials 

Safetij    Branch.        77/09/09.        2pp. 

--  7910020004    IE    Inap    Rept    SO-309/79-04    on    790326-3O.  No    noncomp  1  iance 
noted.  Major    areas    ins-pec  ted  :  mgt    controls    for   environ 
monitoring    programs    far    operation  !<   program   for   QC   of 
analytical   measurements. 

SHANDAHV,  H.  iM.  ,    STOHR.J.P.  Region    1.     Philadelphia.    Office    of    the 

Director.        79/O8/O2,        3pp, 

7910020412   Forwards    IE    Insp    Kept    50-309/79-10   on   790619-22.  No 
noncomp  1  ianco    noted. 

SMITH,  G.H,  Region    1.    Ph  i  Udelph  ia.    Fuel   Facility   t.  Materialo 

Safety    Branch.        79/03/09.        2pp. 

—  7910030111    IE    Inap    Rept    50-309/79-10    on    790619-22.  No    noncomp  1  ianca 
noted.  Major    areas    inspected:  qual  if  icat  ion   of   radiation 
pro-tec  ti  on   porannncl,  licensee   audits   t.    training. 

PLUMLEE,  K.  E.  Region    1.     Philadelphia.     Office    of    the    Director. 

CROCKER,  H.  W.  Region    1,    Philadelphia,    Fuel    Facility    t<   Materials 

Safety   Branch,       79/09/07.       12pp. 


-791OI7O1S7   Amend    45    to    License    DPfi-36i revi s Ing    Teen    Specs    by    addlnp 
surveillance   procedures    re   ECCS   flow  distribution. 

REID.R.W.  Operating    Reactors    Branch    4     IPre    791Q3Q).        79/O9/37. 

fipp. 


7910090014  Forwards    IE   Insp    Rapt   50-309/79-06   on   790501-03,07-00.34-26 
6   060-4-06.  No    nancnmp  1  iance    noted. 

DF5UNNEH,  E.  J.  IJCQion    1,    Philadelphia.     Reactor   Operations    Nuclear 

Support    Branch.        79/09/14.        2pp. 


— 791019015B  Safety    evaluation    supporting    Amend    4S-   to   Liconse  13PR-3t. 
•      Office    of  Nuclear  Reactor    Regulation.       79/09/27.       2pp. 

—7910190(61   Hotico    of    issuance   *    availability    at    Amend    45    to  License 
DPR-36. 

REID.R.W.  Operating    ftcactors    Branch    1     £Pre    791030).        79/09/37. 

Spp. 

7910220-413  Forwards    guidelines    for   valve    operab  i  1  i  tv   re    containment 
purs  tug    &  venting    during    normal    opera  t  ion.  Requests 
commitment    to    Implement  valve   qualification    program  uiittiiri 
30  dai;s, 
EIBENHWT,  D,  0,         Division    of  Operating   Reactors.       79/09/27.       ypp. 

7910100237  Responde    to   NRC    790636    Itr   TO    incidimt   occurrence   during 
nontfily    surveillance    test    at    PUR    faci  li  ty.  Dlacua-sea 
aifequaciji   of    surveillance    procedures   fc   mgt    policies    to 
resolve    similar   oceurrences. 
JOHNSON,  W.  P.        Maine    Yankee    Atomic    Pouer    Co.        79/JO/Q3.        3pp, 

7910260333  Requests   payment    of   additional    fee    ra  7907IQ  Proposed    Change 
70   Far    amend    to   DPR-36.  Flevieu   falls   under   Class    IV   schedule. 
DISOS.R.M.  License   Fee    Management   Branch.       79/10/05.        Ip. 


—7910090016    IE    Inap    Rept    50-309/79-06    on    790501-03. 07-OB.  21-25    & 
0601-06.  No  noncomp  I  lance    noted. Major   areas    iuupocted:  otis  i  te 
review  of   operator    training,  Inap    of    engineered    safety 
features    tt  assessment    of    operating    procedures. 

LAZrtRUS.H.J.  Region    1.    Philadelphia,     Office    of    tho   Director. 

KEinlG.fi. R.  Region    1,    Philadelphia,     Reactor   Operations   Nuclear 

Support    Branch.        79/08/11.        IHp-p, 

791O160171   Forwards    IE    Insp   Rept    5G-3Q9/79-07   on   790601-06.  No 
nc-ncomplinnco    noted. 

CARLSON,  R.  T.  Region    1,     Ph  i  lad  o  Iphlfl.     Reactor   Construction   & 

En-gineering    Support    Branch.        79/OB/20.        2pp, 

—7910160180    IE    Inap   Rept    50-307/70-07   on   790604-06,  No   noncomp  1  iance 
noted. Major    areas    inspected: licensee  activities   re 
IE  Dulletin    79-02,     "Pipe   Support   HOSE   Plate   Do3in.ni   Using 
Concrete   Eipansion   Anchor   Bolts." 

DU!iR,J,P,  ,    TUIPP.L.E,  Region    1,     Philadelphia,    Reactor 

Construction  (<   Engineering   Support   Branch.       79/07/11.       3pp. 

79100305GB  Responds    to    IE    Dulletin   79-17,  No   evidence    of    leakage    iuas 
detectnd    in   safety-related    stainless    steel    piping    ays   uihlch 
contain   stagnant    oiygenated    boron  a ted    water 
HDODV,  D.E.       Maine    Yankee   Atomic   Pnuier   CD,       79/08/22.       6pp. 


7910230394  Fnruarifs  Propasril    Change    73   to   Sections   3.  4   &   4.  1    of    Tech 
Specs. 
JDHWSDN,W.P.       Maine   Yankee    Atomic    POUJBT    Co.       79/10/16.       3pp. 


7910I3016S  Requests    that    cdptj    of   rept    submitted   by    CIT   Dinners    group    in 
responao   to    IE  Eullotin    79-06C   be    placed    on   docket   number, 
QROCE.ft.H.       Maine   Yanlee   rttomic   Pomer    Co.       WHY  79-B7.       79/09/31.       1|). 


"-791023036I   Proposed  Change    72   to    Section*   3.  4   fc  4.  1    af   Tech  Spots    ri 
low    temp    ovflrprtjssur  1  iat(on    pr-otection, 
*      Maine  Yankee   Atomic  Pcuier   Co.       79/10/16.       2pp. 

7910360047   Emphasizes    that  NRC    considers  submlttal    of    requested 

evaluatlc-n   of    plant   re    asymmetric    load  itsue    to   be    Firm 
r*4.ulrentBnt. 

DENTON.H.H.       Pffiee   of   Nuclear   Reactor  RsguUtion.       77/1O/17,       3pp. 

7910-330395  Forujaria  addl    license    fee    far  Proposed    Change   70    re  m-od    of 
misting    spent    fuel    storage    capabl  1  itg.  Fe»    Is    submitted 
under  protest.  Revised    fee   schedule    U    illsgal. 

H.       Maine  Yankee  Atomic   Power  Co.       79/10/IB.       Ip. 


7910240B60   Foruiardi   response    to   790913  roqueot    that   utll    Implement 
requirement*   of   NUREO-&57B  re    follouaup    actions    to   1MI-2 
accldant.  Incltidts    into    r«   snergency    power,  relief    tc  safety 
valve   testing   fc    Instrumental  ion    Fpr    core    cooling. 
MCMDVrD.E.       Maine  'Vankee   Atonic   Pouer  Co.       79/lO/lfl.       13pp. 


7910020099  Forwards    IE    Info  Notice    79-2O,  Revision    1,     "NRC   Enforcement 
Policy   -  NRC  Licensed    Individuals. "   No tic e  reissued    to 
entree: t   uiard    omission  &    punctuation   error  which    changed 
intent   <af   statement.  Changed    statement    underlined    in    tent. 
GRIEF!,  Q,  H,  Region    1,    Philadelphia,     Office    of    the    Director. 

79/09/07.       Ip. 

7910290030  Forwards    IE    Insp   Root   50-309/79-11    on  790731-0803.  No 
none  amp  1 iance    noted, 

DRUNNERjE.  J,  Region    1,     Philadelphia    Reactor   Operations   Nuclear 

Support   Branch.       79/09/O7.       2pp. 

—7910290039    IE    Insp  Rept    50-309/79-11    an   790731-OB03.  ND    noncamp  1  iance 
noted.  Major    areas    inspected:  plant   operations,  tour    of 
accessible    areas,  selected    logs    d   operating    ijecordsi  follouiup 
an  LEfis   li   licensee   action   on    IE    bulletins, 

LAZARUS,  W.  J.  ,    GUZMAN,  J.  A.  Region    1,    Philadelphia.    Office    oF    thu 

Birsctor.       KEIMIQ.R.R.  Region    1,     Philadelphia,    Reactor 

Operations   Nuclear   Support   Branch.       79/09/06.       Bpp. 
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7910030537   Forwards    IE  Circular    79-19,     "Loose   Locking    Devices   on 
Ingarsoll-fland    Pump     Impellers."    No    action   required. 
DRIER,  B.  H.  Region    1,    Philadelphia.    Office   of    the    Diroctor, 

79/09/13.       lp. 

79101700-90  Forwards   response    to    IE  Bulletin   79-21.  Two    liquid    level 
measuring    sys   within   containment   are    used    for    safety    actions 
or   post-accident   monitoring    info.  Eva luation   results    re 
effects    of    poet-accident    ambient    temp    on    level    sya    encl. 
MOODY,  D,  E.        Maine    Yankee    Atomic    Power   Co.        79/O9/14-.         4pp. 

79103000B2    Forwards    IE    Info    Notice    79-22,     "Qualification    of   Control 
3i|5.  "    WestinghouEB    790S3O    Itr    &   Public    Svc    Electric     t,    Oas 
Co    79091O    Itr    re    potential    unreviowed    safety    quest i on. Ac tion 
required    within   20   dags.  W/o    encl. 
DENTOM.H.R,        Office    of    Nuclear    Reactor    Regulation.        79/09/17,        IQpp. 

791023O56!    Forwards   NRC    790626    Itr   re   multiple    equipment    failures    & 
surv-ei  ll-anco    testing    errors,  which    was    incorrectly 
distributed.  Also    foruiards    IE    Insp    Repts    SQ-S95/79-13    & 
50-3O4/79-12.  Action   required. 
EIBENHUT.  D,  fl.  Division    of    Operating    Reactors,        79/09/21.        49pp. 

7910090596  Forwards    IE  Circular    79-SO.     "Failure    of   QTE    Bylvania  Relay. 
Type    PM    Bulletin   7303   Catalog    5U12-11-AC   w/120   Volt    ac 
Coil,"    No   action   required. 

CRIER.  D.  H.  Region    1,    Philadelphia,    Office   of    the    Director. 

79/O9/34.       lp. 

7910040I2B  Forwards    IE    Info   Notice   79-53,     "Emergency    Diesel   Generator 
Lube    Oil    Coolers."    No    action   required. 

GRIER.B.H.  Region    1.    Philadelphia.    Office    of    the   Director. 

79/09/HA.        4pp. 

7910180144  Forwards    IE   Bulletin    79-24,     "Froien   Linea,  "    Action  required. 
GRIER.u.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/27.        lp. 


79101BOSOB   PNO-I-79-O3:  on    79092B.  unm hedulcd    gaseous    release    occurred 
during   venting   of    safety    injection    tank.  Caused    oy    lack   of 
coordination    between   personnel    venting    tanV   8.   operator   at 
waste    gas    storage    drum. 

STOHR.J.P..     SMITH.  0.  H.  Region    I,     Philadelphia,    Office    of    the 

Director.        79/09/28.         lp. 


7910100393    Forwards    LER    79-019/O3L-0. 

WOOD.E.C,        Maine    Yankee    Atomic    Power    Co. 


— 79101CQ402   LER   79-O19/O3L-0:  on    79O929,  one    outstanding    procedure    change 
rept  not    reviewed    within    14    days    per   Tech   Specs. Caused    bg 
misplacing     of    rapt,  Plant    personnel    notified    of    proper    revleu; 
process. 
ANDERSON.  P.  L.        Maine    Yankee    Atomic    Power    Co.        79/10/02.        lp. 


7910100405   Forwards    LER    79-01B/QIT-0. 

HUOD.E.C.        Maine    Yaniae    Atomic    Pomer    Co,       79/1O/03. 


— 791O100410   LER  79-O1  B/O1T-O:  on    790"?2S.  f  ol  louiins   scheduled   maint 
outage,  RHJi    sys   uas    secured    ui/o    steam  generator   being 
operable    par  Tech    Specs. Causnd    bg    failure   of    operator    to 
notice    incorrect   water    1  eve  1.  Proper    procedures   reviewed. 
ANDEflSOW.P.  L.       Maine    Yankee    Atonic    Power   Co.        79/10/02.        lp. 


79101S0479  Forwards   LEW   79-020/Q3L-0. 

UDQDiE.C.       Maine   Yankee    Atomic   Pouier   Co, 


79/1O/09.        lp. 


— 791015Q4B5  LER  79-020/O3L-0:  o-n   790910,  routine    review   for   dtscharj 
made  79O910-16    indicated   uaste    liquid   radiation  monitor    did 
not  respond    as    expected    for    releases.  Caused    by  waste    liquid 
radiation   monitor    being    out    of    calibr. 
FRIZZLE.  C.  D.      Maine   Vanleo    Atomic    Power  Co.       79/10/09.       Hpp. 


7910300103   Forward*   1-ER    79-021 /03L-O, 

HOOD.  E,  C.       Maine    Yankee    Atomic    Power   Co. 


79/10/32.       lp. 


7910160533   Foruiards    IE    Info    Notice    79-25,     "Reactor    Trips    at   Turkey 
Point    Units   3  &   4.  "   No    action   required. 

ORIES.B.H.  Region    1.    Philadelphia,    Office   of    the    Birector. 

79/1O/O1.       lp. 

7910170A12  Forwards    IE    Info   Notice    79-34.     "Ovorpressur i la t ion  of 
Containment   of   PWR   Plant   After   Main   Steam  Line   Break.  "    No 
action    required. 

GRIER,B.H,  Region    1.    Philadelphia.    Office    of    the    Director, 

79/10/01.       lp. 


— 791O300190  LER  79-Q21/Q3L-0;  on    790919.  during   cold    shutdown    test   of 
containment    spray    pump,  op&rator    observed    decrease    In  pump 
amps  tf   discharge    pr«  ssure.  Caused    by    personnel    error,  Spare 
pump    placed    In    EVC    A    appropriate    personnel   reprimanded. 
FRIZZLE.  C.        Maine    Vankoe   Atomic    Pouer   CD.       79/10/23.       2pp. 


DOCKET    30-311    fiALEM    NUCLEAR    GENERATING   STATION,     UNIT   0 

A.     Application/construction   stage    documents  !.  correspondence 


7910310062   Responds    to    IE    Bulletin    71-13,     "Cracking     in    Fuediiater    Sy 
Piping.  "   No    unaccoptable    indications    found    in   firanch 
connection  welds. 

D.  E.       Maine    Yankee   Atomic   Pouer   Co.       79/10/04,       3ff. 


7910110343   Forwards    "fiopt    on    Failure    Effects    of    eo,uipment    Not   Qualified 
for   Accident-Related   Environs,  "    in   response    to  NRC    7*J0917 
Itr   &    IE    Info  Notice   79-23  re    function    interactions 
w/nonsafety-grade    sys. 

,  D.  E      Maine    Yankee    Atomic    Pouer    Co,        79/1O/0-9.       2pp. 


7910C-9OS74   Forwards    util    calculations    of    estimated    dose  resulting    from 
transfer    of    spent    Fuel    from  Unit    1    tn  Unit  2. 
UETTERHAHNiM.  J.       Conner,     Moore    fcCoi-ber.       79/OB/22.       4pp. 

7910030770  Confirms    util    plans    re    IE    Bulletins   79-02  &   79-07.  Unit    1; 
util    will    completo   !i    submit    teat    p  rogram,  perform  evaluation 
tt  provide    basis    for   return   to    svc.Unit   2:uiill    provide  NHC 
ui/resolution    of    seismic    supports   ui/deslgn   deficiencies. 
GRIER.B.  M,  Region    1.     Philadelphia,    Office   of   the   Director. 

79/08/23.       3pp. 


— 7910110346    "Rept    on   Failure    of   Effects    of   Equipment   Not    Qualified    for 
Accident-Related    Environs.  " 
n      Maine   Yankee   Atomic    Power    Co,       79/10/09.       !>4pp, 

R.    Periodic    operating    reports    d  related    correspondence 

79101ei0407  Forwards   monthly    operating    rept    for   Sept    17791, 

j  D,  E.       Maine   Yankee    Atomic   Power  Co.       79/10/13.        lp. 


4pp. 


— 791O14OA12  Monthly    operating    rept    for   Sept    1979. 

SJEOHEN,  R.M.       Maine    Yankee    Atomic   Power   Co.       79/10/13. 


S-    Repor-table    occurrences,    LERs   &  related    correspondence- 


7910020100   Forwards    LER    79-017/99X-0. 

ITODDj  E.  C.       Kalne    Yankee   Atomic    Power   Co. 


lp. 


— 7910020404  LER   79-017/99X-0:  on   790901.  during    routine    shutdown    for   fliaint 
outage, reactor    coolant   dose    equivalent    iodine    eicevdad   Tech 
Spic    limit. Caused    by    minor    fuel    cladding    degradation. 
Monitoring    program   established. 
ANDERSON,  P,  L.       Maine   Yankee   Atomic    Power   Co.       79/09/23.      7pp. 


7910230037   Request*    ad t 1    infn    by    790913   for   revleu  re    design  measures 
use*    to    demonstrate   HESrtN  computer    program   for   asymmetric 
pressure   Si   LDCA   dear  e  ssuri  tat  i  on    loade   d  buckling    criteria 
for   Class    I    component    supports. 
PARR.D.D.  Light   Hater  Reactors    Branch   3.       79/09/31.       3pp. 

7910030606  Forwards   request    for    ariill    Info    in   continuing   review   of 
FSAR.  Data   requested    is    based    on    evaluation   of    Info 
submitted    by   Uestlnshouee   re    guide    thimble    tube  wear, 
PAHR.O.  D.  Light  Water   Reactors    Branch   3.       79/09/07.       Bpp. 

7910030B90  Forwards   request   for    addl     info  re   containment   ays    For  review 
of   F8AR. 
PARR.O.  D.  Light    Water   Reactors    Branch  3,      79/09/S1.       6pp. 

79102-1O50'!    [>IBCU*«BB    NRC    ta«fc    force    Pormad    to   consider  value   of 
enlarging    offsito   monitoring    programs   for  all    nuclear 
plants.  Recommended    that    eacJi    licensee    Install    40  TLOtt 
around   Bach    plant.  Foruiards  C    Vale-re   790B15   Itr. 
DENTOH.H.R.       Off  tec    of    Nuclear   Riraetor  Regulation.      79/09/24.       lp, 

7910100001    Raquests   atfdl    info    by   79(013  re   instrument    errors   due    to 
environ    temp    effects;    on    Itvol    instrument    laga.  Requested    info 
needed   to    compute    evaluation    of    FSAR. 
PARR.O.D,  Light  Water  Reactors    Branch   3,       79/09/HB.      4pp. 


DOCKETED  ITEMS 


HIO425   Foriuardi    addl     info    re    NPSH   available    For    ItHR    pumps    during 

icident    recovery    rec  i  rcu  lat  i  on    made    !.    supplements    7TO517 

;I1     3Ubmi  ttal.  I  ngerso  ll-Rdnd    Co    79Q6.2B    Itr    re    NPSK 

irformance    curve   calculations    encl. 

ITTL.R.L.        Public    Service    Electric    &   Gas    Co.      of   Neu   Jerseu. 

•VlO/04.        5pp. 


Responds    to    NRC    790908    Itr    re    adequacy    of    electric 
istribut  inn    sijs    vol  tagss.  Anal  ys  i  5    demonstrator    offsite 

leratlng    safeto     loads    uitliin    voltage    ratings. 

IBRtZZI,  F.  P.        Public     Service    Electric    !<    Gas    Co      nf    Neu   Jersey. 

J/1O/10.        4pp. 

JS3O531    Forwards    draft     interim    position    re    environ    qualification    of 
lass    IE   Instrumentation   !•   electrical    equipment    Also 
iruards    request     For    addL     info    re    equipment    qua  I  if  i  cattail. 
1HR.D.D.  Light    Wdter    Reactor?    Branch    3.        79/1O/11.        75up. 

1160490  Forwards    response    to    NRC    7TO937    Itr    requesting    arfdl     info    re 

issonj    laarned    tt    emergency    preparedness    resulting    from 

EViEU  of    TMI-2   accident. 

:TTL,R.L.        Public    Service    Electric    i.    Gas    Co       oF   Neiu    Jersey. 

J/10/12.        53pp. 

)310Oil4>  Notifies    that    Heating  house    has    agreed     to    provide    addl     in  hi) 

i    life   of    resistance     temp    detectors,  qua  1  i  Ficat  i  on    of     Field 

inflections    t,   qua  1  i  Pita  t  i  on   of    remote    bellow   Fiei^uEsts 

lend    to   -application    to    provide    flddl     info. 

iRJi.O.D.  Light    Water    Reactors    Branch    3.        79Y1O/1B.        flpp. 


7910090053    Certificate    of    Svt     verifying     parties    who    havo    been    served 
uj/1  ntervenors    Colenan    motion    to    amend     petition    seeking 
issuance    of    order    to    show    cause    !•    stag    licensing. 

C.  ,     COLEMAN.eO          Af  f  i  1  ia  1  1  on   Unknomn.        79/OB/31.        2pp. 


771O130241    Motion,  submitted    by     in  tervanors    Coleman.  that   NRC    amend 
roque-st    tar    order    to    sfioiu    cause    t    stay    I  icensinn.  Seek    add) 
contentions    re    coat/boneFit    ana  !  y  a  i  si  seismic    analysis    & 
Class    9   ace  idents. 
COLEMAN,  A.  C.  .     CDLENAH-E.Q.         Aff  i  1  iat  ion   Unknown.        79/O9/31.        i,p|i 

79-10220404    Atk    receipt     of    790B31     petition    to   amend    7'70B03    petition, 
Contention    7    &    to   add    Contentions    8-10.  Hill    be    considered    an 
part    of  original    request. 
DENTQN.H.fi.        Office    of    Nuclear    Reactor    Regulation.        79/1O/01.        Ip. 

—  771O22Q411     Forwards    draft    response    to     intervenors    Coleman    790913 
contentions    requesting     Etdij    of    OL    issuance.  No    addl    Pll    notice 
la    required. 
HURRAY,.!.  P.        OFfice    of     the    Eiecutive   Legal    Director.        79/09/11. 


79  1  0210625   Petition    seeking    NRC    issxianco    of    shnu   cause    orrter    for 
suspension    !</or    revocation    oF    OLs  .  Operation    of    Facility 
uould     threaten    local     oiiatence    of    short-nosed    sturgeon. 
Affidavit    J,    Certificate    of    Eve    encl. 
C  OLEUM),  A,  C.  ,     COUEMAMi  E.G.         rtFFl  liation   Unknouin.        79/10/10.        llpp. 


H      Oeneral    correspondence 


IH50397   Forwards    raquest    For    addl     info    re    HPBH    requi  ri-menta    for    HHIi 

imps    durino    rec  I  re  ulat  i  on    mndo.  Info    needed    to    complete 

-aluatlon    of   FSAR. 

lRn,Q.D  Light   Water    RDactors    Branch    3.        77/10/19.        apj). 


'250276  Forwards    addl     inFo    re     level    measurement    errors    due 
viron   temp    effects    on    level    instrument    re?    le[|3,in 
spouse   to    79092B   request. 

TTLiR.L.        Public    Service    Electric    t   Gas    Co.      of    Neu   Jersow 
V  JO/23.        16pp. 


I31OO03   KotiFication    of    791035   meeting    u/util     in    Golh  nsda,  HO 

acusE  emergency    power    ays  desiyn. 

ISS,  W,  J.  Operating    Reactors    Branch    1     (Pre    791030). 


Fcrulard^    addl     info   re     justification    For    use    of    Ilartu 
,4    transmitters,  including    novision   A    to    7VOS15   Wi/lP    Latin 
pt    4-1439-2,  in   response    to   7101,01    request. 

TTL.R.L.        Public    Service   Electric    I,    Has    Co.      nf    Mt?u   Jersey. 
'/1O/23        »lpp. 


791O2fc039fl    Responds    to    encl     7<?O715     Itr     tn   President    Carter    ciprensinn 
concern  ro    delay    in    issuance    of    CL.  Several    issuec    must    bu 
resolved    prior    to    OL    1  ssunnc  e.  Fr  i  mary     considerati  on    should 
be-  given    to    public    health    >•<    safety.  DUE  responao    end. 
DENTDN,H.R.        Office     OF    Nuclear    Flenctoi-    Regolation.        79/10/02.        fluji. 

Q.     Inapection    reporta.     IE    Bulletins    &   correspondent  e 

7910010336   Forward!     IE     Insp    Repts    50-272/79--2Q   and    50-311/79-32   on 
790530-601  .  No    noncnmp  1  ianc  e    noted. 

DRUMMED,  E.  J  ftegion    3,     Philadelphia,     Office    DP    the    Director. 

79/08/00.        Epp. 

--791001O371     IE    Insp    Repts    50-  272/79-2O    and    50-311/79-32   on 
79O530-DAO  1  .  No    none  omp  1  i  nuc  e    no  toil.  Ma  jor   areas    inspected: 
Unit     1    containment     Integrated     l«sk     rate    test    procedure    & 
Unit    S  containment    integrated    loak    rate    test   rcpt. 
SMITH,  T.  H.  Region     1,     Philadelphia,     Office    of    tho    Director. 

•CAPHTON,  D.  L.  Reqlon    1,     Ph  i  Jadol  p  h  la,    Reactor   Operations   Nucle.ir 

Support    Dranch.        79/OB/Q2.         Spp. 


•260169  NotiFles    that    uttl    791OOfl    rospons*.    re    pfltcnlial     impact    Q| 

g^    energy     line    breaks    on    nonsaFetij-grade    control     uyr,    for 

It    1    also   applies    to  Unit  2. 

TTL.R.L.        Publit    Service    Electric    fc    Sas    Co.     of    Houi   Jorsey. 

•/JO/33.        Ip. 


djudlcatory    corrusp ondenc c 


02072?  Opposes    licensing    of    facility    until    effetts    of   al 

~ar    storage    in    spent    fuel    pool    can    be    eiplorad    I. 

aluated. 

RMEfi.R.       Affiliation  Untnoun.       79/07/3Q.        I  p. 


070  4  Qt  Request   that    NRC    issue    order    to   shou   cause    t<  request    t» 
ay     1  icensing.  Bequests    Intervenor     atatua.  SLbml  ts    Hat    of 
ntentions   t   partial    list    of    reaouce   doc  uments.  Ccr  t  i  f  Icnlu 

3vc    tncl. 
LEM/lN.A.  C.       ftfflliation    l/nlmoun.       79/OH/02.       llpp. 

360123  Affidavit    of     Intervenars    Coleman    re     isnuancB    of    onlor    tn 

oui  cause   !.   staij    1  ito-nsing.  Claim    standing   as    consumers    of 

ectrlcitij    from    licensee  A   from    pronicnitv,    of    facility. 

ruards  petition   seflfctng    isEuance    oP   order' 

LEHrtN,A.  C-      Affiliation  Unknown.       CQLEMrtW.  E.  G,       Affiliation 

fcnomn.       79/03/02.        3pp. 


Spji, 


RequoBts    issuatits   of    order    to    shou  cause   Ji   Stan    of 
per    10CFR3.  202   &   2.  206.  NRC    has    failed     to    act    on    info    re 
PA-NJ-MD  grid.cnst/oenef  it   analy  G  i  si  expansion    of    upant    fuol 
pool    b   lBS»ona    leorned   re   THI. 
CQLEMftN,  A.  C.  ,     CDLEMAN,  E.  0,        Affiliation    Unknown.        79/OB/C12. 


7910020957  Forwards    JE    Inap    licpts    50-272/79-13  t,   50-311/79-27   on 
79O4I&.  NP    noncomp  lianc  o    noted, 

CARLSON,  R.  T.  Region    1.     Ph  i  ladcl  ph  i  a,    Reactor   Construction  & 

Engineering    Support    Branch.        79/OB/li.        Snp. 

•—7910090059    IE     In=p    Ropto    50-272/7'T-ia    !i    50-311/79-27    on   790416.  No 
noncnmp  1  ianc  e    noted.  Major    areas    inspected:  ongineer  Ing 
luelghta    uaed    For    Uelan   valves    in   piping   analysis   program. 
FINKEL,  A.  E.  ,     EDNITTKB,  S.  D.  Reijion     i,     Philadelphia,     Officn    of    tho 

Director.         79/01/16.        1pp. 

7910030E3BO   Forwards     IE     Insp    Jiepts    SO-  272/79-13   !,    50-311/79-27    on 
790416.  No    none  omp)  ianc  e    notod. 

CARLSON.  R.  T.  Rogion    1.     Ph  i  ladclph  i  a,    Reactor   Construction   !. 

Ensineoring    Support    Branch.        79/OB/li.       2pp. 

79101600B3   Foruiarrfa     IE    Inap    Rept    90-311/79-26    on    790406.  09-12,  17-lSr 
27  d   0311.  No   noncompliancB    notad. 

BRUNNER.E.  J.  nogkon     1,     Philadelphia,     Roactor   Qpcrationa    Nucloar 

Support    liranch.        79/06/22.         2pp, 

—  79I0160O90    IE     Insp    Rept     500-31  1  //79-2fc    an   790406,  09-13,  17-1B,  27,  !<    0511. 
No    noncortipl  iJinco   noted    Major    areas    inspected;  operations   OA 
program    for   Unit   2. 

NAPUDA,  0.,     MARrtOUSKI-ni.  Region    1.     Philadelphia,    Office    of    tho 

Ulr&ctor.       KRISTER.  H.  0.  Ragion    1,    Philadelphia,    Reactor 

Operations   Nuclear    Bup-port   Branch.       79/OB/07,       9pp. 

7910090737  Foriuards    IE    In&p    Repti    50-272/79-10  &   50-311/79-31    on 
79053i-0&23.  No    none  amp  1  ianc  e    noted. 

DRUNKER,  E,  J1,  Region    IP     Ph  i  ladelphtai    Reactov   Operations   Nuclear 

Support    Branch.        77/OB/2.9.         2pp. 


050183  Petition    to  amend    790302  motion    for    issuance    of   show  taune 

der   i  ttay   of    licensing    procedure.  Adda   Addendum  7ft  & 

ntentions   G-IO,  Cert  i  f  i  cate   of   Svt    &ncl. 

LEMANpA,  C.      Affiliation  Unknown.       79/OB/3I.       Ifp. 


—7910090739    IE     Insp    Ropts    90-H7E/79-1Q    4   50-311/79-31    on   790526-0623,  No 
nontomp  1  i  ante    noted,  Major    areas    inepec  ted:  plant    operations, 
log    (<   record    revioiua. 

NDRRHOLM.L,  J.  ,     HIQOIMS,  J.  C,  Region    1,     Philadelphia,     Office    nf 

tho    Director.       KEftMIO- R.  R.  Region    1,    Philadelphia,    Reactor 

Operations    Nuc  iear   Support    Oranch.       79/OQ/24.       17pp. 
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791OG90731    Forwards    IE    Insp    Hepts    50-273/79-15    8.    50-311/79-29    on 
790*32-0526.  No    noncompliance   noted 

BnUNN£R,E.J.  Region    1,     Philadelphia,     Reactor    Operations    Nuclear 

Support    Branch.       79/08/3?.       2pp. 

—  7910090734    IE    Insp    Flepta    50-272/79-15   f.    50-311/79-39    on    790432-0536.  Wn 
nanccmpl  iance    noted    Major    areas     inspet  tedi  Fat  i  1  i  ty     taura,  log 

NaflRHaUM,  L.  J.  ,     NICHOLAS,  H.  H.  Region    1,     Philadelphia,     QFfice    of 

the    Director,        KEIMIQ:  R.  R.  Region    1,     Philadelphia,     Reactor 

Operations   Nuclear    Support    Branch.       79/OB/21.       25pp. 

791€Q30327    Forwards    IE    Dulletln    79-13,  Revis  ion    1,     "Cracking     in 
Fffflduater    Sijs    Piping."    No    action    required. 
SEYFRIT,K.v.  Region    rt,     Dallas,     Office    of    the    Director.        79/08/311. 


791009Q021    Ack    receipt    of    79O725    1  tr    informing    NKC    of     steps    taken     to 
taTreet    violations    noted    in    IE    Inap    Rept    50-311/79-03. 
BRUNNER,  E.  J.  Region    1.     Philadelphia,     Reactor    Operations    Nuclear 

Sup  pact    Branch.       79/09/03.       lp. 

—  7910090025  Responds    to    NRC   790H16    1  tr    re   violations    noted    in    IE    Insp 
Rapt    5Q-311/79-O3.  Corrective    ac  tions  :  reschedul  ing     of 
completion    date    for    technical    document   room   to   710830   & 
microfilming    of    Engineering    records    to   791231. 
MARTIN,  T.  J.       Public    Service   Electric    Ji  Gas   Co.     of   New   Jersey. 
79/O7/25.        2pp. 

79HO030111    Forwards     IE    Info    Notice    79-30.  Hevi  sion    1.     "WRC    Enforcement 
Policy    —  NRC   Licensed    Individuals.  "   Notice   reissued    to 
correct    uiord    omission   (<   punctuation    error  which   changed 
intent    of    statement.  Changed    statement    underlined    in    teit. 
GRIER,B.H.  Region    1,     Philadelphia,    Office    of    the    Director. 

79/09/07.         lp. 

79IO19033B  Requests    eitension    of    response    due    date   for    IE   Bulletin 
79-13    to    790931    &    to    791003    for     IE    Bulletin    79-21. 

SCHNEIDER,  F.  H.        Public    Service    Electric    !.   Gas    Co.     of    New    Jersey. 
79/09/10,         lp. 

3910030547  Forwards    IE   Circular   79-19,     "Loose   Locking    Devices    on 
Ingersol  1-Rand    Pump     Impellers."    No    action    required. 
CRIER,  C,  H,  Region    1.    Philadelphia.    Office    nf    the    Director. 

79/09/13,       lp. 

79JOI90165  Forwards    response    to    IE   Bulletin   79-13,  Ravi  s  ion    I. 
R-adiographic   d   ultrasonic    examinations   will    be   performed    on 
feedwater    noi  i  le-to-p  i  p  ing   melds   !<   adjacent    pipe  &  nozzle 
areas    prior    to    Fuel    reloading. 

MARTIN.  T.  J.        Public    Servlca    Electric    !<   Gas    Co.     of    N«u    Jersey. 
79/09/13.        flpp. 

79100906JO    Forwards     IE   Circular    79-20,     "Failure    of   GTE    Sylvania    Relay, 
Type   PM   Bulletin   7305   Catalog    5U12-11-AC   ui/120  Volt   pc 
Coll."   Wo   action   required, 

GRIER,D,  H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/24.         lp. 

79100*0144    Forwards    IE    Info   Notice   79-23,     "Emergency   Diesel    Generator 
Lube   di  1    Coolers,"    No   action   required. 

ORIERrD,  H.  Region    1.     Philadelphia,     Office    of    the    Director. 

J9/09/2&.       flpp. 

7910190182  Forwards    IE  Bulletin   79-2<l,     "Froien   Lines."    Action   required, 
•ORIER.B.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/37.         lp. 

791O1605S9   Forwards    IE    Info   Notice    79-35,     "Reactor   Trips    at    Turkey 
Point  Units   3  &  4,  "    No   action    required. 

GRIER.B.H  Region    1,    Ph  1  lado  Iph  ia,    Office    of   the    Director. 

79/IO/01.        lp. 


ft.     Periodic    operating    report! 


;la ted    correspond  ence 


791O30Q225   Forwards    NJ    permit    listing     total    amount    of   uiater     tfiverted 
each    month    Si   chloride    analysis    oF    Water    Hells    1-3  tr  5    fat- 
quarter    ending    Sept    1979. 

MIDUflA.H.'J.       Public    Service   Electric    !.  Gas   Co      of   New  Jersey. 
79/1O/10.       3pp. 


Repoi-table    occurrenci 


LERs    t,    relate 


791O04OO30   RQ   79-S6/O1P:  an    79Q830, noted    e.iatance     of    identical 
con?  i  jura  t  i  on   re   eicessive   F1HR    pump    flow   during    post-LOCrt 
rec  i  rculat  i  on    ntodB.  Dotai  1  ed    rept    will     be    submitted    per    Tec.h 
Specs. 

MIDUHApH.  J.        Public     Service    Electric    &   Oa6    Co.     of    Neui    Jersey. 
79/08/31-         lp. 

7910190140   Foruards    •significant    deficiency    rept  re    containment    purge 
&    pressure—  vacuum    rolleF    valves. 

MARTIN,  T.  J.        Public    Service    Electric    t,   Oaa    Co.     of    New    Jersey. 
79/1O/O5.         lp. 

—  79101901-4A    Significant    deficiency    rept    re    containment    purge    &    press 
vacuum    relief    valves,  rtc tua tor    torque    values   mere 
insufficient    to  nove    valves    from    open    to    closed    positions    ui/ 
design    tf  i  f  f-erent  1  a  1     pressure    of    id    psi.  Design    reviewed 
»      Public    Service    EEectric    fc  Gas    Co      of   Nem  Jorsey.       79/10/05. 
Sp  p . 

791O190149   Foruarcls    significant    deficiency   Rnp t   79-06  TO    steam 
generator    uater    level     Inatrumentat 1  on. 

MARTIN.T    J.        Public    Service    Electric    &    0au    Co.     of    Neu    Jersey. 
79/1O/05.         lp. 

— 7910190153   Significant    Dofuciencij    Ht'pt    79-Oi   re    steam    generator    wat 
level    instruments b i on    Pipe    breaks    in    containment  could    lead 
to    elevated     temp    readings    uMch     could    result     In    delayed 
protection    sijs    ac  tunt  i  on.  BE  tpoin  ts    to    be    thanked. 
*      Public    Service    Electi-it    t.    Gas    Co.     of    N&ui   Jerseu          79/10/05. 
Bpp. 


&OCHET    50-312   RANCHO    SECO    NUCLEftR    GENERATING    STATION 

A,     Application/construction    stage    documents   &   CDpreapondence 

7910050260    Respc-ndB     to    790t26    request    re    review   oF    unnBCHasary 
challenges    to    reactor    trip    &    safeguards,    sijs    at    facility. 
Util    analysis    of   each    reactor    trip    sufficient    to    detect    am; 
procedural     Inadcquac les. 

MrtTTlMOE,  J,  J.        Sacramento    Municipal    Utility    District.        79/09/23. 
app. 

79101I050A  Acli    receipt    of    NRC    790917    Itr    re    potential    unroviouued    safety 
queationa    on    intoraction    betuuan    nons of ety -grade    sys    & 

.    sa  fB'ty-grado    sys.  Evaluation    enc  1 . 

MflTTIMOE,  J.  J.       Sacramento   Municipal    Utility    District.       79/10/OIJ. 
2pp. 

F.     Security,     nodical,     emergency   &    fire    protection    plans 

7910150313  Ack    reciept    cf    util    790Bli    Itr    transmi ttinp    socurity 
training    &   qualification    p 1  an.  Subml ttal    was    not    accompanied 
b<]   approval    or   amend    fee. 
MILLER,  W,  0.  License    Fee    Management    Branch.       79/09/21.        lp. 

7910030429   Fnruardo    Pee    required     fop    NRC    revieui   of    T}0331     request    for 
approve  1    of    chong e a    In    Paragraphs    3.  1 .  H<  !  )    &  5.  3.  b  tt   design 
criteria    to    Implement    change    to    fire    protection    safety 
evaluation    attached    to    Amend    If.  Foe    paid    under    protest. 
MATTIMOE,  J.  J.        Sacramento    Municipal    Utility    District.        79/O9/2H,         1|). 


7ltJlt>17Qfi41    Forwards    IE    Info   Notice   79-24,     "Overpressur  i  ta  t  i  on   of 
Containment   of   PWH   Plant   After    Main   Bteam  Line   Break.  "    No 
ac  ti  on    required. 

0-RIEH.E.H.  Region    1.    Philadelphia,    Office   of   the    Director. 

79/1O/01.        lp. 


7910030145  Forwards    Pee    required    for   NRC   review  of   790904    request    for 
approval    of    changes    in    Paragraph    3.  1 ,  1 1<  1  )    &  dosign    crite-rie 
to    implement    change    to    Fire    protection   safety    evaluation 
attached    to    Amend    19.  Fee    paid    under    protest, 
MATTIMQE,  J.  J,       Sacramento    Municipal    Utility    District.       79/O9/3B.        lu. 


7<71031O262  Forwards    supplemental    response    to    IE   liulletin   79-03,     "Pipe 
Support    Base   Plate    Designs   Using    Concrete  Eipansion    Anchor 
Dolts"    Includes    info   re    embedment    veri fication,  anchor    bolt 
wedge    setting    program  &    load    test   verification. 
MARTINET.  J.       Public    Service   Electric    !.  Gas   Co,     of  Neu  Jarsey, 
79/1O/05.       Spp. 


791O110110  Forwards    Amend    66  revising    Terh    Specs    to   reflect   min    firn 
brigade   shift    aiie   per    NFIC    790B23   req.ueBl. 
HATT1HOE,  J.  J.       Bacramento    Municipal    Utility    District.       79/1O/Q3.        lp. 

— 7910110414    Amend   66   revising    Tech    Specs    to   reflett  min    Firo    brigade 
shift    site. 
«      Sacrame-nto  Municipal    Utility    District.       79/10/02.        lp. 
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791012O337   Forwards     fee    required    for    review   6    approval    of    790B16 
security     training    t,    qualification    plan,  in    response    to    790934 
Itr.Fee    1-s    paid     under    protest    due    to    pending     lawsuit. 
MATTIMDE.  0.  J.        Sacramento    Municipal    Utility    District.        79/10/05. 
2pp. 


7910110209    Response    bij    CA   Energy    Commission    to    util    79OS17    ansiusr    to 
re-vised    statement    of     issues.   Issues    1    &   2    lack    specificity. 
A3LB    does    not    have    jurisdiction    over    Issues    4-6.  Withdraws 
Issues   B-10.  Certified  te   of    Svc    end. 
ELLISON,  C.        Gal  ifornia,     State    of.        79/OB/37.        7pp. 


771023O140   Finds    proposed    mods    to     Fire    protection    safety    evaluation 
accep  tab  le.  Foriuard  s    draft    F!W   FleiiJ     1  tr     to    be    sent    to    util. 
LAINA5,  (3.  Plant    Systeins    Branch     (Pve    791O3O)          79/10/11          4pp. 


7<?J0030fj53    Request 
copy. 
ETUN.M.  R,        Sierra    Club 


spanse     to    Sierra    Club    79O524   mai Igram.  Forward; 
79/09/01.        Ip. 


7710300391     Informs    tliat    790B31    t    1O04    proposed 

fire    protection    safety    evaluation    arc    acceptable. 
REIO.R.W.  Operating    Reactors    Branch    1     (Pr*    791O3O> 


G.     Ad  jud  i  cator  LJ    corr  o-spondenci 


It    deviations    to 


7-91QQ3011£   Forwards    petition    opposing     operation    of    nuclear    plant    In 
response    to    recent    NRC    approval     of    plant. 
HAIFLEY,  D.        Feapla     for    a    Nutlear    Free    Future.        79/07/10.        3pp. 

79100507.93   Notifies    of    change    of     location    fop    790EKM    hearino.     in 
Sacramento.  CA. 
STEPHENS,  C.  R.  Docketing    !.    Services    Branch.        79/07/aa.        3pp. 

7910230665  Prehearing    statement    setting    fovth    uti]    position    on 
petitioners'    contentions. Includes    contentions    from 
intervflnars    Friends    af    the    Earth i Eiwi ron    Council     of 
Sacramento    &   Original    EMUO   Ratepayers    Association. 
KWLAN.D.S.        Sacramento    Municipal     Utility    District.        79/07/31,        11pp. 

791005O&72   Foruarrfs    Certificate    of    Svc. 
BRENNER. L.  Branch    3.        79/QB/O3.        3pp. 

79JOH0170    Formards    CA    Energy    Coram ss ion    79OSO1    statement    nf     issues 
of    concern. 
GRUENE1CH,  D.  rl.  ,     ELLIBON.C.        California,     State    of.        79/08/03.         Ip. 

— 79IQI10t74   Statement    of    i-ssues    of    concern    -submitt-Ed    by    CA    Energy 
Commission.  No    luaivep    of    right     to    address    other     lamias    in 
pracaodlng,   Issues    to    lie    eiamined    at    hearing    are 
sufficiency    of    short-term   moti-s    t,  analysis    of   "IM1. 
GRUENEICH,  D.  M.  ,     ELLISQN.C.        California,     State    of.        7'J/OB/Ol.        I3p(i. 

7"M01lOL9i   Submits    statements    on    revised    contentions    of    intervennrs 
Friends   of    the   Earth. Environ    Council    of    Sacramento    fc 
Original    SMUD  Ratepayers   Assoc ia t i on.  Di acuss«s    sufficiency 
of   NFfC    QTdeps   re    health    i<    sflf  etij.  Certi  F 1  c  ate    of   Bvc    enrl. 
HflPLAN.D.S.        gacramenta   Municipal    Utility    District.        79/OB/16.        10pp. 

7910110210  Responds    to    intet-vcnop   C(\   Energy    Comrai  asioTi    revised 
statements    of    issues    of    conr ern. Issues    are    not    detailed 
Lj/spectficity,  Nnius    botueen    issues    &   facility    not 
demonstrated.  Cer  tl  Clca  te    of   Svc    end, 
KAPLAN, D.E.        Sacramento    Municipal    Utility    District.        79/OB/17.        13pp. 

7910110400  Statement    of    petitioner  Friends    of    tha    Earth    rn  meeting   on 
cent-Buttons.  No   agreement    poached    on    cont-ontionn.  Wait  ing    for 
receipt   of    contentions    of    petitioners   Hursh   S.  CA   Energy 
Commission.  Certificate    oF    Svc    end. 
HEED,  J,  S.       Friends    of    the    Earth,       79/03/17.       3pp. 

791Q04012L   Submits    CA   Energy   Commission    revised    isouas    of   concern   per 
A6LD    77QB01    apohearing    c  onference.  No    position    on    ISBUOS. 
RBssrvei    ci^jht   to    participate   on    otftep    issues    in    proceeding. 
Major    issues    Include    short-term   !i    long-term  mods. 
ORUENE1CH,D.  M.        California,     State    of.        79/00/20.         19pp. 

791003003*  Util    peaponse    to    conten  bions    of    intervenora   0   Hursh    tt 
R    Castro.  Includes   contant 1 ons   re    sensitivity    to    transient 
conditions, reactor    trip. steam  g  enorati  on   sya    i.   emergency 
feeduatep   SIJB,  Ceptif  icate    of   Eve    encl. 
KAPLfiN,  0.  B.        Sacramento    Municipal    Utility    District.        77/08/20.        31pp. 

7910090371    Brief    on    stope   oF    ASLH    jurisdiction    in   procoadlng.  A8LB  has 
jurisdiction    to   coniidor    issues    re    Ni!C    710507   order    AHI  D 
jurisdiction    does   not    eitend    to    other   mutters, Cert i f i cate    of 

Svc    encl. 

KAPLAN,  D\  S.        Ba.cpamanta   Municlnal    Uhilttu    rn•,^r.l,^         itiinariA          IQpa 


Eacpamanta  Municipal    Utility    District. 


7910050674   Brief    of   CA  Energy    Commission   f> tr   ABLB  790603   pralioarjnd 
eonfere-nc-B   order.  HRC    790S07    !,  0621    orders    confirmed    intended 
broad    scope   of    ppoesod ing.  Comments    on   burden   at    goina 
•forward    re  Contentions    1-10.  Ceptl  f  icatc    of   Eve    encl 
ELLISON, C.       California,    State   of.       79/OB/27         !0pp 


—  7910050656   Request     for     public    hearing    on    safety    of    fac  i  1  i  ty,  auhmi  tted 
on    behalf    of   Sierra    Club     in    State    of   CA.  Hearing     should 
provide    full    airing     of    vieuis    by    NRC,  util    d    Interested 
citi  i  en  s. 
EATON,  M.  R,       Sierra   Club.        7v/Q5/a4.       Ip. 

7910330700   Notice    of    appearance    on    behalf    of   CA   Energy    Commission. 
Certificate    of   Svc    encl. 

13RDUN,E.H.,    LANPHER,  L,  C.       California,    State    of.       DROWN,  E.  H.       Hill 
Christopher  !.  Phillips.       79/Q9/04.       2pp. 

7910360i177  Wotice   wi  trtdrauinij    L  Dronnep    appearance. 
BRENNER.  L.  Branch    3.        7?/09/3Q.        3pp. 

7910290390  Forwards    summarij    of    790B30  meeting    to    discuss   pro  1  iminary 
results   at    auiiliary    feeduater    ays    reliability    atudy    fop 
Rancho   BBCO. 
MULKE7,  M.  E.  Bpanch    2.        79/09/20,        Ip. 

—  7910290397  Summary    of    7*50930  meeting    to   discuss    preliminary    results    of 
auiilianj    feeduiater    sys    reliability    study. 
CAPRA,I1.A.        THI-3    BulletlnB    d   Orders.        79/09/30.        2Bpp, 

79101900i9  Ordap  ruling    on    sc-ope    of    AfiLD    jurifldiction   re   CA  Encrpy 
Commission,  Friends    of    the    Earth    &   NRC   790027   briefs    & 
Original    GMUD  Ra  tepayers    790B24   brief.  Order    covers 
contentions    filed    b<j    all    parties. 

CDLEiR.F.,     BHON,  F.  Q.  .     QI.ASER,  M.  L.        Atomic    Safety    and    Licensing    Board 
Panel.        79/1O/05.        26pp. 

7710360254  Notice    of    791  1O7    prehoaring    conference    &   791137   evidentiary 
hearings    in   Sacramonto,  CA.  Pub  1  1  c    Is    invited    to   both 
h  na:r  ings.  Limi  ted    appearance    statements    are   permitted    an 
7911H7   Commission   790631    t.   rtELB   791009   orders. 

.  L.       Atomic    Safety    and   Licensing   Board    Panol,       79/10/OS. 


P.    Operating    license    stnge    documents   &   correspondence 

7910090311    Forwards    FR    notice    of    ame-nd    to    IOCFR73.  55    re    requirements 
for    physical    protection    of    nutlear    pouep    plants.  Amend    defers 
implementation   of   physical    search    requirements    from   790901 
to   791101. 
DENTQN,  H.  R.        Office     of    HuclaaT    Reactor   Regulation.        79/OH/10.        49pp. 

7910090936  Summary    of    79DS09   meeting    u/B&U   owners    group    &  B&W    in 
Oothesda.Mn  re    long-torn  generic    requirements   applicable    to 
lit/W   opepatini)    plants. 
CAPRA.H.A.       TMI-S  Bulletins    S.   Orders.       79/OB/24.       11pp. 

7910010269  Summarij    of    790B2-1    meeting    y/subtommi  ttee    of   D&U  oiunera    group 
in  Dethesdai  MD  re   alternate    proposal    to   requirements    of    It 
Bulletin  79-13   for   B&W    operating    plants. 

GARNER,  D,  J,  Operating   Reactors    Branch   4    (Pro   791030),       79/OB/3t. 

14pp. 

79IOS3012H  Roquesta   add!     info    re    upgrade    of   anticipatory    reactor    trip. 
RE1D.H,  W.  Operating    Reactors    Branch   4    (Pre    791030).       79/09/07 

13pp. 

7910010192  Summary    of    790424  meeting    u/B&W  reactor   operators    t<   BS.W    in 

Gotheaila.MD  re   response    to  plant    transients.  List   of 

attendees,  agenda   &   eierpts  for   O&W    presentation    encl. 

FA1RTIUE,M.  D.  Operating  Reactors   Branch   4    (Pre    791030).       79/09/10. 


791005034D  Fopwarde    llftt    of   plants   requiring   microfichinq    of    up-to 
date  F8M«    in   Central    Fi  les.  Requests   action  as    anon   as 
possilile. 

OftlMESiB.K  Assistant    Dlrerbor    far   Syatems   Engineering    (Pre 

79  1  030)  ,      79/O9/1  0.       -Vp  p  . 

7910090415  Notification    of    79O714  meeting   iu/B(.W  oiunors    group    in 
Be  thasda,  hit)   bo   discuss    analysis    of    doslgnj  off-normal 
transienti    d  other   generic    requirements. 
CAPRA.n.A.       TMI-a  Bulletins    fc  Opders.       79/09/11.       3pp. 
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7910040016    Summary    of    790B23   meeting    ui/nW-J    licensees    to    discuss    post- 
TMI     feediuater    trans  1  ants.  Agenda    &    list    of    attendees    end 
CAPRA,  R.  A.        TMI-2   Unresolved    Safety     Isauas.        79/07/13.        99pp. 

7?103S043i   Summary    of    790833   meeting    u/B&W    operating    plant    licensees    re 
post-TMI    feeduater    trnnEi  ents.  Agenda,  1  i  st   of   attendees.  1  ist 
of    tranaienta    t.    outline    of    NOC    ropt    on    loss    cf    preasurder 
level    indication    end. 
CAPRA,  R,  A,        TMI-2   Bulletins    &   Orders.        79/09/13.        99pp. 

7910230215    Informs     that    effective    date    for    implementation   of   EPA    std 
for    LWR    U    fuel     cycle     is    7912O1  .  Request  »    c  dmp  1  i  an  c  u   u/ 
radiological     offluont    Tech    Spec     implementing    LWR    provisions. 
Method    for    Implementation    requested    by    79I1O1. 

GAMM1LL,  W.  P.  Assistant    Director    tar    Operating    Reactnr   Proiects    (I'rn 

791030),        79/09/17.         Ip. 


7910SHQ416   Forwards    Class     111     fee    for   application    to    amend 
License   DPfi-54.  Fae    paid     under    proteat. 

MATTIMCE.  J.  J.         Sacramento    Municipal    Utility    District.        79/1Q/12 
2pp. 

7910390202   Not  i  f  i  L  atior.    of    791019   meeting    u/OiU   Dinners    group    In 
uethesda.MD     to    discuss     lead    plant    event    trees,  safety 
sequence   diagrams    &   anticipated    analysis    re   abnormal 
transient    operational     guidelines    in   NUREG-037B 
CAPUA,  R.  A.        TMI-2    Bulletins    *.   Orders.        79/10/13.        10pp. 

7910330563   Notifies    of     invalidity    of   77O603   t.   7*0917    submittals    re 
degraded    voltage     SUHE  eptab  1  1  i  tu.  Fire    protection   & 
TMl-relateU    mods     to    230-W    transmission    aya    necessitate 
redesign    of     safety  -grade    onsite    distribution    su.5. 
HATTIMOE,  J.  J         Sacrametito    Municipal    Utility    District.        79/10/15. 


7910040029  Summary    of    790713  meeting   u,/B(.w  owners    group    to   discuss 
analysis    of    design   !,   off-normal    transients  S,   accidents    (, 
other    Q(.W   generic    requirements.  Li  st    oP   attendees,  agenda  t. 
preaentations    encJ 
CAPUA.  R.  A.        TMt-2   Dulletina    J.   Orders.        79/09/21         ISpp. 

79il)25"419  Summary    of   790913  meeting   u/D(.U  owners    Broup    in   Gothesda,  Ml) 
re   analysis    of    deal  gn,  of  f-normal    transi  ents,  accidents   Si  llt-W 
generic    requirements. 
»      Commission.       79/09/31.       45pp. 

7910230413  Forwards    guidelines    for   valve    operability    re    c  ontainmont 
purging    &   venting    during    normal    operation.  Requests 
commitment    to    implement    valve    qualification   program  within 
30  dags. 
EI5ENHUT,  D.  0.  Divialon    of    Operatlnp.    Reactora.        79/09/27.        3pp. 

7910230071    Provides   NRC    requirements    for   resolving    matter    of    pomcr 
operated    relief    valve   ti    safety    valve    lift    frequency  '!< 
mechanical    reliability. 
REID.R.  U.  Operating    RonctorG    Ilrancli    4    (Pro    791030).        79/09/20 


7910330591    Requests    oitenBioti     to    79101Q    for   reaponso    to   790BOB    ]  tr 
DBlag    caused     b(j    naed     to    modify    min    eipected   voltage 
assumptions    t-    perform    reanalijsis. 
HATT1MOE,  J.  J.        Sacramsnto    Municioal    Utility    District.        79/10/13. 


Ip. 


7910230270   Forurard*    responae     to   NRC    790BOB    request    for    verification    of 
adequacy   of    offsite    power    sys  !-    onaite   electrical 
tflatribution    sys.  Eiis  1 1  ng    sys   will    be   adequate   ui/normal 
plant    lineup    after    Implementation   of  mods. 

MATTIMDE,  J.  J.       Sacramento   Municipal   Utility   District        79/1O/17 
24pp. 

7910340674  Responds    to    790913    1 tr    requiring   util    commitment    to   action 
re    NUREO-057H,      "TMI~2    Lessons   Learned    Task    Force   Btatua 
Rapt."    Foriuards    imp  I  emnntat  i  on   plan, 

MATTIMDE,  J.  J.         Sacramento    Municipal    Utility    District         79/10/18 
27pp. 

791031OUi7  Notification    of    791033  meeting  u/BMI,  D(-W  oumnrs   group    S- 
OHNL    in   Lyncnburg.VA    to    discuss   DAH-1361,    "Integrated 
COntral    Sijs   R«liab(litu    Analysia." 
CAPRA.R.A.        TMI-S    Bulletins    &   Ordars.       79/10/19.        Ip. 


7910190406  Requests   Ami-nd    63    to   License   DPH-94.  FonuaTiTs   propoBDd    Tech 
Spec    changes    t>  mw  ropt    DAW-IS60,     "Cijclo    4  ReJaud   Rept.  " 
HATT1MOE,  J,  J.       Sacramento   Municipal    Utility    District,      V9/10/QI3 
3pp. 


791030OH91    Requests    proparation    of    supplemental    E1S    to    consider    environ 
Impact   of   various    Class    9   nuclear  ace  idents,  per    10CFR.2.  20i. 
BALDWIN. W. A.        Friends    of     the    Garth.       79/10/24.        3pp, 


—7910190408  Proposed    changes    to    Tecli   Specs   S,  1.3,3,3.  5,3.  4   t,   5,  13 
*      Sacramento   Municipal    Utility    District.       79/10/03,       15pp. 


--7910190111    "Cycle    4   Unload    Rapt." 
»      Babcock    t,  Hilccn    Cn.       BAM-13hO. 


63pp. 


7"?10at70a69   Responds    to    790921    request    fnr    review   of   unnecessary 
challenges    tn    reactor    trip    &    safeguard    sue. Forwards    7-J092B 
Itr    to-   NRC    ro    review. 
HATTIMQE.  J.  J.        Sacramento    Municipal   Utility   District.       79/10/Ifi. 

0.     Inspection    reports.     IE   Bulletins  t<  correapondencs 


7910100210  Foruards    rcpt,     "Evaluation   of   Potcntiallg   Adverse   Environ 
Effects    an   Nonaafely-Qrndo   Contral    Bys,  "    In  response    to   Nltt: 
790917    Itr, 

MATTIMOE,  J.  J.       [iacrnmento    Municipal    Utility    District,      79/10/03 
3pp. 

—7910100217    "Evaluation   of  Potentially    Adverse    Unviron  lifrocta    nri 

Nonsafety-Orodo   Control  8yo.  " 

"      Bncramerito    Municipal  Utility    Diotrigt,       "      Wabcock    t,  Uilcoi   Cn 
79/10/05.       llpp. 


7910030590  Responds    to    IE   Bulletin   79-03.  No  welded  Sft-312   Type    30-1 
stainless   steel    pining    used    in   const  nr   operational    phase, 
rlATTIMOE,  J.  J.       fiacr*ronnto    Municipal   Utilitij   District.       79/04/16.        [p. 

7910040193  Provides    addl     info    in  response    to    IE  Bulletin   79-05A. 
Faodujatar   pipinjj    conf iauTation   alloius    for    IOOX   flou   capaciti; 
in    event   of    slnflle    pasaivo    Failure. 

MATTIMDE,  J,  J.       Bacramonto    Municipal   Utility    District.       79/04/19 
2p|>. 


7910100217    "Evfll  luation    of    Potential  ly    Adverse   Environ   Effects   or. 
Non-Safety    Grade    Control    Sya,  " 

"      Sacramento   Munlclpol    Utility    District.       •      Jlabcock   !<  Wilcax    Co. 
79/10/03.       llpp. 

7910110237   Forward*    addl    info    ro    relief   ft   eafatij   valves  fc    steam 
Senerator    heat    transfer   700320   TrlI-2    Lranstent   simulation, 
requested    in   DF   Rnas    790(321    Ur.  Remaining    item*   requested 
ul  11    he    furuiarded    per    speclflod    schedule, 

MATTIMOE:  J.  J,       Bacramonto   Municipal    Utilitu   District.      79/10/00, 
29pp. 

7910160476   Forwards    "Anticipatory    Trip   Functions    for    177   Fuel    Asnembly 
Plants.  " 
MATTIMDE,  J.  J.       Sacramento   Municipal    Utility   District,       79/10/09.       Ip. 

—  -791014047B    "Anticipatory    Trip   Functions    Far    177   Fual    Assembly   Plants. 
DENNETT,  J,  D.  ,    VCISRnUQH,  II.  a.       Sacramento   Municipal    Utility    District. 
79/OS/16.       HBpp. 


7910050123  Responds    to    IE   Dulletin   79-09.  OE  Type  AK-2   circuit   Sraa 
are    used    in    control    rod    drive    sys   t<  are   part  of   raar  tor 
protection. 
MATTIMOE.  J.  J.        Saeramonto    Municipal    Utilitij    Diatrict,        79/03/15. 


Ip. 


79IOt>aOciO&  Responds    to    IE   Dulletin   79-11.  No   HBsllnghousE   circuit 
breakers    Installed    tn    safety-related    sys. 
MATTIMOE,  J.  J,       Saci-anmntn   Municipal   Utility   District.       79/06/2.0.        Ip. 

7171003061A  Readond*    to    IE  Bulletin   79-07,  Liatfi   organi  i  ations 
r«»pansible    for    programs    used    In    verification   of  computer 
programs    that    may    have    been    uBUil    In   seismic    stress   analysis 
of   safety-related    piping. 
MATTIMDE,  J.  J,       Bacranmnta   Municipal   Utility   District.       79/O6/31.        lp, 

79101201B1    Forward*    response    to    IE   Bulletin   77-14,  Review  of   pertinent 
drawings.  calculations    fc   physical    inup   of   accessible    piping   & 
supports    Is    bstriH    conducted    to  verify   validity   op  seismic 
analijBil    or    safety    ags. 
MATTIMOE1,  J.J.       Bocramento   Hunicipal   Utility   District.       79/07/30. 


7910160433  Faruinril*    steam   generator    compartment    structural    draining*   par 
790SOB   request.  Draulnos    for   Dconeo   mill    lie    submitted    by 
791031.  Draming*    available    in   Contral    Files. 
TAYLOK.vl.H.       Oabcock    i  WllcD«    Co-       79/10/10.       Ip. 


79100307B1    Foruai-Js    IE    Imp   Enpt    30-312/79-11    on  79061  H-0713.  Mo 
none  amp  1  lance    noted, 

CREWS,  J.  L.  Region    5,     Ban   Francisco,    Heactur  Operations  Nuclear 

Support    Branch.       79/OB/2O.       Hpp, 


138 


DOCKETED  ITEMS 


--79100307B4    IE    Insp    Sept    50-313/79-11    on    790A1 2-0712.  No    noncomp  1  xanc  e 
noted.  Major    areas    in  spec tfld .  op erator     training    pertaining     to 
TMI     incident,  des  i  g,n    e:  h-anges.  procurement    ft    reactor    operations 
tn    licensee    response     to    IE    Bulletins    *.    LEFis 

CANTER, H.L.,     DAGAGL JO,  M.  J.  Region    5,     San    Francisco,    Office    of 

the    Director.        FAULKENIJERRY,  13.  Region    5,     Ban    Francisco.     Reactor 

Operations    Nuclear    Support    Branch.        79/O8/20.        ipp. 


—  7910030723    IE    Insp   fiept    50-312/79-13    on    790613-11. No    noncomp I iance 
noted.  Ma jor    areas     1 napac tad:  ana ly t ical     results    &    sampling 
techniques    pertinent    to    conF  ir/natory    measurements    program 
!<   reported     contaminated    algae    sample. 

THOMAS,  R.  D.  Region    5,     San    Francisco,     Office    of    the    Director 

ODQK,H.E.  .Region    5,     San    Francisco,     Fuel    Facility    (,   Materials 

Safety   Branch.       79/03/07.       Ipp, 


7910030859   Responds    to    IE    Bulletin    79-17    re    piping    u/passible 
•oiugenatad    berated    uater.Sii     over-site    drawings    encl. 
HATTIMCE,  J.  J.        Sacramento   Mun'icioal    Utility    District.        79/00/24. 
3.PR. 


791Q11Q197  Forwards    IE    Info  Notice    79-33.     "Emergency    Diesel    Generator 
Lube   Oil    Coolers.  "    No    action    required. 

ENQELKEN,  FI.  H.  Region    5.     San    Francisco.     Office    of    the    Director 

79/09/36.        Ip. 


791016018'!    Responds    to     !E    Bulletin    79-05C.  Outl  ires    corrective    actions 
taken.  Utll    uiill     submit    design    b  ij    79IO3I     to    assure    automatic 
tripping    af    operator    reactor    coolant    pumps    under    all 
circumstances     in    which    action    may    he    needed. 

rtATTIMOE,  J.  J.        Sacramento    Municipal    Utility    District.        79/03/27. 
2pp. 

— 79101604B7   Analysis     summary     in    support    af    early    reactor    coolant    pump 
trip. 
•       Sstramento    Municipal    Utility    District.        79/09/37.        19pp. 

7910190341    Responds    to    IE    Bulletin    79-11,     "Seismic    Analysis    for 
As-Built    Safety-Related    Piping    Sys.  "    Wai  X-tfoiiJn    Insp    o* 
accessible    Seismic    Category     I!    sys    is    tomp  1  ete.  Inac  c  BSE  i  ble 
piping    mill    be     insp    during    Jan     1 9BO   outage 

WALBRIDOE,  U   C.        Sacramento   Municipal    Utility    District.        79/O9/QS 
23pp. 

791O02Q3QO   Forwards     IE    Itifo   Notice    79-20, Rovis i on    1.     "NHC    Enforcement 
Policy    -   NHC   Licensed     Individuals     "    Notice    reissued     to 
correct   word    omission  &   punctuation    error   uihich    changed 
intent    of    s  tateraent.  Changed    statement    underlined    In    tuit. 
ENQELKEN.F?.  H  Region    5,     San    Francisco,     Office    of    tfit?    Director. 

79/Q9/O7.         Ip. 

7910170005   Notifies    af    review    of    responses     to    IE    Bulletin    79-0511. 
Requests  add]    info    re   proposfld    design   description   !. 
implementation    schedule    for    safety-grade    anticipatory 
reactor   trip. 

REID.B.H.  Operating   Reactors.   Branch    4    ( Pre   79103O1,       79/09/07. 

13pp. 


7910100070   Forwards     IE    Dulletin    79-21.      "Frmen   Lines.  "    Action    required. 
.     ENOELKEN.R.  H.  flegion     5,     San    Francisco,     Office    of    the    Director 

79/O9/37.        Ip. 

7910170543   Forwards     IE     Info   Notice    79-25.      "Reactor    Trips    at    Turkey 
Point  Units    3   &   1.  "    No    action   required. 

ENGELHEN.R.  H.  Region     5,     San    Francisco,     Office    of    the    Director 

79/10/01.        Ip. 

7910190221    Fnruiards     IE    Info   Notice    79-24,     "Qverpressur  I  zati  on    of 
Containment    of    PWH    Plant    After    Main    Steam    Line    Break.  "    Ha 
acti  on   requi  red  . 

E[JQELKEN,R.  M,  Region     5,     San    Francisco,     Office    of    the    Director 

79/10/01,         Ip. 

79102^0123   Forward*    IE     Inap    Kept    30-312/79-10    on    790B20-29.  No 
noncomplianco    noted.  Rept    ujithheli!     <ref    10CFR2.  7901, 
NQJIDERHAUQ,  L.  R.  Region    5,     San    Franciscn,     Safeguards    "ranch 

79/bO/03.         Ip. 

7910300007   Ack    receipt    af    790930    Itr     informing   NRG    of    steps    taken    tn 
correct    violations    noted     in    IE    Insp    Rept    50-312/79-15. 
DOQK.H.E.  Region    5,     San   Francisco,    Fuel   Facility   &   Materials 

Safe-til    Branch.        717/10/09.        Ip. 

--79I0300Q10    Respond.,    to    MRC    790911     Ltr    re    violations    noted     in    IE    Innp 
Rept    50-312/79-1 5. Correct ive    ac tions: sec uri ty    helpers    mere 
issued    film   bad  i)oa.  Sscuri  ty    ouard    mill    chuck    for    badges. 
riATTIMOE,  J.  J.        Sacramento    Municipal    Utility    District         79/09/20 
Ppp. 


7910100069   Forwards   FL   POLJBT    Corp     response     to    IE    Bulletin    79-05C 
HGLTEWES,  C.  J.  Standardl  jat  i  on    Branch.        79/u?/ll.         Ip 

791001QOS3   Forwards     IE   Circular    79-19.      "Loose    Locking    Sevites    on 
f noei-soll-Rand    Pump    Impellers.  "    No   action    required. 
ENdELKEN.R.  H.  Region    5,     San    Francisco.     Office    of    the    Director 

79/09/13.         ip 

7910110307   Forwards    IE    Info    Notice    79-22,     "Qualification    c-f   Contrnl 
5ya.  "   No   action    required. 

ENGELKEN,  R   H.  Region    5,     Ban    Francisco,     Officu    of    tho    Directnr. 

79/09/lfl,        Ip. 

7910150670   Discusses    error   by    DS<H    in    generic    rept    "Unalijsjg   Btirn(n;>ry    in 
Support    of    Early    Reactor   Coolant    Pump    Trip."    Suction     III    re 
impact    on    nan-LOCA   events.  Li  c  enaee'S   endorsed    a-pp  1  (cab  II  i  ty 
of    BS.W    mpt     in    reoponses    to     IE    Bulletin    79-05C. 
HEt-TEME8,C.  J,       TMI-2   Bulletins    b  Ordfrs.       79/O9/1-).       i?2pu. 

7910300002  Forwards    IE    Tnfo   Notice   79-22.     "Qualification   of  Control 
9ysj  "    Wostinghouae   790B30    Itr    tt   Public    Svc    ElectrU   A   (!as 
Co    770910    Itr    re    potential    unrovleuied    safety    question.  Ac  tlon 
required    within    20    days    W/a    enirl, 
DENTOM.H-H.        Office    of   Nuclear    Reactor    Regulation.        79/09/17.        Iflpp. 

791023094,1   Foruaril'!    HRC   790626    Itr   re   multiple   co.uipn.ent    Failures,   & 
»urvei  llance    testing-    evr  ors>  uh  i  ch   uaa    incorrectly 
distr iouted. Also    foruardc    IE    Insp   Rents    50-295/79-13  6 
50-304/79-12.  Action    required. 
EI9ENHUT,D.C.          Division    of   Operating    Reactors.        79/09/21,        19pp. 


— 79103000J2   Forwards     IE     Insp    Kept    30-3I2/79--1S   on    79O723-2i   J,   notice 
of    violation. 

DOOK.H.  E.  Region    3,     San   Francisco,     Fuel    Facility    i   Materials 

Bafetij   nranrh.        79/O9/11.       Spp. 

— 7910300015    Notice    of    violation     from    insp    on    790723-26, 

"          Region    5,     San   Francisco.     Office   of    the    Director.       79/09/OS 
III. 

—7910300017    IE     Inap    Ropt     50-312/79-15    on    790723-2i.  Noncomp 1 iance    noted: 
Improper    personnel    monitoring. 

THOMAS,  R.  1).  Region    5,    San  Francloco,     Office    of    the   Director. 

HOOK.H.  E.  Region    5,     Ran   Francisco,    Fuel    Facility    &  Materials 

Safety    Branch.       79/O9/O5.       10pp. 

791031027,1   Forwards    Revision  2    to    IE    Bulletin   79-13,     "Crackinq    In 
FBBiliuater  Sy  s    Piping.  "    Action   required. 

ENSELKEN.n.  H.  Region    5,    San  Francisco,     Office    of    tho   Director 

79/10/17.       Ip, 

H,     Periodic    operating    re-ports   &  related    correspondence 

7910130502  Forwards    monthly    operating    rept    For   Sopt    1979. 

naDHIOUEZ.R,  1.       Sacramento   Municipal    Utility    District.       79/10/04 
IP- 

— 79IOI90B07  Monthly    operating    rept    Par    Sept    1979. 

COLUHBO.R.  W.       Sacramento  Municipal    Utility   District.       79/09/30 
6pp. 


DOCKET    90-313   ARKrtNBAS  NUCLEAR   ONE,    UNIT   1 

F,     Becurity<    medical,     emergency   d    fire    protection   plans 

7910230124  Forwards    background    info    for    replication    Fire    testa.  Drauiings 
of    conduit   tt    tray    DrrangomenEB   ti   fire    protoction    features 
Lull]    be   forwarded    79-JO1O. 
SYLVEBTER,  E.  Plant    System*   Branch     (Pro    791030).       79/10/01.       Ip. 


79102601A5  Remits    Class    I    duplicate    fee    for    safeguards    contingency 
plan    involving    tuo    unttsi  in   response    to  791009  request. 
TfllMBLEi  1).  c.       Arkansas   Pouier   &  Light   Co.       79/1O/19.       Ip. 
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7?10310'10£  Confirms    791012    telcon   &    forwards    list    of    individuals 
will    visit    facility    on    791113-14    re    mockgp    of    cable 
spreading    room    for    fire    tests. 

REIDiR.  W.  Operating    Reactor?    Branch    4    (Pre    791030)          77/1O/3 

3pp. 


J.      Insurance    &    indemnity     information 


791004002B   Summary     af    790913   meeting    w/B&W   ownera    group    ta    didcusa 
analysis    of    design    !.    off-normal     transients    !.   accidents    & 
other    B&W    generic    requ  irements.  Li  a  t    of    attendees,  anemia    & 
presentations    end 
CAPFlfl.R.A.        TMl-a    Bulletins    !<    Orders.        7WO9/31.        45pp. 

7910350-119    Summary     of    770913    meeting    ui/B&W   owners    group     in   Getfiesda,  ML 
re    analysis    of    dea  ign,  of  f-norma  1     trans  i  ents.  accid  ents    !.   Ut,W 
gen aric     requi  rements. 
*      Cnmmis3ion.        79/09/21.        4Sp  p 


79I023057B   Pom 
TRIMBLE,  D.  C. 


jrds    executed    Amend    9    tn     Indemnity    Agreement    19- 
Arkansas    Power    !<    Light    Co.        79/10/17.        app. 


P.     Operating     license    stage    documents 


respondence 


7910090241    Foriuarda    FR    notice    oP    amend    to    10CPH73.  53    TO    requirements 
for    physical    protection    of    nuclear    power    p  lants.  Amend    defers 
implementation    of    physical     search    requirements    from   790B01 
to-    791101. 
DENTON.H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/OF3/ 1 0.        49pp. 


7710150381     Ack    receipt    of    taak    force    rept    re    TMI    accident   Provides 
comments     an   various     items    in    rop  t.  Flacommendationa    parallel 
those    already     under    active    consideration    bij    NRC 
DENTON.H.f).        Offits    of    Nuclear    .Reactor    Regulation-       79/09/24.        3pp. 

7910220413    Forwards    guidelines    for    valve    operability    re   containment 
purging    k    venting     during    normal     operat  ion.  flequests 
cammitmnnt    to     implement    valve    qualification    program   ui  th  in 
30   days. 
EIHENHUT,  D.G.  Division    of    Operating    Reactors.        79/09/27.        app. 


7910090536   Summary    of    790B09   mooting    uj/BfcW    owners    group    &    BMI    in 
nethcsda.MD   re     loud-term    generic    requirements    applicable     to 
EJ<W    operating    plants 
CAPRA.R.A.        TMI-2    Bulletins    J.    Orders         79/OB/24.        41pp, 

7910010269   Summary    of    79002'!    meeting    in/subcommittee    of    Di-u    dinners    group- 
in    BetheadaiMD   ra    alternate    proposal    to   requirBments    of    It 
Bulletin    79-13    far    B&M    operating    planta. 

O/IFtNEFI.D.  J.  Operating    Reactara    Drancn    4    (Pre    791030)          79/00/31 

14pp. 


7«?101103&3    Ack    raceipt    of    NRC    790719    Hr    ro    reactor    cavity    annulus 
rlng.Util    will     take    neceaaary    action    to    praclude    seal    ring 
becoming     potential    ml s 4 i IB.  Ac tlon    will    begin   no    later    than 
fourth    rcFuelinff    shutdown    scheduled    for    Fall     19130, 
CfWANAUGH.W.        Arkansas    Power    !i    Light   Co.       79/09/2B.        app. 

7910230091  Prnvldfjs  HRC  requiremen  1 9  for  resolving  matter  of  pouar 
nporatad  relief  valve  !,  aafetii  va  I  VB  lift  frBnuencg  4 

machanlcal    reliability. 

REID.  ft.  W.  Operating  HcactorB  Branch  4  (Pre  791030)  77/09/2B 

13pp. 


7910230122   Requests    addl     info    ro    upgraile    of    onticipatorg    reactor    trip 
REID.R.M.  Operating    Heactors    Branch    4     (Pre    791030)          79/O9/07 

13pp. 

7910010193  Summary    of    790424  menting    u/Q&U   reactur    oporatnrs    !.    BfM    in 

DctheBdaiMD   re    reaponse    to  plant    transi  entE.  Li  st    of 

attendeesi  agenda    &    cxcrpts  for    B&W   proaontotion    encl. 

FAlflTILEiM,  D.  Operating  Reactors    Branch    1    (Pro   791030)         79/09/10 

19pp. 

79I009041S   Notification    of    790914    mooting    ui/D*W    ounera    group    in 
BefchesdaiMD    to    discuas    analysis    of    dflsi gn.  of f-norma 1 
transients   !i   other    generic    requirements, 
CAPRA.R.A.        TM1-2    Bulletins    (,    Orders.        79/09/11,        3(ip. 

7910040016   Summary    of    790B23    meeting    u/H'.W    licenanes    to    discuaa    post- 
TMI     fBBdwatar    trans i ents. Agenda    to    list    of    ottundeos    oncl. 
CAPflA.fl.A.        TMI-2    Unresolved    Safety     IsauBs.        79/09/13.        <>'?au. 


7910110311    Raaponds    to    NflC    790B21     1  tr    on    personnel    training    ra   TMI-2 
small     break    ph  1  1  osoji  hg.  Long-term    training   uill     include 
leisssons    laarnfld    from   TMl-2.Uttl    mill    provide  repfc   of  reviau 
from  D&W   by  900131. 
THIMBLE,  D.  C.        Arkansas    Power   &    Light   Co.       79/10/01.        2pp. 

79102304Sil    Notice    of    vevioui   of    771223   response    to    NUC   770915    1  tr    re 
possible    boron    dilution    inc  ident.  Requests   addl    info  re 
identification    of    all     other    pntantial    boron    dilutign 
flcciden  ts. 

REID.H.W.  Operating    Reactors    Oipa-nch    4    (Pre   791030).        79/10/04 

2pp. 

7910100103   Responds     to    NRC    790917    Itr    re    potential    unrBvieued    safety 
question   on    interact  ion    between    nonsaPety-g  rade  &   safety- 
grade    sya.  None    found.  Fariuapds    "Evaluation  of  Potentially 
Adverse    Environ   Effects    on   Nonsaf ety-Oradc  Control    Sya." 
CAVANAUOH.  W.        ArkanaaR    Poiuar   &    Uiflht   Co.        79/10/07.       3pp. 


791025O436  Summary    of   790033  meeting    ui/B&W   operating    plant    licenaee!i    re 
poot-TMI    fBOduiater    trano  1  onts,  Aflonda.  1  1  at    of    attendpfln,  1  i  st 
of    transients    Si    outline    of    NRC    ropt    on    loss    nf    pressuriicr 
level    indication    one], 
CAfRA.R.A.        TMI-2    Bulletins    t   QrdBro.        79/09/13.        'J^pp. 

7910250215    Informs    that    Effective    date    for    imp  1  orientation   of    EPA   std 
for   LHR   LJ   fuol    cycle    is    791H01,  fioqueota    compliance  ui/ 
raJiological    effluent    Tech    Spec    implementing   LUI)   proviQioni, 
Method    for    imp  1  omentation    roquootod    by    791101. 

GAMMILL,  W.  P.  Assiatant    Director    for    Dperotinq    tloactor    Proiects     <t'ra 

791030).       79/09/17.       Ip. 

7910020752  Notification    of    791016  meeting    ui/util    to    discuss    proponed 
radiological    Tech    Bpeca   «,   offsito    dose    ca  Iculatinn  model. 

Operating    Reactors   Branch    4    (Pro  791030),       79/O9/1Q 


791O1S0169  Notification    rouehodul  ing    7910Ii  meetinB   w/uti  L    to    rovioui 
proposed   radiological    affluent    Tech    Specs    &  Clffsite   Ooso 
Calculation   Manua  1,  Meeting    will    be    hold    791023. 

VISSINQ.Q.  Operating    Reactors   Branch    4    (Pre  791030).       79/09/18 

2pp. 


—  7910100103    "Evaluation    of  Potentially  Adverse  Environ  Effects   on 
Nonaaf  ety-Orade    Control   Sys.  " 

*      Arkansas    Pouor    *    Light    Co.         *       Dabcock    i,   Uilcoi    Co.        79/10y07 
Hpp. 

791O150536    Forwards    addl     info    re     proposed    conceptual     saPe  ty-grade 
design    for    initiating    reactor    trips    upon    loss   op  main 
Peedwator    «-/or    turbine     trip,  in    rsaponse    to   790907    request. 
THIMBLE.  D,  C.       ArkjiTisau    Pouar    (.   Light   Cn.       79/10/09.       25pp. 

7910160326    Notifies     that    specific     concerns    of    Nf!C   790BOB    Itr    ro 
adcquacij    af   station    electric    dl  s  tr  ibiption  sya  voltager, 
morn  addrifased    during    MUG   review    of   790916   Incident.  Since 
ravlBui    found   aijs    ncceptaale.no    furtrier   response  neiesoary. 
TRIMBLE.  D.  C,       Arkenaas    Pouer    t.    Light   Co.       79/10/06.        lp. 

7910230179   Requests    -submission   af   Class    I    amend/approval    fee    for 
»af  BBiiarriB    contingency    plan   uilthin    19  daya. 
MILLER,  W.  0.  License    FOB    Management   Branch.      79/10/09.       lp. 

791039010H  Requests    preparation  of    solid  uaste   procsss   control    program 
4  Tach    Specs  which    discuss   solid  if  Itation   of  umute. 

.  U.  Operating    Reactors    Drancli   4    IPra  791030).       79/10/09, 


791004030S  REEpon<ls    ta   NRC    790723   b  OQ02   requssts    for    amends    re 
aaconplary   mater    chemistry   monitoring   &   control    propram. 
Present   program  Si  Tech    Specs    on    steam   generator    tubs 
leakage  &    inaervice    insp    are    sufficient. 
TRIrtBLE.D.  C,       Arkansas    Power   !<  Light   Co.       79/09/20.       2pp. 

791O130240  Responds    to   79040B    Itr    re    safety    of    Facility    in    lioht   of   1MI 
inc  idant.  Facili  ties    have    similar   nuclear    steam  supply    stjs, 
B8.W    reactors    shutdown    condition    ponding    short-  t    long-term 
mods    licensee    granted    790614    restart   order. 
DENTaN.H.R.       Office    of   Nuclear   Reactor   Regulation,       79/09/5O.       3pp. 


7910320202  Notification    of   791019   meeting   u/BbU  owners   group    tn 
Bettieada.  MD   to    discuss    lead    plant    avant    troesr  safety 
sequence    diagrams   6    anticipated    analysis   re    abnormal 
transient    operational    guidelines    in   NUREQ-097B. 
CAPRAi  R,  A,       TMI-a   Bulletins    tt  Orders.      79/10/13.       10pp. 

7910310112  Notifies    that    ECCS   at    facility    satisfies   single    failure 
criteria   It    is    ic  1  arnica!  lij  (.    environ    qualified   eicept   re 
radiation    effects    on    instrumental  ion  t  electrical    equipment. 
Safety    evaluation   encl. 

REID.R.M.  Operating   factors    Branch   4    (Pre  791030).       79/10/13, 

2pp. 
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—  7910310115   Safety    evaluation    re    ECCS    single    failuTH    analysis 
*      Office    oF    Nuclear    Reactor    Regulation.        79/10/12.         12pp. 


7910010001    Forwards    IE    Circular    79-1B,     "Proper    Installatio 
Rocl    Bafety-Kellsf   Valvea.   "    No    action    required. 
SEVFRIT.K.  V  Heflion    rt.     Dallas,     Office    of    the    Director. 


of    Target 
79/O9/10. 


7910190304    Forwards    responses    to    NRC    79Q913    Itr.   Ite'inB     in    1  tr    !•    MUHEfi- 
057B    are    valid    ft    appropriate    to     increase    safsky   margin    at 
facility.  Proposes     tuo    uiftages     in    series     For    each    unit. 
CAVANAUQH.  U.        Arltansas    Power    8.    Light    Co.        79/1O/17.        313pp. 

7910230346   Forwards    comments    on    NUREG-D57B,      "THI-2   Lessons   Learned    Tan 
Farce   Status    Kept   A:    Short-Term   Recommendations    "    Util    mill 
be    In    compliance    tu    Ma-j     1930 
CAVANAUGH,  U.        Arkansas    Pouer    tt    Llflht    Co.        79/10/17         32pp. 

791O31O044   Ac*    receipt    of    790424,  OS!  b.  OfiOd    Ei   OB    requests    for    amends 
fc    Tech    Spec    changes     to    DPft-Sl  .  (inquests    addl     inf-o    re 
emerguncy    (  eertiuater    trains,  operabllity    at    reactor     trip 
circuitry    fc    basis    far    bypass    Botpclnts 
REIO.R.H.  Light    Water    Reactors    "ranch    4.        79/1OMB.        <tpp. 

7910310167   No  1  1  f  teat  ion    of    791023   meeting.    uj/B&W,  Bf<W   ouriRrs    group    & 
QRNL    in   Lynchburg.VA    to    discuss    DAW-1564,     "Integrated 
Control    Sys    Rel  lab  i  llty    Analysis.  " 
CAPRA.R.A.        TMI-2    Bulletins    fc    Orders.        79/1O/I9.        lp. 


7910030647   Accepts    delay     in    submittal    oF    final    reply    to    IE    Dulletin 
79-03   as    requested    in    79OB31     Itr. 

MAD9EN,  G.  L.  Region    4,     Dallas,     Reactor    Operations    Nuclear    Support 

Branch.       79/09/10.       lp 

—7910030633   Kuquetits    dela-ij     in     submittal     of    final    reply    to    IE.   Dulletin 
79-03    until    util    Mas    chance     to    review   forthcoming    bulletin 
ruvis  ion. 
TRIMHLE,  D.C.        Arkansas    Pouier    t,   Liflht    Co.        79/OB/31.        lp. 

7910100069   Forwards   FL   Pouer    Corp    response    to    IE    Bulletin    79-05C. 
HELIEME3,C.  J.  Standardisation    Dranch.        79/09/11.        lp. 

—  791Q100079   flosponds    to     IE    Bulletin    77-O5C.  Ac  t  ions    ro    reactor    coolant 
pump    t<    tuo    control    room    operators    taken.  Forwards    "Analysis 
Summary     in    Support    of    Early    Reactor    Coolant    Trip"    !. 
"Guidelines    f-or   Action.   " 
STEWART,  W.  P.        Florida    Pacuer    Corp.        79/OB/24.        101pp. 


791O290339   Fortrard*    proposed    change    to    Tech    Spec!    re    hydraulic 
snubbers.  Identified    9  nnubbers.  as    capable    of    being    removed 
from   category    "espically    difficult    to   remove."    Amend    fee  t< 
af fadavit    ere  1 , 
•CAVAfJAUQH.  W.        Arkansas    Pouer    !<   Light   Co.        79/IO/22         3pp. 

—  7910590341    Proposed    change    to    Tech    Specs.  TaEi  I  e    3.  14-1.  re    safety-related 
snubc-ers. 
•      Arkansas    Power    !.   Light    Co.        79/10/22.        3pp. 


Responds    to   NRC    790531     Itr    requesting     info    PS    provioinn    of 
emergency    pouter    source    to  motor-driven    emergency    Peeduiator 
pump.  Dl  scusses    pump    control    circuit    redesign  b   foTiaarirs 
drawings    for    revi  cm.  Drawl  ngs    available   Central    Files    only. 
THIMBLE,  0.  C.        Arkansas    Pouier    *;   Light    Co.        79/10/22.        «pp. 


7910030302   Forward!    IE    Circular    79-19.      "Loose    Loctiofl    Dcvicao    on 
Irioersoll-RanB   Pump    Impellcra.  "   No    action    required. 

6EVFRIT,K.  V.  Renion    -1 ,     Dallas.     Office    of    the    Director         79/09/13. 

IP. 

79101S01D4  Forward!    IE    Info    Notice   71J--02.     "dual  if  Icat  ion    of   Control 
Sys-,  "   No  action    required. 
SEVFRIT.K.  V.  Region    4,     Dallas.     Df-fico    of    the    Director.        79/O9/14. 

IP. 

791015067D   Discusso-s    error     by     B!<W    in    generic    rept    "Analysis    Summary     ir 
Support   oF    Early    Reactor    Coolant   Pump    Trip,"   Section    III    re 
impact    on    non-LOCA   event s .  Li c unseen    endorsed    applicability 
of    BW  rept    in    responses    to    IE  Dullntin   79-OSC. 
HELTEMEa.C.  J.       TrtI-2   Bulletins   (.  Orders.       79/O9/14.       aapp. 


7910310338   Discusses    containment   purging    during    operat ion, Utl 1    is 
satisfied    uiVbases    Far    proposed    Toch    Specs    to     limit    purging 
during    operation    to   no  more    than  "7O-h/yr, 
TRIMBLE.  D.  C.        Arkansaa    Pauer    &   Light    CD.        79/10/25.        2pp. 

0.     Inspection    reports.     IE    Bulletins   it    correspondence 

7910090761   Forwards    IE   Insp   Reptfi    30-313/79-15  t    50-369/77-13   on 
79070B-OB09   l<   notice    of    violation. 

MADSENi  0.  L.  Region    4.    Dallas.    Henctor-   QpRrattons    Nuclear   Suppor 

Dranth,       79/08/2-1.       2pp. 

— 7910090763  Mobice    of   violation    from    ingp    on  7^0708-0609. 

*  Region   4-    Dallas.    Reactor   Operations   Nuclear    Support   Drancli. 

79/03/22.        lp. 

—  791009076B    IE    Insp    Rept    50-313/79-1 S   &    5O-36B/79-13    on    790TOO-OBQ9. 
Noncompl iancs   noted: no    requalif ication    training    achedule    for 
licensed    operators. 

JDHKSDM,  W.  D.  ,     EPANSLER,  fl.  0.  .     WEETERMAN,  T.  F.  fien'Dn    1.     llallaE, 

Office    of    the    Director.        TffOB/SS.        15pp. 

79100S05IH  Ro^ponds    to    IE   Dulletin   79-14,     "Ssismic    Analynla    fop 
Aa-Duilt   Safety-Related    Piping    Sys. "    Results    documented, 
ensitiBEring    evaluation  performed   ic    corrective   action    taken 
an  all    items    judged    to   affect    si|s    ojerabl  1  1  ty.  Bummury    end. 
THIMBLE.  D.  C,       Arkansas   Power   fc  Lioht    Co.       79/OB/3!.       26pp. 

7910040634    Responds    to    IE    Bulletin   79-02,      "Pipe    Support    Uase    Plain 
Designs   Using    Concr-ale    Elnansion   Anchor    De-Its.   "    'fatal    of    1O 
supports   ui/safetif    Factors    less    than    two   iiiere    idotibifiod    an 
corractvd. 
TSIMDLE.D.C.       Arkansas   Power  &  Light   Co.       79/09/05.        lp. 

7910030363  Responds    to    IE   Bulletin  79-15.     "Dfrpp   Draft   Pump 
Dof  iciencles,  "   Thrs-e  Fairhanfc    Marae    Modol    23HC   pumps    iTi   use 
at  Unit    1    as    svc    uatar    pumps.  T(U-BB   Fairbant    Morse   Modol 
34HC   puTips    In   use    at  Unit  2  as    svc   uater    pumps. 
THIMBLE,  D.  C,       Arkansas   Power  i   Light   Co.       79/09/06.       -1pp. 

7910170005  Notifies    of  review  of    reiponiea    to    IE  Bulletin   79-OSB, 
Request!   addl    info    re   proposad    design   description   t, 
implementa't in-n   ecfiedule    for   lafaty-BTade    anticipatory 
reactor    trip, 

REID«R.W.  QpBTflfclng   R»actari    Branch   1    (Pre  79IO30I.       77/09/O7. 

13pp. 


7910300003   Foruarils     IE    Info    Notice    79-32.      "Qualification    of    Control 
SUB."   HnstlnfflinusB    790B3O    Itr    i   Public    Bvc    Electric    E,   Can 
Co    79091O    Itr    ro    potential     unreviomod     safety    question. Act  ion 
required   ujithln   20  days .  W/ti    encl, 
DEMTQM.H.R.        Office    of    Nuclear    Reactor    Regulation.        7'?/O9/17.        IQpp. 

7910330961   Forwards    NRC    79O63i    Itr    ro   multiple    oqulpment    failurco    (. 
sur vail  lane o    testing    errors,  nhich    UIBB    incorroctly 
distributed.  Also    forwards    IE    Insp    Rojits    50-S9S/79-13  & 
50-304/79-12.  Act  ion  Toqulrcd. 
EIGENHUT.U.  C.  Division    of    Operating     Reactors         79/09/21.        19pp. 

7710130193  Foruards    IE   Circular    77--2Q.     "Failure-   of   GTE   Sylvania    Re  lam 
Typp  PM  Bulletin    7309iCatalofl    5U13-11-AC   ui/130  Volt   ar. 
Coil."  No    action    requirnd, 
BEVFRIT.K.  V.  Region   1^     DallaB,    Office    of    the   Director.       79/09/24. 

IP 

7910100Q5H  Lists    adot    util    rosponsus    to.    IE   Oullotin   77-OAC. 
HELTEHED,  U.  J.       TMI-2   Bulletins   &  Ords-ra,       79/O9/2B.       'Jpp, 

791007079E   Ack    receipt    of    79O9I1    Itr     inPorming    NRC    of    »tepB    takon    to 
correct    vialntiono   noted     in    IE    Insp   Rapt*   50-313/79-13  t. 
30-369/79-13, 

MflD5EN,Q.  L.  llogion   "!.•     Dallas,    Reactor  OperatioiiH   Nuclear   Support 

Ilronch.       79/09/2A,       lp. 

— 7910090791    Rospundo    to  NRC    790324    Itr    re    violations    noted    in    It    Innp 
fiopts    90-313/79-13  8.   50-363/79-13.  Corrective   actions: 
Bfttab  lishmont    of   rcqual  1  ti  cation    schedule    for    liconnod 
operatars    tr   annual    performance!    evaluation, 
TRIHDLE,  [>   C.       Arkansas    Pouier   b  Liffht    Co.       79/09/14,       2pp. 

7°10110169  Foruarcln    IE    (nfo    Notice  79-33.     "EmBrgBncy    Diasal    Oonerator 
Lubs  Oil   Coolors.  "  No   action    i-cquirotf, 

aEYFRIT.K.  V.  Region   4.     Dallas,    OfPicn    of    the   Director.       79/09/26. 

lp, 

79I01Q003'!  Forwards    IE   Bulletin    79-S4i     "Froion  Linna,  "   Action   requirBif, 
8EYFRIT.  K,  V.  Rsgion   1,     Dallas,    DfFica    of    the   Director.       79/09/27, 

IP- 

7710290031   Forwards    IE    Insp    Fiepts    50-313/79-19  E<   30-368/79-17   on 
790.BB7-31,  No   none  amp  1  iance    no  tod.  Detai  Is    luithheld 
(r*f    1QCFR2.  790^, 

MADHSNiO.L.  fiogion    1,     Dallas,    Ranctor   OpBrationa   Nuclaar   Support 

Branch,       77/10/01.'    app. 
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—  7710S70024    IE    Inap    Repta    50-313/79-19   (.    50-360/79-19    on    790B27-31.  No 
noncompl  ianc  e    noted. Major    areas    inspected  :  search    (irocedurea, 
communicati  ons,  compsnaatory   measures   t.   pocuer    supp  ly,  Deta  i  1  a 
withheld     (ref    10CFR2.  790). 

CALDHELL,  R.  A.  Region    4,     Dallaa,     Office    of    the    Director. 

MADSENiG.L.  Region    4,     Dallas,     fteactor    Operations   Nuclear 

Support    Branch.        79/1O/01.        lp. 

B,     Periodic    operating    reporta    &    related    correspondence 

79-1004O271    Forwards    Cycle    4    Startup    Flept    for    period    ending    79O7O4. 
TRIMBLE,  D.  C.        Arkansas    Power    (.    Light    Co.        79/09/25.        lp. 

— 7910040372   Cycle    <J    Startup    Hept    for    period    ending    79O704. 
*      Arkansas    Power    S<   Light    Co.        79/09/23.        26p(i 

7910030412   Foruiarda     intake     impingement    monitoring    dala    for    rtuo,    l')79. 
TRIMBLE, D.  C.        Arkansas    Poiuer    5-    Light   Co.        79/09/26.        9pp. 

7910170191    Forwards    monthly    operating    ropt    for   Sept    1979. 
TRIMBLE, D.C.        Arkansaa    Power    8.   Light    Co.        79/10/13.        lp. 

— 7910170195    Monthly    operating    ropt    for    Sept    1979. 

DRAMLETT.L.  S         Arkansas    Power    S-   Lloht    Co.        79/10/13.        6pp. 

9.     Reportablo    occurrences,     LERs    fc    related    correspondence 


7?1OQ'5034B   Foruarifa    list    of    plants    renuiring    microflching    of    up-to- 
date   FSARs     in   Central     Fl  1  e  s.  Reque-s  t»    action    as   soon    as 
pos  sib  le. 

ORHMES.  O.K.          Assistant    Di  rector     for    Systems    Engineering     (Pre 
791O30).        79/07/10.        4pji. 

79IOO10424   Motif  icat  ion    of    790919    meeting    w/util    d   79O920   meeting 
iii/util    Si     local    (<    state     officials     in    Dridgmon.MI    to    discuss 
neui   acceptance    criteria    !<    schedule    for    development   of   neui 
emergentij     preparedness    plan. 

W1GQ1NTGN,  D.  Operating    Reactors    Branch    1     IPre    791030).        79/09/13. 

IP- 

7910010i6B    Thanks    retipient    for    holding    !i    chairing    790B29   spout    fuel 
pool    info    meeting. 

GRIMES,  U.K.          Assistant    Director     fur    Systems    Engineering     (Pre 
791030).        79/09/13.         lp. 

7910OS0161    Forwards     technical    assistance    contraLt    Porn   &   util    request 
for    license    amend     separating    shared    auiili*ry    feeduator    sys 
!<    convortkns    turbine    driven    auxiliary    Peod    pumps    from   ac     to 
dc.  Requests    revieu    hg    Bulletins    (t  Orders   Tasli   Force, 

8CHWENCER,  A.  Operating    Reactori    Dranch    1     (Pre   791030).        79/O9/13. 

2pp. 

7910030245   Requests    assis-tonei;    in    review    of    proposed    amend     to    UL   re 
merger    c-f    IN  !.   Ml    Electric    Co   R    IN  &    III    Pouier  Co.  Forwards 
initial    technical    assistance   contracts   &  util   790B34    Itr. 
H/n   encl. 
EISENHWT,  D.  G.         Division   of  Operating    Reactors.      79/09/17.       lp. 


7910150492   Forwards    LGR    79-017/O3L-0   t.    updatoa    to   7B-005/0!  X--1    t 
78- 006/0 IX- 1. 
TfilMBLE.D.  C.        Arkansas    Power    '*    Light    Co.        79/10/09.        l[i 

— 791O13Q49B   LER    79-017/Q3L-0:  on    79091 1 ,  dur  ing    monthly    surveillance 
operational    test.diesel    generator    1    trlppeii    on    low   nil 
pressure.  Caused    by     lube    oil     coolor    leak    allowing    water     to 
enter    oil    sye.  Cooler    replaced. 
BRAMLETT.L.  S.        Arkansas    Power    t,    Light    Co.        79/10/09.        lp, 

— 7910190505    Update    to    LEU    78-005/01  i-l :  on   7BQ303,  during     inaervice    in!ip 
of    tubing. five    tubes    exceeded    plugging    limit    nf   1W.  of 
nominal    tube   wall    th i c kness. Caused    by    ondinfl   aqueoua 
corrosion   mechanism.  Defective    tubes    plugged, 
SHIVECV.C.N.       Arkansas   Power   5<   Liflht    Co        79/10/0?,       lp. 

— 7910150512   Update    to    LEfi    79-006/01 i-l :  on   7Q0305,  duri  tig    relnstal lat ion 
oP    primary    maniuoy    cuvei'ituio    nf    It   studs    sheared    oFf  at    baue 
of    nut   on    second    torque    sequence    pasa.  Caused    by   "}(!'/,   crack    in 
tfiameter    on    one    stud. 
SHIVELY.C.  N.        Arkansas    Power    (.   Liflht    Co.        77/10/09.        In. 


DOCKET    30-315    DONALD   C.     COOK   NUCLEAH    POWER    PLANT,     UNIT    1 

E.    HRC   Safety    Evaluation   Report    (SER),     supply   !(   correspondsnc  e 

791009OA29  Agrees    w/licHnsee    conclusion    that    EEtt   section    ro   containment 
put-go   fc  vent    sys    For   Unit   5    Is    identical    to   Unit    1   S.   should 
be   accepted. 
LAINA3,Q.  Plant    Systems    Flranch     (Pre    791030).        79/09/17         Etpu. 

P.     Operating    license    Btage    documents   &  correspondence 

7910H0053  Summary    of   ACRS  meeting    on   790711    re    revieui  of    gtatus    of 
matftods   used    for    combination    ot    dunamlc    loads    in   seismic 
analyses    of   nuclear    components. 

SCAVUIZO,  R.  J.       ACRS   -  Advisory    Committee    an  Reactor   BaFenuarilB. 
79/07/17.        4pp. 

791009O241    Forwards    FR   notice    of    amend    to    10CFR7a.  35  re  i-equ  i  remitntn 
for    physical    protection    of   nuclear    power    p  lants,  Amend   dofers 
Implamentation    of    physical    search    requirements    Prom  790S01 
to   7?tl01. 
DENTON.H.  R.       Office    of   Nuclear   Reactor   Regulation.       79/03/10.       47pp. 

79100*10577  Forwards    results    of    reviou   of    atmospheric    dispersion    Factors 
for    13   plants.  Requests    confirmation   oP   accuracy    of   exclusion 
arsa    boundaries. 
HULMAN,  L.  0.  Hydrology    Meteorology   Branch.       79/09/01.        13pp. 

7"?10030B04   Submits    prooreas    rept    ro    feedwater    line    data   collection 
program   for   Unit    a. 
DDLAN.J.E.       Indiana   t.  Michigan   Power   Co.       79/09/03.       9pp. 


7910040360   Discusses     util    response     to    7Q1  129    generic    1  tr    re    containment 
purge    &   vert    sys.  Conta  inment   Sy  s    Branch    SER    should    be 
expanded    to    include    acceptability    of    Unit    1     stj5   Nonclectod 
revieiu    of    sys  nut    planned. 
LAINAB.a.  Plant    System*    Branch    <Pre    791030).       79/09/17.        3pp. 

79100303il    Responds     to    util     answer    to    MRC    7Q0203   Itr    re    reactor    cavity 
so-al    ring    .generic     issue.  Util    a-n  suer    acceptablij    resolves 
i  sQue. 

SCHWENCER.A.  Operating    Realtors    Branch    1     (Pre    771030).       79/09/1B. 

2pp. 

7910100044   Forwards     evaluations    requested    79O905   of    all    plants 
previously    using    pipe    strcts  analyses    based    on  unacceptable 
algebraic,    summation    techniques    flll    stresses    within   alloiuable 

SCHWENCEf!..  A,  Oporatirifl    Reactors    Branch    I     (Pre   791030).       79/09/1H, 


—  79101000B9    Responds    to    790424,0504    !<   0650    Itrs    reportina    reoulto    of 

seismic     r-eanalyais    cif    renctor    coolant    piping    per    It   Bulletin 
71-07.  Matter    resolved.  Safety    evaluation  entl. 
BCHWeNC£R,A,  Operating   Reactors    Branch    1    (Pro   791030). 

79/06/23,       2pp. 

—  7910100093   Safety    evaluation    re    suismic    reanalysia    of    reactor    coolant 

piping    par    TE   Bulletin    79-07.  Roquir  G-men  tn    satisfied, 

*      Office   of    Nuclear    Reactor    Ro-gulat  ion.        79/06/22.        lp. 

7910010279    Responds    to   NP.C    790B01    request    for    addl    info   re 
recir-ctilation    sump.  Model    tost    to    bo    completed   by   Nov   1979. 
Euinp    location   drawings    enel. 
DOLANiJ.E.        Indiana    &    Michigan    Electric    Co.        79/09/24.        3pp. 

791Q0303B6    Ach   receipt   of    790817    Itr    tvansmi  tting    guard    force    trainino 
program  *   retraining   &    requal  1  f  i  cat  ion    p  lans.  Requests 
payment    of   Class    lit    rovtecj   feo. 
MILLER.  W.  D.  License    Fee  Management    Branch.      79/09/34,       lp. 

7910010334   Requests    extension    to    B009Q1    to  complete  Phase   C   of 
analytical    evaluation    of    effects    oP    certain    postulated   break 
loads    on   HC5  &   Internals. 
MALONEViQ.P.       Indiana    fc   Michigan   Power    Co.       79/09/2i.      2pp. 

7910010393  Forwards    further    clarification  re    topics   pertinent    to 
evaluation   of   util    application    to    expand    storage   capacity   of 
•  pent    foal    pool    at    site.  Topics    include    ooral    corrosion   data 
ti    smelling    of    storage    cells, 
MALONEY.Q.  P.        Indiana    It   Michigan   Power    Co.        79/09/36.       7pp. 

7910320413  Forwards    guidelines    for   valve    opal-ability   re  containment 
purging    *  ventin-g    during    normal    operation.  Requests 
tommitnient    to    implement   valve    qualification    program  within 
30  days-. 
EIBENHUr-t.O.         Division    of  Operating   Ileactor*.       79/09/27.       3pp. 


7710O10i74  Bummarij    of    79QB39   public    meeting    re    propoead    increase    in 
capacity   of    spent    fuel    pool. 

WIG9INTON.D.  Operating    Reactors   Branch    1    (Pro  7910301,       7f/09/Od. 

43pp. 
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7930230331    Requests    addl     info    r*     loss    of    offsite    power    on    750S17, 
770701.  1313   &    7BQ3I4    bo    aid     in    review    of    offsite    power 
ays    adequacy.  Requests    i-esponse    njithin    90    days. 

SCtlUENCER,  A.  Operating    Reactors    Branch     1     IPrc    791030*          79/1Q/01 

3pp. 


791010O1B1    Submits     info    re    undervol ta 
A    Schnroncer     Itr. 
HUNTER.R.  S.        Indiana    fc    Michigan    PQU 


protection     sys,  in    response 
Co.        79/10/05.        3pp. 


79E01C0349  Requests  extension 
adequacy  of  facility  elect!- 
Investigation  to  date  has  u 
General  Design  Criterion  17. 
HUNTER, R  S.  Indiana  I-  Michigan  foiucr  C 


til     791215    to    ansuer    790900    1  tr 
distribution    si|s    vcltsges. 
verc-d    no    violations    of 


79/10/05. 


Ip 


791035G43O   Submits     Info    requested     in    RF   He-i  atmnan    790919    1  tr    re    NHC 
review    of    71Q&3B    responso    to     IE    Dulletin    79-01  .  De  E  c  ri  be  5 
mods    to    equipment     i  tarns,  pad  i  a  t  ion    doses    S,    equipment    QC. 
9IEN.F    W         Indiana    &   Michigan    Patuer    Co          79/1O/15.        4£p  p  . 

7910300373   Responds     to    7-3O931     Itr    TO    Ctass     I    &    Class     II    Pees    for    reviei 
of    guard     forcir    training     program   6    retraining    * 
requa!  if  icat  ion    plans.  Check    enc  I. 
DDLfiN.J.E.         Indiana    '.i    Michigan    Pousr    Co          79/1O/24.         Ip. 

0.      Inspection    reports,     IE    Bulletins    fc    correspondence 

7910330349    Ac&     receipt    of    79O71  1     1  ti-     informing    NRC    of    steps     taken    to 
correct    violations    noted     in     IE     Inap    Kept    50-315/79-07. 
HEI9HMAN,  H.  F.  Region    3,     Chicago,     Reactor    Operations    Nuclear 

Support    Dranch.        79/07/30.         Ip. 

—7910250350   Desponds    to    NRC    790613    Itr    re    violations    noted     in    IE    Insp 
Flept    50-315/79-07.  Correct  ive    aci  tons  .  de  5  i  gn   dlv   will    review 
effect    of    request     for    change    re    inn  t  a]  Id  1  1  an    of     tee 
deflector-    on    containment     integrity. 
DOLAN,  J.  E.        Indiana    (.   Michigan    fouier    Co.      «  79/07/11,        3pp. 

7910090517   Forwards     IE    Bulletin    79-19,      "I'acJiag  ing    of    Lou   Level     Had  upas  ti> 
For    Transport    ti    Burial.  "    fiction    roquirod. 
KEPPLER,  J.G.  Region    3,     Chicago,     Office    of     the    Director.         79/OB/10 


79J0020172   Forwards    IE    Info    Notice    79-20,  ftevi  s  ion    1.     "NP.C    Enforcement 
Policy    -   NRC   Licensed     Individuals.  "    Notice    reissued    to 
correct    uord    omission    &    punctuation    error    tuhlch    changed 
intent    of    statement.  Changed    statement    underlined     in    teit. 
KEPPLEFI,  J.  O.  Region    3,     Chicago,     Office    of    the    Director.        79/09/O7 

If. 

79100306B1    Requests    addl     info    in    response    to    IE    Bulletins    79-O6A    S, 
79-06A,  Revision    1    re    periodic    surveil  lance    af    locked    safety- 
related    valves,  verification    of    sys    operability    &    operating 
procedures    for    dealing    u/hytirngen    gas    in    containment. 

SCHWENCEF1,  A.  Operating    Reactors    Branch     1     (Pro    791O30)          79/09/07 

3pp. 

7910030508   Responds     to     IE    Dulletin    79-01.     "Environ    Qualification    of 
Class    IE   Equipment,"    &   notifies    af    intention    to    replace 
solenoid    valves    providing    s-af  et  ij-re  lated    function    in    each 
unit    at    first    outage    of    sufficient    duration. 
DOLAN,  J.  E.        Indiana    &    Michigan    Pouier    Co.        79/O9/O7.        5pp. 

7910250191    Forwards     IE    Insp    Repts    50-315/79-20   t,    50-316/79-17    on 
790329.  No    noncornpllanLB    noted. 

FIDRELLI.O.  Reglan    3,     Chicago.     Reactor    Construction    t,   Engineering 

Support    Branch.        79/O9/1  1.        2pp. 

—  7910250163    IE    Insp    Rept    50-315/79-2O   t,    50-31ci/79-17    on    79OB39.  No 
nonconpl  iance    noted,  Major    areas    inspected  ;  ac  t  ions    re    It£ 
Bulletins    79-14,79-01    t,    79-02    including    NRC    requirements 
d  uiork    procedures. 

VIN,  I.  T.  (legion    3,     Chicago,     Office    of    the    Director 

DANIELGDN,  D.  H.  Region    3,     Chicago.     Reactor    Construction.    !. 

Engineering   Support    Dranch.       79/09/11.       5pp. 

7910030S23    Forwards     IE    Circular    79-19,     "Loose    Lotting    Devices    on 
Itigersol  1-Ranit    Pump    Impellers."   No   action    required, 

KEPPLEFI.J,  G  Region    3,     Chicago.     Office    of    the    Director         79/09/13 

'P. 

791003O123    Proposes    mods    to    inservico     insji    ?,    inaervicB    testing    program 
rovieu   responaihil  itioB     to    minimise    duplication    of    effort    at 
NRC   timaiimiie    contractor    review   activities.  Bister    nuclear 
facilities    should    be   managed    by    same   NflC    ofc. 
EIGENHUT.D.  Division    af   Operating    Reactors.        79/09/14.        2pp. 


79100S0195   flck    receipt    of    790724    Itr     informing    MflC    of     steps    taken    to 
correct    violations    noted     in     IE    Insp    Repts    50-31  5/7'9-lfl   t> 
50-316/79-11. 

DAVIS,  A.  B.  Region    3,     Chicago.     Fuel    Facility    f,   Moterials    Safety 

Granth.        79/08/13.         Ip. 

—  7910050203   Responds     to   NRC    790635     Itr    re    violations    noted     in     It    !n>>p 
Repts    30-315/79-11   (,   90-316/79-1  1  .  Correc  tive    actions: 
superviaors     instructed     to    cofferdam    assembly    bi)    personnel 
wearing    protective   equipment. 
DDLAN.  J.  E,         Indiana    £    rrichis-in    Pouier    Co.        79/O7/S4-        4pp. 

7910090146   Forward's    IE    Bulletin    79-3J,     "Temp    Effects    on    Level 
Maasuroriflnts,  "    Action    required. 

KEPPLER,J,  0,  Region    3.     Chicago,     Office    oF    the    Dtroctor          79/03/13 

Ip. 

7910050419    Forwards    IE    InFo    Motice    79-20,     "NRC    EnforcDmunt    Policy    - 
NFiC   LicBTisad    Individuals."    Mo   action   required. 

KEFPLER.J.  Q.  Region    3,     Chicago,     Office    of     Lhu    flirertor.         79/OB/M 

Ip. 

7910050449  Forwards    IE  Circular    79-17,     "Contact    Problem    in   SO-  la 
Suiitchea   on  OE  hetalcla-d    Circoit   liraakers.  "    Mo   ,iction. 
required. 

KEPPLER.J.O.  Region    3,     Chicago.     Office,    at     the    Director.        79/OEJ/14 

Ip. 

7910010019   IToruiard^     IE    Inap-    Rept=    30-315/79-19   fc    50-316/79-15    on 
(rof    ?OCFRH    yo**'8    Df    V1  °lat  '  0"'  "Dt  '  ce    cf    violation   withheld 
Hrwn.-i  A  =-  .....    -  S|     SafBg(Jards   n^ncd. 


7910040506   Responds    to    IE   Bulletin   79-11,     "Seismic    Analysin    for 
As-Dullt    SaFctu-Rolatcd    Piping    SMS."    Discusses    status    of 
Inap    of    accessible    sya    parts    t<    field     Insp    methods    used. 
Ht)LANi  J.  E.        Indiana   &    Michigan    Pawor    Co.        79/O9/14.        app. 

7710090795    Forwards    .-iddl     infu     in    response    to    IE    Bulletins 

79-03C   (.    79-06C,     "Nuclear    Incident    at    TMI    -   Suppl."    Provides 

schndulo     for     implementation    of    NFIC    ijuido  1  inoo, 

DOLflH.J.E.        Indiana   H,   Michigan   Power   Co        79/09/17.       3pp. 

791025Q093  Forwards    IE   Insp.   flepts    50-315/79-31    f,   SO-31A/79-18   on 
7*70701  -O901.  No    nnntomn  1  iance    noted. 

JIEISHMAN,  R.  F.  Region   3,     Chicago,    Reactor   Dpprationo   Nuclear 

Support   Branch.       79/07/17.       2pp. 

—  7'710a500?7    IE    Insp    Rcpts    50-315/79-31    &   SO-31i/79-ia   on   790701-0901  ,  Nu 
noncomp  1  iance    no  ted.  Ma  j  or    areas    inspected:  operoti  ona, 
security,  organitolian   !.    odmini  strati  on,  thermal    power 
evaluations   ?•   core   power    distribution, 

MASSE,!!.  E..    DQVU,  D.  C.  Region   3,    Chicano,    Office    of    the    Director 

79/09/17.        4pp. 

7910300032   Foru-ards    IE    Info    Notice    79-22,     "Qualification    of    Control 
BU.S.  "    Wastinghousp    790930    Itr  !<  Public    3vc    Electric    i  Qao 
Co    790910    Itr    ro    potential    unrevieuiod    safety    qupsti  on,  Ac  ti  on 
required   ultliin    20    doys.W/o    encl. 
OENTON.H.  ft.       Office    of    Nuclear   Reactor   Regulation.       79/09/17.       49pp. 

7910090791    Submits   addl    info   re    responsn    to    IE  Dullotin   79-02,     "Pipe 
Support   Ease   Plate    Designs   Uuing   Concrete  Eipanoion   Anchor 
Dolts,  "   Field    testing    of    anchor    bolts    in   auxiliary    (•    turbine 
bldga    of  Unit   2    is    comp  leie.  Fal  led    bolts    replaced. 
MALQNEYiQ.  P.       Indiana   &  Michigan   Poiuor   Co.       79/09/19,       2|jp. 


9-19   S,    SO-31&/79-1S    on   790-723-27. 

>n   0,     Chlcaao,     Office    op    the 
Chicago.    Safeguards  Branch, 


79102305AI    Foruiards  NRC   790626    Itr    re   multiple    equipment    failures    t. 
survu  i  1  lance    testing    errors,  uihicli    was    incorrectly 
dia trlbutsd.  Also    foruards    IE    Insp    Repts    50-395/79-13  & 
30-304/79-12  Action    required. 
EISENHUT,  D.  0.          Division   of   Operating    Reactors.       79/09/21.       49pn. 


17.     "Pipe   Cracks    In   Stagnant 

(JBUltfi      Df      tSEtS 

Co,,     Inc.       79/09/OA.       IHpp. 


7910110131   Forwards    IE  Clrcolnr   79-2O,     "Failure    of   GTE  Bulvania    Relay, 
Typo  PM  Bulletin    7305,  Cataloo.    5UI2-11-AC   w/120  Volt    ac 
Coil."    No    action    required. 

KEPFLER,  J.  0.  Ragion    3,     Chicago.    Offica   of    the    Director.       79/09/24 

Ip. 
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7910150698    Responds    to    IE   Bulletin    79-10,     "Adud ib i 1 i ty    Problems 
Encountered    til/Evacuation    of    Personnel     from   High-Noise    Area.   " 
Evacuation    alarm    ays    shall    be    eipanded     to     incluifc   71    addl 
speakers,  17    addl    stations    l<   26    strobe     tights. 
DOLAN,  J.  E.        Indiana    t.   Michigan    Poiuer    Co         79/09/24.        3pp. 


R.     Periodic    operating     ruparts    ti    related    iorre*ji  nndenc  e 


7910040260    Forwards    Apr-May     1979    monthly     repts    on    flsrt     impingement 
SMALLER, D    V.         Indiana    &    Michigan    Power    Co.        77/O9/24,         llpp. 


7910040247    Forwards    IE    Info    Notice    79-93,     "Emergency    Di 
Lube    Oil    Coalers."    Mo    action    required. 
KEPPLER,J.  0.  Region    3,     Chicago,     Office    of    the    Direc 


7910090450    Ac  k    receipt    of    790731     Itr     informing    NRC    of    steps     taken    to 
correct    violations    noted     in    IE    Insp    Repts    30-315/79-13 
6    50-316/79-10. 

HEISHMAN,  R.  F.  Region    3,     Chicago,     Reactor    Operations    Nuclear 

Support    Branch.        79/09/36.        lp. 


S.     Reportab  I  e    occurrences,     LEHs    tr    related     correspondent:! 


7709210403    Requests     info    • 
plants     in    MI 
MILL1KEN,  W.  Q.        Michigan,     State    of.         79/05/O9 


fnty    &/or    operation    of    nuclei 
PP. 


79L0090469    Formar-d*    LEU    7<?-Q45/Q3L-0. 

SMALLER. I).  V.         Indiana    *.    Michigan    Power    CD.        79/10/01.         lp. 


—7910090477   Responds    to    NRC    790635    Itr    re    violations    noted     in    IE    In 
fiepts    90-315/79-13   t.    5O-316/79-1Q.  Corrcc  ti  ve    ac  ti  onai  des  i  gn 
change    has    been    approved    to    remove    diesel    generator    from 
flam    diagram. 
DDLAN.  J.  E.        Indiana    &   Michigan   Power    Co.        79/O7/31         4pp. 


— 7710070476    LER    79-045/03L-O.  on    770B31,icfl    condenser     intermed  i  a-te    deck 
dnor    found     Froien    shut    Caused     by     c undenaat ion    as    result    of 
increased     influi     of    humid     air. Ice    bias    chipped    auiay    6    dour 
fread. 
WIZNER,  D.  G.         Indian.)    &    Michigan    Power    Co         79/1Q/O1.         lp. 


771015O2O7    Requests    eitensian    until    79102O    to    respond     to     IE    Dullcti 
79-21.  Ste-am   generator     low-low    level    aetpoint    was    changed    on 
790630.  Associated    procedural    views   were    also    Initiated    f<  are 
now   complete. 
MALQNEY,  Q,  P.        Indiana    'j   Michigan    Electric    Co.        79/O9/2&.         lp. 


7910030246    Forwards    remittance    for    insp    ft 
DOLAN.J.E.       Indiana   &  Michigan   Pomer  Co. 


B;  per    Invoice    07JHX. 
79/07/27.        2pp. 


7710110315    Forward?    LEU    79-046/03L-0. 

SMALLER.  D.  V,        Indiana    k  Michigan    Pauier    Co,       79/10/03.        lp. 

— 7910110317    LER    79-Ofl6/O3L-O: pn    770903, dur 1 ng    full,     length     control    rod 
operabl  1  i  ty    test, urgent    failure'   alarm    from  poiiicr    ca&inet    SAC 
ua*   retO'ived    on    rod    control.  Cause    could    rtot    ba    found.  Pouier 
supply    reset    B    operabllity    toat    eat i afac tori ly    completed. 
RI6CHLINO.  J.  L.        Indiana   &    Michigan    Pcunr    Co.       79/10/05.       lp. 


7910030399    Forwards    addl     info    per     IG    Bulletin    79-17   re    potential     tor 
cracks    in    stagnant    borated    uiater    environ.  Due    to   tralnnd 
staff    shortage,  requeata    40-day    eitenslon    to    Fulfill 
requirements    of    IE    Bulletin    79-17,  Item    6. 
DDLAN,  J.  E.        Indiana    t:   Michigan    Power    CD         79/09/37.        4pp. 

7910040032    Forwards    IE    Infc    Notice    79-24,      "Froreri   Lines    "    No    action 
required. 
KEPPLER.J,  0.  Henion   3,    Chicago,    Office    of    the   Director.        79/07/^7. 


7910170013   Ack    receipt    of    790914    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    [Ippts    50-315/79-19    & 
50-316/79-15. 
HIND,  J.  A.  Roglon   3,    Chicago,    Safeguard   Branch.       79/09/2H.       lp, 

—  7910170014   Forwards   response    to   NRC   790024    Itr   re  violations   noted    in 
Inap    Hepta    50-315/79-19   ft    SO-316/77-1  5,  Enc  1    withheld 
(ref    1QCFR3.  790). 
DOLAN.J.E.       American    Electric    Power   Co.,     Inc.       79/09/14.        lp. 


7910140466    Forwards    LER    79-Q47/03L-O. 

SMALLER  i  D.  V.         Indiana    It    Michigan    Power    Co.        79/10/09.        lp. 

--7910160-173   LER    79-047/031-0:  on    79090B.  c  ire  u  i  t    breakers   FMCI-211 .  bri>ak  nt 
to-eng ineered    safety     feature    ventillatlun     Fan    2    t.    broaker- 
to-A   train    heat    trace    circuits    00011*    open.  Cauae    not 
id  en Ufied.  Breakers    roclosud    *    keep -free    areaa     BEtabliBherf. 
CHADWELLi  H.  M.        Indiarra   I,   Michlgnn   Pauier    Co.        77/10/07.       2u|i.. 


7910220251    For 
SMALLER.  D    V. 


ird3    LER    77-0-ia/raL-O. 
Indiana    J-    Hiehtrjan    Pouiur    Co. 


lp. 


—  7910220260    LER    79-O4D/03L-O:  on    790917,  samp  1 e    pump     for    radiation    mnniti 
mas     Inoperable     due    to     failed    mo tor-t D-pump    coupling     innert. 
Caused    by    failure    of    rubber    opidor    In    coup  ting . Coup  1  ing    uaa 
replaced    t<    air    sampler    tcstod 
WIZNER.D.O.        Indiana    f.   Michigan    Pnuer    Co.       79/10/17.        lu. 


791030021B    For 
SHftLLER,  D.  V. 


rda    LER    79-049/O3L-0, 
Indiana    !•    Michigan    Pouer    Co. 


7910170S39   Forwards    IE    Info    Notice    79-25,      "Reactor    Trips    at    Turkey 
Point   Units   3  &    4.  "   No   action   required. 

KEPPLEU,  J.  G.  Region   3,     Chicago,    Office    of    the    Director.       79/1Q/O1, 

lp. 

77101B0594  Forwards    IE    Info  Notice   79-34,     "Gverpressur 1 lati on    of 
Containment   of   PWR   Plant    After    Hain   Bteam   Line   llreak,  "    No 
action    required. 

KEPPLER.J,  0.  Region    3,     Chicago,    Office    nf    the   Director.       79/10/01. 

lp. 

7910100447   Forwards    info    re    potential    unrevi owed    safety    question    on 
interaction    betuieen   nonsnf ety-grade    sys    't   safety-grade    sijs 
in    response    to    NRC    770917    Itr    6    IE    Info    Notice    79-2H. 
HUNTER, R.S.       Indiana   b  Michigan   Poiuer   Co.       79/1O/05.       17pp, 


—  7910300221    LEft    79-049/03L-Oi  on    790924,  durl  ng    roviaiu    of    a>ial     pouot- 
diatrtbti  tion    monitoring    sya    r  eadou  t.  dl  sc  overed     that     syB 
failed    to    perform   Tech    Spec    aurvol 1  I  ante    requirement   F<2). 
Caused    ti  i|    diroctinn    relay     sticking    c-n    dotoctor    drive    4 
CHADHEt-L,  H.  M          InJian.i    !<    Michigan    Pouar    Co.        77/10/;;i.        9pp. 


791Q300320    Foruiarda    LER    79-030/03L-0. 

SMALLER,  D,  V.         Indiana    J.   Michigan    Power.  Co. 


—  7910300223   LEfi    79-050/0'3L-0:  on    790929,  dur  1  ng    aurveillance     test.stnar 
generator    uater    level     lotii-louj    bistable   drifted    eiccaslve  1  ij . 
Caused    bij    defective    biatablc.Dintablc    roplacBd.calibr. tested 
It  returned    to    svc, 
FilSCHLINQ,  J.  L.        Indiana   t    Michigan    Pownr    Co.       79/10/25.        lp. 


7710170317  Forwards   response    to  NRC   7909O7    Itr    requesting   addl    info   ro 
IE   Dullatins    79-06A  &  79-06A,  Revi  s  ion    l.Dioci/saes 
surveillance   procedure    For    locked    safety-related    valvea   fc 
procedures    for    dealing    w/hydrogen    gas    within    containment. 
DDLAN,  J.  E,        Indiana    !<   Michigan    Poiuer    Cn,        79/10/11.        6pp. 

791024072Q  Responds    to    IE   Bulletin   77-19   re    packaginu    t.   disposal    of    loui 
level    radiiiaste.  Waste    collection    contractor    deliverfi    waste    to 
burial    site    In   SC. Monthly    training    sessions   uijll    be 
evaluated    for    compliance   w/hulletin. 
DOLAN.J.E.       Indiana   i<  Michigan   Pouer   Co.       79/10/11,       5pp. 


DOCKET    50-316    DONALD    C.     COOK   NUCt-EAH    POWER   PLANT.     UNIT    G 

E.     NRC  Safety    Evaluation    Report    (BER1,     guppls    !.   correepandence 

7910070629    Agrees   ui/llconaEfi    conclusion    that    EKII    section   re    containment 
purge   &   vent    SIJB    far    Unit   S    is    identical    to    Unit    1    fc    should 
b-e    accepted, 
LAINAS.O.  Plant    Systems    Branch    IPre   791030).       79/09/17,       3pp. 

P.     Operating    license    stage    documents   &    correspondence 


7910310259  Forwards   Revision   2    to    IE  Bulletin   79-13,     "Cracking    in 
Feedwater    Bys   Piping,"    Action  required. 

KEPPLER.J. Q.  Region   3,     Chicago.    Office    of    the   Director,        77/10/19, 

lp. 


7910I10O33    Summary    of   ACRS  mooting    on   790711    re    re-view    of    status    of 
matliadE    used    Cor    combination    of    dynamic    leads    in    seismic 
analyses    of    nuclear    components. 

SCAVUZZO.  R.  J,       ACRS   -   Advisory   Cammittae    on  Reactor    Safeguards. 
79/07/17.       4pp, 


791003QQ04    Submits    progress    r&pt    re    Peedwatcr    line    data    collactic-n 
prograin    for   Unit   S. 
DOLAN,  J,  E.        Indiana    &   Michigan   Pouier    Co.       79/07/05.       9pp. 


144 


DOCKETED  ITEMS 


7910010674    Summary    of   790339   publl, 
capacity    of    spent    Fuel    pool. 

UIQQ1NTON,  D.  Derating    Reactors    Branch     1     I  Pre    79IO30) 

42pp. 


ting    re-    proposed     increase    in 

79/O9/O6. 


791Q010424   Notification  of   790919  meeting    u/util    6   790920  meeting 
ui/util    &    local    &    state    officials    in    Or  i  dgma-n,  HI     to    discuss 
naiu  acceptance    criteria   t-    schedule    for    development   of    neu) 
emergency    preparedness    plan. 

WIQQINTON,  D.  Operating.    Reactors    Branch    I     (Pre    791O30).        79/C9/13. 

If. 


7910100349   Requests    extension    until    791215    to    answer    790BOB    1  tr    TO 
adequacy    of    facility    electric     distribution    sys    voltages. 
Investigation    to     date    has    uncovered    no   violations    of 
General    Design  Criterion    17. 
HUNTER,  R.  B.        Indiana    t    Michigan    Power    Co.        79/10/05.         lp. 

7910250120   Submits     info    requested    in    RF    Helshman    79O9I9    1  tr    ro    NJ1C 
review   of    790638   response    to    IE  Bulletin   79-01.  Descr i bes 
mods    to    equipment     i  terns-,  rad  iat  ion    doses    b    equipment    QC, 
BIEN.F,  N.       Indiana  &  Michigan    POIUDT   Co.       79/1O/1S.       43pp. 


7910Q10&6B   Thanks    recipient    for 
pool    info  meet  i  ng. 
GRIMES, B.K.  Assistant    Direct 

79103O).        79/O9/13.        lp. 


hoi-ding    6    chairing    790BS1  spent    fuel 
ar     for    Systems    Engineering    (Pre 


7910220359  Confirms    791012  verbal    rept   re   removal    of    emergency    pou 
from   Unit    3    turbine    driven    an  ill  la rg    feed    pump    while    Unit    1 
motor   driven    auxiliary    feed   pump    was    out    of    svc    for   malnt. 
Followup    rept    mill    be    submitted    by    791031. 
SHALLEFI.D.  V.         Indiana    (.   Michigan    Pouur    Co,        79/10/17.        lp 


7910050161    Forwards    technical    assistance    contract    form   ft    util     request 
For     license    amend    separating     shared    auiiliarg     feedwator    sys 
&    converting     turbine   driven    auitliaru,    feed    pumps     From   ac    to 
dc.  Requests    revleui    by   Bulletins    b   Orders    Task    Farce. 
SCHWENCER.  A.  Operating    Realtors    Hrnnch     1     (Pre    79103O).        77/09/13. 


7910310172   Notification    of    791O25   meeting    ui/utila    in    BethHsda,  MD   re 
probabilistic    assessment    of    station    blackout    tt    establish 
re/commended    approach    for    applicability    of    affected    plants. 
GAMMILU.  W,  P.          Assistant   Director    for    Operating   lleactor    Projects    (Pro 
79EO30).        79/1O/33.        !p. 


7910030245    Requests    assistance     in    review    of    proposed    amend    to    OL    re 
marger   of    IN  t,   ME   Electric    Co   4:    IN  tr  MI    Power    Co.  Forwards 
Initial    technical    assistance    contracts   &    util    790924    Itr. 
H/o    encl. 
E1BEMHUT,  D.  Q.  Division    of    Operating    Reactom.        79/09/17.         Jp. 

7910040360  Discusses   util    response    to    7Q11S9   generic    Itr   re    cotitalnm 
purge  !,  vent    stj  s.  Containment   Sys   Dranch   SEH   should    be 
expanded    to    include   acceptability    of    Unit    I    sys.  None  1  ectnii 
review  of    sijs    no-t    planned. 
LAINAS.G.  Plant    Systems    Branch     <Fre    791030J,        79/O9/17.        fpp. 


791030027B   Responds    tn    790934    Itr    re    Class    I    I,   Class    II     foes    for    review 
of   guard    force    training    program  d    retraining    tt 
requal  i  f  icat  ion    plans. Check    encl. 
DQLAN.J.E.        Indiana    !<   Michigan    Power    Co.        79/10/24.        lp. 


Q,     Inspection  reports,     IE    Bulletins    &  correspondence 


7910090517   Forwards    IE    Bulletin    79-19,     "Packaging    of    Lou   Lovel    Raduiaoti? 
for    Transport    &    Burial,"    Action    required. 

KEPPLEU,  J.  G.  Reninn  3.    Chicago,    Office   of    the    Director.       79/OB/10. 

lp. 


7910030361    ReipDinl*    to   otil    answer    to    NRC    7B0202    Itr    re    reartnr     cavity 
5 sal    ring    generic    issue'. Util    answer   acceptably   resolves 
issua. 

SCHWENCER.A.  Operating    Reactors    Dranch     1     CPre    791030),        7W09/1I1. 

2pp. 


79100-50195  Ack    receipt    of    790721    Itr    informing   NRC    of    steps    taken    tn 
correct    violationn    noted    in    IE    Insp    Ropts    3Q-3IB/79-I4    & 
50-316/79-11. 

DAVIBiA.  B.  Reoion    3,     Chicago,     Fuel    Facility    &   Materials    Safety 

Branch.       71/03/13.        lp. 


7910100044  Forwards    evaluations    requested    7-50-703  of    all    plants 
previously    using    pipe   stress    analyses    based    on   unacceptable 
algebraic    summation    tec  hniqirea,  Al  1    stresses    within   allnuiable 
limits. 

SCHWeNCER.fl.  Opnrating    Reactor-s    Branch     1     (Prt    79IO30), 

2pp. 


— 7710090202    Reaponrts    to   NRC    790635    Itr    re    violations    noted     in    IE    Inup 
Repts    30-315X79-14    !.    30~31ii/7I!-l  1 ,  Correctivo    actions: 
supervisors    instructed    to    cofferdam   assembly    by    puraonnel 
u  ear  ing    protective    e^uipmont. 

E.        Indiana   !.  Michigan  Pouer   Co.       79/O7/21.       flpp. 


— 79101000B9   Responds    to   790434.  OSOfl  t,  0620    UPS    repartinfl  results    of 
Bcismic    reanalyais  of   renctor    coolant    piping    per    IE  Uull«tin 
79-07,  Ma  tter   rssalved.  Baft  ty    evaluation   «ncl. 
aCHMENCER,  A,  Operating    Weactoi-9   Dranch    1    (Pre    791O30). 

79/O6/22.        Spp. 

—  79I01O0093  -Safetij    evaluation    re    -EBismic    reanalysls    op   reactor    coolant 
piping    per    IE  Bulletin   79-07,  Requirements    satisfied, 
«      Office    of  Nuclear   ftaactor   Regulation.       77/06/33.        lp, 


791009014B  Forward -a    IE   Bulletin    79-31,     "Temp    Effects    on   Level 
Measurements.  "   Action    required, 

KEPPLER.  J.  0,  Reni-on    3.     CMcago,     Office    of    the    Director,        79/00/13. 

lp, 

7910050415  Formart!*    IE    Info   Notice   79-20,     "NRC   Enforcomnnt   rolicij    - 
NfiC    Licenaed    Inif  ivlduals.  "    No    action   roqulred. 

KEPPLEn.J.O.  Region    3,     Chicago,     Office    of    the    Director.        79/OH/14. 

lp. 


7910010279  Respond*    to  NHC    790301    request    Tor   addl    info   re 
recirculati-on   sump.  Model    test    to    be    completed    bg   Nov   1979. 
Sump    location   drawings    end, 

E:,        Indiana    &  Michigan   Electric    Co.       79/09/34.       Spp. 


71MQQ9(Wa  Forwards    IE   Circular    79-17,     "Contact  Problem    in   SB-IS 
Switches    on  GE  tlctalclad    Circuit   tlraakers,  "    No   action 
required, 

KEFPLER,  J.  0.  Region  3,    Chicago,     Office   of    the   Director.       79/OQ/H. 

lp. 


7910030586  Ack    receipt  of    790BI7    Itr    transmitting   guard    force    training 
program  t.   retrainins  &   requa  1 1  f  icati  on   p  Inns.  Requec  ts 
payment  oP   Class    III   review    fee. 
MILLER, W.  0.  License    Fee   Management   Branch,       79/09/2-).       lp. 


7910010017  Forwards    IE    Insp   Repta    50-315/79-19  t,   50-316/79-15   on 
7907S3-27  fc  notice    of   violat ion, Notice    nf   violation   withheld 
(re*    lOCFUH,  790), 
HINDjJ.A.  Region    3,     Chicago.    SafnguarifB   Dranch.       79/OB/24.       2pp, 


7910010334  RequBats    e> tens  ion    to    500901    to    complete  Phase   C   of 
analytical    evaluation  of    affects    of    certain   postulated    break 
loads    on  RCa  t    Internal-a. 
MALONEY.a,  P.       Indiana  !,  Michigan  Power   Co,       79/09/26.       3pp. 


'arif icjtion   re    topics    pertinent    to 

ir    to    expand    storage    capacity    of 

"    '  '         OTO!    currosJoji    data 


--79I0010034    IE    Inap    Ropts    90-31S/79-W  t,  50-316/79-19   on   790723-27. 
Dotaits   withheld    Iref    10CFR3.790). 

BELANOER,  J.  L    ,    MADEDA.T.J.  Region,  3,    Chicago,    Office    of    tho 

Director.       HIND.  0,  ft.  Region   3,    Chicago,    Safeguards   Dranch, 

79/00/23.       lp. 

7910250303  Forwards    IE    Insp   Ropt    50-31i/79-16  on   790731.  No 
noncnmpliancD    noted. 

KEPPLE1.  J.  <J.  Region  3,    Chicago,     Office    of    the   Director.       79/08/ 

H[>p, 


ir   on    750317, 


— 79102303Q&    IE    Inap    fiept    SO-3I6/79-16  on   790731.  No    noncompliance   noted. 
Major   areas    inspected:  radiographs    of    Feeduiater   ays    piping 
Mlpair  welds. 

HEPPLER,  J.O.  .    HE16HHAN,  R.  F,  ,     FIORELLI.Q.  Region   3,    Chicago, 

Office   of    the    Director.       79/OB/S7.       3pp. 


791003OI1H  Responds    to    IE   DulUtin   79-17.     "Pipe   Cracks    in   Stagnant 
Boratid    Untor    Sya    at    PUR   Plants."   Results    of    teuta 


DDLAN.  J,  E,       American    Electric   Pouier  Co.,     Inc.       79/09/06,       IHpp. 
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79/09/07 


7910020172   ForunrtU     IK    Info    No  I L  i  o    7'1-W,  Hovi.  I  nn    I,     "NfiC    Enf  or  commit 
Policy    -   NIK    Ll  cerium!     Imlivldtirtlo    "    Nutico    ruiBBuad    to 
correct    wuril    omlonioii    (.    punctuation    nrvor    which    channel! 
intent    at    statement;   Chimp  ml    oL,jtumunl    umlnr  1 1  n  oil    in    toil. 
KEPPLERi  J.  0.  R«!)l(ii>    :i.     Clili:ni|ti.     Dfflcn    nf    the    JM  ro 

If. 

791Q0306Q1    Hoquuuti    mldl     infu     In    riMpnriOii     ti:    If-    nullvtims    7'if-OftA    »i 
79-Oi.rt.  RuvUlon     1     r«    pi'rnnlii     suirvoi  1  iaucii    uf     luck  ml    o.ifoti)-- 
relatoil    vo  I  vo«.  vur  i  fl  c  a  t  \  nn    of    gyo    opuriibllily    f.    iipoi-at  I  rig 
procedural!     Pur    dueling    u/htjilroijon    (|0«     iti    con  la  inn  on  L 


BCHWENCen 


UperallllQ     J'L'JI    lOVH     [I 


79/09/07. 


7910090450   Ack    rscolpt    of    790731     Itr     informing    NRC    of    steps     taken    tn 
correct    violatloais    noted     in     IE     Inso    nepts     30-315/79-13 
J.    30-316/79-10 

HElBMttAN,  R.  F  Region    3,     Chicago.     Realtor    OpBrations    Nuclaar 

Hupport    Branch.        79/O9/26.         Ip. 

--7910090477   Rfspunda    to    NRC    790625    Itr    ra    vialationo    noted     (  ti    IE     Tnup 
Hepts    50-315/79-13    t    50-316/79-  10.  Corret  t  ive    ac  tiono  ;  due  i  gn 
chango    has    hocn    approved     to    remove    Jiesal     generator     From 
flow    diagram. 
DOLflM,  J.  E.        Indiana    J<   Michigan    Payer    Co.        79/O7/31.        1pp. 


77 1 0030000  HonpoiKlB  In  IE  llnllol 
Clnaa  IE  enulpmoNlJi  "  {<  niitiflH 
aolunolil  vnlvoo  p  rnvl  d  Iricj  info 
unit  at  fiml  mil(i||e  of  miffn 

Ni .(,  K.        Irullnrii)    '•    MUhlU'i'i    I'nuo 


>'>-in.      "Uwirun   Qualification    of 
t  iint  i  nn    t  n   rop  lam 
luil     function     in    nnch 
r  11 C  1  o  n 
Co.         /9/0-W07.        lipp 


79102SQIE11    Forwards     lr"     Innp    liuHtn    S 
790027.  No    noncomp  1  liinrc    riolod 
FIOIiELLI.W.  (lui)lon    :\.     Clilcanii. 

Support    Branch.        7'l/fl'l/\\          !'!|i|i. 


Hpflctov    llnnolruc  1  1  on   (,   ILnfl  Inoer 


—79102001(13    IE     Inop    llopl    !i{)  -:il  S)/V9"HO    >..    !)<)-:Hft/  7V  -  1  /    un    770G.TJ,  Nil 
noncomp  I  iancir   notod    Najnr    iifn/iv    limpuc  loif  :  ar.  t  mnu    ro    lt:, 
Dullotlrm    7V-I4.  7V-01    '.    7'J-l);?    mi:  lulling    NHC    rii(|ulrumuii  In 
?.  ujorh    proc  itilurou 

VIN.I.T.  llvolun    ;l,     ChUrtUd,     Officu    of     tlm    Dlroclur 

DrtNIELGtlN.  1),  H  Hoi)  ion    ^'     Clilcflnii,     lliinr.tdr    Corialruc  I  i  on    t, 

En]  Ino'or  Inp    Oupporl.    t)i-ani;h         VV/OV/11         i>p(i 


79101B0207   Rcquosts     eitensinn    until     791030    to    respond     to     IE    Bulletin 
79-21.  Steam   jonoratnr     loui-lou    lev&l     9«tpalnt    was     changed    on 
790630.  ft6*Dc  1  ated     procedural     vieuE    uere    also    initiated    &    are 
noui  camplpte. 
HnLONEV,  Q.  P.        Indiana    fe   Michigan    Electric    Co.        79/09^26.         Ip. 

7-9100302-lii    Forwards    remittance     For     inap     Fees,  per     Invoice    O732X 
DDLAN,  J,  E.        Indiana    t.    Michigan    Power    Co.        79/09/K7.        Sop. 

7^10030399   Forwards    add  1     info    per     IE    Bulletin    79-17    re    potential     for 
cracks    in    stagnant    borated    water    environ.  DUB    to    trained 
staff    shortage,  requests    40-  day    eitenalon    to    Fulfils 
requirnmenta    of    IE   Dullotin    79-17,  Itcru  6. 
DDLAN.  J.  E.       Indiana    t    Michigan   Pouier    Co,       79/09/37.       Ipp, 

7910010032  Forwards    IE    InPo   Notice    79-H-1  ,     "Froten   Linen."   No    action 
reqoirnd. 

KEPPLEH,  J.  0,  Roiiton    3,     Chicago,     Office    of    tho    Director.       79/09/37. 

Ip. 


7910030232  l:oruiard»    IR   Circular    VV-iVi     "l.iiiine  i.utklnti    Devi  cm    nn 
Ingoron  1 1-Hand    1'itnip    ImpullurMi    "    Nn    iK'tliin    i-uqulrnil 

KKrPI.EII.J  0,  ttitfliun    n,     cii  ic'igti<    Clfflcw    at    I  he    IHroctm-.       /">/()'?/ 1;| 

IP. 


7910170&13  Ack    peci-lpt   of    79091-J    Itr    informing    NRC    oP    stifpa    taken    to 
correct    violations    noted    in    IE    ln*p   R«pt9    SO-31B/79-J9   & 
au-3tt/79-15. 
HIND.  J.  A.  Roflion   3,    Chitagg.     aafeguards    aranch.       79/09/20.        Ip. 


791003Q1U.']  I'ropciimii    mndn    lu    Irmirrvici)    tnaji    '•    irniurulr.e    teillni]    pruflran 
revioui  ruoponiib  i  1  1  tint    lo   rnliitmt  m    ilii|>  1  I  tnl  t  un   of    cfrnrt   at 
NHC  >j  mnKlmlio    cnnlnu  Inv    i'i,vlou  nc  1  1  vl  L  l  at  .  Ill  n  t«r    iiiiilonr 
facilitios    (iKJUliI    be    mniingud     !)ij    O.lmii    NNC    life 
E1SENMUT.  I),          [tlvininn   of    (Ipni-flUng    HU<K;  lovs. 


—  7910170011   Forujnrilii    response     t«    NRC    790B21     Itr    re    violations    notad     In 
Inop    Rept*    30-315/79-19   ?.    50-316/79-  1  S.  Enc  1    withheld 
(reP     10CFFI3,  790>. 
I1DLAN,  J.  E.        American    Electric     Power    Co..      Int.        79/09/11.         Ip. 


7710040D06  Hinpnntlo    lo    IK   DuLlntlii    '/'/•  II,     "liiMomlr    Arialijm« 
rti-!iullt   fiaf  olij"R»  Intrjil    I'lplnij    !!ijn    "    1)1  nciin  no*    otfltun    of 
ln«p    of    acton  I  b  I  o    »go    pflvla    '.    Piulil     lnoii   mulhoiU    uentl 
DOLrtN,,J,e.       Inillnnn   (-   Hii:hlgnri   Miiiuur    Cn         WIW/11,       L'pp 


7910170239   Forwards     IE     Info    Notice    79-25.      "Reactor    Trips    at    Turkey 
Point    Units  3  !.   1.  "   No    action    required. 

KEPPLEn.  J.  0.  Region    3.     Chicago,     Office    of    tho    Director.        79/1 

Ip. 


7910090793  Poruinrilfl    iidill    lnfi>    In    ruvpnimn    la    1C   llulliHImi 

79-05C   1.   79-OAC.     "Nuclear    lin:  I  ilnnl.    at    f  M  I    -   [lirppl    "    I'vnvlilrm 

ichodulu    Por    Imp  I  wnnnln  t  Ion    uf    Mill,'    i|iin)»l  into 

DOLflN.J.fi,        Indlarin   f-    Mlrhigmi   M«wwr    Cii         'r<tt(W/l7.       :lpo 


7910180394   Forwards    IE    InFo   Notice    79-21.     "Overprc&suri  i  otion    at 
Containmont   or   PIIR   Plant   After   Main   Steam  Line   Ur&ak.  "    NP 
action    roqulred. 

KEPPLER,  J.  0.  Region    3,     Chicafli'     t3ffico    of    thu    Director.       79/1&/01. 

IP 


7710230073  Forwards    II.    In  of]    liopto    IHKtl  !)/'/'/•  i!l    (.    lill-aift/??- IfJ   on 
790701-OVIH.  No    nunKOrtip]  innnri    nol.Hd 

IIE1G1IMAN,  II.  F  lUijKiri    Cl,     Chlinui:,     llnnc  l.or   llnrirdt-lonn   Nnc  Ivav 

Support  llrantli        WtWint       i.'.\\\> 


7910100417  Forwards    Info    r-c    potential    unrevieucd    aaPBty    q.uBtitian   on 
tntoraction  betupen    nonsaFe  ty-grad  o    sya    &   safety-jirado    aye 
tn  response    to  NRC    790917    Itr    (.    IE    Info   Notice   77-22. 
ilUNTefl,R.H.       Indiana   *   Michigan   Power    Co         79/30/05.        I7pp, 


—  791033001;1/    It:    Imp    llnpta    Ml-aiS/'/V-;1!    !.    !il)-:il/,/7<;-lll    un    7rJ07»l-OV01.  tin 
none  (imp  1  innco    no  tod.  Mfljnr    ni'iiun    l»ij|)0i:  tud:  iinurnllunii. 
tncurl  tijt  orfliini  in  t  ion    t:   nilmlnl  olrflf.  ion.  Uiui'mdl    pt\utnr 
evuluot  iuns   >•<   corn    pouui'    itinlr  Ihul  inn. 

MASSE.  It.  K,  .     DfJVI),  0,  C  Ilirqion   :i,     Cli  I  nun,"-    (II  f  I  en    nf    Uni    IHroctuf. 

79/09/17,       1|.p, 

7910070791    Uubmltt    flddl     In."    m    runpmiB*    fu    li;   lliilmtin   'f'f-6'.l,     "I'tpi- 
Supjiort   [JIMB   ClfltB   l)u  in  (jnt   Uuinu    Cniujrute   Kipansitin  rtnchnr 
Dolti.  "   r-'ltld    ttiitlnii    nf    anchor    |ji>H;u    In    HIM!  I  invtj   !>    turbln« 
blilgi    of   Unit    L!    ID    cnmplotu    Pollftd    Imlta    r«(ilAi:od. 
MALONEV.O,  F>,        Inilijinn   fc   Mlctiignn   Mo««r   fin         /9/09/I9,       Upp. 

7910110131    Foruiard*    IE   Circular    '/<>•  !!0.     "l-'dllufii    »r   OTF;   tiglvnnin  He  Idij. 
Tvpo  PM  Bulletin   71101).  Catalog   ituia  -I  l-AC  u/iao  Vult   in 
Coil."   No   jietlon   rmimmd. 

KEPPLERrJ.  0,  RHflitin   II.    CliicHgo.    tlPflco    of    the   Dlrsrtor.       79/07/31. 

If. 

7(?lOia0690  nt«portilB    lo    IK    Ilullatin   79-lCi.     "AdudlbiliLy    Problemu 
EncountiruiJ  w/liv*t«*t  ion   of  Pwrnonnel    from  Hiflh-NnUB  rtrc*.  " 
Evacuation   alurm   »v»   thai  I    be   opauitixl   to   Includa   'II   add) 
»B»aV«n,  17   nclill    Blflttonn   t-   St,    slrolm    1  Lghtt. 
DOLi\N,0,E,       Indiana   I.   Mlclilrjsti   Piiwiir    Co.       77/09/Ufl.       Upp, 

7910040247  Forward*    IE    Info   No  1  1  C  »   79-W3.     "EmH'ifincu;   Dtoigl   Oetmrntor 


oil   Coalari.  "  Nn  *cHon   r»<uiir»il 


HEPPLER.J.  0 
Ip 


7910170317   Horiijnrds    reBponso    to   NRC    7909O7    Itr-   renuoatinfl    add  1    Info    ra 
[EGullelini   79-06A   t<   79~06ft,  Rav  I  Eion    1  ,  Di-acuBBDB 
BUrvoillanc?   procedure    For    locked    safe  tij-rclatud    valvea   & 
procedures   far    dealing    u/hu.droo,itn    gas    ulthln   containnKtnt. 
DOLftN.J.E.       Indiana    t,   Michigan   Pousr   Co.       79/10/11,       £<>p. 


Respandt    to    IE  nirllctin    79-19    re    packaging    &    disposal    of    lau 
level    rnduaito.  Waste   (Ollt'ctlon    contractor    de<Elv«rs   waatB    to 
burial    Bite   In   SC,  Month  1  1)    training    oenalons    uill]    lie 
Dvaluatnd    for    compliance   u/b»IlD  tin, 
DDLAN.J.E.       Indiana   ft  Michigan   Pousr   Co.       79/LO/li.       lipp. 

7910310S39  Ferwards    llHviiion   3    to    IE   Bulletin    79-13,     "Craclilnir    in 
FuBdiijatar   Bija   Piping.  "    Actioni   roqulreil. 
KEPPLEfl,  J.  0.  Rerjlon    3,     Chicago.     Dfflco    nf    the    Director.       79/IO-/19. 


Periodic    aparflting    reports 


Delated    correspond  ence 


. 
OPflee   of   the   DirBclni'.      79/09/86. 


79L0040260  Forwarili    Apr-May    1979  monthly    repto    on    Piah    impingement. 
SHnLLERi  D.  W.       Indiana    i  Michigan    Pouier    Co.       79/07/21.        llpp. 

79I019O37fl  Foruarila    monthly    operating   rept    for   Bept    1979. 
SMALLER  i  D,  V.       Indiana    it  Michigan   Pauier    Co.       79/10/13.        Ip. 

—  7910190376  Monthly    operatins    rapt    for    Sept    1979. 

Ql<.LETTiH.  T.        Indiana-  &   Michigan   Power   Co.       79/10/02.       7pp. 
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S.     Reportable    occur 


LEfls   If   related 


7"?Q9210403   Requests    info    re    safety    ft/or    operation    of    not  1  ear    power 
plants    in   HI. 
MILLIKEN,  W.  G.        Michigan,     Stats    of.        79/05/09         2pp. 

— 790921047B    Forwards    corrected    Pages     1.2   &    1    for    rept    re    lockout    of 
containment    apraij    pump    switches    uihile    entering    Mode   -5. 
DGLAH.J.E.        American    Electric    Power    Co    ,     [lit.        7B/05/2P         -1pp. 


791O14O50.1    Forwards    LER    79-030/03L-C. 

SMALLER, D.  V.        Indiana    '.-.   Michigan    Potmsr    Co. 


— 7910160507   i,ER   7"?-03O/O3L-Q:  on    790907.  uih  i  ]  e    at    G1K   pouer,  del  t  a    flu 
indication,   uas    below    Tech    Spec    1  imi  t.  Caused    t  u    operator 
error,  Pr'Oc  edur  B  5    have    been    revised. 
MURPHY, C.E.         Indians    d   Michigan   J"o-uer    Co         79/IO/O9         2pp. 


791019O024   fieepor-ds    to   790830    llr    re    spent    fuel     storage.  Due    to    change 
in    natl    po  1  »tu.  apen  t    fuel    must    be    stored    oils  i  te.  Toruards 
evaluation    performed    for    util    application    for     increase    in 
storage    capacity    of    spent    Fuel    pool.  H/o    encl. 

REID.R.H.  Operating    Reactors    Branch    4     (Pre    791O3O).        79/07/S4 

2pp. 


Insurance    !•    indemnity     informati 


7910010373  Foruiards  Endorsements  33,37,35.3'?  &  4O  to  MAFILU 
Policies  MF~7cip  IMF-E16.  NF~ai6.NF-ai6,  &  NF-216,  respet  tiveln 
SHDEtfftKEH.C.  L.  Baltimore  Gas  t,  Electric  Co.  79/09/2ft.  hpp. 

7910160361    Forwards    eiecuted    Amend    9    to     Indemnity    Agreement    l!-7(> 
SHOEMAKER.  C.  L.        Baltimore    Gas    !<    Electric    Co.        79/10/16.        'Jnti 


7910160500   Forwards    LER*    79-031  /Q3L-Q    !.   79-032/031 -0 

SHALLER.D   V         Indiana    I,    Michigan    Pousr    Co.        79/10/10.        [p. 

— 7910160506   f.ER    79-O31/03L-O'  on    790912,  e  leva  tier    cnnta  inir-ment    airlock, 
interlock    at    612    ft    did    not    prevent    opening    ot    outer    door 
w/ inner    door    open.  Caused    by     fleiinj    of    one    interlock     support 
brae  tet.  Cusse  t    added    to   bracket. 
BROWN:  M.  S          Indiana    fa    Michigan   Power    Co         79/10/10.         lp. 

— 79101A0511    LER   79-032/O3L-0    on    79091 1 ,  dur  ing    surveillance    teat.hiuh 
pressure    reactor     trip     ttistat-lo    found     to    trip    at    selpnint 
corresponding    tc-   2417    psi  g .  Caused    fry    defective    bislalili* 
Bistable    replaced. 
JJI5CHLING- J.  L.        Indiana    &    Michigan    Puuisr    Co         79/IO/10         2|>|i. 


P.     Operatins    1  iceni 


itage     documents    &    correspondenct! 


791009OE^l    Foriuards   FR    notice     of    amend     tn     1QCFU73.  55    re    rcquirD 
for    physical     protection    of    nuclear    power    p lants.  rtmend    defers 
implementation  of  physical    search    requ i ronmnts    from   790BOI 
to.    791101. 
DENTON.  M.  R-        Office     of    NucLear   Reactor    Jiegulatinn         79/OB/10. 

79100201S1    Forwards    NUP.EG-0397    which    describes    proflram   assiflnin 
resident    inspectors    ab    selected    reactor    E  i  tes.  Pend  ing    NIIC 
approval,  uti  1    maij    be    renoired    to    provide    of-c    spuce    to    NHC 
inspDcbors    W/o   end 

GRIER.B.H.  Region    1,     Philadelphia,     Office    of    the    Direetor 

77/QG/16.        Epp. 


791032026*.   Forwards    UER    79-O33/O3L-0 

SMALLER.  D.  V.        Indiana    t-    Michigan    Pouipr    Co 


— 7910220275   LER    79-033/03L-O: on    790930, steam   generator    atop    valve    dump    3 
Failed    to    open.  Caused    by    open    coil     for    snLcnoid    vaJvc.Coil 
replaced   ft   proper   action   verified. 
DELCNQ,  S.        Indians    !•    Michigan    Pnuer    Cr         79/10/17         lp. 

79102303^7   RO:  on    791017.  only    IJnit    2   -no-tor    driven    auiiliarii     ree.l     pump 
operable    u/ emerge ncu,    power     For    period    of    E-h    45   minuter, 
Caused    by    removal     of    omprq  nit  y    poujer    from   Unit    ^    turbine 
pump   u/Unit    1    motor   pump    out    of    svc    for   inairit. 
SHALLEfl,D.V.         Indiana    ti    MlEhlnan    Pouer    Co         T}/10fl7.        1 1> 


7910310393   Foruiard*    LER    79-0:H/03U-0. 

SMALLER,  D.  V.        Indiana    >.<    Michigan    Pouer    Co 


79101501V5   Foruiards    request    For    add!     info    needed     to    coroplatc    review   nl 
(it  it    submitta!     fov    license    amends    to    eipand    spent    fuel 
itorago    capacity. 

Plant    Systems    Branch     (Pre    791O3O).        79/00/16.        ripp, 


79100fl041i   Natifies    that    util     response    to    NRC    7U0202    Hr    dci:e[itflb  ly 
reaalves    isstie   re    potential    for   reactor    cavity    armulus    seal 
ring    to    become   destructive    missile    during    LOCA 

REID.fi.W  Operating    Reactors    Branch    1     (Pre    791O30I.        7[*/07/ll 

Epp. 

7910O3067-1    Discu-sscs   MRC    plans    to    observe    facility    solid    uiaute  handJtnci 
enulpment    (,    discuss     loin    Icve]    uiaBto    disposal     on    79091:3 
Unless    otherwise    informed.  NRC    site    visit    will    be    handled 
under    access    requirementa    r>f    781101     Itr. 
REID.R.H.  Operating    fleactorB    Branch    1     (Pru    771030).        79/09/li' 


— 791O31O4O7    LER    71!-03rt/03L-0    on    7909Kn  sample    pump     I  ur    radiation 
manitora   R-ll    1.    R~12    tripped    at    frnqucnt.    intervals    on    tt.'n 
occas  ions.  CaufiD    unftnoun.  Pumps    replaceit    !.    tested 
sat  i  s  factor  i  ly.  Pumps    scheduled    fur    periodic    replacement;. 
WIZNER.D.G.       Indiana    fc  Mitfiiqan  Power   Co.       7=?/ 1 Q/2J,.       IP 


7"510O300]5    FnruiariJs    Amends    1!     t-   S3    to    Licnrioqs    DPR  -S3   t.    DPR-69, 
respect  ively.  saf  etu    evaluation   !<  notice    of    issuance   & 
avallabi  1  i  Uj. 

REID.Fl.W.  Oporatinq    JHeactors    Branth    1     (Pro    791030).        79/G9/14 

3fp. 


DOCKET    50-317    CAUUEfiT   CLIFFS   MUCLEnR   POWER   PLANT.     UNIT     1 
F.     Security,*    medical!     emcrgenti)    k   fire    protection    p  lana 


—7910030019  flmonds   11    !•  S3    to   Licunsoo    DPR-53  t,   DPR-67,  respect  ivelij. 
adding    conditions    re    completion    of    facilitu,    muds    to    improve 
fira    protection    program. 
OEID.R.M.  Operating    Reactors    Hransh    -1     U're    791030)         7'J/0';/I1 


791O1B0040   Nctification    of    791002   meeting    su/util     in    Belhesua,  Ml)    to 
discuss    seven    unresolved     items     identified     in   7'J()7H    fire 
protection    safetij    evaluation. 
CONNER.  E.  L.  Operating    Rea-ctors    Dranch    1    (Pre    791030).        79/09/OA 


7910030021    Safety    Evaluation    supporting    Amends    II    S.    £3    to   LicenaOB 
EPrt-53   i    DPR-A9.  rcspec  tivflly. 
*      OFflte    of   Nuclear   Reactor  flefiulat  ion.       79/09/11.       ?Sp|l. 


7910050027   BubmitE    requested    status    as    of    790901.  Three    fire    protection 
eafetij    evaluations    for    ;ii    plants    remain    to    bo    issued. 
LAINftS.G.  Plant    Systems    Branch     (Pre   791030).        79/OW07         lo 


79100300B3   Notice    of    issuance  !.   availability    of   Aniundu   11   i.  S3  to 
i.icense-5    DPR-&3   (.    DPR-hl,  Tespec  tiva  1  ij, 

REID.R.  H.  Operating    Roactors   Brancti    1    (Pro   791030).       79/-07/H 

2pp. 


7110050263  Motiftcation    of   790921   meotinq    in   Bethesda,  Ml)   to   di-icuss 
currant    rulemaking    effort    Far     Fire    protection    regulations. 
Positlun    on    util     fire    review    end. 
BYLVESTER,  E.  Plant    System!    Branch     (PrE    791030).        79/09/30.        4pi> 

7910170201    Summary    of   790913  Fire  Protectinrt  Review  Group   raestini]    re 
clarification    of    basis    for    requirements    of    App    A    Tech    Specs 
!.    current    fire   protection   rulemaling    effort. 
EYLVESTEFl.  E.  Plant    Systems    Dran-ch     fPre    791030).        79709/23.        4pp. 

7910360061    Summary    of  790921    Fire  Protection  HevUu  Sroup   meeting    TH 
unresolved    issues    ti  currant    fire   protection   ru  Iflmakinfl 
effort.  List    of  attendees   encl. 
SYLVESTER,  E.  Plant    Systems    Branth     (Pro    791030),        79/Q9/2F3.        4p|i. 


7910230315    Informs    that    effectivn    date    for    imp  1  omc-nfcat  ion    of  EPA  (U 
for    LWR   U    fueJ    cycle     is    791201, HonuBsts    compliance    u/ 
radiological    effluent    Tnch    EPHC     implementing    LlJIf    pruvinlona. 
1-lEthod    for     imp  lamentation,    recjuostcd    by    791 1O1. 

QAMM1LL.  W.P,          Assistant    Director    for    Operating    Heactnr    Projects     UTo 
791030),        79/09/17.         lp. 

79101006,43  SufimUs    roquest    for    addl    info    ro    fipent    fuel    storage   pool   aid 
in  order    lo   complete    review    of   790703    liconsen    mod    rei]ueot. 
Addl    info   needed    Includes    accident    fuel    aooomblij    dt-np 
condition  *   rack    base    supporting    structure. 

REID.JJ.W.  Operating   Reactnrs   Branch    1    (Pro   791030)        79/09/31. 

1pp. 
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7910220113   Forwards    guidelines    for    valve    opes-ahi  1  i  tij    re    containment 
purging    fc   vonting    during    normal    op  era  t  ion.  RequE^t  s 
commitment    to    implement    valve    qualification     praqram    uithin 
30   dags. 
E1SENHUT,D.  G.          Division    of    Operating    Reactors.        79/09/27.         3pp. 

7910010346   Submits    requests    safety     evaluation    for    Unit    2.  to    supplement 
790Q27    request    for    amend    to    OL    re    measurement    cal  cula  ti  ona  1 
uncertainties    of    6X    !<   7"/. 
LUMDvALL.rt.  E.        Baltimore    Gas    &   Electric    Co.         79/10/01.         L>pp 

79101001iO   Notifies    that    required    fee    cut  weigh?    potential     UencfitK     frnm 
proposed    chemistry    control    !.    surveillance    program    uih  i  c  fi 
requires    submittal     of    application    For    amend     to    OLs.  Proposes 
submlttal    of    several    Tech    Spec    changes    u/blanket    lee 
LUNDVALL,  A.  E.        Baltimore    Gas    J.   Electric    Co.        79/10/05.        2pp 

7910100425   Responds    to   NFiC    790S08    Itr    re    adequacy    of    station    electric 
distribution    sya    vol  taoes.  Of  f  s  i  te    &    onsitc    distribution    sgs 
reviewed.  Manual     load    shedding    not     considered. 
LUNBVALL,  ft.  E.        Baltimore    Gas    (,   Electric    Co.        79/1O/OB. 


7910290215   Notification    of    791010   meeting    u/uti)     in    Beth  esria,  HB    to 
discuss    criticality    calculations    u-sed     in    design    of     spent 
fuel    pool    racks. 

CONNER.  E.  L.  Operating    Reactors    Dranch    4     (Pro    79I03O)  79/10/O9 

Ip. 

7910230553   Forwards    "Summary    of   Startup    Teatinq    for    fourth    Cyrle    " 
LUNDVALL.  A.  E.        Baltimore    Gas    !*   Electric    Co          7W1O/I5.         iSpji. 

--  7910230560    "Summary    of    Startup    Testing     for    Fourth    Cutle.  " 
»       Baltimore   Oas    t,    Electric    Co         77/IO/1S.        Hpp 


7910290257    Forwards    utll    operational     commitment    to     limit 
feeduiator.  Provides    details    re    design    flow    path    of    rBBil 
leaking    from    f  eedr  ing-sl  eeve-noi  i  la    area     into    steam 
generator. 
LUNDVALL,  A.  E.        Baltimore    Gas    !,    Electric     Co.         79/10/15. 


Hpp 


7910310313    Forwards    safety    evaluation    re    charging     pump    p  i  p  a    vibratio 
REID.R.W,  Operating    Reactors    Branch    4     (Pre    79KV301  79/lO/tD 

2pp. 


— 7910020699    "Bpt 
*      E  a  I t ifnore 


&    Surveillance    Safet-y     Injection    Syi 
g    &    Electric    Co.        79/OB/21-        7pp 


79100SO23'*    Forwards    rflspon 

for    As-Duilt    Piping    Sijs     "    Ch 

insp    results    enc 1 . 

LUWOVALL,  rt.  E.        Baltimore    Gas 


to     IE   Bulletin    79-lfl,      "Seismic    A 
hart    outlining    nonconf ormanc e    5 


Electric    Cc 


79/O9/Q4.        1pp. 


791002000ft    Forwards     IE     Info    Notice    79-20, Revi s i on    1,     "NRC    Enforcement 
Policy    -   NRC    Licensed     Ind i vidmsl a.   "    Notice    reissued    to 
correct    uiard     omission    (,    punctuation    error   uih  i  c  h    changed 
intent    of    statement    Changed    statement    underlined     in    ttiit 
GRIER.D.H.  Region     1,     Philadelphia,     Office    of    the    Director 

79/O9/07.         Ip 

7910020313    Forwards     IE    Circular    79-19,     "Loose   Locking    Devices    on 
Ingerso 1 1 -Rand    Pump     1 mpel 1  ere.  "    No    action    required! 
CRIEH,  B.  H.  Region     1,     Philadelphia,     Office    of    the   Director 

79/09/13.         Ip. 

7910190102    Rotponds     to     IE    Bulletin    79-21,      ''Temp    Effects    on    Level 
Measurements     "    F-aruiards    description    of    steam    generator    t> 
preaauriisr     level     indication    By s. 3e tpoin t    adjustments    arn 
not    needed     to    compensate    for    ref     leg    heating. 
LUNDVALL,  A.  E-        Baltimore    Gas    t    Electric    Co.        79/O9/13.        31pp. 

79103000B2    Forward?     IE    Info    Notice    79-22,     "Qualification    of    Control 
Sus,  "    Wastlnghouse    79OB30    Itr    >.<    Public    Svc    Eleclris:    !i    Oan 
Co    79O91O    Itr    ro    potential     unrevieujed    safetu    question.  Act  i  on 
recjuired    cuithin    30    dnij5.W/-o    eric  1 
DENTON.H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/09/17.        40pp. 

7910160093   AcK     receipt    of    79OB37     Itr     informing    NHC    of    step?    takon     to 
correct    violations    noted    in    IE    Insp    Rents    50-317/79-08  t, 
30-313/79-07. 

SMITH.  G.F.  iJeflion     I,     Ph  i  lait«l  ph  ia,     Fuel    Facility    !<   Materials 

Safety    Branch.        79/09/20.         Ip 

—  7910160100   Responds     to    NRC    790B013    Itr    pe    violations    noted     in    It    Insp 
Repts    50-317/79-00    t.    50-31  B/79-07.  Correc  t  ive    ac  tions  :  posted 
lou    level     radioactive     storage    trailer.sponb    fuel     Btni-atje 
room   &    storage    pad    west    of    Units     1^2    auiiliarij    blilp 
LUNQVflLL,  A.  E.        Ilaltlraore    Cas    t.    Electric    Co.        Tt /OS/37.        3\>p. 


— 7910310319   Bafetij    evaluation    re    charning     pump    pipe    vibra  t  i  on.  Bane; 
util    790911    commitments,  find    mods    to    chamical     f'    vol 
control    sys    to    reduce    pipe    cracktnpi    &    interim    operation    of 
Units     1    t   2   acceptable. 
*      Office   of  Nuclear   Reactor   Regulation.       79/10/1H        2pp. 

7910250269   Responds    to   NRC    790913    Itr    re    foliourup    actionn    resulting 
from   TMI-3. Required    items   will    be    implemented    during    planned 
rufuellng    outages    in    Spring     19BO    for    Unit     1    *<    Fall     I'll'l   >c 
Fall     I9BO    for    Unit    S. 
MCQQWflN.O.V,        Qalti^iore    Gas    !,   Electric     Co.        79/JO/19.         11pp. 

0.     Inspection   reports,     IE  Bulletins   ft    correspondence 


— 79101iOlOA    Forwards     IE     insp    ReRt-3    50-317/79-OB   5.    5O-3I9/79-O7    an 
790531-35   &    notitf    of    violation. 

SMITH,  O.  E  Region     1,     Pti  i  lad  e  Iph  ia,     Fuel    Facility    f<   Maturials. 

Eat etij    Branch.        79/00/OS.         3pp. 

— 791016O110    Malice    of    violation    from    Inap    on    7'JOS21-a5 

*  Region     1,     Philadelphia,     Office    of    tfi*    Director.        79/Oa/OB 

IP 

— 79IOUOI17     IE     Insp    Repts    50-317/79-08   t    50-318/79-07   on    790521-25. 
Noncompl iancc    noted :  fa i  1  uro     to    post    radioactive    matls    area 
THONUS.L.  H,  ,     MIMITZ.R.L  Region    1,     Philadelphia,     DfFice    of    thir 

Director.       CFUJCKER,  H.  W.  Region    1,    Philadelphia,    fuel    Facility   F. 

MatETlalt    Safetii    Branch.        79/OE!/Ofe          13pp. 


79100903BB   Forwards    IE    InGp    Repta    5O-317/79-IO    t<    SO-31S/79-OE3    on 
790621-23,  No   noncomp  1  lance   noted. 

BRUNNER,E.  J.  Region    1,     Philadelphia.     Reactor    Operations    Nuclear 

Support   Branch.       79/08/14.       3pp, 

—7910090393    IE    Inap    Repts    50-317/79-10    !<    50-31B/79-08    on    79042 1  -22.  N.. 
noncomp 1 iance   noted.  Major   areas    i nsp ec ted:  response    to    IK 
Bulletins   79-01    f.   79-O1A  t,   environ   qualification    of    Class    IE 
equipment, 

JOHNSON.D.  F.  Region    1,    Philadelphia,     Office    of    tlio    Director. 

KEIMIQ.R.H.  Jlenion    1,     Philadelphia,     Reactor   Opera  tions   Nuc  1  ear 

Support   Branch,       79/00/13.       4pp. 


791023QSM     Foriuards    NRC    790'62A    Itr    re    multiple    equipment    failures    ?. 
surveillance     testing     errors,  luh  i  ch    U.IE    incorrectly 
d  is  tribi/ted.  Also     foriirarda     IE    Insp    Rept-a    50-295/7°-l3   i( 
30-301/79-13.  Action    required. 
EIEENHUT,  n.  G.  Division    of    Cparatino    Reactors.        77/09/31.        4=?pp 

7910090BiD    Forwards     IE    Circular    79-20.     "Failure    of   GTt;   Sijlvania    Relay. 
Type    PM    Bulletin    7303    Catalog     5U1H-11-AC    u/32t>   Volt    ac: 
Coil."   No    action    required. 

CRIER,  D.  H.  Region     1,     Philadelphia,     Office    oF    the    Director. 

79/09/24.         Ip. 


7910020690   Responds    to    IE    Bulletin    79-17, "Pipe    Cracks     in    Sla&nant 
Derated    Water   Sys   at   BUR   Plants."   No    Incidents    of    streas 
corrosion-related    cracking    in    Bys    piping    to    date.  Inner  vice 
insp    continues. 
LUNDVflLL.  (\,  E.        Baltimore    Gas    t   Electric    Co.        79/'OB/24,         !ip  p 


7910130163    Ack    receipt    of    790B17     Ibr     informing    NRC    of    stops    taken    to 
correct    violations    noted     in     JE     Inap    Repts    50-317/79-07   & 
30-3lB/79-Ot. 

GRien.B.H.  Region    1,     Philadelphia.     Office    of    the    Director. 

79/09X34,         Ip. 


-- -7910030693    "Specs   t.  Surveillance   Refueliny    fc   Spant    Fucil    Pool 

*  Baltimore   Gas   &  Electric    Co.       79/OB/S4,        4pp. 

— 7910020694    "Specs   tt  Survei  1  lance   Reactor    Coolant    BIJE." 
it      Baltimore   Gas   &  Electric   Cn.       77/OB/afl,       3pp. 

—7910020696    "Specs   (.  Surveillance   Chemical    !i   Vnl    Control    Sue." 

*  Baltimore   Gas   t,  Electric   Co.       79/OB/24,       3op. 


-791012017O   Rosponds    to    NRC    7908QS    Itr    re    violations    noted    in     IE    ]nsp 
Repts    50-317/79-07^    SO-3ia/79-Ot.  Corr ective    ac  1 1  ons:  new 
monthly    surveillance    test    procedures    Issued    to  checfc    locked 
valves. 
LUNDVrtLL,  f\.  E.        Baltimore    Gas    t.   Electric    Co.        79/09/17.        2pp. 

-791012O173    Foriuarda    IE     Insp    Rcpb3    50-317/79-07    ti   SO-31B/79-OA   on 
790QD1-1I    R   notice    of   violation. 

BRUNNER.E.  J.  Hegion    1,     Philadelphia,    Office   of    the    Director. 

79/Oa/OB.       3pp. 


•—7910020693    "Specs    Si   Surveillance    Doric    rtc  1  d    StoraijE    Tanks.   " 
»      Baltimore   Gas   t.  Electric   Co,       79/Oa/Hfl,       3pp! 
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— 7910120174    Notice    of   violation     from    insp    on    790501-11 

*  Region    1,    Philadelphia,     Office    of    the    Director.        79/OB/06 

IP- 

— 791012017B    IE    Imp    Repts    50-317/79-07   &    30-31B/79-06   on    790501-11 
None omp 1 i ance    noted,  fai 1 ure    to    follow    procedures    in   areas 
Involving    valve    positioning   &    positive    control 

JOHNSON,  D.F.  ,    flLUMQERG,  N.  J.  flegion    1,     Philadelphia,     Office    of 

the    Director.       KEJMIG.  R.  R.  Region    1,     Philadelphia,     Reactor 

Operations   Nuclear    Support    Branch.        79/OS/O6.        IQpp 

791004OQ93   Forwards     IE    InPo   Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers."    No    action    required. 

GRIER,  B.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/36.        4pp. 

791O1BOQB5   Forwards    IE   Bulletin   79-24,     "Froien    Lines.  "    Action    required. 
GRIERjB.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/37.         Ip. 

7910160916   Forwards     IE    Info   Notice    79-35,     "Reactor   Trips    at    Turkey 
Point    Units    3   &   4.  "    No    action    required. 

CRIER,  B.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/1O/01.        Ip. 

791Q1705B4   Forwards    IE    Info   Notice   79-24,     "Qvorpressur i iation    of 
Containment    of   PUR    Plant    After    Main    Steam   Line   Break.  "    No 
action    required. 

GRIER,  B,  K.  Reg  i  an    1,     Philadelphia,     Office    of    the    Director 

79/10^01.        Ip. 

791O100120   Responds    to    IE    Info    Notice    79-22   t.    foruardn    info    n> 
potential    Interaction    between   nansaPety-grade    sys    &    saHety- 
grade    sys. 
LUNDVALL.  A.  E.        Baltimore    Oas    6    Electric    Cn         79/10/O7.        15pp. 

7910130363   Forwards    "Control    Element    Assembly    Ouide   Tube    Insp    Program. " 
Proprietary    version    withheld     (rof    10CFR2.  790) 
QLBQN.R.C.        Baltimore    Oas    !,   Electric    Co.        79/10/10.        !ipp. 


—  7910130592    "Control    Element    Asse 
nonoroprietarij   veriion. 
«      Combustion  Engineering,     Inc. 


bly    Ouide   Tube    Inap    Pronram,  " 
CEN-1  16   (fl).       79/10/00.       33pp. 


7910310099   Acti    receipt    of    790920    Itr    informing    NRC    of    steps    taken    tu 
correct   violation  noted    in    IE   Insp   Rept   90-317/79-11. 
GRIER.B.H  Region    1,     Philadelphia,     Office    of    the    Director. 

79/10/11.        Ip. 


7910010439   Forwards    LER    79-O43/O1T-O. 
RUSSELL, L.  B.        Baltimore    Gas    !<    Eloctrit 


— 791OO10443   LER    79-043/Q1T-0: on    790911, C-E    informed    util     that    curve 
coordinates    mere   nonconservat ive    at    BOX    rated     thermal    power. 
Caused    by    ambiguous    rendering    of    curve   resulting    in    issuance 
of   nonconservat ive    Tech    Spec s.  Correc t   curve    used 
LIPPOLD   W.  J.  ,     MINALCIK,  J,  A.        Baltimore    Gas    &    Electric    Co. 
79/09/21.        Ip. 


7910010307    Forwards    LER    79-042/04T-O. 

RUSSELL,  L.  B.        Baltimore    Qas    &   Electric    Co. 


—7910010312   LER    79-042/04T-O:  on    790911,144    gallons    of    cauotic    solution, 
neutrallied    by    74  gallons    of   acid    mere    discharged    via 
outfall    001. Caused    by    personnel     error, Affected    personnel 
reinstructed    in    proper    operation    of    neutralization    tank. 
EHERTS.R.F.        Baltimore    Gas    &   Electric    Co.        79/09/25.        2pp, 

7910010401    Forward!    LEU    79-046/03L-O. 

RUSSELL, L.  D.        Baltimore    Qas    L    Electric    Co.        79/09/36.         Ip. 

-- 7910010405   LER    79-046/03L-O: on    790B27, charg ing    pumps    of    auxiliary    high 
pressure    safety    injection   headers    IS  &    13   placed    out    of    we 
to   repair    cracked   meld    cm   sample    line   pipe    reducer.  Cracfc 
caused    by    lack    of   uield    fusion.  Reducer   removed    &   replaced. 
DAVIS.S.M,.     MIERN1CKI,M.  J.        Baltimore   Gas    t-    Electric    Co.        79/09/26 
Ip. 


791002034B   Foru 
RUSSELL,  L.  D. 


ards    LER    79-039/Q3L-0. 
Baltimore   Oas   (,   Electric    Co. 


—7910030355  LER   79-039/03L-Q:  on    790B31,  noted    that   coolant  was    leaking 
from   discharge    valve   &   meld    on    discharge   drain    line    of 
charging    pump.  Caused    by    cracks    in    hoat-aff acted     zones    of 
socket  weld. Pipe    spool    &   valve   replaced. 

HEIBEL.R.P.  ,     MIERNICKI.M.  J.        Baltimo.ro   Oas    &   Electric    Cn. 
79/09/37.        Spn. 


791002036fl   Fom 
RUSSELL,  L.  B. 


srda    LER    79-014/03L-0. 
Baltimore   Oas    !i  Electric    Co. 


— 791002036Q  LER   79-041/03L-0: on   790913. water    leak    diacoverod    coming    from 
cracked    wold    on    reactor    coolant    charging    pump    discharge 
relief   valva    flange. Caused    by    pinholH   crack    in   heat-af Poc ted 
zone    of    socket   weld.  Valve    replaced. 

LEOIEWSKI,  J.  S,  ,     rllERNlCKI.H.  J,        Baltimore    Oas    H   Electric    Co 
79/09/37.        Ip. 


-7910310102   Responds     to   NRC   7909O6    Itr    re    violation   noted    in    IE    Imip 
Kept    30-317/79-11    Corrective   actions:  insti tuted  monthly    Qrt 
surveillance    of   random    portion   of    locked   valvH    list. 
LUNDVftLL,  A.  E.       Baltimore    Gas    K.   Electric    Co.        79/09/20.       3pp. 

-7910310105   Forwards     IE    Insp    Ropt    30-317/79-11    on   790709-13   (.    notice    (if 
Violation. 

QRIER.B.H.  Region    1.     Philadelphia,     Office    of    the    Director 

79/09/Oft.        2pp. 


7910040311    Forwards    LER    79-045/03L-O, 

RUSBELL.L.  B.        Daltimore    Gas    t<   Electric    Co. 


—7910040316  LEH    79-045/03L-0:  on   79QFJ31,  valve    operator    became 
disconnected    from  valve    stem. Caused    by    failure    of    pivot 
locking    plate,  which    disconnected    actuator    From  valvp    stim. 
New  plate    installed    &  actuator   repaired   !<  replaced. 
DAVIS,  B.M..     ROMNEY.K.M.        Baltimore    Oas   &   Electric    Co.        79/O9/20 
In. 


— 7910310109   Notice   at   violation    Prom    insp    on   790709-13. 

*  Region    1,    Philadelphia.    Office   of    the   Director.       79/013/31. 

IP- 

— 791031OI14    IE    Imp    Rept    50-317/79-1 1.  Noncomp  1  iance   noted:  Pai  lure    to 
follnui  procedures    re   valvs    positioning   I.  positive    control. 
JOHNSON,  D.  F.  ,    COWOILL.C.  Region    I.    Philadelphia,    Office    of    thu 

Director.        KEIMIQ.  R.  R.  Region    1,     Philadelphia,     Hpactor 

Operations  Nuclear   Support   Branch.       79/09/31.       llpp. 

R,     Periodic   operating    reports   &  related    correspondence 

791O330364   Forwards   monthly    operating    rept    For    Sept    1979, 
MERSON.B.D.        Baltimore    Oas   t.   Electric    Co.        79/10/19.        Ip. 

— 7910230567   Monthlij    operating    rept   for  Sept    1979. 

MEflSDN.a.  D.       Baltimore    Gas   &   Electric    Co.       79/10/15,        16pp. 

8.     Report  able    occurrence!,    LERs  t<   related   correspondence 

7910010300   Forwards   LEH   79-040/03L-0. 

RUSSELL, L,B.        Baltimore   Qse    b   Electric    Co.       79/09/17.        Ip. 


79I00304BB  Forwards   LGR   79-03B/03L-0, 

RUSBELL.L.  B.       Baltimore   Gas   J.  Electl-ic    Co, 


79/10/01. 


IP. 


-7910030494  LER   79-038/03L-0:  on    790BH9,  1 1 5-volt   pouior    oupply    to 
hydrogen  analyier   0~AE  6527  uias    inoperativn.  Caused    bij 
shnrted   ulndlng    in   power    transformer   T-l. 

HEIDEL.R.P.,     RIZZO.P.O.        Baltimore    Gas   !<   Electfic    Cn.        79/09/30 
Ip. 


791004029B  Notifies    that    plant    has    operated   within    correct   t, 
conservative    limits, deep! te    incorrect    allowable    limits    oP 
aiial    shape    inde«    vs    core    power    Prae ti on. Uti 1    790924 
forwarding    Itr   t.  LER   79-043/01T-0    and. 
LUNDVALL,  A.  E.       Baltimore   Gas   &   Electric    Co,       79/10/01.       2pp. 

7910110311   Forwards   LEfi   79-Q4B/03L-0. 

RUSSELL,  L.  B.       Baltimore   Oas    t>  Electric    Co.       79/10/(M.       Ip. 

—7910110313  LER   79-04S/03L-0:  on   790914.  during    surveillance    test, 
containment    spray   pump    12    tripped    on   ground    overcurrenl. 
Causad    by   motor    stator    colls    chafing    against    incoming    phane 
lead, thus   developing    short   circuits   at   coil    end. 

DAVIS.S.M.,     BAUER,  E.  R.        Baltimore    Gas    fc   Electric    Co.        79/10/0-1. 
Ip. 


—7910010304  LSfl  79-040/03L-0:  on  790909,  500-kV   transmission    line   taken 
nut    oP    svc    Prom   11:50  AM  to   S:  HI    PM   to   repair   drop    Una 
connecting    500-W    transmission    line    to    carrier   current   line 
drop*  Caused   by   high   winds.  Cable   repaired. 
HE1DEL,R.P,      Baltimore    Gas   &  Electric   Co.      79/09/17.       tp. 


7910110393  Forwards   LER   79-041/03L-0. 

RUSSELL,  L.  B.       Daltimore  Can    t,  Electric    Co. 


79/10/08.        Ip. 
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— 7910110401    LER    79-041/O3L-0; on    79O907.  noted    that    steam    generator 
pressure    indicator    deviated    greater    than   23   psia    from    three 
redundant   channels. Caused    by    dirty    lugs/connection   at    loop 
indicator.  Resistor    lugs    cleaned, 

DAVIS.S.M..     fiIZZD,P,0.        Baltimore    Gas    t<    Electric    Co.        79/1O/OB 
Ip. 


--79102903EB   LER    79-053/03L-0:  on    79092S,  at tuator   arm    for    shutdown    coolinc 
heat   exchanger    outlet  valve    11   was    founil   broken,  rendering 
mchanner    inuperab  le.  Caused   by    failed   actuator  vane   arm 
disconnect  ing    actuator    from  valve   stem. 

LAG1EUHKI.  J.  B.  ,     LUCAS.C.C.        Baltimore   Oaa    d   Electric    Co         79/10/25 
2pp. 


7910110105   LER   79-037/01 X-O:  on    791006.  intake    structure    doors     IS1    8,    IBS 
ultra    found    logged    open  uihen    reactor    uias    made    critical. 
Caused    by    failure   of    security    personnel    to    notify    shift 
supervisor    of    intent    to   open   uiator    tight    doors    for    maint. 
DAVIS, S.M.        Baltimore    Oas    (.   Electric    Co.        79/10/OB.        Ip. 


7910170H04   Forwards    LER    79-049 /03L-O. 

flUSSELL.L.  D.        Baltimore    Oas    &    Electric    Co. 


U.     Congressional/Executive   Correspondence 


79102S01B7  Forwards   eicerpts    from  TR  Judson    Itr   re   ratings   of    utils 
selected    pages    from   licensee   regulatory    performance 
evaluation. 
HOLT.M.  S.       HQUSB    of   Hep.       79/09/12.       6pp. 


— 7910170209   LER    79-049/Q3L-0:  on    79093-1,  loop     isolation    valve    SI-617 
failed    to    operate   when   motor    operator    received    open    signal. 
Caused    by    contact   misalignment    of   movablo    contactor, 
Contactor   realigned    b   tested. 

LAQIEW5KI.  J.  5.  ,     BAUER.  E.  R.        Baltimore    Gas    fc   Electric    Co.        79/10/13 
Ip. 


7910170383  Forwards   LER   79-050/03L-0. 

RUBBELLiL.B.       Baltimore   Oas   (,  Electric    Co. 


Ip. 


—  7910170391    LER   79-QSO/O3L-0:  on   79O924.  reac tor    exceeded    llcenoe    limit   of 
2.700  MHth.  Caused    by    operator    error.  Poiuer   was    reduced    by 
Insertion   of   control    element    assemb  1  ios.  Operator    luatt 
Instructed    of    importance    of   maintaining    parameters, 
DAVIS.B.M.       Baltimore   Oas    t.  Electric    Co.       79/10/11,       2pp, 

79101B03I7  Forwards   LEU   79-051/03L-0. 

RUSSELL, L. 8.       Baltimore  Oas   ft  Electric    Co.       79/10/11.       ID. 


DOCKET   50-318   CALVERT   CLIFFS   NUCLEAR   POWER    PLANT.     UNIT   3 
F,     Security,    medical,    emergency   &   fire   protection  plans 

7910100040  Notification   of   791002  meeting  ui/util    in  Bethesda.MD   to 
discuss    seven   unresolved    items    identified    in  790914   fire 
protection   safety    evaluation. 

CONNER,  E,  L.  Operating   Reactors   Branch    4    (Pre   791030).      79/09/06 

2pp. 

7910080027  Submits   requested   status   as   of  790904.  Three    fire  protection 
safety    evaluations    for   si>    plants   remain    to   be    issued. 
LAINA8, 0.  Plant   Bystems   Branch    (Pro  791O3Q).      79/09/07.       Ip, 

7910030263   Notification    of    790921    meeting    in    Bethesda.MD   to    discuss 
current   rulemaking    effort    for   fire   protection  regulations 
Position   on   util    fire   review   encl. 
SYLVESTER, E.  Plant   Systems   Branch    (Pre    791030),       79/09/20.      4pp, 


—7910100322  LER  79-031/03L-0: on    79092i,  hydraul ic    snubber   was   removod 
from  operation    to   repair   anchors   attaching    snubber    to   wall. 
Anchors   ware   replaced   fc   hanger    restored    to   operation 
HEIBEL.fl.P.       Baltimore   Oaa    t.   Electric    Co.       79/10/11,       Ip. 


7910130360  Forwards   LER   79-057/01T-0. 

RUSSELL,  L.  B.       Baltimore  Oas    (.  Electric    Co. 


Ip, 


—7910100373  LER  79-OS7/OIT-0: on  791006, intake  structure  doors  found 
logged  open. Caused  by  failure  of  security  personnel  to 
notify  shift  supervisor  when  water  tight  doors  uera  opened 
for  maint. Hater  tight  door  opening  permit  to  be  Issued. 
DAVIS, 8. M.   Baltimore  Oas  ti  Electric  Co.   79/10/11,   Ip. 

7910190433  Forwards  LER  79-036/03L-0, 

RUSEEULiL.B.   Boston  Edison  Co.   79/10/12,   Ip. 

—7910190436  LER  79-056/03L-0: on  791001. output  voltage  of  dieocl 
generator  11  reached  4,800  volts. Diesel  trip  occurred  during 
attempt  to  louier  vol tage.  Caused  by  loss  of  callbr  In 
voltmeter  resistor.  Resistor  replaced  tc  moter  retailor. 
.  HEIBEL.R.P.,  BAUER,  E.  R.   Baltimore  Qao  t.  Electric  Co.   79/10/12 
Ip. 

791O31O303  Submits  nonroutinn  radiological  environ  operating  rept: 
on  790827. ouster  samples  analyzed  for  gamma-emitting 
radtonuclldes  showed  prosenca  of  Ao-1 10m.  Review  of  data 
indicates  that  Ag-lQOm  In  oyaters  Is  plant-related. 
STOUT,  J.  W.   Baltimore  Oas  (<  Electric  Co.   79/10/22.   Ip, 

7910290300  LER  79-041 /01X-0: on  791024, air  start  «ys  hangers  failed  to 
meat  seismic  requirements  per  IE  Bulletin  79-14, 
Re-evaluation  of  air  line  for  seismic  support  raqulroments 
unifarujag, 
HeiPEL.R.P.   Baltlmoro  Gas  h  Electric  Co.   79/10/B4.   Ip. 


791029O2Q9  Forwards  LER  79-031/03L-0. 

RUSSELLiL.  D.   Baltimore  Oas  b  Electric  Co. 


79/10/29,   Ip, 


— 791O29Q299  LER  79-084 /03L-0: on  790929, welded  cap  on  component  cooling 
heat  exchangat-salt  water  outlet  line  foil  off. Caused  bv  cap 
bilng  carbon  ste«l  f<  not  required  red  brass  or  bronie,  New 
red  brass  cap  utas  welded  in  place, 

LAOIEUBKI.  J.  S.  ,  PENCE,  B.   Baltimore  Gas  &  Electric  Co.   77/10/39. 
Ip. 


7910E90324  Foruiards  LER  79-033/03L-0.' 

RUBSEL.L, L.  B.   Baltimore  Oas  k  Electric  Co. 


79/10/BS.   Ip. 


7910170201  Summary  of  790912  Fire  Protection  Revieu  Group  meeting  re 
clarification  of  basis  for  requirements  of  App  A  Tech  Specs 
&  current  fire  protection  rulemaking  effort. 
SYLVESTER,  E.     Plant  Systems  Branch  (Pre  791030).   79/09/28.   flpp, 

7910260061  Summary  of  790921  Fire  Protection  Review  Group  meeting  re 
unresolved  issues  d  current  fire  protection  rulemaking 
effort.  List  of  attendees  encl. 
SYLVESTER, E,     Plant  Systems  Branch  IPre  791030).   79/09/28.   4pp. 

H.  General  correspondence 

7910190024  Responds  to  790830  Itr  re  spent  fuel  storage.  Due  to  change 
In  natl  policy,  spent  fuel  must  be  stored  onsite.  Forwards 
•valuation  performed  for  util  application  for  Increase  in 
storage  capacity  of  spont  fuel  nool,  H/o  end, 

REID.R.W,     Operating  Reactors  Branch  4  (Pre  791030).   79/09/24 
2pp. 


J.  Insurance  it  indemnity  information 


7910010373  Forwards  Endorsements  33,37,38,39  A  40  to  MAELU 
Policies  MF-76,NF-S16,NF-216.NF-2i6,fe  NF-316,  respectively 
SHOEMAKER.  C.  L.  Baltimore  Oas  &  Electric  Cn.  79/09/26.  £pp. 

79101B03A1  Forwards  executed  Amend  9  la  Indemnity  Agreement  B-70 
SHOEMAKER,  C.  L.   Baltimore  Gas  (<  Electric  Co.   77/10/16.   2pp. 

P.  Operating  Ileonse  stage  documents  (.  corretpondence 

7910070241  Forwards  FR  notice  of  amend  to  1OCFR73.  55  re  requirements 
for  physical  protection  of  nuclear  power  plant*. Amend  defers 
Implementation  of  physical  search  requirements  from  790B01 
to  791101. 
DENTON,  H.  R.   Office  of  Nuclear  Reactor  Regulation.   79/00/10.   49pp. 

7910020101  Forwards  NUREO-0397  which  describe*  program  assigning 
resident  inspectors  at  selected  reactor  si tas. Pending  NRC 
approval, util  may  be  required  to  provide  are  space  to  NRC 
inspectors.  W/o  encl. 

QRIER.B.H,     Region  1,  Philadelphia,  Office  of  the  Director. 
79/QB/li.   2pp, 

7910150198  Forwards  request  for  addl  Info  ne>od«d  to  complete  review  of 
util  subtnlttal  for  license  amends  to  expand  spent  fuel 
storage  capacity. 
UAINAB,  0.     Plant  Systems  Branch  (Pre  791030).   79/08/16.   3pp. 

7910040416  Notifies  that  util  response  to  NRC  7B0202  Itr  acceptably 

resolves  issue  re  potential  for  reactor  cavity  «nnulus  seal 
ring  to  become  destructive  missile  during  LOCA. 

RE1D.R.W.     Operating  Reactors  Branch  4  (Pve  791030).  79/09/11. 
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7910030674   Discusses    NHC    plans    to    observe    facility    solid    cuaste    handling 
equipment   &   discus;    low    level    waste    disposal    an   79Q913. 
Unless    otherwise    informed, NRC    site   visit    will    be    handled 
under    access    requirements    of    78J101     Itr 

REIB.R.W.  Operating    Reactors    Branch    4    (Pre    791O30)         79/09/12. 

4pp. 

7910030015   Forwards   Amends    41    6    23    to    Licenses   DPR-53   t   DPR-69, 
respectively,  safety    evaluation  I  notice    of    issuance   & 
availability. 

REID.R.U.  Operatina   Reactors    Branch    4    (Pre    791030).        79/09/14. 

3pp. 

—7910030019   Amends    41    t,   23    to    Licenses    DPR-33   !-   DPR-&9, respec ti vely, 
adding    conditions    re    completion    of    Facility    mods    to    improve 
fire    protection    program 

REID.R.  W.  Operating   Reactors    Branch    4    (Pre   791030).        79/09/14. 

4pp. 


porting    Amends    41    t,   S3    to    Licenses 


-7910030021  Safety  evaluation  si 
DPR-53  k  DPfl-69, respectively 
«  Office  of  Nuclear  Reactor  Regulation.  79/09/14.  95pp. 


-7910030033   Notice    of    issuance    !.   availability    gf   Amanda    41    S.   23    to 
Licenses    DPR-53   j,   DPfl-69,  reapec  t  ivaly. 

flEID.R.H,  Operating    Reactors    Branch    4    (Pre    791030).        79/09/14. 

3pp. 


Q.     Inspection    reports,     IE   Bulletins    4    correspondence 

79IQ0903BB   Forwards    IE    Insp    Repts    30-317/79-10   tt    50-31B/79-00    on 
790621-22.  No    noncomp  1  iance   noted. 

BRUNNER.E.J.  Region    1,     Philadelphia.     Reactor    Operations    Nuclear 

Support    Branch.       79/OB/lfl.       2pp. 

—7910090393    IE    Insp    Rapts    50-317/79-10   &    50-31B/79-QB    on    790621-22.  Wo 
noncomp! iance    noted.  Major    areas     inspec ted : response    to    IE 
Bulletins   79-01    8>   79-01A  &   environ    qualification    up   Class    IE 
equi  p merit. 

JOHNSON,  D.  F,  Region    1,     Philadelphia,     Office    of    the    Director. 

KEIMIQi  Ft.  R.  Region     1,     Philadelphia.     Reactor    Operations    Nuclear 

Support    Branch.        79/00/13.        4pp. 

7910020690  Responds    to    IE  Bulletin    79-17, "Pipe    Cracks    in   Stagnant 
Borated    Water   Sys    at    BWR    Plants.  "    No     incidents    of    atross 
corrosion-related    tracking    in    ays    piping    to    date. Inservico 
inap    continues. 
LUND V ALL,  A.  E.        Baltimore    Gas    t,    Electric    Co.        79/QB/24.        9pp. 

--7910020693    "Specs    t-    Surveillance    Refueling    E.    Spent    Fuel    Pool    Byo    " 
*      Baltimore    Oas    I*   Electric    Co.        79/08/24.        4pp, 


— 7910020694    "Specs   d  Survei  I  lance   Reactor    Coolant   SIJB. 
«      Baltimore    Oas    t<    Electric    Co.        79/08/34.        3pp. 


79102503(5    Informs    that    effective    date    for    implementation    of    EPA    std 
for   LWR   U   fuel    cycle    Is   791201.  Requests    compliance    iu/ 
radiological    effluent    Tech    Spec    implementing    LWR    provisions. 
Method    for    implementation    requested    by    791101. 

OAMMlLLi  H.  P.          Assistant    Director    for   Operating    Reactor   Pro  |ects    <Pr 
791030).       79/09/17.        Ip. 


— 7910020696    "Specs   &  Surveillance   Chemical    !<  Vo  1    Control    Bun, 
*      Baltimore   Oas   &  Electric    Co.       79/00/24.       3jip. 


--791O02069S    "3peca    E,    Surveillance    Boric    Acid    Slorapo    Tanks. 
•      Baltimore   Gas    81  Electric    Co.       79/OB/24.       3pp. 


7910190023  Requests    further    info   re    control    element    assembly    guide    tubu 
evaluation   program.  SI eeving    not    satisfactory    long    term 
solution    to    guide    tube   ujear.  Operation   w/guide    tuoes    approved 
for    Cycle   2   only, not    Cycle    3. 

REID.R.H.  Operating    Reactors    Branch    4    (Pre    79103O).        79/O9/26. 

6pp. 

7910220413   Forwards    guidelines    for    valve    opei-ao  i  lity    re    containment 
purging   It  venting    during   normal    operation.  Requests 
commitment    to   implement   valve   qualification   program  within 
30   days. 
EIBENHUT.  D.  G.          Division    of    Operating    Reactors.        79/09/27.        3pp. 

7910040348   Submits    requested    safety    evaluation    for   Unit    2.  to    supplement 
790B27  request   for  amend    to  OL  re   measurement   calculations! 
uncertainties   of   6X  &    77. 
LUNDVALLi  A.  E.       Baltimore    Gas    t.   Electric    Co.        79/1O/O1,        2pp. 

791010016O  Notifies    that    required    fee    outuaighs    potential    benefits    From 
proposed   chemistry    control   i,   surveillance    program  uihich 
requires    submittal    of    application    for    amend    to   OLs. Proposes 
submittal    of    several    Tech    Spec    changes    u/blanket    fee, 
LUNDVALL.A.E.       Baltimore   Gas    f.   Electric    Co.        79/10/05.        2pp. 

791010Q42S  Responds    to  NRC  790BOB   1 tr  re   adequacy    of    station    electric 
distribution   sus  voltages. Of f si te   6  onsite   distribution    sya 
reviewed.  Manual    load    shedding    not   considered. 
LUNDVALL.A.E.       Baltimore    Gas    &   Electric    Co.        79/IO/OB.        40pp. 

7910290215  Notification   of   79I01O  meeting   w/util    in   Bethesda.MD   to 
discuss   crltlcality    calculations    used    in   design   of    spent 
fuel   pool   racks. 

CONNER.  E.  L.  Operating    Reactors   Branch    4    (Pre    791030),        79/1O/09 

IP- 

7910290257  Forwards   util    operational    commitment    to    limit   use    of   main 
feediuatBr.  Provides   details   re    design   Flooj   path    of    Feeduater 
leaking    from   feedring-sleeve-noi f IB  area    into   steam 
generator, 
LUNDVALL.A.E.       Baltimore   Oas    t.   Electric    Co.       79/10/15.        Bpp. 

7910310313  Forwards    safety    evaluation  re   charging    pump    pipe  vibration. 
REID,R.  U.  Operating    Reactors   Branch    4    IPre    791030).        79/10/18 

2pp. 


— 7910020699    "Specs    I.   Surveillance    Safety    Injection    BIJS.  " 
*      Baltimore  Oas   &  Electric    Co.       79/00/24.       7pp. 

7910050234    Forwards    response    to    IE    Bulletin    79-14,     "ESeiomic    Analynio 
for   As-Built   Piping    Sys."    Chart    outlining    nonconFormance   I> 
Insp    resul  ts    enc  1. 
LUNBVALL.  A.  E,        Baltimore    Gas    !.   Electric    Co.        79/09/04,        4pp, 

79I00200B4   Forwards    IE    Info   Notice    79-20,  Flevi  s  i  on    I,     "NHC   Enforcement 
Policy    -    NRC    Licensed    Individuals,"    Notico    relnaueel    to 
correct   word    omission   tr  punctuation    error   which    changed 
intent   of    statement.  Changed    statement    underlined    in    text. 
DRIER,  B.  H.  Region    1,    Philadelphia,    Office    of    the   Director, 

79/09/07,        Ip, 

7910020513  Foi-uiards    IE   Circular    79-19,     "Loose   Locking    Doviceo   on 
Ingersol 1-Rand   Pump    Impellers."    No   action    required. 
GfUER.B.H.  Region    1,    Philadelphia,    Office    of    Uiu   Director. 

79/09/13,       Ip, 

7910190103  Responds    to    IE  Bulletin    79-21,     "Temp    Effccto    on   Lovel 
Measurements.  "   Forwards   description    of    stdora    nonorntoi-   t, 
pressuriier    level    indication    ays.  Sctpoint    adjustments    aru 
not   needed    to   compensate    for    ref    leg    heating. 
LUNDVALL.A.E.       Baltimore   Oas    t.  Electric    Co.       79/09/10.       Hipp, 

79I0300DB3  Foriuarils    IE    Info  Notice    79-S2,     "Quail  f  i  cation    of   Contro] 
8ys,  "   Ueatinohouse   790830    Hr   i.  Public    Bvc    Electric    tt  Oan 
Co  790910    Itr   re    potontial    unrnvlowed    safety    qunsti on. Ac tlon 
required    within   20  days.U/o   end, 
DENTON.H.R.       Office    of   Nuclear   Reactor   Regulation,       79/09/17.       10pp. 

7910160093  Ack    receipt   of   790H27    Itr    informing    NRC    of    atiipa    taJen    to 
correct   violations   noted    in    IE    Insp   Repta    80-317/77-00  t 
9Q-31B/79-07. 

BMlTHiO.F.  Region    1,    Philadelphia,    Fuol    Facilltg    bHaterialn 

Safety   Branch.       79/09/20.       Ip, 

--7910160100  Responds    to   NRC    790B08    Itr   re   violations    noted    in    IE    Inip 
Repts    50-317/79-08  (.   SO-31B/79-07.  Cn.-rocti vo   ac kinna:  posted 
loiu    level    radioactive    storage    trat  1  er,  spont    fun)    Btorago 
room  &   storage    pad    uest    of   Units    1    tt   S  auilHary    bldg 
LUNDVALL,  A.  E.       Baltimore   Oas    fc  Eloctric    Co,       79/08/27        Spp 


— 7910310319  Safety    evaluation  re   charging    pump   pipe   vibration. Based    on 
util    790911   commitments,  find   modi    to   chemical   t>  vol 
control    eys    to   reduce   pipe   cracking    &   interim  operation   of 
Units    1   b  2  acceptable. 
»      Office    of   Nuclear   Reactor   Regulation.        79/10/1B.        Spp. 

7910350269   Responds    to   NRC   790913    Itr   re    folloyup    actions   resulting 
from  THI-S. Required    i tarns   will    be    implemented   during    planned 
refueling    outages    in  Spring    1990  for  Unit    1   &  Fall    1979  I. 
Fall    1990  for  Unit  2. 
MCOOWAN.Q.V.       Baltimore   Oas   li   Electric    Co.        79/10/19.        14pp. 


Forlui"'(lB    'E    insp   Re-pts    50-317/79-08  t,   50-31D/79-07    on 
790521-29  (<  notice    of   violation. 

SMITH.Q   E.  Region    1,    Philadelphia,    Fuel    Facility   t,  Haterlal 

Safety   flraneh.       79/00/OB.       3pp. 

-7910160110  Notice    of   violation    from   insp    on   790321-33 

»          Region    1,    Philadelphia,    QfCU.    of    the   Director.       77/00/OH. 
Ip. 
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--7910160117    IE    Insp    Repts    50-317/79-OB    &    50-316/79-07    on    790531-25 
Noncomplianco    noted : fai lure    to    post    radioactive    matls    area 
THDNUB.L.H.  ,     NIMITZ,  R.  L.  Renlor,    1,     Philadelphia.     Office    of    tho 

Director.       CROCKER,  H.  W.  Reniori    1,    Philadelphia,     Fuel    Facilitu    J, 

Materials    Safety    Branch.        79/08/06,         I3pp. 

7910230561    Forwards    NRC    790626    Itr    TO    multiple    equipment    failures    & 
surveillance    testing    errors,  uih  i  ch    was     incorrectly 
distributed.  Also    forwards     IE    Inap    Repts    5O-295/79-13   S, 
50-304/79-13.  Action    required. 
EISENHUT,  D.  G.  DiviBion    of    Operating    Reactors.        79/O9/21          49pp. 

7910090560   Forwards     IE    Circular    79-20,      "Failure    of    GTE    Sijlvania    Relay, 
Type    PM   Bulletin    7303    Catalog     SU13-11-AC    ui/120    Volt    ac 
Coil."    No    action    required. 

QRIER.B.H.  Region    1,     Philadelphia,     Office    of    the    Director 

79/09/2-1.        If. 

7910130163   Ack    receipt    of    79O917    Itr     informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Repts    50-317/79-07   t. 
BO-31B/79-Q6. 

GR1ER.B.H,  Region    1,    Philadelphia.     Office    of    the   Director 

79/09/24,       Ip. 

--7910I20170  Responds    to   NRC    790BQB    Itr   re   violations   noted    in    IE    Insp 
Repts    50-317/79-07    &    50-319/79-06.  Correct  ive    actions:  new 
monthlg    surveillance    test    procedures    issued    to    check    locked 
valves, 
LUNDVALL.  A.  E.        Baltimore    Ons    !.    Electric    Co.        79/OB/17.        2pp. 

— 791012017S   Forwards     IE    Insp    Hopts    50-317/79-07    81    50-310/79-06    on 
790301-11    t.  notice    of   violation. 

DRUMMER,  E.  J.  Region    1.     Philadelphia,     Office    of    tho    Director 

79/08/Ofl.        2pp. 


—7910230567   Monthly    operating    rept    for    Sapt     1979. 

HERSON,S.  D.        Baltimore    Qas    !.   Electric    Co.        79/1O/15.        16pp. 


S.     Heportable    occurrenc 


elated    correspondence 


7910030431  Forwards  LER  79-034/O1T-0. 

RUBBELL,L.  D.   Baltimore  Qas  !.  Electric  Co. 


79/O9/2B.   Ip. 


—7910030140   LER    79-034/Q1T-0:  on    790914,  noted     that    air    start    sys    hangers 
not    built    to   meet    seismic    requirements.  Caused    b  ij    error 
classifying    lines   as   nonse  ismic.  Ins  tsl  lat  I  on   of    seismic   pipe 
supports    upgraded    diesel    starting    air    sys. 

RUSSELL,  L.  B.  ,     HEIBEL,R.P.        Baltimore-   Qas    S.   Electric    Co.        79/09/2B 
Ip. 


7910030471  Forwards  LER  79-031/03L-0 

RUSSELL,  L,  B.   Baltimore  Gas  !,  Electric  Co. 


79/10/01. 


— 79100304BO   LER    79-031/03L-0:  on    790903,  spuri  oils    trips    on   reactor 
protection   sys    channel    C    high    power    trip    units    accured   Causa 
not    stated.  Tomp    element    2-TE-132HC    replaced, 
LAGIEHBKI,  J.  .     RIZZQ.P.Q         Baltimore    Gas   «.    Electric    Co.       79/1O/01 


791Q04029B  Notifies    that    plant    has   operated  within    correct  6 
conservative    1 imits, despite    incorrect    allowable    limits   of 
axial    shape    Indei    vs    core   power    fract i on. Ut i  1    790924 
forwarding    Itr   (.   LER    79-043/01T-0   encl. 
LUNDVALL.  A,  E.        Baltimore   Oas    &   Electric    Co.        79/1Q/O1.       2pp. 

79101103B2   Forwards    LER    79-032/03L-0. 

RUSSELL,  L.  B.        Baltimore    Gas    &   Electric    Co,        79/1O/O1,        In, 


—  -7910120174   Notice    of    violation    from    Insp    on    790501-11. 

»    Region  1,  Philadelphia,  Office  of  the  Director.   77/00/06 
Ip. 

—  791012017B    IE    Insp    Repts    EO-317/79-07    t.    50-318/79-06    [in   7905O1-I1. 

Noncompl  ianco    noted:  fa  i  1  uro    to    follow   procedures    in   areas 
involving    valve    positioning    !.   positive    control. 

JOHNSON,  I).  F,  ,     BLUMBEHG.N,  J.  Region    1,     Philadelphia,     Office    of 

the   Director.       KEIMIG.R.R.  Region    1,    Philadelphia,    iieactiir 

Operations   Nuclear   Support    Branch,       79/OB/Q6.        18pp. 

7910040093  Forwards    IE    Info   Notice    79-23,     "Emergency    Diesel    Generator 
Lube   Oil    Coolers."    No    action   required. 

BRIER,  B.H.  Region    I,    Philadelphia,    Office    of    tho   Director 

79/09/26.       4pp. 


—7910110391   LEO   79-032/O3L-Q:  on   790905.  channe 1    D  nuclear    instrumentation 
sys    linear    pouer   range  was    indicating    erratically    high. 
Caused    by    inadequate   chassis    ground.  Signal    returned    to 
normal   after    cleaning    drawer   rails. 

DAVIS, B.M..     RIZZO.P.Q.        Baltimore   Qas   (.   Electric    Cn.       79/10/O4 
Ip. 


7910110411    Forwards   LER    79-033/03L-Q. 

RUSSELL, L.  D.       Baltimore  Gas   I.  Electric    Co. 


79/1 0/OB. 


Ip. 


—7910110413   LER    79-033/03L-0: 790907,  hi  gh    power    &    thermal    power    low 
pressura   pre-trip    t   trip   alarms   recleved   on    reactor 
protection   ays,  Causes   unknown.  Possi  b  ly    duo    to   moist  or   dirty 
detector   cables, 
DAVIB,S,M,,    RIZZO.P.O.       Baltimore  Gas   J.  Electric    Co,      79/IO/OB 


79101BOOBS  Forwards    IE   Bulletin    79-24,     "Froien   Linos."    Action   required 
OniEJl.D.H.  Region    1,    Philadelphia,     Office   of    the   Director 

79/09/27.        Ip,     . 


7910180369   Forwards   LER    79-035/O3L-0, 

RUBSELL.L.B.        Baltimore   Qas    &   Electric    Co.        79/IQ/O9.        Ip. 


7910190005   Provides    liBtino    of    NRC    renreacntatl VBB    who    will    porforrr 
control    element   assembly    guide    insn    program   during    week    of 
791021. 

REID.n.W,  Operating    Reactors    Branch    4    (Pro    791030).        79/09/27 

2pp. 


— 79101003B3   LEU    79-035/03L-0:  on    790922. plant    computer     fai led.  Caused    hy 
printed    circuit   board    failure   which    generated    rapid   access 
data    storage    disc    stop    s  i  gnal.  Circuit    board    replaced, 
DAVIS,  S.  M.  ,     RIZZO.P.Q.        Baltimore   Qas    &   Electric    Co.       79/1O/09. 
Ip. 


7910160516  Forwards    IE    Info   Notice   79-35,     "Reactor    Trips    at    Turkey 
Point  Unils    3  &  4.  "    No    action   required. 

GUIER.B.H.  Region    1.    Philadelphia,    Office    of    the    Director. 

79/10/01.       Ip. 

7910170504   Forwards    IE    Info   Notice   79-24.     "OvarpreBsur i zatlon   of 
Containment    at   PWR   Plant   After   Main   Steam  Line   flreafc,  "    Nn 
action    required. 

ORIERiB.H.  Region    1,    Philadelphia,    Office    of    the    Director. 

79/10/01,       Ip. 


7910250313  Forwards   LER   79-036/03L-0. 

RUSSELL.  L.  B,       Baltimore   Qas   I,  Electric    Co, 


77/10/19.       Ip. 


—7910230322   LEU   79-O36/03L-0:  on    791004,  control    element    assembly    1 
dropped    to   bottom  of   core.  Caused   by    oscillation    in    15-volt 
power   supply, resulting    in    dip    of   output  voltage    S,    decreasing 
holding    current    of   upper   grimper. 

LAGIEU6KI,  J,  S.  ,     BAUER,  E.  R.        Baltimore:    Oas    &    Electric    Co.       79/10/19 
Ip. 


79101004BO  Responds    to    IE    Info   Notice   79-83  t.    forwards    info   re 
potential    interaction    bcttunBn   nonsafoty-grode    sys   d    safotu- 
grade    ays, 
LUNDVALL,  A.  E.        Baltimore    GQH    t.    Electric    Co.        79/10/07.        ISnp. 


7910310303  Submits   nonroutine   radiological    anvlron    operating   rept: 
on  790B27, oyster    samples   analyzed    for    gamma-emitting 
radionuclides    showed    presence   at  Ag-1  IQm. Revi ew  of    data 
indicates    that  Ag-tOOm    in   oysters    is   plant-related 
STQUT.J.W.       Baltimore  Gas   t,  Electric   Co.      79/10/33.        Ip. 


7910130563  Forwards    "Control    Element    Assembly    Guide   Tube    Insp    Progran 
Proprietary    version   withheld    <ref    10uFR2.  790). 
OL90N,R.C,       Baltimore   Gas   fe   Electric    Co.       79/10/10,       3pp. 

— 7910130392    "Control    Element   Assembly    Ouiile   Tube    Inop    Program," 
nonproprietary    version. 
»     Combustion  Engineering,     Inc.       CEN-116    (B).       79/10/03.       33pu. 


79102902S3  LER  79-039/O1X-0:  on   791024,air   start    sys    hangers  were   not 
built   to  meet   seismic   requirements.  Cause   not    stated.  Air    line 
is    being    re-evaluated   re   support   requirements,    for    seismic 
qualification. 
AEIDEL.R.P.       Baltimore  Gas   &  Electric    Co.      79/10/24.       Ip 


U.    Congressional/Executive   Correspondence 


R,    Periodic    operating    reports    t,  related    correspondence 

7910230361  Forwards  monthly    operating    rept    for   Sept    1979, 
MeRSQN.S.D.       Baltimore    Oas    fc  Electric    Co.       79/10/15.       Ip. 


7910250107  Forwards    eicerpts   from  TR  Judson    Itr    re   ratings   of  utiU 
selected   pages    from    licensee   regulatory    performance 
evaluation. 
HOLT.M.  B.      House    of   Rep.'    79/09/12.      frpp. 
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DOCKET    50-320   THFIEE    MILE    ISLAND   NUCUEftR    STATION,     UNIT   3 

A.     Application/construction    stage    documents    (,    correspondence 

7910010S02    TM1-2    startup    problem   rept     for     instrument    air    i.    svc    air 
compressors. 
"      Metropolitan  Edison    Cn.       74/O4/29.        Ip. 

7910O1Q542    Ofc    of   QA    Surveillance    Rept    74-293    re    removal     &    replacemenl 
of   valve    RC-RV-3,NnnconfoiTiiancB   rept   for   741O3D,  741026 
NDT   rept,74IO26  cherk  t  ist,  uel  d    history    record    of    RC-RV-2   !• 
work    request    end. 
PQTTB,  W.  E.       Metropolitan    Edison   Co.        74/11/32.        24pp. 

7910010333    QC   Surveillance    Rept    75-1B2   re     testing    1    reins tal lation    of 
valve   RC-RV-3    to   RC5.  Uork     request     procedure    form    for    75Q913. 
IB  tc   30  uiork    request    approvals   !<  741217   Maint    Procedure 
IflOl-H,  1    re   pressuriier   relief   valvo   encl. 
POTTB.W.E.  ,    NEIDIG.R.  E.        Metropolitan    Edisom    Co.        75X10/03.        IBpp. 

7910010539    Forwards     "Tasting    Procedure's    t.    Equipment"    re    problems 
Experienced   during    testing    of   RC-RV3  e  1  ectromati c    pressure 
relief  valve    Type   2    I  /2.  3J  533VX.  Pr  op  oses   meeting    in/all 
concerned    to    identify    other    problems. 
BOLfJEfJ,  F.  P.        Dresser    Industries,     IT>C.         76/03/39.        5pp. 

7910010454   TMI    Proventative    Maint    Procedure    E-E,      "Dielectric    Check    of 
Insulation.MotoTS    &  Cables.  "   Test    results    dtd    790131    unc(, 
MILLER, J.       Metropolitan    Edison   Co,        77/04/IB.         lipp. 


791001O4£>4   TMI-2    drain    tank     data. 

*      Metropolitan   Edison    Co          77/0&/E3.         Ip. 


7910010531    Work    request     approval    for     feeduater    pump    *ya     to    tighten 
strainer    head    nuts.adj.uEt    packing    on    cooler    selection   valves 
&   tighten    flange   bolts. 
»      Metropolitan  Edison    Co.       7B/01/1B.       3pp. 

F.     Security*    medical,     emergency    ti    fire    protection    plans 

7910IBC-266   Forwards    "Act  ion.  !«   Response    Plan    For    Emergency    Personnel    & 

Citiiens.  " 

HENDERSON.  O,  K.        Pennsylvania,     State     of.        79/O7/31.        2/.pp. 

— 7910180273   "Action   >j  Response   Plan    for   Emergency    Personnel    d   Cititem 
MOLLOV.K.J.        Dauphin    County.     PA.         79/04/30.        HIQpp. 


O.     Ad  jud  icatory    correspondent! 


791O17O326   Order    granting    34-day    eitenslon    for    NHC    to    address 
Commission   shutdown   order.  New  !<   revised    Tech    Specs   not 
comp 1 eted, 
CASE,  E.  G.        Office    of    Nuclear    Reactor    Regulation.        79/OB/3Q. 


7910050014   Responds    to   AfiLD   Question   4.  TM1    79032B  accident   uia-a    not 
Class    f   accident.  Risk    to   hea  1  thi  safety    &   environ   uas 
extremely    lou. No    consideration    of  meltdown    or    explosion 
should    be    given    In    proceeding. 

UETTERHAHN.M.  J.        Public    Service    Electric    fc   Oas    Co.     of   New   Jersey. 
UETTEHHAHN,  H.  J.        Conner,     Moore    &   Corber.        79/OB/21.        ISpp. 


-79100500IB   SER.Suppl     1, 

«      Office   of    Nuclear   Reactor    Regulation. 


3pp. 


— 791OO50O20   FES    for    f ac i 1 i ty, SEC tion    VI.     "Environ    Impact    of   Postulated 
Ace  Idants.  " 
*      Atomic   Energy    Commission.       72/13/31.        13pp. 

791019OOO(j  Discusses    NRC    order    for    TN1-1    to    remain    shut    douin   until 
public    hearings   are   held    to   address    safety    concerns. 
DENTON.H.ft.       Office    of   Nuclear   Reactor   Regulation.       79/08/23.       Ip. 


— 79101*70009  Opposes    restart    of   TM1    plant. 

CDHSON,  H,       Affiliation    Unknown.       79/04/13, 


2pp. 


791O19O297    Discusses    NRC    order    for   TMJ-1    to    remain    shut    dnuin   until 
public    hearings   ore   held    to   address    safety    concerns. 
DENTdNiH.R.        Office    of    Muclear    Reactor    Regulation.        79/OB/2B.        Ip. 

— 79101903B7  Opposes    resumption    of    operation    far    TMI-1    because    no 
adequate    evacuation    plan    exists    for   all    residents    of 
vie  inl ty. 
PETROSKY.J.        Affiliation    Unknown.        79/O5/11.        2pp. 

7910190343   Discusses   NRC    order    for   TMI-1    to    remain    shut   doion    until 
public    hearings   arc    held    to   address    safety    concerns, 
DENTQN:H.R,       Office    c-f   Nuclear   Reactor    Repulation.       79/09/20.       Ip. 

— 791019031B  Requests    that    TMI    be    clOHed    forever. W/brochure    re   machine 
company    svcs    encl. 
W1L.KE,  D.       Affiliation    Unknouin.       79/O7/IA,        Ip. 

7710S40174   Petition    to    intervene. submi tied    by    i3   persons, Seeks    90-daj 
eiitenslnn    for   NRC    to    consider    classification    of   accident   as 
o«traor<(  inary    nuclear    oc  currence.  Notices    of   appearance    of 
D  Burger    &  RL   Hovl s    on    behalf    of   petitioners    cncl. 
QERGER.D.       Affiliation   Untnotun.       BEF10EH,  D.       Dorgcr,    D.       HOvIS.R.U. 
Kovis-     R.L,        79/09/28.         13pp. 


771O17O351    SDllOl^act    amending    State     of    f*A   Consolidated    Statutes, 
Title    35   re   health    &    safety. Adds   provisions    re    amereency 
mgt    ives. 
SHAPP.H.  J.      Pennsylvania,     State   of.       78/11/26.       30pp. 

7910190230  Affidavit    of    C   Hep  ford   re    inter  v&rior    Environ  Coalition   on 
Nuclear   Power    statement    of    facts    to    uhicii    there    is  matl 
dispute.  Natural    ventilation    can    bring    up    radon     from    interior 
of    shutdown  mine, 

KEPFBRQ.C.      Environmental    Coalition    on   Nuclear    Pouinr.       79/06/26, 
6pp. 

— 7910190219   Opposes    utilo     joint   motion    for    summary    disposition    &   NRC 
motion    for    partial    summary   disposition    on   radon   emissions. 
Radon   emissions    endanger    public    heat  tit.  Adopts    intervenor 
Ecology    Action  of   Osiuego    concurrent    filing. 
»      Environmental    Coalition   on  Nuclear   Pouer.       79/06/27.       12pp. 

7710170411    Ack    recsipt    of    790W7  &  0516   petitions    m    public    hearings    on 
TMI    accident.  Petitions     treated    undOT     10CFR2.  20&. 
DENTOM.H.  R,      Office    of    Nuclear  Reactor   Regulation.       79/07/O6.        Ip. 

— 7910170415  Notice   of    request   under    1 OCFRS.  30ft   far   public    hearings   on 
TMI    accident. 
DEHTON.H.R.       Office    of  Nuclear   Reactor   Regulation.       79/07/O6,       Ip. 

7909240181  Petition   to    intervene   tiy    RL   Knupp    on    behalf    of    Dauphin 
County.  PA.  Rna.uests    all    notices   of    hearings    re    all   nuclear 
facilities  ti  TMI    be    tenb   to    Dauphin   County    Commissioners, 
Certificate   of    svc    encl. 
*      Knupp    S:   Andrews.        79/OB/19,        6pp. 

79-1Q17O2B?  Urges    permanent    shutdown    of    nuclear    faci  I  ities.  Alternate 
sources    of   enorgy    should   be    studied. 
MCDIHITT,  R.  M.  ,     MCDIHITT,  R.  E.       Affiliation   Unknouin,       79/08/18.       Ip. 


791019O31I    Forwards    Commission   790B20   order    granting    30-day    extension 
for  NRC    to   order    imposition    of   neui  ft/or    revised    Tech    Specs, 
Requests    publication    in  FR. 

CH1LK.S.J.       Office    of    the   Secretary    of    the   Commission,       79/00/31, 
Ip. 

7910090395   Five   requests    to   make    limited    appearance    statements    at 
public    hearings,  submi  tied    by    local    residents. 
UOQUINOBILL.O.       Aff  il  iation   Unknouin.       79/09/02.       5pp. 

7910190176   Comments    on    proposed    rule    1QCFH110:  forwards    "Assessment    of 
OPfslte   Radiation    Doses    From  TMI    Unit   3  Accident,"    prepared 
by    Pickard.Loiue'   t,    QarTlcki  Inc. 

,  F,       Shaui,    Pittman,    Potto,    tt  Troiubridgo.       79/09/OS.       Ip. 


—  791019017B    "Assessment    of   OPfsite  Radiation   Dosen   From  TMI   Unit   3 

Ace  ident,  " 

»      Pickard   LtMiia    (,  Oarrich,     Inc.       TDR-TMI-16.       79/07/31.       300pp. 

7910190337  Requests    notification   of    hearing    It   opportunity    to 
participate    in    public    hearings    re   restart    of   TMI. 
NE8BIT,  D.  D.       Af  fil  iation   Unknouin.       79/09/05,       Ip. 

7910240416   Requests    notification   of   hearing    d   opportunity    to 
participate    In    public    hearings    re    issuance    of    permits 
licenses    Si  approvals    to   reopen   TMI-3. 
NEBBITrD.  D.      Affil  Iation   Unknouin.       79/09/O5.       tp, 

791O170374   Forwards    Anti-Nuclear   Group   Representing    York    petition 
requesting    issuance    of   EIS   prior    to   venting   radioactive 
gases    from  containment   at   TMI.  Petition    treated    under 
10CFR2.  SD6. 
DENTON.H.  R.      Office    of   Nuclear   Reactor   Regulation.       79/09/06.       3jp. 

—  7910170300  Notice    of   request    for   EIS  re   venting    of   radioactive   gasei 

from  TMI.  Petition    treated    under    10CFR3.  HOi. 

DENTON.H.R.       Office    of    Nuclear   Reactor   Regulation.       79/09/O6.       Ip. 
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—  791017O3B4  Ac  k  receipt  of  petition  requesting  issuance  of  EIS  prior  to 

venting  of  radioactive  gases  from  TMI.  Petition  treated 

under  lOCFRa.  2O6. 

DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/09/06.    lp. 

—  7910170338  Responds  to  Anti-Nuclear  Group  Representing  York  request  for 

EIS.  Forwards  draft  1  tr  of  acknowledgement  to  intervenora  & 

J  Bower  fr  0  Bradford.  draft  1  tr  of  transmittal  to  licensee  d 

draft  FR  notice  of  receipt  of  request. 

MURRAY,  J.  P.    Ruleraaklng  &  Enforcement  Division.   79/OB/24.   4pp. 

—  7"?IQ17O394  Petition  for  order  requiring  preparation  nf  EIS  prior  to 

venting  of  radioactive  gases  from  TMI. 

BOUGHS.  J.  .  BRADFORD.  Q.   Anti-Nuclear  Group  Representing  York. 

79/OB/09.   3pp. 

791O19O33O  Memorandum  re    rescheduling    of    evidentiary    hearings    on 
aircraft   crash    probability    i  ssue.  Part  ins    can    submit 
memoranda    bi|    791012  re    rescheduling    of    hearing    or 
continuance    of    indefinite    postponement. 

BISHOP,  C.  J.        Atomic    Safety    and    Licensing    Appeal    Panel.        79/O9/10. 
3pp. 

791O190355  Decision   ALAB-S62   granting    nummary    judgment    for   IJef  ic  ienc  ies 
lj  Si  6r  B.9.  Hi  12.  15,  19.  2O   ti   22-23.  Denies    summary    disposition 
for   deficiencies   re    emissions    from  mill    tailings   piles, 
underground   mines,  open   pit   mines   !<  mater    pathways. 
BIBHOP.C.J,       Atomic    Safety    and    Licensing    Appeal    Panel.       79/09/11. 
26pp. 


791Q2403QO  Urges  permanent  shutdown  of  TMI  ii 
KALMAN.  J.   Affiliation  Unknown.   79/09/12. 


ll  nuclear  plants. 
lp. 


7910240699  Answer  in  opposition  to  Susquchanna  Environ  Advocates 
petition  for  mod  of  special  prehearing  conference  order. 
Special  circumstances  warranting  consideration  of  Class  9 
accidents  have  not  been  shown.  W/Certi  fi  cate  of  Svc. 
CUTCHIN.  J.  M.     Branch  3.   79/09/19.   5pp. 

—  7910240703  Comments  on  JR  Mattson  790016  response  to  ASLB  question  rn 

Class  9  accident.  TMI-2  incident  was  DBA.  Accident 
classification  is  moot  under  circumstances  such  as  1MI. 
Supporting  documentation  t<  Certificate  of  five  end 
MARTIN,  J.      Accident  Analysis  Branch.   79/03/30.   5pp. 

7910240441  Forwards  NRC  790920  notice  of  delay  in  issuance  of  order 
for  mod  of  license  for  TMI. 
DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation,   79/O9/21.   2pp. 

—  791024Q44B  Notice  that  ei  tension  is  necessary  for  final  iration  of 

Tech  Specs  d  for  NRC  to  issue  order  imposing  modified  Tech 

Specs. 

DENTON,H.R.   Office  of  Nuclear  Reactor  Regulation.   79/09/20.   lp. 

791o"l70362  Notifies  of  public  hearing  re  restart  of  TMI-1.  Pirn*  page 
of  FR  notice  end. 

VULLMERiR.  H,    Assistant  Director  for  Systematic  Evaluation  Program 
(Pro  79103QJ.   79/09/35.    lp. 

7910240291  Forwards  FR  notice  of  NRC  order  outlining  issues  to  be 
considered  at  public  hearing  re  TMI-1  operation  status, 
VOLLMER.fi.  H.   TMI-2  Operations/Support.   79/09/23,   lp. 

791021Q313  Responds  to  790400  request  that  TMI-1  be  shut  down.  Forwards 
FR  notice  of  NRC  order  outlining  issues  to  be  considered 
at  public  hearing. 
VOLLMER.R.  H.   TMI-2  Operations/Support.   79/09/25.   lp. 

—  7910240317  Urges  that  TMI-i  be  permanently  shut  (own, 

PONTZ,  J.   Affiliation  Unknown,   79/O4/OB.   lp. 

791O1BO527  Order  directing  that  prepared  testimonies  of  witnesses  be 
filed  on  or  before  79011B.  Hearing  shall  commence  on  800333 
at  location  to  tin  determined. 
BIBHOPiC,  J.   Atomic  Safety  and  Licinsing  Appeal  Panel.   79/10/03, 


7910180S41    Memorandum   ALAB-566: explains   A8LAD   791003    order    directing 
parties    to    Hie    prepared    testlmonmies    of   witnesses     by    B0011B 
t,  advising    that   hearing   uilll    commence   on   BO0223.  States 
factors    considered    for    issuance   of   order. 

BISHOP,  C.  J.       Atomic   Safety    and   Licensing   Appeal    Panel.       79/10/11. 
I2pp. 


H.    General    correspondence 


7910240275   Responds    to   790404    1  tr    re    transportation    of    raduaste    from 
TMI    to    burial    grounds    in    Darnwel  1,  SC.  Forwards   NUREQ-0170, 
NUREQ-0935   &   FR   notices    re    transportation   EC   highway    routing 
of   radioactive   mails.  W/o   encl. 
HENDR  IE,  J.  M.       Commi  ss  i  on.       79/07/30,      3p  p  . 

—  79102402S1    Forwards  L  Jordan  790404    Itr  re    transportation  of   nuclear 

waste    from  TMI    to   burial    grounds    in   uarnuel  1.  SC. 
HOLLAND,  K.        House    of    Rep.        79/04/33.       2pp. 

7910170295   Responds    to    790636    Itr    re    irradiation    doses    received    by 
plant   workers    6   citiiens    from   TMI.  Forwards    TMI    overeipnsura 
rept   for    First   quarter    of    1979  t.  NUREQ-055a.  W/o   encls, 
MURPHY,  T.  D.  Radiological    Assessment    Branch.        79/OB/01.       2pp. 

79102S0069  NRC   response    to  various    Individuals  re    comments    submitted   on 
79032B   TMI-2   accident. 
DENTON.H.R.        Office    of   Nuclear   Reactor   Regulation.        79/OB/03.        IBOpp. 

791025QOB4  NUC    response    to   various    individuals   re    comments   submitted   on 
790328  TMI-2   accident. 

DENTON.H.R.       Office   of   Nuclear  Reactor  Regulation.       79/08/Oi. 
1200pp. 

7910170322  Ack    receipt   of   790406    Itr  re   ways    to   prevent   or  mitigate 
TMI-type   accidents. 
DENTDN.H.R.        Office    of    Nuclear   Reactor   Regulation.        79/OB/14.        lp. 

—  7910170327  Suggests   uie   of    paired   duplicate  control    elements    in  nuclear 

pouer    plants    to    prevent    TMI-type    accidents. 
Fi.YNN,W.J.       Affiliation  Unknown.      79/04/06,       Epp. 

7910190231    Responds    to   Itr    eipressing   concerns   re    TMI   ace  ident.  Response 
lists   corrective    actions    taken.  Ltr   returned   as    not 
deliverable    790921. 
DENTONiH.  R.        Office    of    Nuclear   Reactor    Regulation.        79/OB/15.        lp. 

7910190234   Responds    to    Itr    to  EPA   eipressing    concerns   re   cleanup   at 
TMI,  corrective   actions    to   be    taken  b  alternative    forms   of 
energy,  Every    effort   being   made    to  protect   health    &    safety   of 
public. 
DENTQN.H.fl.       Office   of  Nuclear  Reactor  Regulation.       79/QB/15.      2pp. 

7910340447   Responds    to  request    for    info   re  TMI,  Outlines   corrective 
actions    taken   &  new  developments    in  waste    removal.  Ltr 
returned    to   NRC    on   790904    for    insufficient  addrBBE. 
DENTON.H.R,       Office    of  Nuclear   Reactor  Regulation.       79/00/15.      2pp. 

7910250064  NRC   response    to   various    individuals  re    comments   submitted   on 
79032B  TMI-2  accident. 
DENTON,H.  R.       Office   of   Nuclear   Reactor  Regulation.       79/09/15,       400pp. 

7910170507   Responds    to    790720    Itr    requesting    infn    available    tn    public 
re   human    factor   problems  ti  TMI    accident,  Forwarda   NUREG-Q360, 
NUREG-0400  !«  NUREG-OS7Q,  W/o   encl. 
MATT80N.  R.  J.       TMI-2  Lessons   Learned   Task  Force.       79/OB/17.       Epp. 

—  7910170511    Requests    info  re   possible   relationship    of   human   factor 

problems    to   TMI    accident.  on   behalf   of  Public    Interest 
Committee   of  Human  Factors   Bo  c.  Juno    1979  neuifile  tt«r   encl. 
PRICE.H.  E.       Affiliation  Unfcnotun.      79/07X30.       4pp. 

7910230079  NRC  response    to  various    individuals   re    comments   submitted   on 
790320  TMI-2  accident. 
DENTON.H.R.      Office   of  Nuclear  Reactor  Regulation,       79/09/17.       135pp. 


79101BQ533  Responds  to  7B0807  1  tr  urging  permanent  shutdown  of  TMI-1  & 
TMI-2.  TMI-1  restart  is  .now  pending  before  ASLB.  Forwards  rept 
re  dose*  received  by  public  due  to  TMI-2  event.  All  TMI 
discharges  are  closely  monitored.  W/o  encl. 
DENTONiH.  R,   Office  of  Nuclear  Reactor  Regulation.   79/10/04.   2pp. 

—  7910180530  Urges  permanent  shutdown  of  TMI-1  (t  TM1-H.  Discusses.  effect 
of  TMI-2  event  on  personal  life  It  communi  ty.  Expresses 
concern  ro  discharge  of  water  from  TMI. 
HEICKER.M.J.   Affiliation  Unknown.   79/00/07.   2pp. 


7910190364  Commends    support   provided    during   whole-bodi)   counting   program 
in  MiddletomPA    in  Apr    1979. 
DENTON.H.R.       Office  of  Nuclear  Reactor   Regulation.       79/09/24.       ip. 

7910170437  Forwards  Application   for  renewal    of  Operator  Licenses    of 
RR  Booher.MB  Coleman.JR  Conndon.CC  Faust.  ER  Frederick. 
IF   Illjas   It  LO  Wright  &  Senior  Operator  Lieensn*    of  CD 
Adams,  RR  Hout.RS  Hutchlnson  »  BA  Mehler. 
MILLERra.P.       Metropolitan  Edison  Co.      79/OB/27.        lp, 

—  7910170448  Application   b«  RR  Booher    for   renewal    o-P  Operator  License 
DP-4S91. 
BQOHERiR.R.      Metropolitan   Edison  Co.      79/06/27.       3pp. 
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-7910170-J44    Application    by    MS   Coleman     for  renewal     of  Operator    License 
QP-4599. 

COLEMAN.M.  S,         Metropolitan    Edison    Co  71/OB/27.  2pp. 

-79  101  70446    Application    by    Jf)    Congdon    for  renewal     of  Operator    License 
DP-4596. 

.H.         Metropolitan    Edison    Co.  79/OB/27.  2pp 


—7910170448    Forwards    application     for    renewal    of    Operator    License 
CP-4602    for    CC    Faust. 
MILLER,  0.  P.        Metropolitan    Edison    Co.        79/OH/27.         Ip 

-7910170450   Application    by    CC    Faust    fur    renewal    of    Operator    Licence 

np-flioa. 

FflUST.C.C.        Metropolitan    Edison    Cn.        79/09/27.         Ip. 

-7910170454    Forwards    application    for    renewal    of    Uporator   License 
OP-4fe01     for    ER    Frederick 
MILLER,  G.  P.        Metropolitan    Edison   CD.        79/09/37          Ip, 

-7910170455   Application    by    ER    Frederick     for    mneuial     of   Operator    License 
DP-460I. 
FREDERICK.  E.  R.        Metropol  1  tan   Ed  j  son    CQ         79/09/27.        Ip. 

-791O170fliO   Application    by    IF     Illjes    for    renoual    of    Operator    License 
OP-4597. 
ILLJE3,T.E.        Metropolitan    Edison    Cn.        79/03/37.        ap|i, 


or    Operator 


Application    far    LO   Uright    for    renewal     of   Op 
DP-4(bOO. 
WRIGHT,  L.D.        Metropolitan   Edison    Co.        79/OB 


2pp. 


791Ol7O46i   Application    for   CD    Adams    for    renewal 
License    SDP-3OB3. 
ADAMS,  C.  D.        Metropolitan   Edison    Cn.         79/08/27. 


7910170470    Application   by    KR    Hoyt     for    r 
License    SOP-3036. 
HBVr.K.  R.        Metropolitan    Ediaon    Co.        79/OB/27 


l     of    Senior    (Jperatu 
Spp. 


-7910170473    Application    by    ftS    Hutchison    for    reneuial     of    Senior    Operator 
License    6OP-30B5-1. 
HUTCHISON,  R.E.        Metropolitan    Edison    Co.        79/OB/27.        Dpn. 

-791017047.6    Application    6y    DA   Mahler     For    renewal    of    Senior    Operator 
License    SDP-30S4-1. 
MEHLER.JJ.A         Metrop  ol  i  tan    Edison    Co.         79/08/37.         2pp. 

J10190313   Comments   on    proposed     rule     1OCFR140:TMI     incident    should    be 
declared    ci  traor  dinanj    event. 
LOHER.E.  M.        Affiliation    Uflfcnnujn.        77/09/29.        Ip 

?10170331    Responds    to    79OB15    Itr    re    decon  tamina  t  i  ng     nuclear    fat  11  ill/. 
Inn    eichange    resin   procea*.pPopc.5Bd     for    ua-ter 
decontamination    at    TMI.is     thorough    Si    effective. 

MULLER.D.  R.          Division   at    Site    Safety    t-  Environmental   Analysis. 
79/08/29.        Ip. 

-7910170337   Requests    info    re   method    used    to    dec  ontnmi  nate    TMI. 
NABARA.R.  R,        Af  f  i  1  in  tion   Unknown.        79/OB/19.         Ip. 

C10190319   Responds    to    790815    Itr    re    number    of    U    dioxide    pellets    in 
each    Zircalay    fuel    pod    at    TMI.  rtp  p  ro*    2O5    pallets    in    oach 
rod.  Drawing    of    fuel    rod    design    end. 
3CHRO£DER,F.  Division    of   Syatoms    Safety.        79/OB/29.        Spp. 

•7910190330   flequeits    info    re    number    of    U   ifioiide    pellets    in    oach 
Zircaloy    fuel    rod. 
NELL1S.R.A.       Affiliation  Unfcnmun,       79/09/15.        Ip, 

'10170429   Responds    to    79OS02    Itr    re     causal    relationsn  ip    betuisen   TMI 
accident    %    physiological     discomfort    eiperienced    by 
surrounding    population.  Ma    deterim  nation  re    relevance   of 
issue    to   restart   hearings. 
DENTDN.  H.  R.         Dfflte    of    Nuclear    Reactor    Reoulation.        79/OB/31.        3pp. 

7910170430   Discusses    causal    pelationship    betuaen    1MI    accident   !. 
phi/Bio  logical    discomfort  r,    ill    h&alth    enpei-ienced    by 
surround  ing    population. 
ARNOLD,  L.  E.       Parasci  enc  B    International.       79/OB/31.       4pp. 

1O190193   Comments    on   proposed    pule    IOCFR110:  r-eques  ts  TMI    incirioivt    bo 

classified    as    &*  tranrdinary, 

MASHIE.K.       Af  filiation   Unknotun.       79/Oa/3(.       Ip. 


7910190223  ComiientE    on    proposed    rule    10CFR140:  Environ   Mgt   Council 
protests    classification    of    TMI    incident    as   not    eitraor-d  inary 
malFunc tion    of    operati nn, NRC    licensing    procedures    should    be 
•suspended    until    findings   made    public. 
STAPLETON,  J.  J.        Ulster    County,     NY.        79/08/31.        Ip, 

79102403')6   Comments    by    Dept    of    Environ    Resources    on    "Environ 
Assessment : Use    of   EPICOR-II    at    TMI."    Assessment    adequate.  Use 
of    ays    should    start     immediately 
THQRNOURGH.n.        Pennsylvania,     State    of.        79/OB/31.        3pp. 

7910240336   Urges    that    contaminated    mater    at    TMI    bi>    evaporated     intc 
atmosphere    over    long     period    of    time, not    released     into 
Gusquehanna  River. 
ADAMI,J.E.        Affiliation    Unknouin.        79/09/06.         Ip. 


79103^0507   Ack    receipt     of     I    Ahlers    790727    Itr    re     IB 
rad  iatl  on. 
OAOMER.B.F.        Office    of    Public    Affairs.        79/09/0<b. 


— 791021O510   Foruiariis    I    AJilera    790737    Itr   re    levels    of    natural    radiation 
SMITH. 0.  A.        Navy. Dept.  of.        79/OQ/15.        5pp 

7910190467   Responds    to    79OS17    Itr    ro    Hconomic    hardships    caused    by 
continued    shutdown    of    TKI-1.  Respons  ib  i  1 1  ti|    to    ensure 
protection    of    public    health    t<    safety    has    priority. 
DENTaN.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/09/07.        3pp. 

7910240403   Responds    to    79OSQ3    Itr    urging    halt    of    const    an    nil    nuclear 
pauor    plants    until    TMI     i nvosti gati on    camp lete, Continued 
canst   mill    not    preclude    mods    to    design    b    operation    that 
Investigation  may    recommend. 
DENTDN,  H.  H.        Office    of   Nuclear    Reactor    Regulation.        79/09/07.         Ip. 

— 79103401B7    Urges    halt    to    nuclear    power    plant    const    until    TMI 
Investigation    is    comp leted. Neul y    discovered    safeguards 
should    be    included    in    facilities. 
BIEvERMAN.  F.  A.       Af  f  i  1  iat  ion   Unknown.       79/00/03.       ip. 

791034035B   Opposes    use    of    EPICOIi-II    at    TMI.  Environ    mill    be 
significantly    affected. No    release    of    radiation    is    aafe. 
HRQEHLEF),  C.  J.        Millemville    State    College.        79/O9/09.        In. 

7910030529   Responds     to    79Q627    Itr    re    suggestions    on    dealinq    lo/certain 
technical    aspects    of    TMI    accident    !<    forwards    NUREQ-057B    for 
i  nfo.  U/o    oncl. 
MATTSON.  R,  J.        TM1-2   Lessons    Loarnod    Task    Force.        79/09/11.        Ip. 

7910940459   Opposes    use    of    EPICOR-II    at    TMI. Sys    never    used    &    cannot 
filter    tritium.  Urges    permanent    shutdown    of    TMI, 
GLABTEIN,  W.       Affiliation   Unknown.       79/O9/I1.       2pp. 

791024O36B  Comments    on    NUREO-0591,     "Environ   Assessment    of   Use    of 
EPICOR-n    at   TMI."   Opposes    use    of    sys    oinco   mill    cause 
«von    groatur    contamination    proiilums. 
LCWISiH.  I.       Affiliation    Unfcnoun.       79/09/13.        Ip, 

7910340413  Urges   preparation    of   EIS   re   uso    of   EPICDR-I1    sys   at   TNI. 
KROEHLEH.C,  J.        Millorsvillo    State    College.        79/09/13.        Ip. 

7910340464  Notifies    that   NRC    assessment   of   use    of   EPICOR-II    at   TMI    is 
inadequate.  NRC    should    reject    sys.  EIS    should    be    prepared    by 
outside    agency. 
WDHLSEN,  A,  0.        Pennsylvania,     State    of,        79/09/13.        Bpp, 

7910190227  Respond*    to    Itr    expressing    vieus    on    nuclear    power.  Every 
effort    IB   made    to    ensure    continued    protection    of    health    fe 
safebij    of    public, 
DENTON.H.R.       Office   af   Nuclear   Reactor   Regulation.       79/09/14.       Ip. 

7910310469  Forwards    rep  t    on   use    of   EPICOfi-II    at    TMI.  NRC    environ 
assessment    is    flaiued    d    incomplete    due    to    limited    scope   & 
lack    of    sufficient   detail. 

CARABftg,  A.  H.  ,    SYLVESTER,  8.       Frank  1  in  l<  Marsha  1 1    Col  1  epe        79/09/14, 
6pp. 

7910340475  Opposes   use    of   EPICOR-II    at   TMI. Bye    is    untested. More 
effective    cleanup    methods    e«ist,  EIB,  not    anvii-on    assessment, 
should    ba    prepared. 
EPSTEIN,  E.  0.       Affiliation   Unknown.       79/09/14.       Ip. 

791Q35O074    NRC   response    to    various    individuals   re    comments    submibteif 
on  790328  TMI-3  accident. 
DENTQNiH.R.       Office    of  Nuclear   Reactor   Regulation,       79/09/11.       105pp. 

7910340473  Urges  NRC    to    reject   onviron   assessment   re    use    of   EPICDR-11. 
Rept    contains   unaubatant lated    claims, Sys    ig    not    offectlve. 
EPLER.R.  E.       Affiliation   Unknown.       79/09/15.       Ip. 


DOCKETED  ITEMS 


155 


7910340436   Opposes    uso    of    EPICQR-II     sy.3    at    TMI.  Sys    mill    not    remove 
tritium   &    may    be    care i nogenic,  Urge s    nationwide    moratorium    on 
nuc  lear   pouer. 
MCGDVERN.F.        Affiliation    Unknown.        79/09/16.        4pp. 

7910240455    Comments    on  NUREO-059]    re     use    of    EPICOfl-Il    at    TMI     NRC    sfiould 

not    ignore    health    of  future   pnpulat i on. Use   of    EPICGR-II 

is    no    solution, since  radiuasto    mill     still     be    generated 
LANGAN,P.  ,     PDWERB,  S.        Affiliation    Unknown.        79/09/16.        lp. 

79J0170420    Responds    to    790406    Itr    re     e<clusion    of    (nayo.r    of    Middletomn 
from    info    re   TMl.NflC     informs    state     uf  Fit  ials .  Sta,te    officials 
should     inform    local    officials. 
DENTON.H.  R.        Office    of    Nuclear    Reactor    Rogulation         79/09/1B.         Ip. 

—7910170135    Notifies    that    black    mayor     af    Midd In  town,  PA   mas    not     inPormod 
of    developments    at    TMI.Dversiio    nuuspaper    article    end 
TAYLDR,  C.  H.        Affiliation    Unbnoum.         79/04/06.        3pp. 

7910190387    Draft    Itr    responding    to    L    Schranti    790616    Itr    re    util    rate 
Introasos    resultins    from    TMI-a    inc  Idenc.  Rate    structures 
solely    uitfiin   province    of    state. No    decision   made    re   NiIC 
civil    penalty   action    against    licenaaii. 

STELLD^V.        Office    of     In&poc  t  ion   &    En  Fo-rccmen  t,     Office    of     th.a 
Director.       79/09/13.       Ip. 


7910170452   Respond    to    79QS21     Itr    re    N«C    criteria    for    floorf    protection 
r^^Vrc    "'i'1"1    '"    R°9    0«i-    »-  "   *    I"    AN5-N170.  P«t«tl0n. 

79/09/27         3pp  °f    Blte    SafBtl1    *   E^iTonm-ntii    An.lyli. 

771019030B    Responds    to    790931     itr    »    Class    9    ace Id.nt.. Submi t.    list    of 

"«"-*:;:  d^s:;;^  after  TMI  <"ia*nt  *  ••"•"»  «••• 

OENTflM,H.fl.        Office    of    Nuclear   Reactor    Regulation,        79X09/37.        3pU. 

-7910190310    Di.eu,...    inclusion   of    Class    9   accidents     into    licensing 
rovioui   procedures    for    nuclear    pouer    plants  licensing 

LEWIS,  M     I          Affiliation   Unknouin         79/08/31.         lp. 

7910180547    Foru»rd.     Hit.    of   M!C    personnel    yho    have    received     tr..ninfl 
^uivdlBiit     to    inter(nBdlate   health    physics    Re,Ue6ts    input    of 
data    to    Kompoteriied    training    file    to    erpeditE    acceaa 
pruccoaEng     Enc  1    withheld    (rcf    10CFR2.  7901 
CaLLl(43,  J.  T.        TMI-3    Operations/Sjppart.        79/09/EB.        Epp 

7910240302   Fo™ard«    "Kept    or,   Prel  ir,!nar  „    Radioactive    Alrhorn*    RelBa&B 
fc    Charcoal     Efficiency    Data.  TMI-2,  »     in    response    to    reque-st 
bj    PA    Dopt    of    Environ    Resourc&s.  U/o    end. 
CCLLIMS,J.   T.        TJ11-3    Opera  tions/Sup  nor  t         79/09/29.        lp. 


7-910190321    Responds    tu    request   for    preparation    of  E1S  on   propound 
emiesion    of    radioactive    gases    From    TMI    site.  Fir   notice    end 
DENTCN.H.R.        Office    of    Nuclear    Reactor    Regulation         79/09/1D.         lp. 

—7910190323    Requests    prnparation    of     HIE    prior    to   venting    of    radioactive 
gases    into    atmoophore     From    TH1 

C,        Affiliation   Unknown.         7^/OD/22.         Ip, 


7910170297   Responds    to    79O409    Itr    re     HEP    of    nuclear    pouier.  Every     effort 
is    being  made    to    ensure    continued    protection    of   healtli    & 
safety    nf    public, 
DENTON.H,  R,        Office    of    CJucloar    Reac  bor    Regulation.        79/09/20,        lp. 

—  7"M0170a99    Submits    popm    outlining    dangers    of    nuclear    pouicr 

gPICER,  E.  B.        Af  fi  liation    Unlmnurn.         79/O4/G9.        lp, 

7910240204  Responds    to  79O42Q    Itr    eipressinq    concernB   re    operation    of 
TMI    Out  1  inoa    noui    safety     precaut  i  ons.  h'oriuardB    NRG    repts    re 
licensing    process   !i    radiuasta   if!  spoaa  1  .  Cover    sheet    fop 
NUJ1EG-053B   and    onlij. 
DENTON,  H.  ft.        OffiKC    of    Nuclear    Reactor    Regulation.        79/09/31.         10pp. 

—7910210212    RoqueatB    illrect    reply    to    ,)   Hat-man    7^0511    queatioris    re 
THI.  Foriuarils    Itr    t.  Uh  1  te   House    79Uc.01    r-eapnnse 
RATHKOPF.C,  L         Energy,  DCJI  t.  of         79/06/12,        4pp 

—  7'?102fl021l?  ForuardB    J   Hat-man   770flSB    Itr    re    TMI    u.iste    dianusal    ft 

nuclear    energy, 

Z!NN,P.        President    af    US    &   E.ccutivo    Officeo.        79/O5/15.         2pp. 

7910190356  Heaponds    to   79O822    Itr    to   II    Ftijan.  Forward  s    info   contained    In 
omorgoncy    kit  uhlch    is    Furnished    to    uach    truck    haulinn    uaate 
from  THI. 
COLUINBi  J.  T.       TMI  -a   Qper.it  i  ons/Supp  ur  t.       79/09/24,       fl|,p. 


79101103B9  responds    tr  F0irt   request    For    certain    doruff,entB    re   1MI, 
^PB=    ''**    documnnts    subj    to    revest.  In  fo    partially    withheld 
<ref    F01A   E»omptlon9    6   t,   7CI  . 

Nj  J   M.  Division    of    Rules    anrf    RecordB.        79/10/01.        4pp. 


1;    P:e;i!V   79091l!   Ur  ^ar^^   environ   ..,..lln.nt   re   „, 

I    at    Til  1-2,  as    requested  .  W/o    *ncl 
yDLLM!Efi,H,  H.        TMI  -3    Operation  a  /Support.        79/1O/O3.        !p, 

7910220342    Foruardc    "TMI:  Study:    of    Regulatory     Imp  1  icat  i  e.r,5    for 
Ratepaycru.  "    W/o   oncl. 
KALTHAN,  PI.  Cost    Benefit    Analysis    Branch.        79/1O/D3.        lp. 

7910220314    Forwards    NUHEO/CR-I  093,     "THI    TElephone    Survey:  PTE  1  im.naru 
Rept    on    ProcDduros    t.   Findings"     in   resttonsi!     to    reouest    W/o 
encl. 
KALTMAN.M.  Cost    Gonoflt    Analysis    Branch          79/10/09.        lp. 


«,  nr  Jiesponds    to    request    for    info    re    TMI-2   event.  .Recommends 

NURtO    repta    re    ovunt,  ava  i  lab  lo    for    purchase    From    NIKE 

UENTOW,  H.  R,        Office    of    Nuclear    Jleactor    Regulation.        79/10/1^.        2pp. 

— 79101B056ib   Roquests    info    on  TH1-H    incident 

BAMEf,  P.        Af  fi  Uation    Unknown.        79/10-/12.        lp. 

I.     Financial     information 

79S0160257    "rtnnual    Financiji!    llept    1978.  " 

DIECKAMP.H.        Qenoriil    Public    Utilities    -    GPU   Service    Corp,        7a/li!/31 
30pp. 

— 7910160364    "Annual    Financial   Rupt    1977. " 

KUHNB.W.G.,     DieCKAMP.H.       Ooneral    Public    Utilities    -CPU   Service 
Ciirp.        77/12/31.        35pp. 


7-?10170397  Motifies    that    prior    to   release    op    con  lam  inat  eri   uiahor    from 
f  aci  11  ty,  uti  1   uill    evaluate    alternative   methnda   of   uator 
cleanup    6   d  i  spqnal .  Forwards    environ    at  aos  Btnont    re    irso    of 

EPICQFi-II,  W/<i   oncl, 

VQLLHEn.n,  H,         flsoistant    Director    for    aija  tema  t  ic   Evaluation   Program 
(Pro  7910301.       79/09/29.       2pp. 

79102fl0305  Hosponds    to   7903^0   raallgram   re    removal    of    contaminated   mater 
from  TMI,  Uti]    mill    evaluate    alternative    mothoda   of   water 
clean-up   &   disposal    prior    to    release    of    water.  Forwards 
N-UfieO-0391.  Cover   page    nf    NUREO-0591    oncl    only. 
VQLLMEfl,!?.  M.        TMI-2   tip  era  tlnno /Sup port.        77/09/23.        3pp, 

— 791O24Q309   IHmuestfl    that    contaminated    uater    not    be    remaved    until    all 
o,ueBtions    about    final    disposal    are    aatisfactori  lu   ansuored 
LEWIS.M.   I,        Affiliation    Untnuun.        79/03/30.         lp. 

7710190249  Reepiinds    to   7907O6    Hr    to  FDA    re    .tudy    on    f  ac  i  1  i  tu.  Forward  s 
NUI)EO-055a,W/o    oncl.  * 

DENTDN.H.n.       OPPice    of   Nuclear   Reactor   Regulation.       79/09/26.        lp. 

— 7910190351    Forwards    T    volpa    79070fo   Itr    ra    effects    of  TMI    accident, 
flequos  ts    CDirment. 
WOERBCHEL,  W.  N.        Energu,  Dopt.  of.        79/07/30.        2pp, 


— 7910160H71    "Annual    Financial    Rept    IffB.  " 

BARTNDFF,  S,       Jorseij   Central   Poyer    t.  Lieht   Co.       76/12/31.       20pp, 

--7910160277    "Annual    Financial    nept    1977." 

BrtFlTNOFF,  S.        Jersey    Central    Power    !<   Light    Co.        77/12/31.        2Opp. 

— 7910160296    "Annual    Financial    Rept    1977." 

CfieiTZ.  H.  H.       Metropolitan   Edison  CD.       77/12/31.       20np. 

—  7910160300   "Annual    Financial    Rupt    1979.  " 

vERROCHI,  W,  A.       Philadelphia  Electric    Co.       7B/1S/31.       17pp. 

— 7910160305    "Annual    Financial    Rept    1977." 

VERRQCHI.W.  A.       Philadelphia  Electric    Co.       77/12/31.       17pp. 

J.     Insurance    (<    indamnity    information 

79101BO&13  Foriuards  Amend   9   to    Indemnity    Agr*ament    Q-64,  changing 
definition    nf    "in   tha   course   of    transportation,  " 

N,  J,  Antitrust   d  Indeninitj   Oroop.       79/1O/10,       2pp, 


DOCKETED  ITEMS 


Advisors    Committee   on    Reactor    Safeguards    reports    tt    correspondence 

,0170530  Motiee    of    relocation   of   790«3~34   meeting    of  ACRS    Ad   Hoc 

iubcommi  tt«e    on    TMI    Ace  ident.  Meet  i-ng    ui  1 1    be    held     In 

lash  tngtotii  DC. 

:HIl_K,  S.  J.       Office    of    the    Secretary    at    the    Commis  s  i  an.       79/O4/13. 


,0170443   DHcuSfc.es    XSBtb   ACRB   inseting    on    790405-07    t,   790416-17 
ipBcial    meeting    In   Wash  ing  ton,  DC. 

;ARBQN,M.H.        ACRS    -   Advisory   Cn-mmittee    an    Rose  tor    Safeguards. 
'9/0-4/19.        3pp. 

.0170936   Notice    of    rescheduling    at    790433-24   meeting    OF    ACRS   Ad    Hoc 
lubcommittee    nn    TMI. Committee    mill    meet    79O430-D50I     in    Los 
mgelHs.CA   to    discuss    accident    implications. 

iHILH.,3. 0.        Office    of    the    Secretary    of    the    Commission.        79/04/17. 
P- 

.017O316  Schedule   E,  outline    of    3S9bh    ACRB  meeting    on  790SIO-13   in 

la-shlngton.  DCp  !•«     implications    of    7MI    790336    accident  !i 

••sponae-s    to    IE   bulletins. 

I      ACRS   -    Adviioru,    Committee    on    Reactor    Safeguards.  79/03/04.        -4pp. 

.0170494    Notice    of    790S31-O6Q1    meeting    of    ACRS   Ad    Hoc    Subcommittee    on 

'HI    Accident    Implications    In  Ua  shlng  ton.  DC.  Portions    of 

laeting    nay    be    closed    to  protect    proprietary    info.JC  Hoyla 

iffidavit    »ncl. 

IOYLE,  J.  C,        Office    of    the    Secretary    of    the    Corruniss  i  c-n.        79/OS/10. 

Ipp. 

017O462   Discusses    229th   ACRB   moetinc.    on    790SIO-1S    in   Washinton,  DC. 
ARBON.  M,  U,       ACRS   -  Advisory   Committee    on    Reactor   Safeguards. 
'7/05/23.        2pp. 

0170320   Schedule    >J   outline    of   230th    ACRS    meeting    nn    7906 14- It    in 
'ashingtom  DCi re    implications   of   TMJ    79O33Q   accident, 
UREO-0531     t,   NUflEO-0396. 

ACRS  -  Advisory    Committee   on   Reactor    Safeguards.       79/06/12.       Bpp. 

01704B9   Notice    of    790709   meeting    at    ACRB    AS   Hoc    Subcommittee    on 
HI    Accident    Bulletins    !<  Orders    in   Wash  ing  ton,  DC    to    discuss 
eBpanoe   of    vendors  !<   utils. 
DYLE,  J.  C.        Office     of    the   Secretary    of    the    Cnmml  salon,        79/06/20. 


791OI7QSB6    Notice    of    79OB03   meeting    of    ACBS   Ad    Hoc    Subcommittee    on    TMI 
Accident    Implications    in    Hash ington, DC, re   nuclear    pouer 
p  lant    desi  gn. 

HOYLE,  J.C,       Office    of    the   Secretary    of    the   Commission.       79/07/17, 
2pp. 

7910170303    Schedule    fc    outline    of    332nd    ACRS   meeting    on    790B09-11     in 
Hash  1 ngton,  DC.  re   L£Rs    &   state   t    local    emergency    response 
p 1 ans. 
»      ACRS  -  Advisory    Committee    on   Reactor    Safeguards.       79/07/31.       3pp. 

791O17047B   Summary    of    231st   ACRS   meeting    on   79O712-14    in  Wash ington, DC. 
CARBON, M.  U,        ACRS   -   Advisory    Committee    on    Reactor    Safeguards, 
79/09/01.        3pp. 

7910170292   Notice    of    790905   meeting    of    ARCS    Ad    Hoc    Subcommittee    on    TMI 
Accident    Implications     in    Mashing  ton, DC. re    nuclear    pouer 
plant    dea ign. Porti ons    of    meeting    may    be    closed    to    protect 
proprietary    info.  JC   Hoyle   affidavit    encl. 

HQYLEiJ.C.        Office    of     tlie    Secretary    of    the    Commission.        79/OB/15. 
3pp, 

79IQ1704B1    Summary    of   232nd   ACRS  meeting    on   790BO9-11    in   Hash ington. DC. 
CARBON,  M.  W.       ACRS  -  Advisory    Committee   on   Reactor    Safeguards. 
79/OB/21.        3pp. 

79 IG! 70300    Tentative    schedule    for    790B22   meeting    of    ACRB    subcommittee 
in    San  Francisco,  CA,  re    combination    of    dynamic    loads. 
»      ACRS  -  Advisory    Committee    on   Reactor    Safeguards.       79/OB/22.      2pp. 

7910170269   Transcript   of   ACRS   Ad    Hoc    Subcommittee    on   TMI    Accident 
Implications   79O905  hearing    in   Hash ington,  DC.  Pp    1-393, 
Supporting    documentation    encl. 

OKRENT.D.  ,     CARBON.  It.  W.  ,    KERR,  W.       ACitB  -   Advisory    Committee    on  Reactor 
Safeguards.        79/09/05.        S99pp. 

791O1S0511    Transcript    of   ACRS   Subcommittee    on    TMI-2  Accident   Bulletins 
&    Orders    791002  hearing    in   Wash  ing  ton,  DC.  Pp    1-393. 
MATHIS.W.M.       ACRS  -  Advisory    Committee   on   Reactor    Safeguards. 
79/10/03.        293pp. 

7910220349  Transcript    of    ACRS   Subcommittee    on   TMI    Accident    Implication* 
791003  hearing    in  Washing  ton, DC. Pp    1-307. 

DKRENT.D.       ACRB  -  Advisory    Committee    on   Reactor   Safeguards, 
79/10/03.        331pp. 


OI70515   Wotice    of    790711    meeting    of    ACRS    Ad    Hoc    Subcommittee    on 

MI    Accident     Imp  11  cations    in   Hashing  ton. Dd  to    discuss 

ucle-ar    pouer    plant    design. 

OVLE.J.  C.        Office     of    the   Secretary    of    the    Comdni  ssion.        7V/OA/31. 

PP- 

024043-1    Portion    of    minutes    of   ACRB   meeting     re    Topic    25, design    of 
uxiliarij    feed  water    sys, 

ACRB    -   Advisory     Committee    an    Reactor    Safeguards.        79/Q6/25,       2pp. 

910340437   Portion    of   minutes    of   ACHB   meeting    Pe    Topic    36. 
aafety-ri la  ted    Implications    of  main    steam    &    Feeffuater    sys. 
*      ACRS  -  Advisory   Committee   on    Reactor    Gafeguards.      79/01/29. 
3pp. 

D240425   Submits    that    questions    of    philosophy    re    TMI     investigation 

Jit    be    s-efctled    before    -specific    recommendations    for 

ractlial    implementation  are   given. 

HEOFANQUS,  T.  0.       Purdue   Univ,       79/06/26.       3pp. 


P.    Operating    license    stage    documents   t<   correspondence 

7909170211    Dramlno    "Reactor   Coolant   Pip  ing : Asiemb ly    Elevation." 
Available    in   Central    Fil0s    nnli; 

•  Dabcock    iWilcox    Ca.       <i7/15/19.       Ip. 

7910190209   Submits    parameters    ro    irradiation    of    mandrel    wrapped 
ui/calilDS.  Irradiation   complete    on   740603. 

DIETZrO.R.        Isomedii,     Inc.     I  subs,     of   Maesfield    Enterprises,     Inc.  I. 
76/06/09.       2pp. 

79I0010'59'1    Surveillance    rept    of   RCS   valve   RC-RV-2    from  mechanical 
maint    dept.Uork    requests    encl. 
COTTER,  U.  U,       Metropolitan  Edtsnn  Co.       77/10/26.       Bpp. 

7910010499  OC    document    file    of    vendor   purchase    orders    (catalytic). 

*  United    Engineers   &   Constructors.     Inc.     (Bubs,     of   Raijtheon   Co.), 
73/01/06,        54pp. 


3170313  Schedule   «,    outline    of   231st   ACRS  meeting    on   790712-14    in 
ashington.  DC,  re    safety    research, LEHs   (-    Implications    of 
11    79O323   accident. 

ACRS    -  Advisory    Committee   on   Reactor    Safeguards.       79/07/O3.       2pp. 

S170469   Summary    of    230th  ACRB  meeting    on   790614-16    in  Maso  Ington,  DC. 
^RnONlM.H.       ACRS  -  Advisory   Committee   -on   Reactor    Safeguards, 
7/07/03,        3pp, 

M7053B  Notice    of   790726-27  mee.tinfl    of    ACRB  Ad   Hoc    Subcommittee    on 

11    Accident    Implications    in  Washing  ton,  DC   re    nuc  1  e-ar   power 

lant   design. 

)YLE,J.C.       Office    of   the  Secretary    of    the   Commission.      79/O7/10. 


U70519  Notice    of   addition    to   agenda    of    79O7H6-27    meeting    of  ACHS 

I   Hoc    SLlcommi ttee    on   THI   Accident    Implications    in 

isli  Ington,  DCr  to    discuss   nuclear-   pouer    plant    design. 

1VLE,  J.  C.       Office    of    the  Secretary    of    the   CommiB*ign.      79/O7/16, 


7910010471  Application    to   remove   auniliary    lildg    sump    pump    HDL-T-9   frum 
svc    for  replacement   of   ruptured    disc. 

OUTHRIE.O.       Metropolitan   Edison  Co,       7B/05/10.        Ip. 

7910010S37  Work   request    approval    for    calibr   fa    installation    of   probes 
for   reactor    coolant    pirmp, 

BENNETT.!-!,  K.  ,    TQOLE.R.J.,     BARRY,  0.  E.       Metropolitan   Edison   Co. 
7B/05/16.        10pp. 

7910010934    "Berated   Hater   Storage   Tank    Level    vs    Vol    !<  Calibr   Sheets." 
BENNETT, U.K.       Metropolitan   Edison   Co.       78/08/04.       Bpp. 

7910010500   TMI    Corrective   Maint  Procedure    1407-1    to    provide    guidance    in 
use   of   generation  maint    computer    sys. Procedure    is    applicable 
during   all    modes    of   plant    operation. 
HARTMAN.A.,    HANUQN.J.P.       Metropolitan   Edison   Co.       7B/11/S9.       101pp. 

7910010472  Diituftsvsi    continoency    recommendations    for   actions    if   all 
reactor   coolant   pumps    are    lout.  Suggests    sys    be    taken    solid 
m/hinh    pre*9ure    Injection    pumps   ft  vented    through    pressuriier 

via   eleetromatic    relief   valve   circulation. 
HALLMAN.D.F.       Babcock    (,  Nllcoi    Co,       79/03/30.       3pp, 


DOCKETED  ITEMS 


7910170402  Recommends    that    spatial    distribution   of    ground    cheese 
u/time    in    affected    reg ion.  1 sotop ic    compos  1 tioni time 
pattern    of    activity    released    &    number    of    persons    Bipased.be 
recorded    in   TMI    investigation, 
YEU.IN,  J.        Harvard    Univ.        79/04/02.        Ip. 

7910010506   Observations    d    estimates    re    containment    bldg    fc    Estimate 
of    lower    bound    for    total    metal-water   reactions. 
THIE9INQ.  J.  W.       Metropolitan   Edison   Co.       79/04/07,       2pp. 

79100104BO  Clarification    of   appropriate    pressure    indications' instrument 
string    errors   &  readability    errors    to   be    used    uihen 
implementing    B&W   &    TMI-S    operating    procedure    for    reactor 
coolant   pressure. 
8MDTF1E.J.R.        Babcoek    &   WilCDI    Co.        79/O4/OB.        2pp. 

7910010932   Forwards    compilation    of    protective    interlock     iitfn    per    J 
Cunningham   of   West inghousc   790406    request. Interlocks    u/no 
impact    on    current    or    eipected    plant    status    not    included. 
»      Bibcock    t.  Wilcox    Co.       79/Ofl/OB.       4pp. 

7910010543  Discusses   method    for    steam   generator   B    integrity    checking. 
MR  Stagg    790406  memo    to   G  Urqunart   re   clarification    of 
Question    1    on   once-through    steam   generator    B    leak    encl. 
KQ5IDA.R.E.       Babcock    8.  Uilcoi    Co.       79/O4/OG,       0pp. 

7910010479  Clarifies    appropriate    pressure    ind  icatlons.  instrument   string 
errors   which    include    radiation    effects   !i  readability    errors 
to   be   useff   when    implementing    B&W  &  TMI-S   operating    emergency 
procedure    referencing    reactor   coolant   pressure. 
SMOTHE.J.R.       Dabcock    &   Wilco*    Co.       79/01/09.       3pp. 

7910010509  Summary    of    79040S  DOC* ing    group   meeting    in  Lynchburg.VA   re 
Zlrcaloy-uater   reaction  l<   hydrogen    inventory    at   DbU, 
DUNCAN.  R.  N.       Combustion   Engineering,     Inc.       79/04/10.        llpp. 


D.crlb«    -J"    «•"• 


of    »«»»    to    recon 
1    T"  *    FaMi' 


—  7910170369   R0qtm»ti     that    NRC    prepnm    .«qUBnc*     of    «v*rit«     lading     I* 
concern    thai    h<|dmff*n    bubble    In    rector    or..  sura   v»nl    ««v 
hava    boon    combustible. 
JDHMSQN.  V.  L.       President's    Ccrnml  •  •»  ton    on    th*    Accident    *t   Threu    Hilt 

Inland.       79/O7/1H.       2pp. 

79l01703fc9   Ack    receipt    of    agreement    to   assist    nuclear    Industry    In 
e=tflbliBhin3    natl    in»i    to    monitor    k    improve    oparntor    of 
nuclear    pauor    reactors.  -i«,«>j,ii         -i 

MATTBON.n.J.        TMI-2    Lotions    LonfrHfd    Talk    Fare..       79/IJ//31         Jpp. 

7907310397    Forwards     "Executive    Summoru.  TMI     Liquid    t,    ti  a  too  lit    fUUan**    s 
Tocfi    Specs    as    Rosiilt    of    Incident    on    790320," 
PORTER,  S.  W.       Porter-Qorti    Consul  ton  ti,     Inc.        71/00/lS.        In, 


-79O924O603    "Executive    Summary, TMI    Llqulif    &  0, 
Specs    as    Ro'sult    of    Incident    on    77032B,  " 
*      Portei — Oer tt    Conau Hants.     Inc.        79/00/1) 


asaoui 
, 
79/0(3/10. 


lfl|ip. 


7'71Q17O'i20   Forwards    notlen    oP    jivnilnblllty    of    tuwtron    as««»im«nt    Tor 
dacontnmlTiatlnn    of    Intermed  Id  to    levifl    r*Juant«    wnUr   At    Trtl 
for    publlcattnn    In    770BBO    FR. 

CMILK.a.J,       Office    of    tlie    Becratarg    D'    tho    Comiiin«li>n,       77/08/1!). 
Ip. 


Notice    of  ava  1  lab  i  1  l.tg    oP    environ   Ataatimtnt    fa-i- 

decatitomlnotton    of  In  termad  late    1  fvtl    r*Jujmte    viator   at    THI, 

HdVLE,  J.  C.       Office  of    UIB    Becrolaru    of     tdo   ComirHnioii.       7WOII/H. 
2pp. 


7910010524  Forwards    three    pages    from  Alliance    Research    Center   Ropt 
re    preisuriiar   ret    leg    effervescence    tent. Work    initiated     in 
1976    to   provide    Info    for    prediction    of    pressuriier    level 
indication    error   during   LOCA. 
FAIRBROTHER,  D.  B      Metropolitan   Edison   Co.       79/04/11.       4pp. 

7910010470  Forwards   Drauing    I41563E-13   of   reactor   coolant    piping 
assemb ly    elevati  on. 

*  Dabcuck    &  Wll  cm    Co.       79/04/13.       2pp. 

7910010528  Documents    info   given    *°   K   Ellison    on  790413    re   min   malioup 
flow   if   TM1    Is    forced    Into   Contingency    Procedure  C-S6   upon 
site   evacuation. 
uRQOKBiD.L.        Dabcock    tt   Uilcoi    Co.        79/01/13.        3pp. 

7910010538  Forwards   Drauing    141563E-13. reac tor    coolant    piping    assembly 
elevation,  RE  Koslba    790409   response    to  Lev'lnson    forwarding 
reactor   vvssel    drawings    for    core    bypass    calculations    encl. 
HERQER.D,        Metropolitan   Edison    Co.        79/O4/13.        Bpp. 

7910010920  Responds    to   HE  Suhrke    790414  memo,  Instruction   461- re   relief 
valVB    parf ormance.  Forwards    tables    providing    Electromatlc 
pellef   valva    open/close    ttmcsi  state    of    fluid    passing    through 
valveifloui  rate   ti   integrated    flow. 

HUNnCA,  M.  V.  -    VOSHUfiaH.  R,  0.  ,    CDAD,  Ft.  D.       Dabcock    !<Wilcox    Co. 
79/04/19.       Spp. 

7910010477  TMl/utll    data    reduction   8.   mgt   group    Status   Ropt    B. 

*  Oeneral    Public   Utilities   -  GPU   Service   Corp.       79/O4/16.       2Ipp. 

7910010323   Submits    comparison    op    performance    tests    for    Fonboro    Type    Ell 
GK  %  OH  pressure    transmi tteri.  E« tabliihes    suitability    for 
specified    eves.  Foriuards    <iual  if  Ication   rept.  W/o    encl. 
PEPP.D.  L.       Bailey    Controls   Co,  <  subs,     of    Qabcock    &  Wilco*    Co.  ). 
79/03/00.       2pp. 

7909050239   Comments    on    draft    NUREQ-Q553   pe    funding    of    state    fc    local 
radiological    •morgencij    programs.  Citrus  County. FL  uill    deploy 
version   on   ring    sys    only    if   R&D    funds   are    provided. 
ALLEN,  0.  J.       Citrus   County,    FL.       79/05/17.       4pp. 


791O17O3&5   Request!    that    7'?Q&I3    1  Icente    nnitunl    application    fill' 
CL  Quthrle    be    omnniJBit    to    applv    only    to   Unit   3. 
HILLSR.d.P,       Moti-opolitan    [idlson   Co,       79  f  GO/  Hi.        Ip, 

7"HQ3404bB   Outlines    actions    tsiken   r»    TMI    a<cN*nt    ti    a\t«rmtf    forma    ttf 
energy.  Program  i    belni    dcvalopeil    to    accticimojfll*    anllcljisttit 
need    for    disposal    of    high    lovil    watt*. 
DENTON,  H,  R.       Office    of    Nuclear    Hufle  tor   llvoulal  I  un.       '/V/GD/17.        IJ|i|K 


7910240916  (i.  spend  i    to    7<JOB07    I  IP    rt    NFIC   r*«pon»fl    to   Jit  Ha  1  1  1  B    V 
Itr.  Forwards   NflC   7  90  7  26   mpontR    re    kite     fLooiUng 
ODSSICK.L.  V.      DfficK   of    ths  Civcutlvt   Dlr*clur    far   Of>sr*Uft 
79/as/aa.      ip. 


—  771024D3IG   Rnquest»    that   NfiC   *mw*r-   M  HalUl   7VD91II   Ur   re   9.lt» 
FlooJlng    (•    foruiard    response    to   IHnvlron    D»r*HlW    Tuni), 
HABICHT.  E.  R-      Environnnntol    [>iP*n*«  I'und.       7^/OH/O'/.       Ip. 

7910190a?B   Dlicuiiei    packaging    ft    trarntfrort    ttf    TMl-B   contfllnmsnl    b  I  Js 
uiite    mater    samp  1  en,  8*mp  1  1«    (lAckngxl    fc    traiiBpor  toil    accpril  lt*fl 
to   NRC    t.   DDE  r«Rulntlon>, 
CatLINB,  J.  T.       TMI  -2    Oonr*  t  lout  /Gup  pflct.        79/011/H/.        Ijl. 

7910190279   RecommtndB    dailgn   mnrfs    b*f«r<t   uork    an    valvs    flU    cantolnlug 
Hestlnghousff   tyi   component*   s  tnn)i»d,  I'rior    to   t«rmln«btnn   of 
valve    pit    const,  reeommonif*    cat  pint)    nlowrtilr  «»»   of    fji'»t 
Isolation   valve, 
COLLINS,  J.  T.       Trtl-2  Onerfltlonj/aunPOft,        79/GWa7,        In, 

7910240477  Foruardi    tpjnBcript   of    tnt«cvUu«*   r»    I1-.   lnv«»tlo*t  loti   ut  1H 
accident.  Mall    refer«r>ced    In   NUJIEO-OAOO,  Ml  1  1    bu    nvflllat.!* 
770707.  W/o    ene). 

9TELLD,  V.       OPfice-   of    rn«p*ctlon   t.  EnfuT'itirifiH,    orc*ee   ot   Uia 
Dirac  tor.        79/OB/3Q.        Ip. 

791O110437  FOIA  rat^enl    Par   partlana    of    tncldant   meppnto   «tr  telipholi 
tape»   nob    transcMptfd   &   for   Inl:*pti4t    pollcij   memoranda 

Bovornlng    tranieMpt  ion   proe.ai.  sjtj.  Ulnliiff    rtaian*    for  : 

failure    to    tranicrlbi    cerlalri    tapes.  i 

F1ALKA,  J.  J,      M^shlngtan  BUr,       79/OD/30.       Ip  ! 


79100104B6  Latch    functional    teat    performed    to   verify    that    latch    sys 
doaa  not  close  valve  EF-U-12A/B. 
*      Metropolitan   Edison   Co.       79/06/2?.       4pp. 

7710190204   R>d.ue»t*    const    of   event    tree    of   TMI    accident   by 
probabilistic    aatessment    group. 

JOHNBONi  V,  L.       President's   Comninlon   on    the   Accident    't   T-hren  Mlla 
Island.       79/07/16.       Ip. 


791019030S  NotlfU*   of   r«vliw  of   71)0(317   llr    r-   lo»»   of   con 
natural    ciTCuUtlon   4    offict    OH   pUnb    *»til>,,  Pt-nuset  i    add 
inPn   r»   Bt-w  cont»rv«  t  lv«   .nfllyiia    of   thtrmnl    cycling   of 
ono-throujh    «t*.m  gtnardtor. 
COLLINS,  J.  T.       TMI-3  Opera  t  toni  /8gp  port,       79/OB/C10,       Ip. 


Ulnd 


l-c.hnlc«l    info  av 
H90-aq»   of   790022    tiitlmonu   btrnr 
H'H   "T1*"    !"    °"    A"'""11*    *t   TMI    and. 
79/08/SS"  -ij*n*   *   c»«l-»lon  an    th«  Accld.nl   .1 
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DOCKETED  ITEMS 


—791034012!    Responds    to    790030   request    for    TMI    chronology    re    hydrogen 
bubble    concerns.  Each    entry    in    chronology    annotated    to    show 
info    sourm.  Forwards    chronology,  memos    commenting    on    first    !. 
final    chronology    drafts    ft    list    of    Final    draft    reviewers. 
(TATTSQN.R.  J.          Division    of   Systems    Safety         79/09/Oi.        39pp. 


7910170343   Submits    preliminary    results    of    reactor    nldg    water    samples. 
Substantial    ongoing    ana  lye  is    bo  ing    performed. 

VOLLMER.R.  H.          Assistant    Director    for    Systematic    Evaluation    Prooram 
(Pre    791030).        79/06/31.        2pp. 


omments    on    TMI    hydrogen 


-791Q340127  Responds  to  790821  request  foi 
bubble  cbrcnol  ugy.  Forwards  no  comments. 
LANNINQ.W.  D.  Division  of  Reactor  Safety  Reaearch.  79/OB/27.  Ip 


-79IO240135   Submits    list    of    major    TMI-related    actlvitios    from 
79033Q-042O   performed    by    WD   Lanning. 
LANNINQ.W,  D.  Separate    Effects    Research    Branch.        79/03/27. 


2pp. 


-7910240110   Comments    on   Encl     3   of    790B31    memo 
hydrogen    bubble.  Submits    recollections    of    d 
790331    HI/DS.W   t.   NRC    officials. 
NOVAK,  T.  H.          Division   of    Systems    Safety         79/OB/29.        Ip 


chronology    of    TNI 
ssions    on 


— 7910240140   Provides    addl    comments    to   TMI-2    hydrooen    bubble    chronology 
Submits    personal    recollections    of    activities    from 
79033 1-04O1, 

STELLO.V.        Office    of    Inspection   ;,   Enforcement,     Office    of    the 
Director.        79/09/34.       2pp. 

—7910340170   Notifies    that    T   Hurley    approves    of    RJ   Mattson    quoting 
personal    recollections    of    TMI    event, 
SEACH.H.H.          Division    of    Reactor    Safety    Research.        79/OQ/24.        Ip. 

— 7910240180   Forwards    draft    of    personal    recollections    re    TMI-2   hydrogen 
aubbl  e   chronology. 

TAYLOR, M. A.          Probabilistic    Analysis    Branch     (Pre   79103O) 
79/08/27.        5pp. 

—7910340193   Forwards   revisions    to    TMI-3   hydrogen    bubble    chronology. 
LANNINO.W.  D.          Division    of    Reactor    Safety    Reaearch.       79/06/31 
*PP. 

—7910340207   Replaces  790607    memo    to    file    u/cori-cc  ted    !<   updated    info    re 

principal    contact  made   w/eiternal    organizations    during    'I  MI 
ac  cident. 

LEYINE.S.        Office  of   Nuclear    Regulatory    Research.        79/O8/30.        Ip. 

—7910240232   Foruards    summary     of    telcona    (.    futher    thoughts    on    TMI 
ace  ident. 
BChfWAftZ,  H.  R.        DroolihavEn    National    Laboratory         79/04/34.        4pp. 

--7910240332  Notifies    that   on    790103  criteria    developed    for   rate   of 
degassing    S.    process     limits     to    be   maintained. 
THADANI.A.C.          Division    of    Systems    Safety.        79/00/30.        3pp. 

--7910240340   Submits    personal     recollections    of    turn    addl    conversations    re 
hydrogen   bubble    for    inclusion    in   chronology. 

STELLO.V,        Office    of    Inspection    &   Enforcemant,     Office    of    the 
Director.        79/OB/30.        Ip. 

—  7910240353   Submits    personal     recollections    of    activities    re    TMI 
hydrogen   bubble    from  790401-O2. 
RDSZTOCZY.Z.R.  Analyai s    Branch         79/09/31.       2pp. 

—7910240367   Forwards    info   J,   mathematical    calculations    re    siie    of 
hydrogen   bubble  at   TMI. 
PHILLIPS. L.  E.  Analysis    Branch.        79/04/QS.        5pp. 

-79102103B4   Responds    to    790830   memo   Forwards    790703   memn   w/attachmenU 
describing    activities    of   engineering    branch    re   7M1    hydrogen 
bubble. 
NOrJNAN.V.  S.  Engineering    Branch    (Pre    791030).       79/OB/3I.        Ip. 

-7910240392   Dl scoseea    activities   !,   contributions    of    engineering    branch 
r&   hydrogen    bubble  postulated    cooldoun    transients. 
NQQNAN.V,  S.  Engineering    Branch    (Pre   791030).       79/07/03.        3pp. 

-7910240304  Expresses   appreciation    for  work    done   re  hydrogen   bubble 
problem. 
DENTQN.H.R.        Office    of   Nuclear    Reactor   Regulation.        79/OS/25.        4pp. 

-79103-40309  Submits   sources   of    info  re   hydrogen   bubble    chronology 
DEttTGN.H.R.       Office  of  NucUar   Reactor  Ragulation.       79/06/31,       Ip. 

-7910240315  Foruards   addl    corrections    to   revisions   of   hydrogen   bubble 
chronology. 
AHEARNE.J.        Commission,       79/00/31.        6pp. 

-7910340331    Submits    suggested    changes    in    Final    draft  of   hydrogen 
bubble    chronology, 
DUONITZ.Q,        Office   of   Nuclear    Regulatory    Research.        79/08/30.       3pp. 


7910190284   Responds    to    79O809    Itr    re    effects    of    airborne    radiation 
from   790326    inc i dent.  Requests    addl     info    re    metallic     taste 
in    air    eiperienced    by    local    citizens. 

PETERSON. H.  T.  Radiological    Health    Standards    Branch         79/06/31 

3pp. 

7910170406   Responds    to   790711     request.  Forwards    NRC    790519    memo    re 
interim   organiiation    to    deal    ill/impacts    of    TMI-2   !<    priority 
tasks, List    of    available    NUREQs    encl. 
DENTON,  H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/O9/07.        2pp. 

7910190327   Concurs    iii/proposed    criteria    for    pump    motor  power    re 

Class    IE   source    requirement.  Li  sting    of    non-IE    loads  on    IE 
busses    enc  1. 

COLLINS.  J.  T.        TMI-2   Operations/Support.        79/09/07.  2pp. 

7910240353   Responda    to    79O933    request    for     info    re    Bandia    study    of 
effectiveness    of   SRP  !<   safety    review  work    performed    by 
contractora.  Forwards    OE   Edison    790830   memo    to   F    8chrooder 
&    list    of    contractors.  U/o    encl. 
DENTON.H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/09/1O.        2pp. 

— 7910240360   Requests    results    of    Sandia    study    of    ef f ecti venesa    of    SHI', 
safety    review   work    performed    by    contractors   !i    info   re 
supervisory   role    of  NRC    over    contractor    performance 
DEYOUNG.R.         Division   of   Site   Safety    &  Environmental    Analysis 
79/OB/23.        Ip. 

7910240496  Responds    to   790723   request    for   NRC    opinion    re    amount   of 
media   attention    given    to    question    of    fuel    melting    S.   cars 
meltdown.  Forwards    NRC    790330    proas    release    Si    1MI-2    event 
tree   analysis    for   core   meltdown   &   evacuation    procedure!! 
DENTDN,H.R.        Office    of    Nuclear    Reactor    Regulation.        79/09/10.        25pp. 

—7910340499  Requests   NRC    opinion    re    largo    amount    of    media   attention 
given    to    question    of    fuel    melting    &    core    meltdown. 
JOHNSON,  V.  L.       President's   Commission   on    the   Accident    at   Three   Mile 
Island.        79/07/23.        Ip. 

7910190303   Forwards    documents    requested    during    790B32    testimony. No 
written    comments    on    NUREG-0560    From    foreign    govts. 
LAFLEUR.J.D.       Office    of    Internet  inna  1    Programs.       79/O9/12.       2pp. 

79102401B7  Responds    to    790S17    Itr    re    opposition    ta    util    customera 
paying    fines    resulting    from    ace ident.  Rate    structure    not 
within   purview  of   NRC.  No   decision    on    enforcement    action   re 
pass-through    of    civil    penalties    assaensed    against    util. 
BTEiLO.V.       Office   of    Inspection   J,   Enforcement,    Office    of    tho 
Director.        79/09/13         Ip. 

7910170361    Forwards    NRC    comments    on    Apr     1979    draft    rept    "Environ 
Monitoring    of   Radioactivity," 
MINOOUE.R.Q,        Office    of    Standards    Development.        79/OW13.        21pp. 

7910190240  Responds    to    790B14    Itr    to   0   Smith    rcqueating    that   NRC 
representative   attend   790925   PA   Commission    on   T«I    meeting 
NRC  will    be   represented. 
COOL, U.S.  Occupational    Health    Standards    Branch.        79/09/11.        Ip. 

7910190313   Notified    that    NRC    will     issue    order    for    mod    of    License 
DPR-73.  Forwards    order,  safety    evaluation   &  App    A   Tech    Specs. 
W/o    ends. 

OENTON.H.R.       Office    of    Nuclear    Reactor    Regulation.        SECY-79-529 
79/09/14.        Ip. 

7910240398  Responds    to   790317    Itr    re    natural    circulation    stability, 
Requests   addl    info   on   RC8   pressure    response   !,   decay    heat 
removal    aga   operation, 
COLLINS,  J,  T.       TMl-a  Opera  t  i  ona/Sup  port,       79/09/15.        Ip. 

7910190475  Requests    util    program   detailing    plana    for    controlling 
primary    sys    chemistry    5.    indicating    limits    for   all 
contaminants    at  various   reactor    coolant   conditions. 


VOLLMERiR,  H. 
(Pre    791030). 


Assistant    Director    for   Systematic    Evaluation  Pronran 
79/09/17.       2pp, 


7910340461    Discusses    4,  000  F   temp    at   TMI    core    exit.  Three    persons   uiho 
claim   to   have    fcnnuiledge   of   alleged    situation   requested  I 

anonymity.  Names  uere    deleted    from    transcript.  No   conscious 
effort  made    to    exclude   raf    to    4,000  F    temp. 

STELLO.V.      Office    of    Inspection   &  Enforcement,    Office    of    tho 
Director.      79/09/17.       3pp. 
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7910250215    Informs     that     effective    date     for    implementation    of    EPA    std 
for    LWR    U    fuel.    cycle     is    791201.  Requests    compliance    ui/ 
radiological     affluent    Tech    Spec     implementing    LWR    provisions. 


en          ec         p 

Mathod    for     implements  tion    requested    by    7911O1. 
QAMMrLL.W,  P.  Assistant    Director     for    Operating    R 

791030).        79/09/17.         Ip. 


ctor   Projects    (Pre 


771O17O39O    Forwards    discussion    &    event     tree    for    THI 
raspo-nee    to    790716   requast. 
LEVJNE,  S,        Office    of    Nuclear    Regulatory    Research. 


ident    tn 


77/O7/1B.        tp. 


— 7910170395    Biscussea     analysis    of    likelihood    of    core    melt    accidents 
initiated    by     loss    of    feeduater    transients     for    typical    B&W- 
daaigned    reactor. 

MURPHY, J.A.  Probabilistic    Analysis    Branch     (Pre    791O30> 

79/OB/O9.         Spp. 

791Gl902i.a   Submits     list    of    items    requiring     followup    action. 
COLLINS.  J.  T,         TMI-2   Qperat  ions/Sup  port.        77/09/1FJ.        Ip. 

7910240249    Provides     status    summary    on    activities    &    review   areas    of    taek 
forco     Including    operator    trai ning.  prapos ed    rulamaklng    It 
general     meetings. 
TEDESCQ,  R.  L,         TMI-2    Lessons    Learned    Task    Force.        77/09/1B.        3pp. 


— 7910340532    Request    buj    Ofc    of   Emergency    Svcs    for   dddl     info   re    route 
selection    for     transport    of   TMI    radiuaste. 
ANDERSON,  J.  D.        West    Virginia,     State    of.       77/OB/32.         Ip. 

7710110432   FQIA    request    for   socioeconomic    survey    of    TMI    impact,  prepared 
for    NRC    b<j     Mountain    Heat   Research.  Inc   &   Social    Impact 


Research ,  I  nc , 

SPUDISiM.A.        Sullivan    t,   Cromuiell.        79/09/35. 


2pp. 


771Q170192    Comments    on    NUfiEG-0591    re    use    of   EPICDR-11     at    TMl-a. 
WALKER.  R.S.         House     oif    Rep.        79/09/29.        Ip. 

—  7910170196    Comments    on    NUREG-Q571:  TMI    rept    "Use    at    EPICDR-II    at 
TMI"    inadequate.  NRC    recommendation    of  continued   EPICdlJ-II 
use    is    unwarranted    due    to    limited   nature  of  rept    tt    lack   of 
sufficient    data  i  1  s. 

BARABAS,  A.  H.  ,     SYLVESTER.  S.        Franklin   ft   Marshall    Co-liege.       77/09/1 4. 
6pp. 

7910180555   Notification    of    791001    seminar   ui/Ofc    of   Nucloar    Realtor 
Regulation    staff    in    Qethesda,  MD   to   discuss   current    status 
of    TH1-2   A     future    recovery    programs. 
COLLINS.  J.  T.        TMI-2   Op  erat  ions/Sup  por  t.       79/07/35.        2pp. 


7910100430    List*    basic    objectives    believed     to    best    serve    public 
interest     in    planning    TMI    recovery     operat  ion,  Opposes    proposed 
Tech    Specs    changes    re    venting    of   radioactive    gases.  Urges 
reconsideration    of    refusal    for   meeting    to    discuss   deciston. 
DIECKAMP.H.        General    Public    Utilities    -    GPU    Service   Corp.        77/07/19 
3p.p. 

7910170189    Submits    «ntdl     infn    to    supplement    79OFJ22    testimony    t.   79091O 
E  tr    re     foreign    reactor    transients    that    led    directly    to 
change-9     in     design    or    operating    procedures    in    US   reactors 
LAFLEUR,  J.  D.        Office    of    International    Programs.        79/09/19.        3pp. 

771Q24O390    Forwards    proposed    agenda    t,    press    release    for    790920-30 
meeting    u/General    Eve    Corp   &  Met   Ed    re    emergency    planning 
FOT    Unit    1. 

RQEj  J.  W.  Reactor    Safeguards    Licensing    Branch     (Pre    791030), 

79/09/20.       Spp. 

7710S4O541     Responds    to    790B00    Itr    re    Parascienco    Intl    claims    of    ill 
effects    on     local     citizens    from   TMI     79O32S   accident.  NRC 
offered    to   meet    ui/LE    Arnold    of   Pirasc  lenco    Intl.  Forwards 
NUflEQ-Q55a.  W/o    end. 
DEMTOM.H.  H.         Office    oF    Nuclear    Reactor    Regulatiqn.        79/09/2O.        2pp. 

—  791O240S4B    Submits    allegations    of    physical    &   psychological     effects    of 

TMI     accident     that    NRC    has    ignored 

ARNOLD,  L,  E,       Parascience    International.       77/OS/oa.       4pp. 

—  7t?lO2405B-t    Requests    explanation    of    NRC    failure    to    investigate 

allegations    by    LE   Arnold    of    Parascienco    Intl    re    effects    of 

TMI    accident    on    populace, 

REED.  S.  R.        Pennsylvania.     State    of.        77/03/08.        2pp. 


791Q24033B   Forwards    790913    Itr   mhicti    mas    sent    to   all    operating    nuclear 
(joiner   plants. 

H.        Dfftco    af    Nuclear    Reactor   Regulation.        79/O7/25.        Iff. 


—  7910240101     Notifies    of    NRC   requirements    re   recommendations    of    TMI    task 

forces.  Includes    rule    requiring    plant    shutdouin    For    human   or 
procedural    errors    &   rulemaking   on    inerting   requirement    for 
Mark    1    t.    Mark    II    DWR    containments. 
EIBENHUT,  D.  G,  Division   of    Operating   Reactors.        7WO9/13,        4pp. 

—  791O240410    Submits    summary    of    232nd    ACRS   mooting    on    77OB09-11     In 

Washington,  DC. 

CARBON.  M.W,         ACRS    -   Advisory    Committee    an    Reactor    EaFafluardi 

79/OB/3J,        3pp. 

—  791O240415    Notice    of    schedule   of  regional   meetings    r«    implementation    of 

Lessons    Leamod    Task    Force    recommendations, 

CABE.E.  0.        Office    n*    Nuclear   Reactor   Regulation.        79/09/12.        2pp. 

7910170551    nesponrfa    to    790U17   t.   OB15    Itrs.  Forwards    THI    Lessons    Learned 


Reactor    captain    concept    should    bo    included    in   taut    force 

UIOT  k    scope.  U/o    enc  1 . 

DENTON.H.  R.        Office     af    Nuclear   Reactor   Regulation,        79/09/26 


Ip. 


—7910170553    Submits    complaint    that    790417    Itr    re   THI    was    acknowledged    bij 
undated    form    1  tr. 
PITZER,K.  S,       California,    Uniu,     of,    Berkeley.      77/08/15.       Ip, 

—  7910170561    Form     Itr    acknowledging    receipt    of    cammonts    on    1HI    accident. 
DENTOM,  H.  n.        DPPice     of    Nuclear   Reactor   Regulation.        79/OB/Ol.        Ip, 


7910190183    Forwards    SECY-79-473   (,  relevant    background   roatl.W/o   end. 
REHM,  T.  A.       Office    of    the  Executive    Director    for   Operations. 
7-9/07/21.         Ip. 


—  791Q170S67    Submits,    reactor    captain    concept    for    safe    operation    of 
nuclear    power    reactors. 
PITZER.H.S.       California,    Univ.     of,    Berkeley.      77/D4/17.       Ip. 


7910S4O45a  Summary    of   790B30  mooting    w/QNL    re    physics    technical 
ass  is franc e    program, 
DUNENFELD,  M.          Division   of   Systems    Safety.       79/09/51.       2pp. 

79I017037Q  Forwards    memo    re   THI-3  containment    pressure 

MATTBON,  R.  J.         TMI-a   Lessons    Learned    Task    Force.        77/07/34.        1[ 


791O17Q26B  Notifies    at    assignment   to   uirito   daily   repts    summari  i  Ing 
all     liquid    if  i  scharges,  spec  i  fy  ing    date    Ei    time. 
COLLFNS,  J.  T.       TMI-2   Op  erationa/Eupport.      77/09/56.        Ip, 

771O190276   Compares    B&W    results   of   TMI-a  containment    nldg    waste   sample 
analysis    ui/DRNL    result 5. 
LEE.  J,  Y.        TMI-2    Operations/Support.        77/07/36.       3pp. 


— 791Q1703ai     Diitussea    effects    of    THI-type    accidents    in    relation    to 
containment    pressure    response,  calculated    by   Portland   General 
Electric    re    peoble    Springs    reactor. 
MfLSTEAD,  W.  C.       TMI-3   Lessons    Learned    Task    Force.       77/07/13.       3pp. 

791Q240H5B   Forwards   ntemc-    re   difference    between    pressure   response   at 
TMI    &   pressure    calculated    for   CP    far   Pebble   Springs   reactor. 
MATTSON.  R.  J.        TMI-3   Lessons    Learned    Taafc    Force.        79/09/24.        Ip. 

— 791034O266    Responds     to    Kemeny    Commission    question    re    disparity    between 
~THl    containment   response   d  Pebbla   Springs    calculated 
containment    response.  Different  analysis,    components   used1 
MILSTEAD,  a.  C.       TMI-2   Lessons    Learned   Task   .Force.       79/09/12.       2pp. 


7910190524   Notifies    of    revieui  of    "Reactor  Coolant  Pressure   Control   Bus 
Design  Criteria    -   Makeup   Position, Revision  6.  "   No    comment. 
COLLINS,  J,  T.         TMI-a    Operations/Support.       79/09/37.        Spp. 

— 7910190236    "fleactor    Coolant   Pressure   Control    Bys   Design    Criteria   - 
Makeup    Position,"    Task   £B, 
LU,T.       General    Public   Utilities.       79/09/30.       llpp. 

791O10O169   Forwards    atSdl    info    to    supplementary    startup    rept    filad   on 
79O3S3.  Info    includes    reactivity    ca  Uulatiom  ilropped    rod 
control    testi  core    pomer   distribution  t  unit    load   steady 
state    performance, 

.O.       Metropolitan  Edison  Co.       79/07/2H.       101pp. 


7V10240513  Responds    to.   790923    Itr  ra    routing    of   TMI    uaste    to   burial 
site    in    WA.  B    Ruiche.Met   Ed    consultant    on   waste   mgt 
activities, u£l  1    be    in    contact.  Info    t<   signa   contained    in 
omargoncij    tits    for    raduiasta  will    be    forwarded, 
RVAN.R.O.       OPfice   of    State  Programs.       77/O9/S').       Ip, 


7910160076  Responds    to   790720  request   for   info   re    fate    of    iodinB 
isotopes    after    TMI    ace  itfent.  OaBeous  releases   were   passed 
through    charcoal    filters    in  auxiliary    bldg,  thus   decreaainn 
ratio   of    I-J31    &   Xe-133. 
BEMTON.H.R.       Office    of    Nuclear  Reactor  Regulation,       79/O?/aB.       llpp. 
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7910O40317  Discusses    continued  uiater    leakage   problem  at   p  lant.  Leakage 
if    being    stored    in    tank, but    at    present    rate    storage 
capacity   will    be    full    by    end    of    month.  Recommends    that   NflC 
authoriie    use    of   EPICDH-1 1.  Summary    of    problem    ere). 
ARNOLD.  R.  C.       Metropolitan   Edison   Co.        79/10/01.       7pp. 

7910170354   Provides    definitive    guidance    re    need    for   &    lifetime    of 
environ    barrier    separating    Fuel    handling    areas    of    tuo    units, 
based    on   NRC   790B09    order   &   notice    of    hearing. 

COLLINS.  J.  T.          Diviiion   of    Site    Safety    &   Environmental    Analysis, 
79/10/01.        Ip. 


791Q25024O   Forwards    79IO19    "Fourth     Interim   Rcpt    on    TMI-2    Accident.   " 
HERBE1N,  J.  0.        Metropolitan    Edison    CD.        79/10/13,        Ip, 

— 79102HD215    "Fourth     Interim   Rept    on    TMI-3   Accident,  " 
•     Metropolitan   Edison    CD,       79/10/1S.       42pp. 

791019029B  Forwards    info    re    primary    aya    chemistry    &   corrosion   control, 
in   response    to    NRC    790917    Itr,  Primary    Concern    of    RCB     is. 
chloride    stress    corrosion    of   austonitic    stainless    stscl. 
HERBEIN.J.Q.        Metropolitan   Edison    Co.        79/10/16.         11pp. 


79'1Q190306   Requests    addl    accident    6    transient    analyses    re    MUREG-037B, 
Section   3.  1.  9   b   App    A, Page   AS.  Info    should    be    submitted    per 
schedule    in   NUREQ-057B. App    B. 
ROS3.D.F.       TMI-2   Bolletins    &   Orders.        79/10/01.        3pp. 

7910190211    Forwards    response    to   JH    Ua 1 1 i s    790B21    follouup     Itr    re 
treatment   of    flood   risks. 
DENTON.H.H.       Office    of    Nuclear    Reactor    Regulation,        77/10/02.        Ip 


79101B0270   Perry    County    disaster    plan. 
»     Pennsylvania*    State    of.       79/10/lfl. 


1pp. 


791O23095B  Discusses   EPICOR-II    readiness,  as    requested    by    NUC 
order. All    operating    procedures    have    boon    submitted    to    NRC   & 
comments    incorporated.  EP1CDR-I I    sys    In    designed    Sc 
constructed    in   accordance   ui/reg    guides, 
HERBEIN,  J.  0.        Metropolitan    Edison    Co.        79/10/IB.         Ip. 


—7910170216   Responds    to   790321    follouup    Itr    re    treatment    of    flood    rinks. 
Only    first    page    of    Itr    in    package. 

MULLER.D.R.          Division    of   Site    Safety    t,   Environmental    Analysis 
79/09/27.        Ip. 


7910310350  Supports    formation    of    interagoncy    committee    to    develop   & 
implement    plan    for    post-accident    examination    of   TMI-3, 
Includes    scope    of    eiamination. 
HENDRIE.J.M.        Commission.        79/10/19.        Spp, 


7910170276  Responds  to  79O913  request.  Forwards  "Environ  Assessment  nf 
Use  of  EPICOR-II.  "  H/a  enel. 

VOLLMER.R.H    Assistant  Directnr  for  Systematic  Evaluation  Program 
(Pre  791030).   79/10/03.   Ip. 

— 7910170378  Requests  "Environ  Assessment; Use  of  EPICOH-II.  " 

PEARL. M.L.   Huclear  Hater  d  Waste  Technology,  Inc.   79/09/13.   Ip. 

79101B056B  Oiscusses  review  of  containment  bldg  water  sample  analysis 
util  action  items  t,  proposed  project  schedule  for  submerged 
d«mineraliier  sys  design.  Requests  addl  info  by  791025 
COLLINS.  J.  T.   TMI-2  Operations/Support.   79/10/05    2pp 


7910300196  Discusses   agreements    reached    at    79102H  mootino    ro 
draining    of    borated   water    storage    ton*    for    tank    i-   Jecou     hoat 
piping    repairs.  USB    of   EPICOfl-II    requires    suitable    tankage    at 
Unit    1    be   maintained    for    storage    of   wastouiator    from  Unit    2 
ARNOLD,  R.  C.       Metropolitan   Edison   Co.       79/10/23.       Ip, 

0.     Inspection   reports,     IE   Bulletins    &    correspondence 

7909050170    IE   Bulletin    75-01,      "Through-Wall    Cracks  in    Cor*    Spray 
at    Dresden-2.  "  i        t 

*     Office    of    Inspection   &  Enforcemont,     Office    of  the    Director 
75/O1/30.        3pp. 


791Q1BOS93   Forwards    "Rept    on   Preliminary    Radioactive   Airborne    Release    !, 
Charcoal   Efficiency   Data." 
COLLINS,  J.  r.       TMI-2   Operations/Support.        79/1O/05.        Ip. 


790905031B  IE  Bulletin  77-O3,  "Eloctrical  Connector  Assomb  1  !•,. 
*  Office  of  Inspection  t,  Enforcement.  Office  of  the  Uircctnr 
77/11/08.  Bpp. 


— 79101B0599  "Rept  on  Preliminary  Radioactive  Airborne  Release  t,  Charcoal 
tf  f  ic  iency  Data.  " 

79/06/30.   24pp.  S  *  °"S   uPP°rt 

7910110409  Responds  t°  FOIA  request  fo.  soc i oecnnomic  survey  of  TMI, 
prepared  for  NRC  by  Mountain  West  Research,  Inc  I,  Social 
iTf".*  Researchl  J"^  Forwards  draft  NUREO/CR-1093,  "TMI 

F  Surveu:Preliminary  Bept  on  Procedures  (<  Findings." 
M.     Division  of  Rules  and  Records.   79/IO/O9.    Ip. 


nd?ng=  ?"'*    "™'    Tele"honB   Survey.  Pre  1  iminary  Rept   on   Procedures   t, 
Im" 


rBqUB5t    for 


ct>nh  «"»   «'    incident    response 

ctr   telephone   tapes   not    transcribed.  Forwards   requested    info 
Discusses    transcription    process, 
FELTON.J.M.  Division  of  Rules   and   Records.       79/10/09.       SOpp. 


RIaTm  "'     "E"vlrfln  AsaBssment    on   Use    of 

R-II   at  TMI-2."  Endorses    treating   i  removing 

£?nalv»'tB"n»ri'*    fr°m   "Iili^«    bldg.  Consideration    should 

ne    given    to  need    for   special    waste   packaoino 

BOSENBAUM.D.M.      Environmental    Protection  Agency.      79/10/09.       2PP. 


Tran"Hpt   of   7910l°  Puoli^   ""eetins    in  Hashinfl  ton,  DC. 
.H.,    OILINSKV.V.,    KENNEDY.R.T.        Commission.       79/1O/1O. 


-7909030222    IE   Bulletin    77-O4,     "Ca  1  cuUtlona  1    Error    Affecting    DD 
Performance   of    Sys    for    Controlling    pH  of   Containment    Sump 
Water   Folloiuing    LQCA.  " 

?-i>?f™e    °f    In9P°ctll)n   <•  Enforcement,    Office    of    the    Director 
77/11/04.        3pp. 


iaUmmary    °f    lnfo    re    nucl(""-    incident    -»    of    7W4OV 
^   *   •nVir'"1    '*-""•  Deluding    do,*    rates 

-'gJ«P«"«"   «•  fi"'-«...nt.     Office    of    Uo 


R«        F°ruarda    IE   I""    Rept    30-330/79-13   on   790513-0612. 
Sign    Meant    Insp    Finding    3O-320/79-13-OH   ro    failure    t»    pOHt, 
OBirn'n  f,   °r    c"ntr°'    """    to    hl"h    "<"«*"">   "reaa    enc  1  , 
79Jofl/06         4pp       B'°n    ''     PhiladolPh'«'     0»»«    «'    th.    Director, 


Erector   L" 


nodainn,,  -ia.No  noncomptl.iic. 

noted.  Significant  findings  ident  i  fled  :  fai  lure  to  pout, 


hlnh 


compute  T   ""twin-t-d    filter  ft  resins   not 

DENTON.RR.      Office    of  Nuclear  Reactor  R.oulation.      79/10/12,       2pp. 

7910180563   Request,    addl     info    re   Procedure*   EP-33,  EP-34   fc    7-39 

FT"'™"^""   *  na*UPaI    c'"Ulat,on  *   *   ** 

,  J.  T.      TMI-3  Operations/Support.      79/1O/12.      2pp. 


7910180573  Notice    of   violatjcn    fr0m    insp    on   790530-OM3. 
i  R*Bion    1,    Philadelphia,    Off  let   of    the   Director. 


77/09/20. 


DOCKETED  ITEMS 


•791O1BQBH3    IE    Insp     Repts    50-330/79-15   d    5Q-3B9/79-13   on    790530-QM3. 
None omp 1 lance    noted; f ai  lur e    to   protect  melding    operation* 
ill/portable    fire    ei  tinguiahers    ti    failure    to   remove 
accumulated    combustibles    from   aria, 

KOLTAV.P.,    OAGE.L.W,  Region    1.    Philadelphia,    Office    of    the 

Director.       EBNETER,  8.  D.  Region    1,    Philadelphia,    Reactor 

Construction   &    Engineering    Support    Branch.       79/09/20.       6pp. 

79J019016B  Forwards    IE    Insp    Rept    50-330/79-17   on  790414-0717. 
ORIER.H.H.  Region    1,     Philadelphia,    Office    of    the   Director. 

79/QB/27.        3pp. 

— 791019G179    IE    ln»p    Sept    30-32O/79-17    on    790614-0717.  Nancomfil  iancea 
noted: failure    to   monitor    discharge    from  mobile    laundry    unit 
u-aed    far    decan  tamlnat  ion,  f  ai  1  ure    to    satisfy    applicable    QA 
criteria   b  error    in   calcul ati pnal    treatment    of   uatsr. 
-HAVERKAMP.D.  R.  ,     NEELV.D.R.,    KI8TEH,H.B.  Region    1,    Philadelphia, 

Office    of    the    Director,       79/QB/23.       51pp. 


ft.    Periodic    operating   reports    &  related    correspondence 

791O170S9B  Forwards    "TMI    Aquatic   Study ,  Monthlg    R«pt    for  Jul    1979.  " 
NARDACCI.Q.  A.        Ichthuoloo i CH 1   Associates,  Inc.       79/O0/27.       ip. 

—7910170393   "TM1    Aquatic    Study,  Monthl  y   Rapt    for    Ju  1    1979." 

MftRDACCl.O.  A.       Ich theological   Associates,  Inc.       79707/31.       31pp. 

7910390357  Forwards    "TMI    Aquatic    Btudg,  Month  lg   Kept    for   Sept    1979." 
MALICK,  B.       Ichthgologlcal    ABSOC  iat»».  Inc.       79/10/19.       If, 

— -7910290339   "TMI   Aquatic    Btudg,  Monthlu.    Rept    far    Sept    1779." 

MAREACCI.O.  A.       Ichth gul os ical   Associates,  Inc.       79/09/30.       37p-p. 

B.     Reportable   occurrences    LERs  d  related    correspondence 


791O17Q332  F -or  mar  dm   Buppl    2    to    IE   Bulletin   79-14   ra    seismic    analyses 
for    as-built   ••  f  ottj-rel-ated    piping    sgs.  No   written   response 
required. 

ORIER.fl.H.  Region    1,     Philadelphia,    Office   of    the   Director. 

79/09/G7.         Ip. 

791O170373   Forwards    IE   Info  Notice  79-21,     "Transportation   b  Commercial 
Burial    of   Radioactive  Moll."    No    action    required. 
ORIER,B,H.  Region    1,     Philadelphia,    Office   of    the   Director. 

79/09/O7.        Ip. 

79102'4034D  Fcruarda    IE  Bulletin  79-30,  Revi i ion    1    re   NRC    enforcement 
pnllcg.No   response    requested. 

QRIERiB.H.  Region    1,     Philadelphia,    Office   of    the   Director. 

79/07/07.        Ip. 

79100ZO9E&  Forwards    IE  Circular   79-19,     "Loose  Locking    Devices    on 
Iroerio  1 1-Rand   Pilmp     Impeller*.  "    No   action   required. 
GRIER'D.H.  Region    1,     Philadelphia,    Office   of    the   Dir.ector. 

79/O9/13.        Ip. 

7910170403  Forwards    IE  Circular   79-30  re    Failure    of   GTE  Bylvania    relag. 
No    uiritton    response    required. 

ORIER.D.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/O9/H4,        Ip. 

791004O1O4   Forwards    IE    Info  Notice   79-33,     "Emergencg    Diesol    Generator 
Lube-   Oil    Coalara."    hfo   action    required. 

QftlElt.D.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/O9/S<!>.       4pp. 

771C1S01Q9  Foruard*    IE   Bulletin   79-34,     "Froien  Lines.  "   No   action 
required. 

OftIEH,B.H,  Region    1,    Philadelphia,    Office   of    the   Diractor. 

79/09/27.        Ip. 

79101iOS31    Foruiand»    IE    Info   Notice   79-33,     "Reactor    Trlpa   at    Turkey 
Point  Unite  3d    4."    No   action   required. 

ORIER.B.H.  Rug  inn    1,     Philadelphia.     Office    of    the    Director. 

79/10/O1.        Ip. 

7710170610  Forward*    IE    Info  Notice   79-24.     "Qvarprnssuriiation    of 
Containmant   of  PWR   Plant   After   Main  Btaam  Line   Break."  No 
action    required. 

ORIER,  B.H,  Region    1,     Philadelphia,     Office    of    tha    Director. 

79/10/01.       Ip. 

79102-30534  Foruardi    "Evaluation   of  Potentially   Advene   Environ   Effects 
on   Non»B Petij-Orjtd u    Control    Bys.  "    prepared    by   Met    Ed   tt  UW, 
HERBEINi  J.  0.      Mttrapolitan  Euison  Co.       79/10/17.       14pp. 


7906190531   Forwards    "Interim  Rapt   on   TMI-2  Accident.  " 
HERBEIN,  J.  0.       Metropolitan  Edison   Cn.       79/05/15.        Ip. 

~79Oil90933   "rnturim  Rppt    on   TMI-3  Accident.  " 

»      Metropolitan  Edtlon    Co.       79/09/lS.      300pp. 

7910240456  Corrects  &   supplements  79O411    re»pan»i.  FoTuards    lilting   of 
all    ASCO   solenoid  valves. furnished    as    accessories    on 
actuators. mounted   on    butterfly   valvn   where   environ 
conditions  may    eiceed    ratings    for    valve   parts. 
KRAUBS,  R.H.       OH  Bet  tin  Corp.       79/OB/27.      4pp. 

7910340453  PND-I-79-01 :  on   790923,  staal e   natural    circulation   flou  was 
lon-t.  Caused    by    diminishing    heat    input    from   corf. 

CQMTE.R.,    KEIMIQ.R.R.       Office   of    Inspection  I.   Enfor cement.    Office   of 
thff    Director.       79/09/35.       2pp. 


T.    Hearing    transcripts    on   no^n-anti trust   matters 


7910010468  Staff    Interview    re    THI  -2   accident. 

HCODVERM.  H.  ,    O'CONNOR,  E.  F.  .    XRIPPS,L.       Metropolitan   Edison  Co. 
79/QS/10.       10pp. 

7910190323  Transcript   o  F  790B03  briefing    in  Mash  Ington,  DC   on  results   of 
IE    investigation   of   TMI    Incident.  Pp    i-137. 
HENDRIE,  J.  M.       Commission.       79/OB/O2.        136pp. 

7910170271    Transcript   of   790906   briefing    by  HR    Dent  DTI   re   THI   Lesaons 
LearnDd  Task    Force   reeoramanditionsj  in   Hashing  ton.  DC. 
Pp    1-139. 
HENDRIE,  J.  M,  ,     OILIH8KV,  V.  ,    KENNEDY,  R.  T.      Commi  »sion.       79/09/06. 


7910190159  Transcript   of   790914   brlofino    bv  HR    Danton   re   TMI   Lessons 
Learned  Task    Force   recommendation*    In   Washing  ton.  DC.  Pp    1-42. 
HENDRIE,  J.  M.       Commission.       79/09/14,       44pp. 

—  791O1901A4  Dl*cu»ses  methods  uihich  allow  greator  Commisiion 
participation  In  power  reactor  liconse  isnjance  d«cl->ians. 
B1CKUIT.L.  Office  of  the  General  Counsel.  79/OB/03.  4pp. 


U.    Congress lona I /Executive    Cor raip on  dance 


7910170495  Draft  Commission    paper  recommending    approval    of  responses   to 
Senator  Hath  las   790539    Itf  &  Senator   Schueiker-  79O317    Itr   re 
discharge   of    raduaste    uater    into   Susquehanna    River    tt   effect 
on    Pish  l<  shellfish    in  Chesapeake    Bay, 
DENTDN,  H.  R.       Office   of  Nuclear  Reactor    Regulation.       79/OB/ll,       Bpp. 


79102A033-7   Dlscuivts    Inve»tloa  t  Ion   Rept    30-320/79-10  on   790338-0731. 
Itena    of    noncomp Hones    described    in  NUREO-0600.  Bi» 
violations    noted.  Four   contributed    to    severltg    of   accident. 
Indicate*   uiaknets    in  mgt   controls. 

STELLO.V,       Office   of    InvpRttlan    fc  Enforcement,    Office    at    tha 
Director.       79/1O/2B.       3pp. 

— 7910260343  Nolice  of   violation   from   Insp   on  790328-0731. 

*     Office  of   Inspection  ti  Enf orcamentr    Office  of   the  Director1. 
79/10/39.       llpp. 

— 791O2iQ343  Notice-   of    propoied    imposition    of   civil    penalties    for 
(loncoiniUlatice    noted    In    insp    on   790383-0731. 

»      Office   of    Inspection  fc   Enf orcamentr    Office   of    the   Director. 
79/10/35.       Ip. 


7910170339  Respond*    to   790S10   request    For    Info    re  monitoring    of 
radiation    in    TMI    vicinity.  Forward*    interigencg    rept  of 
preliminary   «*tlmates    of    population   radiation    dose    It  hellth 
Impact   of   accident.  W/o   enc  1. 
DEMTON,  H.  R,       Office   o-F  Nuclear  Reactor   Reoulatlon.       79/09/07. 


Ip. 


— 7910170347  Requests    Info    re   monitoring    for.  radiation    in  TMI    vleinit«. 
SHUBTER.B.       House   of  Rep,       79/03/tQ.       Ip. 

7910340103  Responds   to   790910  memo   re   D  Unveil    intuirg   about  TMI 
incident.  Forwards  NUREQ-OSSa  tt  OBAB.  H/o   end, 
DENTON,  H.  R.       Office   of  Nuclear   Reactor   ReguUtlon.       79/09/07.       Ip. 

7910240114  Responds    to   790523    Itr  r*    dlscoverg    of  radiaactlvilg 
contaminated    clothing-    In    unauthorlied    ar»a.U~til    has 
l-n»tituted   addl    precautions.  Continuous   releaces   of 
radioactlvlto    from  plant    beluui  istablished    Umit-i, 
OOSBICKiL.V.       Office    of    thi    Executive   Director    far  Operations. 
79/O9/19.      Bpp 
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—7910240120  Requests  HHC  actions    re    discovery   of   radioacti valy 

contaminated    clothing  at   facility   1   info   re    continuing 

relaas-es   of   radiation  from  plant. 

WALKER.  R.  S,        Hnuafi    of  Rap.       79/OS/23.        Ip. 

7910240133  Responds    to   constituent    1  tv   re   radwaste   burial    &  assistance 
at    Red    Cross    during    TMI    79032B   accident. Forwards   NRC   rept    re 
diapanal    of  radmast*. Red    Cross    not    called    to  assist  accident 
vie  tiros. 

OOSSICK.L.  V.       Office    of    the    Eiecutive   Director    For   Operations. 
79/09/31.        4pp. 

— 791QBflQ149  Requests   response    to    constituent    concern   re   burial    of 
raduaste  &  assistance   of  Red   Cross    during   TMI    Incident. 
BTQNE.R.       Senate.        79/OA/23.        3pp. 

791O17O196   Forwards   addl    info   requested    during    79O931    appearance 
befora   Subcommittee    en  TMI    Investigation    including    list   of 
dates   &  groups    to  uhom   testimony,  depos  i  tions   or    interviews 
on    THI   were  presented.  H/o    encl. 
DENTDW,  H.  fi.       Dffica    of   Nuclear    Reactor   Regulation.        79/10/O1.        3pp. 

79I019O1H3  Responds    to   79O937    Itr    re   TMI-2  recovery    operations.  No    plans 
to    discharge   unprocessed    contaminated   water    into  Busquehanna 
River.  Rapt  on  contaminated  mater   b  rept   on    licensee 
radiation   protection   program  encl. 
KENNEDY,  R.  T.       Commission.        79/1O/01.        l&pp. 

7?1019t>3l8   Responds    to    79Q611    Itr    rt   SL   Frei    observation    that   radiation 
detector    signal    could   have  prevented    transfer   of 
contaminated  water    at  TMI.  Source    of   radioactivity    in 
auxiliary   blitg   tan,    leatage    from   reactor   coolant    letdown   sys. 
ODSSICKiL.  V.      Offico    of    the  Eiecutive   Director    for   Operations. 
79/1  Of  OS.       4pp. 

791018053?  Comments    on   WJ  Palmer    790903   Itr  expressing    concern   re 
contaminated  water    at  TMI-2, No    highly    contaminated   water 
from  within   containment    has   been    released.  W/supporting 
documentation. 
DENTON,  K.  fi.       Office    of    Nuclear    Reactor    Regulation,        77/10/04.        5pp. 


771O26036B  Order    setting    791130   prehearing    conference    in   Atlanta, GA. 
Specific    issues    will    be   addressed.  Limited    appearance 
statements   will    not    be    permitted. 

GRDSBHAN.H.      Atomic    Safety   and    Licensing    Board   Panel.       79/10/17. 
3pp. 

7910260449  Amend    correcting    clerical    omission    in   order    Betting    special 
791120  prehearing    conference. Hill    be    held    at   LD  Strom 
Auditorium, RB  Russell    Federal    Dldg,  in   Atlanta. OA. 
QROSBMAN.H.       Atomic    Safety    and    Licensing    Board    Pannl.        79/1O/1B.        Ip. 


J.     Insurance  t>    indemnity    information 


7910100305  Forwards   Endorsement    51    to   NELIA  Policy    NF-H15. . 

DUCK.J.R.       Harsh    8.  McLennan,     Inc.,    M   tt  M  Nuclear   Consultants,     Inc., 
Dlv.        79/10/05.        2pp. 

7910290272  Forwards    Endorsement    42    to  MAELU  Policy    MF-7B. 
DUCK.J.R.      Georgia    Power   Co.       79/10/22.       2pp. 

P.    Operating    license    stage    documents   ti   correspondence 

791009O241    Forwards    FR    notice    of    amend     to    10CFR73. 35   re    requirEments 
for    physical    protection    of   nuclear    pouor    plants.  Amend    defers 
implementation   of    physical    search    requirements    From   790301 
to   791IOI. 
DENTON.H.  R.      Office    of   Nuclear    Reactor  Rogulation.       79/OB/10.       49pp. 

7910110235  Forwards   NUREQ/CR-0727,     "DWR   Offgas   Sys   Evaluation."   Bys 
provides   reasonable   assurance    that    potential    for    eitornal 
offgas    elploBions    is    minimi  zed.  W/o    encl. 

QAMMILL.H.P.         Assistant   Director    for   Operating   (loactor   Projects    (Pro 
791030).       79/OS/22.       29pp. 

7910010317  Forwards    Amend    71    to   License    BPR-57  &   notice    of    isnuance   b 
a  va  liability. 

1PPDLITO.T.  A.  Operating   Reactors   Branch    3    (Pro   791030).       79/OB/29. 

3pp. 


79101HOB72  Responds    to   790612  request    for    info  re   0  8.  L  Freedman   claim 
far    damage*   re    inci  dent.  Only    claims    payable    are    lost   wages   & 
evacuation  costs    incurred    by    pregnant   uoman,  preschool   age 
children   &   families    living   within   5-mlle   radius. 
•OD88ICK.L.  V.      Office   of    the  Executive   Director    for   Operations. 
79/10./Q4.        Ip. 


— 7910010319  Amend    71    to   License   DPR-57. Amend    changes    Tech    Specs   by 
adding    limiting    conditions    for    operation   &   Burveillance 
requirements    for    tail    pipe    pressure    switches    Installed    on 
relief   safety   valvaa. 

IPPOLITO,  T.  A.  Operating    Reactors    Branch    3    (Pro   79103O). 

79/OB/29,        Sop. 


— 7910160574  Forwards    0  ti  L    FreniTman  790526   Itr 
raiulHng    from  790320    incident, 
BCHHEIKEfl.R.  S.        Senate.        79/O6/13.       2pp. 


rlaiming    damages 


— 7710010322  Notice    of    issuance    &   availability    of   Atrmnd    71    to  Liccnuo 
DPR-57. 

IPPOLITO,  T.  A.  Operating    Reactors    Branch    3    (PrP    791030). 

79/09/27.       Bpp. 


DOCKET   EQ-321    EDWIN    1.     HATCH   NUCLEAR   PLANT.    UNIT    1 

F.     Security,    medical,     emergency   &    fire    protection   plans 

791O110399   Forward*   addl    info  requested    in   790629   Itr   re   safeguards 
contingency    plan.  Info,   withheld     (ref    1OCFR2.  790). 
KELLY,  R.  J.       Georgia    Power    Co.        79/10/Ofl.        Ip. 

Q,     Adjud  ica  tory   correspondence 


7910020£/B1    Forwards    safety    evaluation   re    licensee   proposal    to    install 
electric    power  monitoring    ays    on    output    of    each    reactor 
protection   sys   power    supply. Mods   &   Tech    Specs    acceptable, 
provided    time   daisy*    set    to    zero. 
LAINAS.O.  Plant   Systems   Branch    (Pro   791030).       77/08/29.       Ip. 

— 79100206BS  Safety    evaluation   accepting    mods    &   Tech   Bpaca    i-e 
installation    of    sys    to  monitor    electric    output    of    power    to 
reactor    protection    sys. 
»          Plant  Systems   Branch    (Pro    791030).       79/OS/29.       4pp, 


79101B0028   Answer    in   opposition   tor   Georgians  Against  Nuclear  Energy 
79O914    petition    to    intervene. Petition   does   not   meet 
raq.ulraments   of   NRG    rules    of   practice.  Urges    scheduling    of 
first    prehsaring    conference.  Cert  if  Icate    of  Svc    encl, 

SIuaERO,  J.  E.  ,     THDHBRIDOE.O.F,        Oeorgla   Pouer    Co.        SILBERQ.J.E.        Bhau, 
Pittmam    Potts,    t,  Trowbridge.      79/09/2B.      Bpp. 


7910030649  Ack   790713  request    for    license   amend    to   allow   oitension   of 
90-day    reporting    requirement    for   annual    environ    surveillance 
rapt. Request   consistent  u/Tech    Specs   &   does   not   nood 
separate    licensing    action. 

IPPOLITO.  T.  A.  Operating    Reactors   Branch    3    (Pre   791030),       79/09/05. 

Hpp. 


7910190118   Brief    In    support    of   79O914  petition   to    intervene.  Submits 
further    statements    in   answer    to    licensee   770923  opposition 
to    intervention.  All    memben    live    within   50  miles    of   plants   & 
health   tt    safety    are    adversely   affected. 
FLACKi  0.       Georgians    Against   Nuclear  Energy.       79/10/04.      3pp. 

— 7910190120  Affidavit    attesting    that   expansion  of   spont   fuel    storags 
capacity  may   create    heal  thi  sa  f  e  ty  tt  environ  problems    to 
A  Sllv-erber}, member    of   Georgians   Against  Nuclear  Energy. 
Certificate   of   Bvc    encl- 
BILVERBERO,  A.       Oaorgian*   Against  Nuclear  Energy.      79/10/O1.       3pp. 


7910190437  Confirms    790909   telcon    granting    author! tation    to    amend 
surveillance   requirements    for   residual    heat   removal    BVC 
water    sys, in  response    to   790909  request.  Formal    amend    packaoo 
will    be   forwarded    along   w/Hafety    evaluation  &   notice, 
OAMMILL,  W,         Assistant   Director    for  Operating    Reactor    Projacts    (Pro 
791030).       79/09/10.       3pp. 

79100104Q1   Notification   of   790912  mootino   w/util    re   malnt   ft   operation 
af   residual    heat   removal    EVC    water    sye    pumps, 

VEflRELLI,  D.  M.  aperating   Reactors    Branch   3    <Prs   791030).       79/09/11. 

Ip. 


7910310O13  FlesponsB    to  Georgians  Against  Nuclear  Energy   petition    to 
intervene. Interest  &    specificity    requirements   are 
adequately   satisfied.  NRC    taVn   no   position   on  contentions   at 
prennt.  M/notlce    of   appearance  &   Certificate    of  Svc. 
SMITH,  B.H-  Branch   S.       79/10/01.      9pp, 


79102203B1    Requests    addl    info   re    loss    of    offsite   poiuer    on   770920   to 
aid    in   review  of    offaite    power    sys    adequacy. Requests    reponse 
within   90  days, 

IPPOLITO.T.A.  Operating    Raactoi-s   Branch    3    (Pro   791030),       79/09/1B. 

3pp. 
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791O16O14S   Notification    of    790926    meeting    ui/Mark     I    owners    in    Be  the  9  da, 
MD    to    discuss    pool    smelling    compress i b i  1  ity    affects    & 
down  comer    condensation    loads. 
3FUMES.C.   I.  Plant   Systems    Branch     (Pro    791030) .        79/O9/34.        Ip. 


7910010006  Forwards    IE  Circular    79-10,     "Proper    Installation   of   Target 
Rock    Safety-Relief   Valvas. "    NQ    actinn    required. 
O'REILLY.  J.  P.  Region    3,     Atlanta,     Office    of    th»   Director 

79/09/10.        2pp. 


7910170010   Discusses    need    for    adrfl    confirmatory    full    scale    tests    to 
Bfltablish    uncertainty    in    load   magnitudes   re    condensation 
oscillation     load    definition    procedures.  Draft     Itr    to    Mark     I 
utili    re    test    program  encl. 

QRIMESiD.K,          Assistant   Director    for   Systems    Engineering    (Pre 
791030).        79/09/25.        flpp. 

7910170006    Discusses    resolution    of    potential    problem   re    Marl    I 
containment     identified    in    790B31    memo. Add!     info    re    response 
characteristics    of   downcomer-vent    header    sys    shows 
sufficient    structural    fatigue   margins    en  ist.  Eval  uat  ion    encl. 
DENTOH,  H.  R.         Office    of    Nuclear    Reactor    Regulation.        79/09/36.        2pp. 

7910090691    notification   of   791004   meeting    ui/util    to  discuss    purge   6 
vent   valve    designs.  • 

VERRELLI,  D.  M.  Operating    Reactors    Branch    3    (Pre  791030).        79/O9/27, 

IP- 

791022O413    Forwards   guidelines    for    valve    operability    re    containment 
purging   ft    venting   during    normal    operation.  Requests 
commitment    bo    implement    valve    qualification    program  within 
30    days. 
EI8ENHUT,  D.  O.  Division    of    Operating    Reactors.        79/09/37.        3pp, 

7910150&41    Faruiards   request    for   addl    info   re    spent    fuel    storage    pool 
mod.  Info   neoded    tn   continue    review   of    79O709   application 
For    facility    mod. Requests    response   within   30    days. 

IPPOLITO.T,  A.  Operating    Reactors    Dranch    3     (Pro    791O30).        79/09/30. 

9pp. 

7910100209  Forwards  Amend    72   to   License    DPR-57,  safety    evaluation   & 
notice    of    Issuance   &   availability. 

IPPQLITO.T,  A.  Operating    Reactors    Dranch    3    (Pre    791030).        79/10/01. 

2pp. 

— 77101B0312    Amend    72    tp    License    DPR-97    revising     surveillance 
requirements    for   residual    heat    svc    water    sijs    by    changing 
in  in    SIJB    head. 

IPP€L1TO,  T.  A.  Operating    Reactors    Brunch    3    (Pro    791030). 

79/10/01.       1pp. 

— 791Olfl0217    Safety    evaluation    supporting    Amend    72    to   License   DPR-57, 
*      Office    of   Nuclear   Reactor   Regulation.       79/IO/O1.       2pp, 

— 791O1BQ323    Notice   of    Issuance   t.   availability    of   Amend    72    to   License 
DPR-37. 

IPPOLITO,  T,  A.  Operating    Reactors    Branch    3    (Pro   791030). 

79/10/01,        Spp. 

7910230363   Responds    to    790320    request    re    outstanding     licensing 
d ncum«n tat  1  on. Forwards    list    of    licensee    Initiated    amend 
renuetits   u/priorltieit    designated, 
KELLY.R.J.        Georgia   Power   Cn.       79/10/15.       Spp. 

7910300316  Forwards   cnmmitments    to    implement    ihort-term  recommendation!] 
of    TMl-3  Lessons    Learned    Task    Force,  Addl    info    concerning 
capabilities    for   high    point    venting    end. 
KELLY.R.J.       Georgia   Power    Co.       79/1O/19,       6pp. 

Q,      Inspection    reports.     IE  Bulletins   &   correspondence 

79iOiaOS.!.2  Forwards    IE    InBn   Repts    BO-32I/79-S6   t<   50-366/79-30   an 
790704-OS03.  Ma    noncomp  1  iance    noted. 

LEWIS. R.C.  Region   2.    Atlanta,     Reactor  Operations   Nuclear   Support 

Dranch.       79/00/30.       Spp. 

--791Q1BQS67    IE    Insp   Repts    30-321/79-36  t.   30-366/79-30   on   790704-OB03,  No 
nnncnmp 1 iance   noted.  Major    areas    Inspected : refue 1  ing    outage 
T»ch    Spec    compliance,  response    to    in    bulletins    &   circulars 
RQs.  house*  <rep  Ing,  operator    performance   !<  GA   practices. 
DANCE. H,  C.  Region   S.    Atlanta.    Reactor   Operations    Nuclear 

Support    Branch.       ROGERS, fi.F.  Region   2,    Atlanta,    Office    of    the 

JMrBitOr.         79/OB/30.        flpp. 

79I0030I1S  HaBponds    to    IE   Bulletin   79-15,     "Deep    Draft   Pump 
Deficiencies."   Safety-related    applications   at    plant   require 
USB   of  23   deep  vertical   pumps. 

UIDNER.  W.  A.         Georgia   Pouier    Co.        79/O9/07.        lOpp. 

7910090417  Forwards    Jnfo   re   vital    area   access    controls   per    790736 
request   d    IE    Bulletin   79-16.  Encl    withhold    (ref    10CFR3,  790). 
WIDNERjW.  A.       Ooorgla   Power  Co.       79/09/07.       Ip. 


79100205B5   Forwards    IE   Circular    79-19,     "Loose   Locking    devices    on 
Inoersoll-Ranif  Pump    Impellers."   No   action  required. 
O'REILLV,  J.P.  Region   2,     Atlanta,     Office    of    the   Director. 

79/09/13,        Ip. 

7910050111    Forwards    oO-rfay    rept    for    IE   Bulletin    79-14    in    responie    to 
790702.27,0915   t.   0907    requests    for    verification    nf    seismic 
analysis    of    safety-related    piping    ays. 
WIDNER.W.  A.        Ooorjia    Power    Co.        79/09/14.        3pp. 

7910110356  Forwards    IE    Info   Notice   79-22,     "Qualification   of  Control 
Sys. "    No    action    required. 

O'REILLV,  J.  P.  Region  S,    Atlanta,    Office   of    the  Director 

79/09/14.        Ip. 

79103500t7   Forwards    IE    Imp    Repts    50-331/79-38   b   30-366/79-33   on 
790S21-3S.  Nn   noncomp  1  lance   noted. 

SUTHERLAND,  J.  T.  Region    3,     Atlanta,     Fuel    Facility    &   Materials 

Safety   Branch.       79/09/14.       3pp, 

—7910250070    IE    Insp    Repts    30-331/79-2B   tt    SO-366/79-32    on   790321-35.  No 
noncompliancc   noted.  Major  areas    inspected : lab   rad lochemical 
equipment   t   instrumentation. QA  audits  i  collection    of    liquid 
waste    samples. 

MONTGOMERY,  D.  M.  Region   2,     Atlanta,     Office    of    the   Director. 

HUFHAM,  J.  W.  Region  3,    Atlanta,    Fuel   Facility  Si  Materials   Bafetu 

Branch,       79/09/10,       3pn. 

79101B0049  Forwards   revised    pages   correcting    insp   numbers    for    insp    rept 
transmitted    790903. 

MURPHY,  C.  E.  Region  2.    Atlanta,    Reactor  Construction  4  Engineering 

Support    Branch.        79/09/17.        tp, 

— 791Q1SOOS4  Forwards    IE    Insp   Repts    50-321/79-34  (.  BO-36S/79-31    on 
790B15-17.  No  noncomp  1  lance   noted, 

MURPHV.C.E.  Region   3,     Atlanta,     Reactor   Construction   tc 

Engineering    Support    Branch.        79/09/31.        Spp. 

—7910100059    IE    Insp    Repts    30-321/79-36   (.    50-366/79-31    on    790B15-17.  No 
noncompl iance   noted.  Major   areas    inspec ted: pipe    support   base 
plate    designs   using    concrete    eipansian   anchors. 
HERDT.A.R.  Region   2,     Atlanta.    Reactor    Construction    Ei 

Engineering    Support    Branch.       VALLIHH.  E,  J,  Region  2,    Atlanta, 

Office   of   the  Director,       79/00/30.       4pp. 

7910300002  Forwards    IE    Info   Notice   79-22,     "Qualification   of  Control 
SIJB,  "   Westinghouse   790030    1  tr   !.  Public    Svc   Electric   t.  Oas 
Co   790910    Itr   re   potential    unreviewed    safety   question.  Action 
required   within   20  days.H/o   encl. 
DENTON.H.  R.       Office   of   Nuclear   Reactor  Regulation.      79/09/17.       4Qpp. 

7910050305  Responds    to    IE   Bulletin  79-1B.  Survoij    of   high   noise   areas 
indicates    condensate   &   condensate    booster    pump   area  &  dicael 
generator   rooms   having    audibility    problems. Corrective 
actions    have   not    been    determined. 
WIDNER.W.  A.        Oonrgifl    Pouier    Co.        79/09/30.        2pp. 

7910050398  Responds    to    IE  Bulletin   79-19. No    loiu   level    liquid   radwaste. 
except    for   contaminated   oil, was    generated    during    197B  tt 
flrat   tit    months    of    1979.  Slightly    contaminated    oil    is    In 
storage    auialtlng   acceptable   disposal   method. 
WIDNER.W.  A,       Georgia   Pouer   Co.       79/09/21.       3pp. 

7910230561    Forwards   NRC   790626   Itr   re  multiple   equipment   failures   & 
surveillance    testing    errors,  uihlch    uias    Incorrectly 
distributed.  Also    forwards    IE   Inap   Repts    50-293/79-13  ti 
30-30-1/79-12.  Action  required, 
EISENHUT,  D.  0.         Division   of   Operating   Reactors.      79/09/21.       49pp. 

7910040176  Forwards    IE   Info  Notice   79-23,    "Emergency   Diesel    Generator 
Lube    Oil    Coolers."   No    action   required. 

O'REILLY.  J.P.  Region   2,    Atlanta,    Office    of   the   Director. 

79/09/26.       2pp. 

7910190364   Forwards    IE  Bulletin  79-34,     "Frozen  Lines."    Action 
required. 

O'REILLY,  J.  P.  Region  2,    Atlanta,    Office   of   the  Director. 

79/09/27.       Spp. 

7910170221    Forwards    IE    Info   Notice   79-33.     "Reactor   Trips   at  Turkey 
Point  Units   3  b  4.  "   No   action  required. 

O'REILLY.  J.F.  Region  3,    Atlanta-    Office    of    the   Director. 

79/10/01.       Spp. 
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7910170742  Foriuflrdl    IE   Info  Notice   79-24,     "Overpressuri  ration   of 
Containment   of   PUR  Plant  After   Main  Steam  Line  Break. "   No 
action  required. 

O'REILLY,  J.  P.  Region   2,    Atlanta.    Office   of    the   Director. 

79/10/01.       2pp. 


—7910010422   LER    79-O73/03L-0:  on    790827, water    supply    for    control    roon 
cliarcnal    filter    fire    protection    deluge    ays    did    not    meet 
seismic    tc  redundancy    requirements.  Caused    by    low   plant    BVC 
water   pressure    leading    to    trips   t>    leakage. 
CDGOIN.C.L,        Georgia    Power    Co.        79/07/21.        Ip. 


79101B0471   Ack   receipt    of  790B14    Itr    informing   NRC   of   steps    taken    to 
correct  violations   noted    in    IE    Insp   Repts   50-321/79-17  ti 
50-366/79-21. 

LEWIS, R.C.  Region  S.    Atlanta,    Reactor  Operations  Nuclear   Support 

Branch.      79/10/03.       Ip. 

--79101S0479   Responds    to   NRC   710730    Itr    re    violations    noted     in    IE    Inap 
Hepta    50-321/79-17   !<   50-336/79-21.  Corrective    actions: 
procedures  will    be   developed    to  alert   personnel    of   design 
deficienciea   E,  HNP-429  mill   be  revised. 
WIDNEfl,  W.  A.       Georgia    Power   Co,        79/OB/14.        3pp, 

-- 79101B0479   Forwards    IE    Imp    Repts    90-321/79-17   &    50-366/79-21.  on 
790512-0601   ti  notice   of  violation. 

LEWIS,  R,C.  Region  S,    Atlanta,    Reactor  Operations   Nuclear 

Support  Branch.       79/07/20.       2pp. 

— 7910180481  Notice   of  violation    from   insp   on  790912-0601. 

*  Region   2,    Atlanta,    Reactor  Operations   Nuclear   Support   Dranch. 

79/07/17.        Ip, 

— 79101B0403    IE    Imp    Repts    90-321/79-17   t,   50-366/79-21    on   790512-0601. 
Noncompliance  noted: fai lure    to   report   soismically 
unqualified   fire   protection   hangars,  failure    ID   align  ECCS 
l>  failure    to  maintain   quality    record. 

DANCE,  H.C.  Region  2,    Atlanta,    Reactor   Operations   Nuclear 

Support  Branch.      ROQERS.R.F.  Region  S,    Atlanta,    Office    of    the 

Director.       79/07/17.       7pp. 


7910040236   Forwards    LEfi    79-080/O3L-0. 

MANRV.M,       Ceorgla  Power    Co,       79/09/25.       Ip. 

—7910040246  LER   79-OBO/03L-0:  on   790904- rod    block    monitor    B   was    out    uf 
svc   more    than   24   hours. Caused    by    need    to   repair 
malfunctioning    circuits. Rod    block    monitor   was    returned    to 
BVC    following    repairs. 
NIX.R.T.       Georgia   Pooler   Co.       79/09/25.       Ip, 

7910040269  Forwards   LER    79-079/03L-0. 

MANRY,  H.        Georgia    Pouier    Co.        79/O9/B5.        Ip. 

--7910040296  LEU    79-079/03L-0:  on   790909, reactor   water    level    surveillance 
teat   grace    period    had    been    eiceuded.  Caused    bu    personnel 
error. Teat   was    performed    satl sfactori ly.  Personnel 
counseled    on    timely    completion   of    teats, 
»      Georgia    Power   Co.       79/09/24.       Ip. 

7910170265   Forwards    LER    79-074/03L-0. 

MANHV.M.       Ooorgia  Power   Co.       79/10/12.       Ip, 

—7910170274  LER  79-07A/03L-0:  on   790929,  secondary    containment   uias 
violated    by    opening    both    doora    of   refueling    floor 
ventilation    room  air    lock. Caused    by    outside   air    lock    door 
becoming   ajar    due    to   not    being    latched. 
NIX.R.T.       Georgia   Power   Co.       79/10/12.       2pp, 


7910100426  Forwards    info   re   potential    environ    interaction   between 
nonsafety-grade    sys   tt   safety-grade    syi    in   response    to  NRC 
790917  Itr   b   IE   Info  Notice  79-32. 
EHREN8PERGER,  w.      Georgia  Pouier  Co.       79/10/05.       Ip. 

—7910100436  Environ    Interaction  Rept, 

»     Georgia  Power  Co.      79/10/05.       14pp. 

7910180516  Ack   receipt   of  790936   Itr    informing   NRC   of    steps    taken    to 
correct  violations   noted    in    IE   Insp   Repts   50-321/79-23  & 
50-366/79-27. 
KENNA.W.B.  Region   S,    Atlanta,    Safeguards   Dranch.       79/10/05.       Ip. 


7910210474  Forwards   LER   79-084/03L-0. 

MANRY.M,       Georgia   Power   Co.       79/10/17.       Ip. 


—7910240476  LER   79-OB4/03L-O:  on   791009, main    stark    flotu   transmitters 
D11-N026A  fr   B    inoperative    &   pena    on    control    room  recorder 
Dl  1-R625  mere    downscale.  Cauaed    by    dirty    blades    preventing 
rotation.  Transmitters    cleaned    i  returned    to   svc. 
NIX.R.T.        Georgia   Power    Co.        79/10/17.         Ip. 
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— 79101B0926  Respond!)    to   NHC  790931    Itr   re  violations   noted    in    IE    Inap 
Repts    90-321/79-33   &   50-366/79-27. Detai I s    ulthheld    (ref 
10CFR2.  790). 
HIDNER-H,  A.      Georgia  Power   Co.       79/09/26.       Ip. 

—7910180530  Forwards    IE   Insp   Rept*   SO-321/79-23  t.  90-366/79-27   on  790606 
&  notice   of  violation. Notice   of   violation  withheld    (ref 
10CFR2.  790). 

HENNA.  H.  B.  Region  2,    Atlanta,    Safeguards   Branch.       79/OB/3I 

2pp. 

— 7910180536   IE  Insp   Repta   SO-321/79-23  i  50-366/79-27   on   790606. 
Noncompliance  noted:aceess    control    vital    area   door    found 
unsecured   &  unattended   &   svc   vehicle    improperly    secured    in 
protected   area. Details  withheld    (ref    10CFR2.790). 
TOBIN.H.J.  Region    2,     Atlanta,     Office    of    the   Director.        79/OB/31 


7910330131    Diacusses   review   of    closure    programs    for    pool    dynamic    loads, 
Requests    definition   of    pool    dynamic    load    program   relied    on 
by    each   Mark    II    owner   fc    description   of   pool    dynamic    load 
taaks   by   791115. 

VAROAiS.A.  Assistant    Director    for   Light   Water   Reactors.       79/10/09. 

4pp. 

7910310160  Notification    of   79110B  meeting   w/util    in   Bethesda.MD   to 
discuss    status    of    seismic    qualification   review. 
RUBENSTEIN,  L.  B.  Light   Wator    Reactora    Branch    4.       79/10/16,       2pp. 

7910300312   Informs    of    implementation    of   reactor    reclrculation   pump    trip 
sys,  development    of    emergency    procedures    for  ATWB   evsnta   t. 
training   of    operators    to    perform   propar   actions    for   ATWS 
events   as    part    of    formal    operator    training    program. 
NOVARRO,  J.  P.       Long    Island   Lighting    Co.       79/10/19.       2pp. 


R.    Periodic   operating   reports   !i  related   correspondence 

791022026B  Forwards  monthly    operating    rept   for  Sept    1979 
MANRY.M.       Georgia   Power   Co,       79/10/10.        Ip. 

— 7910H20274  Monthly   operating,    rept   for   Sept    1979. 

JOHNSON,  0.  L.       Georgia   Power    Co.       79/1O/Q1.        19pp. 

S.    Reportable   occurrences,    LER»  fc  related    correspondence 

7910010423  Forwards  LER   79-073/01T-0. 

HANRY.H.      Georgia  Power  Co.      79/09/17.       Jp. 

79-075/011-0:790907,  u/reactor  critical, RHR    svc   water 
Id  not  pump   rated    flow  at   rated    discharge 

id   by    incorrecteil    formulas    for   calculated    Inlet 

'eisures.  Pumps   rltested. 

leorgia    Power   Co.       79/09/1B.        3pp. 

irwards  LER  79-073/031-0. 

leoraii.  P-.,.,.-  r-    79/09/31.   Ip. 


7910300357  Forwards  "Second  Buppl  to  Justification  of  Hark  II  Lead 

Plant  Safety  Relief  Valve  Load  Definition  Equipment 
Evaluation.  " 

NOVARRO.  J.  P.   Long  Island  Lighting  Co.   79/10/33,   Ip. 

— -7910300340  "Second  Buppl  to  Justification  of  Mark  11  Lead  Plant  Safety 
Relief  Valve  Load  Definition  Equipment  Evaluation.  " 
*  Btone  (,  Wibster,  Inc.   79/07/80.   15pp. 

79103101B2  Forwards  Amend  33  to  license  application  consisting  of 
Revision  4  to  radiological  environ  rept.  Affidavit  end. 
NOVARRO, J.P.   Long  Island  Lighting  Co.   7-J/1O/23,   2pp. 

— 79103101B6  Revision  4  to  radiological  environ  rept,  submitted  as  Amend 
33  to  license  application. 
«  Long  Island  Lighting  Co.   79/09/30.   23pp. 

D.  NRC  Draft/Final  Environmental  Statements,  suppl*  %  correspondence 

7910240700  Informs  that  NRC  has  no  authority  to  require  LILCO  to 
perform  alternate  energy  source  conversion  study.  Summary  of 
evaluation  of  alternate  energu  sources  found  In  Bept  1972 
FEB.CP  ttage,  &  Dct  1977  FES,  OL  stags,  aval  labl  e  In  LPDfi. 
DENTONrH.R.   Office  of  Nuclear  Reactor  Regulation.   79/10/04,   Ip. 
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F.     Security,    medical.    emergency   t,    fire    protection    plans 

7910240587  Certificate   of   9vc    tar   amended    physical    security    plan. 
Revision  3. 
MORIN.J.P.       Long    Island   Lighting   Co.       79/09/19.       Ip. 


7910020093  Forwards    IE    Info   Notice   79-20,  Revli Ion    1,    "NRC  Enforcement 
Policy   -  NRC  Licensed    Individual s. "  Notice  reissued    to 
correct  word    omission   b  punctuation   error   which    changed 
intent    of    statement.  Changed    statement   underlined    In   text. 
ORIER.B.H.  Region    li    Philadelphia.    Office    of    the   Director, 

79/09/07.       Ip. 


0.     AJjudicatory    correspondence 

791QOS0767   Responds    to    790706    request.  Forwards    TMI    7009OS    safety 
evaluation.  W/o   end. 
HOEFLINQ.R.  K.  Branch    4.        79/07/18.        Ip. 

791OQSQ779  Respond!    to  790403   request. Forwards    JM  Hendrie   790636    1 tr    to 
US  Comptroller  General   d  NRC    response    to   CAD  79O330   rept, 
"Areas   Around    Nuclear  Facilities   Should    be    Better   Prepared 
for  Radiological    Emergencies." 
HOEFLINO.fi.  K.  Branch    4.       79/O7/26.       Ip. 

791Q09Q696  Requests   denial    of    utll    7B092B  application    to   receive, 
pollen  &  store   SNM.  Security    provisions    &  precautions    for 
personnel    are    inadequate  In   al tornativo, moves    for    hearing    to 
consider   10CFR70   license   application. 
SHAPIBP.fi.       Cammer  !<  Shapiro.       79/07/27.       3pp. 

7910090693  Requests   meeting   u/NRC    to    discuss    advantages    of    changing 
tntervenor    status    to    that   of    opposing    intarvrnor.  Residents 
of   Suffolk   County. NY   have   requested    change    In    status    of 
intervention. 
ORANT.M.J,       Suffolk   County,    NY.       79/OQ/06.       Ip. 

791OS3066B  Memorandum  re    Intervenor   Suffolk   County    790620  mquest    for 
investigation    Into   quality    of   const   at    facility. Intervonor 
has  access    to    Info  necessary    for    intarrogstorios    which    might 
farm  basis    for   contention*. 

BOWERS. E, 8.       Atomic    Safety    and   Licensing    Board    Panel.       79/QB/OB. 
2pp. 

791OI10406  Dppoces    Intervenor   North    Bhore   Committee   Against   Thermal    fa 
Nuclear  Pollution  790737   request    for    denial    of    license   fa 
holding    of   hearings.  Motion    Is   untimely.  Nam   fuel    contention 
not   stated    w/specif  ici ty.  U/Certif  icate    of   Svc. 

REVELEY,  U.  T.       |,ong    island   Lighting    Co.       REVELEY,  W.  T.       Huntoll   (. 
Mfllleins.       79/OB/13.       4pp. 

7910030791  Responds    to  790927   request. Forwards   NUREQ-Q&10, Jnsp    Repts 
30-333/79-04    through   06. NRC   Accessions    List* 
NR-TID-004  fa  01i,NUREO-0304,  Vol    1  r  Ho   7   8,  Vol    2i  No    IS  & 
NUREO-0540.  Vol    l.H/o   and. 
HOEFLINQ.R.K.  Branch    1.       79/08/30.       2pp. 


7910190077  Discusses    790609  meeting   w/util    In   Bhoreham.NY  ri   insp    of 
activities. 

BRUNNER.E.J.  Region    1.    Philadelphia,    Reactor   Operation*  Nuclear 

Support   Branch.       79/09/11.       Ip. 

--79101SD117    IE    Imp    Rept    90-332/79-13   on   7908O9.  fiesul  ts   of  meeting:all 
parties   concurred    on   administrative  V  oper*tion«l 
considerations   needed    to    establish    onslte   NRC    inspector. 
HIQOINB.  J.  C.  ,    MCOSCAR,  J.  J.  Region    1.    Philadelphia,    Office   of   the 

Director.       MCCADE,  E.  Region    1.    Philadelphia,    React  or  Operations 

Nuclear  Support   Branch.       79/09/07.      3pp. 

7910190339  Responds    to    IE  Bulletin  79-15,     "Deep    Draft  Pump 
Def iciencei. "    Info   on   planned    or  completed    tasts    of 
prototype   or   deep   draft   pumps   will    be    forwarded    In  30  days. 
NOVARRO,  J.P.      Long    Island  Lighting   Co.       79/07/11,       2pp. 

7910020524   Forwards    IE   Circular   79-19,     "Loose   Locking    DuviceB    on 
Ingersol  1-Hand   Pump    Impellers."   No   action  required. 
ORIER.B.H.  Region    1.    Philadelphia,    Office    of    the   Director. 

79/09/13.        Ip. 

7910390126  Forwards    IE    Insp   Rept    90-323/79-10   on  790709-13.  No 
noncomp  1  lance  noted. 

CARLSDNiR.T.  Region    li    Philadelphia,    Reactor  Construction  & 

Engineering   Support   Branch.       79/09/13.       2pp. 

--791029012B    IE   Insp   Rept   50-3S2/79-10  on  790709-13.  No  noncampl iance 
noted. Major  areas    inspected: reactor   coolant  pressure 
boundary   piping. 

TOTH.A.  D.  Region    1.    Philadelphia,    Office  of    the  Director. 

MCDAUQHY.  R.  U.  Region    1,    Philadelphia,    Reactor   Construction  I. 

Engineering  Support   Branch.       79/09/11.       9pp. 

7910090593  Forwards    IE  Circular   79-20,     "Failure   of  OTE  Bylvania  Relay, 
Type  PM  Bulletin  7303  Catalog    3U13-11-AC   w/120  Volt  ac 
Call."    No   action  required. 

ORIER.B.H.  Region    1.    Philadelphia.    Office    of    the  Director. 

79/09/21.       Ip. 

79101202&B  Forwards   Revision   2   to  Preservlce    Insp  Program  80A2941 
In   response    to  NRC   request. 
NQVARRO,J.P.      Long    Island  Lighting   Co.       79/09/29.      3pp. 


7710090091  Forwards  NUREQ-0600  re    Insp    Rept   90-320/79-10 
(IE   investigation    into   7903S8  TMI    event). 
HDEFLINO.R.K.  Branch    1.       79/09/06.       Ip. 

7910090201   Forwards   NUREO-0371.  NUREO-0471    t>  NUREO-0600.  W/o    and. 
HDEFLINQ.R.K.  Branch    4.       79/09/13.       Ip. 

7910190137  Ack    receipt   of   790911    Itr   re   790822  response    to   MJ  Grant, 
Raiponse  uta»   not    Intended    to   challenge    advice    to   Suffolk 
County.  NY. 
ENOELHAfiDT.T.  F.         Deputy    Executive   Legal    Director,       79/09/21.       Ip. 

7910190163  Order   accepting    79091B    stipulation    signed    by   North   Shore 
Committee   Against   Thermal    tt  Nuclear  Pollution,  NRC   t, 
applicant,  re    Issuance   of    license   permitting    storage    by    util 
af    unirradlated    new   fuel    assemblies. 
BOHEI18,E.  S.       Atomic   Safety    and    Licensing    Board   Panal.       79/10/09.       Ip. 

0.     Inspection   report*,     IE  Bulletins   &   correspondence 


7910040103  Forwards    IE    Info  Notice  79-23.     "Emergency   Diesel    Generator 
Lube  Oil   Coolers."   No   action   required. 

ORIER.B.H.  Region    1,    Philadelphia.    Office    of   the   Director. 

79/09/24.       4pp. 

7910180134  Forwards    IE  Bulletin  79-24,     "Froian    Lines."   Action   required. 
ORIER.B.H.  Region    1,    Philadelphia.    Office    of   the   Director. 

79/09/27.       Ip. 

7910160530  Forwards    IE   Info  Notice   79-25,     "Reactor   Trips  at   Turkey 
Point   Units   3  Ic  4.  "   No   action   raquired. 

QItIER,D,  H.  Region    1,    Philadelphia,    Office    of    the  Director, 

79/10/01.       Ip. 

7710170606  Forwards    IE   Info  Notice   79-24,     "OvarpresaiirtiatiDn   of 
Containment   of   PUR  Plant   After  Main  Steam  Line  Break. "  No 
action   required. 

ORIER.B.H.  Region    1,    Philadelphia-    Office    of    the  Director. 

79/10/01.       Ip. 


7910170603  Forward*    IE    Insp   Rept    30-332/79-09   on   79062B-H9.  No 
noncompllance    noted. 

CARLSQN.R.  T.  Region    1.    Philadelphia.    Reactor    Construction   (c 

Enaitn>«rlng    Support   Branch.       79/00/23.       2pp. 

— 7910I7061B    IE    Insp   Rept   30-322/79-07   on  7906aa-S7. No   noncompl ianct 
noted.  Major   areas    Inspected:  0;A  procedures    for   reactor 
pressure   vessel    hydrotett    b  uork    activities    for    flushing 
control    rod    drive    piping    b  steel    erection. 

TOTH,A.D.,    CRENE.A,  C.  Region    1.    Philadelphia.    Office    of    the 

Director.       MCOAUOHY.fi. H.  Region    1.    Philadelphia,    Reactor 

Construction  h  Engineering   Support   Branch,       79/08/82.       7pp. 

79tO120390  Responds   to    IE  Bulletin  79- id  rt    plant   security 
requirements.  Hodif  led   amended    physical    security    plan   und*r 
ravlew  by   NRC. During   review,  areas    (pacified    In   bulletin  mill 
bo  evaluated   (•  resolved, 
MCCAFFREY.  B,  R.      Long   Island  Lighting   Co.      79/09/28,      Ip. 


DOCKET   50-323  DIABLO  CANYON  NUCLEAR  POWER   PLANT,    UNIT  2 

A,    Application/construction   stage   documents  &    correspondence 

7910050179  Forwards   request   for   0ddl    info  ra    Input   to  Buppl   0  to   safety 

•valuation. Branch   reviews    Incomplete   re  further  analyst*   of 

containment    foundation  matl    &   stability  analysis   of    Intaka 
structure  cranes. 

9CHAUER.F.P.  Structural   Engineering  Branch.       79/08/23.       9pp. 

7910040*30  Forwards   request   for  addl    Info  re    Cue!    handling    crana, polar 
crane, turbine   bldg    crane  fa   Intake    structure    crane. 
STDLZ.J.  F.  Operating   Reactors   Branch    i    (Pi-e  791030).      79/O9/12. 

9pp. 


DOCKETED  ITEMS 


''910030411  Rattuesti  exemption  Frnm  App  J  leakage  testing  program 
requirement  re  belting  of  personnel  access  hatcfi. Encl  Tech 
flptcs  incorporate  alternate  leak  test  procedures. 
CRANE. P.  A.   Pacific  Gas  &  Electric  Co.   79/09/27.   2pp. 


— 7910030423  Tech  Specs  re  containment  sys  air  locks. 
*  Pacific  Oas  I,  Eloctric  CD.   79/09/27.   3pp. 


7910030546  Forwards  "Rapt  to  NHC  from  PCtE  on 
TMI-2  Accident  to  Diablo  Canyon." 
CRANE,  P.  A.   Pacific  Qan  t,  Electric  Co.   79/09/2B. 


ismic  Implic 
Ip. 


—  7910030550  "Rept  to  NRC  from  PC  IE  on  Seismic  Implications  of  TMI 
Accident  to  Diablo  Canyon."  OversizB  drawing  encl. 
*   Pacific  Oas  t,  Electric  Co.   79/09/27.   45pp. 

7910160826  Forwards  responses  to  several  Aug  1979  NRC  questions. 
Includes  LOCA  reanalifsis  to  evaluate  ECCB  performance, 
chflrtsi  tables  t>  one  aversiie  drawing. 
CRAHE.P.  A.   Pacific  Gas  l<  Electric  Co.   79/09/38.   Q7pp. 

7910160469  Forwards  "Equipment  Qualification."  Proprietary  version 
withheld  (rsf  10CFR2.  790).  App  1  ication  for  withholding  info 
from  public  disclosura  encl. 
CRANE.P.A.   Pacific  (Jas  t,  Electric  Co.   79/10/03.   10pp. 


/91O02C006  Responds  to  postcard  opposing  1 icensing,  Dec Ision  re  licani 
will  ba  based  on  protection  of  public  health  b  safety. 
DENTQN.H.fl.   Office  of  Nuclear  Reactor  Regulation.   79/09/2O.    Ip. 


— 7910030809  Urges  opposition  to  licensing  of  facility. 
CLARK.8.  L.   Affiliation  Unknown.   79/09/20.   Ip. 


7910020810  Responds    to   postcard    opposing    1  icensing.  Dec  i  si  on    re    license 
mill    bn    baaed    on    protection    of    public    health    &    safety. 
uSNTON.H.R.       Office    of   Nuclear   Reactor   Regulation.       79/O9/2Q.        Ip. 


—  7910020813   Urges    opposition    to    licensing    of    facility. 

PHILLIPS,  P.  C,  ,     CLARK.  6.  L.        Af  f  1  1  iation    Unknown.        79/09/20. 


tp. 


7910090377  Forwards  NUC  790525  Itr  to  RJ  Lagomars  ino,  in  rauponao  to 
790410  Itr  forwarding  County  of  Santa  Barbara  Doard  of 
Supervisors  resolution  re  deforral  of  Issuance  of  DL  for 
facilities  until  completion  of  TMI  Incident  evaluation. 
DENTQN.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/09/Sfl.   Ip. 

7910260365  Requests  that  final  rulomaking  on  emergency  planning  procodE 
renewed  hearings  &  that  NRC  renotice  licensing  proceedings 
to  allow  public  to  participate  In  resolving  whether  actions 
recommended  in  NUKEQ-  0378  will  protect  public. 
CLUCAS,  J.   Siorra  Club.   79/10/01.   2pp. 


— 7910160470   "Equipment    Qualification.  "   Proprletaru    version   withheld 
(ref    10.CFfi2.  790). 
»      Pacific    Oas    6   Electric    Co,       79/10/03.        20pp. 


791023016B  Responds    to   T  Krahn    790901    Itr    opposing    OL.  OL    declsiono 
will    be   based    on    protection    uf    public    health    &    flafoty. 
DENTON.H.Fi.       Office    of   Nuclear    Reactor   Regulation.       79/10/04.        Lp. 


7910240718  Forwards   requests    lor    info  re   potential    overpressurl ifltion 
of   containment    In    event    of    main    steam    line    break. 
STOLZ.J.F.  Light    Water   Reactors  Branch    1.       79/10/05.       6pp. 

7910240722  Forwards   request    for   addl    info  re    level    measurement   errors 
due   to  environ   temp    effects   on    level    Instruments   ref    legs. 
STOLZ.J,  F.  Light   Water   Reactors   Branch    1.       79/10/05.       4pp. 


— 7910230172  Expresses   concern    re    facility    const, 
KRAHN,  T.       Affiliation   Unknown.       79/05/01.       Ip. 

7910230633  Aci   recaipt    of    790501    Itr    to   JM  Handrle    opposing    facility 
DL. Assures    that    decision    re   OL   mill    bo    based    on    protoction 
of    public    health    &    safety. 
DENTON.H.R.       Office    of   Nuclaar   Reactor   Regulation.       79/10/04.        Ip. 


7910170302  Discusses   development   of    plan    for   managing, preserving   & 
minimi  ling    damage   to   historical   &   archaeological    data  d 
specimens    in    facility    areas. Improved    roads   north    of    facility 
creek   bed    should   be   paved. 
PETERB.R.J.       Pacific    Gas   i   Electric    Co.       79/10/12.       4pp. 

79102H0332  Forwards    info   re    fuel    handling    bldg    crariB. polar    crane, 
turbine   bldg    &   intake    structure   crane, in  response    to  790912 
request. 
CRANE.P.A.      Pacific  Gas  !,  Electric    Co.      79/10/17,       3pp. 

7910310279  Requests   that   NRC   consult  w/Fish   t<  Wildlife  Svc    before    final 
determination   re    facility    licensing. 

MEVER.H.  H.       InteriorhDept.  of,    Fish   &  Wildlife   Service.       79/1O/33. 
2pp. 

79I03QOS91  Requests   preparation  nf   supplemental    EIS   to   consider   environ 
Impact    of   various   Class    9   nuclear    ace  idents,  per    10CFR2.  206. 
BALDWINrW.  A.        Friends    of    the   Earth.       79/10/21.        3pp. 

791031030B  Forwards  memo*   concerning    summary    of   791019  meeting   u/util 
re  reporting    status   on   generic    matter*   relates    fco    licensing. 
HENDRIE,  J.  H.        Commission.        79/10/24.        Ip. 


—7910230639   Urges    danial    of    facility    OL. 

LUNA.  C.  M.       Affiliation   Unknown.       79/03/01, 


7910230603  Ack    790901  Itr    to    JM  Hendrio    opposing    facility    QL, Assuras 

that    decision   re   OL  will    be    based    on    protection    of    public 
heal  th   i  safety. 

DENTQN.H.R.       Office  of   Nuclear   Reactor   Regulation.       79/10/04.        Ip. 


—7910330607  Urges    denial    of    facility    OL. 

HlflSCHiS.  I.       Affiliation   Unknown.       79/03/01. 


Ip. 


7910310116  Requests  that  NRC  Issue  order  of  notice  t,  hearing  before 
proceeding  w/licenaing. 
HARROWS,  J.  C.   Affiliation  Unknown.   79/10/09.   Ip. 

7910250390  Governor  of  CA  petition  to  participate  in  proceeding  on 
represontativa  of  interested  state.  Responsib i 1 i ti es  under  CA 
Emergency  Bvcs  Act  differ  from  those  exercised  by  Public 
Utils  Commission  of  CA. 
KLEIH.J.A.,  nRDUN.H.H.   California,  State  of.   79/10/1B. 


2pp. 


H.    General    correspondence 


—  7910310312  Discusses    actions   subsequent    to   791010  meeting   ui/util.Util 
concerns   that    facility   was    singled    out   for   unique   procedural 
treatment  r»  TMI-related    issues    are   groundless. 
HENDRIE,  J.  H.      Commission.       79/10/24.       Ip. 

— 7910310315   Summary    of    791019   meeting   w/util    re    on    status    of    generic 
issues  re    facility    licensing. 
HASBELL,  D.  F.       Commission.      79/10/23.       2pp. 

O.    Adjudicator^    correspondence 


7910050713  Order    denying    Intervenor  San  Luis  Obispo  Mothers    for   Peace 
79Q6QB  motion    to  reopen   hearing   re   adequacy    of    security 
plan. Failed    to    show  significant  unrevlewed    safety    items    or 
changed  circumstances,    to    justify   reopening   record. 
BOWERS, E.g.      Atomic   Safety   and   Licensing   Board   Panel.       79/07/30 
5pp. 

7910050780  Discusses  TMI-related    issue*   re  nuclear   power  plant 
licensing   review.  NRC    should    issue   order   &  notice   of  hearing 
rs   procedures    in  proceedings.  NRC  revieui  of    emergency 
planning   should   await    completion  of  rulemaking 
FLEISCHAKER.D.B     Fleischafcer,    D,    B.       79/09/13.       6pp. 


7910250362  Responds    to  790023    Itr    expressing    concern   ro    iaauance    of 
OL.  Discusses   OL    1  ssuance,  emergency    plan.  Hosgri    fault, NHC 
involvement  w/nuclear    industry    Si    environ    Impact    of 
radiation. 
VASSALLO.D,  D.          Division    of   Projoct   Mananement.       79/10/01.       4pp. 

0.     Inspection   reporta.     IE   Bulletins   &   correspondence 

7910240107  Forwards    IE    Insp    Repts    30-275/79-07   &   50-333/79-05   on 
790326-29  (,  0409-06.  No   noncomp  1  iance   noted. 

SPENCER, 0.3.  Region   3.     Ban   Francisco,    Reactor   Conutruction    8. 

Engineering   Support    Branch.       79/05/11.       2pp. 

—7910240118   IE    Inso    Rapt-    50-279/79-07  *   30-333/79-09   on   790326-37    i, 
0403-06. No   noncompliance    noted. Major    areas    inspoctad: 
action   on   previous    find  ings, action    on    IE   bulletins   & 
circulars   fc   pipe    support    installation   work 

KIRSCH.D.F..    HUTSDN,T.W..     HAVNES.R.C.  Region    5,    Ban  Francisco, 

Reactor  Construction  b  Engineering    Support   Branch        79/05/11 
llpp. 

7910030111   Responds    to    IE  Bulletin   79-02,  Revision    1,     "Pipe   Support    Baoi 
PlatB  Designs   Using    Concrete   Expansion   Anchor   Bolte.  "    tc 
provides    interim  matl    until    final    rept    durlno   Auo    1979 
CRANE,P.A.      Pacific   Oas    t,   Electric    Co.       79/07/20        9pp. 


DOCKETED  ITEMS 
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7910020270   FuriUflVds    IE    Info   Notice    79-20,  Revia  i  on    1.     "NRC    Enforcement 
Policy    -  NPC    Licensed    Individuals."    Notice    reissued    to 
correct   ward    omission  tt  punctuation    error   which    changed 
intent    of    statement.  Changed    statement    underlined    in    teit. 
ENQELKEH,  R.  H.  Region    3,    Ban   Francisco,    Office    at    the    Director. 

79/09/07.         If. 

7910040019  Forwardi    IE  Circular   79-19.     "Loose    Locking    Devices    on 
Ing  erso  1 1-Rand    Pump    Impellers."    No    action   required. 

ENOELKEN,  R.  H.  Region    3,     Ban    Francisco.     Office    of    the    Director. 

79/09/13.         Ip. 

7910110:300    For  ward  9    IE    Info   Notice    79-23,     "dual  if  ication    of    Control 
Sys.  "    No    action   required. 

ENGELKENi  ft.  H.  Region    5,     San   Francisco.     Office    of    tha    Director. 

7-7/09/17.         Ip. 

7910.130203   Foriu&rds    IE  Circular   79-20,     "Failure    of   QTE   Sylvania   Relay, 
Type    PM  Bulletin   7305,Catalog    5U12-11-AC   iu/120  Volt   ac 
Coil."   No    action   required. 

ENGELKEH.  R.  H.  Region    5.     San   Francisco,     Office    of    the    Director 

79/09/24.         Ip. 

7910110190  Forwards    IE   Info   Notice    79-23.     "Emergency    Died  Hi    Generator 
Lube    Oil    Coolers."   No  action  required. 

ENOELKEN, R.  H.  Region   5,    Ban   Francisco,    Office    of    the    Director. 

79/09/2&.        Ip, 

77101H006O  Forwards    IE  Bulletin   79-21,     "Froien   Lines,  "   Action   required. 
EHOELK.EN.R.  H.  Region    5,    Ban  Francisco,    DPfice    of    the   Director. 

79/07/27.         Ip. 

791017093&  Forwards    IE   Info   Notice    79-23,     "Reactor   Trips    at   Turkey 
Point    Units    3  &   1.  "   No    action   required, 

ENOELKEN. R.  H.  Region    S,    Ban  Francisco,    Office    of    the    Director. 

79/10/01.        Ip. 

7910190214  Forwards    IE   Info   Notice   79-21,     "Overpressuri lati on   of 
Containment    of    PWR   Plant   After  Main   Steam  Lino   Break. "    No 
action    required. 

ENOEtKEN,  R.  H.  Region    5.    Ban  Francisco,    Office    of    the    Director. 

79/1O/01.        Ip, 

79103102*0  Forwards  Revisian   H   to    IE  Bulletin   79-13,     "Cracking    in 
FenduiatBr    Kyis    Piping."    fiction   required. 

ENOELHEN.  fl.H.  Region   3,    San   Francisco,    Office    of    the   Director. 

79/10/19,        In, 


DOCKET    80-334    BRUNSWICK   STEAM   ELECTRIC    PLANT,     UNIT   2 
F,    Security,     nodical,     emergency    lc    fire    protection    plans 

79103301H1  Forwards    background    info    for    replication    fire    tests. Drawings 
of    conduit    li    tray   arrangements   b    flro    protection    features 
will    be    Forwarded   79101O, 
SYLVESTER,  E.  Plant  Systems    Branch    (Pre   791030).       79/10/01.       Ip, 

79101H0477   Forwards    Industrial    security    plan. Plan   withhold    <ref 
1QCFHH.  790). 
UTLEV.E.E.       Carolina   Power  !c  Light   Co.       79/10/li.       Ip. 

7710220317   Discusses   NRC   791001   verbal    author! lati on    to   revise    design 
basi»    for    fire    protection   of   cables    in    dioael    generator 
bldg    tt   svc    uiater    bldg.Util    it    proceeding    w/redenion   of    fire 
protection    mod's. 
UTLEViE.E.       Carolina  Power   b  Light   Co.       79/lO/li.       Ip, 

H.     Qaneral    correspondence 

7910010713   Roaponds    to   790B09    Itr    to   President   Carter   re   radioactive 
I anon   &    krypton    gases    being    released    to  atmosphere. Explains 
thnt    amount    of    radiation    is    balou  allowable    limits   & 
discusses    ram    limits   &   temporary    action  re    leaking    valve. 
DEN  TOM  i  H,  R.       Of  fife   of  Nuclear   Reactor   Regulation.       79/09/07.       1pp. 

— 79I001Q720  Forwards   Harmony   H/All    Living    Things   79QBOS    Itr   re   cracked 
rod.  Requests    direct   reply. 
BEAL.M.M.       Prasldent    of  US  &  Executive   Offices.       79/OB/11.       2pp, 

J,     Insurance    b    indemnity    information 

77-10220233  Forwards    etacuted    Amend    10   to    Indemnity    Agreement   D-71. 
BARHAM,  C.  D,       Douglass   &  Durham,       79/10/17.       3pp. 


P  .^Operating    license    stage   documents   tt   correspondence 

7910100110  Safety    evaluation  re    seismic   reanalysia   of   reactor   coolant 
piping    per    IE  Bulletin   79-07.  Requirements   satisfactory    subj 
to    completion   of  mods    discussed   790601.  Must    satisfy    code 
verification   requirements. 
•      Office   of   Nuclear   Reactor  Regulation.       79/06/07.      3pp. 

7910090211    Forwards  FR  notice   of   amend    to    10CFR73. 55  re  requirements 
for   physical    protection  of   nuclear    power   p Ian ts.  Amend   defers 
Implementation   of    physical    search    requirements    from  790001 
to    791101. 
OENTON.H.  R.        Office    of    Nuclear    Reactor    Regulation.        79/OB/10.        49pp. 

7910030976  Requests   addl    info   re   end-of-cycle    rec irculation   pump    trip 
for   Unit   3  E,  confirmation   of   commitment    to    implement   design 
improvements    in   area   of  ambiguous    indication*   as   resolved 
by   OE  generic    Investigation. 

IPPOLITO,  T.  A.  Operating    Reactors   Branch   3    <Pre   791030).      79/06/17. 

5pp. 

7910110235   Forwards    NUREO/CR-0727,     "BUR   Offgas    Sys    Evaluation."    Sys 
provides   reasonable   assurance    that   potential    tor    ejternal 
offgas    explosions    is   minimi  led.  W/o   encl. 

GAMMILL,  W.  P.         Assistant   Director    for  Operating   Reactor   Projects    (Pre 
791030).        79/08/22.        39pp. 

7910030760  Notifies  of  suspension  of  revieu  work  on  deinerting 
submittal  until  NRC  acts  on  recommendations  of  TMI-2  Lessons 
Learned  Task  Group. 

GAMMILU.W.         Assistant   Director    for  Operating   Reactor  Projects    (Pre 
791030).        79/QB/27.        Hpp. 

7910030609  Requests   addl    Info  re   unlimited   purging    durino   power 
operation    in  areas   of   tfebri Sr release   of   containment 
atmosphere   &   design   of    override/bypass   circuits    for    purge 
isolation   valves. 

IPPOLITO, T.  A.  Operating   Reactors   Branch  3    <Pre  7910301        79/OB/29 

4pp. 

7910030021  Advises    that    licensee    has   proposed    annunciator   ays   hardware 
mods    to   enhance   awareness    of   diesel    generator    status,  in 
rosponse    to   770329  generic    Itr    sent   to   all    I Lcensees. Mods 
are   adequate,  review   completed    (t  no   action  requlreil. 
LAINAS.O.  Plant  Sgstems   Branch    (Pre    7910301.       79/09/11,       2pp. 

7910100011   Foriuards    evaluations   requested    7909O5  of   all    plants 
previously    using    pipe    stress   analyses    based    on   unacceptable 
algebraic    summation    techniques. All    stresses    within   allowable 
limits. 

SCHHENCEfl.A.  Operating   Reactors   Branch    1    (Pre   791030).      79/09/1Q 

2pp. 

—7910100100  Responds    to   770134,  0515,  21,  EH.  29  tt   0604   Itrs   reporting 
results    of    seismic    reanalysis    of   reactor   coolant   piping    per 
IE  Bulletin   79-07. Mods   discussed    on  790604    are   required 
before    resumption    of   operation.  Code   verification   needed. 
IPPOLITO,  T.  A.  Operating   Reactors   Branch    3    (Pre  791030). 

79/06/07.      5pp. 

7910320320  Requests   addl    info  re    loss   of    offsite   power   on  750326   to 
assist    In   revieu  of    offslte    power   sys   adequacy . Requests 
response  within   90  days. 

IPPDL1TO,  T.  A.  Operating   Reactors   Branch   3    (Pro  791030).      79/09/1B 

3pp. 

791029040B  Requests   registration   as   user    of  NL    Industries  NLI-l/S 
radioactive   shipping    cask. 
UTLEYiE.E.       Carolina  Power   !.  Light   Co.       79/09/19.       Ip. 

7910010289  Responds    to  NRC   790B20   Itr  re   assigning    priorities    to 
licensing    issues    initiated    by    util. Issues    include   single 
loop    operation, environ  radiation  reptr containment    leak   rate 
testing   d  plant  reorgani ration. 
UTLEY.E.E.      Carolina   Power   ti  Light   Co.       79/09/24.      3pp. 

7910160149  Notification   of  790926  meeting   in/Mark    I    owners    in  Bethesda, 
HD   to   discus*   pool    swelling    compressibility   effects   & 
douincomer    condensatln    toads. 
GRIMES.  C.I.  Plant  Systems   Branch    (Pre   791030).      79/09/24.       Ip. 

7910170010  Discusses   need    For   addl    confirmatory    full    scale    tests    to 
establish    uncertainty    in    load   magnitudes   re    condensation 
oscillation    load    diflnitlon   procedures.  Draft    Itr    to  Mark    I 
utlls    re    test   program   encl. 

GRIMEB.B.K.         Assistant   Director   for  Byitems   Engineering    (Pre 
791030).       79/09/25.       1pp. 
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7910010016  Responds  to  FQIA  request  For  documents  re  transport  routes 
for  Irradiated  reactor  fuel.  Forwards  requested  info. Info 


partially  withheld  (ref  FQIA  Eiomption  4). 
FELTON,  d.  M.    Division  at  Rules  and  Records. 


79/09/26.   4pp. 


—7910010066  Approves  planned  routes  for  shipment  of  irradiated  reactor 
fuel  Forwards  CR  Hillman  790709  memo  a/supplemental  info. 
Info  partially  withheld  (ref  FOIA  Exemption  4). 
MCCQRKLE,  0.  M.     Physical  Security  Licensing  Branch. 


79/07/13. 


-7910010077  Discusses  supplemental  info  providHd  on  790705  re  spans  fuel 
shipment.  Info  partially  withheld  Ire?  FOIA  Exemption  4). 
HILLMAN.D.R.     Physical  Security  Licensing  Branch.   "7D 
2pp. 


79/07/09. 


—7910010096   Informs    of    Intention    to   continue    irradiated   reactor    fuel 
shipments.  Revests  routs   approval. Info   partially   uithheld 
(ref  FOIA  Eiemptlon   4). 
UTLEV.  E.  E.      Carolina  Power   t<  Lioht   CD.       79/06/2B.       9pp. 

7910170006  Discusses   resolution   of   potential    problem  re   Mark    1 
containment    identified    in  790831   memo.Addl    info  re   response 
charjicterlstiis   of   downcomer-vent   header   syl   show* 
sufficient  structural    fatigue   margins    exist.  Evaluation   encl. 
DENTON.H.R.      Office   of  Nuclear  Reactor  Regulation.      79/09/26.       2pp. 

7910230413  Forwards   guidelines    for   valve   operablllty   re    containment 
purging   (t  venting   during   normal    operation.  Requests 
commitment   to   implement  valve   qualification  program  within 
30  days. 
EI8ENHUT,  D.  0.         Division   of   Operating   Reactors.       79/O9/27.        3pp. 


79102B0377  Forwards  Offslte  Dose  Calculatlonal  Manual,  in  response  to 

781115  request.  „ 

UTLEY,E.E.   Carolina  Power  t,  Light  Co.   79/10/23.   lp. 

— 79102503B3  Offiite  Dose  Calculational  Manual. 

*  Carolina  Power  b  Light  Co.   79/10/32.   174pp. 

79103002S9  Informs  of  791015  burnup  &  confirms  that  correct  b  more 
conservative  max  critical  power  ratio  limits  are  In  use  for 
remainder  of  cycle. 
UTLEY,E.E.   Carolina  Power  (<  Light  Co.   79/10/23.   lp. 

Q.  Inspection  reports,  IE  Bulletins  (.  correspondence 

79100900SB  Responds  to  781109  Itr  b  IE  Insp  Repts  90-334/78-25  & 
50-323/78-29.  Operating  Instruction  29  developed  t 
Implemented,  re  Identification  b  isolation  of  plant  leakage. 
Mods  in  progress  to  reduce  raduasto  load. 
BANKB.H.R.   Carolina  Power  b  Light  Co.   79/06/01.   Spp. 

7910040192  Forwards  IE  Insp  Repts  50-324/79-34  b  90-339/79-27  on 
790726-27.  No  noncompliance  noted. 

MURPHV.C.E.      Region  2,  Atlanta,  Reactor  Construction  b  Engineerlnn 
Support  Branch.   79/08/31.   3pp. 

-- 791004019B  IE  Insp  Repts  50-334/79-26  t-  50-323/79-27  on  790736-27.  Wo 
noncompliance  noted, Major  areas  inspected: concrete  enpansion 
anchor  Installation.  ..„„„,.  . 

MQDENOB,  L.     Region  2,  Atlanta,  Office  of  the  Director.   HEHDT,  A. 

Region  3.  Atlanta,  Reactor  Construction  b  Engineerlnn  Support 
Branch.   79/08/16.   Spp. 


7910260391  Discusses  NRC  7H112B  Itr  re  generic  concern*  about 
containment  purging  t"  venting  during  normal  operation.  Three 
valve  vendors  have  discovered  possible  defects. Forwards  BNL 
guideline  for  demonstration  of  purge  b  vent  valve  operation. 
E1BENHUT,  D,  Q.  Division  of  Operating  Reactors.  79/09/27.  4pp. 


7910040358  Ac k    receipt   of   790BOJ    b  24    Itrs    Informing    NRC    of    steps 
taken    to    correct   violations   noted    in    IE    Insp   Repts 
30-324/79-02  1   50-325/7Y-02. 

LEWIS, R.C.  Region   2,    Atlanta,    Reactor  Operations    Nuclear   Support 

Branch.      79/OB/31.       lp. 


7910130234  Responds   to  request    for   addl    info   re   degraded    grid   voltaot 
Discusses   onsite   test   procedure.  Forwards    "Rept  on   Voltage 
Drop  Btudiji  "  Revision    1. 
UTLEV,  E.  E.       Carolina   Pouier   !<   Light    Co,        79/10/OB.       3pp. 


— 7910040365  Responds    to   NRC   7902H1    Itr   re   violations    noted    in    IE    Insp 
Reptf    50-324/79-02   b   SO-323/79-02,  Correc  tiva    actions:!!    list 
parts   have    had   QA   hold    tags   attached    until    disposition 
determined. 
BANKB-H,  R.       Carolina   Pouer   fc  Light   Co.       79/08/24.       Bpp. 


— 7910120225  "Rept  on  Voltage  Drop   Study. "   Revision    1, 

H1LSON.J.H.,    OREIMAN.C.  D.  ,    KRE1DER.H.O.      United  Engineers  b 
Constructors,     Inc.     (subs,    of  Raytheon  Co.  ).      78/02/06.       Slpp. 

7910230139  Forwards  replacement   page    For  Tech   Specs, Inserting    footnote 
on  mai   critical    power   ratio    for   power   distribution   limits. 
IPPOLITO.T.  A.  Operating  Reactors   Branch   3    (Pre  791030).       79/10/09. 

Spp. 

— 791023014B  Replacement   page, inserting    footnote   on  max    critical    power 
ratio   for   power   distribution    limits. 

•  Operating   Reactors   Branch   3    (Pre   791O30).      79/10/09.       lp. 

7910120239  Forwards  NEDO-241B2A,     "Supplemental   Reload   Licensing 
Bubmittal    for  Reload   2,"   Revision    1   re    transient  Si  GETAB 
analyses.  Also  forwards   revised   Tech  Spec   page   correcting 
end-of-cycle  max   critical    pouer   ratio    limits. 
UTLEV.E.E.      Carolina  Power  &  Light  Co,      79/10/10.      2pp, 

—7910120230  Revised   Tech  Spec. Section  3/4.  B.  3.  correcting    end-of -cycle 
aai    critical    pouer  ratio    limits. 

•  Carolina  Power  &  Light  Co.      79/10/10.       lp. 


—  7910040370  Responds    to   NRC   790821    Itr   re   violations    noted    In    IE    Insp 
Repts    30-324/79-02  d  329/79-02.  Corrective   ac  tiona  :  change    In 
plant   mods    for    safety-related    prints.  Listing    encl. 

R.       Carolina   Power    (c  Light   Co.       79/OB/01.       3pp. 


79101B0332  Forwards    IE    Inap    Repts    30-324/79-23  (•  30-3SS/79-24   an 
790716-20.  No   noncompliance   noted. 

LEWIS,  R.C.  Region  2,    Atlanta,    Reactor  Operations   Nuclear   Support 

Branch,      79/OQ/31.      2pp. 

—  7910180335    IE    Insp   Repts    80-324/79-33  &   30-323/79-24   on  7907U-20.  No 
noncompliance   noted.  Major   areas    Inspected:  licensee    Follouup 
LERs,  outstanding    items   re    comments    on   operating    procedures    S. 
electric    relay    problem. 

KELLOQQi  P.  J.  Region   2,    Atlanta,    Reactor   Operations   Nuclear 

Support  Branch.       RILEYi  Q.  W.  Region   2,    Atlanta.    Office    of    the 

Director.      79/OB/30.      6pp. 

791003021i  Responds    to    IE  Bulletin  79-18,     "Deep    Draft    Pump 
Deficiencies.  "   No   pumps   of    type    described    utlllied    at 
facility. 
FURRiB.J.       Carolina   Power   &  Light  Co.       79/09/10.       lp. 


— 79101S0233   "Supplemental   Reload   Licensing   Qubmittal    for   Reload    2," 
Revision   1   re  revised    transient   &  uETAB   analyses. 
ERVINiA.H,    RABH.J.L.,    BRUOOE,  R.  0.      General    Electric   Co..    Nuclear 
Energy  Products  Div.      NEDO-B418SA.      79/08/31.      28pp. 

710260134  Discusses   770516   Itr    In  response    to  770339  request    for    Info 
-s  diestl    generator   alarm  b  control    circuitry. Design    Is 
uithin  scope  !<  Intent   of  Reg   Guide    1.47  fc  acceptable. 
iPPOLITO,T.A.  Operatlnj  Reactors  Branch   3    (Pre   791030).       79/10/13. 

Spp, 

10230342  Forwards  commitment  to  meet  requirements  of  NUREQ-057B. 
Intends  to  meet  requirements  (c  schedules  set  forth  in  NRC 
790913  Itr. 
UTLEYi  E.  E.   Carolina  Power  t,  Light  Co.   79/10/18.   IBpp. 

79102904SB  Discusses  Mark  I  torus  mod  fc  util  commitment  to  install 
vent  header  deflector  &  T-quencher  on  Unit  2  during  19BO 
refueling  outage  ti  on  Unit  1  during  1981  outage. 
UTLEV.E.E,  Carolina  Power  b  Light  Co.   79/10/1B,   2pp. 


79100S0437  Responds  to  IE  Bulletin  79-16,  "Vital  Area  Access  Control." 
Personnel  granted  unescorted  access  to  protected  b  vital 
access  areas  subjected  to  screening  program. Access  based  on 
need  in  order  to  perform  assigned  uork. 
FURR.B.J.   Carolina  Power  b  Light  Co.   79/09/10.   2pp. 

7910Q2057S  Forwards  JE  Circular  79-19,  "Loosa  Locking  Devices  on 
Ingersoll-Rand  Pump  Impellers."  No  action  required. 
O'REILLY, J.P.     Region  2,  Atlanta,  Office  of  the  Director. 
79/09/13.   lp. 

7910050191  Submits  supplemental  response  to  IE  Bulletin  79-01.  Revision 
1  to  rept  on  environ  qualification  of  saf etu-related 
electrical  equipment  uill  be  provided  by  791O31, instead  of 
790914.  Revision  2  ulll  be  available  by  6001  IB. 
FURR.B.  J.   Carolina  Pouier  *  Light  Co.   79/09/14.   lp. 

7910110229  Forwards  IE  Info  Notice  79-22,  "Qualification  of  Control 
Sys."  No  action  required. 

O'RGILLY, J.P,     Region  2,  Atlanta,  Offlc*  of  the  Director. 
79/09/14.   lp. 
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7910260414  Extends    saf ety-relatod    print   revision    date    from   790914    to 
1201    in   response    to    IE   Imp   Rept    50-324/79-03. 
BANHB.H.R.       Carolina   Punier   t,  Light   Co.       79/09/14.       Ip. 

791004O6S5   Responds    to    IE   Dulletin   79-1H.  Mods    of    sound    sys    to    be 
completed    120   days   from  receipt    of    cable    for    public    address 
ays. 
FUSR-B.  J.      Carolina  Power   &  Light   Co.       79/09/17.       3pp. 

7910300-OBa  Forward*    IE    Info   Notice   79-22,     "O.ual  if  i  cati  on   of   Control 
3(j»,  "    WestinghoUHe    79QB30    Itr    &   Public    Bvc    Electric    &    Oas 
Co   790710    Itr   re   potential    unreviewed    safety    question. Action 
required   within   20  days.  W/o    end. 
DENTON.H.  R.       Office   of  Nuclear   Reactor   Regulation.       79/09/17.       4flpp. 

7910090672  Responds    to    IE  Bulletin   79-19   re    packaging    &   disposal    of    low 
level    radwaste, Procedures   mill    be    fallowed    b   personnel    uill 
be    trained    by    791313. 
FURR.B.J.       Carolina  Power   t<  Light   Co.       79/09/21.       2pp. 

7910230S61    Forwards  NRC   790626    Itr   re   multiple    equipment    failures   b 
surveillance   testing    errors. which    was    incorrectly 
distributed. Also    forwards    IE    Insp    Repts    90-295/79-13  & 
SO-304/79-12.  Action  required. 
EIEENHUT,  D.  0,         Division    of   Operating   Reactors,       79/09/21.       49pp. 


7910290560  Ac  k   receipt    of   791O01    Itr    informing   NRC   of   stepg   taken   to 
correct    violations   noted    in    IE    Imp   Repts    50-324/79-27  & 
90-335/79-aa. 

LEWIS. R, C.  Region  2.    Atlanta,    Heactpr  Operation*  Nuclear   Support 

Branch.       79/10/12.       Ip, 

— 7910290964   Responds    to   NRC    790904    Itr    re    Violations    notad    in    IE    Imp 
Repts    50-334/79-27   t,   50-325/79-28.  Corrective   actions: 
reviewed    indei    of    plant   operating   manual    to   ensure   all 
procedures   are   reviewed    by   OA   supervisor. 
BANKS,  H.  R.       Carolina  Power   &  Light  Co.       79/10/01.      3pp, 

—7910250969  Refers    to   NRC   790904    Itr    forwarding    IE   Insp   Repts 
30-324/79-57   t,   50-325/79-2B   fr    forwards    replacement 
Pages   4-8. 

LEWia.R.C,  Region  2,    Atlanta.    Reactor   Operations   Nuclear 

Support   Branch,       79/10/01.       6pp. 

—7910250970  Forwards    IE   Insp   Repts   50-324/79-27  6   50-329/79-2B  on 
790B06-09  l<  notices    of   violation  tc  deviation. 
LEWIS, B.C.  Rug  ion   2,    Atlanta,    Reactor  Operations  Nuclear 

Support   Branch.       79/09/04.       3pp. 

—7910290373  Notice   of   violation   frnm   insp    on  790806-09. 

*          Region  2,    Atlanta,    Office   of   the   Director.       79/09/04.       Ip. 


79100401&1    Forwards    IE   Info  Notice   79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers.  "   No   action   required. 

D'REILLV,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/09/26.       3pp. 

791O1B0106  Ack   receipt    of   790906    Itr    informing   NRC    of    steps    taken    to 
correct    violations   noted    In    IE    Inop   Rept»    50-324/79-22   & 
30-32S/79-S2. 

LEWIS.  R,C,  Region   2,    Atlanta,    Reactor   Construction   It  Engineering 

Support   Branch.       79/09/27.       Ip. 


-7910H50974  Notice    of    deviation    from   Insp    on   790H06-09. 

*          Region  2,    Atlanta,    Office   of    the   Director.       79/09/04,       Ip. 

-7910B90575    IE    Insp   Repts    SO-334/79-27  (.   50-329/79-28  on  790806-09. 
Noncompliance   noted: failure    to   review   procedures.  Deviation 
noted: failure    to    comply   w/commi tments   made   to  NRC    in  790314 
Itr. 

RUHLMAN.W.A.  Region   2,    Atlanta,    Office   of   the   Director.       * 

Reolon   2,    Atlanta,    Reactor   Operations  Nuclear   Support   Branch. 
79/09/05.       9pp. 


"791O1B0112  Addresses   UA  Ruhlman    concerns    re    operator    besting    on 
self-study    topics  d   revision    of    Training    Instruction    TI-2QO, 
App    A. Training    commitment   will    be    completed    bij    791213, 
Op- era  tor  I    passed    lecture    series    topical    examinations, 
BANKS, H.R.       Carolina  Power   i  Light   Co.       79/09/06.       Ip, 


R.     Periodic    operating    roports   it  related    correspondence 

7910130213  Forwards   monthly    operating    rept    for  Bept    1979. 
BANKS,  H.H.       Carolina   Power   d  Light  Co.       79/10/09,       Ip. 


-7910100133  Responds    to   NRC    Itr    re    violations    noted    in    IE    Insp    Repte 
50-324/79-22  t  50-325/79-22.  Correct! ve    ac tiono: ravi s  Ion    to 
TI-200  written    to  provide    guidance    to    training    staff    re 
operator   retraining. 
BANKB.H.R.       Carolina   Power  «  Light    Co.       79/OB/06.       3pp. 


— 7910130240  Monthly    operating    rept   for   Sept    1979. 

WILLIS, E.      Carolina   Pouier   &  Light   Co.       79/10/01.       12pp. 

8.     Reportable    occurrences,    LERn   tt  related   correspondence 


— 79JOIS012B  Forwards    IE   Insp   Ropts    50-334/79-22  !.   30-328/79-22   an 
790607-00  &  notice   of   violation. 

LEHt8,R.C.  Region   Hi    Atlanta,    Reactor   Operations   Nuclear 

Support  Branch.      79/07/11.      2pp. 

— 7910180132  Notice   of   violation    from    insp    on   79Q607-OB. 

*  Region  2,    Atlanta,    Reactor    Operations    Nuclear   Support   Branch. 

79/07/03.        Ip. 


7910090387  Forwards  LER   79-076/03L-0. 

BANHSiH.R.        Carolina   Power    [,   Light   Co.        79/10/01.        Ip. 

—7910090397  LER  79-076/03L-0:  on   79090B,  during   reactor   startup-rod   26-07 
had   no  position    indication  at   notch   48. Rod    tested   &  no 
problem  discerned.  Work    request    issued    to    investigate 
problem, 
TOI.L1SON,  A.  C.       Carolina   Power   (.Light   Co.      79/10/01..     Ip, 


— 7910180137   IE    Insp   Repts    50-324/79-3S  t,   50-325/79-93  on   790607-OB. 
Noncompliance   noted: failure    to    follow   procedure    TI-200, 
Paragraph    7.  b. 

KUHLMAN.  U.  A.  Region   S,    Atlanta,    Reactor   Operations   Nuclear 

Support   Branch,       JENKINS,  H.  Region   2.    Atlanta,    Office    of    the 

Director,       79/07/03.       Bpp. 

7910190242  Forwards    IE  Bulletin   79-24!     "Froien   Lines. "    Action 
required. 

d'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    the   Director. 

77/09/37.      2pp. 

7910170307  Forwards    IE   Info   Notice   79-29,     "Reactor   Trips    at   Turkey 
Point    Units   3  &  4,  "   No   action   raqulrod. 

O'HEILLV,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/1O/01.       2pp. 

7910170717  Forwards    IE   Info   Notice   79-H4,     "Overpressuriiation   of 
Containment    of  PHH   Plant   After   Main   Btaam  Line   Break.  "    No 
jction    required. 

O'HEILtv,  J.P.  Region  2,    Atlanta,    Office    of    the    Director. 

79/10/OI.        3pp. 

7910110399  Responds    to  790917    Itr    ra    potential    unroviaued    question   on 
interaction   betwein  nonsafety-grada   ti   asf ety-flradi    sys,  per 
IE    Info    Notice   79-22.Submits   rept   of   re-evaluation   of 
potential    Impact  of   nonsafety    SUB    on    safety    functions. 
UTUEVjE.E.      Carolina  Pourer   fc  Llflht    Co,       79/10/04.       6pp. 


7910100307  Forwards  LEU   79-06B/03L-0. 

BANK8,  H.  R.       Carolina  Power  tc  Light  Co.       79/10/03.       Ip. 

— 791010031B  LER  79-068/03L-0: on   790910,  doumscale   alarm  for   average   power 
range   monitor  F  activated    at   57..  Average   power   range  monitor 
D    out    of    svc.  Caused    by    instrument   drift  ,fc   detector   open 
signal    lead. Instrument   recallbr. 
TOLL  I  SON,  A.  C.       Carolina   Power   b  Light   Co,      79/10/03.       Ip. 

7910170211    Forward*   LER   79-OB5/03L-0. 

BANKB.H.  R.      Carolina  Power  !.  Light  Co,      79/10/09.       Ip. 

—7910170216  LER   79-083/03L-0;  on   79091B,  suppression   cool   water    temp 
recorder   on  remote    shutdown   panel   was    inoperable.  Caused    by 
dirty    relay   &  poor   electrical    contact.  Contacts   cleaned   l< 
recorder   returned    to    svc. 
TOLLIBON,  A.  C.       Carolina  Power   &  Light  Co.      79/10/09,       If. 

7910I7022S  Forwards  LER   79-077/03L-0. 

BANKSiH.  R.       Carolina   Power   &  Light  Co.      79/10/09.       Ip. 

--7910170227  LER  79-077/03L-0; on  79091B, chloride    intrusion  monitor   point 
4   not    indicating    ai   expected.  Caused    bij    defective 
conductivity   cell. Cell    was   replaced. checked   b  returned    to 
•vc. 
TOLLI80N,A,  C.       Carolina  Power   fc  Light  Co.       79/10/09.       Ip, 

7910150343  Forwards   LER   79-OB1/03L-0. 

BANKSiH.fi.       Carolina  Power  <c  Light  Co.      79/10/11.       Ip. 
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--79101505SO  LER  79-031  /03L-0;  on  790926.  both  doors  to  reactor  bldg 
breeieway  airlock  could  be  opened  i  imultaneeuslij.  Caused  by 
loose  door  loiitlon  solenoids  preventing  interlock  feature 
from  uorkini.  Lock  uasher*  installed  to  insure  tightness. 
TOLLIBON,  A.  C.   Carolina  Power  t  Light  Co,   79/10/11.   Ip. 


7910150554  Foruirii  LEH  79-Oa4/03U-0. 
BANKQ.H.R.   Carolina  Power  t,  Light  Co. 


79/iO/ll.   Ip. 


•—  7910180560  LER  79-031/03L-0:  on  790913.  1/B-inch  diameter  hole  developed 
in  nuclear  svc  water  header  on  elbou  between  2SH-1O3-30-197 
b  2SU-20-157.  Caused!  by  cement  lining  becoming  detachad  from 
pipe,  allowing  corrosion  to  create  hole.  Pipe  to  be  replaced. 
TPLLISON,A,C,   Carolina  Pouer  &  Light  Co,   79/10/11,   Ip. 


7910230MB  Forwards  LER  79-070/03L-0. 
BANKS,  H.H.   Carolina  Poiuer  &  Light  Co. 


79/10/li.        Ip. 


7910050576  Request*   addl    info   re    end-of-cucle    rec irculation   pump    trip 
for  Wnit   2  8.   confirmation    of    commitment    to    implement    deilgn 
improvements    in    area    of    ambiguous    indications   as    resolved 

IPPOLITo""^      nVQp.ratinrRe«ctors   Branch    3    (Pre    791030).       79/08/17. 
3pp. 

7910110235  Forwards   NUREO/CR-0727,     "DMR   Offgas   Bus    Evaluation."    Syfi 
provides  reasonable   assurance    that    potential    for    aiternal 
offgas    eiplosions    is   minimi  led. W/o    end. 

QAMMILL,  U.  P.         Assistant    Director    for   Operating    Reactor   Projects    (Pre 
791030).       79/OB/22.       29pp. 

7910030760  Notifies  of  suspension  of  review  work  on  delnerting 
submltlal  until  NRC  act*  on  recommendations  of  TMI-H  Lessons 
Learned  Task  Oroup.  ,  „,.„..,„ 

OAMMILL.W.         Assistant   Director    for   Operating   Reactor  Projects    (Pro 
791030).       79/08/27.        Spp, 


—7910230853  LER  79-07O/03L-0:  on  790926.  rod    drift  alarm  annunciated    fc 
rod  32-31.  Indication    for   position  uas  no    longer    illuminated. 
Caused   by    problem    In   prototgpic    inlet    piping   probe    located 
In  drgwel  1, 
TQLLlSONi  A.C.       Carolina    Power    It   Light   Co.        79/10/16.        Ip. 


7910300305   Fnruards    LER   79-Oa6/03L-0. 
BANKB.H.  R.       Carolina    Power  b  Light  Co, 


—7910300311    LER  79-O94./03L-0:  on  790930,  whi  IB    performing    control    rod 
operabilltg   check  .  control    rod   24-07   lost   bath    full    out   it 
notch   4B    Indication  when   rod    returned    to   full    out   position. 
Caused   by    problem    In   PIP   probe.  Investigation  requeitad. 
TQLLISON,*.  C.       Carolina    Poiuer    &   Light    Co,       79/10/25.        Ip. 


7910300315   Forward*    LER    79-OB3/03L-0. 
BANKS. H. Ft.       Carolina   Power  (<  Light  CD 


7910030609  Requests   addl    info    re   unlimited    purging    during    power 
operation    in   areas    of    debri  n.  ml  Base    of    containment 
atmosphere   &   design   of    overr ide/bupass    circuits    For    purot 
isolation   valves.  ° 

IPPOLITD,  T.  A.  OpBratlng   Reactors    Branch   3    (Pre   791030).       79/OB/29. 

4pp. 

791005C34B  Forwards    Hat    of   plants    requiring   microfich ing    of    up-to- 
date  FaARa    In   Central    Fl  Us.  Requests    action   aa    anon   as 
passible. 

QP.IMES;fl   K.         Assistant   Director    for   Sgatems   Engineering    (Pro 
791030).        79/09/10.        1pp. 

7910050024  Advlsss    that    licensee    has    proposed    annunciator    »gs    hardware 
mods    to    enhance    awareness    of    diesel    generator    status, in 
response    to   770329   generic    Itr    sent    to   all    1 Icenaees.  Mods 
are   adequate,  review   completed    tt   no  action  required. 
LAINAS.Q.  Plant  Bgstems    Branch    (Pre   791030),       79/09/11.       2pp. 


—7910300327  LER  79-083/03L-0:  on  791003.  while    performing    instrument    sgc 
isolation  valve   cucling    test, valves    X59B. XilA  &  X74A 
failed.  Caused    bg    inoperable    limit    switch    button.  Parts 
readjusted   li  replaced. 
TDLLISDN.A.C.      Carolina   Power   fc  Light   Co.       79/10/35.       Ip. 


7910100044  Forwards    evaluations    requested    790905   of   all    plants 
previously    using    pipe    stress    analyses    based    on   unacceptable 
algebraic    summation    techniques. All    stresses   ulthln   allowable 
Unit*. 

SCHHENCER.A.  Operating   Reactors   Branch    1    (Pro    791030).       79/07/10, 

2pp. 


DOCKET  50-3BS   BRUNSWICK  STEAM  ELECTRIC  PLANT.    UNIT   1 
F.    Security,    (Mdical.     emergency    !.  fire   protection   plans 

y 

7910230124  Forwards   background    info    for   replication   fire    tests.  Drawings 
of   conduit   &  tray   arrangements  &   fire   protection   features 
utll    be   foruirded  791010. 
SYLVESTER.  E,  Plant  Sgstems   Branch    (Pre   791030).      79/10/04.       Ip. 

79101H0477  Forwards    industrial    securitg   plan. Plan  withheld    (ref 
10CFR2.  790), 
UTLEY.E.E.       Carolina   Power  (,  Light  Co.       79/10/16.       Ip. 

7910220317  Discusies    NRC  791004  verbal   author!  latlon   to   revise   design 
basis    for   fire  protection   of   cables    in   diesel   genarator 
bldg  it  svc    water   bldg.Util    is    proceeding   w/redesign   of   fire 
protection   mods. 
UTUEY.E.E.       Carolina    Power  &  Light  Co.       79/10/16.       Ip. 

H.    Central   carrespomTance 


— 7910100100  Responds    to   790124,0515,21,22.29  ti  0604    Itrs    reporting 
rBsults    of    seismic    reanalusls    of    reactor    coolant    piping    per 
IE  Bulletin   79-07. Mods    discussed    on    790604   are    required 
before   resumption    of    operation, Code    verification   needed, 
1PPOL1TO.  T.  A.  Operating    Reactors    Branch    3    (Pro    791030). 

79/06/07.       2pp. 

— 7910100110  Safetg    evaluation   re    seismic    reanalgsin    of   reactor    coolant 
piping    per    IE  Bulletin   79-07.  Requirements    satisfactory    subj 
to   completion    of   mods    discussed    790604.  Must    satisfy    code 
verl fi cat  ion    requirements. 
*      Qfpice   of   Nuclear   Reactor   Regulation.       79/06/07.       3pp. 

7910390100  Requests   registration    as    user    of   ML    Industries   NLI-1/3 
radioactive    shipping    cask. 
UTLEY.E.E.       Carolina   Power   &  Light   Co.       79/09/19.        Ip. 

7910180341  Forwards   Amend   25   to   License   DPR-71, saf otg    evaluation   & 
notice    of    Issuance   fc  availability. 

1PPOL1TO,  T.  A.  Operating    Reactors   Branch    3    (Pro    791030).       79/09/21. 

2pp. 


7910010713  R*ipondi    to   790905   Itr    to  President  Carter   re   radioactive 
unon  b   krypton  gases   being   released    to  atmosphere.  Eiplains 
that  amount    of  radiation    is.  below  allowable    limit*   tt 
discusses  re*i   limits   b  temporary   action  re    1  taking  valva. 
DENTQN.M.  R-      Office    of  Nuclear   Reactor  Regulation.      79/09/07.       4pp. 

—7910010720   Forwards   Harmony  M/AH   Living    Things  790B05   Itr   re   cracked 
rod.  Reitueits  direct  reply. 
SEAL,M.M.      President   of  U3  &  Executive   Offices.      79/OB/ll.       2pp. 


J,     Insurance    tt  Indemnity    information 


7910220233  Forward*   executed  Amend    10  to    Indemnity  Agreement   B-71. 
BARHAH,  C,  D.      Douglass  h  Barham.      79/10/17.       2pp. 


P.    Operating    license    stage   documents   tt   correspondence 


7910090211   Forwards   PR   notice  of  amend    to    10CFR73.  55  re  requirements 
for   physiC4l   protection   of  nuclear   power   plants. Amend   defers 
laplementatlon  of   physical    search   requirements    from  790G01 
to  791101. 
DENTOH,H.R-      Offlca    of  Nuclear  Reactor  Regulation.      79/OB/10.       19pp. 


— 79101Q034B   Amend    2S   to   License   DPH-71.  revising   mln    critical    paiunr  ratio 
for    fuel    bundle   LJ0197. 

IPPOLITO,  T.  A.  Operating   Reactors   Branch    3    (Pre    791030). 

79/09/21.       1pp. 

— 79101B0347  Safety    evaluation    auppovtino    Amend    35    to    License    DPR-71. 
»      Office    of   Nuclear   Reactor   Regulation.       79/09/51.       6pp. 

— -79101B034B  Notice   of    issuance   b  availability    of   Amend   S3   to   License 
DPR-71. 

ROONEV.V.L.  Optrating    Reactors   Branch    3    (Pro   791030).       79/O9/31. 

4pp. 

7910010299  Rtaponde   to  NRC  790820   Itr  re  assigning   priorities   to 
licensing    issues    Initiated    by    util. Issues    Include    single 
loop    operation!  environ   radiation   rept, containment    leak    rate 
testing  &  plant  reorganl tation. 
UTLEYiE.  E.       Carolina   Power   it  Light   Co.       79/09/S1.       3pp. 

7910160115  Notification   of   7909H6  meeting   w/MarV    I    owners    in  Bethesda, 
MD  to   discuss   pool    swelling    compresslbil  Itg    effects    Si 
downcomer   condentatln    loads, 
ORIMESrC.  I.  Plant   Systems   Branch    (Pre    791030).       79/09/34.       Ip. 
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791017O010   Discusses   need    for   addl    confirmatory    Full    scale    tests    to 
•stablith    uncertainty    in    load   magnitude*    re    condensation 
oscillation    load    definition    procedures. Draft    Itr    to  Mark    I 
utils    ru    tact    program   end. 

ORIMES,  B,  K,          Assistant   Director    For   Systems   Engineering    (Pre 
791 03O) .       79/09/25.      4p  p . 

7910010016  Responds    to  FOIA  request    for    documents    re    transport    routes 
tor    irradiated    reactor    fuel. Forwards    requested    info.  Info 
partially    withheld    (ref   FOIA  Eiemption   4). 
FELTON.J.M.  Division    of   Rules    and    Records.       79/09/26.       4pp. 


7910040192   Forwards    IE    Inap    Repts    50-324/79-36   d    30-325/79-27   on 
790736-27.  No  noncompl iance   noted. 

MURPHY, C.E,  Region   3,    Atlanta.    Reactor  Construction  t  Engineering 

Support   Branch.       79/03/31.       3pp. 

— 791004019B    IE    Insp    Repts    50-334/79-36   &   50-325/79-27   on   790726-37.  No 
noncompl iance   noted. Major   areas    inspected: concrete   etpansion 
anchor   installation. 
MQDENas.L.  Region   2,    Atlanta.    Office   of   the   Director.      HEHDT,  A. 

Region  2,    Atlanta,    Reactor   Construction  b  Engineering   Support 
Branch.        79/08/16.        3pp. 


— 791O01006i6   Approves   planned    routes    for   shipment    of    irradiated   reactor 
fuel. Forwards   CR  Hillman   79070?  momo   w/supplemental    info. 
Info   partially   withheld    (ref   FOIA  Eiemption   4). 
MCCDHKLE.Q.  U.  Physical    Security   Licensing    "ranch.       79/07/13. 


791004033B  Ac  k    receipt    of   790801    t,  31    Itrs    informing   NRC    of    steps 
taken    to   correct   violations   noted    in    IE   Inap   Repts 
30-324/79-02   i   50-325/79-03. 

LEWIS, fi. C.  Region   2,    Atlanta,    Reactor  Operations   Nuclear   Support 

Branch.       79/OB/31.       lp. 


— 7910010077    Discusses    supplemental    info   provided    on   790709   re    spent    fuel 
•hlpmsnt.  Info    partially   withheld    (ref   FOIA  Eiemption   4).     ' 
HILLMAN,  D.  R.  Physical    Security    Licensing    Branch.       79/07/09. 

2pp. 

— 7910010096    Informs    of    intention    to    continue    irradiated    reactor    fuel 
•  hipminti.  Requests  route   approval.  Info    partially   withheld 
Cr*f  FOIA   Eiemption  4>. 
UTLEY,  E.  E.       Carolina   Power   &  Light   Co.       79/06/2B.       3pp. 

7910170006   Discusses    resolution   of   potential    problem  re   Mark    1 
containment    Identified    in  790331    memo.  Addl    Info    re   response 
characteristics    of    downcomer-vent    header    sys    shows 
sufficient    structural    fatigue  margins    exist.  Evaluation    end. 
BENTatJiH.R.       Office    of   Nuclear  Reactor   Regulation.       79/09/26.       2pp. 


—7910010369    Responds    to    NRC    790221     Itr   re    violations    noted    in    IE    Insp 
Repts    50-324/79-02   &    50-323/79-02.  Corrective    actlonsiQ    list 
parts    have   had    OA   hold    tags   attached    until    disposition 
determined. 
BANKS, H.R.        Carolina    Pouier   (.   Light   Co.        79/GB/24.        3pp. 

—7910040370  Responds    to   NRC   790BS1    Itr   re   violations  noted    in    IE   Insp 
Repts    50-324/79-03  &  325/79-Oa.  Corrective  actions: change    in 
plant   mods    for    safety-related   pr ints.  Listing    end. 
BANKS,  H.  R.       Carolina   Power    &   Light    Co.       79/OB/01.       2pp. 

79101B0532   Forwards    IE    Insp    Repts    90-324/79-23   b   50-333/79-24    on 
790716-20.  No   noncompl  iance   noted. 

LEWIS,  R.C.  Region   2,    Atlanta,    Reactor   Operations  Nuclear  Support 

Branch.       79/08/31.      2pp. 


7910230413  Forwards   guidelines    t°r   valve    operability    re    containment 
purging   fc   venting   during    normal    operation.  Requests 
commitment    to    implement    valve    qualification    program  within 
30   days, 
EIBENHUT.D.  O.          Division    of   Operating    Reactors.,      79/09/27.       3pp. 

7910260391  Discusses  NRG  7B1128  Itr  re  generic  concerns  about 
containment  purging  Eventing  during  normal  operation. Three 
valve  vend or  t  have  discovered  possible  defects. Forwards  BNL 
SuidBlin*  for  demonstration  of  purge  *i  vent  valve  operation. 
EIBENHUT,  D.  0.  Division  of  Operating  Reactors.  79/09/37.  4pp. 

79102*10184    Discusses   770516    Itr    in   raaponse    to   77O339  request    for    info 
re    dlatel    generator   alarm  &   control    circuitry.  Design    is 
within    scape    &    intent   of   Reg   Guide    1.47  i<  acceptable, 
IPPQLITO,  T.  A.  Operating   Reactors   Branch    3    <Pre   791030).       79/10/15. 

Snp. 

79 1023054 2   Forwards   commitment  to   meet    requirements    of   NUREQ-0578. 

Intend!    to    meet    requirements  It   schedules    set    forth    in  NRC 
79<m3    Itr. 

UTLEY.E.E.       Carolina   Power  *  Light   Co,       79/IO/1B.       18pp. 

7910230429    Discusses  Mar*    I    torus   mod    fc   util    commitment    to    Install 
vnnt    header    deflector   ti   T-quencher    on   Unit   2   during    19EJO 
refueling    outage   &  on  Unit    1    during    1931    outage, 
UTLEV,  E.  E.       Carolina  Pouer   (.  Light   Co.       79/10/1B.       2pp. 

7710350377    Forward*  Offsite   Dose   Calculatlonal    Manual, in   response    to 
7Q1119   request. 
UTLEY,  E.  E.       Carolina   Poujer  fc  Light   Co.       79/10/32.       lp. 

— 7910390383    Dffsite  Dose   Calculations!    Manual. 

«     Carolina  Pouer  b  Light  Co.      79/10/35.      174pp. 

Q,     Inspection   reports,    IE  Bulletins   &   correspondence 

791009002Q  Respond  a    to  7B1109    Itr   ti    IE    In«p    Repts    50-334/7B-B5  & 
30~325/7B-as.  Operating    Instruction   29   developed    Si 
implemented.  r»    identification  l<    isolation   of    plant    leakage. 
Mods    in  progress    to   reduc«   raduaste    load. 
BANK8,H.R.       Carolina  Pouier   (t  Light   Co.       79/04/01,       5pp. 


— 79101B0333    IE    Insp    Repts   SO-334/79-23  li   50-325/79-24   on  790716-20.  No 
noncompllance   noted.  Major   areas    inspected: 1 icensee   followup 
LERg> outstanding    items   re   comment a   on   operating   procedures   & 
electric    relay    problem. 

KELLDOO.P.J.  Region  3,    Atlanta,    Reactor  Operations  Nuclear 

Support   Branch.       RILEY.B.W.  Region   2,    Atlanta    Office   of    the 

Director.        79/OB/30.        4pp. 

771 00302 li  RospDnds    to    IE  Bulletin  79-15,     "Deep   Draft   Pump 
Deficiencies.11  No   pumps   of    type   described    utiliied    at 
facility. 
FURR.B.J.       Carolina  Power   S.  Light  Co.      79/09/10.       lp. 

7910030497  Responds    to    IE   Bulletin  79-1A,     "Vital   Area  Access  Control." 
Personnel    granted   unetcorted   access    to  protected   &  vital 
access   areas    subjected    to   screening    program, ACCESS   based    on 
need    in    order    to    perform  assigned   work. 
FURR.B.J,       Carolina  Power  t<  Light   Co.      79/09/10.      2pp. 

7910030572  Forwards    IE  Circular  79-19.    "Loose  Locking   Devices    on 
Ingersoll-Rand  Pump    Impellers."  No  action   required. 
O'REILLY,  J.  P.  Region  2,    Atlanta,    Office    of   the  Director. 

79/09/13.       lp. 

7910050191    Submits   supplemental    response    to    IE  Bulletin  79-01.  Revision 
1    to  rept   on   environ   qualif ication   of    safely-related 
electrical    equipment   will    be   provided   by    791031,  instead    of 
790914. Revision   S  will    be   available   by   B0011B. 
FURR.B.J.       Carolina  Power  tc  Light   Co.      79/09/14.       Jp. 

79101102E9  Forwards    IE    Info  Notice  79-22,     "Qualification   of  Control 
Sift.  "   No  action   required. 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office    of   the   Director. 

79/09/14.       lp. 

7910260414  Entend*   safety-related    print  revision   date    from  790914    to 
1301    in   response    to    IE    Insp   Rept  SO-3S4/79-02. 
BANKfi.H.R.       Carolina   Foyer  li  Light  Co.      79/09/14,       lp. 

79100406SS  Responds    to    IE  Bulletin  79-lB.Mods   of   sound    sys   to   be 
completed    130  days    from  receipt   of   cable    for   public    address 
sys. 
FURR.B.J.       Carolina  Power   &  Light  Co.       79/09/17.       3pp. 


77-10020147  Forward*   summary    of    IE    Insp    Rept    30-329/79-23   on   790709-1H. 
No   noncomp  Ilance   noted-.Insp    rept   details   withheld 
(ref    1QCFR3.  790). 

RERNA.H.  B,  Region  2,    Atlanta,    Office    of    the    Director.       79/07/29. 

2pp. 


79103000B3  Forwards    IE   Info  Notic*   79-22,     "Qualification   of  Control 
SUB,"   Uestinghouse  790B30   Itr   &  Public   Bvc   Electric   fc  Q»s 
Co  790910   Itr   re    potential    unrevlewed    safety   question.  Action 
required   within  SO  days.M/o   incl. 
DENTONiH,  R.       Office   of  Nuclear  Reactor  Regulation.      79/09/17.       4Bpp. 


— 7910OU019H    IE  Rapt   30-339/79-23   on   790709-12.  No   noncompltance   noted. 
Major  arena    inspected;  matl    control    h  account  Ing. Details 
withheld    <r»f   10CFRB.  790), 

HODflEB.  J.  |4.  ,    OILLEBPIE,  F.  P.  Region  2,    Atlanta,    Office    of    the 

Director.       79/07/33.      lp. 


7910090672  Responds    to    IE  Bulletin  79-19  re   packaging   fc  disposal    of    low 
lavel    radwaite.  Procedures  will    be    followed   &  personnel   will 
be    trained    by   791215. 
FURR.B.J.      Carolina  Power  &  Light  Co.      79/09V21.      2pp. 
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7910230561    Forwards   NRC    790626    1 tr    re   multiple    Equipment    failures    & 
surveillance    testing    errors. which    uaa    incorrectly 
distributed.  Also    forwards    IE    Insp    Repta    50-295/79-13   fc 
50-304/79-12.  Action   required. 
EISENHUT.D.  Q.          Division    of   Operating    Reactors.        79/09/31.        49pp. 

7910Q4OI61    Forward!    IE    Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube   Oil    Coolers. "   No    action    required. 

O'REILLV,  J.P.  Region   S,     Atlanta,     Office    of    the    Director. 

79/O9/26.       2pp. 

7910180106   Ack    receipt    of   790906    Itr    Informing    NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp   Hepts    30-324/79-22   & 
30-325/79-22. 

LEUIS.R.C,  Region    2,     Atlanta,     Reactor   Construction    fc   Engineering 

Support    Branch.       79/09/27.        lp, 


--79102S0573   Notice    of    violation    from    insp    on    790BOA-Q9. 

»          Region   2,    Atlanta,    Office    of    the   Director.       79/09/04.        lp. 

— 79102S0574    Notice    of    deviation    from    inap    on    790806-09. 

»  Region    2,     Atlanta,     Office    of    the    Director.        79/09/04.         lp. 

— 7910350575    IE    Insp    Repts    50-3S4/79-27    &    50-325/79-2H    on    790006-09. 
Noncompliance    noted: fai lure    to    review    procedures. Deviation 
noted:  fai  lure    to    comply    ui/commi  tments    made    to    NRC     in    790314 
Itr. 

RUM-MAN,  U.  A.  Region    2,     Atlanta.     Office    of    tho    Director.        * 

Region  2,    Atlanta.    Reactor   Operations    Nuclear   Support   Branch. 
79/09/03.        9pp. 

R.    Periodic    operating    reports    k   related    carroopondenco 


— 79101B0112   Addresses    UA   Ruhlman    concerns    re    operator    testing    on 
self-studg    topics   l<   revision    of    Training     Instruction    TI-200, 
App    A. Training    commitment   mill    be    completed    by    791913 
Operators    passed    lecture    aeries    topical    etamlnations. 
BANKS, H.R.      Carolina  Power   t,  Light  CD.       79/09/06.       lp. 

— 79101B0122   Responds    to   NRC    Itr    re    violations    noted    in    IE    Inap    Repts 
50-324/79-22   i   50-323/79-22.  Correct! ve    actions: revision    to 
TI-200   written    to   provide    guidance    to    training    staff    re 
operator   retraining. 
BANK9.H.R.        Carolina    Power    >j   Light   Co.        79/OB/06.        2pp. 

— 7910180123   Forwards    IE    Insp   Repts    50-321/79-22   t,    50-325/79-23    on 
79 060 7 -OB   &   notice    of    violation. 

LEWIS,  R.  C.  Region   2,     Atlanta,     Reactor    Operations   Nuclear 

Support  Branch.      79/07/11.       2pp. 

— 79101B0132  Notice   of  violation    from   insp    on  790607-00, 

*  Region   2,    Atlanta,    Reactor   Operations    Nuclear    Support    Branch. 

79/07/05,        lp. 


7910120213  Forwards   monthly    operating   rept    for   Sept    1979. 
BANKS, H.R.        Carolina    Power    6   Light    Co.        79/10/09.         lp. 

— 7910120240  Monthly    operating    rept    for   Sapt    1979. 

UILLIB.E.       Carolina   Power   (.   Light   Co.       79/10/01.        I2pp. 

S.     Reportablc    occurrences,    LERs    t<   related    correspondence 

791010035B  Forwards   Supplementary    LER   79-043/03X-1 , 

BANKB,H.R.        Carolina    Power    &   Light    Co.        79/Q9/2B.         lp. 

— 7910100370  Supplementary    LER   79-043/03X-1 : on  790609.  contro  1    rod    1B-B3 
had    no    indication   at   notch    30. Caused    by    defective    rend 
swi  tch.  Switch    rep  laced.  May    be    generic    problem. 
TOLLI60N,A.  C.        Carolina    Power    fc    Liflht    Co,        79/09/2B.        lp, 

7910100397  Forwards    supplementary    LER   79-052/03X-1. 
DAND.H.R.       Carolina   Power   *.  Light    Co.       79/09/20.       lp. 


—  7910180137    IE    Insp   Repts    50-321/79-22   ?<   50-325/79-2!!   on    790607-OB. 
Noncompliance  noted:  fai  lure    to   follow  procedure   TI-2QO, 
Paragraph   7.  b. 

KUHLMAN,  M.  A.  Region   2,     Atlanta.     Reactor    Operations    Nuclear 

Support  Branch.      JENKINS,  H.  Region   2,    Atlanta.    Office   uf    the 

Director.       79/07/05.       Bpp. 


—7910100104  Supplementary  LEO  79-032  Q3X-l:on  79072B,  rod  26-13  had  no 
position  indication  at  notch  3B  b  rod  18-23  had  no  position 
indication  at  notch  30.  Caused  by  defective  reed  awitchon. 
Switches  replaced.  PrPb  loms  may  be  generic. 
TGLLISQN.  A.  C.   Carolina  Power  (.  Light  Co.   79/09/20.   lp. 


7910190242   Forwards    IE   Bulletin    79-24,     "Froien   Linea.  "    Action 
required. 

O'REILLY,  J.P.  Region  2,    Atlanta.    Office    of    the   Director. 

79/09/27.       2pp. 

7910170207   Forwards    IE    Info   Notice    79-25,     "Reactor    Trips    at    Turkey 
Point  Units  3  !<  4.  "   No   action   required. 

O'REILLY,  J.P.  Region   2,     Atlanta,     Office    of    the   Director 

79/10/01.       2pp. 

7910170717   Forwards    IE    Info   Notice   79-24.     "Overpresauri  lation    of 
Containment    of   PUR   Plant    After   Main    Steam   Line    Break.  "    No 
action  required, 

O'REILLY,  J.P.  Region   2.     Atlanta,     Office    of    the   Director. 

79/10/01.      2pp. 

7910110359  Respondi    to  790917   Itr   re    potential    unroviuwed    question   on 
interaction  between  nonsaf  ety-grade  !<   safety-grade    iys,per 
IE   Info   Notice    79-22.  Submits    rept    of    re-evaluation    of 
potential    impact  of   nonsafety    ays   on   safety    functions 
UTLEY.E.E.       Carolina    Power   t.   Light    Co.        79/1O/O4.       tpp. 


7910090369  Forwards  LER  79-030/03L-0. 
BANKS.H.R.   Carolina  Power  S.  Light  Co. 


lp. 


—  7910090371   LER   79-050/03L-0:  on   790904,  dor  Ing    normal    operat  ion,  drywol  1 
oiygen/hydrogen   monitor   CAC-1363   was    olinervod    making    stop 
increase.  Cause    unknown.  Instrument   recallbr   (•   roturnad    to    nvc 
satisf  actori  1  y. 
TOLLI60N.A.  C.       Carolina   Pouier   t.   Light    Co.       79/10/01.       In, 


7910090375  Forwards  LER  79-Q64/03L-Q. 
DANKS.H.R,   Carolina  Poiuer  !<  Light  Co. 


lp. 


— 7910090395  LER  79-064/03L-O:  on  79Q90B,  while  performinD  control  rod 
operabillty  check. rod  02-33  had  no  position  indication  at 
notch  "16  when  driven  in.  Cause  not  found.  All  rods  will  bu 
monitored  during  operation  tt  rod  moving  ponntrant  toBtn. 
TQLL1SON,  A.  C.   Carolina  Power  &  Light  Co.   79/10/OJ.    lp. 


7910100279   Forwards    LER    79-03B/03L-0, 
HANKB.H.R.       Carolina   Power    fc  Light   Co. 


79/10/02. 


7910250560   Ac k    receipt    of   791001     Itr    informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE    Insp    Repts    90-321/79-27   b 
50-33S/79-2B. 

LEUIS.R.C.  Region   2,     Atlanta,     Reactor   Operations    Nuclear    Support 

Branch.      79/1O/12.       lp. 


-- 79101002B6  LER   79-03B/03L-0: on   790905.no    indication    at   valvo    ponition 
for  Ell-FOOi,  HPCI    injection   valve   or    at    local    motor    control 
ctr.  Caused    by    blown    control    powor    fuoo   &    shorted    relay    coll. 
Fuse   d  relay    coil    replaced. 
TOLLIBON.  A.  C.       Carolina   Pouier    &   Light   Co.       79/10/02.        lp. 


-7910250564   Responds    to   NRC   790904    Itr   re   violations    noted    in    IE    Insp 
Repts  50-334/79-27  !.   50-323/79-2B.  Corrective   actions: 
reviewed    indei    of  plant   operating  manual    to   ensure   all 
procedures   are  reviewed    by   OA  supervisor. 
BANKS, H.R,      Carolina  Power  It  Light  Co.      79/10/01.      3pp. 

-7910250569  Refers   to  NRC  790904    Itr   forwarding    IE   Insp   Repts 
30-334/79-27   !,   50-325/79-29   &   forwards    replacement 
Pages  <t-B. 

LEWIS, R.C.  Region  2.    Atlanta,    Reactor  Operations  Nuclear 

Support  Branch.      79/10/01.      6pp. 

-7910230370  Forwards    IE   Insp  Repta   50-324/79-37  t,  50-32S/79-3B   on 
790S06-09  &  notices   of  violation   b  deviation, 
LEWIS, R.C.  Region  2,    Atlanta,    Reactor   Operations  Nuclear 

Support   Branch.       79/09/04.       Sop. 


7910100427  Forwards  LEU  79-060/03L-0, 

BANKS, H.R.   Carolina  Power  b  Light  Co.   79/10/02,    lp. 

—7910100433  LER  79-060/03L-0: on  790916.  d i fforential  pressure  transmitter 
failed  to  respond  to  test  signal.  Caused  by  transmitter 
capsule  fa  1  lure.  New  transmitter  ordered. 
TOLLI80N,  A,  C.   Carolina  Power  d  Light  Co.   7.9/10/OH.   fp. 

7910100316  LEfl  79-07Q/Q3L-0;  on  790921,  potential  inaccuracy  in  renctor 
vessel  water  level  instrumentation  noted, fol lowing  receipt 
of  GE  Svc  Info  Ltr  299. Plant  mods  written  to  raise 
initiation  setpointa  &  operating  manual  revised. 
TOLLIBON,  A.  C.   Carolina  Pouier  t<  Light  Co.   79/10/O3.   Hpp. 


7910100329  Forward*  LER  79-067/O3L-0. 
flANKa.H.R,   Carolina  Powar  t<  Light  Co. 


79/10/03.   lp. 
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—  7910100340  LER  79-067/03L-0:  on  790916, rod  36-15  had  no  position 
indication  at  notches  30,31,34  t.  35.  Caused  by  problem  in 
prototyplc  inlet  piping  probe  located  in  drywol  1.  Work 
re-quest  submitted  to  investigate  problem 
TOLLISDN,  A.  C.   Carolina  Power  &  Light  Co.   79/10/O3.   Ip. 


7910190531  Forwards  LER  79-061/03L-O. 
BANKS!  H.R.   Carolina  Power  &  Light  Co. 


7910310373  Forwards  LER  79-069/03L-0. 
BANKS,  H.R.   Carolina  Power  &  Light  Co. 


79/10/25.   Ip. 


— 79103103BO  LER  79-Q69/03L-0: on  770926, reactor  core  isolation  cooling 
turbine  trip  alarm  annunc latod. Caused  by  tripping  of 
local  mechanical  trip  as  result  of  employee  dropping 
something  on  latch. Covers  doing  installed, 
TOLLISDN.  A.  C.   Carolina  Pouer  &  Light  Co,   79/10/29.   Ip. 


— 7910IBOB34  LER  79-061/03L-O: en  790917, various  snubbers  on  aafety- 
related  ays  found  inoperab la.  Caused  by  loui  fluid  level  i, 
loose  pipe  clamps  leading  to  snubber  c  1  ippago.  Snubbera 
positioned  per  plant  drawings  &  tightened. 
TDLLrSON,  A.  C.   Carolina  Power  &  Light  Co.   79/10/03.    Ip. 


7910UQ39B  Forwards  LER  79-075/03L-0. 
DANH9.H.R.   Carolina  POUIBP  &  Light  Co. 


Ip. 


7910310303   Forwards    LER    79-057/03L-Q. 
BANKS.  H.  n.       Carolina  Power   &  Light   Co. 


— 7910310391    LER   77-O57/03L-0: on    790926, c ontainment    atmospheric    monitor 
found    erratic.  Cause   unknown.  Instrument    callbr   t.  returned    to 
svc.  Investigation    underway    to    determine    hast    replacement 
sys. 
TQLLISDN,  A.  C.       Consumers    Pouor    Co.        79/1O/35.        Ip. 


— 79101IQ344   LER    79-079/03L-0:  on    790911, snubber     IP3-3554    on    stoam    sample 
Hue    Pound    slipped    on    pipe.  Cause    not    stated.  Snubber 
positioned    correctly    on   pipe    d    tightened. 
TDLLIBON.  A.  C.       Carolina  Power   t-  Light    Co.       79/10/09.        Ip. 
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791O11O336  Forwards   LER    79-06B/01T-0. 
HANKS. H.R.       Carolina  Power  J.  Light    Co. 


—  79IO110339   LER    77-06B/01T-0:  on    77O727, cab les    for    HPC I    inboard    isolation 
valve  041-F002   discovered    in    sections    af    cable    tray 
ui/dutomatic    depressuri  lation    sys    cables.  Cause    not    stated. 
Hods    being    prepared. 
TQLLI8DN,  A..C.       Carolina   Pouior   (<  Light   Co.       79/10/09.       9pp. 


7910170200  Forwards  LER   79-066/03L-0. 
BANKS,  H.H.       Carolina  Power   d  Light    Co. 


79/10/09,       Ip. 


— 7910170272  LER   79-066/03L-0:  on   790917,  iuh  i  lo    securing    lino    up    for 
purging    drywall, valve   CAC-V10  would    not    shut. Caused    by 
dirty    solenoid   valvo    for   CAC-V1Q    s  ti  c)t  ing.  Valve   was    cleaned, 
tested   !<  returned    to    BVC    satisfactorily, 
TQLLI80N.  A.  C.       Carolina  Power    &  Light   Co.       79/10/09.       Ip. 


791015052B  Forwards   LER  79-065/03L-0. 
BANKS, H.R.       Carolina   Power   &  Light    Co. 


Ip. 


—  7910150534  LER  79-Q65/03L-0:  on  790916.HPCI  turbine  tripped  (.  could 
not  be  reset. Caused  by  HPC I  pump  suction  pressure  hi-laiu 
trip  out  of  calibr  in  trip  d Irec tion.  Instrument  recallbr  & 
HPCI  sys  returned  to  normal. 
TOLLIfiDN.  A.  C.   Carolina  Power  b  Light  Co.   79/10/11.   Ip. 

791O31O396  Forwards  LER  79-076/03L-0. 

HANKBiH.R.   Carolina  Power  t.  Light  Co.   79/10/23.   Ip, 

— 7910310402  LER  79-Q76/03L-0:  on  791002.  valve  EI1-F06HQ  failed  to  open. 
Cauied  by  contacts  sticking  in  relay  Rl  in  position 
modulator,  resulting  In  constant  close  signal.  Relay  freed  t. 
raplacement  ordered. 
TuLCISQN,  A.  C.   Carolina  Power  t.  Lioht  Co.   79/10/23,   Ip. 


7910310409  Forward*  LEU   79-Q72/03L-0. 
BANKS,  H.R,       Carolina  Power   b  Light   CD, 


79/10/23.       Ip. 


— 7710310414  LER   79- 07 2 / 031.- 0;  on   791003.  main    steam    line    high   radiation 
instrument   D12-RM-K603A    intermittently    spikod. Caused    by 
Inoj*   condition   of   voltage    cab le, reaul ting    in    poor    contact. 
Conn itc tor   removad  d   cleaned. 
TDLLISQN,  A.  C.       Carolina  Power   d   Light   Co.       79/10/aD.       Ip. 


7910300BB1   Forwards   LER   79-077/03L-0. 

.R.       Carolina   Power   fc  Light   Co. 


79/10/33.       lo. 


--79t03002Q3  LER  79-077/03L-0: on   791004, while    performing    cycling    teat, 
valv*   X60D    lost    indication!  valve    XB2A    switch    would    not 
operate   b  valves   X243  F  &   X244   E   had    dual    Indication. Caused 
by    defective    switches   b  air    tubing    leaks. 
TDLL1SQN.  A.  C.       Carolina   Power   *>  Light   Co.       79/10/25.       Ip, 


7910190232  Forwards  requests  by  Reactor  Sys  Dranch  for  addl  info. 
Including  scale  model  testing. increased  bypass  flow, 
sensitivity  studies,  core  inlet  temp,  gap  pressure  reduction, 
cold  leg  accumulator,  leak  tests  It  crane  wall  penetrations. 
RUBENBTEIN, L.      Light  Water  Reactors  Branch  4.   79/03/21.   7pp 

7910250371  Rept  re  sound  surveys  conducted  near  site  on  790701  t< 
estimates  of  sound  generated  by  major  noise  sources  at 
plant, 
*   Tennasace  Valley  Authority,   79/07/01,   Upp. 

7910010550  Notifies  that  HB  Clayton  will  replaco  RJ  McDerroett  as 
alternate  on  ASME  Subcommittee  on  Performance  Testing. 
MINOQUE.R,  D.   Office  of  Standards  Development.   79/09/05.   Ip. 

791002079B  Forwards  requests  for  info  on  guide  thimble  tube  wear  in 
Westlnghouse  Fuel  assembl 1 ea, Requests  response  by  790928. 
Requests  also  sent  directly  to  Westinghouse. 
RUBENBTEIN,  L.  8.     Light  Water  Reactors  Branch  4.   79/09/14.   8pp. 

7710230351  Discusses  revleui  of  Section  XI  program  of  ASME  Boiler  t, 
Pressure  Vessel  Code.Util  must  institute  third  party  inup 
u y a.  Even  as  federal  agency, TVA  is  not  exempt  from 
10CFR50. 55a(g 1(4)  requirements. 
fllJBENSTEIN.L,  S.     Light  Water  Reactors  Branch  4.   79/09/21.   2pp. 

7910310103  Requires  that  TVA  institute  third  party  insp  svi:  for  review 
of  Section  XI  program  of  ABME  Boiler  &  Pressure  Vessel  Code. 
TVA  is  not  exempt  from  requirements  of  10CFR50.  S9a(B>*4>  re 
qualification  of  inspectors  d  insp  agemiea. 
RUBEN8TEIN.  L.  9.     Light  Water  Reactors  Dranch  4.   79/09/21,   2pp. 

7910160131  Forwards  request  for  addl  info  re  facility  containment 
pressures. Adequate  response  needed  by  791012. 
RUBENBTEIN.  L.  8.      Light  Water  Realtors  Dranch  4.   79/07/37.   Hpp. 

7910090211  Forwards  Info  re  util  compliance  w/IEEE-279  for  RCS  pressure 
control  Interlocks  during  low  temp  operation,  in  response  to 
NRC  770910  telcon  request.  FSAR  lo  be  revised  by  791012. 
Twelve  oversize  drawings  available  in  Central  Hi  lei  only. 
MILLB.L.M.   Tennessee  Valley  Authority.   79/10/01.   16pp. 

7910050251  Responds  to  790914  request  for  info  re  possible  guide 
thimble  tube  wear  in  Westinghouse  astemb  1  i  es.  Forwards  list 
of  refs  involving  communication  re  absence  of  guide  thimble 
wear  in  fuel  assemblies. 
MILLS, L.M.   Tennessee  Valley  Authority.   79/10/01.   2pp. 

7910160357  Notification  of  791015-16  site  visit  t,  public  meeting  w/TVA 
to  discuss  emergency  preparedness  plans  for  facility. 
8TAHLE.  C.      Light  Water  Reactors  Dranch  4.   77/10/01.   3pp. 

7910100371  Forwards  responses  to  Reactor  Sys  Branch  questions  re  LOCA. 
Responses  will  be  incorporated  in  FBAR  via  Amend  62. 
MILL8,L,M.   Tennessee  Valley  Authority.   79/10/02.   HBpp. 


791O30O335  Forwards  LER   79-073/03L-0. 
BANKS,  »,R,       Carol  in*  Power   &  Light    Co. 


79/10/25.   Ip. 


— 7910300354  LER  79-073/03L-0:  on  790930, whlln  perforffllno  control  rod 
op*rabtlity  check,  control  roe*  34-43  had  no  indication  at 
natch  47. Caused  by  problem  located  In  protntypic  Inlet 
piping.  Engineering  work  request  written. 
TOLC180N,  A.  0.   Carolina  Powsr  tt  Light  Co.   79/10/35.   Ip. 


7910180373  Confirms  discussions  w/utll  re  791010  site  visit  by  NRC 
task  force  team  on  emergency  preparedness  &  subsequent 
meeting  on  791011  to  discuss  emirsencu  preparedness  plans. 
RUBENSTEIN.L.  8,      Light  Water  Reactors  Branch  4.   79/10/02.   2pp. 

7910170163  Forwards  description  of  secondary  water  chemistry  control 
program. In  response  to  790B01  request. 
MILL8,L,M.   Tennessee  Va.lley  Authority.   79/10/10.   Bpp. 
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7910170263   Forwards    util    response    to   ACRS   recommendations    in    790516 
Interim   Repts   2   t,   3   re    TM1-2   natural    c  ircu  lation,  core    suit 
thermocoupl«s,  containment    radioactivity    levels    !.   reactor 
safety    research. 
MILLS.L.M.        Tennessee    Valley    Authority.       79/10/12.        29pp. 


7910290390   Responds    to    NRC    790927    Itr    re    folloiuup    actions    resulting 
from  NRC   review   of    TMI.  Imp  lomentat  ion    of   requirements    in 
Ends    6,  7   &   a    addressed    in    radiological    emergency     plan    & 
util    790907    Itr. 
MILLS.L.M.        Tennessee    Valley    Authority.        79/10/lt).        lp. 


7910170279   Responds    to   NRC    790921    Itr    re    position    that    facility    could 
nnt   provide     independent    review   of   ASME    Boiler    t,   Pressure 
Vessel    Code    Section    XI    program.  Will    use    third    party    for 
future    insp    programs. 
MILLS.  L.M,        Tennessee    Valley    Authority.       79/10/12.        lp. 


7910260159   Forwards    Revision    -1    to    TVA    response    to    Auiiliary    Sys    Branch 
fire   protection   review   questions,  in   response    to   NHC    7B09O1 
request.  Includes   23   oversiie    drawings. 
MILLS.L.M.        Tennessee    valley    Authority.        79/10/33.        llipp. 


7910170367   Forwards    revised    response    to    790924    request    re    detection    of 
boron    dilution    event    during    reactor    shutdown.  Response 
includes    time    interval    of    operator    check    after    shutdown    & 
maint    time    of    high    flui    alarm. 
HILLS, L.M.        Tennessee    valley    Authority.        79/10/12.        2pp 

79101703S9   Responds    to   NRC    790931     Itr    re    check    valve    leak    testing. ECCS 
chec*    valves    performing    essential    pressure    isolation 
function   will    be    classified    as   ASHE   Section    XI.  Info    to    be 
included    in    FSAft   Amend    62. 
MILLS, L.M.        Tennessee   Valley    Authority.        79/10/12.        Bpp. 


7910300131    Forwards    revised    contingency    plans    for    Snquoijah.  Watts    Bar    !. 
Dellefonte.  Plans    withheld     (ref    10CFH2.  79O) , Hevi sud 
contingency    plan    for    Browns    Ferry    submitted    on    791010. 
MILL5,L,M.        Tennessee    Valley    Authority.        79/10/24.         lp, 


J.     Insurance    !<    indemnity     information 


7910170073   Amend    4    to    Indemnity    Agreement    B-B2    replacing    SNM    license 
numbers. 
8ALTZMAN-J  Antitrust    &    Indemnity    Group.        77/10/02.        lp. 


7910390363   Rep  t    re    transmission    lines    constructed    to    connect    Facility 
switchyard    to   util    transmission   sys. 
*      Tennessee    Valley    Authority.        79/10/12.        4pp. 

7910170264   Advises    that    current    eipected    fuel    loading    for    Unit    1    will 
be    on   771115    due    to    revision    in    scheduled    completion    date. 
MILLS,  L.M.        Tennessee   Valley    Authority.        79/1O/15.        lp 

7910260113   Forwards   request    for    info    re    ice    condenser/upper    hoad 
injection,  info   available    to   operator    during    severe    transient 
fc   info  on  advantages  &  disadvantages   of    filtered   t,  vented 
containment.  Info   required     for    ACRS   meeting    in   Nov    1979 
RUBENSTEIN.L.  S.  Light    Water   Reactors    Branch    t.        79/10/16.        3pp. 

791Q2404B4   Responds    to   KG   Parris    790917   request    that    util    develop 
emergency   operating    instructions   (.    training    fop    operators 
re   ATWa   event.  Forwards    draft   revision    to    abnormal    operating 
instruction    tor    reactor    trip. 
MILLS,  L.M.       Tennessee    Valley    Authority.        79/10/17.        10pp. 

7910250401    Requests    eiemption    from   hydrostatic    testing    outlined     in 
Summer    1979   addenda    to    ASME   Section    XI,  Pressure   Test 
Exemptions,  in    ref    to    deforced    pressurliar    relief    pipe 
reported    to    IE. 
MILLS,  L.M.       Tennessee    Valley    Authority.        79/10/1B,        lp. 

7910360313   Forwards   response    to    790B21    question    re    containment    sump 
penetrations.  Insp   nf    installed    seals  t,  hydrostatic    tests 
will    be   completed   K-  documented   before    startup   Ltrs    dtd 
791002,12  &   19  constitute    complete   response. 
MILLS,  L.M.       Tennessee   Valley    Authority.        79/10/19.        2pp 

7910260273   Forwards   Revision    B   to    preservice    baseline    insp    !,    inservica 
program,  incorporating    Insp    procedures   re    flaw   indication 
found    in   Unit     1    reactor    vessel    closure    head    weld. 
MILLS,  L.M.      Tennessee   valley  Authority.       79/10/23.       lp, 


inservice    insp    program, 


""Revision  £r"ervlce   bfl"line    inspect 

79/09/ls'    D^ELB'R'H  '    CANTRELUC.E.       Tennessee  Valley    Authority. 


7910230279   Forwards    "Preliminary    Results    of    Sequoyah-1     Internal 
Vibration   Measurement   Program   "    Enc  1    withheld 
(ref    10CFB2.  790). 
HILLS,  L.M.       Tennessee    Valley    Authority.        79/10/23.        lp. 


nn/r  natural    c  irculation.  per   790923 

n  w/C  Craves,  Reactor   Sys  Branch   reviewer 


MILLB,L.M.      Tennessee   Valley  Authority.       79/10/33. 


3pp. 


emeni:ll   *   f'--e    protection   plans 


MILLS.L.M,      Tennessee  Valley  Authority.       79/10/12.       lp. 

79101701B3  Forwards  revised   pages    to  radiological    emergency    plan 
MILLS.L.M.       Tennessee    vallat,   Authority.        79/10/15.        lp. 

--79101701B6  Revised   pages    to    radiological    emergency   plan. 
«      Tennessee    Valley    Authority.        79/08/24.        120pp. 


Q.  Inspection  reports.  IE  Bulletins  t  correspondence 

7910150631  BiscussBE  7907IO  meeting  w/util  in  Knoxvillc.TN  re 
activities  authoriied  for  all  TVA  facilities  under  const, 
MURPHY.C.E,      Region  2,  Atlanta,  Reactor  Construction  &  Engineorlnn 
Support  Branch.   79/00/03,   3pp. 

—  79101S064B  Summary  of  IE  mgt  meeting  ui/util  re  all  TVA  facilities  uniler 
const.  Major  areas  d  1  siussed  :  i  nap  &  enforcement,  changes  in 
insp  policy,  QA/GC  organization  off  ec  t  i  voness, 
QOUGE.M.  J.  ,  SHAN.U.B.     Region  3.  Atlanta,  Office  of  tho  Director 

CANTRGLL,  F.  S.      Region  2,  Atlanta,  Reactor  Construction  E, 
Engineering  Support  Branch.   79/OB/O1.   3pp. 

7910020200  Forwards  IE  Insp  Rept  30-327/79-39  on  790733-27.  No 
noncomp  liance  noted, 

LEWIS,  R.C.      Region  2,  Atlanta.  Reactor  Operations  Nuclear  Bunoui-t 
Branch.   79/08/07,   Spp.  '  V 

—7910020209  IE  Insp  Rept  50-327/79-39  on  790733-27,  No  noricomp  1  lane  o 
noted.  Major  areas  inspec  ted  :  comparison  nf  as-built  condition 
to  FSAR  description  !.  review  of  security  i  health  physics 
training  program. 

D2I^I;I;.Ji  '  MaDN'B-T-     Reflion  H,  Atlanta,  Office  of  the  Director. 

HURNtTT.P.  T,      Region  2,  Atlanta,  Roactor  Operations  Nucluar 
Support  Branch.   79/OB/06.   4pp. 

79100fl046B  Forwards  IE  Insp  Ropt  50-327/79-42  on  790705-27,  No 
noncomp  liance  noted. 

LEWIS,  R.C.      Region  2,  Atlanta,  Reactor  Operations  Nuclear  Support 
Branch,   79/OH/24.   3pp. 

—7910040470  IE  Insp  Rept  50-337/77-42  on  790705-37.  No  noncamp  1  ianco 
notnd.  Major  areas  inspected:  const  dDficiuncii  rop  t,  storacio 
of  SNM,  firu  prevention  &  plant  tour. 


M,  ""  3'  Atlanta,  Office  of  tho  Oiroclnr. 

DANCE,H.C,      Region  3.  Atlanta,  Reactor  Operations  Nuclear 
Support  Branch.   79/08/22,   6pp. 


7910050467  Responds  to  IE  Bulletin  79-14. 


esponds  to  IE  Bulletin  79-14.  "Bel^ic  Analtja 
As-Built  Safety-Related  Piping  Sys,"  All  safety-related 
piping  is  installed  so  piping  analyses  will  correspond 
actual  piping  configuration 
MILLS-L.M.   Tennessee  Valley  Authority.   79/09/07.   app. 


Analtjaio  for 


to 


791023001S  Forwards    IE    Insp    Repfc    30-327/79-44    „„   790H20-S4  No 
noncomp  liance    noted. 


Support 


7910330017    IE    Insp    Rept    90-327/79-44    on    790820-24.  No    noncomp  I  iance 
noted.  Major   areas    inspected:  completed    nreoperat  i  onal    tost 
plant9statusPOCt°r    foUq"1"1    "•"••  «t«Ptup    test    procedure   t. 
DONAT.T.J.,     DANCE.H.C.  Reoion   2,     Atlanta,    Office    of    the 

Director^      BURNETT.P.T.  Region    2,     Atlanta,     Reactor   Operations 

Nuclear   Support    Branch.       79/09/07.       7pp.  uperaiions 


79/09/10: 


» 

Valves."  No  action  required 

B9iD"  2'  A""t-1  DfflcB  Qf 


Bn  of  Target 


eIencior"rdS   rHBpDtl_Se    t0    IE  ""H-*!-   ""IS,     "Deep    Draft   Pump 
MILLB.L.M.       Tennessee   Valley    Authority.       79/09/1O.       7pp. 
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ITS 


7910030667    Responds    to    IE   Bulletin   79-16,      "Vital    Area    Access    Control. 
Detail!    withheld    (ref    10CFR2. 770). 
MILLS.L.M.        Tennessee    Valley    Authority.        79/O9/10.        lp. 


7910010378   Submits    second    interim   rept    re    reactor    vessel    insulation. 
Utll    is   reviewing   Westinghouse  response    to   problem. 
MILLS,  L.  M.        Tennessee    Valley    Authority.        79/OB/31.        lp. 


7710020593  Forwards    IE  Circular   77-19,     "Loose   Locking    Devices    on 
Ingersoll-Rand   Pump    Impellers,"   No   action   required. 
O'REILLY.  0.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

79/07/13.         lp. 


79101SOS44   Forwards    final    deficiency    rept    re    failure    of   Darton   nar 
range   steam  generator    level    transmitter    to  meet   acceptance 
criteria    for    accuracy. 
MILLS.L.  M.       Tennessee  Valley    Authority.       79/09/21.       lp. 


7<7092B015'l    Foi-uards    IE   Notice    79-21.     "Transportation    &   Commercial 
Burial    of    Radioactive   Matl.  "    No    action    required. 
D'REILLY.O.  P.  Region   3.    Atlanta,    Office    of    the    Director. 

79/O9/14.         lp. 

7*710110370   Forwards    IE    Info    Notice    79-32.     "Oual  i  f  icat  i  on    of    Control 
Sys,  "    Nn   action   required. 

O'REILLY,  J.  P.  Region   2,     Atlanta,    Office    of    the   Director. 

79/07/11.         lp. 

7910040209   Rasponds    to    IE    Bulletin    79-13, Revi 3  ion    1. Requested     info    re 
feedtuater    pipe   cracking    mill    be    supplied    by    790921. 
MILLS,  L.H.        Tennessee    Valley    Authority.        79/09/19.         lp. 

7910100056  Forwards    final    response    to    IE   Bulletin    79-19.     "Deep    Draft 
Pump    Daf  Ic  loncies.  "   Summary    of    startup,  testing    &   maint, 
operational    problems  !i  major   repair    efforts    encl. 
MILLS.L.M.        Tennessee    Valley    Authority.        79/09/31.        5pp, 

7910220156    Responds    to    IE    Bulletin   79-13,  Rovi sion    1,  "Cracking     in 

Feedtuater    Sys   Piping."    Forwards    discussion    of    insp  status   & 
schedule, 

MILLS,  L.H,        Tennessee   Valley   Authority.       79/09/25.  5pp. 

'910040105    Forwards    IE    Info    Motice    79-23,     "Emergency    Diesel    OmiBrator 
Lube    Oil    Coolers."  No   action   required. 

O'fiEILLV,  J.  P.  Region   2,    Atlanta,    Office    of    the    Director. 

79/O9/H6,       2pp. 

791O11)Q273   Forwards    IE  Bulletin   79-21,     "Froien   Linns.  "    Action 
roqu  i  red. 

O'REILLY,  J.  P.  Region  3>    Atlanta,    Office    of    tho   Director, 

79/09/27.        2pp. 

7910190050    Ack    receipt    of    790921     Itr     informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE    Insp    Ropts    50-327/79-43 
&    30-328/79-24. 

MURPHY,  C.  E.  Region   2,    Atlanta,     Reactor   Construction   &  Eng  ineerinij 

Support    Branch.       79/09/20.       lp. 

— 791Q190095    Forwards    response    to    violations    noted     in    IE    Insp    Repts 
30-327/79-43  t<   50-320/79-2'!,  Correc  t  i  ve    ac  ti  ona:  we  1  if  er  . 
foreman    ul  11    be   reinstructed   Ji  wold    record    rflviow   process 
revised, 
MILLS.L.M.       Tennessee   Valley    Authoritij.       79/09/21.       ?pp. 


— 7910150553   Final    deficiency    rept    re    failure    of   Barton   narrow    range 
steam   generator    level    transmitter    to   meet   acceptance 
criteria    for    accuracy. Transmitters    returned    to    Barton   Co    tn 
be    checked    Ji   modified    within    specs. 

*  Tennessee    Valley    Authority.        79/09/21.        2pp. 

7910020902   Forwards    final    deficiency    rept    re    tensile  anchor    capacities 

found    to    be    louer    than    design   allouab les,  initial  1  y  reported 
790312.  W/o    encl. 
MILLS.L.M.        Tennessee    Valley    Authority.        79/09/36.        lp. 

7910040204  Forwards    first    interim   deficiency   rept   re   eicessive    output 
fluctuations    of   Fojboro    instrumental  ion.  Ini tial fy    reported 
on    79D02O. 
MILLS, L  M.       Tennessee   Valley    Authority.       79/09/26.       lp, 

— 7910010289   First    interim    deficiency    rept    re    eicessive    output 
fluctuations    of  Foiboro    instrumentation. Corrective   action 
may    involve  mod    to    instruments    to    comply   u/specs. Neit   rept 
will    be    submitted    before    fuel    loading    in  Unit    I, 

*  Tennessee  Valley  Authnrity.   79/09/26.   lp. 

7910040291   Foruiards    first    interim  deficiency   rept   re   diesel    generator 
field   relay    coil   HI    failures. Initially   reported    pn  790827. 
MILLS.L.M.       Tennessee   Valley   Authority.       79/09/26.       lp. 

— 7910040300  First    interim   deficiency   rept   re   diesel    generator    field 
relay    coil    HI    fai  lures,  Col  1  s   replaced   tt  generators  returned 
to    sVC.Addl    corrective    actions    mill    be    detailed    in 
subsequent   deficiency    rept. 
»      Tennessee   Valley    Authority.        79/09/26.        lp. 

791015051S   Forwards    final    deficiency    rept    re    steam   generator    water 
level    ret    column   error. 
MILLB.L.M.        Tennessee    Valley    Authority.        79/09/27.        lp. 

— 79101S0524    Final    deficiency    rept    re    steam   generator   water     level 
ref   column   error.  Caused    by    design    oversight.  Lou-loin  mater 
level     setpolnt   will    be    adjusted    before    Unit    1     fuel     loading. 
»      Tennessee  valley   Authority.       NHC,       79/09/27.       IP. 

7910100336  Third    interim  deficiency   rept    re   reactor   vessel    insulation. 
West  inghouse    investigated    problem  !c   provided   response    to 
TVA.  Will    submit   neit   rept   before    Fuel    loading. 
MILLS,  L,  M.       Tennessee   Valley   Authority.       79/09/38,       lp. 


-791019005B   Forwards    IE    Insp    Repts    50-327/79-43   &    50-328/79-21    on 
790B13-lii  i   notice    of   violation. 

MURPHY,  G.  E,  Region   H,    Atlanta,     Reactor   Construction  !< 

Engineering    Support   Branch.       79/09/04.       2pp, 


7910190435  Third    interim  deficiency   rept   re  reactor   vessel    insulation. 
Westinghouse   has    investigated    problem  (<   provided   response    to 
util.Next   rept  will    be    submitted    before    fuel    load. 
MILLS, L.M.       Tennessee  Valley   Authority,       79/09/3B.       lp.     • 


-7910190061    Notice   of  violation    from    insp    on   790013-16, 

*  Region  3,    Atlanta,    Reactor   Construction   ti   Engineering    Support 

Branch.        79/08/31.        lp. 


7910190559  Forwards    final    deficiency    rept   re   diesel    generator 
turbocharger    lubrication, reported    on  790621. 
MILLS.L.M.        Tennessee    Valley    Authority.        79/10/04.        lp. 


-7910190063    JE    Insp   Repts    90-327/79-43   !•    50-328/79-24   on   790013-16. 
Honcompl lance    noted: inadequate   welder    qualification, 
CANTRELL.F.  S.  Region   3,    Atlanta,     Reactor    Construction    8. 

Engineering    Support   Branch.       GOUGE,  M,  J.  Region   3,    Atlanta, 

DfPlce    of    the   Director.       79/08/31.       7pp. 


— 7910190967  Final    deficiency    rept   re   diesel    generator    turbocharger 
lubrication   problem. Caused    by    defect    in  soakback    pump. 
Operating    instructions    for    diesel    ge"»''fltorB   revised  i 
lubricating    oil    sys   will    be   modified. 
MILLS,  L.  M,       Tennessee   Valley   Authority.      79/10/04.      2pp. 


7910170793   Forwards    IE   Info   Notice   79-24,     "Overpressuriiatinn   of 
Containment    of  PWR  Plant   APter   Main   Steam  Line    Droak.  "    No 
action   required. 

D'REILLYr  J.  P.  Region   2,    Atlanta,    Office   of    the    Director. 

79/lO/Oi.       3pp. 

B.     Rep'Ortflblo    occuvrencesr    LERs   &  related    correspondence 

7910010393  Foriuardi    first    Interim   deficiency    rapt    re    delay    op   reactor 
trip    causad    by    arcing    across   underfroquency    relay    contacts. 
Original    r»pt    submitted    on   790802.  Next    rept   mill    bo 
submitted    b<|    790931. 
M1U.S.L.  M.        Tennessee  Valley    Authority.       79/09/27.       lp. 

— 7910010299   First    interim  deficiency    rapt   re    delay    of   reactor    trip 
caused    bg    arcing   across    underfrequoncy    relay    contacts. 
Condition    being    evaluated. 
*      Tennessee   VBllitf   Authority.       79/08/27.       lp. 


7910150475  Second    interim   deficiency    re  RCS  heatup   i   cooldouin   rates. 
Next   rept   mill    be   submitted    by   791210.  Westinghouse  t  util 
are    evaluating    situation. Safe   operation    of  Unit    1    during 
startup   mill    not   be    jeopardized. 
MILLS, L.H,       Tennessee   Valley   Authority.       79/10/05.       lp. 

79101903B3  Second    interim   deficiency    rept   re   accelerated    heating   C, 
cooling    of    small    local    regions   of    loop   2  hot    leg   & 
pressuriier.  Saf e   operation   of    Facility    during    startup   mill 
not    be    jeopardized. Next   rept   mill    be    submitted   by   791210. 
MILLS, L.H.       Tennessee   Valleu   Authority.      79/10/05.       lp. 

79101B03B7  Forwards  revised    final    deficiency    rept   re   potential 
excessive   uiater   hammer    forces    in  main    feeduiater    sys. 
MILLS.L.M.       Tennessee  Valley    Authority.       79/10/10,       lp. 
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—79101603 


710160399  Revised  final  deficiency  rept  re  potential  eicessive  ua 
haouier  forces  in  main  feeduater  sys.Util  failed  to  evaluate 
water  hammer  forces  at  design  stage. Main  check  valves 
analuied  Valves  adequate  for  all  accident  conditions. 
«   Tenneiiee  Valley  Authority   79/10/10.   3pp. 


analuied  Valves  adequate  for  all  accident  cond 
«   Tenneiiee  Valley  Authority.   79/10/10.   3pp 

79l02405Bi  Forwards  final  deficiency  rapt  re  QUA 
containment  &  venae], 
MILLS, L.M    Tennessee  Valley  Authority.   79/10/15.   Ip 


nts  of  steel 


791024QS97  Final  deficiency  reft  re  piping  rigidly  attached  to  steel 
containment.  Piping  analyied  !.  designed  u/o  adequate 
consideration  for  DDA  movement.  All  piping  sys  rigidly 
attached  to  steel  containment  are  being  raanalyied 
*   Tennessee  Valley  Authority.   79/10/15.   5pp. 


7910340659  Forwards  final  deficiency  rept  re  delay  , 
to  arcing  across  unijerf  requency  relay  contacts. 
MILLS, L.M.   Tennessee  Valley  Authority.   79/10/15. 


if  realtor  trip  di 
IP 


-7910240463  Final  deficiency  rept  re  delay  of  reactor  trip  duo  to  arcing 
atross  underfrequency  relay  contacts.  Internal  mods  to  SDF-I 
relays  uill  make  turn  normally  closed  contacts  available  fur 
external  connections. 
*   Tennessee  Valley  Authority.   79/1O/15.   2pp. 


P«««P  «» 
Tennessee  Valley  Authority.   77/10/17.   Ip. 


7910350351    Discusaea    review   nf    Section    XI    program    oF    ASHE    Ooilor     ft 
Pressure   Vessel    Cnde.Utll    must    institute    third   party    in-ip 
sys.  Even  as    federal    agency,  TVA    Is    not   OKBmpt    from 
10CFR50.  55a(g)(4)    requirements. 
RUBENSTE1N,  L.  S.  Light   Water    Reactors    Branch    1.         79/09/31.         Hp(> 

7°10310103  Requires    that   TVA    institute    third    party     inap    ovt    for    re-viuui 
of  Section   XI    program  of  ABME  Boiler   i,  Pressuro   Veaael    Codo, 
TVA   is   nnt    eiempt    from  requirements    of    10CFRSO  SSaIfl>(4>    ro 
qualification    of    inspectors    (.    inap    agencies 
HUBENSTErw,  L.  S.  Light   Water   Reactors    Branch    1.         79/O9/21.        2p|i. 

7910160131   Forwards    request   for   addl    info   re    facility    containment 
pressures.  Adequate   response   necdsd    by    791012 
RUBENSTEIN.L.  S.         •      Light   Water    Reactors    Grand,    4.         79/OV/27          ESp  p  . 

7910050211   Forwards    info   re   util    compllanco   U/IEEE--579    for    fiCB   praanuru 
lontrol    (nterlocls    during    lou,    temp    operation,  in   rBHpoiiB«    to 
NRC    790910    telcon    request.  FSAR    to    be    revised    by    79IOI3 
Tuielve   oversiie    dramings   availabla    in   Central   Filoa    onlu. 
M1LLS,L.H.        Tennessee    Valley    Authority.        79/10/O1.         16pp. 


77100502S1    Responds    to    790914    request    for    info    ro    pD^i 
thinble    tuhe   wear    in  Westinghouso    assemb  1  ies,  Foruiflrds         B 
of  refs    involving    communication    re   absence    of    nuldD    thimble 
[near    in    fuel    BBsemhlies. 
MILLS.L.M.       Tennessee   Valley    Authority.       79/10/01.        Hpp, 


nuidfl 


site    ^sit    &    public    o,0etinn    M/TVA 
ergency    preparedness    plans    for    facility, 
Light    Water   Reactors    Branch    4.        79/1O/01,         Hpp. 


J. 

»   Tennessee  Valley  Authority.   79/10/17.   Ip. 


R«ln^7'    FBr?!rS*   y05"0"6"    to   "«"tor   8ya   Dranrh    queotion 
Responses   uill    be    incorporated    in  FSAR   via  Amend   63, 
MILLB,L.M.       Tennessee    Vallay    Authority,        79/10/02,         HB. 


rtlLLS.L.M.   Tennessee  Valley  Authority.   79/10/1B. 


791010 


vioit 


NI1C 


on   emergency    preparednes 

."    -n""'"^    pr.p.P.dn..     p«. 

Water   Reactors   Branch    4.        79/1O/O2.       tip,,. 


see  Valley  Authority.   79/10/13    2pp. 


HILLS,L.M.       Tennessee   Valley    Authority.       79/10/10. 


Opp. 


eun    „,  <«   -  .....  «* 

MILLS,  L.M    Tennessee  Valley  Authority.   79/10/26    Jp 


SE°U°V/»H  NUCLEAR   PLANT,     UNIT   a 


«ns°S:  a"U"tion   f""  ™   Hcense    ,or 
HILL8.L.H       Tennessee    Valley   Authority.       79/07/33.        Ip. 


for-    initial    core   of    reactor 

-      Tenness.e   Valley   Authority.       77/07/23. 


fuel    ro<!  9 


M!LLS,L.rf        Tennessee    Valley    Authority.        79/10/13.          l|j. 


™F;T^ 

£iln?i\£%  ^rAL°fa^:rBtor  check  after  •|I-t—  •»  * 

MILLS,L.M,       Tennessee   Valley   Authority.       79/10/1S.        a^p. 


7910170389   Responds    to    N 

f^{i^Iv:vrfor 
f-u";is  r;1^  ^d6i 

MrLLS.L.M,        TenneS3ee    Valley    Authority.        79/10/12.        Qpp. 


Tennessee   Valley    Authority.        79/10/12. 


4pp. 


Valley   Authority.       79/09/01.        Upp. 


791003079B   Forums    r 
HxllnihaiiM   fu,i    . 
RMu*.t.   .i»  ,er,t 
RUBEN3TEIN.L.S 


s    for    tn( 
,,  R  J"fo   «n  aui(l« 

l  t2  Si  M*  "'P0" 
u  J  w"tinghouse. 
W,l,P  Reactors  nra 


m    tube  yBar  in 
b«  790930. 

„/„, 


Water  Reactors  Branch 


inatruction  for  reactor  trtj  r" 
MILLS.L.M.   Tennessee  Valley  Au 


thority.   79/10/17. 


3PP. 


lOpp. 


.......... 
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— 7910H60279    Preaarvice    baseline    inspection    &    inaervice    insp    program. 
Revision    B 

DELEW.Q.,     DAN1ELS,R.  H.  ,     CANTRELL.  C,  E.        Tennessee    Valloij    Authority. 
79/09/12.        3pp. 


771O2a01Si    Responds     to     TE    Bulletin    79-13,  Flevi  iion    1.  "Cracking     in 

Feodiuater   Sya   Piping.  "    Forwards    discuaiion    aF    Insp  status    & 
schedu  1  e. 

MILLS,  L.  M.       Tennessee    Valley    Authority.       79/09/35,  9pp. 


7910250270  Forwards    "Preliminary    Results   of   Soquoyah-l    Internal's 
Vibration   Measurement   Program,"    Enel    withhold 
(ref    10CFR2.  790). 
MILLS.  L.  M.        Tennessee    Valley    Authority.        79/10/B3.         Ip. 


79tOQ401B5  Forwards    IE    Info    Notice   79-33,     "Emergency    Dlosol    Oonerator 
Lube    Oil    Coolers."    No    action    required. 

O'REILLY.  J.  P.  Region   Z,     Atlanta,    Office    of    the    Director, 

79/09/26.        2pp, 


791O26O3O3   Forwards    confirmatory     info    on    natural    c  ircula  tion.  per    790925 
telcon   u/C    QravBB,  Raactor   8ys    Branch   revieuiar. 
MILLS, L.M.        Tennessee    Valley    Authority.        79/1O/33.        3pp. 

F.    Security,    medical,    emergency   &    fire   protection    plans 

7910170170  Forwards   reviaiona    to    physical    security    pi  an.  Revi  s  ion>a 
withheld    <ref    1QCFRH.  790). 
MILLS.L.M.       Tennessee   Valley   Authority.       79/1O/12.        Ip, 


7910190285   Forwards    IE    Bulletin    79-24,     "Froien    Linus."   No   action 
required. 

O'REILLY,  J.  P.  Region   S,     Atlanta,     Dffico    of    th«    Director. 

79/09/27.        2pp. 

7910190050   Ack    receipt    of    790921    Itr    informinfl    NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Insp    Rcpts    80 -327/7 9 -"1 3 
fc    50-32B/79-24. 

MURPHY.  C,  E.  Region    2,     Atlanta,     Retailor    Construction    L   Engineering 

Support    Branch.        79/O9/2B.        Ip. 


7910170103  Forwards   reviaed    pages    to   radiological    emergency    plan. 
MILLS,  L,  M.        Tannesseo    Valloy    Authority.        79/10/15.         Ip, 

— 79101701B6   Revised    pages    to   radiological    omero,ency    plan, 
*      TennossBB    Valloy    Authority.       79/OQ/24.        12Opp. 

7910350390  Respond*    to   NliC   790927    Itr    ru    foll-oiuun    action's    resulting 
from  NRC   revieu   of   TMI. Implementation  of   requirements    in 
Ends   bi  7   &  8  addressed    In   radiological    emergency    plan    it 
utll   790907    Itr. 
MILLS,  L.  M,       TBnnBBSBB   Valley   Authority.       79/10/18,        Ip.  •    - 

7910260159  Forwards    Revision   1    to   TVA  rssponse    lo   Auiiliary    Sya    Branch 
fira   protection   rHvlaiu   questions,  in   response    to   NRC    7Q090I 
request.  Inc  ludes   23   overalie   drawings. 
HILLB.L.M.       TannaaasB    Volley    Authority.       79/IQ/S3.        116pp. 

7910300131    Formards    revised   contingoncy    plans    Por    Bequoyah, Watta    Bar    & 
Bellefonte.  Plana  uithhelfl    (ref    IOCFF12.  790>.  Revia  ad 
contingency    plan    for    Browns   Ferry    submittad    on   791013. 
MILLS,  L,  M.       Tannusnae   Valley   Authority.       77/10/24.        Ip. 

0.     Inspection    reports,     IE  Bullutina   d  correspondence 

7910190i31    DiacusBBS    790710  meeting   ui/util    in   Knoi vi  1 1  g,  Ttt  re 
activities    authoriied    for  all    TVA   facilities    undor   const. 
MUdPHYiC.  E.  Region  3.    Atlanta,    Reactor   Construction   !<  Eng  inoorinn 

Support    Branch.        79/OQ/O2,        2pp, 

--79101S064S   Summary    of    IE  mgt   meeting   u/util    re    all   TVA    facilities    under 
const.  Major   areas   di scusacd:  inap   ti   enforcement,  chflngea    in 
insp    pol icyr OA/QC   organ! istion    affectiveness. 
OOUOE.M.J.,    BWAN,H.B.  Region  2,    Atlanta,     Office    of    the    Diroctor. 

CANTRELL,  F.  B.  Renian   2,    Atlanta,    Rffactor    Conn  true  tion  i< 

Engineering   Support   Branch.       79/OB/01.       3pp, 

7910010010  Foruards    IE  Circular   79-1B,     "Propnr    Installation    of   Targat 
Rock   BafBty-Rel  iBf    Valves."   No   action  required, 
D'REILLV.  J.P,  Region  2,    Atlanta,    Office    of    the   Director. 

79/09/10.       3pp. 

7910020514  Forward!    response    to    IE  Bulletin   79-L5,     "DeBp    Draft   Pump 
Deficiencies.  " 
MILLS.L.M.       TenntasBB   Volley    Authority,       79^09/10.       7pp. 

7910020B93  Forwards    IE  Circular  79-19,    "Loose    Locking    Devices    on 
InperioU-F)amf   Pump    Impellers."   No   action   required, 
O'REILLY,  J.  P.  Resion   2,    Atlanta,    Office    of    the    Director, 

79/09/13.       Ip. 

7910110270  Foriuardi    IE    Info  Notice   79-3S,     "fcual  Ificatl  on    of   Control 
Bys,  "   No  action   required. 

O'REILLY,  J.  P.  Region  3,    Atlanta,    Office    of    the    Director. 

79/09/14.       Ip. 

7910040209  Respond*    to    IE  Bulletin  79-13,  Reviai on    1 .  Requested    info    re 
feaduafcer    pipe    cracking   will    be    supplied    by    7709B1, 
HILLB.L.M.       Tenn»sa»«   Valley   Authority,       79/G9/11?.        Ip. 

7910100096  Foruard*    final    response    to    IE  Bullotln  79-15,     "Denff    Draft 
Pump   Def iclvnclB*.  "   Summary    of    startup,  listing    b    malnt, 
operational    problime   5i  major   repair    efforts    end, 
MILLS,  L.H.      'Tennisset   Valley   Authority.       79/D9/S4.       3pp. 


—  7910190QS3  Fopiuards    reiponsa    to    violations    noted    in    IE    Inap    llepti 

30-327/79-13   &    50-3aB/79-2a.  Corrac  tiVE    act  i  arm:  ufrldBr 
foreman    utll    be    reinstruc  ted    b   weld    r-ecord    revieu   process 
revlaed  . 
MILLB.L.  M.       Tennessee-   Valley    Authority.       79/09/31.       Spn. 

—  791019003B  Forwards    IE    Insp    Hepts    50-337/79-43  &   5O-320/79-24    on 

79O913-16  &    notice   of    violation. 

MURPHV.C.  E.  Raginn   2,     Atlanta,     Reactor   Construction   & 

Eng  ineering    Support    U  ranch.        79/09'/04.       3pp. 

—  7910190061    Notice    of   violation    from    inap    on   790813-lfi, 

*  Ragion    3,    Atlanta,    .Reactor   Cc-natruct  i  on   6  Engineering    Support 

Branch.       79/OB/3I,        Ip. 

—  7910190063    IE    Inap    Ropte    50-327/79-13   &    30-32B-/79-E4    un    790B13-16, 

Noncomp  I  iance    noted:  i  nadcquate    uelilar    quail  f  icat  i  on. 
CANTRELL.F.  S.  Region   2,    Atlanta,     Rooctur    Construction   tt 

Engineering   Support    DrancJi.       OOUOE,  H.  J.  Reg  tan    a,     Atlanta, 

Office    of   the    Director.       79/OB/31,       7pp. 

7710170236  Forwards    1£    Info   Notice    79-25,     "Realtor    Trips   at    Turkeg 
Point    Units   3  &    4.  "    Mo    action   required. 

D'REILLV,  J.  P.  Region    S,     Mbsnta,     DPfica    of    ttia    Diroctor. 

79/10/01.        2pp. 

7710170753  Forwards    IE    Itffo  Notice    79-Ht,     "Ovdrpraasur  i  lat  i  on    of 
Containment   of    PUR   Plant    After   Main   Btnam   Line    Brool."   No 
action    required. 

O'FlEILi-Y,  J.  P.  Region    2,     Atlanta,    Office    of    thn   Biroclor. 

79/10/01,        3pp. 


8.     naportable    occurrencn«.     LERs    &   related 


79I001O373  Submits    soco-nd    interim  rept    re    reactor    vassal     intulatiun. 
Utll    it    reviawi  no.   Hes  tlnghouso    responsa    to    problem, 
MILLS.L.M.       Tennesaoe    Valley    Autliorttv,       TTfOB/31,        Ip. 

79100'20SOa  Forwards    final    deficioncy    rnpt    re    ternila   anchor    cap^citlv 
found    to   be    lower    than    dB»ion    allouablas,  initlallu   reforted 
790312.  W/o    encl. 
MILLS.  L.  M.       Tennsssee    Valley   Authority,       79/09/&i.        Ip. 

7I?100402B4    Fortuarils    first    Interim   deficiency    rept    re    excusBlve    output 
fluctuatloni    of   Fonbovo    instrumentation,  Inl  tlal  ly    reported 
on    790820. 
MRLS.L.M.       Tannssoeo    Valloy    Authority.       79/09/2(>.        Iji. 

—  7910040597  First    Interim   rfePiclBricy    rept   re    »jceaitv*   outfipfc 

fluctuation*    of    Fo»boro    ins  trom«ntat  ion,  Corrne  t  I  ve    action 
(tiay    involve    mod    to    instrument*    to    comply   w/specs.  H«<  t   repfc 
tuill    be    submitted    before    fuel    loading    in    \tnlt    1. 

*  Tennasiea   Valley    Authority.       77/09/36.       Ip. 

7910040394   Fcriuardi    first    interim  deficiency    r*pt    ra   dletal    onnerator 
field    relay    coll    Kl    failure*.  Initially    reported    on  790837. 
MILLS,  L.  M.       Tenmrsae*    Vallaif   Authnr-itg.       79/09/3A.       Ip. 

—  77JOQi)0300  First    interim    deficiancu    rept   re    Jlesel    geni-rotor    field 

relay    call    Kt    failuros.  Coils    replaced    h   generator*    returned 
to    nvc.Ad.dl    corrective   actions   will    b»   detailed    in 
subsaquent    daflclency    rept. 

*  TennaiBie   Valley    Authority.       79/09/26.       Ip. 

791Q150318   Forwards.  Final    deficiency    rept    re    itaam   g»n«r«tor  tiator 
l»v«l    r«f   column    error. 
HILLS,  L.M.       Tcnnei»ee    valleij   Authority.       79/07/27,       Ip. 
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— 7910150529  Final    itif  icivncu.    rent   re    steam   generator   water    lev 
re*   column    error.  Caused    bij    design    oversight.  -Loiu-1  aai  water- 
level    setpfcint  mill    be    adju-sted   before    Unit    1    fuel    loading. 
*     Tennessee   Valley   Authority.       NflC.       79/09/37.        IP. 


7910030B27   Notification    of    790737    meeting     u/util     in    GethmdaiMD   to 
discuss    open     items    fc    applicant    ilec  Is  ions     for   design    changes 
due    to    TMI-2. 
HDtJD,  D.  Light    Ha  tar    Reactors    Brstvch     4.        79/07/17.        2pp. 


791010Q33i  Third    interim  deficiency    rept   re    reactor  vessel    insulation. 
Westing  house    investigated    problem  &   provided    response    to 
TVA.Hill    submit  neit    rept    before    Fuel    loading. 
MILLS,  L.M.        Tennessee-   Valley    Authority.        77/09/28.        Ip, 

7710190433   Third    interim  deficiency    refit   re    reactor   vessel    insulation. 
Nestlnghnuse   has    investigated   problem   t<   provided    response    ta 
utll.Neit    rept   ulll    be   submitted    be-fore    fuel    load 
MILLS-I..  M.        Tennessee    Yall>v    Authority.        79/09/53.        Ip. 

7910150559  Foruardt   final    def  ieiencij   rept   re    diesel    generator 
tuThocharger    lubrlcatl  on.  reported   on    790631, 
MILLS,  L.tl.       Tennessee   Valley    Authority.       79/10/O4.       Ip. 

—  7910150567  Final    deficiency    rept    re   diesel    generator    turbocharjer 

lubrication    problam-.  Caused    by    defect    in   soakback   pump, 
Opera  ting    instructions    for    diesel    generators    revised    f> 

lubricating    oil    su,s    will    be  modified, 

KILLS.U.  M.       Tennessee  valloy   Authoritij,       79/10/04.       3pp. 

7910150475  Second    interim  deficiency   re   RGB  heatup    b   cooldoun    rates. 
Not   rept   yll]    be   submitted    bg   771210.  West!  nfthouse  E-   utll 
are    evaluating    s  i  tuatl  on.  3af  e  operation    of  Unit    1    during 
itartup   mill   not    be    jeopard  i  red. 
MILLS,  L.M.        Tennessee    VaUeij    Authority.        79/10/05.        Ip. 

7910180387   Fartuarda    reviled    final    deficiency   rept   re   potential 
e»cessive   water    hammer    Farces    In   main    feediiiater   4y», 
MILLS.L.H.       Tennessee  Valley    ftuthoritij.       79/10/10.       Ip. 

—  79101803'?'?  Revised    final    deficiency   rept    re    potential    excessive  wate 

hammer    forces    in  main    Feeduater    igi.Utll    Palled    to   evaluate 
water   hammer    Forces   -at  design   itage.ttain   check   valves 
analyied.  Yalves    adequate    for  all    accident    conditions. 
«      Tennessee  Valley   Authority.      •79/10/10.       Hpp. 


7910340584  Forwards    Final    deficiency    rept 
containment   d  vessel. 
MILL9,L.  M.       Tennessee   Valleu   Authority. 


e   DDA  movement!    of    steel 
79/10/15,       Ip. 


—7910240597   Final    deficiency   rept  TB    piping   rigidlu    attached    to    steel 
containment.  Pip  In]   analt|ied    !•   designed    u/o    adequate 
cons  ideratian    for  DBA  movement.  Al  1    piping    ays  'rigidly 
attached    to   steel   containment:   are    being    roanalyj  ed. 
*      Tennenee  Valley   Authority.       79/1O/15.       5pp, 

7?l0240i>S9  Forwards    final    deficiency    rept    re   delay    of   reactor    trip    due 
to  arcing   across    underf  requencg    relai)   contacts, 
fULLSrL.H.       Tennessee  Valley   Au-thori  tij.       77/10/15,       Ip. 

—  7910340663  Final    deficiency   rept   re    da  lay    of   reactor    trip    due    to   arcinfl 
across  underfrenuency    relay    contac  ts.  Interna  1    mod-s    to  SDF-1 
reUifs   ulll    malic    tuio   normally    close-d   contacts    available    for 
external   .Conner  t  i  ons. 
»      Tennenee  Valleu   Authoritij,       7'9/10/l&,       S?p. 


79102fl06+Q  Foriuard*    final    deficiency   rept   re   RHR   pump   motor    svc    factor. 
MILLSjL.M,       Tennessee  Valley   Authority.       77/10/17.       Ip. 

—  7910240&51   Final    deficiency   rept    re  J?HR  pump   motors  uhich   wore    found    to 
exceed  allowable    svc    factor  of    I.  19.  Canted   by    cxcecslve 
presure   drc-p    throuah   control    valves.  Flou   restrictions  added 
in  each  F1HR   hot  !i   cold    leg    injection  header. 
*      Tennessee   Valley    Authoritij.       79/10/17.       Ip. 

7910310325  Fortuarde    final   deficiency   rejfc   re    inadequate    layer    reactor 
vessel    Insulation   support. 
HILLS.  L.  »,       Tennessee    Valley   Authority.       79/IO/EA.       Ip, 

—7910310359  Final    deficiency    reptias   roiutt   of    IE    Info  Katie*   79-11 
reviaui,  itisulatlon   lupport    dtseovapeii    inadequate    to   prsvent 
g<uld>    tube    loading    during    seismic   event.  Restraint    ays 
iesiflnei!   to    prevent    excessive    insulation  movement. 
"   -"  Ip. 


7910090191    Summary    of    790917  meeting    ui/util    in  Canada    to   observe   sump 
testa. 
HrtTT,J.J.  Reactor    Systems    Branch.       79/09/17.        19pp. 

7910050396   Forwards     "Secondary    Hater    Chemistry    F'rojram"    per 
LS  ftubenstein    79O901    1 6r.  Program   uiill    bo    referencad    as 
condition   of    CL, 
HLlUELf-.S.  H.       Consumers   PouiHr    Co.       79/09/3B.        Ip. 

— 7910050307   "Secondary    Water   Cli  ernl  s  br  g    Monitoring    Pr-ogram.  " 
*      Consumer*    Pouier    Co.        79/O9/2H.        2pp. 

7910300073   Forward's    33    documents    to    support    review    of    soil    deficiency 
matters. Overs i EB    drawings    reduced    in    size    or   omitted. 
W/D    end. 
HDOO,  D.  Light    Water   Reactors    Branch    A.       7?/lO/l£.       3pp. 

7910310042    Informs    that   MFJC    has    eniisted    support   of    UB  Corps   of 
Engineers    to    complete    goo  technical    review    of  application    For 
OLs.  Requests    future   correspondence    re    goo technic-a  1    matters 
be    sent    to  Corps, 
RUBEN9TEIH.  L.  S,  Lioht   Water   Reactors    Branch    4.       79/10/16.      3pp. 

7910340331    Notifies    that    subsequent    to   79O501    Final    rept   re  analysis 
of   Taactor    bldg    spray    piping    supports* further  varif ications 
uere    required    of    apparent    design   variances    in   sin    ring 
girder   anchors    in    Unit    3.  ITT   Or  inn  ell    analysis    underlay. 
HOWELL.S.H,       Consumers    Pouor    Co.       79/10/19.       2pp. 

7910310091   Notification    of    7910E5  meeting    ui/util    ft    Dechtel    in   Ulan 
Ellyni 1L    to   discuss    qualification    of   OC    personnel     involved 
In   poit-tenalonlnn    actlvitlas, 

REPPLER-J.O.  Region    3,     Chicago,     Office    of    the    Director.        79/10/22, 

Ip. 


0.     Ad jud icatory    corr espondenc 


7910090024   Foruiards    CPC   790301    Interim  Rept    2   re    questionable    impact 
test    results    on    status    of   main    feed    pipe    spools. 
OIBDB.M.  E.        I  sham,     Lincoln    b    Deale,        79/OG/O7.         Ip, 

— 7910090046    Interim  tfopt    2   rc>    impact    testinj    of   main    faeduater   pipe 
which    haid    ques  tionabl  e    test    T  PSU  1  ts.  Corrective    action   & 
investigation    is    being    continued.  NHJ  t    r-cpt  mil)    he   submitted 
on    790BH3, 
»      Dechtel    rtssociatos    Profess ional    Corp.       79/07/24.       tpp. 

7910310451    Foruards    second    Intarim   dcFicioncy    rept    re    ITT   Orinnsll- 
supplieif   main    feed    pipe. 
G1BBB.M.  E.        Ifiham,     Lincoln   &   Duale.       79/OB/07.       Ip. 

— 791031O49S  Forward u    second    interim    deficiency   rop t    tt   statement   of 
itatut    of    action   re    ITT  GT  inne^l  l-auppl  led    main    faediuator 
pipe    spools. 
HOWELL.S.H.       Consumers    Powar    Co.        79/OB/O1,       Spp. 

77IOO90144  Foriuards   CPC    ?'?Q01O    interim   repts    re   sett  1  ement    of   dlesel 
generator    foundations    t<   bldg    tt    status    oP    discrepant 
terminal    block    disconnect    1  infcsi  respect ively, Cap!  ea    ui  1 1    ba 
provld-od    to   ASLO    d   parties    upon    request, 
OJDDS.d.E,       laham,     Lincoln   J.    Dnale.       79/00/20,       Ip, 

— 7910090162    Interim   Deficiency    Ftept   MCAR-3S    re   terminal    blocks  !.    failure 
of    disconnect    tin Is    due    to    cracking.  Corrective    action 
•schedule  ulll    bo    provided    In    second    rept 
DAILEY.K.D.       Dachtel    Associates   Professional    Corp.       79/07/30.       3pp. 

7910020375  Forwards    motion    by,    Dow   Chemical    Co    to   reopen  record   t<   to 
admit   Dykema,  Oosietti  Spenceri  Ooadnou  &    Trigg   7i09El    memo    as 
Dou   Chemical    Exhibit    4,  HftC   &  CPC    have    no    objection*    to 
motion    in   question. 
PQTTERjM.C,       Fischer.  Franklin.  Ford,  Simon    ft   Hogg.       79/OB/21.      2pp. 

— 7910030376  Motion    to    reopen    record. T  D'Arma    760931    memo    to  DB  Young. re 
telcan   ui/>J   Da  con    of   CPC,  should    be    admitted    in    proceeding   as 
DDUI  Chamlcal    Exhibit   A,  NRC    £>  CPC    have    no    objections    to 
atfmlsi 1  on.  Exh i b tt    4   &  Certificate    of    Bvc    ancl. 

POTTER,  W.  C.       Dou  Chemical    Co.       POTTER.  W.  C.       Fisch  er,  Frank  Hn,  Fnrd, 
Blman   *•  Kogg.       79/08/21.       7pp. 


7910090210   ForuariU    CPC   79OB23    final    rapt    r-e    station    battery 
qualification    test    failure, 
OIDDSi  h.  E,       Isham.     Lincoln   t    Qeale.       79/OD/2B,       Ip. 
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7910160123  Response    to   ASLD   790002  memorand  urn   t,    order.  Diesel    generator 
bldg    issue    should    not    ho    heard    prior    to    other    safety    issues. 
Confirms    790710  response   &   urges    that   CPC    motion   be    denied 
re   safety.    phase    portion.  Cert  If  icate   of  Svc    em  I. 
OLMBTEAD,  W.  J.  Branch    -1.        79/09/04.        5pp. 

K,     Utility    Final    Safety    Analysis    Report    (FSAR)     1   amends 


791O05O331    Forwards    Amend    69    to    DL   as   Revision    24    to    FSrtU. 
HOWELL.6.  H.        Consumers    Poiuer    Co.        79/09/2B.         Ip. 


—  7910050333    Revision    21    to    FSAf!. 

»      Consumers   Power   Co.       79/09/2B.       500pp. 


7910100236   Forwards    Certificate    of    Bvc    re    Amend    69, Revision   24    to    FBAR, 
to    application    for    CP    t<   DU. 
BACON,  J,  L.       Consumers   Power    Co.       79/10/O3.       3pp. 


M.    Antitrust    correspondence 


7910030692   Ac k    receipt    of    settle. nant    proposal     between    intervennrs    & 
CPC,  Expresses    satisfaction   id/proposed    license    conditions. 
Remainder    of    settlement    Is    being    reviewed. 
CHANANIA,  F.  D.        Antitrust    Division.        79/09/06.        Ip. 

Q,     Inspection   reports.     IE   Bulletins   !<  correspondence 

7910090174  Forwards    IE  Bulletin   79-21,     "Temp    Effects   on  Level 
Meaaurements.  "   Action   required. 

KEPPLER,  J.  Q.  Region   3,    Chicago.    Office    oP    the   Director.       79/QW13, 

Ip. 

7910050403  Forwards    IE    Info   Notice   79-30i     "NRG    Enforcement  Policy    - 
NfiC  Licensed    Individuals,"    No   action   required. 

KEPPLER,  J.  G.  Region   3,    Chicago,    Office    oF    tho   Director.       79/OS/14, 

Ip. 

7910050473   Forwards    IE  Circular   79-17,    "Contact   Problem    in  SB-IS 
Switches    on   GE  Metalclad   Circuit   Breakers,  "    No  action 
required. 

KEPPLERrJ.O,  Flogion   3.    Chicago,    Office    of    the    Director.       79/O8/ 14, 

Ip. 

7910030621    Forwards    IE   Insp   Repts    50-329/79-15  &   50-330/79-15    on 
790601-071 1. No   noncomp 1  lance   nutcd. 

FIQRELLI.O.  Region   3,    Chicago,    Reactor    Construction   ?<  Engine-Bring 

Support    Branch.       79/03/23,       2pp, 

«»79 10030646    IE    Insp   Repta   50-329/79-15  t.   SO-330/79-15   on  7906O1-O71 1.  No 
noncompl ianco   noted, Major   areas    inspected;  purge    paper    in 
Unit   a   reactor    bldg    spray    SIJH    piping   &    post-mold    boat 
treatment    of   Unit   S  reactor    coolant    sys, 

CQQK.R.J.,    WtNDEL.T.E.,    KNOP,  R.  C,  Rsyian   3,    Chicago,    Office    of 

the   Director.       79/OB/15,       9pp, 

7910020191    Forwards    IE    Info  Notice   79-30,  Revision    1.    "NRG   Enforcement 
Policy   -  NRG   Licensed    Individuals,  "  Notice    reissued    to 
correct   word    omisnion   &   punctuation   error    mhich   changed 
Intent    of    statement.  Changed    statement   underlined    In    teit. 
KEPPLER.J.G,  Rogion   3,    Chicago.    Office    of    tho  Director.       79/O9/O7. 

Ip. 

7910240171    Forwards    IE    Inup   Repts    50-339/79-18   &  50-330/79-19    on 
790H21-S3  &  notice    of   violation. 

FIPfiELLI.Q.  Region   3.    Chicago.    Reactor    Construction   kEngtnoerin.fi 

Support    Branch.       79/09/11.       2pp. 


7910030290    Forwards     IE   Circular    79-19,      "Loose    Locfcfno    Devices    on 
Ingersol  1-Ran-d    Pump    Imp  el  lera.  "    Ha   action    required. 

KEPPLEH,J.  0.  Region    3,     Chicago,     Office    nf     the    DiTeCtBT.        79/09/13.. 

Ip. 

7910050350    Forwards    ueefcly    preliminary    Insp    findings    to    be    attached    to 
IE    Inap    Repts    50-329/79-15   I-    50-330/79-15    .ltd    790B2S. 

FIDF?EL.LI,e.  Region    3,     Chicago,     Reactor    Construction    &    EnoinBorina 

Support    Branch.        79/O9/1-J.        5pp. 

791009004O   Forwards     IE    Circular    79-20.     "Failure    of    GTE    Sylvania    ftolay. 
Type    PM    Bulletin    7309,Cataloo    5UIB-11-AC    ui/SSO    Volt    ac 
Coil.   "    No    action    required. 

KEPPLEfl.J.O.  Region    3,     Chicago.     Office    of    toe    Director.        79/O9/24. 

Ip, 

7910040237   Forwards     !E    Info    Notice    79-23.     "Emoro«ncu:    Dioaol    Oenerator 
Lube    Oil    Coolers,   "    No    action    required. 

KEPPLEfl,  J.  0.  Rogion   3,    CJiicogo,     Office    oP    tho    Director.       79/09/96, 

IP- 

79l00400''»3    Forwards     IE    Info    Notice    79-34,     "Froien    Llnoa,  "    No    action 
r  equ  (red. 

KEPPLER.J.O.  Region    3,     Chicago,     Office    of    the    Director.       79/09/37. 

Ip. 

791O17OS46  Forwards    IE    Info   Notice    79-a&,     "Reactor    Trijia    at    Turloy 
Point    Units   3  &    1.  "    No   action   required. 

KEPPLER,  J,  0.  Region   3,     Chicago.     Office    of    the    Dime  tor.       79/10/01. 

tp. 

791OlBOtlfl  ForuaTda    IE    Info   Notice    79-34,     "Overprea  sur  i  lation    of 
Containment    at   PUR    Plant    After   Main   Steam  Lino    Dreak,"   No 
action    required. 

KEPPLER,  J.  0.  Region   a,     Chicago,     Office    oP    the    Director,       79/IQ/O1, 

Ip. 

79I031O397   Forwards   Revision   2    to    IE   nulletin    79-13,     "CracUng    In 
Feeduiater   SUE   Piping,  "    No    action    required. 

KEPPLER,  J.O.  flegion    3.    Chicago,    Of  f  1  c  s    of    thu    Dlroctor.       79/10/11?. 

Ip. 

R,     Periodic    operating    reports   t.    related    c  nrroipond  once 

7910030101    Forwards,    monthly    operating    root    for    Aug    1979. 
HQHELL.S.  H,        Consumers    Poiuer    Co.        79/O9/25.        Ip. 

—  791D020'107   Monthly    oporating    ropt    for    fiug    1979, 
»      Consumers    Pouiar    Co.         79/09/2S.        300pp. 

7910030506  Forwards   Quarterly    Rept    57   TO    con-st    ujnrk    tp    bo    porPDrmod 
Dct~Dec    1979,  pursuant    to    second    *,    third    conditions    of    79032o 
ordor   rtLrtft-106  It    Amend    1    to   CPs. 
MCDOWELL,  S.       Consumers    Poiuor    Co.        79/O9/3G.        Ip. 


7910030510  Ouarterlu    Rept    27    ra    conat   ij 
Paraonnel    resumea    o-ncl. 
«      Consumers    PowDr    Co.       79/09/2B.       S^Jp 


for    puriod    Gct-I>oc 


S,     RoportablB    accurrcnces,     LEFIa    Ik   related    corrc-spomf  sncc 

77103i012B    Interim    Joficiency    ropt    re    Bettlument   of    diesBl    gennrntor 
foundatinriH    Si   bldo.  ForiuaTda    Uechtol    7(90tT17   rept   describina 
mods    of    planned    rame-dlal    actions.  Addl    Interim  ropt   will    be 
Bent   791102. 
HCJViELL,  Q.  H.       Consumers   Pouor   Co.        79/09/O3,        10pp. 


-• -791034017S  Notice    of   violation    from   Insp    pn    790B31-23. 

«          Region   3,    Chicago,    Office    of    the   Director.,      79/09/10. 


Ip, 


— 7910210181    IE    Insp    Repts    50-329/79-tB   &    5O-330/79-10    on   790831-33, 
Noncompl lance    noted: performing   welding    activities   w/o 
protecting    Installed    cables. 

NAIDUiK.R..    MAXWELL,  0.  F.  .    HAYES.  D.  U.  Reftlon  3,    Chicago,     Dffico 

of    the    Director.       79/09/10.       Bpp. 


79102dOOa(>  Forwards    interim    deficloncu.    rept    re    ITT  Grlnnol  l~iujipli«d 
feedwatar    pipe    spool     impact    test   roaults, 
HDWELL.a.  H.       Consumers   Pnuer    Co,       79/09/07.       Hpp. 

— 7910Hc,OQ31    Interim   r«pt    T»    Impact    testing    of    ITT  Oi-lnnel  1-iupplieil 
main    Feeduatar    pipe.  Re-sul  ts    c-F    heat    testing    eipected    by 
790913.  Final    rent    schoduloil    for    7710DS. 
*      n*chtel    Associates   Professional    Corp.       79/09/07.       Hpp. 


7910010534   Ack    receipt    of  790B22    Itr    informing    NRC   of    steps    takern    fca 
correct   violations    noted    in    IE    Imp   Repts    30-339/79-14  fc 
50-330/79-14. 

KEPPLER, J.O.  Region   3,    Chicago,    Office-    of    the   Director.       79/O7/13. 

Ip. 

--7910010387  Responds    to  NRC   790B01    1 tr   re    violations    noted    in    IE    Inop 
Repts    30-329/79-14  fc   30-330/79-14.  Corre'Cti  ve   actions:  welders 
have    been    instructed    in   proper   purge    dam    installation 
technique. 
HONELL,S.  H.       Consumers  Power   Co.       79/OB/aa.       3pp. 


79I003061S   Act    receipt    nf   790BS3    rapt    ra    station   batei-y    t*st    Failure. 
FIDHELL1.0.  Rnnlon   3.    Chicago.    Hoactor   Construction    fc  Enalneerini) 

Sunport    Branch.       79/O9/IO.       I*. 

7910030379  Ac!    1-sceipt    of    790331    interim  ro-pt   re    reactor    protection    IIJD 
grounding. 

FIORELLI.O.  Region   3.     Chicago,     Reactor   Conitruc tlnn   b  E-no-lneevlng 

Support    Branch.       79/09/14.       Ip, 
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7WOODMB3  ACI    P«.ipt    of   790,07    lnttrj.  rept    rB    prM11(TilBp    heatflr 
Support'ilr'anch.     B 


tested     ITT 


Qr  k    r,™,if*    af   790TO7    'nt 

Qrinnell    supplied   main    fc*t    pipe 


*•    Top-in    anchnr,. 


*tfc  r:e"lp;  Df  79091°  lntorlm  "' 

ation   tost    tfoqumentatf  on,   re-ravieu 


7910340SH?4   Second    Interim   deficiency   rapt    re   potentially    unsafe 
situation    concerning    tripping    of   reactor    coolant   pumps 
during    certain   primary    snjs    fiigh   void    fraction   conditions. 
Safety-grade    reactor    coolant    pump    trip    sijs    installed. 
HOWELL.S.  H.        Consumers    Power    CD.        77/10/19.        Ip. 

79J03Q0302   Forwards    fourth    interim  deficiency   rept   re    impact    test 
resuttt    of  main    feed    pipe    spools. 
HDHELLiS.        Conaunera   Pokier    Co.        79/10/36.        Ip. 

--79IO30030i  Fourth    interim    deficiency   rept    re    impact    testing    of   main 
feeduater    p Ipe.  Repor tab  1 B    condition   of    pipe    uncertain.  Final 
rept    scheduled    far   791117. 
*      Consumers   Poiuer  Co.       79/10/22,       Ip. 

7910300339  forwards    interim   deficiencg   rept    re   discrepant    terminal 
block    disconnect    1 Ines. 
HOWELU,  8.  H.        Consumers    Pouior    Co.        79/10/26.        Ip, 

— 791030033-1  Second!    Interim   deficiency   rept   re   discrepant   terminal    block 
ti   cracked    disconna-ct    lines, 
GZADELSKIiC.        Consumers    Pouer    Co.        79/10/22.       2pp. 


„*..      .      Fo™;rilB    '"terim    deficiency    rept   re   differential    length    of 

wires    in   prestressinff    tendons, 

HOUELL,  B.  H.       Consumers   Power1  Co.       79/O9/33.       Ip. 

-7910020300   Interim  deficiency    rept   re    differential    lenoth    of   ulroi    in 
prestresslng    tendoni. QC    insp    procedure    developed    fc 
—  •lujtlon  underiuay,  Rept  uill    be    forwarded    791031. 
".  H.      Consumer-H   Power   Co.       7"7/09/3a.       Spp. 


receipt. 


-  *•••»«   •'ePiciency   T0pt   r«    cortainment 

inS    tendons,  Final    ropt  ulll    be    revisuierf   upun 


77101A0269  Foruard.    interim   deticisncu    rept    ra    bTokem    rector   vestal 
anchor    bol  t, 
HOHELLi  B.  H.       Coniumeri   POIUDP   Co,       7?/10/12.        Ip. 

--7910160276    Interim   deficiency    rept    rt   broken   anchor    tolt    in  Unit    1 
reactor  venal    support    iklrt    flange    rHported    on   790911. 
Outlines    totts    IntondoJ    to   determine   came    at    Failure. 
»      Btchtel    Aiaociate*   ProfeBBional    Corp.       79/10/12.       5pp. 

7910160341   Fortiards   *  DC  and    interim  deficiency    rept    ro    Failure    of  Hilti 
orop-J»   anchori    to  meet    tetiilon    test    renuirennnt*, 
IIQWELLi  S.  H.       ConiuraerB  Pomor   Co.       79/10/12.       Ip, 

--7910I60391   Bttdnd    interim  dePiclnncy   r*pt   re    failure    of  Kllti    Jrop-in 
anchor*    to  rasit    tension    tost   retLUii-ementB.  Five   of    52  anchors 
baited    ihauid    ilippaje.  Mtampta    to   completelij    set    renainlnn 
S7  anehori  IUBTB   unsuccestf  ul.  investigation    continues 
*      ConiumBri    Pouior   Co.       79/10X12,       3pp 


7910310336  Forwards    interim   doftciencg   rept    re   questionablo    impact 
test   reauSts    of    raain    feeduater    pipe   spools. Final    rept   duo 


791 119. 
HUWELt-.S.  H. 


Consufners   Pomer    Co.       79/10/26.       Ip. 


—7910310316    Interim   deficiency    rept   re   discrepant    impact    tost   result's   of 
main    feeduater    piping    spoo  1  a.  Completi on    of    impact   rstesting 
delayed    due    to    ITT   Qi-innell    equipment   calibr   problems.  Final 
rept    from  vendor    scheduled    Far  791119. 
«      Dechtel    AsBaciate-s   Professional   Corp.       79/10/32.       Ip. 


DOCKET    30-330   MIDLAND   PLANT-     UNIT    2 

A,    Application/construction    stage    documents    &  correspondence 

7910020903  Foulards    Bupp  1  emontal    raquests    For    soils    settlement   QA    info  (. 
other    O.A  matters. 
RUDEN3TE1N.L,  S.  Light    Wator    Reactors   Branch   4.       79/09/11.       3pp. 

7910030327   Notification    of    79Q927    meeting    u/util    in   Buthesda,  MD    to 
discuss   open    items    (.   applicant    decisions    for   design   channes 
due   to    THI-a, 
HODI),  D.  Light   Mater    neacfcors    Branch    1,       79/09/17.       Hpp. 

7910090491    SiMtimaru,    of    790917   meetine   ui/util     in   Canada    to    observe    sump 

tffStB. 

HATTfJ.J,  Reactor  Systems    Branch,       79/09/17,       19pp.  , 

791005029o  Forwards    "Secondaru    Water   Chemist™  Program"    per 
LB   Hubenstein   790B01    Hr.  Program   mill    da    referencsd    as 
condition   of   OL,  ' 

HDWELLj8.il.        ConsumHTS    Pouof    Co. 


79/09/20. 


Ip. 


'910  1  BIMBO   Fopuiard*    Final    deflciancv    rapt    re    fall  urn    to   obtain   roDuirotf 
d«»ion   prenure    at   outlet   of    containment    air    coolora 
HDHELLpS.       ConBumer*  Pouior  Co.       79/10/15,       Ip. 

-79101BQ1B2   Final    dBPUIency   rept   r.i    Fatlurn    to    obtain    raqulrad    design 
pT»«aure    at   outlvt   of    containment    air   taolErs.  Corrnc  tlve 
action:pump   provided    tn   oaeA    svc    Lrafcer    supply    line    to   boost 
BVC    uatsr    proisurt,  I 

i  B.       Coniumar*   POUJBT    Co.       77/10/15,       -1pp.       { 


— 7910030307    "Secondary    Water    Chemistry   Monitoring   Progran 
#      ConsumerB   Pouier   Co.       79/O9/BB.       2pp. 


Submit,    final   Part  ai    rept  T«    potential    defeat    In   NEMA 
Slie  a    ttarteri   &  contractors.  Gould.  Inc    advi»ory    notlcp    op 
potential    product   defect    encl. 
HOWELLja.H.       Consumers  Pouor  Co.       79/10/1S,        Ip. 

910230570  Second    interim  repb   re    tripping    of   reactor    coolant    pifmp 
durins    certain    prlmarif    ayi    high   void    fraction    conditions. 
Safety-grade  fli>tomatii    reactor   coolant    pump    trip    sus    will    be 
Iticnr|mrat«d.  Final    rept   will    be    vubmlttcif   by    &0020B, 
HOHELL<S.H.      Coniumert   Power  Co.      79/10/19,       Ip. 

?H>2303liauopl    to  790901    final   r*pt    re  analysis    of   reactor    bldo 
tjirai(  piping   support*.  Addl  jttion:ITT  Orinnell   anal^is  of 
Unit  S  anchor*    to   b«    com|iltt«i»   by   77110S.  After    analysis, 
dUpoflbian  of    dlicrejuncUi    will    be    determined. 
HDWELLiB.       Coniuner*  Power  Co.       79/10/17.       2pp. 


7910300073  ForuflrdB    3B   document?    to    support    revieu  of    soil    deficiency 
ma*ters._ Oversize    drauiings   reduced    in    sizu    or   omitted. 

Light   Water    Reactors    Branch    4.       79/10/16.       3pp. 


W/o    encl. 
HDDD,  0. 


7910310042    Informs    that   WRC   has    enlilted    support   of   US  Corps    of 
Engineers    to   complete    geotechnleal    review    of   application    for 
OLs. Renuaati    future    corr espondenco    re   geotechnical    matters 
b»    aent    to   Corps, 
RUUENBTE1N,  L,  S.  LigJit   WatOT    Reactors   Dranch   4.       79/10/16.       3pp. 

7910340531   Notififls,    that   subsequent    to  770301    final    rept   re    analysis 
of    reactor    bldg    spray    piping    sup  ports,  further  verifications 
uiera   required    of   apparent   deslnn   variances    in   all    ring 
girder    anchors    in   Unit   2.  ITT   Orlnnoll    analvils    underway. 
HOWELLi  S.  H,       Consumers  Pouer    Co.       79/10/19.       Sff. 

7910310091    NotiFttatioTv   of    791O25    meeting   u/util   t.  Deehtel    In  Olan 
Ellyn,  1L    to   discuss    n,ual  i  flea  tion   of  OC   personnal    involved 
in    post-tenaloning    activities. 

KEFPLER.J.Q,  Region  3.    Chicago,    Office    of    the  Director,       79/10/32 

Ip. 


Adjudlcatory   corroapondencn 


Foruiarfls    CPC    7906O1    Interim  Rept   a   re   questionable    impact 
t«nt  results   on    status    ot   main    Fesfl   pipe    spools. 
OIBBS.M.E.       Ishamj     Lincoln   fe  Baals.      79/OB/O7.       Ip 


DOCKETED  ITEMS 


— 7910090046    Interim   Ropt    2   re     impact    testing    of    main    Peeduater    pipe 
uhich    had    questionable    test    rnsul ts.  Correct i ve    action    & 
investigation    IB    being    cont inued. Neit    rent    uill    be    submitted 
on    790033. 
»      Bechtel    Associates    Prof  ess  iorial    Corp.        79/07/26.        6pp. 

7910310431    Forwards    aotnnd     interim    deficiency    rept    pe    ITT   Qrinnell- 
supplied    main    feed    pipe. 
GIBBS,  M.E,        Isham,     L  i  ncoln   &   Bea  le.        79/OB/07.         ip. 

— 7910310455  Forwards    second    interim   deficiency    rept   (,   statement    of 
status    of    action    ro     ITT   Or  innel  1 -supplied    main    feediuater 
pipe    spools. 
HDWELL,  S.  H,        Consumers    Pouier    Co.        79/09/01.        5pp. 

7910090144    Forwards    CPC    790810    interim    repts    re     settlement    of    diesel 
generator    foundations    !•    bldg    ti    status    of    discrepant 
terminal    block    disconnect    1  inks,  respoc  ti  vel  ij.  Cop  i  us   will    be 
provided    to   ASLQ    fr    parties    upon    request. 
GIBB9.M,  E,        Isliam.     Lincoln   i   Gealo.        79/QB/20.         Ip. 

— 7910090162    Interim   Deficiency    Repfc    KCAR-3S   re     terminal     blocks    &    Pailun 
of    disconnect    links    due    to    crac k ing. Corroc ti ve   action 
schedule   will    be    provided    in    second   rapt. 
BAILEY, K.  0.        Dechtal    Associates    Professional     Corp,        79/07/20.         3pp. 

7910oaO379   Forwards    motion    bij    Dow   Chamlcal    Co    to    reopen   record    !i    to 
admit   Dgkoma,  Qos'sett,  Spencer.  Ooodnou  &  Trigg   76O931    memo"    as 
Dow  Chomical    Eihibit    1,  NJ1C   !,   CPC    have    no    objections    to 
motion    in    question. 
POTTER,  W.  C.        Fischer.  FvanH  in,  Ford,  Simon    (,    Hong,        79/OB/21.        2p  p , 

— 7910020376  Motion    to    reopen   record.?  D'Arms   7ii0921    memo    to    DS  Vnunp, re 
telcon   ui/J   Bacon    of    CPC. should    be  admitted    in    proceeding    as 
Dow  Chemical   Exhibit    4.  NRC   (.  CPC    have   no    objections    to 
admission.  Exhibit    •)    &   Certiflcato    of    Svc    encl. 

POTTER,  W.  C.       Dow  Chomical    Co.       POTTER,  W.  C.       Fi  acher,  Frank  1  in.  Ford, 
Simon   S,  Hogg,       79/OS/21.       7pp. 


7910030631    FoTiuards     IE     Inap    Kepts     30-329/79-13    t    90-330/79-15    an 
790601-0711.  No    nnncoriji  1  lance   noted, 

FIDHELLIiO,  Region    3.     Chicago,     Raactnr   Construction   &    Engineering 

Support    Branch.        79/08/23.       app. 

—  791O030A46    IE    Inep    Rep 1 9    90-329/79-13    &    90-330/79-15    on    790601-07 1 1 .  Nn 
nonconip  1  lant  e    no  ted.  Major   areas    inspec tad: p urge    paper    in 
Unit    3   reactor    bldg    spray    sys    piping    !.    post-weld    haat 
treatment    of   Unit    2    reactor    coolant    au!. 

CanK.R.J..     VANDEL,  T.  E.  ,     KNDP.R.C.  Rogiun    3.     Chicago.     Office    of 

tftc    Director,        79/08/13.        9pp. 

7910020191    Forwards    IE    Info   Notice    79-2O,  Revislom    1.     "NflC    Enforcement 
Policy    -  NRC   (.iconsad    Individuals.  "    NotUe    reissued    to 
torreit    uord    ojnlE«iion    li    punctuation    error    whith    changed 
Intent    at    statement. Changed    statement    underlined    in    te»t. 
KEPPLER,  J.  0.  Region    3.     Chicago,     Office    of    -the   DiTOctor,       79/09/O7, 

IP. 

7910340171    Formards     IE    Insp    Flepts     &0-329/79-1B   &    50-330/79-LP    on 
790321-33   !<  notice    of    vialation. 

FIDRELLIrO.  Region    3.     Chicago,     Reactor   Construction   (.    Engineering 

Support    Branch.       79/09/1 1.       3pp. 

— 791O2flO-175    Notice    of    violation    from    insp    on    790B31-23. 

*  Region   3.     Chicago.     Office    nf    the    Director.       79/09/1O.        Ip. 

— 7910340194    IE    Insp    Ropts    50-329/79-lfl    !.    50-330/79-1B    on    790B21-23. 
Moncompl iance    noted : performing    welding    activities   ia/a 
protecting    installed    cables. 

NA1DU.R.R.,     MrtKWELL.O.  F.  -     HAYEB,  Q,  W.  Regions,     Chicago,     flffico 

O.F    the    Director,        79X09/10.      Bpp. 

7910O1O5B4   Ack    receipt    of    790832    1  tr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Rep bs    30-329/79-14    & 
30-330/79-14, 

KEPPUER,  J.  0.  .Region    3,     Chicago.     Office    of    tho    Director.       79/07/13 

Ip, 


7910090210  Forwards   CPC    790Q23   final    rept    re    station   battery 
qualification    test    failure. 
OIuBB.M.E.       Isham,    Lincoln  t.   Doale,       79/08/29.        Ip. 

79101i0123  Hesponso    to   ASLH    790002  memorandum  t<    order.  Diesel    ooneraitoT 
bldg    issue    should   not    bo   heard    prior    to    othor    safety    issuas. 
Confirms    790710   reaponso  &  urgoa    that  CPC   motion   be    denied 
re    safety    phase    port  ion.  Certi  Fi  cato   of   Bvc    encl- 
OLH8TEAD,H.  J.  Branch    4,        79/09/04.        5pp. 

K.     Utility    Final    Bafotij    rtnolijiia    Report    IF9AR)    t.   amends 

7910050331    Forwards   Amend    69   to   01.   as  (loviEion   2fl    to  F9AR, 
HDWELL,  S.  H,        Consumers    Pouier    Co.        79/09/30.        Ip, 


— 7910010337   Responds    to   NfiC   790BQI    1  tr   re    violations    noUd    in    IE    Inap 
Repts     50-329/79-1-1    d    SO-330/77-14,  Correc  t  i  ve    ac  t  ions  :  uiel  J  era 
hava   b<ren    inatructod     In    propor    purge    dam    Inntal lotion 
t  o  c  h  n  1  q,u  e . 
HOWELE-,  H,  H.        Conaumars    Power   Co.        79/OD/22,        3pp. 

7910030H5O   Forward*    IE   Circular   79-19.     "Uoaao    Lacking.    Duviccs    on 
Ingeraol  1-Ranil    Pump    Impellers,"    No    action    required, 

KEPPLER.  J.  0.  Region    3.     Chicago,    Office    of    the   Director.       79/09/13 

Ip. 

79100S035O    Forwards    ueeilij    prel  iminai-ij     imp     findlngt     to    be    attached    to 
IE     Insp    Reptu    30-329/79-15    ti   50-330/79-15    dtil    790B2a, 

FIORELLI,  0.  Region    3,    Cliicago,     Roactc-r   Conatruc  t  ion    S>  Enalneering 

Support    Drancn.       79/09/14.        5pp, 


— 7910050333  Revision   2H    to   FSAF1, 

*      Consumers   Pouier    Co.       79/09/28.       500pp. 


7910100236  Forwards   Certificate    of   Svc    re   Amend    69,  Revision   24    to   FS3AR, 
to   application    for   CP    &  OL 
BACON.  J,  L.       Consumers    Power   Co.       79/10/03.       2pp. 


M.     Antitrust   carresponilence 


7910090040  Foruiarda    IE   Circular  79-20,     "Failure    of   GTE  Sulvania   Rolau, 
Typo   PM   Dulletln    7305.Catalo3   SU12-11-AC    ui/120   Uo  1  1    ac 
Coil."    No    action   renuired. 

.O.  Region    3,     Chicago,     DfFito    of    the    Director,         77/09/24, 


791001O237   Foriuards    IE    Info   Notice    79-23,     "Eme'rgoncu    u'laael    Generator 
Lubu   Oil    Coolers.  "    No   nction  required, 
KEPPLEfl,  J.Q.  Region   3,     Chicago,     Office    of    the    Diractor,       77/O9/E6 


791003069H  Ack    receipt    of    settlement   proposal    botuioen    intervonors    ft 
CPC,  E»proBso<    satisfaction  w/proposed    license    conditions. 
Remainder    oF    settlement    is    being    reviemed. 
CHANANIA.F.  D.     .Antitrust   Division.       79/09/06,        Ip. 

0.     Inspection   reports.     IE  Bulletins   &  correspondence 

7910090174  Forwards    IE    Bulletin   79-21,    "Tamp   Effects   on  Level 
Measurements."   Action    required. 

KEPPLER,J.O.  Roflton   3,    Chicago,    Office    oF    tho   Director.       79/OB/13. 

Ip. 

7910030402  Forwards,  IE    Info   Notice  79-20,     "NRC  Enforcement   Policy    - 
NRC  Licensed    Individuals."   No   action   required. 

KEPPLER,J.O.  Region   3,    Chicago.    Office    of    the   Director.       79/00/14. 

Ip. 

7910050472  Forwards    IE   Circular   79-17-     "Contact  Problem   in   Sft-la 
Switehei    on   OE  Metalclad    Circuit  Dreakers.  "   No    action 
raqulred. 

KEPPLER.J.Q.  Region   3,    Chicago.    Office   of    the   Director.       79/OB/14. 

Ip. 


Forwarda    IE    Info   Notice    79-24,     "Froien   Line*,  "   No   action 


HEPPLER.J.O. 
Ip. 


RBgion    3,     Chicago.     Office    oF    tho    Director         79/09/H7 


79I0170B46   Foruiarila    IE    Info   Notice    79-29,     "Reactor    Trips    at    Turkey 
Point  Units    3   &   4,  "    No   action  required, 

HEPPLEft,  J,  0.  Fteoion   3,     Chicago,    OPPica    af    th*    Director,       79/1O/O1, 

Ip. 

791O1SO&14   Foruflnds    IE    Info    Notice    79-24.     "Overpreasur  i  ration   of 
Containment    af   PWft   Plant    After  Main   Steam  Line   llreai.  "    No 
action   required. 

KEPPLER,  J,  Q,  Region   3,     Chicago,    Of  Pico    of    tho    Director.       79/iO/OJ. 

Ip. 

7710310397    Forward*    Revision    3  to    IE   BulUfcln    79-13,     "Cracfclno    in 
Faeduater   Bui   Piping."    No    action   T»quirinJ. 

KEPPLER,  J.O.  Region   3.     Chicago*     Office    of    the    Director.       79/IO/19. 

Ip. 
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DOCKETED  ITEMS 


H.     Periodic   operating    report!    i-   related    correspondencE 


7910020101   Forwards   monthly    operating    rept    for   Aug.     1979. 
HOWELL,  S.  H.       Consumers   Power    Co.       79/07/25.         Ip. 


— 7910020107   Monthly    operating    rept    for   Auj     1979. 
*      Coniomert   Poiiier    Co.        79/09/25.        SQQpp. 


— 79101&0276    Interim  deficiency    rept   re    broken  anchor    bolt    In  Unit    1 
reactor   vessel    support    skirt    Flange    reported    on    79091-1, 
Outlines    testa    Intended    to    determine     cause    of    failure. 
*      Dach-tel    Associates   Professional    Corp.       79/10/12.        5pp. 

7910160344  Forwards    second    interim   deficiency    rept    ra    failure    of   Hilti 
droji-tn   anchors    to   meet    tension    test   requirements. 
HGUELL,  S.  H.       Consumers   Pokier   Co.       79/10/12.       Ip. 


7910030506  Forward*  Quarterly   Rept   27  re    tonst    uiorl    to    be    performed 
Dct-Dec    1977I  pursuant    to    second    &    third     condition*    op    79O3H6 
order    ALAB-lOfi   &   Amend    1    to    C.Ps. 
HCDDUELL,  5.       Consumers   Power    Co.        79/09/2H.         Ip. 

—  7910030310  Quarterly    Rept    27    re    const    uicrk     Far    period    Oct-Dec     1979. 
Personnel    resumes    end. 
»      Coniumers   Power   Co.        79/09/38.        59pp. 

S.     Reportable    occurrences,    LEfis   J.    related    c  orrespondent  e 

791Q260flSB   Interim   deficiency    rept    re    settlement    of    dlesel    generator 
foundations   6   bldo.  Forwards    Bechtel    790817    rapt    tfescrihing 
mods   of   planned    rercfldial   actions.  Addl    interim   rept  uji  1  1    be 
sent   791102. 
HOHELL.S.H,        Consumers   Power    Co.        79/09/05.         19pp. 

7910260030  Forwards    interim  deficiency   rept    re    ITT  Or-inne  1  1  -suppl  led 
feeduater   pipe    spaa]     impact    test    results. 
HDWELL.  8.  H.       Consumers    Power    CD.        79/09/O7.        2pp. 

7910260034    Interim   rept   re     impact    testing     of    ITT    Ori  nnej  1-supp  1  ied 
main   feeduiater   pipe.flesults    of   Jieat    testing    expected    by 
790912.  Final    rapt    scheduled     for    791008. 
*      Bechtel    Associates   Professional    Corp.        79/O9/O7.        app. 

7910030il5  Atk    receipt   of  79OS23    rept  re   station    oalery    tost    failure 
FIDRELLI.O.  Region    3,     Chicago,    Reactor    Construction    t,    Engineering 

Support   Branch.       79/09/10.        Ip. 

7910050379  Act    receipt   of  79QB31    interim   rept   re    reactor    protection    SIJB 
ground  i  ng. 

FiaRELLI.Q.  Region   3,    Chicago.    Reactor    Construction.  !.   Engineering 

Support    Branch.      79/09/14.       Ip.  J 

79I00303B3  Acfc   receipt    of  79O907    interim  rept    re    pressuriier    JiealeT 
•ays. 

FHJRELLI.e.  Region    3,    Chicago,    Reactor   Construction   !.   Engineer  i  no 

Support    Branch.       79/09Y14.        Ip.  H  u 

79100S03S8  Ack   receipt   of  790907    interim  rept   re    impact    tested    ITT 
Orinnell    supplied  main    feed    pipe 

KSS'i?.,,..,    RCh"°'    nBflCtOP  • 


79°"2    'nterl 


on    test  documentation    re-raviou 


, 

HOWELL.S.H.      Consumers    Power    Co.       79/09/2B.        Ip. 


"!)  UB^'-«»«-''«P*  -I"    6"    foruardod    791031 
3.  H.      Consumeri  Potuer  Co.      79/09/29.       Spp. 


^ 


r.    broken   r«etOr 


—  7910140394   Second    interim  deficiency    rept    re    failure    of    Hilti    drop-in 
anchors    to   meet    tension    test    requirements,  Fi  ve    aF     52    anchors 
tested    showed    si  ippage.  Attempts    to    completely    act    remaining 
37   anchors    lucre    unsuccessful.  Investigation    continues, 
*      Consumers  Power   Co.       79/10/13.       3pp. 

791Q1B04BO  Forward's    final    deficiency    rept    re    failuro     to    obtain   required 
design    pressure   at   outlet    of    containment    air   conle-rii, 
HOWELL,  S.       Consumers    Power  Cn.       79/10/15,        lp, 

79101B04B2   Final    deflclencs    rnpt    re    failure    to    obtain    required    design 
pressure   at    outlet    of   containment   air    c  oolers.  CO-IT  act  i  ve 
action:  pump    provided    in   each    svc   uabor    supply    line    to    boost 
svc   ciatsr   pressure. 
ANDEBSON.B.        Consumers    Power    Co.        79/10/15.        -1pp. 

7910220337   Submits    Final    Part   21    ropt   ro    potential    defeat    in   NEKA 
Siie   3   starters   !.   contractors,  Oould,  Inc    advisory    notico    of 
potential    product    defect    end. 
HOHELLi  S.  H.        Consumers    Power    Co.        79/1O/1S.        lp. 

7710230270  Second    interim  rept    re    tripping    of    reactor    coolant   pumna 
during    certain   primary    sys   high   void    fraction   conditions. 
Safety-grade  automatic    reactor    coolant    p  umji    trip    aye    mill    bo 
incorporated.  Final    rept  uill    be    submitted    by   SQ03OS. 
HOWELL,  S.  H.        Consumers    Pouior    Co.        79/10/19.        lp, 

7910230311    Buppl    to  790901    final    rept   re    analysis    of    T-oactor    bldg 
spray   piping    supports.  Add  1    action:  IT!   Orinnall    analyaU    of 
Unit   2  anchors    to   be    complutod    bij    7911O5,  After    analysis, 
disposition    of   discrepancies   ui  1  l    be   determined, 
HOWELL,  S,        Consumers   Pouer    Co.        79/1O/19,        2pp. 

791024059fl    Becond    interim  deficiency    rept    TB    potontiolly    unsafe 
situation   concerning    tripping    of   reactor    coolant    pumps 
durino    certain   primary    sya    high   void    fraction    conditions 
Bafety-oradc    reactor   coolant    pump    trip    BUS    installed. 
HDWELL.S.  H.       Consumers    Power   Co.       79/1O/19.       lp. 

771030030E   Forwards    fourth    interim   def  icioncij    ropt   re     impact    tent 
results    of  main    feed   pipe    spools, 
HOHELL.S.       Consumers  Pouior   Co.       79/10/S6,        lp. 

—7910300304  Fourth    interim  deficiency    r*pl    re    impact     toatino    of   main 
feeduater   pipe.  Rupor  tob  lo   condition   oP    pipo    uncertain    Final 
rept    scheduled    for  791111?, 
*       Consumers    Pouer    Co,        79/10/02.        lp. 

7910300339  Forwards    interim   deficiency    rept   TI    dlier-p*nt    torminal 
olock    disconnect    linos. 
HOWELL,  B.  H,       Consumers   Pouior   Co.       79/10/26.       lp. 


.i«^:e*;piTn2:'ieliiie'  rflpt  re  "•"•"• 

BZAQELBHl.C,       Consumers   Pouier   Co.       79/10/22.       Spn, 


,« 

win^eeduflter    pipe    spools.  Final    rep  t    duo 
HOHELL.S.H.       Consumers    Pouier   Co.       79/10/E6.        lp. 


MDHELl.iS.  H,      ConiuAirs   POUBT   Co.       79/10/12. 


Ip. 


m><n    «.  =  ,.     i™"1"  ™f'*'eneu    rept    re    discrepant    impact    test   reaulto    of 

ma    n   feeduater    piping    spools.  Completion    Qf    impact    r-atasiinn 

delayed    duD    to    ITTOrinnell    equipment    calibr    prob  J  ama,  Final 

rept   from  vendor    Bchedulori    for   791119. 

«      Bechtel   Associates.   Professional    Corp.       79/10/Sa.        ip. 


DOCKET    50-331    DUANE  ARNOLD  ENER8Y  CENTER 
^L_™™!L^"!lr"nlnBnt;aI    Rt>t°T*    1ER)'    amands    8,   correspondence 

791004044J   Forwards  OA  plan    for    shipment    of    R-3    fUBl.  Irnrlucloa    commont 
CoU«    I    "S"      rtvltl<i'MC   8tate   u"iv  fiadiation.Protoctlon  COmm0nt 

SrtXE.R.F.       North   Carolina  State   Univ.       79/09/17,       lp. 

—  7910040649    »QA  Plan    for    Shipment    of   R-g   Fuel," 

«      North   Carolina   State  Univ.       79/09/11.        10pp. 


DOCKETED  ITEMS 


Security,     medical,     emergency    1    (ire    protection   plane 


7910340701    Ac k    receipt    of   790B17    Itr    transmitting    security    organi lation 
training    &    q.ual  i  f  i  cat  i  on    p  Ian.  Submit tal    not    accompaniod    ty 
required    approval    or    amend    Fees. Class    III    Fee    should    be 
forwarded    promptly. 
MILLER.  W.  O.  License   Fee    Management   Branch.       79/10/05.       Ip, 


G.     Ad jud i catory    correspondence 


791Q0100BB    Decision    to    deny    790320    request    For     suspension    of   Amend    9    to 
License    DPR-49. 
DENTON, H.R.        OfFice    oF    Nuclear    Reactor    Regulation.        79/09/07.        6pp. 


— 7910010094    Forwards    JE   Magers    790330   request     F 
to    License    DPR-49. 
DENTGN.H.n,        Office    of    Nuclear    Reactor    Regulation 


uspenBinn   oF   Amend    9 
79/OB/07.        2pp. 


-- 7910010Si9    Director's    denial    oF    Citizens    United    for    Responsible    Energy 
790320   request    to    suspend    Technical    Amend    9   to   License 
DPR-49.  Physical    security    procedures    !i    inaccossabi  11  ty    of 
matl    assures    safe    operation, 
DENTON.  H.  R.       Office    of   Nuclear   Reactor    Regulation.       79/03/07.       2pp. 

791003Oi69   Forwards    Citiions   United    For   Responsible   Energy    petition    to 
modify    util    license    so    that    limiting    condition   of    operation 
complies    u/QE   recommendation    pec   NEDD-23631. 
DENTON, H.  R.        Office    oF    Nuclear    Reactor    Regulation,        7V/08/29.        5pp, 

7910050511   Forwards    FR    notice    that    petition   requesting    proceeding    to 
modify    facility    license    re    limiting    condition   oF    operation 
is    being    treated    as    request    for    action    under    10CFR2.  306. 
DENTON,  H.  H.        Office    of   Nuclear    Reactor    Regulation,        79/OB/29,        2pp. 


—  79101S02B8   Proposed     change    RTS-tiB    to    Tech    Specs    3.  A.  A   &    4.  fi.  A    of 
License   DPR-49    to    delete    requirements    for    min    temp 
criticality    limit*    for    RCS, based    on    inservice    hydrostatic 
test    min    temp. 

*  louia  Electric    Light    &   Pc-uer    Cn.       79/10/10.       9pp. 

791023024,5   Responds     to    790-913    Itr    re    follouiup    actions    rosultino     Prom 
NRC    reviews    of    TMI     i nc i d ent. Better    defined    acceptance 
criteria    are    needed     For    some    of    NUREQ-OS7B    recommendations. 
Application    of    NUREO-OS7B    requirements     to     facility    end. 
ROOT,  L.  D.        loma    Electric    Lifiht    (<    Pniuor    Co.        79/10/17.        2pp. 

7910340940   Forwards     fee     FBI-    NRC    review    of    security     organi jation 
training    k  qualification    plan    submitted    o-n    790817. 
RODT.L,  D.        loua    Electric     Light    t    Power    Cn,        79/IQ/1H,        2pp. 

791025O-3B(,   Confirms    791O11    S<    17    tolcons    re    ficol    pool    opanoion 
authoriied    In    Amend    45    to   License    DPR-49.  Di scasaes 
acceptable   po-aitioTia    re    load    proof    testing    (•   ma  i    sliding 
dlsp  laccinont. 
ROOT,  L.  D.        loua    Electric     Light    &    Pauior    Cn,        79/10/18.         Ip, 

79-10300341    Forwards    amend     to    License    DPR~49    fc    Tech    Specs,  App    A   ro 
end-oF-c-yc  1  e    rec  irculat  1  on    pump    trip.  Class    HI    Pee    cncl. 
ROOT.L.  B.        loua    Electric    Light    &    Pouer    Co,        79/1O/22.        2pp. 

— 791O30O344   Tech     Specs     for    cnif-of-cyc  1  e    rec  i  rcu  1  atinn    pump     trip. 
»       louia   Electric     Light    &    Power    Co.         79/1O/22.        4pp. 

— 7910300349   "Basis    for    Installation    oP    Rat  i  rcula  tian    Pump    Trip    3ijs.  " 

*  General    Electric    Co,        NEDD-34220.        79/O9/30.        20pp. 

O.     Inspection   reports,     IE  Bulletins    Et    cm-reap  ondence 


—  7910030521    Notice    that   790717    petition    From   Citizens   United    For 
Responsible   Energy    requesting    proceedings    to  modify    facility 
license    re    limiting    condition    of   operation   will    be    treated 
as    request    For    action    under    10CFR2.  206. 
DENTON.  H.  R.       Office    of    Nuclear   Reactor    Regulation,       79/O3/29. 


P.     Operating    license    stage    documents   t-   correspondence 


7910090241    Forwards   FH    notice    of   amend    to    10CFH73.  35  re    requirements 
for    physical    protection    oF   nuclear    poiuer    p  lants,  Amend    defers 
implementation    of    physical    search    requirements    from  790001 
to   791101. 
DGNTON.H.R.        Office    of   Nuclear    Reactor    Regulation.        79/OB/1O.        49pp. 

7910110233   Forwards    NUREG/CR-0727.     "BWR    Offgan    8ya    Evaluation."    Sys 
provides   reasonable   assurance    that    potential    for    external 
oPfgas    explosions    is   minimized.  W/o    oncl, 

QAHHILL(W,  P.         Assistant    Director    for   Operating  Reactor   Projects    (P 
791030).        79/00/23.        39pp, 


7910090529    Forwards     IE    Bulletin    79-19.     "Packaging     of    Law   Level    Radian t D 
for    Transport    i    Burial."    Action    roqulrod. 

KEPFLER. J.  0.  Region    3,     Chicago.     Office    of    the    Director,        79/08/10, 

Ip. 

7?  100 SOOtS   Ach     receipt    of    79O7D5    &    23    1 tvs     informing    NRC    of    steps     taken 
to    correct   violatic-ns    noted    In    IE    Inap    Rept    50-331/79-19, 
HEISHMANi  R,  F.  Region    3^     Chicago.     Reactor    Operations    Nuclear 

Support    Branch.       79/03/13.        1  p. 

— 79 10  0900-1 "?   Responds     to    NRC     Itr    re    violations    no  tod     in    IE     Insp    Rapt 
50-33  1  /77-1  9.  Cor  rect  i  \»c    ac  tlons:  va  1  vo    locked    in    open 
poiition   &    kag    given    to    -shift    superviaing    enginoer. 
RODTrL.D.        lama    Electric    Light    t-   Pouier    Co.       79/07/Oii.       Hpp, 

— 791-005DOB6  Supplements    790705   response    to    NfC    Itr    re    violatlona    notoil 
in    IE    Insp    Ftcpt    50-331/7*7-1.5.  Corrective    act  ions:  value    locled 
in    open   position    &    i  tij    given    to    shift    nupervlntng    eng  i-noer. 
ROOT. L.D          lama    El  BE  trie    Light    &   Power    Cn.        79/O7/23.        2pp. 


7910160145  Notification    of    790926  meeting   w/hlark    I    owners    in   Dettioeda. 
MD   to    discuss    pool    swelling    camprossib  i  1  i  ty    effects   !< 
down comer    condensation    loads. 
CRIMES,  C,  1.  Plant    Systems    Branch    (Pro   791030).       79/09/24.       Ip. 


7910090102  Forward  *    IE   Bulletin   79-31.     "Temp    Effects    on  Level 
Measurements.  "    Action    requlrad. 

KEP.PLER- J,  0.  fleoion    3,    Chicago,     Office    nf    tho    Director.       79/OQ/13, 

Ip. 


7910170010   Discusses    need    for    addl    confirmatory    full    scale    tests    to 
establish    uncertainty    in    load    magnitudes    ro    condensation 
oscillation    load    definition    procedures,  DraPt    Itr    to  Mark    I 
utils    re    test    program    end. 

ORIMESiB.  K.         Assistant    Director    Par   Qyitema    Engineering    <Pre 
791030),        79/09/25.        4pp. 

7910170006   Discusses   resolution    of    potential    problem  re    Mark    I 
containment    identified    in   790031    memo. Addl    Info  re   response 
characteristics    of   doiunc amor- vent   header    sys    shows 
sufficient    structural    Fatigue   margins    ex  1st.  Evaluati on   and. 
DENTON,  H.  R.        OFffce    of   Nuclear    Reactor   Regulation.        79/09/56.        2pp. 
,  \ 

7910220413  Forwards    guidelines    Par   valve   onerability   re    containment 
purging    d   venting    during    normal    operation.  Requests 
commitment    to    implement   valve    qualification    program  ufithln 
30  days, 
EIBErJHUT.D.  0.         Division    of   Operating   Reactors.       79/0-9/27.       3pp. 

7910190461    Responds    to   NRC    790BQ8    Itr   re   adequacy    of    station   electric 
distribution    sijs   voltages,  Buff iciint    capacity   &  capability 
of   affalte   &   onalte    electrical    power    tga    axist   to    operate 
safely    undrr    all    postulated    events. 
RDOT.L.  D.       Iowa   Electric    Light   k  Pouier  Co.       79/10/00.       Ip. 

7910190283   Forwards    proposed    change  RTB-fciB    to  Tich   Spues    of  License 
DPR-49  re    pressure  h    temp    limit*    for  RCS. 
RODTiL.-D.        Iowa    Electric    Light    b   Power    Co.        79/1O/10.        2pp. 


79100&0411    Forwarif-5    IE    ItiPo   Notice    79-2O,     "MBC   En  Pnrc  emont    Policy    - 
NRC    Licensed    Individuals.  "    No    actlor    required. 

KEPPLER,  J.  0.  Region    3,    Chicago.     Office    of    the-    Director.       79/00/14. 

Ip, 

7910090403  Forwards    IE   Circular    79-17,     "Contact   Problem    in    SG-13 
Buitches   on   GE   Metalclad    Circuit    Drcakars."    No    action 
required, 
KEPPLEF1.,  J.  G.  Region    3.    Chicago,     Office    of    the    Director.       79/QE3/H. 


79100502Ei  Responds    to    IE  Bulletin   79-l.£»     "Vital    Area    Access   Control.  " 
Detoils    withhol.1    fref    10CFR3,  7"?0). 
ROOTiL.TJ.       loiua    EUetrlc    Light    it  Pownr   Co.       79/09/06.        Ip. 

79100-30199  Forwards    IE    Info    Notice    7*?-2O,  Rovisl  on    lj     "NRC    Enf  ore  ement 
Policy    -NRC    Licensed    Individuals."    Notice    reissued    to 
corract    word    omission    !•    punctuation    error   uinfclt    changod 
intent    of   statement.  ChangciT    Etatornent    underlined    in    tent, 
KEPPLER.J.  8.  Rejion   3-     Chicoou.     OPflca    of    tht!   Director.       79/09/07, 

Ip. 

7910&202Oii  FoTuards   response    to    IE   Bullatin   79-15.  Table   Hi/manufacturer 
model    capacity    &    plant   application    of    rfeep    draft    pumps    !* 
pump    maint    racorils    o-ncl. 
ROQT.L.D.       loiua    ELoctrlt    Light    tt  Poujnr    Co,       79/09/07.       7pp. 


184 


DOCKETED  ITEMS 


7910030260  Forwards    IE   Circular    79-19.     "Loose    Locking    Devices    c-n 
IngeFsoll-Rand    Impellers.  "    No   action    required, 
KEPPLER.  J.  Q.  Region    3,     Chicago,     Office    af    the    Director.        79/09/13 


7910010242   Forwards    IE    Info   Notice    79-23,     "Emergency   Diesel    Generator 
Lube  Oil    Coolers.  "   No   action   required. 

KEPPLER,  J.  G,  Region    3,     Chicago,     Office    of    the    Director 

lp. 


79/09/2<b. 


791024O2-JS    Forwards    IE    Insp    Rept    5Q-331/79-1B    on    79G724-2A   tu   0731-OB02, 
Nn   nonc-omplianc  e    noted. 

HEI8HMAN,H.  F.  Region   3,     Chicago,    Reactor    Operations   Nuclear 

Support    Branch.        79/09/13.        2pp. 


7910040049   Foruards    IE    Info   Notice    79-24,     "Frq,en    Lines.  "    No    action 
required. 
KEPPLER, J.  0.  Region    3,     Chicago.     Office    of    the    Director         79/09/ 


—7910240359    IE    Insp    Rept    5O-331/79-1H    on    790724-26   *,    O731-OBO3.  No 
noncompl  iance    noted.  Major    areas    inspected:  ma  int.  procedures   & 
fDllomup    on   previously    identified    items    of    noncomp 1 ianc e 
URIQHT.O.C.  ,     GALLAGHER,  E.  J.  ,     SPEESARD,  R.  L.  Region    3,     Chicago. 

Dffica    of    the    Director.        79/09/12.        9pp. 


79101702S1    Forwards    IE    Info   Notice   79-35,     "Reactor    Trips    at   Turkey 
Point    Units   354."    No    action   required. 


KEPPLER.J.  0, 
lp. 


Region    3,     Chicago,     Office    oF    the    Director 


7910050240  Responds    to    IE   Bulletin   79-19,     "Packaging    .np   Lou   Level 
Radioactive    Masts    for    Transport    E.    Durial."    Action    required 
will    be    established   b    implemented    by    aODlDl.  Audit   mill    bo 
completed    within    required    to- day    period. 
RaOT.L.D,        luua    Electric    Light    (.    Power    Co,        79/O9/1-).        2pp, 

7910110079   Atk    receipt    of    790B30    Itr     informing    NHC    of     steps     talien    to 
correct    violations    noted    in    IE    Inap    Rept    50-331/79-17. 
HEISHMAN,  R.  F.  Region    3,     Chicago,     Reactor    Operations   Nuclear 

Support    Branch,        79/O9/17,         lp. 

— 791011010B  Responds    to   NRC    790B 1 3    Itr    re   violations    noted    in    IE    Innn 
Rept    50-331/79-17.  Corrective   actions;  test    personnel    tc- 
notify    shift    supervising    engineer   when   problem   develops. 
ROOT.L.D,         louia    Electric    Light    !.   Pouer    Co.        79/OB/30.        3pp. 

7910300092    ForuiardH    IE    Info   Notice    79-22,      "Qual  i  f  icatlon    oF    Control 
Bys,"   Mestinghouse   790930    HP   E,  Public    Svc    Electric    tt  Ojg 
Co   790910   Itr    re    potential    unrevleued    -aaFetu    QUHB  ti  on.  Ac  tion 
required    within    30  days,  W/o    encl. 
uEWTQN.H.  R,        Office    of    Nuclear    Reactor    Regulation.        79/09/17.        4Hjip, 

7910100471   Responds    to    IE  Bulletin    79-19.     "Audibility    Problemo 
Encountered    on   Evacuation   of    Personnel    From  High    Noise 
Areas.  "   Evaluation   at    evacuation   alarm   sys    (n    higfi    lr    low 
noise    level    areas    performed.  Paging    speakers    to    be    installed. 
ROOT.L.D.       Icuia   Electric    Light    t,  Pouior   Co.       79/09/2O,       3pp, 

7910340193  Forwards    IE   Insp    Rept    50-331/79-30   on    790B2B-3I    J.    notice    pf 
violation. 

HEISKMAN.  R.  F.  Region    3,     Chicago.    Reactor   Operations   Nuclear 

Support    Branch.        79/09/20,        3pp. 

— 7910340197   Notice    of    violation    From    inop    on    790B2G-31. 

»          Roolon    3,    Chicago,    Office   of    the   Director.       79/09/10.       lp. 

— 79103402Q5    IE    Insp    Rept    50-331/79-2O    on    790B30-31 .  Home  ompl  ianc  e   note,!; 
Failure    to    document   8.   promptly    rovifim   temporary    procedure 
change, 

CHOW.E.T,,    STHEETEfi-,  J,  F.  Region   3,    Chicago.     OPPice    oF    the 

Director.        79/09/18,        4pp. 

7910040354    Foruarda    IE    Insp   Rept    SO-331/79-33    on   790906-07   b  notice    oP 
violation.  Notice   of    violation   withheld    (ref    10CP02.790) 
HIMD.J.A.  Region    3,    Chicago.     SaPaguards   Branch.       79/07/31.       2pp. 

—7910040242   IE    Insp    Rept    50-331/79-22   on    790906-07.  De  tai  1  s    yithheld 
(rBf    10CFR3.  790). 

HIND,  J.  A.  Region   3,    Chicago,    Safeguards    Branch.       MADEDA.T   J 

Region    3,     CMcago,    Office    oF    the    Director.       79/09/21.        lp, 

7910090793  Submits    adfll    info    In    response    to    IE  Bulletin    79-H,     "Seismic 
Analysis. for  AE-Uullt  BaFety   .Related    Pipln-o   Sus.  "   No    cases 
founi  uhere    stresi.    levels   exceed    code   allouables 
RDOT.L.  D.         iollja   Electric    Light    f.   Poiasr    Co.        79/O9/21.        lp. 

79103305&1    Forwards    NRC  79063A    Itr   re    multiple    equipment    Failures   fc 
surveillance   testing    errors,  uhith.   mac    Incorrectly 
iliitributBd.  Also    foruiardi    IE    Insp   R*pta    SO-a95/7?-13  t, 
30-304/79-12.  Action  required. 
EI8ENHUT,  D.  Q.         Division    oF   Operating    Reactors.       79/09/31,       -49pp. 


Type  PM  BumtIn%305:csCta,os   WMwSiZStJF.?1™*'   B<l1'"' 

Coll."   No   action   required. 

KEPPLER, J.O.  Region  3.    Chicago,    Ottlco    at    the   Director.       79/O9/24. 

7T?S  fS*«ii"Mth*J.n°SK  r"P°n"    *»    'E   Bulletin  79-OS,     "Events 
R.levant    to   BWRi    Identified    During    THJ    Incident,  »    omitted 

nnnT°f1B  9  T e   fleneral    emergency.  Response    and 

BOPT.L.  &.        Iour»   EUctTlc    LlDJit    &    Pouer   Co.        79/09/H4.        2pp. 


79IOIB06H3  Forwards    IE    InFo  Nntice   79-24,     "Qverprossuri .ation    of 
ContalnniBnt   of   PWR  plant   After    Main   Steara  Line   Break.  "    No 
action  required 

KEPPLER,  J.  0.  Region    3.     Chicago,     Office    of    thn    Director.        79/10/01 

lp. 

79102903E9  Forwards    response    to    IE  Bulletin   79-01A,     "Envirnn 
Qualification   of   Class    IE  equipment    IDuflcl Bnc ies    in   Environ 
Qualification   of   flSCO  So  lenoid    Valves)."   Solenoid    valves 
Installed    in   three   safety-related    sgs. 
KEPPLEK,  J.  O.        loiua   Electric    LiBht    S.   Power    Co.        79/10/03.        3pp. 

79101 SQ26B  Forwards    assessment    oP    effect   of    nonsaf ety-grade    BIJH 
falluros   on    safety-grade    sys   performance, in   response    to 
79O717    Itr    rE    IE    Info    Notico    79-22. 
RODT.L.D.        louia  Electric    Light    i,  Puiuer   Co.       79/10/05.       Hpp. 

7910260flll    Discusses    anchor   bait    testing   &  replacement    pronram   re 
IE   Dullettn   79-OS,  Does    not   necessitate   or    Find    100X 
changaout    program   cost    benoficial.  Forwards    revision    to 
L   Root    790711    Itr,  modifying    replacement   program 
HddTiL.  0.       loiua  Electric    Light    b  Pouier  Co,       79/1O/I1,       3pp. 

7910340730  ProvtdEs   addl    inFo    re    response    to    IE  Bulletin   79-14, 
"Seismic    Analysis    for    As-Built    Safety-Related    Piping    Sys.   " 
Ha    effects    on   nys   oparability    found    in    investigation 
ROOT.L.  D.        loua   Electric    Light   *  Poiuer   Co.       79/10/12.       2pp. 

7910310401   Forwards   Revicion   S  to    IE    Bolletin    79-13,     "Cracklnn    in 
Feeduater    Sys   Piping.  '•   No   action   required. 


KEPPLER.J,  Q. 
lp. 


Region   3,     Chicago,     Office    oF    the    Director.        79/10/19. 


7910310133  Ack    receipt   af   79100B    Itr    informing    NRC   of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Rept    50-331/79-30. 


HEIBHMAN.R.  F. 
Support   Branch 


Rogion   3.    Chicago,    Reactor   Operations   Nuclear 
79/10/32.        lp. 


—7910310135   Responds    to    NRC   7909SO    Itr   re   violations    noted    in    IE    Inap 
Rept    30-331/79-30.  Corrective  act  ions:  p  lant    supervisors 
reviewed    requirements    of   Admini  strotivo   Control    Procedure 
1403.  2  in/personnel. 
RQOT.t.D.        louia   Electric    Light   t.   Power   Co.       79/10/09. 


Hpp. 


^Periodic   operating    reports   &  rotated    corrospondence 


7910190397  Forwards  ronntfcly    operating    rept    For   Sept    1979 

HAMMOND,  E.  L.       loiua    Electric   Lioht   !<    Pouior  Co.       79/10/15.        lp, 

—  7910190fl01    Monthly    operating    rept    For   Sept    1979. 

VAN  BICKEL.J,       loua   Electric   Light    &  Poiue-r  Co.       79/10/19.       7pp. 

7910230572  Formardi   corrected    operating    data    ropt    section   of   monthly 
•operating    repts    for   May,  dune,  Jul    t,  Aug    1979. 
HAMMOND.E.L.        loua  Electric    Light   h   Pouior  Co.       79/10/1S,       5pp. 

B.    Reportable    occurrences,    LERs  (.    related    correspondence 

7910100302  RO:  on  790920,  during    dally    BurvBi  1  lance    testing,  min    flout 
valve  MOV  2104    for  A  core    spray    pump    IP-211A,  tuoutd    not    close 
due    to    ihift    lever   on   valve   operator    in   neutral    position. 
Caused   by   porsonnel    error.  Lever   returned    to    proper    position 
HAMMOND,  E,L.       loua   Electric    Light   b   Pouier   Co.       79/09/30.        lp. 

7910)00091    R0:voltflge    indication    for   diesel    oenerator    lfl-31    yent 
upscale   uhen    Benerator    WHS   synchroni  red.  Output   breakHr 
opened  &   generator   declared    Inoperable.  Subsequent    test 
found   no    problems.  Investigation   continuing. 
HAMMOND,  E.  L.        loura  Electric   Light   !<   Pouier   Co.       79/09/31         lp 


791OO1O396   Forward*   update    to  LER  7B-017/01T-1. 
HAMMOND,  E.  L.        Iowa  Electric    Light    h   Power   Co. 


79/09/24, 
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— 7910010399   Update    to   LER    70-017/01T-1 .  on    700353, during     insp    of    primary 
piping    inside    primary    containment smal  1    leak    was    observed 
noit    to   reactor    uatov    cleanup    inboard    manual    isolation 
valve  Caused    by    cracking    from   stress    corrosion. 
ZIMMERMAN,  J.  C.        Ionia    Electric    Light    E.   Power    Co.        79/09/34.        app. 

7910030461     Informs    that    790930    14-day    I1D    should    be    roclaEsifiud    an    30- 
day    00.  Tests    on    790926    demonstrated    that    pump    spray    core    ft 
mould    meet   head    requirements   at    rated    flow   even   u/min    floui 
valve    open.Rept    to    be    submitted    uithin    30    days    of    event. 
HAMMOMD-E.L.         Inua    Electric    Light    8-    Power    Co.        79/09/37.        Ip. 

791O030465   Forwards    LER    79-OHO/O3L-0. 

HAMMOND, E.L.         Iowa    Eloctric    Light    &   Power    Co.        79/09/27.         Ip. 

— 7910030471    LER    79-020/03L-O: on    790902,  cr  1 1  ical    power    ratio    was    Found    ti 
bo    1.2B9ibHlow   Tech    Specs    limit    of    grnator    tlian    or    equal    to 
1,  290.  Caused    by    lonon    transient    causing    thermal    power    to 
increase.  Roc  irculati  on    flow  reduced    immed  late  1  y 
VAN   8ICKEL.  J,         Iowa    Eloctric    Light    J<   Pouier    Co.        79/09/27.        Ip. 


791O3OO211    Forwards    LEfi    79-033/Q1T-0. 

HAMMOND.  E.  U.        Iowa   Electric    Light    E.   Power   Ca.        79/10/19.        Ip. 

--7910300217    LER    79-035/01T-0:  on    790927,  during    insp    of    RHH    p  ip  i  113.  soismi  c 
restraints    GBB-235R-15B,  GBB-236R-160   fc    pipe    hanger   GBU~33-H- 
152    on    RHR-to-fuel     pool     line     found    not    intact. Apparently 
caused    bg    water    hammer.  Inves  t  igattnn   continues. 
VAN   SICKEL.J.        loua    Electric    Light    b   Power    Co.        79/10/19.        2pp. 


DOCKET    50-332    BARNWELL    REPROCESSING   PLANT 

Q       Inspoction    reports,      IE    Bulletins    b    correspondence 

7910050352   Responds    to     IE    Bulletin   79-19.  Current    set    of    DOT   fc   NRG 
regulations    ma  inta  itie  d.  Made    37    shipments    of    lou    level 
radwaste    In    1978-1979. 

BAXTER,  n.  C.        Allied    Chemical    Corp.,     Nuclear    Services    Div.        79/O9/31. 
3pp. 


79100304B1    Forwards    update    to   LER   7B-033/03X-1 . 
HAMMOND.  E.  L.         Iowa   Electric    Light    t.   Power    Co, 


— 7910030-189  Update    to   LEO   7B-033/03X-] :  on   7D0617,  Fol  lowing    reactor 
scrami torus    purge    inlet   valve   CV430B    failed    to    closo    on 
containment    isolation    signal,  Cause    unknown.  Valvo    operable 
after  making    minor    adjustments    to    operator  air    bleed    valve, 
ZIMMERMAN,  J.  C.         Iowa    ElectriE    Light    >s   Poiuor    Co.        79/09/37.        to. 


DOCKET    80-333    JAMES   A.     FITZPATRICK   NUCLEAR    POWER    PLANT 
6.     Adjud icatory    corresp ondence 


791Q090402   Forwards    LER    79-O21/01T-Q. 

HAMMOND,  E.  L.       Iowa  Electric    Light   It  Power   Co. 


79/1 0/0£ 


— 7910090111    LEH    79-021/01T-0: on   790910. during    surveillance    tenting, min 
flow  valve    for   HHR   pumps   would    not    open. Caused    by    stripped 
operator    gear.  Update    ropt   will    be    submitted. 
VAN  S1CKEL.J.        Iowa   Electric'  Light   &   Power   Co.       79/10/O2.       Spp. 

7910100365  DUcussos   790921    prompt    notification  of   RD    involving 

standby    dlosel    generator    10-21.  Event    has    been  re-evaluated   f. 
determined    to    bo    not    reportablo. 

HAHMOND.E.  L.        loiufl   Eloctric    Light    !.  Pouier   CD.  79/10/01.       Ip. 

7-91O1202B2  RO:  on   790927,  sei smlc    restraints    OBB--23-H-132   on  RHH    tu    fuol 
pool    line    found    not    intact.  Inveatigat  ion    conti  nuin||. 
HAMMOND,  E.  L,         Iowa    Eloctric    Light    &   Cower    Co.        79/IO/OB.        Ip, 

7710190390  RO;  on   790927, while    performing    insp    of   RHI1    p  ipingr  sol  smic 
restraint!    QDD-33-BR-1 3B   t*    160   I*    pipe    hanger    ODB -23-H-153 
on    fuel    pool    line    found    not    inlac t, Be  1  ami c    analysis    started 
an   79092B.  Invent igation   of    cause    continuing. 
HftMMOND.E,  L.        Iowa   Eloctric   Light    (.  Power   Co.       79/IO/OB.       Ip. 

7910150506  Forwards   LER    79-022/03L-0. 

HAMMOND,  E,  L.        Iowa   Electric    Light   &  Power  Co.       79/10/10.       Ip. 

— 7910150591    LER   79-Q23/03L-0:  on  790911. supprena ion   chamber    water   Invut 
Indication    on    LR-43B4  was    downscalo    wliilo   redundant 
Indication    on   LR-43BS  was    stable.  Caused    by    corroolon   on 
terminals    of   associatnd    level    transmitter. 
VAN  8ICKEL,  J,        Iowa   Electric    Light   (t  Power   Co.       79/10/11,       Ip. 


7910040357   Forwards    revised    replacement    pages    of    safety    evaluation    to 
correct   790B09    submittal    which     had    incorrect    pages.  Ofc    of 
Nuclear  Reactor  Regulation   79O810  order  &  entire    safety 
evaluation    end. 
MILLER,  J,  R.         Division   of  Operating   Reactors.       79/OB/10.       Ip. 

— 7910040364   Draft    order    lifting    suspension   of   facility    operation 
requirod    by   790313    show  cause   order. Requires   mods    to  all 
piping    sus   equipment   noil  1 es,  containment   penetrations  & 
supports    in    inaccessible   areas   prior    to   startup. 
MATTBON.R.J,       Office   of   Nuclear  Reactor  Regulation.       79/OB/K). 
Bpp. 

— 7910040367    Safety    evaluation    supporting    revocation   of    show   cause   orclur 
for    suspension   of    facility    operation, 
•n      Office    of   Nuclear  Reactor   Regulation.       79/08/10.       Bpp. 


H.     General    correspondence 


7910150366  Forwards   LER   79-Q23/03L-0. 

HAMMOND-E.  L.       Iowa  Eloctric   Light    t.  Power   Co, 


79/10/11,       If. 


791O0903B3  Responils    to    Itr   re    shutdown   of    five  nuclear   puwor    plants. 
NRC    terminated    shutdown   order    for    four   of    Five    plants   aftor 
completion    of   reanoluslfi   ti  mods    to   piping   sys.  One   remains 
shut    douin    for   replacement    of    steam  generators. 
DENTON.H.  R.       Office    nf   Nuclear    Reactor  Regulation.      7v/09/2l.       Hpp. 

7710090306   Forwards    application    for    amend    to   License    DPR-S9   re    proposed 
mgt    title    I    organ!  iatl  onal    changes. 
EARLY, P.J.        Power    Authority    State    of    New   York.        79/10/02.        Ip. 

— 7910090320    Application    for   amend    to  License   DP8-59  Toch  Specs.   AppB   A  t. 
B   re   proposed   mgt    title   &   orflani latlonal    changes, 
EARLY, P.  J,        Power    Authority.    State    of   New   York,        79/10/OL'.        Llpp. 

P.     Operating    license    sGage    documents  b  correspondence 

791O0902A1    Forwards  FR    notice   oF    amend    to    10CFH73.  55  re    requ Ireraenta 
For    physical    protection   of   nuclear   power    plants. Amend    defers 
Implementation   of   physical    search   requirements    from  7RN)801 
to  791101, 
DENTON.H.n.       Office    of   Nuclear    Reactor  Regulation.      79/OQ/iO.       49pp. 


— 7910130371    LEfl   79-023/03L-O:  on   790917,  control    bldg    standby    flll&r    unit 
1V-8FU-3OD    failed    to    start. Caused    by    upscale    drift   of  CE 
Modal    B92    flow   transmitter.  Transmitter  was   rocalibr. DHHign 
review   to    bo    initiated. 
VAN  SICKEL,  J.       Iowa   Electric    Light   i.  Power   Co.       79/10/11.       Ip. 


7910110235  Forwards   NVIREO/CR-0727,    "BUR  Clffgas   Su.s  Evaluation."   Bys 
provides   reasonable    assurance    that  potential    far   eiternal 
offgas    eiploslons    is    minimi  led. M/o   encl. 

OAMmLL.W.  P,         Assistant   Director    for  Operating   Roactnr  Projects    (Prn 
791030 ) .       79/08/23.       29p  p , 


7910300179  Forwards    updated   LER  77-012/03X-1. 
HAMMOND.E.  L.       Iowa  Electric   Light   t<  Pouier   Co. 


79/10/19.   If- 


— 79103001S9  Updated  LER  77-012/03X-1: on  77Q218i  rocirculati on  pump  trip 
prasiure  switch  tripped  at  li  175  psig  on  reactor  hifjh 
pro»«ure  recircolation  pump,  Caused  by  use  of  wrong  trip 
ssttinfl  for  surveillance  test. Test  procedure  changed. 
ZIMMERMAN,  J.  C.   Iowa  Elactric  Light  i  Power  Co.   79/10/19.   2pp. 


7910300197  Forwards  LER  79-024/03L-0. 

HAMMOND.G.  L.   Iowa  Eloctric  Light  t<  Power  Co. 


79/10/19.       Ip. 


— 7910300806  LER   79-021/03U-0: on  790919. mln    flow  valve    for   core    spray 
pump   A  would    not   close. Caused    by   moving    of    ahift    lever   on 
v«lv«   operator    to   neutral    position, dia»ngaoinfl    operator 
motor.  Lever   rastartd    to   proper   position. 
VAN  BICKELiJ.       Iowa   Electric   Light   fc  Power   Co.       79/10/19.       Ip. 


7910030659  KffjBCts   770B17  request    for  30-day    extension  on 
implementation   of   Amend    47    to    DL  DPR-59.  Amend   must   be 
implemented   SO  days    from  79090"?  FR  notice. 

IPPDL1TO,  T.  A.  Operating   Realtors   Branch   3   (Pre  791030).       79/OB/E3. 

Bpp. 

791Q030769   Forwards    list   of    incomplete    licensing   activities    b  requests 
list   of    items    to   be    deleted    from   licensing    backlog, 

IPPDLITOi  T.  A.  Operating   Reactors   Branch   3    (Pre   791O30).       79/OB/27. 

3pp. 

7910030413  Requests   demonstration   that  rock    squeeiB    U   no  hazard    to 
facility. 

IfPOLITO,  T.  A.  Operating   Reactors   Branch   3    IPre  791030).       79/OB/29, 

3pp. 
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douncomer   condensation   loads. 

GRIMES,  C.   1.  Plant   Systems   Branch     (Pre    791O30).        79/09/34.        Ip. 

7?!  001  0333   Request!    approval     to    install     high    densitu     fuel    raefc,     s  „ 
Facility    .plnt   fuel   pool.  In   response    to    79O731    r,Ju«t 
r.vl.u    of    faciHty    T.ch   Spscs    p^o^od    ft    no    n.rtVS"    inu 
3    rBsultl"S    fon,    Installation    found  * 

.  J,        pD[UBr   Authority    State    aP    Nflu   York.        79/09/25.        Ip. 


Involved. Liquid    raduasto    U    gcnor, 
7910030338   Forward*    IE    CirculBr    79- | 


-19.  Mgt -approved    detailed 
re    trBnafer.packBging    8. 
provided    to    personnel 

af    NBUI    York.        79/09/13. 


3pp. 


O-fic.    of 


7910IS03i,2   Responds    to     IE    Bulletin    79-O2   re    status!    of    inB 

LEOMABD.J.D.        Po^r   Lth  SrUy%tate    Of    NEU   York.        79/09/13         3pp 

79/09^3        lp ,Re9'Dn    ''    PhiIa<""P"la,     Office    of    the   Director. 


Divi5ion   of 


r        w,thin 
79/09/37         3pp 


rPPOLlTD.T.A.  Operating   fieactorB    Branch    3    fpr.0 


7910100357   Rssponds    to    790717 
''         »'•*«-""•   .. 


EAHLV   P     i 
EflRLV.P.J. 


a 

ruacfcor   vflssel    j,ead    vsnt 
tg   StatB    of    NPU,    VOrk.        79/JO/OS. 


^ 


Insp 


EIBENHUT.D.O.  Dlvision    of   Dp 

7910090596   Forwards    IE   Circular 


IE    Infd 


791004&135 


79/09/2!.        49pp. 


of    thB    Dipoctor. 


J.        POUBr   Aut 


EflRLY.P.  J. 


*      P°B«r 


SUt.   of   (*«,   V«rfc.        79/IO/jo.        ipp. 


79ID2S0377   ReSpond9    to   MBC   790913    Ifr  i 

EAW.V.P.J.       PDWB  8t.t.   of   Neu,  Vork'      7  |3pp. 


79/ooi        IP,  ' 

7910170637   Forwards    IE    Info 


7910310134 


Support 


Offica   „(•    th.    Direct 


ona   Nuclear 


79X09/07.        lp. 


fco  »« 


_ 


RD 
LEONARD, 


E    m"^l1"J    ^""""B    r»pt    for   Sop  t    1979 

r   Authority   State   of   NeUI  York         79/10/04.        Ip. 

y    "P"-"""    «pt    for    SBpt    1979 

r    Authority    State    of    NP^   York          79/10/04.        iapp. 


,™,  •"'i-arda   LER   79-Oafl/031--0 

LEONARD,  J.  D,       Po^r   Authorttg   Stete    0P   Noy  York.       79/09/26 


CHILD3.M.V,       Poular  AuHorltw   State    of   Nma  York.       79/09/26. 


lp 


2pp. 
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7910010353   Forwards    LER    79-055/03L-0. 

LEONARD,  J.  D.        Power    Authority    State    of    New    York, 


79/09/26.         lp. 


—7910010353   LER    79-O55/03L-0:  on    7909O2,  radwasto    bldg    monitor   A   was 
found    out    of    calibr    during    functional    test.  Cause    not    glvon 
Instrument   iuas    repaired    &   recalibr. 
CHILDB.M.V.       Power   Authority    State    of   New  York.       79/09/26.       app, 

7910100164   RD-79-138:on    79O926,  Informed    by    A/E    that    addl    HPCI    J, 
automatic    depressor!  lation    sys    cabling    affecting    control    of 
HPCI    inboard    Eteam    supply    isolation   valve    did    not    have 
required    separation    criteria,  creating    potential    fire   haiard 
LEONARD,  J.  D.        Poiuer    Authority    State    of    Neiu   York.        79/09/26.         lp. 

7910290146   RO-79-lBB:on    790936,  A/E   advised    that   HPCI    ft    automatic 
dnpressurization    sys    (ADS)    cabling    affecting    control    of   HPCI 
inboard    steam   supply    isolation    valve    did    not  meet   NRC 
criteria.  Caused    by    HPCI    t,   ADS   cabling    in    same   raceway 

Pouier    Authority    State    of    New    York.        79/09/26,         lp. 


LEONARD,  J.  D. 


sprau 


7910100413  RO  79-159:  on   790927,  hangers    on    discharge    of    cor 
pump    C   &   reactor    bldg    closed    hoop    heat    exchanger    found 
inopnrable,  causing    sys    to   be    inoperable    under   earthquake 
conditions.  Hangers    will    be    repaired   within    seven-day    period 
LEONARD,  J.  D.       Pawor   Authority   State    of   New  York.       79/09/2B        3pp 


7910050320   Forwards    LEU    79-05a/03L-0. 

LEONARD,  J.  D.       Poiuer   Authority   State    of   New   York. 


79/10/01, 


-7910030338   LEO    79-058/03L-0: an    770903,HPCI    syfi    turbine    was    Uncoupled 
from   pump    to   allow  ovorspeed    testing.  Caused    by    Intentional 
disabling    to    satisfy    insurance    underwr iters    requirement 
Following    test,  pump    &   turbine    recouplod   I,    sys    operable 
CHtLDB.W.V.       Poiuer   Authority    State    of   MOID   York,       79/10/01         app 


7910090345  Forwards    LER   79--059/03L-0. 

LEONARD,  J.  D.       Poiuer    Authority   State    of   New  York. 


79/10/03.       lp, 


—7910090347  LER   79-059/03L-0: on   790904, during    normal    startup,  UaKl ng 
coll    uias    noted    In    atation    battery    D.  No    cause    stated.  Cell    luaa 
jumpered   &  battery    was    verified    to    60    operable,  Uhon 
replacement    is    available,  cell    will    be    replaced 
CHILDS.W.V.       Power   Authority   State    of   Now  York,       79/10/03        2pp 


7910090349  Forwards    LEU   79-061 /03L-0. 

tEONARD.  J.  D,       Power   Authority   State    of   Neui  York, 


79/10/03.         lp. 


—7910090351    LEO   79-OM/Q3L-0;  on   790905,  dur  ing    HPCI    subsus    Ionic 
functional    test,  switch    3  associated    w/level    Instrument 
02-3-LIS-72D   did    not    properly    nick    up    follower    relay. Caused 
bu   wiring    error    during    installation    of    new   swltcli 
CHILDS,  W.  V.       Poiuer   Authority   State    of   New  York.       79/10/03        app 


7910090117  Forwards    LER   79-060/03L-0. 

LEONARD,  J.  D.       Power    Authority    State    of   New  York. 


79/10/03. 


lp, 


— 7910090432  LER   79-060/030-0: on    790904, reac tlvi ty    required    to 
demonstrate    shutdown   margin   was    found    to    be    larger    than 
value   used    during    demonstration   at    beginning    of    current    fuel 

CHILDB,  W.  v.       Power   Authority   State    of   Now  York.       79/10/03.       Bpp. 


791009042B  Forwards    LER    79-063/Q3L-0. 

LEONARD,  J.  D.       Power    Authority    State    of   New  York. 


79/10/03.       If. 


—7910090433  LER   79-063/03L-0: on   790706, during    normal    startup, control    rod 
worth    minlmliev   was    Intentionally    bypassed.  Caused    bij 
rnvislon    Jn   co'ntrol    rod   withdrawal    sequence. 
CHILDBiW.V.       Power   Authority    State    of   Neu  York,       79/10/03        8pp 


7910090434  Forwards    LEU   79-06a/03L-0. 

D,       Power   Authority    State    of   New  York. 


79/10/03.       lp. 


—7910090456  LER  79-062/Q3L-0:  on   790903,  dur  ing    normal    s  tartup,  uhi  le 
conducting   HPCI    subsiji    logic    functional    test, plug    in 
Instrument  QZ-3-L1S-72A  was    found    leaking, No   cause    given 
Pluo    was    removed,  adjustment    screiu   tightened   4   plug    replaced 
CHILDS.H.V.       Power    Authority   State    of   Neu  York.       79/10/03        Spp 


7910100221    Forwards    LER    79-064/03L-0. 

LECNAHD,J.D.       Powar    Authority    State    of   Neu  York, 


79/10/03,       lp, 


--7910100237  LEU   79-064/03L: on    790906, during    startup, motor    railed    on 
lendensate    storage    tank    suction   valve. Replacement   valve 
nlitakanlv    left    closed. Caused    by    communications    breakdown. 
Upon    discovery,  valve    opened    &   position    logged    daily 
CKILDa.W.V.       Power   Authority    State    of  New  York,       79/10/03.       2pp. 


7910100207   Forwards   LER    79-067/03L-0 

LEDNARD.J.D.       Power   Authority   State   of  Neiu  York. 


79/10/04.        lp. 


nn  :0n  "0908,  required    differential    pressure 

not    estahliahed    within    specified    time    requirements    of 
22    (..Cause    not    given.  Operation,    personnal    were    counseled    in 
rMTr^u'S  °'ctimB   "^irements    in    completing   activities. 
CHILDS.W.V.        Po^r    Authority    State    of   Neu   York.        79/10/04.        2pp. 

7910100270   Forwards   LER    79-066/03L-0 

LEDNARD.J.D,        Power   Authority    State    of   New   York,        77/10/04.        lp. 


n  ^"    7TO907,  average    power   ranoe   monitor 

channels   A,  D  t,  F  tripped    at  value   of    120.  BX  compared    to   Tech 
Spec    requirements   of    ISO'/..  Half    scram  removed   J,  channel 
returned    to    svc. 
CHILDS.W.V.       Power  Authority   State    of  NBU  York.       79/10/O4.       3pp. 


791O100230   Forwards   LER   79-Q6B/Q31-0. 

LEONARD,J.D.       Power  Authority   State   of   Netu  York. 


79/10/04,        lp. 


-7910100393   LER    06B/O3L-0;  on    79090B,while    establishing    drywell    to    torus 
differential    pressure,  torus  water    level    exceeded  max   vent 
pipe    submergence   limitation   per   Tech   Specs.  Cause   not   ttated 
Pump    down-initiated    to    return    level    to  normal 
CHILDS.W.V,       Power  Authority   State   of  New  York.       79/1O/04        2pp 


791010044B  Forwards  LER  79-Q65/03L-0 

LEONARD,  J,  D,        Poiuer   Authority    State    of    Neui   Yor*. 


79/10/04.       lp. 


fn       VER    79-0i?'03L-°:  °n   7™907,rod    sequence    control    sys    failed, 
not   alloying   normal    control    rod    insertion   or  withdrawal 
Caused    by    failed   relay    on   one   printed   circuit   board. 
S,e.E,  S^Braent   of   rfllag   restored    normal    operation  of   sys, 
CHILDB.W.v.       Power  Authority   State   op  New  York.       79/10/04        2pp 


79101OOIB7   Forwards   LER    79-070/03L-0. 

LEONARD,  J.  D.        Power   Authority    State    of   New   York. 


77/10/09.        lp. 


-79    0100261    LER    79-Q70/03L-0:  on    790909,  during    normal    operation,  improper 
Inputs   noted   at  A  4,  C    levels    to   rod    black   monitor  A,  Caused 
by    failed    integrated   c ircui t. Circuit   replaced, instrument 
recalibr   fc  returned    to    svc. 
CHILDB.W.v.       Power  Authority   State   of  New  York.       79/10/05,       Spp, 


791O1O0347  Forwards   LEfl   79-069/03L-0, 

LEONARD,  J.  D.       Power  Authority    State   of   New  York. 


79/10/09.   lp. 


--79101003S4  LER  79-069/03L-0: on  79090B, recurrent  failure  of  rod  block 
monitor  D  began. Caused  by  failure  of  low  power  range  monitor 
loose  switch  connector  t,  sticky  contacts  in  rod  info  relays 
Re-placement  of  relay  card  eliminated  failures, 
CHILD9,  M.  V.   Power  Authority  State  of  New  York.   79/10/05,   2pp, 


7910100373  Forwards  LER  79-074/Q1T-0. 

LEONARD,  J.  D.   Power  Authority  State  of  New  York. 


79/10/05.        lp. 


— 7910100390  LER   79-Q74/01T-0: on  790923.pipe    support   associated    w/avc 
mater    syi   return    line    from  reactor   bldg   cooling    sys 
considered    inoperable   per   770B14    Itr    lifting   790313   show 
cause    order. Mods    completed   within    seven-day    period 
CHILDB.W.V.        Power   Authority    State    of   New   York.        77/10/05.        2pp. 

7910310144  RO  79-164:on   7vl004,plpe    stress   reanalysis   showed    one 
piping    run    inoperable.  Pijie    support  on   return  piping    from 
cros«    tie    into   reactor   bldg    closed    loop    cooling    sys   fc  has   no 
safety    Bignif  icance.  Hanger  will    be   repaired    in   seven  days. 
LEONARD   J.  D.      Poiuer  Authority   State    of  New  York.      79/10/O5.       lp 


791011O376  Forwards   LER   79-OS6/01T-0. 

LEONARD,  J.  D.       Power  Authority   State   of   Mew  York. 


79/10/09.       lp. 


--791G110379  LER  79-Q36/Q1T-0:  on   790926,  cabl ing   associated    w/HPCI   t> 
automatic    depressuriiatlon   sus   did    not  meet  NRC    separation 
criteria.  Caused   by   tin   HPCI.  cables    being    in    lame    tray   as 
automatic   depressuriiation    sys   cables. 
CHILDB,  W.  V.      Power  Authority   State    of  New  York.       79/10/09.       2pp. 


7910130443  Forwards  LER   79-057/01T-0. 

LEONARD,  J.  D.       Power  Authority   State   of   New  York. 


79/10/1-0.       lp. 


—79101.50443  LER   79-OS7/01T-0:  on  790927,  as  result  of   pipe   stress 
nanalijils,  plant  was   notified    that    five   pipe   supports  mere 
considertd    inoperable.  Caused    by   piping    overstress.  All    mods   b 
analyias    performed   within  Tech   Spec    framework. 
CHILD9,  U.  V.       Power  Authority   State    of  Neu  York.       79/10/10.      2pp. 
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7910260426  RO-79-079: on   791O10,pipe   support   H15-7   determined    to    be 
inoperable,  rendering    By  s    inoperable.  Support   upgraded. 
LEONARD,  J.  D.        Pouier    Authority    State    of    New   Vofk.        79/10/10.         lp. 

7910160316  Correct*    ti)pooraph  lea  1    error    in   LED   77-057/O1T-0. 

LEONARD,  J.  D.        Power   Authority    State    of   Neui   Vorl.        79/10/11.         lp. 


791O29O343   Forwards   LER    79-079/0 1T-O. 

LEONARD-,  J.  D.        Power    Authority    State    of    New    York. 


— 7910E9O31B   UER   79-079/01T-0:  on   79101O, pipe    support    associatod 
iii/emergency    svc    water    sys   H    was    considered    inoperable   per 
Tech    Sped.  Cause   not    stated,  Eli  sting    support   was    upgraded. 
CHILDSi  W,  V,       Power    Authority    State    of    Nem   York,        79/10/33,        2pp. 


771014,0416   Forwards    LER    79-073/Q3L-0. 

LEONARD,  J.D.        Power   Authority    State    of    New   York,        79/10/1S.         1  |i 

— 791Q1A0425   LEH    79-073/03L-O:  on    790914, while    conducting    operat ions 
surveillance    test, emerg ency    dlussl    generator    C    tripped    on 
DVerspeed    during    engine1   start    sequence.  Caused    btj    louse 
com>ectinn    in  overspeetf    limit    switc  h.  Repair   made. 
CH1LDS,U.  V.        Pouier   Authority    State    of   Mew   York.        79/10/13.        3pp. 

7910160433   Forwards    LEft   79-075/Q3L-0. 

LEONARD.J.D.       Power  Authority    State    of   New  York.       79/10/13.        lp. 

— 791016043B  LER   7T-075/O3L-0:  on  79091  5,  dur  ing    normal    operations,  dryuel  1 
equipment    drain    sump    flou   integrator   observed   not    operating 
tuhlle   sump   was    pumped    doun   due    to   bloom    fuse    in    integrator 
current   power    supply.  Fuse  replaced    ti    sys    tested. 
CHILDS.H.V,        Pouier   Authority    State    of   Neu   York.        79/10/12.        2pp. 


DOCKET    50-334    BEAVEft   VALLEY   POKER   STATION,     UNIT    1 
H,     General    correspondence 


7910140490   Forwards    LEH    79-073/Q3L-0, 

LEONARD, J.D.        Power   Authority    State    of   New   York. 


lp. 


791C0903B3   Responds    to    Itr    ra   shutdown    of    five   nuclear    power    plants, 
NRC    terminated    shutdown    order    for    four   of    five    plants   after 
completion   of   reanalysis    ti   mods    t-o   piping    sys.  Cnrf   remains 
shut    doun    For   replacement    of    steam   generators. 
DENTON.H.R,        Office    of    Nuclear    Reactor    Regulation,        79/09/31.        2pp. 

791OO30-107    Forwards    Info    re    corporate    mot    &    tochnical    rosourcos 
availflbl llty,  in    response    to   NRC    7tOt,3V   request, 
nUNN-C.M,        uuqucstie   Light    Co.        79/09X29.        32pp. 

79I036Q39O   Responds    to    790913    Itr    d    NUREG-O97B    ra    TMI     followup    actions. 
Outlines    status    of   each    NUFIEO-idonti  f  ied    i  tarn.  Al  though 
Implementation   schedule    ia    probably    unach ievab le,  uti 1 
proceeding   as   rapidly   as    possible    w/all    required    actions. 
DUNN.C.N.        Duquesne   Light   Co.        79/10/22,        6pp. 


— 79!01604as  LER   79-073/Q3L-Q:  on   790912.  root  velvet)   not   verified    in 
proper    position. Caused    by   temporary    change    In    procedures    to 
v-arlfg    proper    position    In  accordance   u/ plant    administrative 
controls.  Double    verification   program   initiated, 
CHILDS.U.V.       Pouier  Authority    State,   of  Neu  York.       79/10/13.       3pp. 


J,     Insurance   &    indemnity    Information 


7910300317    Forwards    oiecuted    Amend   A   to    Indemnity    Agreement   D-73. 
CHRISTNER.R.  6.       Duquesne   Light   Co.       79/10/26.       !2pp. 


791022'023a   Foruariti    LER    79-O71/OI T-0, 

LEONARD,  J.  D,       Pouer  Authority    State    of   Neui  York.       79/10/16.        lp. 

— 7910330344  LER   7-9-071/OlT-0:on   791004rpipc   stress    reanalyslo   r&waalcd 
tJiat  pipe   support  HI3-12"!  on    emergency    svc    uater    return 
piping   u«s    Inoparah  1&.  Cause    not   stated.  Hod    at   H15-1B4  uas 
completed  within   7- day    time    frame. 
CHILDS.H.V.       Power  Authority   Stats    at  New  York.       79/lO/lfi.       3pp, 


7910230456   Foriuavd  i    LER    79-076/Q3L-0. 

LEONARD,  J.  D.       Pouier  Authority    State   of   New  York. 


—7910230458  LER   79-076/03L-0: on  790925,after   protracted    shutdown   of 
months,  reactor    mater    conductivity    indicated    Increase    from 
normal    range    of    less    than    1     umho/cm.  Caused    by    enhauct  1  c-n    oF 
condensate    demlneral Irnr   d   condenaer    tube    leaks. 
CHILDSjH.V.       Power  Authority   fitato   of  New  York.       79/10/19.       apn. 


7910230S14   Foru 
LECWfiRD,  J.  D. 


arils    LEH    79.-066/03X-1. 
Fouer  Authority    State    of   Keu  York. 


— 7910330521  LER  79-06o/03K-l : an  7^0°07- Dhi lo   conducting    operations 
surveillance    test, average   power  range  monitor   Channels    Ai  D  !i 
F    tripped   0.314    over    Tech   Qpoc    requtromo-nts.  Caused    by 
operator   Error.  No  drift   of    Instrument   setpofrit    occurred. 
CHILDS.U.V.       Power  Authority    Stata   of  Mew  York.       77/10/1?,       2pp. 


7910330553  Forwards   LER   79-077/04L-0, 

LEONARD,  J.  D,       Power  Authority    State   of   New  York. 


P,     Dp  Bra  ting    license   stage    document's 


7710090241    Forwards    FR    notice    of    amend     to     10CFR73. 53    re    requiremonts 
For   physical    protection    of    nuclear    poiuor   p  1  ants.  Amend    defers 
implementation   of    physical    search    requirements    from   790Q01 
to    79I1O1. 
DENTQH.H.  R.       Office   of   Nuclear    Reactor   Regulation.       79/08/1O.       19pp, 

79t0030I72   Notification   of    79092&  meoting    u/uttl    in   King    of   I'russia.PA 
to    dlscus.5   NRC    insp   program, 

BRUNNERjE.  J.  Region    IP     Ph  i  ladolph  iai     Reactor   Operations    Nuclear 

Support    Branch,        79/09/O7,        lp. 

7910Q503"!H    Forward*    list   uf    plants   requiring    microf  iching    of    up-to- 
date  FSARs    in  Central    Files    Requests    action   as    soon   an 
possible, 

QFUMEBiC.  K.         Assistant    Director    for    Systems   Engineering    (Pre 
791030).        79/09/10         4pp, 

7910030323   Notification   af   771003  t,   OG    mectinns   w/util    in  Sh  ipp  inoport, 
PA   to    discuss    development   of   new  emergency    praparedness 
plans,  Updates   790913  mumo. 

WIOOINTON,  D.  Operating   fleactor*   Branch    1     (Pro    791O30).       79/09/17. 

lp. 

7910050393   Responds    to   titl  1    answer    to  NRC    700202    Itr    ro   reactnr    cavity 
»nal    rinfl    generic    Issue.  Util    answnr   Qccoptflbly    rosalveB 
1  B&ue. 

3CHHENCER, A,  Operating    Reactors    Branch    1     (Pre   771030).       79/09/1  a 

2pp. 


— 7910330939  LER   79-077/04L-O:  on   79093Hi during    norme  1    operation. shear 
pins   for   travelling    water  scream   A  &  C   failed. Shear   fins 
repIacBil  ti  normal   operation   of    travelling   watering    acreB-na 
restored. 
CHILDS.H.V.        Poiusr   Authority    State    Of   Hew   York.        79/10/19.        2pp. 


79100-10302   Notification   of   790921   meeting    u/utll    to    discuss 
contribution    of    auilliary    feoduator    to    anergy    in    containment 
following    main   stflflm    line    llroah, 

NEIGHBORS,  D.  Ojiorating    [leactors    Dranch    1     (Pro   791030).       79/09/19. 

lp. 


7910B9O306  Forwards  LER   79-080/Q1T-0.       , 
LEONARD. 0.  D.       Power  Authority    State   of 


frtx  Yort.       79/10/23. 


—7910290311  LEfl   79-090 /DiT-0:  on  791017.pi(.B   stress   reanolysls   revaaled 
pipe  hangar    in,    fuel    pool    coaling    syi    uas    inopevab  le.  Causa 
not   stated.  Hanger  was   ungraded, Hanger  as  modified    IK 
acceptable.  Qys    Is   currently    operable. 
CHILDSiH.  V-      Power  Authority   State   of  New  York.       79/IO/H4.       Hpp. 


7910290330  Foruard*  LER   79-OB1/01T-0. 

LEONARD,  J.  D.       Power  Authority   State   of  N»u  Yur*.       79/tO/Ba, 


lp, 


—7910290333  LER   79-001/01T-O:  on  79101B,pipe   >tr»*B   re«nalvsli   r*v»al«if 
A  train  RHR    svc   mater  H 10-460. PFSK-7a7  <•  RHR    ays    pipe 
supports  were    InopirabU. Cause   not   stated. Mod    of    »uppoTls 
compiitid   t   are   now  accaptabla. 
CHlLDS.H.v.       Power  Authority  Statt   of  New  York.       79/10/23.       2pp. 


711Q22Q4I3   ForuardB    guidelines    For  valve    operabllity    re    containment 
purging    &  venting    during    normal    operation.  Requests 
commitment    to    Implement    valve    qualification   program  within 
3D   days. 
EIBENHUTj  D.  0.         Division   of    Operating    Reactors.       79/09/S7.       3pp. 

7910030300   Forwards    supplemental    repti     "AJdl    Sys  Mad    For  fteclrculatlon 
Bpray    S<  Low  Head    Safety    Injection   Pumps    Net   Positive   Suction 
Headi"    which    revises   Hov   1777    submlttal.  Mod    described   will 
be    installed    during   early   Nov    1979  outage. 
DUNN.C.N.       Diiqueane  Light   Co.       79/09/2B.       3pp. 

— 79I003O323   "Addl    Syi   Mod    For  Rec Irculation    Spray    h  Lou  Head    Safety 
Injection  Pumps   Nit  Positive    Suction  Head, "    suppl emontal 
rept. 
«      BtniiB   b  Mebster   Engineering   Corp.       79/09/28.       94pp. 
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7910040349  Far-wards    proposed    amend    to   License    DPR -11    re    secondary   mater 
chemistry   nan  1  taring.  Class    in    fee    end. 
JMVN.C.N,       DuquBsne   Light   Co.       79/09/3H.       3pp. 

7910330324  Requests    addl    info    re    loss    of    offsite    power    on   77O511, 
1117  *   7B072B   to    aid    in    revieui    of    offsite    power    ays 
ijequacy. Requests    response   within    90    days. 

SCHWENCER.ft.  Operating   Realtors    Branch    1    (Pre   791030).       79/1O/O1. 

3pp. 

7910)100180  Notification    nf    791009  meeting   ui/util    in    Bethesda.MD   to 
dl»cuss    reactor    &    plant    sys    analysis    as    result    of    proposed 
stesmltne   break    protection    sys    for    plant. 

WIOOINTON,  D.  L.  Operating    Reactors    Branch    1    <Pre   791030). 

79/10/03.        2pp. 

7910110413   Forwards    response    to    NRC    790917    Itr    ro    potential    unrevieuied 
laPBby    questions    an    interaction    between    nonsaf Bty-grarfe    sys 
tt   s«f Blg-grada    sys.  No   consequential    interaction    found.  Basic 
conclusion    of   FSAR   remains    undianged. 
DUNN.  C.N.        Duqueane    Light   Co.        79/10/OB.        17pp. 

77102A03BO  Advises    of   NRC   requirements    for   auxiliary    feeduiater    sys. 
Oanorlc    6   plant-specific    requirements    encl. 
EISGNHUTiD.  0.         Division    of   Operating   Reactors.       79/10/tl.       33pp. 

79101B0368  Forwards    info   re    station    svc    bus   voltages, in   response    to 
790705  &  OBOB  requests. 
DUNNiC.N.       Duquesne    Light  Co.       79/1O/13.       13pp. 

7910230363  Forwards    addl    info    rn    proposed    steam   break    protection   syn 
par    Tech   Spec    Change   Request   33. Proposed    Tech   Stfec    re 
malnt    of   required    shutdown   margin   t<   revised    reactivity 
control    sya   Tech    Specs    encl. 
DUNN,  C.  N.       DuqUHSno   Light   Co.       79/10/1S.       9pp. 

791Q3501SE  Bummary    of    791009  meeting    y/util    re   proposed    steamline 
break    protection, 
WIGQIMTON.D.  Light  Water   Reactors    Branch    1.       79/10/10.       30pp. 

79102*0136  Summary    of   770931    meeting    ui/util    fc  B&W  re   auxiliary 
Feeduiater    contribution    to    energy    In    containment    following 
main    ateamlino    break, 

WIQOINTGN.D.  Operating    Reactors   Branch    1    (Pre   791030).       79/10/1B. 

5pp. 

7710260171   Forwards    Tech   Spec    Change   Request    40. Class    II    amend    fee 
«nc  1. 
WOaLEVEfl.E.  J.       Dunuesne    Light   Co.       79/10/33.       lp. 

--79I0260173   Tech    Spec    Change    Request   40,modlfylng    Tech   Specs   3-4,3.3  ru 
U-BB    of   quarter    core    flux    maps    to   recallbr    ex-core    neutron 
flus    detection    SIJB. 
#     Du-queimB  Light  Co.      77/10/23.      2pp. 

7710300350  Forwards    preliminary    results    of    steam    line   break    analysis 
prepared    by   8&W. Mathematical    error    discovered    in 
calculational    model    resulting    In    incorrect   assumption  re 
foediuater    flow.  Correct  ion   due   791101, 
CAREY.J.J.       Duquesne   Light    Co.       79/10/25.       10pp. 

ft.     Ifispactlnn   reports,     IE  Dulletins    &   correspondence 

7710O10672  Foruiards   response    to    IE  Bulletin   797-17.  Discusses    preservice 
ft    inaorvice    insp    programs, chemistry    controls   &   hydrotests    op 
«g«   u/stagnated    lines. Tables    encl    providing    breakdown   of 
plant    IIJB, 
DUNN,  C.  N.       Duquflsne   Light   Co.       79/08/25.       12pp. 

791013QISC-  Rusponds    to    IE   Bulletin   79-06C    re    Incident   at   TMI. Station 
emergency   procedures    have    been    revised    to   require    immediate 
trip    of    all    operating    reactor   coolant   pumps. 
DUNNiC.N.       Cuquesne   Light  Co.       77/QB/2B.       3pp. 

7710Q20O90  Foruiards    IE    Info   Notice   79-20,  Revision    1.     "NRC  Enforcement 
Policy    -  NRC   Licen**d    Individuals. "   Notice   reissued    to 
corract   word    omlislon   &   punctuation   error   which    changed 
Intent    of    statement.  Changed    statement   underlined    in    text.  , 

ORIER.B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/09/O7,       lp. 


7910020320  Forwards    IE  Circular    79-19.     "Loose   Locking    Devices   on 
Inflarsoll-FIand   Pump    Impeller*."   No   action  required. 
CRIER, B.H,  Region    1 1     Philadelphia,     Office    of    the    Director. 

77/O7/13.       lp. 

7910100136  Forwards   request    for    addl    info  per    IE  Bulletins   79-06A  Si 
79-O6A  Revision    1   re    inop    of    safety-related    valves, 
operability   verification   &  procedure    for  removing    hydrogen 
from  RCS. 

6CHWENCER.A.  Operating   Reactors   Branch    1    (Pre  791030).      79/09/13. 

3pp. 

7910220203  Responds    tn    IE   Bulletin  79-16,     "Vital   Area  Access   Control. " 
Mill    modify    control    procedures    by   791034   to   more   closely 
reflect    criteria    in    Items    1-7,  eicept    Item7b. 
DUNN.C.N.       Duquesne  Light   Co.       79/09/13.       lp. 

791O3000B2   Forwards    IE    Info   Notice   79-23,     "Qualification    of   Control 
Bus,"   Uestinshouse  790B30   Hr   &  Public    3vc    Electric    t>  Oas 
Co   790910    Itr   re   potential    unreviewed    safety    question.  Action 
required   within   30  days.  W/o    encl, 
DENTDNiH.R.       Office    of    Nuclear    Reactor    Regulation.       77/09/17.        4Bpp. 

791O17006B  Responds    to    IE   Bulletin  79-31.  Steam  generator  narrow  range 
water    level   b   pressuriier   uater    level    are   used    to    initiate 
safety   actions.  Charts    encl. 
DUNN.C.N,      Dunuesne  Light  Co.       79/09/1B.      9pp, 

7710Sa0961   Foruiards  NRC    790636    Itr   re  multiple    equipment   failures  & 
surveillance    testing    errors, uh ich   was    incorrectly 
distributed.  Also    forwards    IE    Insp   Hepts    50-E7S/79-13  t< 
SO-304/77-12.  Action  required. 
EIBENHUT.D.  0.         Division    of  Operating  Reactors.       79/09/31.      19pp. 

7910070576  Forwards    IE   Circular    79-BOi     "Failure   of  GTE  Bi;lvania  Relay, 
Tijpe    PM   Bulletin   7303   Catalog     3U13-11-AC   ui/120   Volt    ac 
Coll."   No   action  required. 

GFIIER,B.H.  Region    1,    Philadelphia,    Office   of    the   Director. 

79/09/24,       lp. 

7910090714  Ack    receipt    of    790905   Itr    informing   NRC   pf   steps    taken   to 
correct   violations   noted    in    IE   Insp   Rept   50-334/79-09. 
URUNNER.E.  J.  Refllon    1,    Philadelphia,    Reactor  Operations  Nuclear 

Support   Branch.      79/09/24.       lp. 

— 7910090747  Responds    to   NRC   790810    Itr   re   violations   noted    in    IE    Insp 
Rept    30-334/79-09.  Corrective   actions:  tested    supplementary 
leak    collection  t  release   tyt    eihaust   air    filter   train. 
DUNN.C.N.       Duquesne   Light  Co.       79/09/05.       3pp. 

--7910090750  Foruiar'ds    IE    Insp    Rapt   90-334/79-09  on  770416-24  tt  notice   of 
violation. 

BRUNNERiE.J.  Region    1,    Philadelphia,    Reactor  Operations  Nuclear 

Support  Branch.      79/OB/10.       2pp. 

— 7910090752  Notice   of   violation   from   insp    on  790116-34, 

*  Region    1,    Philadelphia,    Reactor   Operations  Nuclear   Support 

Branch.       79/OB/09.        lp. 

--791007Q794    IE    Insp   Rept    50-331/79-07   on   J.   79041i-24.  Noncampl  ianc  e 
noted:     failure    to  perform   surveillance    testing    on 
supplementary    leak    collection   &  release    sys   exhaust  air 
Filter    train. 

BECKMAN,  D.  A.  ,    MARKOWBHI,  R.  B.  Region   1,    Philadelphia,    Office    of 

the   Director.      KEIMIS,  R.  R.  Region    1.    Philadelphia,    Reactor 

Operations  Nuclear   Support    Branch.       79/08/09.       S6pp, 

7910040096  Forwards    IE    Info  Notice   79-23,    "Emergency   Diesel    Generator 
Lube  Oil    Coolers."   No   action    required. 

OHIER.B.H.  Region    1,     Philadelphia,    Office   of    the  Director. 

79/09/26.      4pp. 

7710110319  Ack    receipt    of    790901    Itr    informing   NRC   of   steps    taken    to 
correct   violations   note*    in    IE    Insp   Rept   50-334/79-12. 
HRUNNER.E.J.  Region    1,    Philadelphia,    Reactor  Operations  Nuclear 

Support   Branch.       77/09/26.       lp. 

— -77101IOS34  Responds   to   NRC   790B08    Itr  re  violations   not«d    in    IE    Insp 
Rept   30-334/79-13.  Corrective   actions: insp   of  rotameters   b 
updating    of   C2   log    sheets, 
DUNN.C.N.       Duquesno   Light  CD.       79/09/04.      2pp. 


7010320200  Supplements   response    to    IE  Bulletin  79-14,     "Seismic    Analysis 
for   Am-Built   Safety-Related   Piping    Bys.  "    Forwards    liat    of 
ai-built  verification    insps    performed   &   planned.  Revieu 
lupport*  validity    of   as-built    piping    isometrics. 
DUNN-C.N,       Duqussna   Light   Co.       79/09/11.       lp. 


— 7710110838  Notice    of   violation   from   insp   on  790316-1B. 

»          Reoion    1,    Philadelphia,    Office   of   the  Director.       79/08/07. 
lp. 


DOCKETED  ITEMS 


i    IE    Insp    Rflpt    50-334/79-12    en    790516-10.  Noncomp  lianc  E    noted: 
to    follow   approved    procedures     involving     calibr    tests 

ig    for    rotaroeters, 

D,  L.  Region    1.     Philadelphia.     Reactor    Operations    Nuclear 

Branch.       fiEKITD.  W.  ft.  .     HIGGINS,  J.  C.  Region    1, 

[phid,    Office   of    the   BirB-ctnr.       79/OB/07.        llpp. 


V.     Operator    Eiamlnati  ona 


7'?100fl034'l  Notifies   that    administration    of   operator   &    senior    operator 
Biamination-s    ml  1 1    be    resumed    pel-    result    of    revieiu    of 
facility    response    to    IE    Bulletin    79-06    &   79-06A. 
COLLINS,  P.P.  Dp  era  tor    Licensing    Branch,        79/09/13.        Ip, 


Eesponds    to    IE    Dulletin    79-15,      "Deep    Draft    Pump 
les.  "    Provide*    info    re    11    deep    draft   pumps 
.afetg    related    purposes. 

Dun,uESne   Light    Co.        79/09/24.        12pp. 


•orutardi    IE    Bulletin   79-24,     "Froien  Lines,  "    Action   required. 
Region    1,    Philadelphia-    Office   of    tji  e    Director. 


nruiarda    IE    Info   Notice   79-25,     "Reactor    Trips    at    Turkey 
S   3   &    4.  "   No    action   required. 

Region    1,    Philadelphia,    Office   uf    the    Director. 
IP- 


rorwards    IE    Info  Notice    79-24.,     "Qverpres-sur  iiat  i  on    of 
it    of    PUR   Plant   After    Main   Steam   Line   Break.  "    Mo 
Liitred. 

Region    1,     Philadelphia,     Office    of    the    Director. 


latificatlon    of   791312  !.    13  meeting  ui/util    in   Sh  I  op  ingport. 

U5i    technical    review   of    proposed    inservice    insp    >A 
'osram    for   pumps  &    valves. 

D.  Operating    Fleactor-s    Branch     1    (Pre   791O3O).        79/10/16. 


DOCKET    50-335    ST.     LUC1E   PLANT,     UNIT    1 

F,     Security,    medical,     emergency   !•    fire    protection   plans 

791Q19053B  Requests    that    util    submit    proposed   amend    to   License    DPR-67 
to   change   Tech   Specs   re   min   Pire    brigade    aiie    to    five 
members.  Foruiai-ds   NRC   7906GB   evaluation    of   rain    fire    brigade 
shift    alie   &    NRC    pc-sition    on    fire    brigade    training. 
EIBENHUT.D.  G,  Division    of    Operating    Reactors.        79/00/28.        3pp. 

— 771O19O541    Evaluation    nf   min    fire    brigade    shift    siie    ui/NRC    position   re 
min    fire    brigade    training, 
»        Division   of  Operating   Reactors.       79/Q6/OS.       32pp. 

77101QQ005  Forwards   7909B6-H7   site    visit    agenda   re   resolution    oP    open 
Pire    protection    Issues.  Requests    trflnsmi ttal    of    agenda    to 
1  iconsos. 
LA1WAB,  G.  Plant   Systems   Branch    (Pro    791030).       79/09/13.       3pp. 

7910020377  Responds    to   790B21    t<  2"?    Itrs   ro   request    to    commit    to    fivo- 
man    fire   briflad  e,  Threo-man    brigade    considered    sufficient. 
Proponed   regulation   mill    be    cammenteil    on   after    publication 
in  FR.Addl    comments    on    encls    to    Itra   uill    folloiu 
UHRIOiR.E.        Florida    Pouer    (.   Light    Co.        79/09/2B.        lp. 


liberating    reports   tt   related    correspondence 

'orwards  NPDES   month  lij    discharge    monitoring    repta    For   f<ug 
Duquesne    Light   Co.        79/09/29,         14pp. 


oriuards  monthly    operating    rept    for  Bept    1979. 
Duqueane    Light    Cn.        79/1O/10.        !p. 


Monthlij    operating    rept    for   Sept    1979, 
LE,  A.  E.       Duqueane    Light    Co.        79/10/04. 


e    uccurrBnci 


LERs    It   related    c  orreapondenc  i 


uruards   LER    79-O36/03L-0. 

A,        Duquesno   Lioht    Co.        79/09/27.        2pp. 


LEH   79-02i/O3L-0:  on    790BS7,  channel   3  overpomer    delta    temp 
•3    received.  Caused    by    inisqallbr    of    instrument    loo.p    as 
f    not    having    current    resistance    temp    detector    callbr 
survel  1  lance    test.Maint    procedures   uilll    be    revised. 
J.A.       Duqjesne    Light    Co.       79/09/37.       lp. 


7910100095  Forwards    fire    protoction    info    re    preliminary    schedule    mod. 
Fire    pump    controller    evaluation   t<   c-ablo   area    evaluation    in 
response   to   NtiC    790317    Itr 
UHRIO.R.E,       Florida   Power    &  Light   Cn.       79/10/03.       28pp. 

7910260111    Confirms   791013-16   site   vioit    to    reHolve    outfltanding    is  HUB a 
re    fire    proem:  titm   plan, Agenda  &    unresolved    ISUUBS    oncl. 
SCHHEMCER.A,  Operating    Reactors    Branch     1     (PTB    791030).        77/10/03. 

23pp. 

7910240741   Notification    nP    79110S-09  neeting    lu/util    in   Ft   Pierco.FL    to 
discuss   NliC    initial    review  of    emergency    plan, 

ERICKSON.P.  Operating   RDOCtora    Rranch    4    (Pro   791030).       79/10/01. 

lp, 

7910220532  Requests    that    arvang  orients    bo    made    for    emergency    planning 
meeting    on    791106-0-9  at  Kutchlnson    Inland, Fb   P  iurcei  FL,  Wi  1 1 

involve?   NRC    employeea  !<  consultants.  Members    of    public   mill 

a  t  tenit. 

REIDjR.W.     Operating  Reactors  Uranch  4  <Pre  771030).   79/10/09. 

lp. 


H,    General    COTTO Epandence 


oruards  LEB   79-036/03L-0. 

fi.       Duquesna  Light  Co.       79/10/1O. 


LER   79-u-3i/03L-0;  on    79Q9IO.  dur  ing    surveillance    tsattno, 
ling    ays    infection    pump    1A    did    not   develop    required 
ation    flou.  Caused    by    Introduction   of   fire   hose 
nto    pump    line, Piping    will    be    Inspected. 
J.<V       Duijuesne   Light   Co,       79/10/10.       lp. 


2pp. 


oriuards   L£H 

ft.       Duquasne   Light  Co. 


LER    79-Q3S/O3L-0:  on   790910, vital    bus    inverter    4   output 
y    obaQrved    spiting    upscale.  Caused    by    faulty 
or    card  .in    inverter   eontrol    logic.  Inverter   repaired 
ed    to-   svc, 
J.  A.        Duouesnc   Light    Co.        7°/10/lB,        lp. 


oryards  LER    79-037/O3L-0. 

A.       Duguesna  Lio4it  Co.       79/10/19,       Bpp. 


7910010217  Foruarila    info    re    ability    to   respond    to   unusual    uvorits,ln 
response    to    790637  request. 
UHRIfl,Ii.E.       Florida   Poiuer    t<  Light   Co.       77/07/31,       130pp. 


J.     Insuranco    t<    Indemnity    information 


7910310234  Foriuarils    ejecuted    Amend    6   to    Indemnity   AgrBSoment    D-76, 
raodifijing    prefatory    language    re    transportat  IDHI  handl  inn    & 
storage    of    radioactive   matl. 
UHRIO.Fl.E.       Florida   Pouier    &  Light   Co.       79/10/29.       2pp. 


H.     Antitrust    correspondence 


7910040499  Ansuec    to  Ft.   Cities    770B09   motion    to    lodge   FERC   79QSQ3 
opinion    for    Commission    consideration    in    determinations   re 
holding    of    hearings.  CertiPlcatB    of   Svc    end, 
DEHEY.L.  8.  ,    CHANftNIA,  F.  D.       Antitrust    Diviiion.       79/08/23.       3pp. 


P,     Operating    license   stage    documents   &   correspondence 


LER    79-037 /03L-0:  on   79U921,  rfurino   surveillance    tEEt    of 
Ipcell    6    indicated    voltage    decrease   of  more    than 
fcs    from  value  of    orlainal    acceptance   t«it. Cause 
ad. Cell   6   replaced. 
J.  ft.       Duquesne  Light  Co.       79/10/19,       Ip, 


79100902-11    Forwards   FR   notice    of    amend    to    10CFR73.  S3   n    requlramiBnts 
Tor    physical    protection   of   nuclear   power   plants.  Amend    doPera 
Implementation   of    physical    search    roqulrgmants    from  790801 
to  79I1O1. 
DENTDN.  H.  R.       Office    of    Nuclear   Reactor    Regulation.       79/08/10.       49pp, 


7910090577  Forwards   results    of    revieiu   of    atmospheric    dispersion    factorn 
far    13    p lants.  RanuestB    confirmation    of    accuracy    of    exclusion 
area    boundaries. 
HULhW^L.O,  Hydrology    Meteoroloo"   Branch.       79/09/04.       13pp. 
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7910040417  Notifies    that    util    response    to   NRC    780202    Itr   acceptably 
roiolves    issue    re    potential     for    reactor    cavitij    annulus    seal 
ring    to   become    destructive    missile    during    LOCA. 

REID.R.U.  Operating    Reactors    Branch    4     (Pro    771030).        79/09/11. 

2pp. 

7910350213    Informs    that    effective    date    for     implementation    of   GPA    std 
for    LWR  U   fuel    cycle    is    791201 .  Requests    compliance   w/ 
radiological    effluent    Tech    Spec    Imp ! ement ing   LWR   provisions. 
Method    for    implementation    requested    by    791101. 

CAHMILL.W.  P.  Assistant    Director    for    Operating    Reactor   Projects    (Pro 

791D3O).        77/09/17.         lp. 

7910330413   Forwards    guidelines    for    valve    operability    re    containment 
purging   (<   venting    during    normal    operat ion. Requests 
commitment    to  "implement   valve    qualification   program  within 
30    days, 
E1SENKUT.D.O.  Division    of    Operating    Reactors.        77/09/27.        3pp. 

7910100234   Responds     to    NHC    790723    S>   O901     Itrs    re    proposed    amend    to   OLs 
adding    license    requirement    to    establish    (.    Implement 
secondary    mater    chemisterij   monitoring    program.  Program   tends 
to    reduce    outage    times    fc   repair    costs. 
UHHIQ.R.E.        Florida    Power    t-   Uight    Co.        79/10/03.        lp. 

7910130242   Requests    amend    of    License    DPfl-67.  App    A,  Tech    Spec    5.3.1    re 
design   features.  Class    111    fee    end. 
UHJ1IH.R.E.        Florida    Pouier    &   Light    CD.        77/10/O4.        Spp. 

—  7910120249   Amend     to    Page    5,4    of    Tech    Specs    for    design    features.  Safety 
evaluation    summaries    for    spent    fuel    storage    rack,  new   fuel 
storage   tt   fuel    insp    elevatori  upender   t.    fuel    transfer    tube 
•nc  1, 
»      Florida   Pouier   t,   Light   Co.       79/10/O4.       16pp. 

7910170174   Notifies    that    status    rept    of    analyses    re    offsite    power    sys    & 
un*lte   distribution    sys   will    be    submitted    771IOS, in   response 
tn    790723,26    t.   OBOB   requests. 
UHfllO.R.E.        Florida    Power    t,   Light    Co.        79/10/10.        lp. 

79102&02QB   Advises    of    NRC    requirements    for    auiiliary     feodwater    sys. 
Goneric   !i   plant-specific    requirements    encl. 
EtaENHUT,  D.  Q.  Division    of    Operating    Reactors.        79/10/17.        25pp. 

79102S0433   Forwards    response    to    NRC    790713    Itr    re    follouiup    actions 
resulting    from  NRC   review   of    TMI .  Ra<tu  iromonts    re    emergency 
operations    c tr    insufficiently    defined    to    designate 
dedicated    primary    tt   alternate    locations. 
UHFHO.R.E.        Florida    Power    !,   Light    CD.        77/10/22.        9pp. 

Q.      Inspection    reports,      IE    Bulletins    &    correapondenc e 

791002G163  Forwards    IE    Insp    Rept    50-335/79-12  an  790423-2i.  Noti ce    of 
violation  S,    Insp    rept    details   withheld    (ref    10CFR2.  790). 
HENNA,  H.  D.  Region    2,     Atlanta,     Office    of    the    Director.        79/05/22. 

2PP- 

— 7910020171    IE    Insp    Rept    50-335/77-12    on   790423-26. Noncomp 1 iance   noted; 
Failure    to  maintain    control    over   visitor. Detai Is   withheld 
(ref    10CFR2.  790). 

MOORE,  D.  E.  ,    TOOIN.W.J.  Region    2,     Atlanta,    Office    of    tho 

Director.       79/05/21.       tp. 

7910010130  Forwards    IE    Insp    Rept    50-335/79-17   on   770Q07-10.  No 
none omp 1 iance   noted. 

SUTHERLAND,  J.  T.  Region   3,    Atlanta.    Fuel    Facility    t.  Materials 

Safety   Branch.       79/OB/24,       2pp. 

— 7910O10134    IE    Insp    Rept    50-335/79-17    on   790807-10.  No   noncomp 1 ianco 
noted. Major   areas    inspected:  annual    QA   aud  1 1,  circulating 
water    sys    temp    1 Imi tationsr chemi cal    monitoring    i 
surveillance    program  &   special    environ   conditions. 

ANDREUB,  J.U,  .     CUNNINGHAM,  A.  L.  Region    2,     Atlanta,     Office    of    tho 

Director.       HUFHAM,  J.  W.  Region   2,    Atlanta,    Fuel    Facility    & 

Materials   Safety    Branch.       79/09/24.       4pp. 

7910010533  Forwards   response    to    Items    1    81   3   of    IE   Bulletin   77-17,     "Pipe 
Cracks    in  Stagnant    Qorated   Water   Syo   at   PUR   Plants. " 
UHRI6.R.  E.       Florida    Power   t.  Light   Co.       79/00/57.       3pp. 

7910Q10544  Forwards   response    to    IE   Bulletin   79-06C,     "Nuclear    Incident 
at    TM1   -  Quppl.  " 
UHHIOiR.E.       Florida   Power    !<  Light   Co.       77/OB/31.       Spp. 

7910O30064   Forwards   addl    info    to   770B06   response    to    IE   Bulletin  79-14. 
Charts   of    design    documents   fc   seismic    analysis    Info    encl. 
UHRIQ,  R.E.       Florida   Payer   fe  Light   Co.       77/09/09.       66pp. 


791001OO04    Forward?     IE   Circular    7*t~lB,     "Proper    Installation    of    Target 
Roct     Safetg-Relief    valves.   "    No    action   required. 
O'REILLY,  J.  P.  Region    2.     Atlanta.    Office   of    the  Director, 

77/09/10.         2pp. 

7910040fal7   Responds    to    IE   Bulletin    79-15,     "Deep   Draft   Pump 
Dsficiencles.  "    Four    Byron    Jackson    Model    37KXL    single    stage 
verticle    circulation    pumps    used     tn    intake    cooling    water    ays. 
No    major    problems    encountered     during    startup    or    testing. 
UHRIO.  R.E.        Florida   Power    *    Light    Co.        79/09/10.       3pp. 

7910020594    Forwards     IE   Circular    79-19,     "Loose   Locking    Devices    on 
IngBrsoll-Rand    Pump    Impellers."    No    action   required. 
P'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director. 

79/O9/13.         lp. 

7910030947    Requests    revision    of    response    to    Item   4    of    IE    Bulletin 
79-OiC    to    include    specified    tent    re   revision   of    emergency 
proc  edureo. 
UHRIO.R.E.        Fiorina   POUGT    b    Light    Co.        79/09/14,        lp. 

79101100B9    Forwards    response    to    IE   Bulletin  79-16.  Vital   area    access 
controls    are   accomplished    by    access    lists    from  computer 
printout    which     Is    revised    t<    revalidated    every    31    days. 
UHRIO.R.E.        Florida   POUJBT    fc   Light    Co.       77/07/14.        Spp. 


7910110253    Forwards    IE    Info    Notice    79-22 
Sys.   "    No    action    required 
O'REILLY,  J.P.  Region 

77/09/14.         lp. 


Qualification    of    Control 
Atlanta.    Office   of    the   Director. 


79102SOOS7    F-oreuards    IE    Insp    Repta     50-335/79-22   !<   50-389/77-1*1   on 
790539-31. No   noneomn 1 ianc e    noted, 

MUftPHY.C.  E.  Region   S<     Atlanta,    Reactor  Construction    8.  Engineering 

Support    Branch.         79/09/11.        2pp. 

--79102S0061     IE    Insp    Repts     50-335/79-23   t.    50-3B9/79-16   on    790827-3!.  Nu 
noncompliante    noted.  Major    aroa     Inspected:  pipe    support    base 
plates    using    concrete    cipansion    anchor   base   plates. 
VALLISH,  E.  J.  Region   2.     Atlanta,    Office   of    the    Director. 

HEflDT.A.R.  Region    2.     Atlanta.     Reactor    Construction    & 

Engineering    Support    Brancn.       79/O9/12.      flpp. 

79103000D2   Forwards    IE    Info    Notice    77-22,    "Qualification    of    Control 
Syo."    Uestinghouae    790B30     Itr    t    Public    Eve    Electric    (-   Gas 
Co    79O91O     Itr    re    potential     unrovieuicd    safety    quest!  on.  Ac  fcion 
required    within    20    daijs.W/o     encl. 
DENTON.H.  it.        Office    of    Nuclear    Ruactor   Regulation.        79/O9/17.        IBpp- 

7910050236    Forwards    rosponae    to    IE   Bulletin   79-21. Tun   sys    cither 
initiate     aafetu    actions     or    provide    post-accident    monitoring 
info.  Emergency    procedures    undergoing   review  k  revision    to 
incorporate    info    provided    in    re sponses,  Tab  los    end. 
UHRIO.R.E.        Florida   Power    !<    Light    Co.        79/09/19,        7p|>. 

791009O2BO    Foruapdn    response     tn     IE    Bulletin    79-14.  Requests    defferal    of- 
portion    of    insp    r»    inaccessible    areas   because    of    low  defect 
rate    In    hanger    &    restraints. 
UHRIO.R.E.        Florida   Pouier    k    Light    Co.        79/09/20.       'Jpp. 

79101OO043    Desponds     to    IE    Bulletin    77-1B,     "Auiiblli  ty    Probjems 
Encounterod   w/Evac  uat  i  on    of   Personnel    From  Hlgh-Hoiso   ftrca.  " 
Situation    at    plant   as sesscd  .  Ei i sting    ays   provided   assurance 
oF    timely    personnel    evacuation, 
UHRIO.R.E.       Florida  Power    &   Uight   Co.       79/07/21.      Hnp. 

791O230561    Forwards    NRC    790A2i.    Itr    re  multiple    equipment    (failurea  fc 
surveillance    testing    errors,  which    uias    incorrectly 
dia  tribute!).  Also     Poruiafds     IE     Iclop    Rapto    50-299/79-13   fc 
50-304/79-12,  Ac  t  ion  re^quired. 
EISENHUT,  D.O.          Division    at    Oparatlnj   Reactors.       79/09/21.       49pp. 

791OS30303   Responds    to    IE   Bulletin   79-19,    "Packaging    of   Low   Level 
Radioactive   Waste    for   Transport    &  Burial,"   Audit   program 
estac.llfrh.ed    to    ensure    that    3oui    level    radwaste    is   handled    por 
approved    procedures. 
UHRIG.R.E.        Florida    Pouier    &   Light    Co.        79/09/25.        3pp. 

7910230309   Provides    update    to    790920  response    to   IE   Bulletin   79-14, 
"Seismic    Analysis    for   As-Built   Safety-Related    Piping   Bus,  " 
Total    of    1,133    inap.  Requests    extension      until    19BO   refueling 
to    Insp    inaccessible    h an tern 
UHR1Q.R.  E.      Florida   Pouier   S.    Light   Co.       79/09/25.       2pp. 

7710040171    Forwards    IE    Info   Notice    77-S3.    "Emergency   Diesal    Generator 
Lube    Oil    Coolers. "   No    action    raquired. 

O'REILLY.O.  P.  Region    H.    Atlanta,    Office   of    the   Director. 

79/09/3&.       2pp. 
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7710190261   Forwards    IE  Bulletin   7-3-34.     "Froren   Lines."    Action 
required. 

O'REILLV,  J.  P.  Region    3-     Atlanta,     Office    af    the    Director. 

79/09/27.       2pp. 

791OI70317   Forwards    IE   Info    Notice    79-35,      "Reactor    Trips    at    Turkey 
Point  Units   3  t  4."   No   action   required. 

O'REILLY,  J.  P.  Region    S.     Atlanta,     Office    of    tJi  g    Director 

79/10/O1.        2pp, 

7910170739   Forwards    IE    InFo   Notice    79-24.      "Overpressuri  I  a  tion    of 
Containment   of  PWR  Plant   After   Main   Steam  Line   Urea*.  "    No 
action    required. 

O'REILLV,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director 

79/10/01.       2pp. 

79101S0260  Responds    to   NHC    ?9O91fl     ltr&     IE    Info   Not  i  ce    79-22.  Review 
Of    postulated    interactions     indicates    no    substantial     safety 
haiard. 
UHFiIO,H,E.       Florida    Power    &    Light    Co,        79/1O/QB.        33pp. 


B.     fleportable    occurrences,     LERi 


related    correspondence 


7910130493  RO-335-79-30:  on    79O91B.  dur  ing     insp    &    evaluation    Df    pipe 
restraints  &  supports,  tuo    restraints    an  ECCS    piping    SIJB   mere 
found    to   be    in  nonconfor/nance.  Both    restraint   errgrs 
corrected, 
WETHY.C.tt      Florida   Power    t*  Light   Co.       79/09/19.        Ip. 

791015030th  RO-335-77-30:  on   7909BI,  low    level    trip    setpoint    of    raattor 
protection  siji   steam  generator    in   error    by    appro*    ax,  Caused 
bg   vendor   using   design   specs   rather    than   as-built 
dimension!   to  establish    instrument    span.  Betpoint    pai-sed. 
HETHV.C.rt.      Florida   Power    fc  Light  Co.       79/0-9/2-1.       3pp. 

7910100405   PNS-II-79-001:on    790922,  telcon,    threatening.     to    blow    up 
nuclear   plant  was  received.  Off-duty    member    of    facility 
Identified  as   caller,  uaa   arrested    S.    fired.  All    necessary 
action   uas   taken. 

DYER.J.A-,     BESECKER.H.H.  ,     HENNA.  H.  H.  Region    2.     Atlanta.     Office    of 

the    Director.       79/09/24,         Ip. 

7910150558   RO   335-79-3J  :  on    79O937,  dur  ins    outage.  OA/QC    verification   of 
installation  of  neu  safety    injection    tank    sample    linec 
revealed    four   racowag   clips   melded    to   containment   vessel 
mall.  Clips  removed  d  reinstalled    in    proper    location. 
METHYiC.M,        Florida   Power    ft   Light    Co.        79/09/38.         Ip. 


7910190333  Forwards   LER  79-O30/mT-0. 
SCHMIDT,  A.  0.      Florida  Power   &   Light    Co, 


79/IO/U3        Ip. 


—7910190346  LER  79-030/Q1T-0:  on    790921  ,  discovered    as-built    design   spec6 
for  steam   generator  were    not    used    by   NSSS  vendor 
to  establish    instrument    span    fop   measuring    steam   gennrator 
T    9'"n-Low    lovel     ^ip     setpoint    raiEed     to    397., 
.  fl.       Florida    Pniuer    &   Light    CD.        79/10/08.        Upp, 


791019039A  Forwards  LER    79-031  /01T-0. 

SCHM1DT.A.D.      Florida   Power    t,  Light   Co.       79/10/11, 


Ip, 


"7910190411   LER  79-Q3L/01T-0;  on   790937,  four    raceuay    clips    u,ero 
discovered   unlded    to  containment    vessel    wall    Df    safetu 
injection   tank.Causad   by    contractor   personnel    error   Cllos 
were   removed   bg    grinding. 
SCHQPPMANiM.  A.       Florida   Power   &   Light    Co.       79/10/11.        If. 


__-_~a-36  MILL9TONE   NUCLEAR    POWER    STAT1QM,     UNIT   2 
^L_^!!"!!lty'    ffl'llicf1'    emBrflencn,    S-    »lr»   protection    plans 

7910040306  Reviews   re-tun.*    fco.  proposed    amends    to    spiel  ta   mln    oP    ftvo 
memb«ri    for   fire   brigade    b   finds   TBch   Specs    specifying 
3-Man  Fire  Bp!gflJB   ^P""11"*"-  FnrLlaF  is    "J"stif  ication    for 
CtSUNSIL.RG.      Northeast  Utilities,       79/09/27.       2pp. 

-7910040307  "^stlfication    fop   3-Man  Fire    Drijade." 
»      Norttnast  Utiliti»i.       79/09/30.       60pp, 


COUNaiL.W.O.      NerthMil  Utilltie,.       79/1O/09,       33pp. 


P.     Operating    license   stage    documents   &   correspondence 

7710190435   Notice    of   ACRS    Subcnmmi  ttee    on    Reactor    Operations    790309 
meeting    to    consider    license    amend    for    facility. 
CHILK.8.J.       Office    of    the    Secretary    of    the   Commission.       79/04/10 


7910190339  Notice   of  Subcommi  ttae    an   Operating    Beat  tors   790613  meeting 
to   review    util    request    for    power    level    increase  tc   discuss 
1979  evaluation   of   safety    research    ppogram  on   operational 
safety. 

HOVLE.J.C.        ACRB   -   Advisory    Committee    on    Reactor    Safeguards 
79/03/33.        3pp. 

791C-0902A1    Forwards    FR    notice    of    amend    to    IOCFR73.  55   re    requirements 
fop   physical    protection    nf    nuclear    power    plants.  rtmend    defers 
implementation    of    physic-al    search    requirements    from  790901 
to    791101, 
DENTON.H.R,       Office    of    Nuclear    Reactor   Regulation.        79/OB/1O.        49pp. 

79100906-11    Forwards    reviled    page    3/4    S-S   to   rtmend    S3   to    License   DPR-e.9, 
correctly    Identifying    valve    number. 

REID.R.H.  Oparating    Reactors    Branch    4    (Pre   791030).       79/08/30 

1pp. 

7910090577  Forwards    results    nf   revieu   of   atmospheric    dispersion    factors 
for    13   plants.  Requests    cnnf  i  rma  tion    of    accuracy    of    oiclusion 


13pp. 


area   boundaries. 

HULrWJ.L.O,  Hydrolojy    rJetoorDlflfli)    Branch.        79/09/04. 

791O290U9   Forwards    "Startup    Test    Resul  Is,  Cue  le    3    " 
CQUNaiL.W.  O,      Mortheast    Utilities.       79/09/O7.       Ip. 

—  7910H90151    "Startup   Test    Re  suits,  Cue  IB   3." 
»      Northeast    Utilities.        79/09/07.        15pp. 


7910030340  Forwards    list    of    plants    requiring   microf  ichino    of    up-to- 
date  FHAFIs    in  Central    Files.  Requests    action   as    soon   as 
possible. 

GRIMES,  U.K.         Assistant    Director    far   Systems    Engineering    (Pro 
791030).       79/09/10.        4pp, 

7910040398  Notifies    that    util    responae    to  NBC   700202    itr    acceptably 
resolves    issue   re   potential    for    reactor    cavity   annulus    seal 
ring    to    become   destructive   missile    during   LOCA. 

REID.R.W,  Operating    Reactors    Branch    4    (Pra    771030),       79/09/11 

Spp. 

7710250215   Informs    that    effective    date    for    implementation    of   EPA   std 
for    LWR    U    Fuel    cycle    U    791  SOI.  Requests    compliance    u/ 
radiological    effluent  Tech    Spec    implementing   LHH   provisions. 
Method    for    Implementation    requested    by    791101. 

™«.l!;l:'Wl™        ABB'stallt    Director    for    Operating    Reactor   Projects    (Pro 
/V1OJO).       79/09/17.        Ip. 

7910090359   Requests    response     to    Items    B(b)    through    0(1)    of    NRC 
position   on    aafo   shutdown    capability    to    complete   review 
of   QER   supporting  License    DPR-e.3,  Amend    43.  Responses 
requested   uithin  9O   days.  NHC    position   end. 

fiEIDiR.H.  OpBrating    Reactors    Branch    4    (Pro    791030)         79/09/21 

9pp. 

7910030289   Informs    of    insufficient    justification    for   proposal    to   amand 
Licanse    DPR-65  re   secondary    water    chemistry    monitoring    t. 
control    program.  Despite    NIJC    790723  request. 
COUNB1L,  H.  0,       Northeast    Uti  1  i  ties.       79/09/21.       Spp. 

7910Q2Q367  Notifies    that    info    re   adequacy    of    station    oloctric 
distribution    sys    voltages,  requested    by    NRC   790808    Itr.wlll 
ho    delayed   until    791115.  Delay    discunsed    in   790936   tulcon 
u/NRC. 
COUNBIL.W.O.       Northeast    Utilities.       79/09/H7.       2pp. 

7910220413  Foruiarils    guidelines    for    valva    operabiHty    ra    containment 
purging    tt  venting    during    normal    operation.  Requests 
commitment    to    implement    valve    qualification    program  within 
3O   days. 
EISEHHUT,  D.  0.         Division    of   DpEratlnfl    Heactora.       79/09/27,       3pp. 

7910040319  Forwards    "Proponed    Repair/Replacement   Program    for   Steam 
Generator  Feediuater   Nanle    9af  e-End-To-Pipe   &   Pipe-To-Elboui 
Welds,"    in  response    to    790S23    Itr. 
COUNBIL.U.O.       Northeast    Utilities.       79/09/2B.       3pp. 

—  7910040322   "Proposed    Repair/Replacement   Program  For   Bteam   Oenerator 
FnoJwater   Noule  8afe-End-To-PIpe    tt  Pipe-To-Elbou 
Wolds,"   Oversize   drawings    encl. 
»•      Northeast  Utili  ties.        79/09/2B.       43pp. 
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7910100326  Forwards    procedure    for    qualification    of   computer    programs, 
SULLIVAN,  P.  J.        Northeast    Utilities.        79/10/02.        Ip. 

— 7910100330  Util    generation    engineering    dept   Procedure    QED  3.09, 
Computer    Program   Documentatl  on    !,    Qualification, 
*      Northeast    Utilities.        79/08/01.        Upp. 

7910130481    Discusses    method    for    mitigating    control    element    assembly 
guide    tube    wear    in    fuel    supplied    by    Meetinghouse    for    Cycle 
4. Util    mill    USB   Heat  ing  house    sleeve    design. 
COUNSIL.W,  C.        Northeast    Utilities.        79/1O/09.        6pp. 

7910a'l0513   Forwards    response    tD    79O913    request    for    commitment    to 
comply    Hi/requirements    of   NUREG-Q57B.  Dp  t  imuin  method    of 
addressing    concern,  in    recognition    of    plant-unique    features, 
prop-used. 
CGUNBILiW,  0.        Northeast    Utilities.        79/1O/1S.        49pp. 


79101S0192   Responds     to    Item   4    of    790726    Itr   (..IE   Bulletin   76-6C 
requesting    adfll    info  Dn   reactor   coolant    pump    operation 
under   various    transient   cond i ti ons.  App 1  lean le   plant 
procedures    revised    in   accordance   ui/guidcl  ines    in  CEN-11SP, 
CDUNSIL,  W.  0.        Northeast   Utilities.        79/07/13.        Ip. 

7910170459   Ack   receipt    of  790B10    Itr    informing   NBC   of    steps   taken    to 
correct    violations   noted    in    IE    Insp   Repto    30-215/79-06  d 
50-336/79-06. 

SMITH, 8,  H.  Ra-glon    1,     Philadelphia,     Fuel    Facility    &   Materials 

Safety    Branch.       79/09/13.       Ip. 

— 791017046B   Responds    tn    NRC    790719    Itr    re    violations    noted    in    IE    Insp 
Rcpts    90-243/79-06   t,   SO-336/79-06,  Corrective   actinns; 
collection   of    oyster    samples    from  proper    location  tt 
separation  of    screen   wash   matl. 

COUNSIL.W.  0.  „    FEE.W.F.       Northeast  Nuclear    Energy   Cn.     (Northeast 
Utilities).        79/OB/10.        3pp. 


791O360143   Responds    to    790626   request. Forwards    info    ro    ability    to 
respond    to    inadvertent    reactor    scram  tt    safety    injection 
during    month ly . surve i 1  lance    tests    of    safeguards    ays, 
including    potential    far   multiple    equipment    failures. 
CflUNSIL.W.  0.       Northeast   Utilities.       79/10/19.       9pp. 

7910350279  Forwards    addl    info    on    applicability    of   ASME  Section    XI    re 
o  ii  5.  ting    feeduater    piping    sys    linear    ind  ications,  in    response 
to    request    at  791O19  meeting. 
COUN3IL,  U.  0.        Northeast    Uti  1  i  ties.        79/10/22.        24pp. 


fl.     Inspection   reports,     IE   Bulletins   &   correspondence 


79101c.O3BQ   Forwards     IE    Insp    Hepts    50-245/79-09   t.    50-336/79-09   on 
790317-0430   &   notice    of    violation. 

DRUHNER,E.  J,  Region    li     Philadelphia-    Reactor   Operations   Nuclear 

Support    Branch.       79/09/23        Spp. 

— 7910160356   Notice    of    violation    from    tnsp    on    790317-0430, 

*  Region    1,    Philadelphia.    Office    of    the   Director.       79/OB/33. 

Ip. 


— 7910170475   Forwards    IE    Imp    Flepts    50-249/79-O6   I,   50-336/79-06    on 
790312-16  !<    notice   of   violation, 

SMITH,  fl.  H.  Raglan    1,    Philadelphia,    Fuel   Facility   t  Materials 

Safety    Branch.       79/07/19.       2pp. 

— 79101704BO  Notice    of   violation    from    insp    on    790312-16. 

«  Region    1,     Philadelphia,     Office    of    tha    Director.        79/07/19. 

Spp. 

--79101704BB    IE    Insp    Ropts    50-245/79-06   &    50-336/79-06   on   790313-16. 
Noncompl  lanes   noted; fai lure    to   collect   tt   analtjie    oyster 
ca/np  1  es,  inaccurate    sampling    of    fish    impingement  monitoring   & 
eieeedlng    of    discharge    temp    rate   oP   change. 

8HANBAKY-M,  M.  Region    1,    Philadelphia,    Office   of    the   Director. 

BTOHR,  J.  P.  Region    1,    Philadelphia.    Fuel   Facility   !.   Materials 

Safety    Branch.       79/07/17.       llpp. 

7910160205  Forwards    response    to    IE  Bulletin  79-12.  Four   oF    ail    level 
measuring    sys    within   cacti    steam   generator   are   used    For   both 
safety    action    Initiation  Si   post-accident   monitoring. 
Pre«auriior   uses    two    sys    for    post-accident    purposes   only. 
CQUNSIL,  W.  0.       Northeast   Utilities.       79/09/17.       lOpp 


-7910160358    IE    Insp    Repts    50-345/79-09   &    5O-336/79-Q9    on   790317-0430. 
Noncomp  1  iance   noted:  failure    to   uear    fresh    air    supplied    hoods 
tt    label    air    sampler    per    radiation   mark    permit   requirements. 
BHEDLOSKY,  J.  T.  .    MCCABE.E.C.  Region    1,    Philadelphia,    Reactor 

Operations   Nucloar   Support   Branch.       79/QB/22.       IHpp. 


79IOI9O229    Responds    to    IE   Bulletin   79-1Q.  Plant    design    changes   mere 
initiated    to   upgrade    both    page   4  siren    sys.  Upgrading 
included    25  addl    speakers   !<   one    siren    in    effort   to   correct 
deFicienc  lei. 
COUNBIL,  W.  0,       Northeast  Utilities.       79/09/17.       2pp. 


7910O30QBO  Forwards    response    to    IE  Bulletin   79-17,     "Pipe  Cracks    in 
Stagnant    Derated    Water    Sijs    at    PWR    PlontH. "    Describes    test 
reiu  1  tsj  uater    chemistry    controls   >>    preservlce   NOT. 
COUNSILjW,  0.        Northeast    Utilities.        79/09/H4,        2pp. 

791DD30B59  Provides    requested    info   re    reactor 'coolant    pump    operation 
in   response    to    IE  Bulletin   79-06C.  Operators    instructed    to 
Immediately    trip    coolant    pumps    upon   reactor    trip   t/ 
initiation    of   high    pressure    ays    injection. 
COUNBIL,  W,  0.       Northeast    Utilities.       79/OB/29.       Spp. 

791009069B  Responds    to    IE   Bulletin   79-14   re    seismic    analysis   of 
safety-related    piping.  Tests    during    790BOQ   outage    shouiad    no 
serious    deviations    in   ae-bullt    piping    from   doslqn   S<   analysis 
of    sys     inspected    to    date. 
COUNBIL.W.  O.       Northeast    Utilitiea,       79/OB/31.       Spp, 

7910020097  Forwards    IE    Info   Notice    79~20i fievi sion    i.     "NHC  Enforcement 
Policy    -  NRC  Licensed    Individuals.  "   Notice    reissued    to 
correct   word    omission   tt   punctuation    error   which    ehangad 
Intent    of    statement.  Changed    statement    underlined    In    toxt. 
CRIER,  D.H.  Region    1,     Philadelphia.    Office   of    the    Director. 

79/O9/O7,       Ip, 


7910290413    Responds    to    IE   Bulletin   79-19,     "Packaging    of   Loui-Level 
Radioactive   Waste    for   Transport   b  Burial.  "    Discusses 
Htfmi-nisti-at ive    control    procedures   t<  program    for   training 
personnel    re  uaste   burial    license   requirements. 
CBUNBIL,  W.  Q,  i     FEE,  H.  F.      Northeast   Utilities.       79/09/19.       3pp. 

7910090646    Ack   receipt    of   790905    Itr    informing    NRC   of   steps   taken    to 
correct    violations    noted    in    IE    Insp   Repts   50-245/79-11   f< 
50-336/77-14. 

BMITHiO.  H.  Region    1,    Philadelphia,    Fuel    Faci  1  i  ty  (c  Material  s 

Safety   Branch.       79/09/31.       Ip. 

— 7910090647  Responds    to  NRC   790814    Itr  re   violations   noted    in    IE    Insp 
Repts    50-243/79-11    fc   30-336/79-14,  Correc  tlve   actions:  hoad 
bolts    posted,  area  access   restricted   &  addl    instruction   given 
to    personnel. 

COUNBIL,  W.  0,       Northeast  Nuclear  Energy   Co.      (Northeast  Utilities). 
79/09 /O5.       Spp. 

— 7910O90649  Forwards    IE    Insp    Repts   30-245/79-11    «.  50-336/79-14  on 
790430-0504   &  notice   of   violation, 

BMITH.O.  H,  Region    1,    Philadelphia,    Firal    Facility   &  Materials 

Safety    Branch.       77/08/14.       2pp. 


7910190171   Respond*    to    IE   Bulletin   79-14,     "Seismic    Analgsia    for 
As-Built   Safety-Related    Piping    Sys."   Forwards    Insp    summary. 
No    identified    deviations    have   adversely    affected    sijs 
opGrablllti). 
COUN9IL,  W.  0.       Northeast    Utilities.       79/09/10.       33pp. 

7910230222  Responds    to    IE   Bulletin   79-15,     "Deep    Draft   Pump 
Doif icinnciBs.  "    Identifies    deep    draft    pumps.  Addl    inpo 
available   at   site.  Comparison   of   uioaring    surface    replacement 
FTB-a.irency    in/rated    life    not    performed. 
COUNSIUW.O.       Northeast   Utilities.       79/09/10.       15pp. 

7910020530  Forwards    IE  Circular  79-19,     "Loose   Locking    Dovices    an 
Ing«rsolI-Rand    Pump    Impellers."   No    action   required. 
DRIER,  B.H.  Region    1-    Philadelphia,    Office    of    the   Director, 

79/07/13.       Ip. 


— 7910090651    Notice    of   violation    from   insp    on   790430-0504. 

»  Region    1<    Philadelphia,    Fuel    Facility   t,  Materials  Safety 

Branch.       79/OB/14.       Ip. 

— 7910090634    IE    Insp   Rept»   50-24S/79-11   t.   50-336/79-14   on  790430-0504. 
Noncomp  1  lance    noted:  fai  lure   to   perform   surveys. 

CROCKER, H.W,  Region    1.    Philadelphia,    Fuel   Facility   I.  Materials 

Safety    Branch.       THANHS, L,H,  Region    1,    Philadelphia.    Office    of 

thfl   Director.       79/OB/08.      6pp. 

7910230561    Forward  i    NRC  790626   Itr  re  multiple    equipment   failures   tt 
surveillance    testing    errors,  which   uiaa    incorrectly 
distributed. Also    forwards    IE   Insp   Repts   50-295/79-13  t 
50-304/79-12.  Action  required. 
EIBENHUT,  D,  0.         .Division  of  Operating  Reactors.      79/09/21.      49pp.- 
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7710090599   Forwards    IE    Circular    79-30.     "Failure    of   GTfE    Sylvania    Relay, 
Type   PM    Bulletin    73O5   Catalog     5U1S-11-AC   u/130    Volt    ac 
Coil."  No   action    required, 

QF1IER,B.H.  Region    1,    Philadelphia,     Office    of    the    Director, 

79/09/21.        Ip. 

791O040I39   Forwards    IE    Info    Notice    79-33,     "Emergency    Diesel    Generator 
Lube  Oil    Coolers.  "  Ha    action   required. 

GRIER.B-H,  Region     1.     Philadelphia,    Office   of    the    Director. 

1pp. 


-- -7910170398   ROs    50-345/79-01    (.    30-336/79-01  :  an    790924,  levB  I  s    of    Ag-1 10m 
activity    observed    in    third    quarter    sampLe    of    oysters    tuithin 
SOD    ft    of    d I acharge. Caused    by    inability     to    maintain    oyster 
trays    ab    location    due    to    startup     of    Unit    S. 
*      Northeast    Utilities.         79/10/1O.        2pp, 

7910 180425   RD:  on    790B24    Ag-1 10m   activity    mas    observed     in    third    quarter 
sample    of    oysters    uiitftin    3OO    ft    of     d i scharge, Caused    by 
increased    liquid    discharge    &    location    of    sample   mithin 
boundaries    of    quarry    lu/o    any    near     field    dilution    factors. 
»      Northeast    Utilities.       79/10/10.       2pp. 


791016Q14B   Forwards    IE    Bulletin    79-24,     "Froien   Lines.  "    Action    required. 
QRIEH.G.H.  Region     1,     Philadelphia,     Office    of     tha    Director. 

79/09/37,        Ip. 


7910230501    Forwards    LER    79-029/03L-0. 

OPEKA,  J.  F.        Northeast    Uti  title*.        79/10/16. 


Ip. 


7910160534    Forwards    IE     info    Notice    79-23,     "Reactor    Trips    at    Turfcoy 
Point   Units   3   t   4,  "    Mo   action    required. 

CRIER, B.H,  Region    I,     Philadelphia,     Office    of     the    Director. 

79/10/01.        Ip. 

7910170614   Forwards    IE    Info   Notice    79-24,     "QverpreBsur i lafcion    of 
Containment    of   PUR   Plant   After    Main   Steam  Line   Break.  "    No 
action  required. 

CRIER.B.H,  Region    i.    Ph  i  1  adelp  h  ia,     Office    of     the   Director. 

79/10/O1.        Ip. 


—7910230509    LER    79-029/03L-Q: on    790919, D    hydrogen    analyjer     alarms    failod 
to    clear, making    detection    of    sensor    failure    impossible    & 
resulting    in    hydrogen    analyier    i noperab i 1 i ty. Caused    by 
failure    of    operational    amplifier    in   alarm   card, 
GATES.  R.  W.        Northeast   Utilities.        79/10/16.         Ip. 


DOCKET    5D-33B   NORTH   ANNA   POWER    STATION.     UNIT    1 

F.    Security,    medical,    emergency   &   fire   protection   plans 


7910290157   Notification    of    791019    meeting    ui/util     in    Bethesda,  HD    to 
discuss    -second    insp    of    feediuater    line   crack    indications, 
Question's    re    insp   &   repair    attached. 
CONNER,  E.L.  Operating   Reactors    Branch    4    (Pro    791030).        79/1O/1B. 


R.     Periodic    operating    reports    !.    related    correspondence 


7910230451    Forwards   monthly    operating    rept    for   Sept    1979. 
OPEKA,  J.  F.       Northeast    Utilities.       79/10/11.       Ip. 


7910110332   Forwards     current    &    draft    emergency    plans    t,    emergency    plan 
i  mplomenta  ting    procedures. 
CARTUFUGHT,  W.  R.        Virginia    Electric    &   Power    Co.        79/10/03.         Ip. 

791O18Q543  Notification    of   791019-1B   mooting    ui/utll    re    sraerg  ongij 
planning    for    plant. Agenda    &    proposed    press    release    encl. 
RQE,J.W.  Reactor   Safeguards    Licensing   Dranch    (Pre   79IO30). 

79Y10/OiJ.        3pp. 


G.     Ad  ju<l  tcatonj    correspondence 


— 7910230453   Monthly    operating    rept     for   Sept    1979. 

HQWLETTi  0.  H.       Northeast    Utilities.        79/10/05.        3pp. 


S.     Repartable    occurven-c  es,  .  LERs    !.    related    correspomctanc  e 


7909230139  Memorandum   of    proposed    findings    ro    settlement    of    svc    mater 
pumphouso    Cc   probability    of    unacceptable    damage    from    turbine 
mi ss leu, per   ALAB-329.  OL  may    be    issued. Sys    are    protected    Prom 
turbine   missies.  Certificate    nf    Svc     oncl. 
CHR1STMAN,  J.  H,        Virginia   Eloctrit    *.  Power    Co,       79/07/33.        52pp. 


79100303BB   Forwards   LER    79-026/03L-0. 

OFEKA.J.F,        NortKeast    Utilities.        79/09/21. 


2pp. 


— 79100303B9    LEF!   79-026/03L-Q:  on    790906,  fluctuation    noted     in    indicated 
level    of    safety    injection    tank    3  w/no   concurrent    plant 
evaluation  or  chance    in    tank    pressure.  Cause  not    determined. 
Calibr    checked   &  transmitter   replaced. 
STRATMAN,R.  A.       NortJi  east   Utl  1  i  t  i  es.       79/09/31.         Ip. 

7710030443   RO   30-336/79-27:  dor  ing    engineering    review,  satt  i  on    of    4-incl! 
cast    iron    floor   drain    piping    pas-sing    each    station   battery 
was   found   not   support-Ed    in  accordance  u/des  ign.  lira  in   uorHng 
it   ductuork    removed. 
OPEKA.  J.  F.        Northeast   Utilities.        79/09/25.       app. 

7710180EOS   HD   79-27:on   790935,  during    routine    engineering    revieu,  sec  ti  or 
of    <t-inch    cast    iron   floor    drain    passing   over   station 
discovered    not   to   be    in  accordance   ur/design  drawings. 
Inadequately    supported    drain   piping   t<  duct  uiork    removed 
OPEHA,  J.  F.        Northeast    Utilities,        79/09/25.       3pp. 


7910090461    Forwards   LER    79-Oa0/O3L-0. 

QPEKA.J.F.       Northeast   Utilities.       79/10/01.       Ip. 


7907250242   Discusses    meeting     to    sot    up    schedule  far    serving     luritton 

testimony    re    potential    neui    cont  ent  tons,  Fi  1  ing  schedule    of 

five   business    days    after   receipt    of   notice    of  790SQ7    is 
acceptable    to   all    part  ies.  Foruiardn    PR   notice, 

CHIM3THAN,  J.  N.        Hutiton   i,  Williams.       79/07/25.  6pp. 

79IO150271    Request,  submitted    In;    petitioners    Potomac    Allianco    &   Clttiona 
E-ne-rgi;    Forum,  Inc ,  For    molion    to    reply    to    util    fr  NBC    annuiors 
to    petltio-nBrs    motion    to   amend    petition    to    intervene, 
DDUGHEftTV,  J.  D.       Potomac   Alliance.       DOUGHERTY,  J.  D.       Cltiipns   Energy 
Forum.        79/07/26.         Ip. 

—7910150-279  Response,  submitted    bu    potltionors    Potomac    Alliance   fe 
Citiiena    Energy    Forum,  Inc    to    utll    &  NRC   Jinauors    to 
potitidnuTa    matlnn    to    amond    petition    to     intervene, 
Cortl  flcflto    of    Svc    L'ncl, 

DOUGHERTY,  J.  D.       Potomac    ftlliance,       tlQUOMERTY,  J.  D,       titiieno   Energy 
Forum.        79/07/26.        Qpp. 

7910030110  DectmioTi    granting    util    motion    for    summary    dispositions 
denying    interven-ar   motion    to   amend    petition   &    cancelling 
prehearing    conference    >.<  hoaring    scheduled    per    ABLC  790&!3? 
order, 
DEAI.E,  V,  B.       Atomic    Safety    and   Licensing    Board    Panel.       79/OQ/06.        Ip. 


~ 79100904&6    LER   79-02B/03L-0:  on    790904, hydraulic    snubher    located    on 
main   steam  D  atmospheric    dump   valvo   found    inoperable.  Caused 
by   broken    snubber   resarwo ir.  Snubbar  replaced. 
CROCKETT.  J.  0.      Northeast  Utilities.      79/10/01.        Ip. 

791OIi0437   Forwards    LER   79-O27/01T-0. 

DPEKA.J.F.       Northeast  Utilities.       79/10/09,       Ip. 

— 79101604^1    LER  79-OS7/01T-0:  on   790924, drain  piping   J.   ventilation 
ducting    passing    through    each    station   battery   room   not 
supported    per   plant   design   criteria.  Caused   by    const   error. 
Drain   piping  &   ducting   removed, 
CROCKETT,  J.  0.      Northeast  Uti  1  iti.es.      79/10/09.       Hpp. 

79-1O1702B7  Forwards   RDs   30-343/79-01   t,  50-336/79-01 
QPEKft,  J.  F.       North  oast  Utilities.       79/10/10,       Ip, 


7910110250  Forwards    NI1C    790906  raomorandum   of    proposed    findings 
ra    svc   uatnr    p-umphousc-    settlement    &   turbine   missile   rink. 
MCflUHnEN,H.  J,  Branch    1.       79/OQ/06,        Ip. 

— 7910110255  Memorandum    of    proposed    findings    re    svc    water    pumphause 
settlement   (>    turbine-   missile    risk    per   ASLAD    79061Q-SO 
ovidcntiary    hearings.  Facility    can    operate   ui/a   undue    risk 
t-o   public    health    &   safety. 
MCGURBENr  H.  J,  ,    BUANSON,  D,  Drancli    1.       79/OS/06.       63pp. 

7910050740  Orders    denial    of    intorvenorB   77061S  motion    to   antand    petition 
to    intervene,  Mo    sirpporting    fact*    or    legal    basis    exist    For 
addition  of    co-ntention    on    ssismlci tij.  Nf)C  ulll    consider    uiaste 
mgt    In   generic    proceed  lng> such    as    rulamating, 
DEAL.EjV.  B.       Atomic    Safaty    and   Licensing    Hoerd    Panel.       79/OB/17.       4pp. 

7910030562  Forwards    intcrvenor   0   Arnold    790621    memorandum   oP    propoaod 
findings   re    svc    mater    pumphouse    settlement. 
FOSTER!  R.  M.       Foster,    R.       79/OB/BO.        Ip. 
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— 7910030570   Memorandum    of    proposed     findings    ro    GVC    water    pumphouse 
sett  1  emant.  submi  tted    on'behalP   af    intervenor   G  Arnold. 
Applicant    survey    method    endangers    health    &    safety    of    public, 
Certificate    of   Svc    end. 

FOSTER!  R.M.        Affiliation    Unknown.        FOSTER,  R.  M.        Foster,     R. 
79/OB/aO.        19pp. 

791O2-306AQ   Memorandum    of    proposed    findings    per    ASLAB    790621    order. 
Predictions    of    amount    of    settlement    cannot    be    accurately 
made,  Tech    Spec    limit    an   amount    of    settlement    Is 
icoptabl  p.  NRG    should    review    operator    training    program. 
GAMBAREELLA,  A.        Virginia,     State    of.        79/09/20.        ipp. 

7?IO11Q3B7    Statement    of    eicoptions    to    ASLB    790B06    dec  I  s  ions,  aubmi  tted 
bij     (ntervenors   Cltiiens    Energy    Forum  &  Potomac    Alliance. 
Util    770511    motion    for    summary     disposition    should    be    denied. 
Re-quest    bo   amend    petition    to    intervene    should    bo    granted. 
DOUGHERTY,  J.  D.       Cltirens   Enorgy    Forum.       79/00/91.       5pp. 

7910050077  Order    supporting   ASLQ    790806   order,  ujh  ich    granted    util    790911 
motion    for    summary    disposition    Util    is    entitled    to    summary 
d  iapos  i  ti.on   as   matter    of    law   since    no    genuine    issue    of   mat! 
fact    ex  ista,  Proposed    spent    fuel    pool    mod     is    acceptable. 
DEALE.V.D.        Atomic    Safety    and    Licensing    Board    Panel,        79/08/21. 
SSpp. 


H.     Canard  1    correspondence 

791O190QOI   Urges    lifting    of   moratorium    on    nuclear    licensing    due    to    util 
safety    record   i    financial    burdon    causod    by    relying    on 
substi  tute    fuel  a. 
RAGQNE,  S.        Virginia    Electric    !.    Pouier    Co.        79/OB/3O,        2pp. 

P.     Operating    license    stage    documents    &   correspondence 

7910130363  FOtA  request    for    documents    re    abnormal    settlements   at 
facilities    &    info    concerning    NRC    reasons    for    not     levying 
civil    penalty    against    util    in    1973. 
ALLEN*  J.       North   Anna   Environments  1    Coalition.      79/O3/14.       4pp. 

7910030330   Summary    of    790832   meeting    u/util     in   Richmond. VA    re    quadrant 
flu*    tilts, 
BUNENFELD.M.  Core   Performance    Branch,        79/09/04.        4pp. 

791O09031B   Forwards     list    of    plants    requiring    microf Ich tnfl    of    up-to- 
date  FSARa    in  Central    Fi 1 es,  Reques ta    action   as    soon   as 
passible. 

GRIMES, D.K,  Assistant    Director    for    Systems    Engineering     (Pre 

791030).        79/09/1Q.        4pp. 


7710090372   Order    supplementing    ASLB    79080i    order    granting    util    790511 
motion    for    summary    d I sposl tion. No    genuine    issue    of   matl 
fact,  Util     is   entitled    to    decision    for    summary    disposition   as 
matter    oP    lain. 

DEALEi  V.  D.       Atomic    Safety    and    Lie  Una  Ing    Hoard   Panel.       79/08/21. 
23pp. 

7*710050678   Addendum    to    ASLD   790324    order    granting    uti)    notion    for 
•  urn  mart)    d  1  sposl  t  ion.  Ut  1 )    790719   suppl    to   motion    for 
summary    disposition    &   attachments    re   missile    accident 
tontontlon   do   not    change   ASLB    determination 
DEALS. V. If,       Atomic    Safety    and    Licensing    Hoard    Panel.       79/08/29.       2pp. 

791009O37B    Addendum    to    ASLD    790921    ardor    granting    util    motion    for 
summary    d  I  sposl t ion.  Ut 1 1    790719  requost    to    supplement    motion 
for    summary    disposition   t  attachments    is    permiss ib lo.  No 
change    in    ASLQ   determination. 
DEALE.  V.  B.       Atomic    Safety    and    Licensing    Board   Panel.       79/O3/23,       2pp. 


7910040143  Forwards   Amend    IS    in   License    MPF-4,  safety    evaluation  & 
notice    of    issuance   £.   availability. 

SCHUENCED,  A.  Operating    Reactors    Branch     1     (Pro   791O3O).        79/09/14. 

3pp. 

—  7910040115  Amend    15    to  License    NPF-4,  permitting    continued    Facility 

operation's    For   addl    2O   days,  to  791005. 

BCHWENCEfl.  A.  Operating    Reactors    Branch    1    (Pro    791030). 

79/09/14,        3pp. 

—  791004Q152  Safety    evaluation    supporting    Amend    15   to   License  NPF-4. 

»      Office    of  Nuclear   Reactor    Regulation.       79/09/14.       2pp. 


availability    of   Amend    13    to  License 


7910040155  Notice    of    issuanc 
NPF-4. 

SCHUENCER.  A.  Operating    Reactors    Branch    1    (I'ra    791030}. 

79/07/14.        2pp. 


7910090665    Orders    oitonslon    until     10    days    after    svc    of    ASLD    790(324 
orilar    for    intorvenors    Potomac    Alliance    &  Citiienn   Energy 
Forum.  Inc    to    file    excDptiona    or    seek    othor    relief, 
D1SHOP.C.  J.       Atomic    Safety    and    Licensing    Appeal    Panel.       79/00/27. 


7910050006  Forwards    items    requiring    NttC   at tlons, 1 iats    oP   generic 
problems   &  rog    guides   used    during    licensing    revieui  to 
facilitate    transfer    of    facility    rosp  nns  i  b  1  i  ty    from  LWFI 
Branch    3   to    Operating   Reactors    Branch    1. 
vABSALLO.D.  D.          Division    of    Project    Management.        79/09/14,         19pp, 


7910110140  Response    to    intervenors    790831    statement    of    exceptions. 
Agrees    that    time    For    appeal    sliould    begin  luhcn   ABLB    serves 
final    dec  i  slon.  Intervenors    should    not    bo    given   addl    time    to 
req.ua«t    s  tay.  Certi  Pica  te    of    Svc    encl, 

afRISTMAH,  J.  N.       Virginia    Electric    !<  Power   Co.       CHR1STHAN,  J.  N,       Huntim 
4    WilUams.        79/03/27.        9pp. 

—  7910110154   Affidavik    of    EA   llaum   re    util    schedule    for   refueling   Unit    1 
&    Importance    of    Installation    of    neu  racks    at   Unit   a, 
BAUM.E.A.       Virginia    Electric    t.  Pomer   Co.       79/05/30,       3pp, 


—  7710Q5QOOB   Discusses    transfer   of    Facility    environ    review   raaponslbi  1  i  fcy 
from   Environ  Projects   Branch    2   to   Operating   Reactors 
Branch    i    Ail    environ   revieu  tasfcE    are    complete   at   present. 
MULLER,D,n.         Division   of    Site    Safety    t,   Environmental    Analysis., 
79/07/1B.        Ip. 

791QQ'!0202  Notification   of   790921    meeting    u/utll    to    dlscusB 
contribution    of   auxiliary    feeduiator    to    energy    in   containment 
following   main   steam    line    break. 
NeiOHBDRS.D.  Operating    fteactora    Branch    1    (Pro    791O30),       79/07/19. 


791O1S0704   Reply    to    intervenor    Arnold   &  State    of   VA  790B20    petitions 
Te    proposed    findings.  Changes    proposed    bij   State   &   Arnold    for 
Facility    Tech    Specs    are    not    supported    uy    record,  Certi  ficato 
of    Bvc    encl, 
CHrtlSTMAN,  J.  N.       Virginia   Electric    !.  Power   Co.       79/O9/04.       2ipp. 

791O19D7S1    Response    to   Coramoniuea  1  th    of   VA  &    intervenor   Arnold    790E320 
memorandum  ra    svc   water    pumphouse    settlement.  Plant 
per-aonnel    ara    trained    re    loss    of    svc    water.  Monitoring    of 
sat  tlemon  t    is   adequate.  Certificate    of   Svc    oncl, 
HCGUJ1REN,  H.  J.  ,    BWANSONi  D.  T.  Branch    1.       79/09/04.        llpp. 

7910260311   Amended    statement    of    exceptions   ro   ASLD   7  90  BOA   decision.  A3LI) 
7  9GB  17    order   denying    Intorvonors   motion    to   amend    petition    ta 
to    intervene   t<  790824    order    granting    VEPCO  motion    for 
tummary    d  1  sposiblon.  Cert  if  icat  H    af   Eve    end. 

DOUOHERTY,  J.  D.       Potomac    Alliance.       DOUGHERTY.  J.  0.       Duughnrtij.    J.  B. 
79/07/10-       3pp. 

7910050763  Orders    that    Intervenes    file    brief    by    791010    in    support   of 
790910    statemant    of    exceptions.  per   ASLB    790827   order, 
DiaHOP,C.J.       Atomic    Safetu    and    Licensing   Appeal    Panel-       79/09/12. 
Ip, 


7910160017  FOIA  roDucafc    for    ropts    arising    from   790925  diachai-OB   of 
radioactive    gas    from    facility, 
OLABBEna.V.  M,       Hirschkop   &  Orad    P.  C.       79/07/27.       Ip, 

79100203?!    Forwards   VGP-FRD-33.     "v£PCQ    Reactor   Core    ThDTmal-Hydrnul  ic 
Analysis   Using  COBRA    IIIC/MIT  Computer    Coife.  " 
THOMAS,  W.  N.        Virginia    Electric    fc    Pouior    Co,        79/09/29,         Hpp. 

—  7910020422   "VEPCO  Reactor   Core    Thurma  1-Hydraul  ic   Analysis  Using   CODRA 
IIIC/MIT  Computer    Code." 

CROSB,  n.W,  i     DCWLlMOiM.  L.       Virginia    Electric    &  Pouier    Co. 
VEP-FRD-33.        79/O9/31.        73pp. 

77101SOt32  Forwards   request    for    addl    info   re   790925    safoty    lnjaitton 
event.  Addl    info   needed    includes    engineering   analysts    of 
eventijilant    procBdures   used    during    event   tt   analysis   of 
actual    pres&uriior    Icvsl, 

BCHWENCER.A,  CJperatlng   Raattora    Branch    1    (Pro   79103O).       79/09/38. 

7pp. 

7910260283  Advlsoa    of    NRC   requirements    for    auxiliary    feeduat«r    sys. 
Generic    !"   plant-specific   requ  iremont-s    oncl, 
EIBENHUT.D.  0.         Division  of   Operating    Reactors.       79/09/2O,       21pp. 
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7910300070  Responds    to  790936   request   (.   forwards    chronology    of   measures 
taken   by   otil   as   result   af   790925    inc  ident.  Descr  Jp  t  i  on   of 
principal   radiological    event*    end.  „,„  .  „  ,,        na*t-« 

DENTON, H  R.      Office   of   Nuclear    Reactor   Regulation.       STELLD.  V.       Office 
of   Inspection  t.  Enforcement.    Office    of    the   Director.       79/09/26. 
lipp. 

7910180050  Forwards   790928    Itr    to    licensee    requesting    addl    info   re 
79O92S    incident   ujhich   may   have    generic    implications    For 
Hastingnouse-denigned   operating    plants.  Requests    Dinners   group 
toniider   end   In   preparing   generic    emergency    guidelines. 
ROSS,  D.  F.      TMI-H   Unresolved   Safety    ISSUES,       79/1O/03.       lp. 

™ 79101B0056  ForuaT-ds   request    for   addl    info   re   790925   safety    Injection 
event.  dUcussed   at   79Q926   meeting .  Info    should    be    provided 
no   later    than   30  days    prior    to   planned   return   to    power    from 
current   plant    outage.  „„.„„„. 

BCHHENCER.A,  Operating    Reactors    Branch    1     (Pro    791030), 

79/09/2B.       7pp. 

7910100317  Forwards   response   to   NRC   790917    Itr   re    interaction   between 
nonsaf  etu-grarfe    sys   d   safety-grade    sys.  Di  scussea    steam 
.generator   power    ofneroted   r*lief   valve    control    ays    fc  main 
Feeduater   control    sys. 
STALLtNOB.  C.  M.      Virginia   Electric    tt  Pouei-   Co,       79/10/05.       Bpp. 

7910a20flfaO  Discusses    reviaiu    of    responses    to    IE    Bulletins    79-05C    & 
79-Q6C   re   need    for   tripping    of   reactor   coolant    ptimpa   for 
certain   small   break   LOCAs, 
RQ8B.  D.  F.       Tdl-2    Bulletins    *    Orders.        79/1O/05.        Sfp. 

791O12O16B  FortoiCifs    proposad   Startup   Tost   Procedure    l-ST-9,  Rev!  sion   O, 
"Voltage  Profile."    in    response    to   79QBO3  request.  Also 
lubmits   info  re    adequacy    of    electric   distribution    nn   su-s 
voltages   in   event   of    loss   nf    both    oFfsite   sources. 
STALLINOS,  C.  M.       Virginia    Electric    d   Power    Co.        79/1O/09.        2pp. 

--7910IS0173  Proposed   Startup   Tost  Procedure   l-ST-9, Ravis i on   0.    "Voltage 
Profile,  " 
HEACOCK.D.A.       Virginia    Electric    b   Power    Co.        79/09/24.        IDpp, 

7910120391  Responds   to  FQlfl   request    for    info   re   abnormal   settlements    tc 
NflC  reasons   for   not   levying    civil    penalty   ajainst   utll    in 
1973,  Forwards   li»t   of   relevant   documents,  InFo    partially 
withheld:  names   of    individuals    (reP   FOIA  Exemption   '?\. 
FELTQM.  J,  M.  Division    of    Rules    and    Records.        79/10/09-        119pp. 

791016QBIB  Partially   respond*    to   FOlft  request    For   repts   arising    from 
discharge   of  radioactive   oas    Prom    fad  I  i  ty.  Foriuarda 
documents   listed    In   App    A. 
FELTON.J.rt.  Division    of    Rules    and    Record*.        79/10/15.        2pp. 


7910250233   Forwards    auppl    to    proposed   Tech   Spec   Change    19, 

STALL  INOS,C.  It       Virginia   Electric    «,   Power    Co.        79/10/33.        Spp. 

— 7910250HB5   Buppl    to   proposed   Tech    Spec   Change    1°,  doloting   requirements 
TE   part    length   Tods. providing   overpressure   protection   d 
alimtnatlnj    inconsistencies    between  Units    1    &  2   Tech    Specs. 

*  Virginia   Electric   1.  Power   Co.       79/IO/23.       39pp. 

7910290370  Requests   review   of  reactor    ays    transient   analysis    coda   Si 
Issuance   of   safety   evaluation.  Top  i  ca  1   rept   will   be   provided. 
THQHAS.W.N,       Virginia    Electric    6    Power    Co.        79/10/23,        lp. 

— 7910590277   Request   for   review  i-   issuance   of   safety    evaluation,  subfni  ttoij 
on   behalf   of  Util   Group    for   Regulatory   Application. 
RAQDNE.  S,       Virginia    Electric    (.    Pauier    Co.        79/10/H3.        4pp. 

791OS60150   Foruiarda    info   re   follouup   actions   resulting    from  NRC    review 
of  TMl-a    incident,  in   response    to   790913   requeat. 
STALL  INOS.C.M.       Virginia   Electric    &    Power    Co.        79/10/H4,        Bflpp, 

79103001fl3  Forwards    proposed    Tech   Spec   Change   23<providing    autoinatic 
containment    isolation   for   ays    lineup, Class    III   amend    fee 

STALL  INOS.C.H,       Virginia    Electric    &    Power    Co.        79/10/35.        3pp. 

— 7910300141  Proposed   Tech   Spec   Change   33. providing   automatic   containment 
isolation   for   sys    lineup    by    replacing    one   manuol    isolation 
valve  ui/tuia   trip   valves, 

*  Virginia  Electric  t  PowBi-  Co.   79/10/25,   4pp. 

791030014B  Cites   util   790117    Itr   as   response   to   NRC   790927    Itr   ro 
containment   purging    dur  ing    normal    operation. 
STALL1NOS.  C,  H.      Virginia   Electric   tt   Power   Co.       79/10/2i.       lp. 

791030032-)    Identifies   WJ   Kennedy    an   emergency    contact    Individual. 
BTAI.LlNOSi  C,  M.       Virginia    Electric    It    Power    Co.        79/lO/2i.        lp, 

7910310371   Forwards   Drawings    i 1719-FB-35A-7, 1 1715-FM-71A-1O. 
11715-FM-91A-12,  1 171  9-FM-9  1U-S    ti    1 171  3-FM-96ft-9.  Drawings 
indicate    location   of   valves   listed    in   Itams   b,  7, 9,  10  &    11    of 
791102   Itr   re    iniervice    testing   of   valves. 
BTALLlNOSi  C.N.      Virginia   Electric    &   Power   Co.       79/10/H6,       lp. 

— 7910310375   "Valvo   Operating   Numbers;  Yard,  Fuel    Oil   Linan.  " 
n      Stone    t   Webster    Engineering    Corp.       79/10/S3.        In. 

— 79I03103B2   "Valve   Operating   Numbers:  Fceduater.  " 

*  Stone   &  Webstar   Engineering    Corp,       79/10/33,       lp. 


7910190395  Requests   amentf   of   License    NPF-"1   to   authorize   Change   20  to 
Toch   Bpeci    for   engineered   safety    faature   actuation    sys 
instrumentation. 
8TALLINOS,  C.M.       Virginia   Electric   !<  Power   Co.       79/10/15.       3pp. 

—7910190399  Proposed   change    to   T«ch    Bpeii,   for    engineered    »afety   feature 
actuation   tys    instrumentation. 

*  Virginia  Electric   f.  Pouior   Co.       79/10/15,       5pp. 

791O2202H3  Forwards   proposed   Tech   Spec   mods   re    overproBBure   protection 
sijti  tn   response    to   tvlcon   requests-. 
BRDWM.B.C.     .Virginia    Electric    t<   Pauiar    Co.        77/IO/1B,        -)pp. 

—7910220367  Hodifled   proposed   TecJi    Specs    for    overpressure   protection 
sys. 

*  Vlroinla  Electric   !.  Fonrsr   Co,       79/1O/JH.       app. 

7910240544  Forwards   "CD9RA   JIIC/MIT   Computer   Code   Manual. VEPCD 
Version.  " 
THOKAS.U.H.      Virginia   Electric   &  Power   Co.       79/10/iB,        lp. 

— 7910240SSO  "CODRA   IIIC/H1T   Computor   Code   Manual, VEPCD  Version." 
BQWRINQ,  R.U.  .     MORENO,  P.        MaSftac  huaetts    Initibut*    of    Technology. 
79/OB/31.      870pp. 

7?lO2fiO136  Summarij   of  790921   maatlng   w/utU   &   S1<W  r«   aujillary 
ffedujater   contribution   to   aneroy    in   containment   follouiina 
pain   itiamline   braak. 

HIOOINTON,  D.  Dpxrating   Reactors   Branch    i    (Pro   791030),       79/10/1B. 

Spp. 


— 791G3103B6   "valve  Operating   Numbers:  Safety    Injection   Bys,  "   Bheut    I, 

*  Stone   !<  Webflter   EnglnoDring    Corp,       79/10/33,       lp. 

— 7910310309   "Valvo  Operating   Numbers: Containment   Quanch   t  Rec Ire ul at! on 
Spray   Suusys,  " 

*  Btone   t,  Webster  Engineering    Corp.      79/10/23.       lp. 

— 71710310394   "Volvo   Operating   Numbers:  Containment  Ouench   &  Rocfcrcu  lot  i  on 
Spray   Subays, " 
»     Stone   t,  Webster   Engineering    Corp.      79/10/23.       lp. 

0.     Inspection   reports,     IE  Bulletins   d   correspondence 

7910090308  Itesponds   to   NRC   790513   Itr   re   violations   noted    in   IE    Insp 
Rapt   30-338/79-S1.  Corrective   ac tionsi review   of   emergency 
diasel    senerator    operator    procedures   &   review   of   Reg   Guide 
1 ,  33   conduc  ted. 
8TALLINQ9,  C.M.      Virginia   Electric   !<   Poyar   Co.       79/07/11.       Bpp. 

7910020393   Forwards    IE   Ir,sp   Repts    BO-33B/79-31   k  BO-339/79-39  on 
790625-0713,  No  noncomp  1  lance   noted. 

LEWIS. R.C.  Ronion  3,    Atlanta*   .Reactor   Operations   Nuclear   Support 

Branch.      79/OB/07.      2pp. 

—  79100-20309   IE   Insp   Rept»   SO-33B/79-31   t<   90-339/79-39   on   790635-0713.  No 
noncomp  1  iance   notod.  tlajor   areas    inspected;  oparatlonal 
staffing,  licensee    reaponnes    IE   bulletins   5.   circulars. 
KIDDiM.S,  Raglan   2.    Atlantai    Office   of   the   Director. 

KELLOOG,  P.  J.  Region   Hi    Atlantai    Reactor   Operations   Nuclear 

Support    Branch.       79/OB/Oi,       Bpp. 


7910310001  Notification   of   791029  meeting   u/utll    in   Bathesda^MD   re 
revieu  of  radlolagicat  effluent  Tech  Spue, 

6CHHENCER,  A,          Operating   Fteactori   Branch    1    (Pi-e   771030).       79/10/17, 
3pp. 


79100-10300  Forwards   IE   Insp   Repta    BO-33B/79-32  fc   50-339/79-42  on 
790730-0803,  No  nancomp  1  ianca   noted. 

LEWIS,  R.C.  Region  3,    Atl«ntai    Reactor   Operation*   Nuclear   Support 

Branch.       79/OB/S2.       2pp. 
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— 7 91 -00-10200    IE     Insp    flepts    30-33B/79-32   t.    50-337/79-42    on    790730-0802.  No 
nD-ncompliance    noted. Hajnr   areas    inspected : p lant    operations, 
1C   bulletins    ti   circulars. LERs    &    previously     Identified    item-s. 
HEB5TER,  E.  H.  Region    3.     Atlanta,     Office    of    the    Director. 

KELLOOOhP.J.  Region   2.    Atlanta,    Reactor   Operation!   Nuclear 

Support    Branch,        79/08/22.        Bpp 

7110190030   Forwards    IE    Insp    Repts    50-330/79-33    t.    50-339/79-13    on 
770723-0810.  No   noncomp 1 ianc e    noted. 

LEUIS,R,C.  Region    2,     Atlanta,     Reactor    Operations    Nuclear    Support 

Branch.       79/QS/30.       3pp. 

— 79I019Q037    IE    Insp    Hepts    50-33B/79-33   ti    90-339/79-13   on    790723-DaiO.  No 
non-compliance   noted.  Major   areas    inspec  led : previously 
Identified     enforcement    matters,  unrcsol  ved    &    open    items 
&    licensee    response    to   LERs. 

KELLOGG.P,  J    ,     KIDD.M.5.  Region    3.     Atlanta.     Roactor    Operations 

Nuclear    Support    Branch.        79/OB/3O.        llpp 

7910&10W8   Forwards    response     to    IE    Bulletin   79-li   re   vital    area    access 
control    End    withheld    Iref    10CFR2.  790). 
STtt-LlNGS.C.  M,        Virginia    Electric    !<    Power    CD.        79/09/07,        lp. 

7910010030  Forwards    IE  Circular   79-13,     "Proper    Installation   of    Target 
Ro-ek    Safety-Relief   valves,  "    No    action    required. 
U'REILLV.J.  P  Region    2,     Atlanta,     Office    of    the    Director. 

79/09/10,        2pp. 

771OQ20&03  Forwards    IE  Circular   79-19,     "Looso   Locking    Devices    on 
Ing  Brsol  1-Rand     Impellers,"    No    action    required 
Q'REJLLVi  J.  P.  Region    2.    Atlanta,    Office    of    the    Director. 

7?fQ<3/13          lp 


7910040661    Responds    to    IE    Bulletin    79-15,      "Deep    Draft   Pump 
Deficiencies.  "    Major   repair   efforts    limited    to   four   outside 
rac ire ulat 1  On    spray    pump  &    eiparlenclng     ocesaive    bearing 
ujaar. 
BTALLINQB.  C.  M.        Virginia    Electric    E<    Pouor    Co,        79/09/14,        S3pp. 

7910Q50L29   Requests    deferral    of    completion    date    for    insps    until    791023 
c-r    90    days    after     issuance    of    revised     IE    DifLSetin    79-17, 
whichever    LE    later. 
STALLINOS,  C.  M.        Virginia    Electric    &    Power    Co.        79/09/14.        lp. 

7910110279   Forwards     IE    Info    Notice    79-23,      "Qualification   of    Control 
Sys.  "    No    action    required. 

O'REILLY,  J.  P.  Region    3.     Atlanta,     Of  Flee    of    the    Director. 

79/09/14.         lp. 

7910290073   Forwards     IE    Insp    Repts     50-338/79-34    &   50-339/79-46   on 
790B16-31.  Ho   nnncompliance   noted. 

LEWIS. R.C.  Region    3,     Atlanta,     Reactor    Operations    Nuclear   Support 

Branch.        79/09/14.        a  pp.. 

--7910350079    IE    Insp    Repts    SO-33B/79-34    J.    5O-339/79-46   on   790816-31.  No 
noncomp  liance    noted.  Major   areas    inapectadiadminlstrative 
controls    for    startup    testing    program. 

KIDD.M.5.  Region    S,     Atlanta,     Office    of     the   Director.        79/O9/13, 

8pp. 

7910IQOOS3  Responda    tn    IE   Dulletin   79-lB.     "Audibility   Problems 
EiKountered    w/Evacuation    of  Personnel    from  High-Noise   Area." 
Amplifier    added    to   circuitry    to    increase    alarm  vol. Design 
change    to    Install    visual    evacuation    signal    bo  ing    formulated. 
STALLINQQ.  C.  M.        Virginia    Electric    &    Pouer    Co.        79/09/24.        lp. 


791O25003B   Forwards    IE    Insp    Rept    50-33B/79-36    on    790037-29.  No 
noncomp! lance    noted, 

LEWIS.  RC.  Region    B,     Atlanta,     Reactor    Operations    Nuclear    Guppprt 

ar-anch.       79/09/13.      2pp. 


79100401B9  Forwards    IE    Info   Notice   79-33;     "Emergency   Diesel    Generator 
Lube  Oil    Coolers.  "   No    action   required. 

O'REILLY,  J.  P.  Region   3,    Atlanta,     Office    of    the   Director. 

7*7/09/24.        Spp. 


— 7910-250040    IE    Insp   Rept    50-338/79- 36   on   790027-29.  No  none  omp  1  iance 
noted.  Major    areas    inspected: auditing    procedures, insp    program 
For    hoisting    equipment   &    escalation    procedure, 
JENKINS, H,  D.  .    FORD.E.J.  Region  2,    Atlanta,    Dfficc   of    the 

Dlroctor,       RUHLMAN,  W.  A.  Region   2,    Atlanta,    Reactor   Operations 

Huclear    Support   Branch.        79/09/12.        6pp. 

79JO020037    Ack    receipt    of    790910    1 tr    informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE    InQp   Repts    SO-33B/79-2B  !. 
5Q— 339/79— 39 

i-EWlB,  R.C.  Region    2,     Atlanta,     Reactor    Operations   Nuclear    Support 

Branch,       79/09/14.       lp. 

— 7910030043  flespontfs    to   NRC    790807    Itr    re   violations    notBd    in    IE    Insp 
RBptS    30-33B/79-20   !<    50-339/79-35.  Correct! ve    actions: 
reins truction   of   personnel    in    specific   requirements   of 
applicable    reporting    procodurea 
BTALLINOS,  C.  M,        Virginia    Electric    (H    Pouier    Co.        79/09/10.        3pp.. 

— 791O02004S   Forwards    IE    Insp    Repts    50-338/79-38   &    50-339/79-35   on 
770514-0615    &  notices    of    deviation   Ii  violation. 
Q'BEIU-Y,  J-  P,  Region   2,    Atlanta,    Office    of    the   Director. 

79/O0/07.       3pp. 

— 7910030049   Notice   of   violation    from    Inap    on   790514-0615. 

«  Region    2,    Atlanta,    Office    of    the   Director,       79/09/07,       lp. 

— 7910020031    Notice   of    deviation    from   insp    on   790914-0615, 

*  flaglon    3,    Atlanta,    Office   of    the   Director.       79/08/07.       lp. 

— 71 1O0200.51?    IE    Insn   Rspts    50-338/79-28    b    SO-339/79-3B   on    790S14-0615. 
Moncomp liance   noted:  fai lure    to    transmit    potentially 
repDrtabla    info   to   persons   responsible    for   reviewing   matters 
Far    fBpnrtability. 

KIDD.M.S.  Region   3,    Atlanta,    Office   of    the  Director. 

KELLCGQ,  P.J.  Region   2,    Atlanta,    Reactor   Operations   Nuclaar 

Support   Br-aneh.      79/OH/07.       14pp. 

79iOO30843  Foruards  response    to    IE  Bulletin   79-51,     "Temp   effects    on 
Level    Measurements.  "    Describes    sys    used    to    initiate    safety 
actions    or   provide   post-accident    info. 
STALL1NQS,  C.  M.       Virginia   Electric    &  Pouier   Co.       79/09/14.       3pp. 


791O19O292    Forwards    IE   Qulletin    7"?-24,      "Froaen    Lines."    Action 
r  equircd. 

O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    Of    thu    Director. 

7"?/Q9/27,         3pp. 

791G230216  nesiponds    tc-    IE    Dulletin    79-19,     "Packaging    of  Low  Lavel 
fiadioactive    Was  be    for   Transport    !.    Burial.  "    Audit    of   all 
listed   activities   mill     be   performed    prior    to   791009. 
STALLINQ9.C.  M.       Virginia    Electric    d  Pouor    Co.       79/09/27        9pp, 

7910170232  Forwards    IE    Info  Notice    79-25,     "RBactor   Trips  at   Turkey 
Po.int    Units    3  &    1."   No    action    required. 

O'REILLY,  J.  P,  Region    2,    Atlanta,     Office    flf    the  Director. 

77/10/01.        3pp. 

791017077Q   Forwards    IE    Info  Notice    79-24,     "OverpresEtiri  lation  of 
Containment    of   PUR  Plant   After    Main   Steam   Line   Urea*."  No 
action  required, 

O'REILLY,  J.  P.  Region    2,    Atlanta,     Office    of    the  Director. 

79/10/01.        2pp. 

791034&037    Responds    to    IE   Bulletin    79-13,     "Atypical    Weld  Matl    in 
Reactor  Pressure   Vessel    Melds,"    Vendor    presently 
investigating    matl.Rept    oipccted    late    Nov    1979. 
STALLlNGSr  C.  M.       Virginia   Electric    &    Poiuer    Co.      79/10/OB,       lp. 

791O240044    Responds    to    IE  Dulletin    79-17r     "Pipe   Cracks    in  Stagnant 
BorotBi!  Wator   BUB   at  FUR   Plants,  "    RenueHta    90-day   deferral 
for   response    since   revision    to    bulletin    Is    forthcoming, 
clarifying    insp    requirements. 
BTALL1NQ3.  C.  M.       Virginia   Electric    &    Pouier   Co.      79/10/00.       lp, 

791O170343   Forwards   response    to   790033   request    fop  addl    info  re    IE 
Bulletins    79-OfiA   fc  79-O6A, fiavl s ion    1,     "Havleu  of  Operational 
Errors  U    By*   MlsallgnmHnts  During   TM1    Incidont. 
BTALLINQS,  C.  M.       Viroinia   Electric    «.   Pouei-   Co.      79/10/13,       6pp. 

791O26O267  Responds   to    IE  Bulletins   79-06A  &  79-06A,  Revialor.   1,    "fteviout 
of  Operational    Errors    &  Syu   Misalignments   Durino   THI 
Incident."   Provides   flddl    info    re    omergency    procedures    for 
LOCA   tt  operatov    actions    to  maintain    natural    circulation. 
BTALLINOB.  C.M.       Virginia   Electric    *c  Power   Co.      79/10/15.       6pp, 


791OO3OB44  Foruards   respanss    to    Item    1    of    IE   Bulletin  79-17,     "Pipe 
Cracl*    In   Stagnant  Derated    Hater   Syn   at  PUR  Plants." 
BurtnariEBS    review  of    stainless    steel    piping    aya. 
BTflH-INQS.C.  M.       Virginia   Electric    &  Power   Co.       79/09/14.       Spp. 


R.     Periodic    operating   reports   i   related    cnrrES-pondenco 

791O19O379  Forwards  monthly    operating    ropt    (or  Bapt    1979. 

BTALLIN03,  C.M.       Vlr.jinla   Electric    !<  Pouor   Co.      79/10/16.       lp. 


— 79101903HJ    ttonthlu    oparating   r-Bpt    for    Sept    1979. 

MADIBONiH.n.       Virginia   Electric    !t  Pouer   Co.      79/10/10.       Spp. 
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8.     Fteportable    occurrences,     LERs    !<    related    torrespondeiite 

7910010398  Assessed    field    r-ept   re    two    technical    problems   oihich    could 
OS  1st    in   7300   Series    process    control     ays. One     is    circuit 
component    in    protection    sys    cDmpa<ra  tors;  second    is    potential 
seismic-induced   malfunction. 
ANDERSON,  T.M.        General    Electric    Co.        79/03/33.        6pp. 

7<?101705'1CI   PNB-lI-79-Ql:on    790923,  turb  i  ne    trip    t.    reactor    trip    occurred 
because    of    high    feadujater    heater    level.  Caused    by    failure    to 
realign    chafing    pump    suction    from    refueling   water    storage 

tank    ta  vo 1    control    tank.  

WEBSTER,T.  ,     KELLDQ3,  P.  J.  Region    2,     Atlanta.     Office    of    tua 

Director.        79/09/25.         lp. 


—  79101O02O6   LER    79-Q61    03X-l;on    79O430,  during    startup,  temp     indicator    on 
casing     cooling    tank    read     out     of     specs    at    greater    than    30   F. 
Caused    by    belt    slippage   on   refrigerator    unit. Bolt    drive 
t  ighte-ned. 
CAHTHRIOHT.W,  R.        Virginia    Electric    !*   Pouer    Co.        77/10/03.        3pp. 


79I011O2B9    Forwards    LEfl    79-024/43X-1 . 

Bi  C,  M.        Virginia    Electric     &   Pouer    Co. 


79/10/OB.        lp. 


— 79 101 1  GSM    LER    79-024/43X-1:  on    79G22B,  radwaate    release    occurred 
unexpectedly    during    pumping    of    Unit   2  containment    sump    via 
temporary    pump    to    storm    drain    sys. Caused    by    pressure    relleF 
valve     laals     In    Units     1    t>.    S    purga    headers. 
CARTHRIGHT.  H,  R.        Virginia    Electric    5.   Pouier    Co.        79/10/O9.        4pp. 


791017O616   PWa-II-79-01A:  after    reactor    trip    fc    uaFetu     i n jet ti on, mat 
plant    cooldoiun   rate    in    hot     leg     eiceeded    cooldoun     limit    ty 
10  F    tn   30   mtnutos.  Evaluation    underlay.  Supplements 

MCH-ENHY,  J,  C.  .     HeLLDQQ.P.J.  Regi""    2-     Atlanta,     Office    oF    the 

Director.        79/0^/25.         lp. 

7910030340   Forwards   LER*    79-1OO/OC3L-0   6    79-1O5/03L-0. 

STALLINOB,  C,  H.       Virginia   Electric    t.  Power  Co.       79/-09/27.        lp. 

—7910030347   LER   79-IOO/03L-O: on    790903. during     steady     state    operation, 
greater    than    13-atep    disagreement   mas    noted    between   rod 
position    indicator   D-1O  S,    group    demand    ind  icat  ion,  Caused    Bu 
voltage    drift    in   signal    conditioning    card. 
CARTWRlCHr,H.,R.       Virginia    Electric   fc   Pouer    Co.       79/OW27.       2pp. 

--7910030357    LER    79-105/03L-0:  on    7<?£>a2B,  during     tenting    nf    containment 
particulate    monitor,  power    Fuses    blsiu   when    sample    pump    UJQS 
placed    in    stop    position   causing    par  titulfl  te    t.   gas   monitor 
to    bu    inoperable.  Caused    by    shorted    valve    K3. 
CARTURIOHT.  H.  Ff.        Virginia    Electric    *<    Power    Co.        79/O9/27.        2pp. 


7910*110329    Forward*    LER    79-1 1 6/O3L-O. 

BTALLINGS,  C.  M.        Virginia    Electric     !<   Power    Co.        79/1O/OB.        lp, 

— 7>91011O33O   LEFt    79-006/O3L-O:  on     790913,  during    steady    state    pouier.tujo 
disagreements   noted    between    individual    rad    position 
indicator   d    group    demand    counter.  Caused    by    instrument    drift. 
Indicators    recalibr   &    teated    satisfactorily. 
CARTHP.IQHT,  W.  R.        Virginia    Electric    &   Power    Cn.        79/10/OB.        2pp, 


791011Q3BO   Forioards    LER    7=5-126/017-0. 

s.  C.  ft.       Virginia   Electric    &  Pouier   Co. 


79/10/09.        lp, 


— 7910110335    LER    79-12S/O1T-O:  on    7<fO925,  aaPety     injection    occurred    du«    to 
loui   pressuriier    level    eoiriciJent   w/loui  prenauriier    pressure. 
Caused    ntj    stoam   dump    valve   TCV~140ao   stuck    opon    folloiuing 
reactor    trip   uihich    depreasuT  i  i  ed    reactor    coolant    sys. 
CARTWFIIOHT,  W.  R,        Virginia    Electric    (.   Power    Co.        79/10/09.        App. 


791O1505i3  Forwards    LER   79-1Q2/03L-0. 

.  M.        Virginia    Electric     &   POL 


lp. 


7910030433   Forwards  LEJ1    79-  120/DIT-O. 

BTALLINGB.  C,  M.       Virginia   Electric    t.  Pnusr   Co. 


79/09/2&.        lp. 


-7910030443  LER   79-I20/01T-0: an  790917, potenti al    for    failure    of   certain 
control    SUB    uhen    subjected    to    adverse    environ    diacu-ssed    uiJ 
Westinnnouse.  Review    of    F3AR    indicated    tliat    presont    analysis 
mill    remain    unaffected.  „„,,„,„. 

H.        Virginia    Electric    ^   Pouer    Cn.        79/10/O1.        ripp. 


— 791015096B    LER    79-102/03L-0:  on    79O9H.  b  istab  le    for    containmont    hl 
risk    prosiure    channel    I    actuated    high    pressure    signal    & 
Palled    in    low   pressure    state    during    test.  Caused    by    bad 
signal    comparator    card.  Defective    card    replaced   &   calibr. 
CARTHHIQHT,  H.  R         Virginia    Electric   !.  Power   Co.       79/10/H,       2pp. 

7910150578    Forwards    LERc    79-1 13/O3L.-0   t,   79-1 11/03L-0. 

.  C.M.        Virginia    Electric    t.   Pnmer    Co.        79/10/10.        lp. 


7910030453  Forwards   LEU   79-IO7/03L-0. 

STALLINOS,  C.M,        Virginia   Electric    &   Pouer   Co. 


ip. 


— 7910030459   LEFt    79-107/03L-O:  on    770B31,3lug    of    uater    entered    pt-oceGE 
vunt    blouiEr    (.   filter   a    causing    vent    Flow    to   decrease    to    Jera 
fe   tlower    to   stop. Caused    by    uotor    entoring    From   spent    resin 
fleui4tering    tank   vent.  Water    draineil    !.   filters    replaced. 
CARTW^IOHT,  W.  R.       Virginia   Electric    J.  Power   Co.       79/O9/3B.       3pp. 


7910090354  Foruaros  LER   79-106/03L-0. 

STALLIKOS,  C.  M.       Vireinla   Electric    !.  Poiuor    Co. 


79/10/03.         lu. 


—  79100"7035fi  1-Efl   79- 1  Ofa/03L-0:  on    790904-I  dori  ng    normal    op  erat  i  on.  steam 
generator    C   support    temp    dropped    belou  Tech   Bpecs.  Causa 
unlmaiun.  Temp   returned    to   normal    within   4-h    time    limit, 
Heaters   t.    control    circuits    checled.but   no    faults    found. 
CARTHRIGHT,  W.  R,        Virginia    Electric    i.   Power    Co.        79/10/03.        2pp. 


7910100256  Forwards    LER   79-109/03L-0. 

5TALL1NQS.  C.  M.       Virginia    Electric    6  Comer    Co. 


lp, 


— 79J0100265   LER  79-109/03L-0: on  79090&I  sp*c i f ic    activity    oP    primacy 
coo-lant    eiceeiJed    1.0  mCi/aoto   enuivaJont    1-131    oil    7009133. 
Caused    by    hourly    sampling    oF   primary    Bya    to    investigate 
funl    defect,  Pereonnfil    veinstructed. 
CflFtTURKH-IT,  W.  Fi.        Virginia    Electric    (.   Pouor   Co.        79/10/05.        3pp. 


7910100322  Forwards    LER   79-10B/03L-0, 

STAl-LINOS.C.  M,       Virginia    Electric    fe  Poa*r    Co, 


79/IO/04.       lp. 


—  7910100337    LER   79-10B/03L-0;  On    790904.  motor-ilr  i  von    auxiliary    fcedujator 
pump    1-FW-P-3A   inopBraible.  Caused    by    removal    nf    a  trainer    Fov 
malnt.  Strainer   was    reinstalled. 
CAHTWR1&HT.M.R.       Virginia   Electric   &  PDWHT  Co.       79/1O/04.       3up. 


7910100179  Forwards  LER    79-OA1/03X-1. 

3TALLINOS.  C.  M.       Viroinia   Eleitrit   4  Power    Co. 


79/iO/OS.       lp. 


—  79101S03B3   LER   79-1  1  1/O3L-0:  on    79O<J12,temp    at    top    corner    of    steam 
generator    support    e-icceded    Tech    Spec    limit.  Caunod    by 
heaters    being    loft    nn    ton    long    when   control    resistance    temp 
detector    failed    to    ctjde    heaters   automatical  ly. 

.  W.  FI.        Virginia    Electric    b   Pouior    Co.        79/10/13.        2pp, 


—  79101505Q7    LEf!  79~1  1  3/03L-O:  on    790913.  preasuri  i  er    level    channel    II    nave 

arratic    inoication    on    control    board.  Cause    unknown.  Testing 

revealed    na   problemB. 

CrtRTUFUOHT,  W.  R.        Virginia   Electric    t.  Power  Co.       79/10/12.       3pp. 

7910160499   Forwards    LERa    79-1  15/O3L-0.  79-1  17/03L-O,  79-1  1S/03L-0    (. 
79-119/03L-0. 
ETALLINQ3,  C.  M.       Virginia    Cloctric    !<  Power  Co.       79/10/12.       lp. 

—  7910160191    LER   79-1  I  5/O3L-O;  on    79O913,  loop    B   atnam    indicator    read    louier 

than  redundant  ind  lea  tor.  Caused  by  leaking  of  transmitter 
root  valves  reaulting  In  loss  of  ref  leg  level.  Steam  flow 
channel  tripped  8.  loop  caltbr. 

!  W.  ft,        Virginia   Electric   t,  Power  Co.       79/10/12.       Hpp. 


79101604V3  LER  77-1  17/O3L-0:  on    790913i  eicassi  ve    steam   obHErvod    leaking 
past    soat   of    trip    valve   TV-MB1  1  1  A.  Caused    by    valve   not    Fully 
sea  ting.  Seat  ing    surfaces    were    cleaned   &  flaskets   replaced. 
CARTHRKJHT.  H.R.       Virginia   Electric    5.  Power   Co.       79/10/12.       3pp. 

7910160194   LER  79-1  10/O3L-0:  on    7909H.  temp    of    steam  generator    D    support 
Pell    bolnui   Tech    8pac    limit.  Caused    by    personnel    error   uihilo 
operatina   mpport    heaters    manua  1  ly.  Heaters    enHrgiied    to 
increase    tarnp 
CARTWRIOHT.W,  R.       Virginia  Electric   &  Power  Co.       79/10/12.       2pp. 

7910140497  LER   79-1  19/O3L-0:  on    79O9Mi  h  ian    steam   lino    differential 
pressure    loop    S    channel    II    bistable    failed    to    trip    during 
surveillance    te«t.  Caused    by    loose    load    on   signal    comparator 
card,  Card   replaced    &    neu   one    calibr. 
CARTWRIGHTiH.R,        Virginia    Electric    b   Power    Co.       79/10/12.        2pp. 


7910190312   Forwards    LERB   79-123/03L-0  S.  79-121/03L-0. 

&j  C.M.       Virginia  Elnctrii    i  Pouier  Co.       79/10/17. 


lp. 
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— 791OL9051B    LER    79-ia3/03L-0: on    791019. steam    generator    C    support    temp 
uent   boloiu    Tech   Spec    limit    of    335  F.  Caused    by    operating 
personnel    falling    to    reconiie    1  DUJ   support    temp    until    lower 
limit   was    exceeded.  Heaters    energlied    to    Increase    temp. 
CrtflTURIGJ-fT,  U.  R.        Virginia    Electric    t.   Pouer    Co,        79/1O/18,        app. 


— 7910300241?   LER    79-132/O3U-0:  on   79092B,  containment     isolation    valve, 
charging    pump   &    trip    valve   did   not    function   as    eipected 
during    safe tg    injection    functional    test.  Cause    unknown. 
Equipment  will    be   repaired   &  checked. 
CARTWRIQHT,  W.  B,        Virginia   Electric    &   Pouer   Co.        79/10/35,        2pp. 


—7910190335    LER    79-I21/03L-O:  on    790918, conta inment    sump    flow    integrator 
.FTQ-DA11S    stopped    totalizing    flow   t<   mas    declared    inoperable. 
Caused    bij    piece   of   rubber    glove    in    internals, preventing 
rotor    From    turning.  Hatl    removed    &    totalizer   returned    to    BVC 
CAKTHmOHT,  W.  R.        Virginia    Electric    !.   Pouier    Co.        79/10/lB.        3pp, 

791024O36-4    Forwards    LER    79-129/03L-Q. 

STALLIWQS,  C.  M.        Virginia    Electric    !.   Pouior    Co.        79/10/33,        Ip. 


77IO31Q412    Forwards    LER    79-134/03L-0. 

8TALLINGS,  C.  M.        VirgiTita   Elactric    &   Pomer   Co,        79/10/S9.        Ip. 

—  7910310417   LER    79-134/O3L-0:  on   790920,sii    valves     failed    to    clnse    on 
first    signal    of    containment    depressuri lation    test   but    did    so 
on    SBC  grid    f  i  gnal .  Cause    undetermined.  Valves   mill    be    rechscked 
fc    repaired    as    necessary.' 
CARTURIQHT,  H,  R.        Vtraitiia   Electric    t   Power    Co,        79/10/26.        2pp. 


— 7910240375    LER    79-129/03L-O:  on    790920,  feoder    breaker    for    Hlectric 
heaters    associated   u/safeguards    area   ventilation   5gs    filter 
tripped1.  Possibly    caused    by    moisture    &    humidity    temporarily 
grounding    h  eaters.  Breaker    reset. 
CARTWRIGHT,  U.  R.        Virginia    Electric    (.   Pouer    Co,        79/10/19 


2pp. 


791024O3G3  Forwards   LER    79-133/01T-0. 

STALL1NGS,  C.H.       Virginia   Electric    !,  Power   Co. 


7910310432    Forwards    LER    79-1 35/03L-0. 

8TALLINGE,  C.  M.        Virginia   Electric    !.   Pomer   Co. 


3pp. 


—  7910310442   LER    79-135/03L-0:  on   790=?25,  timers    for    rec  irculation    spray 
pump,  chemical    addition   discharge    valve  t<  casing    cooling    pump 
discharge   valve    were    found    out   of    spec. Caused    by    incorrectly 
set    or    defective-    time    delay    relays    for    equipment, 
CARTWRIGHT,  W.  R.        Virginia   Electric    fc   Pouer   Co.        79/10/26.        Ip, 


--7910240402   LER    79-133/01T-0:  on    791003, uator    radiation    monitoring    punps 
Far   rec ircu  lation    spray    heat    oichangers    failed    to    start    on 
care   disruptive   accident    s ignal .  Caused    by   monitor    overloads, 
resulting    in    trip    of    averl  oads.  Over    luads    reset. 
CAFITWRIQHT,  U.  R.        Virginia    Electric    (.    Pouer    Co,        79/10/19,        Spp. 

7910340400   Forwards    LEF1    79-126/03L-O. 

STALLINGB.  C.  M.        Virginia    Electric    «,   Power    Co.        79/10/22,        Ip, 


7fl0310447   Forward*    LER    79-1 43/017-0. 

STALLINGS.  C.  H.       Virginia   Electric    J.  Pouier  Co, 


—  7910310453  LER    79-1 42/Q1T-0:  on  79101  5.  channel    IV    steam   lino   pressure 
protection    Cor    loop    C  was   discovered    to   be    auiapjicd  u/ 
protection    For    loop    A. Caused   by    incorrectly    connected 
sensing    lines    from  root   valves    to    transmitters. 
CrtRTHRIOHT.  W.  R.       Virginia  Electric   !<  Power  Co.       79/10/39.       2pp. 


—7910240420  LER  79-12i/03L-0;  on   790933, Turb ine   2  right   reheat    atep    valve 
Palled    to    close    from    control    panel    during    surveillance    test. 
Cause   t»g    anlenoid    actuator    for   EH    fluid    oticfcing    &  not 
Dpe-ratinff.  Valve   closed    by    draining    fluid, 
*      Virginia    Elactric    &   Pouor   Co.       79/10/33,       2pp, 

7£MO24G!J91    Forwards   LERa    79-123/03L-Q   it   79-124/03L-0 

STALLINOS.  C.  H.       Virginia   Electric    &  Pouior   Co.       79/10/23.       Ip. 

--791oa40iOI?   LER   79-133/03L-0:  on   790919,  boric    acid    trannfer    pump 
J-CH-P-HA  was    shut    douin    to   repair    leak    in    supply    line    to 
boric   acid    blonder    caused    by    faulty    flei    gasket    in   pipo 
Mange,  Flex    gasket   replaced   d   boric    acid    pump    restarted. 
CARTWRIOHT.W.  R.        Virginia    Electric    t.   Power    Co.        79/10/19.        2pp. 


T.     Hearing    transcripts    en   nan-antitrust   matters 


7910010347    Transcript    of    790"?2S    briefing    in   Waah  i  ng  ton,  DC    re    incident 
at  North    Anna. 

OILINSrtV.V,  ,     KENNEDY.R.  T.  ,     DRADFDRD,  P.  ft.       Comrni  SB  I  on,       79/Q9/2S. 
2Bpp. 


U.     Congress i ana  1 /Eiec utivc  Correspondence 


7910190002   Forwards    I  tr    from    constituent   re   conditions   at   Unit  2. 
Reactor    stands    on    geologic    fault.  Requests   comment. 
WARNER,  J.  W.       Senate,       7<?/09/S7,       3pp. 


— 7910240i30    LER   79-I24/O3L-0: on    790920, quench    npray    pump     1-QH-P-1A    was 
removed    from   svc    to    repair    leak    in    downstream    flou  element. 
Cauffd    by    deteriorated    gaskets   at    flanges, Flei    gaskets 
replaced   *   pump    tested    i   returned    to   svc, 
CARTUBIQHT,  W,  R.       Virginia   Electric    &  Pouier   Co.       79/10/19.       Hpp. 


79102-4Qe,43   Formardu    LERs    79-125/03L-0    t<    79-1S7/03L-0 

STALLINGS,  C.  M.       Virginia   Electric    &  Pouor   Co,       79/10/22. 


Ip. 


-~79i0240o70  LER  79-135/03L-0:  on   790923,  eteam   generator  C    support    temp 
dropped    belDui  Tech   Spec    limit    of    225  F,  Caused    by    stoam 
generator    support   heaters    being    operated    in   manual    due    to 
problem  ui/heater   control    sys.  Personnel    failed    to   note    temp, 
CrtRTMRlOHT.W.  R.       Virginia    Electric    t.  Power   Co.       79/10/19.       2pp. 


DOCKET   90-339   MOUTH    ftNNA    PQUER   STATION,     UNIT   3 

A.     Application/construction   -stage   documents   E<   correspondence 

7910030611    Forwards    request    for    aildl    info    in  revleui   of    license 
application    to    operate    plant,  Date    required    is    baaad    on 
evaluation    of    info    submitted    bij   Uestinghouse  ro    guide 
thimble    tube    uoar. 
PARRiO.D.  Light   Water   Reactors    Branch  3,       79/09/07.      9pp, 

7910010202  Notification    of   7*70931   meeting   u/util    to    discuss 
contribution    of   auxiliary    fecduater    to   energy    In    containment 
follouing    main    steam    line    break. 
NEIGHBORS,  D.  Operating    FloactorE    Branch    1     (Prc    791030).       79/09/19. 


—  7910340679  LER   79-1H7/03L-O:  on   790923,  during    potner    escalation,  quadrant 
power    tilt    in    excess    of    1.02  occurred    for   25  minutes.  Cause 
anlmnun.  RCS    boration    by    operator    caused   rod    withdrawal    Si 
restored    tilt    to    less    than    1.  O2. 
CAF1TWRIOHT,  W.  H,       Virginia   Electric    i  Power   Co.       79/10/19.       2pp. 


7910300203    Forwards    LER    79-130/03L-O. 

SFftLLINQS.C.  M.       Virginia   Elactric    i.  Pomer   Co. 


Ip. 


7910020B05   Foruiards    request    for    addl    info   re   ovevpressuri  lation   of 
containmen  ts.  nei)uests    response   by    791005, 
PAF1R,0.  D.  Light    Water  Reactors    Dranch   3.       7<?/O9/21.       7pp. 

79101&OEU7   FDIA    request    for   repbs   arising    from  79O925  discharge   af 
radioactive    gas    Prom    facility. 
OLABDERQ,  V.  M.       HirBchkop   t<   Or  ail  P.  C.      79/09/27.        Ip. 


—7910300210  LER   79-130/03L-0: on   790923, operation   personnel    noted    stoan 
driven    auxiliary    feeduiater    pump    l-FW-P-2   turning    due    to 
steam    leak    through    steam    inlot    trip    valve. Valve   will    be- 
repaired    during    refueling    outage. 
CARTWHIOHT,  W.  R.       Virginia   Electric    t,  Pouior   Co,       79/10/23.       2|>p. 

7910300S43  Forwards   LEfts    79-131/03L-0   b   79-132/03L-0. 

8TALLINOB,C.  M,       Virginia   Electric    i  Power   Co.       79/10/23.       Ip. 


7910030391    Forwards    VEP-FRD-33,     "VEPCD  Reactor  Com   Thermal-Hydraulic 
Analysis    Using    COQFiA    1 1  IC/MIT   Computer   Corio.  " 
THOMA5.W.N,       Virginia   Electric    d  Power  Co.      79/09/28,      2pp. 

— 7910020422    "VEPCO  Reactor  Core   Thermal-Hydraulic    Analysis   Using   CUDUft 
IIIC/MIT   Computer    CoiJe,  " 

CRD8B,  R.  W.        Virginia    Electric   !<   Pc-iuer   Co.       VEP-FRD-33.        79/OB/31. 
79pp. 


— 791030024A   LER    79-131/03L-0: on   79092i, emergency    diesel    generator    1H 
tripped    ifurlng    manual    start    to   verify    operahiHtu.  Possibly 
causacl    by    accumulation    of   air    in    fuel    filter.  Diesel   uaa 
restarted    &    cause    is    being    further    investigated. 
CAIlTWfilGHT,  U.  R.      Virginia   Electric   i  Power   Co.       79/10/H6.       Spp. 


7910040629  Forwards    request    For    addl    info   re    level    measurement   errors 
due    to    environ    temp    effects   on    leval    instrument    ref    legs.. 
Info    due    by   791012. 
PARR,  D.  D.  Light    Water  Reactors    Branch   3.       79/09/SB.       3pp. 
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7910150632  Foruarda    request    far    addl    info    re   790925   safety    injection 
•  vent. Addl    info    needed     includes    engineering    anal^sia    of 
event,  plant   procedures    used    during    event    t,   analysis    of 
actual    preaauriior    level. 

aCHHENCEFt.fl.  Operating    Reactors    Branch    I    (Pre    791030). 

7pp. 


79/Q9/2B. 


7910IOO3IS   Ack    receipt    of    NRC    790931     1  tr    requesting    addl     info    re 
analysis   oF  potential    main    steam    line    break.  Based    on 
discussions  y/NRC    during    790921    mee  ting  ,  NRC   now   has 
sufficient   info  &   addl    response   no    longer   required. 
BRDWN.S.C.       Virginia    Electric    Si   Pouer    Co.        79/10/04.         lp. 

7910100317  Forwarda    response    to    NRC   790917    Itr    re    Interaction    between 
nonaafety-grade    sue   E.    safety-grade    BU.S.  Di  scussen    steam 
generator   power   generated    relief  valve    control    sys    &  main 
f  eedwater   control    sijs. 

B.  C,  M.        Virginia    Electric    fc   Power    Co.        7V/10/O5.        Bpp. 


7910110351    Responds    to   790B03    Itr    re    NRC    position    on    electrical 
protection   of    containment   p  enetfat  i  or.  5    for    fad  1  i  ty  ,  Deal  gn 
for    redundant   protective    device   circuit    is    in    progress   & 
mill     be    submitted    for    review    when    completed. 
BRQHN.  8.       Virginia    Electric    It   Power    Co.        79/10/05.        2pp. 


791031O001    Notification    of    791029   meeting    u/util     in   Bethesda.MD   r 
review   of    radiological     effluent    Toch    Spec. 
SCHWENCER.  rt  Operating    Reactors    Branch    1     (Pro    791030J.        79/1 


7910290370   Requests    review   of    reactor    sys    tranaient    analysis    code    & 
issuance    of   safety    eva  luation.  Top  I  cal    rapt   will    be    provided, 
THOMAS,  W.  N.       Virginia    Electric    (.   Power    Co.        79/10/23.         lp. 

—  791059037?   Dequest    for    review   &    issuance    of    safety    evaluation,  aubmi  tte-d 
an    behalf    of   Util    Group     For    Regulatory    Application. 
ilAODNE,  S.        Virginia    Electric    t.    Power    Co.        79/10/92.        4pp. 

791O30014U   Forwards    response    to    DB    Vaaaallo    79O927    Itr    ra    NRC 
short-term   requirements    rosulting     from   TMI-2    incident. 
STALL1NC5.  C.M.       Virginia   Electric    &   Power    Co.        79/10/35.        41pp. 

7910300MB    Cites    util    79O1I7    Itr    as    response    to    NRC    790927    Itr   re 
containment    purging    during    normal     operation. 
STALLINQ5.  C.  M,        Virginia   Electric    t.   Power    Co.        79/10/26,        lp. 

F.     Security,    medical.     emergency    t.    fire   protection    plans 


791022O4fiO  Dtscusaes    review   of    responses    to    IE   Dull-atlns   79-Q5C   & 
79-06C  re   need    for    tripping    o.f   reactor    coolant   pumps    POT 
certain    mall    break    LDCAs. 
RDSS.D.  F.        TMI-2    Bulletins    A    Orders.        7?/10/O5.        2pp. 

791012O14B  Forward!    proposed    Startup    Teat    Procedure     l-St~9i  Revl  siovi    Oi 
"Voltage   Profile.  "    In    responso    to    790800    reque-st,  Al  so 
•  ubmlts    infn   re  adequacy    of    electric    distribution    c-n   cys 
voltages    in   event   o*    lo<ss    of    both    oFfslto    sources. 
BTALLINOB,  C,  H-      Virginia    Electric    E<  Power   Co.       79/10/09.       2pp. 

—7910120173  Proposed   Startup    Test    Procedure    l-BT-9, Rovia i on  0,     "Voltage 
Profile.  " 
HEACOCK.D.  A.      Virginia   Electric    «.  Pouer   Co.       79/OB/34.       13pp. 

7910I203Q4  Reaponda    to    FOIA  request    for    info   TB    abnormal    se-tll  ement  a    fc 
NRC   reasons    for   not    levying    civil    penalty   against    util    in 
1972.  Forwards    list    of    relvvant   documents-.  Info-   partially 
withheld:  names   oF    individuals    Href  FD1A  Eiomptlon    71. 
FELTON-J.  N.  Division    of   Rules    and    Records.       79/10/09,        119pp. 

7910250009  Forwards   draft    "Interim   Staff    Position   on    Environ 
Ouallfication   of   Saf* tin-Related    Electrical    Equipment.  " 
Requests   addl    info  !.    achedule    for    info    provision. 
PARR.O.D.  Light  Hater  factors   Branch    3.       79/10/11.       7pp. 

—7910230011   Draft    "Interim   Staff  Position   on   Environ  Qua  1 1  Fie ation    of 
Safoty-Rela ted   Electrical    Equipment.  " 
«      Office    of    Nuclear    Reactor    Regulation.        79/QB/29.        i?pp, 


79101I033S  Foruiarda    current    d   draft    eraergency    plans   t<    emergency    plan, 
idiplementflting    procodurea. 
CflRTWRIQHT.U.  R.        Virginia    Electric    t.   Power    Co.        79/1O/O3.        lp. 

79101B0342   Notification    of   791015-18   meeting    w/utll    re    omergengy 
planning    for    plant. Agenda    &   proposed    press    releaae    end. 
RDE.J.H.  Reactor    Safeguards   Uicenaing    Branch    (Pro    791030>. 

79/1O/01.       3pp. 

C,     Adjudicotorij    correapondence 

7910150271    Request, Eubmi tied    bn    petitioners    Potomac   Alliance   &  Citizens 
Energij   Foruuii  Inc. for   motion    to    reply    to   util    &  NRC    answers 
to   petitioners   motion    to  amend    petition    to    intervene. 
DOUGHERTY,  J.  0.        Potomac    Alliance.        DQUQHERTV.  J.  B.        Citiiena   Energy 
Forum.        79/07/26.        lp. 

— 7910190279   Reaponaoi  submitted    by    petitionem    Potomac    Alliance    d 
Cltiienn   Energy    Forum, Inc    to    util    &  NRC    answers    to 
petitioners  motion    to   amend    petition    to    intervene. 
Certificate    of    Bvc    end. 

DOUGHERTY,  J.  B.       Potomac    Alliance.       DOUGHERTY,  J.  0.       Citiiens   Enorgy 
Forum.        79/07/2i.        Spp. 

7910030110   Decisioin   granting    util    motion    for    aummary    disposition, 
denying    intervonor    motion    to    amend    petition   tk   cancelling 
jirBlieorino   conference    (.   hearing    scheduled    per   ASLB   790629 
order. 
DEALEiV.  D.       Atomic    Safety    and    Licensing    Hoard    Panel,        79/OB/OA.         lp. 


7910190449  Ack   receipt    of   NRC    79092B  request    for   addl    info    re    temp 
effects   on    level    instrument    ref    legs,  Unable    to   respond    to 
qunstiona    until   79102i.  Describes    actions    to    be    taten   re 
liquid    level    measuring    sys    ti  narrnui  range   uater    level. 
BROWNiB.C.      Virginia    Electric   &   Pauiar    Co.       79/10/13.       ^pp. 

79101fcOSlB  Partially   responds    to  FCHA   req.ueBt    for   repts    arising    Prom 
discharge  of   radioactive    gas    from    fac  i  1  i  ttj.  Foruiavd  a 
documents   listed    in  App    A. 
FELTwN.J.  M.  Division    nf   Hutcs    and    Records.       V9/IO/15.       Hpp. 

7910390456  Summary   of   790905   maeting   w/titi  1.  B&W  &  VA   Btate    Commission 
re   seismic   analyses*  staam   ganeratar   repair    &    licensing    o-f 


NEIOHBORS.D.  OperatlnB    Reactova   Branch    1    (Pre    79IQ30).       79/1O/16, 

33pp. 

79103302B3  Forward*   prc-po»ml    Tech    Spec    mads   re    overpressure   protection 
•9i|Ei  in  response    to    telcon    requests 
DRDHN.3.C.      Virginia   Electric    fc  Poioer    Co,       79/10/18,       4pp. 

—  7910S302B7  Modified    proposed    Tech    BIOC»    lor    overprBBsure   protection 
ays. 
«      Virginia    Elnttrit   &  Powor   Co.       79/lO/ia.       3pp, 

7910320346  notifies    of    interim  actions    for   plant   operation   pending 
final    resolution   of   ATHB    i*nue<  in  rnspania    to  NRC    790817 
ricommtndfltiona. 
-BTALUNOB.C.-nl,      ViTglnla    Eloctrlc   &  Power  Co,       79/10/18.       ip. 

79102iO136  Summari)    of    790921    me*  ting   u/uttl    tc  BIM  re    auilHary 
f«tda*tir   contribution   to    energy    In    co-rttBlnmant    foLlauing 
main   itiamllne  break. 

HIOOINTQNiD.       '    Operating    Htarton   Branch    1    (Pro    791030).       79/1O/1B. 
Spp. 


7910110350  Forwards   hfRC    790B06   memorandum   of    proposed    findings 
re   svc   OFater    pumphouse    settlomeot    t<    turbine   missile    ris*. 
MCOURREN.  H.  J.  Branch     1.        79/OB/06.        lp. 

— 79101102B5  nemorandum    of   proposed    findings    ro    svc    water    pumphouHB 
aottlaraent   tt   turbine    mi-asile    risk    per  ASLAB   790610-ao 
evidentiary    hear i ngB . Fac i 1 1 ty    can    operate   w/o   undue    risk 
to    public   health    &   safety. 
HCOURREN,  H,  J.  i     SWANSON.D.  Branch    1,       79/OB/06.       63pp. 

7910050740   Orilera    denial    of    intervenors   790613  motion    to    amend    petition 
to    intervene. No    supporting    facts    or    legal    basis    exist    for 
addition    of   contention    on    seismic  i  ti).  NRC   will    consider    waste 
mgt    in   generic    proceed  ing , suth    aa    rulemaklng. 
DEftLE.V.B.      Atomic    Bafety    and   Licensing   Hoard    Panel.       79/09/17.       •tpa. 

7*?100305i2    Forwards    intervenor    G   Arnold   7906S1    memorandum   of   proposed! 
Findings    re   eve   uater    pumphouee    settlement. 
FOSTeRifi.H.       Foster,    ft.       79/OH/30.       lp, 

— 7910030570  Memorandum   of    proposed    findings    re   svc    water    pumphouse 
settlomentj  submitted    on   behalf    of    intervenor  0  Arnold. 
Applicant    survey    method    endangers    health    !>   safety,    of    public. 
Certificate   oF   Svc    and. 

FOSTER,  H.M.       f\t CL1  tat  lorr  Unknouin,       FOSTER,  R,  M.       Foster,    R, 
79/OB/aO.        19pp, 

7710230660    Hemorandum  op   proposed    findings    per   A9LAB   790631    order. 
Prediction*   of  amount    of    settlement   cannot    be   accurately 
made. Tech    Spec    limit   an   amount    of    settlement    i» 
acceptablq. NRC   should    revieu    operator   training    program. 

GAMBARDEU.AI  A.  Virginia,  state  of,  79/08/30.  6pp. 
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791011D3B7   Statement    of    exceptions    to   ASLB   790B06   dec  I  si qns, submi tted 
by     intGTvenors  Citiions   Energy    Forum  t   Potomac    Alliance. 
Utll    770S11   motion    for    summary    disposition    should    be    denied. 
Request     to    amend    petition    to     intervene    should    be    granted. 
DOUGHERTY,  J,  D.        Citizen!    Energy    Forum.        79/OB/21.        5pp. 

791-0050077    Order    supporting    ASLB    790906    order,  uh  ich    granted    uttl    790511 
iqotlo-n    fur   summary    disposition   Util    is    entitled    to    summary 
disposition   as   matter    of    lay    since   no   genuine    issue    of   mail 
fact    ax  iBts.  Proposed     spent    fuel     pool    mod     is    acceptable. 
DEALE,  V.  B,        Atomic    Safety    and    Licensing    Hoard    Panel.        79/00/34 
33pp. 

7910090372   Order    supp 1 oment ing    A5LB   790B06   order    granting    util    790511 
motion    for    summary    d i spos i ttan.  No    genuine    issue    of   matl 
fact    Util     is    entitled    to    decision    for    summary    disposition    as 
matter     of     lam. 

CEALEi  V.  D.        Atomic    Safety    and    Licensing    Board    Panel.        79/OB/24. 
23np, 

7910050678   Addendum    to    ASLB  79069-1    ordor    granting    util    motion    for 
summary    d  1  sposi  t  ion.  Uti  1    790717    suppl    to   motion    for 
summary    disposition   &   attachments    re   missile   accident 
contention   do   not    change   A9LD    determination. 
DEM-E.V,  P.       Atomic    Safety    and    Licensing    Board    Panel.       79/08/25.       2pp. 

771O09037B    Addendum,    to    ASLH    79OB21    order    granting    util    motion    for 
summary    disposition,  Util    79O719   request    to    supplement   motion 
far    summary    disposition   >.t  attachments    is    permissible.  No 
change    In    ASLD   determination. 
DEAL Ei  V,  D.        Atomic    Safety    and    Licensing    Hoard    Pannl,        79/08/25.        2pp. 


P.    Operating    license    stage   documents  &   correspondent 


7910120363   FOIA   request    for    documents    re    abnormal    settlements    at 
facilities   it    info    concerning    NRC    reasons    fnr   not    levying 
•civil    penalty   against   util    in    1972. 
ALLEN,  J.        North    Anna    Environmental    Coalition.        79/09/14.        4pp. 

79101B0050  Foruiarfls    79093B   Itr    tq    licensee   requesting    addl    info  re 
790925    incident    uhich    may    bave   generic    implications    for 
Uest  i  nghouse-des  ig  ned    operating    p  lants.  Requests    Dinners    group 
consider    encl    In    preparing    generic    emergency    guidelines. 
ROSg.D.F.        TMI-3    Unresolved    Safety    Issues.        79/10/03.        Ip. 

—7910190056   Foruard*    request    for    addl    info    re   790925    safety     injection 
event,  d  iscussetJ    at   790926  meeting.  Info   should   he   provided 
no     later    than    3O    days    prior    to    planned    return    to    pouer    from 
current    plant    outage. 

SCHWENCER,  A.  Operating   Reactors    Branch    1    (Pre  791030). 

79/O9/2B.        7pp. 

7910240S44   Forwards    "COBRA   II1C/MIT  Computer   Code   Manual, VEPCO 
Version.  " 
THDMA3,U.N.        Virginia   Electric    t,   Poumr    CD.       79/10/1B.        Ip. 

—  791024.0550   "COBRA    IIIC/MIT  Computer  Code  Manual, VEPCQ  Version." 
BOWRINQ.R,  U.       Massachusetts    Institute   of   Technology.      79/06/31. 
270p-p. 


Q,     Inspection   reports,    IE  Bulletins   fc  correspondence 


79-1QQS0665  Orders    extension   until    10   days    after    svc    of    ABLE  790624 
order    for    intorvenora    Potomac    Alliance   I*   Citiienu    Energy 
Forum, I nc    to    file    exceptions    or    seok    other   relief. 
BISHOP,  C.  J,       Atomic    Safety    and    Licensing    Appeal    Panel.       79/00/27. 
2pp. 

77IO11014G    Response     to     intervonors    79O321    statement    of    eiceptions. 
Agrees    that    time    for    appeal    should    begin    ulien   ASLD   serves 
final    doc  i  sion.  Inbervenors    should    not    be    given   addl    time    to 
request    stay.  Cert  i  Ficate    qf   Svc    encl. 

CHFlIfiTMAN,  J.  N.       Virginia    Electric    &   Power    Co.        CHRIBTMAN,  J.  N.        Hunton 
t<    Williams,        79/OB/H7.        9pp. 

— 791O110154   Affidavit    of   EA  Daum   re    util    schedule    for    refueling    Unit    1 
!•    importance   of    insta  1  1  at  inn   of    new   racks   at  Unit   a, 
BAUrt,  E.  A.       Virginia    Electric    S.   Power   Co.       79/05/30.       3pp. 


7910030293   Forwards     IE    Insp    Repts    SO-33B/79-31    t.   50-339/79-39   on 
790625-0713.  No   noncompl  iance   noted. 

LEWIS, R.C.  Region   2,    Atlanta,    Reactor   Operations  Nuclear  Support 

Branch.        79/03/07,        3pp, 

—  7910020305    IE    Insp     Repts    50-339/79-31    !.   50-339/79-39   on    790625-0713.  Nq 
noncompl  ianco    noted.  Major   areas    inspec  ted:  operational 
staff ingi  1  icensee  responses    IE   bulletins   d  circulars, 
KIOD.M.S,  Region   2.    Atlanta,    Office   of    the  Director. 

KELLOQQ.P.  j.  Region   2,     Atlanta,     Reactor   Operations   Nuclear 

Support    Branch,        79/OB/06.        Bpp. 

79I004Q2QO  Forwards    IE   Insp   Repts    50-338/79-32  fa   90-339/79-42   on 
790730-OB02.  No    nnncomp  1  lance    noted. 

LGWIS.  R.  C.  Region   2.     Atlanta,     Reactor   Operations   Nuclear   Support 

Branch.        79/OB/32.        3pp. 


771Q1S0704   Reply    to    intervenor    Arnold    (.   State    of   VA   790B30   petitions 
rn    propoBod    t  ind  ings.  Changes    proposed    by    State   ti   Arnold    for 
facility    Tech   Specs    are    not    supported    by    record,  Cert  i  ficato 
oF   Svc    and, 
CHRIBTMAN,  J,  N,       Virginia   Electric    i  Power   Co.       79/09/01.       31pp. 

7?lOlH07ai    Response    to    Commonmeal th    of    VA   &    intorvenor    Arnold   790930 
mamprandum  re    svc    water    pumpnouso    sett lement,  Plant 
pel-Bonna!    are    trained    re    loss    of    svc    luator.  Monitoring    of 
latfclcment    is   adequate. Cartificate   of    Svc    oncl. 

,  H.  J.  :     SWANBON,  D.  T.  Branch     1.        79/09/04.        llpp. 


— 791004020B   IE   Insp    Repts    50-33B/79-32  !.  30-339/79-43  on  790730-OS02.  No 
noncomp  1  iance    noted. Major    areas    inapnc  ted:  plant    operational 
IE    bulletins   &   circulars,  LERs   !*  previously    identified    Items. 
WEBSTER,  E.  H.  Region   B,    Atlanta,    Office   of    the   Director. 

KELLOGO.P.J.  Region  2,    Atlantai    Reactor   Operations  Nuclear 

Support   Branch.       79/09/23,       9pp. 

7?10ie0459  Forwards    IE   Insp   Repts    50-339/79-40,50-404/77-06  !* 
50-405/79-06  on    790807-10.  No  noncomp  1  ianco   noted. 

MURPMY.C.E,  Region   2,     Atlanta,     Office    of    the   Director.        79/OB/29, 

2pp. 


7*?l03i0344   Amended    statamont    oP    eicaptiorta    re   A.BI.B   790B06   decision,  ASLB 
79OB17   order   danylng    intovvenora   motion   to  amend   petition   to 
to    intervene   (.  790S24    order    grantinfl    VEPCO  motion    for 
•ummary    disposition.Ccrtificate    of   SVK    oncl. 

DQUQHEttTY.  J.  B.       Potomac    Alliance.       ODUGHERTV.  J.  B.       Douftherty,    J.  8. 
79/O9/10.       5pp. 

7"?10OS07A3   Druera    thot    intervenors    fllo    brief    by   791010   in    support    oP 
790910    statement    of    o  icop  tionn,  per   ASU3   790827   order, 
BISHOP, C.J.       Atomic    Snfotv    and   Licensing    Appeal    Panel.       79/09/12. 


—  7910100469    IE    Insp    Repts    50-339/79-1O,  SO-404/79-O6   E<   SO-405/79-06   on 
790H07-10,  No   nancompllance   noted.  Major   areas    Inspected: 
procedures   !<  representative   records. 

MCFARLANB.C,  R,  ,     DRVANT,J.C.  Hegion    2,    Atlanta,     Reactor 

Construe  tion  &  Engineering    Support   Branch.       79/OB/29.      6pp. 

7910190Q30  Forwards    IE    InBp   Repts    50-338/79-33  &  50-339/79-43  on 
790723-0810.  No   Tioncompl  lance   noted. 

LEWIS,  R,  C.  Region   S,    Atlanta,    Reactor  Operations  Nuclear  Support 

Branch.       79/09/30.       3pp. 


H.     Qaneral    correspondence 


791OI900OL    Urges    lifting    of   moratorium   on   nuclear    licensing    due    to    util 
tatatii    record   ti   financial    burden    caused    bij   relying    on 
substitute   fuels, 
RftOuNE,  S.       Virginia   Electric    b   Pouier   Co.       79/OB/30.       2pp. 

79101(10973  Expresses    concern    that   revision    to    licensing    procedures    by 
HRC    may    cause   delay    I<    economic    burdens    on  VA   util 
r-*  tepaijor  3, 
DALTON.J.  N.       Virginia,    State    of.       79/10/0-1.       Hpp. 


—  7910190037    IE    Insp    Repts    90-33B/79-33  t<  50-339/79-43  on  790723-OG1O.  No 
noncemplianco    noted.  Major    areas    inspected:  previously 
identified    enforcement  matters,  unresolved   &   open    items 
d    licensee  response    to  LERs. 

KEL.LOQG,  P.  J.  ,     RIDD.M.B.  Region    2,     Atlanta,     Reactor   Gperati  ons 

Nuclear   Support    Branch.       79/09/30.       llpp. 

7910010679  Forwards    response    to    IE  Bulletin  79-16  re  vital   area   access 
control.  Encl   withheld    Iref    10CFR3.79Q). 
BTALLINOS,  C.M.       Virginia  Electric    d  Pouior  Co,       79/09/07.       Ip. 

791001OOBO  Forward!    IE  Circular   79-1B,     "Proper    Installation   of   Taroet 
Rocfc    Safety-Relief   Valves."   No   action  required. 
O'REILLY,  J.  P.  Region  2,    Atlanta,    Office   of    the   Director. 

79/09/10.       Epn. 
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791€020603   Forwards    IE   Circular    79-19,     "Loose    Locking    Devices    on 
Ingersol  1-Ran.d   Pump     Impellers.   "    Ho    action    required. 
O'REJLLY,  J.  P.  Region   S.     Atlanta 

79/09/13.        lp. 


Office    of     the    Director. 


7910350020   Foruarda    IE    Insp    Rept    50-339/79-49    on    79CB27-H9.  No 
nonccunpliancfr  noted 

LEWIS,  K.C.  Region    3.    Atlanta,     Reactor    Operations    Nuclear   Support 

Branch.        77/09/13         2pp. 

— 7910250033    IE    Insp    Hept    50-339 /79-4?    on    7<70B37-a9,  No    nancomplianca 
no  ted.  Major    areas     inapected:auditlng    prc-cndures,  escalation 
procedure   fc   collbr    control    program. 

JENK[N5,N.  D.  .     FORD,  E.  J.  Region    3,     Atlanta,     Office    of     the 

Director         RUHLflAN,  H.  A.  Region    2,     Atlanta,     Reactor    Operations 

Nuclear    Support    liranch         79/09/1E.        6pp. 

7<fQ93HOlS9   Forwards    IE   Notice    71-31.     "Transportation    &    Commercial 
Burial    of    Radioactive    Matl."    tta    action    required. 
O'REILLY,  J.  P.  Region   2,     Atlanta,     Office    of    the    Director. 

79/09/14.        lp. 

7910020037   Ac  k    receipt    of    79Q91O    Itr     informing    NRC    of     steps    taken     to 
correct    violations    noted    in     IE     Insp    Repts     5O-33B/79-2B   6 
50-339/79-33. 

LEWIS,  R.  C.  Region    3,    Atlanta.     Reactor    Operation*    Nuclear    Support 

Branch.        79/O9/14.        lp. 

— 7910020043   Ruponds    to   Nf!C    790BO7     Itr    re    violations    noted     ( n    IE    Inop 
Repts    5O-338/79-2B   !.   50-339/79-35.  Currec  tive    actions: 
re  instruct!  on    of    personnel     in    specific    requirements    of 
applicable   reporting   procadums 
STALLIWQS,  C.H.       Virginia   Eloctrie    tt   Poiuer    CD.        79/O9/1O.        3pp. 


— 7910250131     IE    Insp    Rept    50-339/79-47    on    790S30-31.  No    noncomp 1 lance 
noted. Major   areas    inspected :  steam    generator    feeduater    line 
radiograph    &   repair. 

CRCULEY,  B.  R.  Region   2.     Atlanta.     Office    of    the    Dimeter, 

HERDT.A.R,  Region    S.    Atlanta,     Reactor   Construction    S. 

Engineering    Support    Branch         79/O9/12.        4pp. 

791008O614    Responds    bo     IE    Bulletin    79-O1,     "Environ    Qualification    of 
Cbasi    IE   Equipment."    Reaulta    of    reviews    of    Clasa     IE 
equipment, chi Her    equipment    d    safeguards    hldg    ventilation 
fans    encl. 
STALtlNQE,  C.  M-       Virginia   Electric     S.    Pouer    Co.        79/09/17.        3Bpp. 

7710110282   Forwards    IE    Info    Notice    79-23,      "Qualification    of    Control 
Sys. "    No    action   required 

O'REILLV.  J.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

79/01/17.        lp. 

791025O4QB    Forwards    IE    Insp    Rept    50-339/79-15    on    79QB37~31,Nn 
noncompl  lance    noted. 

LEWJS.R.C.  Region    2.     Atlanta.     Reactor    Operations    Nuclear    Support 

Branch.        79/O9/17.        2pp. 

— 7910250411     IE    Insp    Rept    50-339/79-45    on    790B27-31 . Mo    noncomp  1  ianca 
noted. Major    areas    inspected : 1 ic ens BB    actions    on    previous 
imp    findings. 

WAGNER.  A.  G.  ,     BURNETT,  P.  1.  Region   2,     Atlanta,     Office    of    tho 

Director.        77/09/14.        5pp. 

791004O1Q9   Forwards    IE    Info   Notice    79-23,     "Emersency    Diesel    Generator 
Lube    Oil    Coolers,   "    No    action    required. 

O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    tlie    Director. 

79/Q9/26.       2pj>, 


—  7910020049   Forward!    IE    Inap    Repts    5O-33B/79-3B    !i    50-339/79-35    on 
790514-0615   &   notices    of    deviation    i<   violation. 
O'REILLY,  J.  P.  Region    2.     Atlanta,     Office    of    the    Director. 

7-J/QB/Q7,        2pp. 


791019O392   Forwards    IE    Bulletin    79-24,      "Froicn    Lines.  "    Action 
requ  i  red. 

O'REILLY.  J.  P.  Region    3,     Atlanta,     Office    of    the    Director. 

79/09/27.        Spf. 


—  7910020049   Notice    of    violation    from    inap    on    79O514-0&15, 

o  Region   2,     Atlanta,     Office    of    thu    Director.        7°?/OB/07          lp. 

--7910020051    Notice    of    deviation    from    inop    on    79O51fl-O&15. 

«          Region  2,    Atlanta,    Office   of    the    Director.       79/OB/07         lp. 

--7910020059    IE    Insp    Rapts    50-338/79-28   &    50-339/79-35    on    790514-0(115. 
Noncomp  1  iince   noted:  fal  1  ure    to    transmit    pote-nti  al  1  tj 
reportabla    info   to   persons   responsible    for   reviewing    matters 
for  reportabi 1 i  tg  . 

KIDD.M.  B.  Region    S,    Atlanta,     Office    of    the    Director. 

KELLQGQ,  P.  J.  Region    3.     Atlanta,     Fieactor    Operations   Nuclear 

Support    Branch.        79/OQ/O7.         14pp. 

7910030943   Forwards    response    to     IE    Bulletin    79-21,     "Temp    Effects    on 
Level    Measurements.  "    Describes    sys    used     to    initiate     safety 
actions    or   provide    post-accident    info. 
STALLIHQS,  C.M.       Virginia   Electric    J.    Poiuer    Co.        79/09/14.        3pp. 

7910010661    Responds    to    IE   Bulletin    79-15.     "Beep    Draft    Pump 
Deficiencies,"   Major   repair    efforts    limited    to    four    outside 
reel  rculation   apray   pump  a    eiperienc ing    oiccseive    bearing 
uiear. 
STftULINQB.  C.  M.       Virginia   Electric    &    Power    Co,        79/09/14.        33pp. 

79100501S9   Request!    deferral    of    completion    date    for    in&[>5    until    791033 
or  9-0  dags  after   issuance    of    revised    [E  Bulletin   79-17, 
whichever    is    later. 
BTflLLINGS.  C.  M.       Virginia   Electric    J-    Pomer    CQ,        79/O9/14.         lp. 

7910350073   Forwards    IE    Insp    Repta    3O-33B/79-34    (.    DO-337/79-li    on 
790816-31.  Ho   nonconpl  iance   noted. 

LEWIS, R.  C,  Region   3.    Atlanta,     Reactor    Operations    Nuclear   Support 

Branch.        79/09/14.        2pp. 


7910170232  Forwards    IE    Info  Notice    79-25,     "Reactor   Trips   at    Turkey 
Point    Units    3   &   1.  "    No    action    required. 

O'REILLY.  J.  P.  Region    S,     Atlanta,     Office    of    the    Director. 

79/1O/01.        3pp. 

7910170776   Forwards    IE    Info   Notice    79-24,      "Dverpreasuri  lation    of 
Containment    of   PUR   Plant   After   Main   Steam  Line    Break.  "    No 
action   required. 

O'REILLV.  J.  P.  Region    3,     Atlanta,     Office    of    the    Director. 

79/1O/01.        2pp. 

79103-10037    Responds    tc-    IE    Bulletin    79-13,     "Atypical    Wold    Matl     in 
Reactor   Pressure   Vessel    Holds,"   Vendor    presently 
investigating    matl.Rept    eipccted    late  Nov    1977, 
BTftLUINQS.  C.  H.       Virginia   Electric    &    Pnmcr    Co.        79/10/00.         lp. 


Responds    to    IE    Bulletin    79-17,     "Pipe    Cracks    in    Stagnant 
BoratBd    Water    Sya    flt   PWR   Plants,"    Requests    90-day    deferral 
for    response    since   revision   to    bullotin    is    f  orthcomlnni 
clarifying    insp   requirements, 
STALLINQB,  C.  H.       Virginia   Electric    !<    Pouor    Co.        79/10/OB,         lp, 

79101703"13    Forwards    response    to    79O823   request    for    addl     info    re    IE 
Bulletins   79-Ofifl   &  79-0&A,  Revi  B  ion    1,     "Review   of   Operational 
Errors   t<   Sys   Misalignments    During    TMI    Incident. 
8TALL1NGS.C,  M-      Virginia  Electric    4.   Pouier   Co,       79/10/15,       (bpp. 

7910260267   Responds    to    IE   Bulletins    79-OtA  8,  79-06A,  Revi  sion    1,     "Hn 
of   Operational    Errors   &   Bi{s   Misalignments    During   THI 
Incident."   Provides    addl    Info    re    emergency    procedures    For 
LDCft    5t  operator  actions    to   maintain    natural    circulation. 
STM-LINQS,  C.  H.      Virginia  Electric.!.  Touer   Co.       79/10/15.       6pp. 


S.    Repayable    occurrencos,    L£Rs   li  related    correspondence 


— 7910250075   IE   Insp    lispts   50-339/79-3^   i   SO-339/79-4A    art  79Oai6-31.No 
noncompl  iance  noted. Major   areas    iTispoc  tt-d:  administrative 
controls    for   startup    testing    program, 

KIBD.M.  B.  Region    a,     Atlanta,     Office    of    the    Director.        79/O7/13. 

Bpp. 


7910020474  Updates    790B28  rapt  re    inadequate   range   of    Fault    current 
protection   on    some   containment    electrical    pamer 
pane trat iona, Review   of    all    related    power   circuits    completed, 
u/appropr  late   mads   detormi  ned.  Mods    in   progress. 
BROUM.E.C,       Virginia   Electric    t.  Pomer   Co.       79/09/27.       lp. 


791023012B  Forwards    IE   Insp    Reji  t    50-337/79-47   on    790B30-31.NO 
noncomp  1  iance  noted. 

MURPHY, C.  E.  Region  3,    Atlanta.    Reactor   Construction  &  Engineering 

Support   Brancn,      79/09/14.       2pp, 


7910O4O304    Discusses   790829   rept    submitted    re    inadequate   range   of    fault 
current    protection   an    some    containment    electrical    pouer 
pane  trat  lone.  Circuit  mods    in   pvonrBBB.  Final    rept   will    follow 
upon    mod    completion. 
DROWN, 8.  C.       Virginia   Electric    b  Pownr   Co.       79/O9/37.       lp. 
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J91O1904G2   Interim   deficiency    rept    re    inadequate    range   of    fault    current 
protection   an   some   containment    electrical    pouer 
penetrations.  Final    rept    will    be    submitted    when   work    on 
circuit    mods    complete. 
BROWN, S.  C.        Virginia    Electric    !.   Punier    Co.        79/09/27.        ip. 

791Q19O3'93    Interim    deficiency    rept    re    performance    of    nonsaf  e  ty-graCe 
equipment    in   adverse    environ* impac ting    protective    functions 
fsrt  crmed    bij    safety-grade    equi  pment.  Sys    under   ravieu. 
BflOWN.B.  C.        Virginia    Electric    &    Power    Co.        79/09/20.        3pp. 

791QI2QJ92   Final    rept    re    tuia    cracks    on    disc    of    valve    MQV-23BO. 
Replacement   disc    is    being    purchased    &  wl 1 1    be    installed. 
8ROWN.E,  C.        Virginia    Electric    t,    Power    Co.        79/10/03.        2pp. 

79101BOfl5t    Final   Part   31    rept    re   cracV    in   valve    disc    of   valve   MQV-23BO. 
Replacement    disc    luill     be     installed. 
BDGWN.  5,  C.        Virginia    Electric    &    Poiuer    Co.        79/10/03.        2pp. 


7910110314    Responds   to   79OB16    ttr    re    emergency    procedures   to    train 
operators    to   recognlie    ATMS   ovent.  Procedures    should   he 
camp letcd    bg   Qct    19BO. 
JENSrW.H,       Detroit   Edison  Co.       79/IO/04.        Ip. 

79101&0474    Forwards   CertiPicate    of    Svc    for    Amend    36    to   amend  erf   !, 
substituted    application    for     Licenses. 
MATERS, B.R.        Detroit    Edison    Co.        79/10/OB.        3pp. 

7910220335    Lists    QE    generic    Marl     I     owners    group    documents   applicable    to 
Faci  lieu. 
JENSiU.  H.       Detroit   Edison  Co.       79/1O/16.       2pp. 

7710390305    Discusses    MI    Water    Resources   Commission    790002    Itr 
approving ,  ill/minis,  study    plan    For    evaluating    impinflement  !< 
antrainment   oF    aquatic    organisms    at    plant    makeup    cooling 
uater    intake, 
GDURCHAINE.fi.  J.        Michigan,     State    of.       79/1O/17.        3pp. 


7910190341    Final    deficiency    rept    re   crack    discovered    in   valve    dish    of 
HOV-23BO.  Replacement    disc    will    be    installed. 
BROUN.  B.C.        Virginia    Electric    t,    Poumr    Co.        79/10/O3.        2pp, 

79101Si0457    Interim  deficiency    ropt    re    emergency    diesol    generator    fan 
tooling     sjs.  During    revlcui   of    oquipmant    specs    ambient    temp 
ranges     Found    eiceeding    original     design    1  imi  ts,  Manufac  turer 
(•noineered  mod   allowing    operation   ui/o    overloading    fan. 

i  S.  C.       Virginia    Electric    &    Pouiur    Co.        79/1O/10,        Iji, 


79IOI&O472    Interim  deficiency    rept   re    ambient    temp    ranges    eiceeding 
original    design    limits    of    fan   coo  lino    ays.  Mod    engineered    to 
Fan   drive    coupling    to    increase    load    carrying    capability. 
Final    r*pt    to    follow   when    corrective    action    completed. 
aBOHN,S.C,       Virginia   Electric    &  Power   Co.       79/10/10,       Ip, 

7910190510    Interim  30-day    deficiency    rept    re    emergency    diesel    generator 
tan   cooling    sys.  Final    rept   uill    be    submitted    when 
manufacturer    design   mod    Implemented. 
BROWN.  B.C.       Virginia   Electric    t,   Pnwer   Co.       79/10/10.       Ip. 

7910390316   Submits    evaluation   re    interaction    between   nonsaf  ety-graile 
«Y«    Si   -safety-grade    sys.  Potential    interactions    eiisl    for 
steam   generator    pouer    operated    relief    valve    control    sys    in 
conjunction  w/feedline    rupture    event. 
flRDWN.E,  C.        Virginia    Electric    &   Pouer    Co.        79/10/34.        4pp. 


U.    Congrossl  ona 1 /Executive   Correspondence 


7710I900DH   Forwards    Itr    from   constituent   re    conditions   at    Unit   2. 
Reactor    stands    on   geologic    faul  t.  Requests    comment. 
WARNER.  -J.  M.      Senate,       79/09/27,       3pp. 


JACKET    50-341    ENRICO   FERMI    ATOMIC    POWER    PLANT.     UNIT   3 

A.    Application/construction    stage    documents   !<   correspondence 

7910140145   Notification    of    790936  meeting   in/Mark    I    owners    in    Qethosdai 
MD    to    discuss   pool    smelling    compress ih i 1 i ty    effects   b 
dornicamev    condensation    loads. 
CRIMES, C,  I.  Plant   Systems    Branch    (Pre   791030).       79/09/24.       Jp. 

79ID17QQ1O   Discusses    need    for    addl    conf irmatory    full    scale    tests    to 
eitjblisn    uncertainty    in    load   magnitudes   re    condensation 
oscillation    load    definition    procedures.  Draft    Itr    to   Hark    I 
utllt    re    test   program   encl. 

CH1HEB,  D.  H.         Assistant    Director    tor   Systems   Engineering    (Pre 
791O3OI.        79/09/33.        4pp. 

791017OOG&   Discusses   resolution   of    potential    problem  re  Mark    I 
containment    Identified    in   790031    memo. Addl    info   re  response 
characteristics   of   downcomer-vent    header    ays    shows 
sufficient    structural    fatigue   margins    ex  1  at.  Evaluati on    and. 
DEtJTDN.H.R.      Office    of   Nuclear   Reactor   Regulation.       79/09/36.       2pp. 

7910330293  Advises    of   requirement    to    submit  matl    transfer    rept   to  NRC 
when«var    transfer   of    1    g    or   more    of    contained   U-333,  U-335   or 
Pu    In    BNM    liOOO    kg    or   more    of   U   or    thorium    in    source   matl 
or    liOOO  CI    or  more   of    tritium  occurs. 

BPARKS.  E.  Technical    Planning    fc   Information   Branch.       79/09/27. 

Ip. 


G.      Ad  jud  led  lory    cor respon dene  e 


79LOD3063B    MotifiES    that    util    79O719   request     for    summary    disposition    of 
Contention    11    is   unnecessary    since    intervenor    Citiiens 
for   Emplnyment    d  Energy    withdrew    contention    on  790302. 
MCGURREN.H.  J.  Dranch     1,        79/OB/OB.        Ip. 

7910010256   Notifies    that    NfiC    deems    response    bo   applicant   request    for 
summary    •disposition   unneceB  sary.  Wi  11    respond    to  motion    for 
change   in    discovery    schedule    per    ASLB  79O321    order  within 
period   alloued    by  NRC    rules    if    practice. 
HCGURREN,  H.  J.  Dranch    1.       79/OB/OB.       Ip, 

79L005061S   Answer    in   opposition    to    Citiiens    For   Energy   fc  Employment 
790B07  motion    For   change    in    discovery    scA  edule.  Delay   will 
cause    financial    b  planning    difficulties    for    applicants. 
Certificate   at   Bvc    enc  1 

VOIOT,H.  H,        Detroit    Edison   Co.        VOIGT.H.  H         LeCoeuf.     Lamb.     Leibyti 
HacRae.        79/09/20.        6pp. 

7910230070    Forwards  NRC   790731     Itr    to    Detroit   Edison  Co    forwarding    IE 
Inap    Rept     30-341/7V-D4    i<   notice    of   violation. 
OLACK.R.L.  Pranch    1.       79/09/03.       Ip. 

791030-0507  Motion    requesting    is-suance    of   order    compelling   Citiiens    for 
Employment    &  Energy    to    respond    to   790524    Interrogatory    14, 
Intervenor    790924  refusal    un justified,  Cor tiFicate    of  Svc 
encl . 
MCGURfiEN.  H.  J.  BrancJi    1.       79/1O/01.      2pp. 

Q,     Inspection   reportsi     IE    Bullatins  d    correspondence 

791001OQ33  Forwards    IE    Insp  fiept    50-341/79-04   on  790215-0303  !.  notice 
of   violat tan, 

KEPPLER.J.  0.  Region    3,    C-hicago,    Office    of    tho   Director.       79/O7/31. 

3pp, 

—  7910010034    Notice   of    violation    from    Insp    on    790315-0302. 

*          Region   3,    Chicago,    office    of    the   Director.       79/07/27.       Ip. 

—7910010037    IE    Insp    Rept    50-34 1/79-01   on   790215-0303.  Noncomp  1  iance 
noted;  incomp  1  ete    corrective    actions    In  votd    areas   of 
sacrificial    shield    grout. 

HAWKINS,  F.  C.  ,     HftRSH.R.J.,    WDRELINS,  C.  E.  Region  3.    Chicago, 

Office    oF    the    Director.      79/07/27.       SBpp, 

7910Q901B1    Forwards    IE   Bulletin    79-21,     "Temp    Effect  a   on  Level 
Measurimenta.  "    Action   required. 

KGPPLER,  J.  •».  Region   3,    Chicago,    Office    oF    the   Director.      79/09/13. 

Ip. 

7910050109  Forwards    IE    Info  Notice   79-20,    "NFtC   Enforcement   Policy   - 
NRC  LicBnied    Individuals."  No    action  required. 

KEPPLER,  J.  0.  Region   3.    Chicago,    Office    oF    the  Director.       77/OB/14. 

Ip. 

7910Q304H2  Forwards    IE  Circular    79-17,     "Contact   Problem   In  BD-12 
Switches    on  BE   Metalcla-d   Circuit   Draakere.  "    No  action 
required. 

KEPPLER,  J.O.  Region   3,    Chicago,    Office    oF    the   Director.       79/OB/14. 

Ip. 


791030QO34    Discusses   confirmatory   requirements    relating    to    condensation 
oiiillatton    loads    for   Mark    I    containment    lonu-term  program. 
RaquirBs    each    llcenseo    of   Mark    I    owners    group    commit    to 
test*   fc    provide    test   &   plan    schedule    by   791031. 

VARQA.S.  ft.  Assistant   Director    for   Light  Water   Reactors.       79/10/01. 

3pp. 


791O17003S  Forwards    IE    Insp  Reft    30-341/79-14    on  790901-03  &  notice 
of   violation. 

F10RELLI,  0,  Region   3i    Chicago,    Reactor    Construction  tc  Engineering 

Support    Branch.        79/OB/5'B.        Spp. 

— 7910170034    Notice  of    violation    from    insp    on    790901-03. 

*          RBolon  3,    Chicago,    Office    of    the   Director.       79/08/39.       Ip. 
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—7910170037     IE    Imp    Rapt    50-341/79-16    on    79QB01-03.  Noncomp I ianco    noted; 
inadequate    hang-er    insp    corroctivo    action. 

VIM,  I.T.  ,     DANIELSQN.D   H.  Region    3,     Chicago,     Office    of    tn  e 

Dirsctor.        79/OB/2B.        7pp. 

7910020197   Forwards    IE    Info    rlatico    79-2O,  Rev  i  s  i  on     1,     "NRC    Enforcement 
Policy.    -   NflC    Licensed     Individuals.  "    Notice    reissued     to 
correct   uord    omission  !•   punctuation    error    which    c-hanged 

intent    of    eta  tement.  Changed    statement    underlined    in    teit.          

KEPPLER.J.O.  Reflion    3.     Chicago.     Office    of    the    Director.        79/09/O7. 

lp. 

79100303SB   Foruiartfs    IE   Circular    79-19,     "l-oose    Locking    Devices    on 
InoerBoll-RanJ    Pump    Impellers. "   Ho    action   required. 
MEPPLER.J.  Q.  Region    3.     Chicago,     Office    of    the    Director-.        79/09/13. 


7910240717    Submits    status    update    t.    suppl    to    790706   response    to 
IE    Bulletin   79-02.      "Pipe    Support    Base    Plato    Designs    Using 
ConcretB   Eipansion    Dolts."    Describes    tnstal  lati  on,  testing 
i,   OC    Insp    of   concrete   anchors    used    u/QA  Level    I    supports. 
HINEB.  E.        Detro.it    Edison   Co.        79/1O/OB.        3pp. 

7910310233  Reissue*    791QGS   status    update    re    IE   Bulletin   79-03,  Revi  s  i  on 
1    Revision    includes    new   document    identification   number,  minor 
Format  change    nn   P-age   1   5  ref  number   on  Page    5.  No   content 

HI  NEB,  E.        Detroit    Edison   Co.        79/IO/OB.        5pp. 

7910310399   Forwards    Revision    2   to    IE   Bulletin    79-13,     "Crocking    in 

Feeduater   Sgs   Piping.  "   No   action   required.  ,„,,„,,„ 

KEPPLER.J.  G.  Region    3,     ChicflBO'     Office    of    the    Director.        79/1O/19. 

lp. 


7910340011    Forwards    IE    Insp    Jtcpt    50-341/79-17    on    790030-33.  No 
noncomp 1  iance    noted . 

F I  QUELL  I.U,  Region    3,     Chicago.     D 

3pp. 


of     the    Director,        79/09/13. 


—  7710240019    IE    Insp    flapt    50-341/79-17    on    79O92O-33.  No    noncomp  1  ianc  a 

noted.  Major    areas    inspec  ted;  1  icensee    action    on    previous    insp 
findings,  design    change    control    t<    instrument    lino 
Installatin    ichedulo. 

BARRETT,  P.  A.  .     HAYES,  D.  H.  Region    3.     Chicago.     Office    of    the 

Director.        79/O9/13         4pp. 

7910O30B4I    At*     receipt    of    790894    1  tr     informing    NHC    of    steps    taken    tn 
correct    violation    noted     in     IE    Insp    Ropt    30-341/77-14. 

FIOSELU1.G.  Region    3,     Chicago,     Reactor    Construction    b   Engineering 

Support   Branch.        79/09/14.        lp. 

—  791003084ft   Responds    to   NFiC    790723    1  tr    re    violation    noted    in     IE    Inr.p 

Rept    50-341/79-14.  Corrective    actions.:  proc  acJura  1    revisions, 

training    requirements    !.    schedule    documented    6 

doc  u  man  tat  i  on   updated. 

MINES.  E,       Detroit   Edison   Co.       79/09/31.       9pp. 

7910350414  Forwards    IE   Insp    Rept    50-34  1  /79-1  t   on    770G32-23.  No 
none  orapl  lanca   noted. 

FIDRELLI.u.  Region    3,     Chicago,     Reactor    Construction    &    Eng  ineer  lii[] 

Support   Branch.        79/09/31.        2pp. 

--7910H50417    IE    Insp    flept    50-3-11/79-19    on    790822-33.  No    noncomp  1  ianc  o 
noted.  Major   areas    insp  ected  ;  r^ua!  i  f  i  cat  i  on   fc   certification 
documentation    for   selected    individuals    perform!  no. 
nondestructive    examinations. 

MAREH.R.  J.  .    HDWELL.J.C    ,    KNEP,  R.  C.  Reoion    3,    Chicago.     Office    of 

the    Director.        79/09/3O.        6pp. 

7910040079  Ack    receipt   of    790B31    Itr    infornving   NRC    of    steps    taken    to 
correct  violations   noted    in    IE    Insp    Rapt    30-341/79-04. 
KEPPLER.J.  0,  Region  3'    Chicago,    Office    of    iho    Director.       79/0-9/24, 

lp. 

—  7910040002    Responds    to    violations    noted     in    IE     Inap    llept    50-341/79-O1. 
Corrective   ac  tions:  vo  ids    filled    In    satr  i  ficta  I    shield    uia  1  1 
grc-ut. 
HINES.E.        Detroit   Edis.on    CD.        79/OB/31.        3pp. 

79101101S5  Fc-rdiards    IE  Circular    79-SO,     "Failure    nP   OTE   Sulvania   Haluyj 
Type    PM   Bulletin    7305..  Catalog    5U12-1  1-rtC    iu/120    Volt    at 
Coil."   No    action    required 

KEPPLER.J.O.  Region    3,     Chicago.    Office    of    th<?    Director.       79/09/24. 

lp. 


S.     Reportable   occurrences,    LERs    fc   relateii    correspondoncu 

791005007S   rtck    receipt    of    790729     interim   rept    re    liandling    damage    to 
core    spray    pump    motor. 

FIORELLI.O.  Ro-sion    3,     Chicago,     Reactor    Construction    t>    Eng  inonrlng 

Support   Branch.        79/OB/14.        lp. 

791OIS0375   Conftrma    receipt   af   790924    interim  rept    re    damaged 
penetrations. 

FICRELLIiO,  Region   3,    Chicago,     Reactor   Construction   &   Engineering 

Support    Branch.        79/10/01.        lp. 

7910150-590    Confirms     receipt    of    790919   revised     final    rept    re    torus    ping 
beam  tueld    indica  t  ions.  NRC   mill    review  matter    during    future 

FIDRELLIiG.  Region   3,    Chicago,    Reactor   Construction   &  EnoinBeriiig 

Support  Branch.       79/10/02.       In. 


DOCKET    30-344   TROJAN    NUCLEAR    PLANT,     PORTLAND    GENERAL 
F.     Security,    medical,     emergency    &    fire   protection   plans 


7910050234   Forwards    request    -for    addl    info    to    continue    revioui   of 
safeguards    conti  ngen-cg    plan.  End    withheld    (ref    10CFR3.  79O). 
SCHWENCER,  A.  dpBratlna   Reactors    Branch    1    (Pre   791030).       79/09/17. 

3pp. 

7910040464   Notification   of   791022-34  meeting    ui/util    &   state    E.   local 
officials    in  Prescott.OR    to   discuss    emergency    plans. 

TRAMMELL.C.M.  Operating    Reactors   Branch    3    (Prc-   791030).       79/O9/30, 

3pp. 

771015024B   Foruardg    Class.    Ill    approval    fee    for    security    force    training 
S<   qualification    plan,  in  response    to  NRC   790931    Itr, 
OQDDHIN.C.       Portland   General    Electric    Co.       79/IO/OB.       lp. 


G.     Adjudicatary    cnrvonpono'enci 


7910090267    Respond*    to   790719   tolcon   re    issuance    of   SER    for    facility., 
Rept   mill    OB    itiEu«d    790907.  Hr  i  tten    testimony    in   proceeding 
must    be    filed    by    7W721.  Evident  iary    hearings   mill    begin 
79100B, 
GRAY,  J.  R.  Branch    1.       79/O7/24.       !3pp. 

7910090369  Order    consolidating    intervenors   N  Dull    &  Consolidated 
Intervanors  ui/E   Rosalie   d   Coalition    for   Bafe   Pquiur. 
MILi-ER,M.E.      Atomic    Safety    and    Licensing    Board   Panel.       79/07/27.        l 


7910040339   Forwards    IE    Info   Holies   79-23.     "Emergency    Ditfaal    Oeneratnr 
Lube  Oil    Coolers,  "   Ho    action    raquired, 

KEPPLER.v).  O.  Hegion    3,     Chicago,     OPfice    of    thff   Director.       79/O9/26. 

lp. 

7910040047   Forwards    IE   Info   Notice   79-24,     "Frozen    Lines."   ND    action 
required. 
KEPPLER-J.fl.  Region   3,    Chicago,    Office    of    tho    Director.       79/09/27. 

lp. 

771OI70349   Forwards    IE   Info  Notice   79-33.     "Soactor  Trips   at    Turkey 
Point  Units   3  t   4.  "  No    action,   required. 

KEPPLEH,  J.  0.  Region    3,     Chicago.     DPfice   of    tho   Dlrfretar.       79/IQ/O1. 

lp. 

79101GOA21    Foruariia    IE    Info   Notice   79-24,     "QverpresEur  iiatiar.   of 
Containment    of   PWR  Plant   After  Main  Steam  Linn    Orua*.  "   No 
action   required, 

KEPPtEfi,  J.  0.  Region  3,    Chicago,    DPfice    of    too   Director.       79/10/01, 

lp. 


7910050458   Supports    util    790713    motion    that  ASLB    dismiss    intervenor 
Consolidated    IntervenorB.  Consolidated    Intarvenors    has 
consistently    fallod    to    fulfill    discovery    responsibilities. 
Certificate  oP   Bvc    end. 
QRAV,  J.  ft,  Drrnich    1,       79/08/02.       3pp. 

791O05O793   Foruards    NRC   790906   motion    for    reconsideration   of   ABL13 
ortfar   granting    intervenor    Consolidated    Intervonor   request 
for   consolidation   ui/  inter  van  or   Coalition    for  Safe   Pouior. 
Intervanors  ore    tardy    in   responding    to  requests. 
ORAV.J.R.  DrancH     1.        79/03/06.        lp. 

—  7910050787  Roquests    racona  ideration    of   ABLQ   790737   order    grantinB 
Inlorvenor    Consolidated    Int-arvenor   790713  request    for 
consolidated    uf/intervenor   Coalition    for  Bafe   Pouior. 
Interveror   Consal  Ida  tod    Intervenors    should    be    dismissed. 
ORAV,J.R.  Drarch    I.       ULMAN,  M.  B.         Operations   &   Administrat  i  VQ 

Division.       79/OB/O6.       9pp. 
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791OOS0349   Interrogatories    to   !<   document   requaats    From   utll    for    info 
re    tonse'Hue-ncaE    of   design    basis    hurricano.  transporting 
equipment,  p  late    drop    accidents   &   partial    penetration  uields. 
Certificate    of   Bvc    end. 
DSTRrtNDER,  F.  W.       Oregan,     Stats    of.       79/OS/16.       7pp. 


7910150672    Request!    clarification    of    ASLB    790412   ruling    re    admission    of 
Consolidated    Intervenor   Contention    17   on   scope   ti    limitations 
of    evi  den  tiarij    presentations    t.    croas-eiamination    at    hearing. 
Certificate    af    Svc     encl. 
QRAY.J.R,  Branch     I.        79/09/04.        3pp. 


791QOSOB2-S   Supplemental    responses    to     intervenora    Coalition    For    Safe 
Power    b    Conaalidatod     Intervenors     interrogator  iea.  Inc  ludes 
info    re    effect    of   mods,  Af f idavita    of   6W  Eduiards,  DL  Damon. 
GA    Zimm&rman, RW    Johnson    t<   Certificate    of    Svc    enel. 
ZtHMEflHAN.  Q.  A.  ,     JOHNSON.R.W.        Portland    General    Electric    Co 
DAMON,  0.  L.      'BeclitDl    Corp.        79/QB/30.        13pp 

791O0.305B5  Request    that    ASLB    grant    summary    disposition    of    intervenor 
Coalition    for    Safo   Power   Contentions    3, 17, SO   tt   22  t. 
Conool  Ida  ted     Intervonars    Contentions    2a,  2c.  3d,  11    8,   SO. 
Certificate    of    Svc    cncl. 

JOHNSON,  ft.  W.        Portland    General    Electric    Co.        AXIHLRAD.M.,     AXEURAD,  M. 
LauJBnitelniNeuinian.Rcls,  Anelrad    t.   Toll.       79/00/37.       ll|ip. 

— 79IQ0305B&   Argument   &    documentation    tn    support    of   util    790637   request 
for    summary    disposition    of    intervenor   Coalition    for  Safe 
Pouter    Contention    3.   Intervenor    concerns    aro    unsupported. 
BufFimaru,    disposition    should    ha    granted    aa    matter    of    laui. 
JOHNSON.  R.  W.        Portland    General    Electric    Co.        79/08/27.        Bpp. 

— 7910030&09    Affidavit    of    EU    Edurards    re    intervanor    Coalition    for    Safe 
Power    Contention   3.  ProF    qualifications    end. 
EDW/IHD3.  £,  W.         Bechtol    Corp.        79/OH/37.        5pp, 

— 7910030391    Affidavit    of    QD  Withers    ro    Intervenor   Coalition    for   Safe 
Pouar    CDntentlon  3. Prof    qualifications    encl. 
WITHERS,  B.  O.        Portland    General    Electric    Co.        79/08/27.        6pp. 

— 791003-0595    Argument    fc    dacumentoti  on     in    support    of    util    790927    request 
for    summary    disposition   of    intervenor   Coalition    for   Safe 
Pouer    Contention    17    d    intorvonor   Consolidated    Intervonor 
Contention    2d.Mod    uiork    will    not     interfere    u/ emergency    plans. 
EDWARDS,  E,  W.        Bechtol    Corp.        WITHERS,  D.  D.        Portland    General 
Electric    Co.        79/QB/27.       Bpp. 

— 791OQ3-0597   AfPidavit    of    EW  Eduardo    re    intorvenor   Coalition    for  Safe 
F'ouar    Contention    17.  Prof    qualifications    oncl. 
BDHAflDS,  E,  W.       Pechtol    Corp.       79/OB/27.       7pp. 

— 791003060:3   Affidavit    of    DD  UiUiern    ro    intervenor    Coalition    for  Safe 
Pouior    Contention    17   &    intorvenor    Consolidated    Inlervemira 
Contention    3d. Prof    qualifications    encl. 
WITHERS,  D.  D.       Portland    general    Electric    Co.       79/OB/27.       7pp. 

— 791G03Q610   Argument   d    documentation    in    support    of    util    79OB27  raquoot 
for    lummary    disposition    of    intervenor   Coalition    for   Safe 
Pnuor    Contention   SO   &    intervonor    Consolidated    Intervennr 
Contention    1 1 .  No   damage    to    control    bldg    malls   during    moda, 
«      Portland    Onneral    Electric    CD.       79/OH/27.       7pp. 

— 71100306-19  Affidavit    of    EW   Eduarda    ro    intervenor   Coalition    for  Safe 
POWBT    Contention    30    ft    intorvenor    Consolidated    Intorvanora 
Cnntontion    It. Prof    qualifications    oncl. 
EDWARDS,  E,  W.        nochtol    Corp.        7 WOO/ 37,        7pp. 

— 7710030633   Affidavit    of    UH  White    re    Intervenor   Coalition    for   BaFe   POUIO 
Contention    3D   b    intnrvenor    Consolidated    Intorvenor 
Contention    13.  Prof    qua  1  i  Fi  cat  iotla    oncl. 
WHITE, W.H.       Dochtal    Corp.       79/OB/H7.       7np. 


7910090063   Forwards    responses    to   NRC    790817    queations.  transfni  tted    in 
WRC   790B22    1  tr    to    ASLH.  Inc  iudes    infp    re    computer    codes    for 
evaluation    of    mods     to    control,  aui i 1 iary. fuel    bldg    camp  lei    & 
vertical    natural    frequencies. 
BROEHL,  D,  J.        Portland    General    Electric    Co.       79/09/05         121pp. 

— 7910090285  Affidavit  af  EW  Edwards  re  intervenor  Consolidated 
Inte-rvenors  Contentions  2a  d  2c.  U/supporting  documentation 
EDWAFIDS.E.M.  Bechtel  Corp.  79/OB/27.  llpp, 

7T1019031&   Notice    of    791010-26    evidentiary    hearing    to   bo    held    in 
Portland,  OR.  Wi  11    address   Phase    II    issues    stated    in  ASL1) 
790326    order     for   motf    of    1  icense,  43FR3376B. 
MILLER,  M.  E.        Atomic    Safety    and    Liconsing    Board   Panel.       79/07/03.        lp. 

79101i0095   Motion    to    postpone   791010   hearing.  Questions  re    safety 
evaluation   adequacy    of    proposed   mads   on   seismic    capability 
of    control    b Idg, scA  edu  led    for    issuance   on   790907,  are   still 
unresolved. 
QRM.J.R.  Branch     S,        79/09/06.        3pp. 

— 7910160Q9B   Affidavit    attesting    that    addl    questions    t,   concerna    raised    re 
safety    evaluation    concerning    facility    still    remain 
unrsaolved.  Cert  i  F  ica  te    of   Svt    encl. 
HERRING,  K.  S,  Engineering    Branch    (Pra    7910301.       79/O9/06.        4pp. 

7910030396  Responds    to    request    for    Immediate   shutdown   of    facility. 
Request    denied. Forward  a   notice   af    director's   decision  under 
10CFR3.  306. 
DENTOM.H.J1.        Office    of    Nuclear    Reactor   Regulation.        79/09/1O.        3pp. 

— 7910030B61    Notice    of    denial    of    79O917    petition    submitteii    per    10CFf)2.2Oi 
by   Coalition    for    Safe    Pomer    requesting    immeaiate    ahutdouin   of 
facility. 
DENTON.H.R.        Bffica     of    Nuclear    Reactor    Regulation.       79/09/1O.       3pp. 

79101B0239  Motion   for    addl    time    in  which    to   respond    to    licensee   79QB37 
motion    for    summary    disposition   of    nine   consolidated 
contentions    of    Coalition    for   SaFe    Poioer.  Forthcoming    SER    info 
mill    he    impor  tant.  Cert  i  f  icate    of    Svc    encl. 
QSTRfWDER.F.  H.        Oregon.     State    of.        79/09/13.        3pp. 

— 791QIB0244   Affidavit    in   support   of    licensee  790912  motion    for    summary 
disposition    of    Coalition    of   Bafe    Poujcr    contentions.  NRC 
informed    State    oF    DR    that   SER    mould    not   be    iaaued    on    790907 
as    nipected .  Cert  i  f  icate    at   Svc    encl. 
d3THANDER,F.  W.       Oronon.    State   of.       79/09/13.       flpp. 

7910230131     Notifiea    of    790920   hearing     in   Dethesda,  HD,  on   NRC   7909O6 
motion    to    postpone    Phase    II    evidentiary   hearing    scheduled 
for  791O10    in    Portland, DR. 

MILLER,  tt.E.        Atomic    Safety    and    Licensing    Hoard   Panel.        79/09/12. 
Hop. 

7910250376   Response    in    support   of  NRC   790905  motion   requesting 
sunpenslon   of    SER    !«   discovery   re   BEI1, filing   of   prfiled 
testimony,  commencement    of   hearing.  Util   tuill    facilitate 
SER    issuance.  Cert  1  f  icate   of   Svc    encl. 

JOHN30N.R.W.       Portland    General   Electric   Co,      AXELRAD.H.  ,    CARR,  A.  U. 
LowenatBin, Newman,  RelE.Aielrad    t,   Toll.        79/09/12.        4pp. 


-79)0030633   Argument   &   documentation    In    support    of    util    790B27   rsque-at 
for    summary    disposition    of    intcrvenor    Coalition    for   Safe 
Ptmiir    Contention   22  tt    intervenor    Consolidated    Intervennrs 
Contention    SO.  Effect    of    steel    plato    has    been   analyied. 
it      Portland    Sonera!    Electric    Co.       79/OB/27.       9pp. 

-7910030t3fi   Affidavit    of    WH  White    ro    Intervenor   Coalition    for   Safe  Power 
Conttntion    33   &    intorvonor  Consol  Idatoil    Intarvenors 
Contsntion    20.  Prof    n.ualif (cat Ion    *ncl. 
UNITE,  W.  H,       Bflchtel    Corp.       79/08/27.       Bpp. 

-791003-0643  Argumont   tt    documentation    in    support    of   utll    790857  request 
for    iirniniflru;    ditposition   of   Consol  idatnd    Intarvenors 
CQntentioni    Sa   J.  Be.  Adequate    firo    protattlon    for   cable 
penetrations    &  ueldtng    during    moil    uiork    exista. 
«      Portland    General    Electric    Co.       79/08/27.       6pp. 

-7910030640  Affidavit  of  EH  Edwards  re  inturvonar  Consolidated 
Intervanors  Contentions  2a  t"  3c.  W/aupporting  documentation. 
EDHftRD8,£.  W.  Bechtel  Corp.  79/08/27.  llpp. 

-7910030653    "Burn   Tost«    on   SllastU    Rubber-Cnatod    Olasa    Drop   Cloths. 
Prof    o,ual  1 1 Icationa    of   EW  Eduiards    encl. 
INOEBRIOTSDN.  D.  ,    ANDERSON,  D,  R,       Doiu  Corning    Corp.       71/02/23.       12pp. 


7910290476   Motion    fop    change   of  venue    re   790930  hearings.  Urges   hearing 
ba    held    In   Portion*. on    or    funding    fie   provided    for 
intervsnnrs    representatives    to  attend. Requests    hearing    be 
subject    to   restrictions,  Certificate    of  Svc    encl. 
ROSOLIE.E.       Coalition    for   Safe  Pouier.       DELL,  N.       Consolidated 
Intervenors.       79/09/13.       3pp. 

7910310364    Motion   to    join  State   of   OH   790912  request    for    Eltension  of 
lime   to   respond    to    licensee  motion    for    summary    disposition 
of    specific    c ontentions, Denial    of    extension  would    be 
prejudicial. Certificate   of  Svc    end. 

RQBDLIE.E.       Coalition    for   Bafe  Power.       BELL, N,       Affiliation  Unknown. 
79/09/13.       2pp. 

7910H20220   Forwards    three   documents    re   proceedings   on   control    bldg: 
IE   Bulletin    79-0?,  Revision    1, Suppl    1,     IE  Bulletin  79-14. 
Suppl,     fc    util    60-day    rept    in  response    to   IE  Bulletin  79-14. 
GRAY,  J.  R.  Branch    1.       79/07/14.       2pp, 

— 7910320228  Forward's    IE  Bulletin  79-02,  Revision    1,  Suppl    1. 

ENuELKGN,  R.  H,  Region    9,     Son   Francisco,     Office    of    the   Director. 

79/08/24.       2pp. 
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-791O32Q236   Forwards    IE    Bulletin    79-14,  Buppl. 

EMQELKEN.R.  H.  Region    5,     San    Francisco,     Office    of    thi 

79/03/15.        3pp. 


7<?100'10363  Forwards   request    for    addl    info   re   770719    license    submittal 
regarding    degraded    grid    voltage. 
LAINAS.Q.  Plant    Systems   Branch     <Pre    791O3Q).        79/O9/12.        3pp. 


-7910350354   Forwards    "Insp    of    5af  ety-R-el  ateri  Ptpi-ng    t.   Review    of   Seismic 

Calculations,"    60-dau    rept     In    response    to  IE    Bulletin    79-14. 

OaaOHlN,  C.  *     LENTSCH,  J.  W.  .     CHR  ISTENBEN.  E.  R  Portland    General 
Electric    Co.        79/O8/31.        2pp. 


7910030633   Forwards    request  for    addl     info    to    continue    review   of 

PGE-1020i     "Kept    on  Design  Hods    for   Trojan   Control    Bldg.  " 

BCHUENCER,  ft.  Operating  Reactors   Brancn    1    (Pre   791030).       79/Q9/14. 

Spp. 


7910220333    Submits    status    rept    per    NBC    790vQi    motion,    re    compaction    of 
SEP. Final     questions    re    unresolved    concerns    on    proposed    mod. 
uill    be   completed   6    transmitted    to    licensee    bo    79G919. 
Full    answers    bij     licensee    will     resofve    all    opon    items. 
CHAY,J.R,  Branch     1,        79/09/lfl.        2up. 


791005Q1BB   Forwards    rept    documenting    results    of    meeting    w/J   Williams, 
G    Withers. C    Yund  t   !.    J   Street    on    790911. Rept    withhold 
(ref    lOCFRa.  790). 
ENQELKEN,  R.  H.  Region    4.     Dallas,     Office    of    the    Director.        79/O9/14. 


7910190307    Order    vacating    NRC    790906   (ration    to    postpone    hearing,  deny  i  no 
Intervenors    790913   motion    for-    change    of    venue-    &    granting 
State    of   Oft  &    intervenes    motion    for    eittmslon    of    time    to 
respond    to    licensee   motion    for    summary    disposition 
H1U-ER.M.  E.        Atonic    Safety    and    Licensing     Doard    Panel.        79/O9/1B, 
4pp. 

79103I050B    Diacu-sses    status    of    proposed     control     bldg    mods    safety 
evaluation.  Sec  t  ions   ro    operation    during    mods.mcept    parts, 
concerning    unresolved    structural     questions. are    completed 
&  undergoing    final    review. 
QRflY.J.R.  Branch     1,        79/09/31.        lp. 

7910310494    Notification    of   meeting    u/utll     t.   Bechtel     in    BethBSda.HD 
to    d  incuts    info    needed    by   fJBC    in    order    to    issue    safety 
evaluation   on    proposed    control    bldg   mods. 
CRAY,  J.  R.  Branch    1.        79/O9/28.         lp. 

7910230473    Order    denying     licensee    790927    motion     For    c  lar i f i cal ion    of 
ABLE    790918   ord  er.  Order,  granting     ejtension    to    Stats    of    DR 
to  respond    to    licensee   motion    for    summary    d  i  apoai  tl  onp  bao-ed 
on   actual     delay     in   SER     issuance    &    filing. 

MILLER,  M.  E.        Atomic    Safety    and    Licensing    Dnjirif    Panel,        79/10/11. 
4pp. 


7910240639   Forwards    requests    for    design    changes     involving    piping 
support   mods    necessary    to    qualify    piping    sgs    for   response 
spectra    developed    in    accordance    w/PGE-1030, App    B. 
HASTINGS, W.        Portland    General    Electric    Co.        79/09/14,        flpp. 

7910020701   Notifies    that    uttl    response    to    NRC    7B0127    Itr    re    potential 
for   reactor    cavity   .annulus   seal    ring    to    become    destructive 
missile    during   LOCA   acceptably    resolves    problem. 

ECHWENCER.A,  Operating    Reactors    Branch     1     (Pro    791030).        79/O9/13. 

2pp. 

7910020795  Forwards   request    for    addl    info    re    rept    on   design   mods. 
Further   requests    forthcoming. 

SCHHENCER.A.  OporaUng    Reactors    Branch     1     (Pre    791030).        79/O9/HO, 

6pp. 

7910170361    Forwards    safety    evaluation    &   EG&G    rept    re    steam    neimrator 
water   hammer,  in    response    to   Technical    Assistance   Request 
TAG   739Q. 
tAINA8,Q.  Plant    Systems    Branch     (Pre    791030).        79/09/23,        lp, 

— 7910170379  Safety    evaluation    ro    staam   generator   water    hammer. 
*  Plant    Systems    Branch    (Pro    791O30).        79/09/19.        3pp. 


H.     Oeneral     c  urrespondenc 


7910090913   Requests    payment    of    Class    III    fee    fur    cons  idcratt  an    & 
approval    of    security    force   I*    training    plan    transmitted    on 


MILLER,  U.  0. 


Licensi  Fee  Hanagomsnt  Craned. 


Jp. 


— 7910170393  Forumrds    rept   assessing    effectiveness    of    existing  means    to 
reduce   potential    for    steam   generator   water    hammer. 
DEARIN.J.fl.       Energy   Engineering    Group.       79/09/IO.        lp. 

— 7910170400   "Steam  Generator   Water   Hammer   Technical    Evaluation. " 
»      Enargy  Engineering    Group.       79/09/35.       13pp, 


7910110397    Request    by    state    DDE    to    bo    notified     iP    5ER   uill     bo    dolayt'd 
longer    than   one   month. 
FRANK,  L.        Oregon,     State    of.        /9/10/Q3.        lp. 

f.     Operating    license    stage    documents    !<   correspondence 

7910050094  Provides    response    to    Item    i3  of    IE    Bulletin   79-06A.  Lists 
design  mods    in    progress    a:   result    of    review    of   TM1    incident. 
Analysis   will    te    submitted    by    7 9040 El   re    proposed    mod    bo 
safety    injection     Initiation     logic, 
GDODWrHiC.       Portland   Genera)    Electric   Co.       79/O9/1B,       Spp. 

7910090211   iForwards    FR  notice    of   amend    to    10CFR73.  95   re   r-Bqui foments 
for    physical    protection    of   nuclear    pouior    p  lants,  Amend    dofora 
imp  1  nmentflti  on    of    physical     search    requirements     from.   790601 
to    791  101. 
OENTQM.H.iR.       Office   of    Nuclear   Reactor  Regulation.       79/OB/10.      49pp. 

79100S031B  Forwards    Hit    of    plants    requiring   microf  Ichtno    of    up-to- 
date    FBARa    in   Central   .F  ilos.  Reques  ts   action   as    soon   as 
pos-slblB. 

GR]ME3,  B.  K.         Assistant    Director    for   Systems   £ng  inoering    (Pre 
7910301.        79/09/10.        4pp. 

7910090A3B  Responds    to  79080A    1 fcr    to    Governor    of    OR   r&   visit    to   site. 
Plant    officials  ware    followingi    regulations   whan   ac<ces-i   urat 
denied.Appllcsbleregulationsencl.  t 

DENTOM.H.R.       Office   of   Nuclear   Reactor-   Regulation.       79/09/10.      7pp. 

— 7910090639   Forwards   790B06    Itr    to  Oovernor   of    OH    r«    refusal    of  plant 
officials    to  admit  c i ti len.  Reque its    explanation    for 
incident, 
BUDDIE, C,  d.       Affiliation  Unknown.       79/O8/06.       flpp. 

7910110473  Bequests    confirmation    of    immediate    action*    to   be    taken   bu. 
utlli  including   ul thdratual    of    implementation!   changes    in 
phijBital    security    plan    until    NRC   approval    nbtaineif   ft 
creation    of    independent    security   aurfltnr    position. 
ENGELKENifi.H.  Region    5,    San   Fra-nclsco,    Office    of    the   Director. 

79/09/'li.       lp, 


7910030437  Confirms   recent    discussions   w/WRC   re    timing    &   content    of 
revisions    of    "Rapt   an   Design    Mads    far   Control    Bldg," 
PGE-102Q   !.   summariies   past   revisions    of    rept   as   well    an 
t  noun   subj   matter    for    forthcoming    revision. 
DRDEHL.D.  J.       Portland   General    Electric    Co.       79/09/26.       3pp. 

791O15D27i1  Forwards   request    for   addl    info   re    plant    control    bldg    design 
mods.  Enc.6    questions    comprise    NRC    positions    re    acceptable 
util    response, 
LAINASiO.  Plant   Systems   Branch    (Pre   791030).       79/09/37.       3pp. 

7910320413  Forwards    guidelines    for    valve    operability    re    containment 
purging    &   venting    during    normal    operati  on.  Requests 
commitment    to    implement   valve   qualification    pro0rani   within 
30  days, 
E18ENHUT,  D.G.  Division    of    Operating    Reactors.        79/09/27.        3pp. 

791O290133  Forwards   request    for   addl    info    for   review  of   PQE-10aQtre 
design  modi    for    facility    control    bldg.  NRC   will    requeot 
meeting    to   discuss    outstanding    questions   &   concerns    during 
first  upek   oP  Oc  t. 
8CHWENCEH.A.  Operating    Reactors    Branch    1    (Pro   791030).       79/09/S0, 


7910320470  Requests   addl    info   re    degraded    grid    voltage    generic    issue, 
for   review  completion, 

8CHHENCEFI,  A,  Operating    Reactors    Branch    1    (Pro  791030),       79/1O/01. 

3pp. 

79102603SB  Requests    info    on    events    ro    loss    of    offsite    power   & 
concomitant   degraded   voltage    or    frequency,    conditions. 
flCHUENCER,  A,  Operating    Reactors   Branch    1    (Pre  791030).       79/1D/OL. 

3pp. 

771O170S39  Forwards   request    for   addl    info   re   rept   on   design   mods 
In   order    to   continue   rovieui.  Requests   meeting    be    schedulad 
for    Bipedttious    renolving    nf    open    items   addressed    in 
requests    for    add!    info. 

SCHWENCERi  A.  Operating    Reactors   Branch    1    (Pre  791030).       77/10/03. 

15pp. 
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7910260160   Forwards    addl    question    to    Plant    Sys    Branch    790937    submittal 
re    safety    evaluation    of    design   mods    to   control    b 1 dg,  Reques ta 
info    re    const    In    electrical    auxiliaries    room. 
LAINAS.O.  Plant    Systems    Branch     <Pre    791030).        79/10/02.        3pp. 

79102S057B   Adviaoa    of    NRC    requirements    for    auxiliary    feeduatar    sya. 
0*Hflr£c    d    plant-specific    requirements    enLl. 
E18ENHUT.D.  G.  Division    of    Operating    Reactora.        79/1O/03.        32pp. 

7910100397   Forwards    response    to    NRC    790917    1  tr    re    potential    unrevieuiei! 
safety    question    an     interaction    between    non-safety    grade    ayn 
!.   safety-grade    ays.  Continued    operation   of    facility 
warranted.  Supporting    info    encl. 
GOCIDWIN.C,        Portland    General    Electric    Co.        79/10/O5.        12pp. 

79101B046B   Comments    Prom    State    of    OR    DOE    on    util    79QB13    1 tr    to    NflC    re 
staff    reorgani iat ion.  Eipreaaea    concern    re    proper    mg t 
attention    to   radiation    control  5.  Requests   written   mg t   review 
of   authority    for    radiation    protection   program. 
FRANK,  L.        Dregonj     State    of.        79/10/05.        2pp. 

79102i0314   Forwards     "Trojan    Cooling    Touier    Plume    Study    Summary    Topical 
Rapt,  " 
GOQDHIN,C.        Portland    General    Electric    Co,        79/1O/23.        Ip. 

—  79102(i0316    "Trojan   Cooling    Tomer    Plume   Study    Summary   Topical    Report.  " 
*      Portland    General    Electric    Co.        79/10/23.        9pp. 

0.     Inspection   reports,     IE   Bulletins   &   correapomlenc  e 

79101IO149  lleaponds    to    IE   Bulletin    79-14,  Fievi  sion    1,     "SuiBtnic   Analyala 
for   Ao-Built    Safety-Related    Piping    Sya,  "    Forwards    30-ilay 
rept.  Discusses    aeiEmic     analyais     Input    !<    insp    plan. 
BROEHL,  0,  J.       Portland    Quneral    Electric    Co.        79. /OB/01.        flBpp. 

7910030787   Forwards     IE    Insp    fiopt    50-344/79-11    on    7907O2-31.No 
none amp  I  lance   noted. 

CHEWS-1  J.  L.  Region    5,    9an   Francisco,    Reactor   Dperations    Nuclear 

•Support    Branch.        79/QB/30.        2pp. 

"7910030731     IE    Inap    Rept    50-341/79-11    on    790702-31.  Ha    noncomp 1 iance 
no ted. Major   areaa    inspected: plant    operat  i on s,  ma int,  physical 
security,  Hurvoil  lance    testing,  mods,  radiological    uiaste 
operations   Si  responses    to    IE   bullutlns. 

MALMR08,  M.  H.  Ronjon    5,     San    Francisco,     Office    of    the    Director. 

STERNDEnQ.  D,  M.  Region    5,     San    Francisco.     Reactor    Operatlona 

Nuclear   Support   Branch.       79/OB/17.       9pp, 

7910Q30QQ6   Responds    to     IE    Bulletin    79-17   Forwards    30-day    rept    ra    pipe 
craci*    In    stagnant    borated    water    ays    at    PWH    plants. 
GGDDHIN.C.        Portland    General    Electric    Co.        79/08/24.        27pp. 

7910030053  Submits    rept   re    nondeo true ti ve    tests    of    steam   generator 
feeduater    piping   welds    as    addl    info    in   response    to    IE 
Bulletin  79-13.  Diagram    of    steam   generator   nonle    end. 
BRQEHL.D.J.       Portland    General    Electric    Co.       79/OB/2B.       3pp. 

791003QQ5B  Reapands    to    IE   Bulletin   79-06C    re    operation    of    reactor 
coolant    pumps    after    LQCA 
ODODHIN,  C,       Portland    General    Electric    Co.       79/OB/29.       llpp. 

7910150377  Responds    to    IE   Bulletin   79-14,     "Seinmic    Analyain   Fnr 
As-Built   Baf oty-Rela ted    Piping    Sys."   Forwards   60-day    rept 
confirming    that    installed    piping    sys    is   accurately    depicted 
on  aa-bullt    drawings. 
ODCDHIN.  C.        Portland    General    Eloctric    Co.        79/013/31.        6pp, 

79100S0120   Responds    to    IE    Bulletin    79-09.  Mo   GE    Type    AK-L>    circuit 
breakers   used    at   plant. 
GOODWIN,  C.       Portland    Genera]    Electric    Co.       79/09/06.       Ip. 

79IOQ20E91    Foruavds    IE    Info  Notice    79-30.  Revl sion    1,     "NHC   Enforcement 
Policy    -  NRC  Licensed    Individuals. "   Notice   raissued    to 
correct    word    omission   &   punctuation   error    uhlch    changed 
intent    of    statement.  Changed    statement    underlined    In    te«t. 
EMQELKEN.R.H.  Region    5,     Ban   Francisco,    Office   of    the   Director. 

79/09/07.       Ip. 

7910040020  Forwards    IE  Circular   79-19,     "Loose   Locking   Devices    on 
Injersoll-Rand   pump    Impellers,  "    No   action   required.' 
ENQELKEN,R.  H.  Region    5i     San   Francisco.    Office   of    the   Director. 

79/09/13.       Ip. 

7910110301    Forwards    IE    Info   Notice   79-23,     "Qualification    of   Control 
Sya.  "   No   action   required. 

ENOELKENiR.  H.  Region    3,    San   Francisco,    Office    of    the   Director. 

79/09/14.       Ip. 


79103000H3   Forwards     IE    Info    Notice    79-32,     "Qualification   of   Control 
Sys,  "    Weatinghouse    790930    Itr    (.    Public    Svc    Electric    !,   Gas 
Co   790910    Itr    re    potential     unrevi*uied    safety    question.  Action 
required   within    30    days.W/o    encl. 
DENTON.  H.  R.        Office    of    Nuclear    Roactnr    Regulation.       79/09/17.        4Bpp, 

7910230561    Forwards    NRC    790ii2A     Itr    re   multiple    equipment    failures   & 
Burveil  lance-    testing    error  5,  tuJi  i  ch    uias    incorrectly 
distributed.  Alsg     Foriuard's     IE     Inap    Repts    50-295/79-13   C, 
30-301/79-ia.  Action    requiTod. 
EISENHUT,D.  G.  Dlvialon    OF    Operating   Reactors.        79/09/21.        19pp. 

791O12O3O4   Forwards     IE   Circular    79-20,     "Failure    of    GTE    Bylvonia   Relay. 
Type    PM    Dullstin    7305, Catalog    5U12-11-AC   w/120   Volt    ac 
Coil."    No   action    required. 

ENQELKEN.R.  H.  Region    5,     Ban    Francisco,     Office    of    the   Director 

79/09/34.         ip. 

7910HO193   ForwariJa     IE    Info    Notice    79-23.     "Emergency   Diesel    Ganerater 
Lube    Oil    Coolers. "    No   action    required. 

ENGELKEN.R.  H.  Region    3,     San    Franciaco,     Office    of    the   Diractor 

79/09/2A.         Ip. 

79101BOOM    Forwards    IE   Bulletin    79-24.     "Froien  Linos,"   Action    required. 
ENQELKEN.R.  H.  Rogion    5,     San    Francisco,     Office    of    the    Director. 

79/0-9/27.        Jp. 

7910170531?  Foruiarija    IE    Info   Notice-   79-25.     "Reactor   Trips  at   Turkey 
Point   Units    3  &   4.  "    No   action   required. 

ENQELKEN,  R.  H.  Wegion    5,     Ban    Francisco,     Office    of    tJie   Director 

79/1O/01.         Ip. 

7910190217  Forwards    IE    Info   Notice-    79-24,     "Overpressuri  ration    of 
Containment    of   PWJl   Plant   After    Main    Bteam  Line  BreaV.  "  (Jo 
action    required. 

ENOELKEN.R.  H.  Region    9,     San   Franciaco,    Office    of   the   Director, 

79/10/O1.       Ip. 

7910240-693   Discusses    NRC    under  stand  tug    of    util    actions    concerning    Item 
3    of     IE    Bulletin    79-14    re    domination   of    piping    supports 
inside    conta  inment, 

ENGELHEN.R.  H.  Region    5,     San   Francisco,    Office    nf    the  Director. 

79/10/03.         Ip. 

791010020B   Forwards    response     to    IE     Info   Notice   79-04   re    effects    of 
potential    degraded    voltage    c  and  i  tions.  Of  f  ai  to   puuier   sijs   EC 
onsite    distribution    sys    are    of    sufficient   capacity   !, 
capability    to    operate   all    required    safety    loads, 
GOODWIN, C.        Portland    General     Electric    Co.        79/10/05.        35pp. 

7910260172  Ach    receipt    of    79O913    Itr    informing   NUC    nf    steps    taken   to 
correct    violations    noted    in    IE    Iusp    Flept    50-341/79-13. 
OQDKjHE.  Region    S,    San    Francisco.    Safeguards  Branch,      79/10/19. 

Ip. 

— 79102-60180    Responds     to   NUC    790B34     Hr    re    violations    noted    In    IE    Inop 
Rept    50-314/79-13,  Corrective   actions;  fish   behavior    studies 
nou    performed    by    company    pernonnel    rather    than   bij 
contractor. 
QQQDHIN.C,        Portland    General    El&ctric    Co.       79/09/13.        2pp. 

--79102AO'1S7    Forwards     IE    Insp    Rept    90-344/79-13   on    790710-13   t,   33   t 
notice    of    violation. 

BDOK.H.  E.  Rogian   5,     Ban   Francisco,    Fuel    Facility  t.  Materials 

Safety    Branch.       79/06/34,        3pp. 

— 79102£0193   Notice   of    violation    from    insp    on  790710-13  E>  23, 

*  Region    5,     Ban    Francisco.,     Office    of    the    Director,       79/OB/S4. 

Ip. 

—7910260197    IE   Insp    Re-pt    30-341/79-13  on   790710-13  b  S3.  Noncomp  1  ianco 
noted: surveys    to    examine    fish    behavior    in  mixing    lone  area 
not  made    on   bimonthly    basis    &    licensee    did   not    notify 
licensing    director    of    inability    to   get    milk    samples. 
FISHj  R.  F,  Region   5.     Bar    Francisco,    Office   of    the   Director. 

BOOK.H.E.  Rogion   9,    San    Francisco,    Fuel    Facility   dHateriala 

Safety   Branch.       79/08/31.        llpp. 

791O3I027O  Forwards   Revision   3    to    IE  Bulletin  79-13,    "Cracking    in 
Feediuate-r  Bys   Pining.  "   Action    required, 

ENOELKEN,  R.  H.  Region    9-,    San   Francisco.    Office    of   the  Director, 

79/10/17,       ip, 

R.    Periodic    operating    reports    tt    related    correspondence 

7910100299  Forwards   monthly    operating    rept    for   Sept    1979. 
YUNDT,C,  P.       Portland    General    Electric   Co.       79/10/03,       Ip. 
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— 7910I003G9   Monthly    operating    rept    fas-    Sept    l"^ 

BAIR.Q.G.        Portland    General    Electric    Co,        79/1O/02.        4pp 

B.     Reportabl.    ocicurrencss,     LERs    &    related    correspondence 


7910110166    Responds    to    petitioner    OH   State    Senator    T   McCormack    790303 
statement    of    stand  1  no.  Does   not    allege    Injury    aufficlunt    to 
entitle    intervenor    ata  tus.  Posit  ion  as    state    senator    does    not 
affect   Btanding.  Certlf  Icafce   of   Svc    encl. 

CHURCHILL,  B.W.       Toledo    Edison   Co.       CHURCHILL,  fl.  W.       Shaw,    Pittroan- 
Potta,    &   Trowbridge.       79/OB/OB.       30pp. 


7910050351    Foruarda    LER    79-01 4/03L-Q. 
YUNDT.C.P.        Portland    Genera)    Electrit 


2pp. 


— 71100=0554    LER    79-014/03L-0':  on    790H30, Found    abnormal    degradation    of 
containment    purge   e.haust    due 1 1 ng.  Caused    by    =rac ked   ue 1 ded 
i  earns,  leaving    holes    in    d  ucling.  Etio  1  near!  ng    study;    initiated 

to    Identify    permanent    corrective   action.  

PEHRV,J.C.        Portland    General     Electric    Co.        79/09/29.        lp. 

7910260271    HO:  OTI    7910ia,plant    effluent    pH   was    above    9.0    limit    for 
appro*    3   minutes, in   violation    of    ET6. Max    pH    observed    mat 
9. 2. Exact    cause    of    pH   spike   has    not    yet    been   determined. 
YUNDT.C.P,       Portland   General    Electric    Co.       79/1O/19.       IP- 

7910310307  Forwards   RO  re   above-limit    plant    effluent   pH. 
YUNDT.C.P.        Portland    General    Electric    Co.        79/10/21.        lp. 

—  7910310311    RD;on    79101S- p lant    effluent    pH    uiceeded     limit    for    approi 
3  minutea.  Possibly    caused    by    disposal    of    high    pH   substance 
In    drain. Personnel    will    be    instructed    to    contact    plant 
chemists    prior    to  dlipnsal. 
»      PDPtlB-nif    General    Electric    Co.        79/1O/24.         lp. 


DOCKET    80-346    DAVIS-BEESE    NUCLEAH    POWER    STfiTCON,     UNIT    1 
F.     Security,     medical,    emergency    t<   fire    protection    plans 

7910180713   Requests    that    util    maintain    schedule     for    completion    of 
fire    protection   mods    at    Faci  1  i  ty.  Outstand  ing    irvfo   re    open 
item*    (.  required    design    details    should    be    submitted    on 
etped  i  ted    bails. 
EISENHUT,n,          Division    of   Operating    Reactors.       79/OB/09,       2pp. 


79100BO197   Forwards    add!    info    request    re  physical    sec  uci  ty.  tnr.  1 
withheld    Iref    10CFR2.  7901.  ,Q,no,,Q 

I1EID,R.H.  Operating    Reactors    Branch  4     (Pre    791030).        79/09/19. 

3pp. 

791O1502B6  Notifies    that    EL  Jordan   79QB22  memo    re    two    unresolved    fire 
protection     Items    has    been    forwarded    to    ft    Reid    i.   IJiv    of   Syo 
Bafetu    for    review. 

GRIMES, fl. K,         Assistant    Director    for   Systems    Engineering    IPre 
7910301.        79/09/23.        lp. 


7910110B71    Requests     denial     of   OH   State    Senator    T   McCormack    790903 
petition    to    intervene,  No    demonstration    of    standing    to 
Intervene    by    merely    being    ta«poyor   or    from   status    as    state 
legislator. Certificate    of    Bvc    encl. 
DAVIB.L.  D.  Branch    4.        79/OB/13.        9pp. 

7910010349   Notice    of    appearance    on    behalf    of   NF1C. 
DAV1B.L.D.  Branch    4.        79/OB/13.        lp. 

7910130439    Order    on    A5LU    motion    granting    petitioner   OH   Btato   Senator 
McCormacfc    opportunity    to   answer    utll    t-  NRC   responses    to 
HcCormaclc    statement    of    intermit    in   proceed  ing.  McCormac  k    naij 
supolofient   statement.  ..„,,.„,„.„ 

SMITH.  I.  W.      Atomic    Safety    and   Licensing    Hoard    Panel.       79/08/20.        lp, 

7<710aaoa99   Forwards,  per    790919    telcon.ASLB   790S50  memorandum  t<  order 
along   Hi/licensee    790H09   rosponsc    to   petitioner    statement    of 
standing.  H/o    encl. 
LEW1S,9,H.  Branch    3.         79/09/20,        lp. 

79101BQ290  Forwards    director's    doc  isiom  along    u/MIl    Denton    cover    1  tr    to 
Toledo   Coalition    for    Safe    Energy, ra   mod    of    license    & 
hearing*    on   mod.  Inst  i tot  ing    of    proceeding    to   amend    license 
la    denied.  Completes    action   on    technical    assistance    contract, 
KNIOHTaW.  O.U-  Environmental    Evaluation   Branch    IPre   791030). 

79/09/37.       9pp. 

7910390303   Forwards    summary    of    79OS30  meeting    to   discuss    preliminary 
results    of   au.iliary    fueduiater    sys    reliability    study    for 
Ranch   Se CD 
LEWIS,fl,  H.  Branch     H-        79/09/27.        lp, 

7910220416  Memorandum   b   order    directing   OH  State   Senator   McCormacl    to 
affirm    interest    For    hearino    along    uj/lntcntion    to    participate 
k  tn    jupplemetit    state    of    interst.  Reaponso    due    by    7VIQ1Q. 
SMITH,  I    W.       Atomic    Safety   and    Licensing    Baaril   Panel.       79/10/01.       Jpp. 


H.     Oaneral    corre^  p 


79103-101B3  Roaponda    to   T    Hamr  i  c  h    790319    Itr    oiprooaino    concern    re 
decommissioning    of    nuclear    pauier   p  lants.  Forwards    info 
included    In   DES.Also    forwards    AEC    safotif    Bvalufltion    of 
Plnua   liecommlss  ionlnn.  _„,.„,..         . 

EISENHUT.D.  G.  Division    of    Operating    Reactors.        79/10/11.        Ipp, 


7910040631    Requests    payment    of   Class    I]  I  amend    Fac    i   approval    for 

security    training   !.  qi/allf  ication    plan  transmitted    79CQ 1  & 
per    License   NPF-3. 

MlLLERr  W.  0.  License   Fee    Managemnnt  Branch.       7'!/09<'27.        lp. 

7910390354   Responds    to    790703   1 tr    re    Clats    111    FOBS    for   review  of 
safeguards,   contingency    plan    for    Fac  1 1  i  ty.  Forwards    ctiect. 
ROE,  L.  E.       Toledo  Edison  Co.       79/10/22.       2pp. 

791Q29O322   Forwards    industrial    security    nlan.Revislon    11.  Plan  withhold 
<ref    10CFS2.  790). 
HDE.L.E,       Toledo   Edison  Co.       79/10/23.        Ip- 


0.    Atfjudlcatorij    corrnspond  enc  i 


791O31OI19  Requests    denial    of    intervenor   Toledo   Coalition    For  Safe 
Energy    requeat    For   show    cause    order    ti    for   action    per 
10CFR2.  306.  Emergency    plan    In    full    compliance    uj/NilC 
r»quir  ementa, 
CHURCHILL,  B.W.       Sham.    Plttman.    Potts,     t-   Ti-oubridge.       79/07/16.       3pp. 

— 7910310125  Urges    denial    oF    ifitervenor    Tol*do   Coalition    for   BaPe 
Energi)    r«o.ueEt    for   action   per    10CFR3.  2O6.  Emergency    plan    in 
in    full    compliance:  u/NRC   roquiromonts- 

CHUBCH1LL.D.  W.       TalBrio    Edison   Co.       CHURCHILL,  U.  H.       Bhaw,    Pittraar,, 
PottB,     Sc   Traubridoo.       79/07/16.       25pp, 

— 791031012B   Testimony    of   K  Westby   &  J  White    before-  Cltiiens   Commission 
on    Nuclear    Power   in   OH  790B05  meeting. 
HESTBY.K.  ,    WHITE.J,       AFPiliation  Unknown,       79/05/05.       14pp. 

7910DS0661    Refers    to  790919    ttlton  FB    personal    standing    to    intorvoim    as 
Interested    person    in   frocedinoB.  Standing    dor(v*t    from 
pTOilmlty    of    homo   t<   ofc    to    facility,  alt Uial    duties   as 
state   senator  J<    from    being    customer    of    facility, 
MCCOftMACK.T.       Ohioi    Slate    of.       79/0'7/aS.       2pp. 


—  7910240J'90  Safety    evaloation   ra    Piqua   nuclear   power    facility 
retirement,  T    Hamrick    790319    1  tr    to   J  Bchleoinoor    encl. 
BKOVHOLT,  D.  J.       Atomic    Energy    Commission,    Directorate    of   Licensing. 
68/12/16,       4pp. 

M,     Antitrust   correspondence 


7910160115  Answer    in    opposition    to   Cleveland    Electric    Illuminating    Co 
request    for    stay    of   ABLE    79O639   order   requirements.  Ut  1  1    doeE 
not    satisfy    itds    op   vA   Petroleum  Jobbers    vs    FPC.  Cert  if  icata 
of    Svc    encl.  , 

GOLDDERG.R.       Cloveland,    OH.       GOLDBERG,  R.       Ooldberg,     Fioldman    tt 
Lit  ham,     P.C.       79/09/06.        18pp. 

79101B0194  Decision    revising    license   eondi  t  ions.  App  1  icants    shall    not 
condition  access    to   wholesale    power.  Provisions    of   Fedora! 
Pouier  Act   should    be    impl«menEod,  Rates    subj    to   agencies 
ap  p  rova  1  . 

RQEtENTHAL.A-  3.  .     SALZMAN,  R.  S.  ,    SHARFMAN,  J.  E.       Atomic    Safety    and 
Llconsing   ftppeal    Panel.       79/09/06.       319pn, 

7710160103  Motloti    for    entcnslon    until    791032    to    file    petitions    for 
ravteiii   of  A1-AB~560   6y    Commi  ssion.  ALAB-96O  consists    of 
Unthly    antitrust    opinion.  Adequate    time   neodad    for 
meaningful    review,  Certificate    of   Bvc    encl. 

REVNOUDS.W,  D.  ,     ZAHLER,  R.  E.       Toledo   Edison   Co,       REYNOLDS,  W.  D.       Bhaw, 
Pittman,    Potts,     h    Traiuarldge.       79/09/19.       App. 

7910310015  Answor    to    applicants'    790919  motion   requesting    eitansion 
until    791021    to    Pile    petition    for   review   of   A8I.B   790906 
dBClsion.  Request*    that    entenslon   be   applied    equally    to   all 
partieo.  Certificate    of    Sue    and. 
HJELhTELT,  D-,  C.        Cleveland,    OH.       79/09/20.       9pp. 

7910O50o67  Errata    re    ALAH-960. 

BIBHDP.C.J.       Atomic    Safatij    and    Licansing    Appeal    Panel.       79/09/26. 
Hpp, 
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7910010499   Objects    on    behalf    of    util     to    NRC    790635    order    requiring    mod 
of    Bavis-Bease    OL    Si   Perry    CP    ui/o    prior    evidentiary    hearing 
renuestod    by    util.Suppl     order    of    790806    should    stand. 
aEYNCLDS,  W.  B.        Shaw,     Pittman,     Potts,     t,    Trowbrldge.        79/O9/27.        1pp. 

79101SO174    Answer    in    support    of    applicants'    790919   motion     fpr    oitension 
until    791022   to    File    petition    for   Commission   review    of 
ALAD-36O.  NRC    does    not    oppose    request    for    extension. 
Certificate    of   Svc    end. 
LESaV.R,  P.        Antitrust    Division.        79/1O/04.        4pp. 

7910170637  Order    granting    applicants    &   Dunuesne   Light    Co   notions    for 
oitension    of    time     in    which    to    file    petitions    for    review    nf 
ALAB-560.  Petitions    due    by   791022. 

CHILK,  S.  J.        Office    of    the    Secretary    of    the    Commission         79/10/05. 
Ip. 

79ia310>lfi3   Contends    thai    no    basis    exists    for     imposition    of    civil 
penalties    against    util     for    alleged    violation    of   License 
Condition   3,  DOJ   charges    do    not    suggest   antitrust    violation. 
REYNOLDS!  W.  B.        Shaw,     Pittmam     Pottsi     &   Trowbr  idge,        79/  10/10,        2pp. 

7910310016   Petition    for    review    of    ASLAB    790906    dec  is  inn.  ALAB-S6Q.  Urges 
re-eiamination    per    NRC    regulations,  alleging    important 
antitrust    divergence    from    other    A91-AB    dec  i  a  ions.  Denc.r  ibea 
errors    found    in    decision.  Certificate    of   Svc    encl. 

HEYWOLD8.W,  0.        Cleveland    Electric     IlluminatlnH    Cq,        REYNOLDS,  W.  Q. 
Toledo   Edison   Co,        REYNOLDS,  W.  0.        Sliaw,     Pittman,     Potto,     fc   Troubridgo. 
79/1O/22,        13p|i. 


79I004OO16   Summary     of    790B23    meeting    ui/BtW    licensees    to    discuss    post- 
TMI    Peedwater    trans  ients.  Agenda    6    list    of    attendees    encl. 
CAPRA.R.A.        THI-2   Unresolved    Safety     Issues.        79/09/13.        9?pp. 

7910250136    Summary     of    790833    meeting    iu/D6W   operating    plant    licensees    re 
post-TMl    feediuater     transients.  Agenda,  list    of    attendees,  list 
of    transients    t.    outline    of    NRC    rept    on     loss    of    prossuriier 
level     indication    encl. 
CAPRA.R.A.        TMI-2   Bulletins    tr    Orders.        79/09/13.        99pp. 

7910250215    Informs,    that    effective    date    tar     implementation    of   EfA    std 
•for    LWR    U    fuel    cijcls    ia    7912O1.  RequHs  ta    compliance    m/ 
radiological    effluent    Tech    Epec     imp  lament  ing    LWFI    provisions, 
Method    for    implemontat  Ion   requested    b  i|   791101. 

GAMH1LL,W.  P.          Assistant    Birector    for    Operating    Reactor   Prnjecta    (Pro 
791030).        79/09/17.        Ip. 

7910D30096   Notification    of   79O92O    meetiig    ui/util    in    DelhesdaitlD    to 
dlBCiiss    IE    Bulletin   79-17    provisions    fc    licensee 
recommendations    for   nondestructive    examination    of    Identified 

JORDAN.  E.  L.          Division    of    Reactor    Construction    Inspection.        79/09/10. 
Ip. 

7910040076   Summary    of    790815    meeting    lu/util    &   Applied    Physical    Tech 
in  Bethesda.MB  re    790319  rad  iologlEal    effluent  Tech    Specs 
1  Dff&ite    Dose  Calculation    Manual. 

vISSINQ.O.  8,  Operating    Reactors    Brancti    4    (Pre    791O30>.        79/09/20. 

6pp. 


P.    Operating    license    stage    documenta    It  correspondence 

7910090241    Forwards    PR    notice    of    amend     to    IOCFH73.  S3    ra    requirement!! 
for    physical    protection    of    nuclear    power    plants.  Amend    defers 
implementation   of    physical    search    requirements    from    790S01 
to   791101. 

,  R.       Office    of   Nuclear    Reactor   Regulation.       79/08/10.       49pp. 


7910O90536  Summary    of   790B09  meeting    w/B&W  owners   group    S.   B&U    in 
B*theBda,MD  re    long-term   generic    rnqu  iremonts    applicable    to 
DfcW   operating    plants. 
CAFRA,  R.A.       7M1-2   Bulletina    !<  Ordera.       79/00/24.       41pp. 

791001036?  Summary    of    79QB24   meeting    u/subcomml  ttoe    of    U&U   owners    group 
In    Bethesda.MD   re    alternate    proposal    to    requirements    of    111 
Bulletin  79-13    for    B&W   operating    plants. 

GflRNER.D.J.  Operating   Reactors    Branch    1    (Pro   791030).       79/00/31. 

Hpp. 

7910030100   Forwards    CGN-115P    re    response    to    IE    Bulletin    79-OiC.Alco 
forwards  WCAP-9yB4-P    ro   analysis    of    delayed    reactor    coolant 
pump    during   LOCA  fc   Bt.H  analysis.  Rnpta   withheld 
(ref    10CFR2.  790). 
HELTEMES,  C.  J,  Standard  i  lat  i  on   Branch.       79/09/OA.       2pp, 

7910330123   Requests    addl     info    ro    upgrade    of    ant  ic  inatory    realtor    trip. 
REID.fl.W,  Operating    Reactors    Branch    4    (Pre    79103O).        79/09/07. 

13pp- 

7910010192  Summary    of   790424   meeting    u/B(<U   reactor    operators   S.  llt-M    in 
Dethosffa.MD  ro   response    to    plant    trans  1  ents,  Liat    of 
a  ttandoas,  agenda    ti   exerpts    for    QEiW   presentation. 

FAlflTILE.M.B.  Operating   Reactors    Branch    4    <Pre    791030).       79/O9/10. 

I9pp, 

7910050348  Forwards    list    of    plants   requiring   microfichtng    of    up-to- 
rfate   FSARs    in   Central    FI  les.  Reques  ta    action   aa    soon    as 
possible. 

OniMEB,  B,  K,         Assistant   Director    for   Systems   Engineering    (Pro 
791030).        79/09/10.        4pp. 

7910040411    Notifies    that    util    response    to   NIC   7QOS02    1  tr    acceptably 
resolves    Issue   re    potential    issue    for    reactor    cavity 
•nnulus    seal    ring    to    liocomc    destructive   missile   during    LOCA. 
HEID.R.W,  Operating    Reactors   Branch    4    (Pre   791030J.       79/09/11. 

3pp. 

7910090413  Notification    of    790914   meeting    u/D&W   nuners    group    in 
oBthesda.MD   to    discuss    analysis    of    design,  of  f-normal 
transients   d  other    generic    ranuiroments. 
CAPRA.R.A.       TMI-S   Bulletins    t,   Orders.       79/09/11.       3pp, 


7910040020  Summary    of  790913    meeting    w/n&U    owners   group    to   tfiacuss 
analyala    of   design   &  of  f-no-rma  I    transients  It  accidents   t 
nther    BfeW    generic    requirements.  Li  s  t    of   attendees,  agenda  & 
presentations    encl. 
CAPUA,  R.  A.       TMI-2   Bulletin*   t  Orders.       79/09/21.       13pp. 

791Q35Ofll0   SummariJ     of   790913    meeting    W/DJ.U    ouners    nroup     In   Duthesda.  MB 
re  analysis    of   lies  igni  of  f-normal    tratisiontai  ace  iitent*   !•  DS.W 
generic    requirements. 
*      Coramlaaion.       79/09/21,       4Spp. 

7910220113  Foruorda    guidelinoE    for   valvo    operabil  i  tij    TB    containmunt 
purging    ti    venting    during   normal    tip  era  tion.  Requoota 
commitment    to    implement   valvo    qualification   program   within 
3D  days. 
EISENMUTi  D.  0.  Division    of   Operating    Reactors.        79/09/27.        Jpp. 

7910230091    Provides    WRC   renuiremen  ts.    fnr    resolving    mattor    of    pouier 
operated    relief    valve   J(  safety    valve    lift   frequency    & 
mechanical    reliability. 

REID.R.IJ.  Operating    Reactors    Branch    4     (Pre   791030).        79/09/20. 

12pp. 

79101B0552  ForuariEs    Amend   21    to   License   NPF-3,  aaf  oty    evaluation  t, 
notice   of    Issuance   d  availability. 

REID.R.W.  Operating    Reactors    Branch    4     (Pro   7910301.        79/10/02. 

3pp. 

—  79101B039ti  Amend    21    to  License   NPF-3,  eit  end  ing    calendar   time    to   perform 

first    inservice    insps   of    steam   generator    tubes    after    initial 

criticality   !.   changing    ins?    interval    requirements.. 

REID.fl.  U,  Operating    Reactors    Branch    4    (Pro    791O30).       79/10/0!3. 

llpp 

—  79I01B0557  Safety    evaluation    supporting    Amend   21    to   Llcenae  NPF-3, 

»      Office   of   Nuclear   Reactor    Regulation.      79/10/08.       4pp. 

—  7910180561    Notice    of    Issuance   &    availability    of  Amonii   21    to  License 

NPF-3, 

flEID.R.  H.  Operating   Reactors    Branch    fl    (Mrs   791030).       79/10/02. 

2pp. 

7910120235   Forwards    addl    infn    re    upgrading    of    safety-grade   nnticipatory 
reactor    trip    SU.E    (ARTS),  in    rospnnso    to  790907  request,  One 
overs-lie    draining    available    in   Central   Files. 
RDE.L.  E.       Toledo   Ediaon  Co,       79Y10/Q3,       19pp. 

79101*0366   Advises    that   application    Par   amend    to   Licenae  NPF-3   is   being 
forwarded    under    separate    cover.  Amend    revises  Tech    KPBCS, 
App    A  re    Implementation  of    secondary    water   chemistry 
monitoring   program.  Claai    III     fae    encl. 
ROE.L.E.       Toledo   Ellison  Co,       79/1O/O3.       3pp. 


7910090648  Notification    of  790919  meeting    w/util    at    site-    to   discuss 
details- schedule   &   accomplishments    of    program   to    imprnve   & 
promote    better   mot    control    I-   operations    for    plant. 

HEPPLER.J.Q.  Region   3,    Chicago,    Office    of    the   Director.       79/09/12. 

Ip. 


7910100201    Forwards    "Evaluation    of  Potentially   Adverse   Environ  Effects 
on   Monflflfety-Qrado  Control    Sya,"    in    response   to   NRC    790917 
request. 
ROE,  L.  E.       Toledo    Ed!»on  Co.       79/1O/O5.       Bpp, 
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— 7910100214    "evaluation    of    Potentially    Adverse    Environ    Effects 
NonsaFaty-Qrade   Control    SUB."    H/oversiie    table. 
»      Toledo    Edison   Co.        79/IO/O5.         llpp. 

7910230460   Discusses    revieiu    of    responses    to     IE    Bulletins    79-05C 
79-06C    re    need    tor    tripping     of    reactor    coolant    pumps    for 
certain    small    break    LOCAs. 
ROSS.D.F.        TMI-E    Bulletins    &    Orders.        79/10/05.        2pp. 


7910120323   Responds     to    790803    inquiry    re    adequacy     of    station    electri 
distribution    ays    vol  tages.  Forward  s    analyses    of    adequacy    of 
onaite    electrical     au.iliaru    d  i  str  1  but  ion    pouor    nys    voltages. 
Schedula   of    tests    uiill    be    provided    by    7912O7 
RDE.L.E.        Toledo    Edison    Co.        7-3/10/09.        62pp 

7910190161    Forwards     licensing     Fee    for   NRC    revisuj   of    radiological 
afflusnt    Tech    Specs    submitted    an    790316. 
RDE,L.E.        Tnled-0    Edison    Co.        79/10/1O.        3pp. 

7910220902   Notification    of    79101?   meeting    U./US.H    owners    group     In 
Betheida.HD    to    discuss     lead    plant     event     trees,  safety 
sequence    diagrams    (.    anticipated    analysis    re    abnormal 
transient    operational     guidelines    i n   NUREC-0579 
CAPRA.R.  t>-        TMI-2   Bulletins    ii   Orders.        79/10/12.        10pp. 

79l03C003fc   Confirms    791O17    discussions     between    utll    &   NfiC    re    reactor 
trio    !•    la**    of    off-site    power    on    791015   Utll    will    determine 
cause   of    failure    t.   identify    corrective    actinns    Before    unit 
is    allowed    to    proceed     to    Mode   2. 
KEPPLEft.O.  «.  Region    3.     Chicago,     uffice    af    the    Director         79/10/ 


7910310167    Notification    of    791O23   meeting    u/B!<Wi  DfcU    ounc-ra    group    & 
ORNL    in    Lynchburg.Vft    to    discuss    BAW-15i4,     "Integrated 
Control    Sya    Reliability    Analysis.   " 
CflPRA.R.A.        TMI-2   Bulletins    t,   Orders.        79/1O/19.        Ip. 

7910250310   Rosoonils    to    79092B    Itr    re     facility    pouBr    operated    relief 
valve  !.   safety    valve    lift    f  reriuencu.  Curren  t    rtatc    for 
submittal    of     info    is    791O15    due    to    difficulty    of    date 
retrieval    t*   compilation   of    B614    plant    data. 
RDE.L.E.        Toledo   Edison   Co.        79/JO/22.         Ip 


—7910030863     IE    Insp    Ropt    50-346/79-19.  Noncomp  1  iance    noted:  fat  lure    to 
folloiu  procedure   re    control    of   combustibles    or    to    change 
documents    in    timely    manner   re   verification   of    engineered 
safety    feature     lineups. 

TAMDL1NQ,  T.  N,  ,     BEYES,  L.  A.  ,     WARNICK.R.F.  Region    3,     Chicago, 

Office    of    the    Director.        79/OB/O7.        13pp. 

79101601B9   Forwards    IE    Insp    Rapt    50-34fa/79-16   on    79O7O9-12   &    OB09    S, 
notice    of    violation. 

DAVIS. A.B.  Region    3,     Chicago,     Fuel    Facility    t,    Materials    Safety 

Branch,       79/09/O5.        app. 

—7910160192    Notice    nf    violation    from    insp    on   7907O9-13    ti   OB09. 

s  Region    3,     Chicago,     Office    of    the    Director.         79709/O5.        'P- 

--79101<bQ19o    IE     Inap    Hept    50-3«£./79-16    on    790709-12    &    OB09.  Noncomo  1  ianct 
noted:  fai  lure    to    revieu   fj   approve    proce-dures    fop    oparation 
of    portable    rafluiasee    solidification    ays. 

OREGERiL.R,  Region   3,     Chicago,     Fuel    Facility    d    Materials    Safety 

urancfi.        79/OB/3O.        7pp. 

7910010271   Forwards    responsa    to    IE    Bulletin    79-15.   Info     includes    pump 
number;manufac  turer,  model,  capacity   &   plant   application, 
dimensions,  maint    h  i  story,  operational    &  major   problems    & 
major    repairs     efforts     of    deep     draft    pumps. 
CRDUSE.R.P.        Toledo    Edison    Co.        79/09/07.        3pp. 

7910020230   Forwards     IE    Info    Notice    79-30, Revision    1.      "NRC   Enforcement 
Policy   -  NRC    Licensed    Individuals."   Notice   reissued    to 
corract   word     omission    &    punctuation    error    which    chanqed 
intent    of    statement.  Changed    statement    underline*     in    text. 
KEPPUER,J.  G.  Region    3,     Chicago,    Office    of   the    Director.       79/09/07, 

Ip. 

791O170005   Notifies    of    ravietu    of    responses    to    IE   Bulletin   79-05D. 
Requasts  odd  1     info    r«    proposed    design    description    S. 
implementation   schedule    for    safety-grade    anticipatory 
reactor    trip. 

RE1D.R.H.  Operating    Reactors    Branch    4    (Pre    791O30).        79/09/07. 

13pp. 

7910100069   Forwards    FL    Power    Corp    response    to    IE    Bulletin    79-05C. 
HELTEMES.C.  J.  Standard  i  la  ti  on    Brancli.        79/09/11.         Ip. 


79102602B2    Responds    to    NRC    790B21     Itr    re    continued    operator    training 
dr  1 1 1  ing.  Discusses   mods    to    facility     training    program    tt 
procedures    desig,ped     to    continuing    reinforce     lessons     learned 
at    TH1-E. 
ROE.L.E.        Toledo    Etfison    Co         79/10/23.        Ip 


7910390341    Responds    to    790937    Itr    re    Clans    III    fees    for    T-evleu 
seiurlt-y    training    !(    qualification    plan    for     facility    Foruiard! 
check. 
ROE.L   E.        Toletfo    Edison   Co.        79/10/22.        3pp. 


nf 


7910340005   Forwards    IE    Insp    Rep  t    50-346/79-24    on    790330-31.  No 
noncomp  I  ianc  o     noted. 

FlORELLl.G.  Region    3,     Chicago,     Reactor    Construction    d   Engineering 

Support    Branch.        79/07/11,        2pp. 

—7910210006    IE    Inap    Rept    SO-346/79-24    nn    790Q30-31.No     noncomp  1  ianco 
noted.  Ma  jot-    areaa     inspec  ted  ;  NRC    requir  ements.  uor  h    procedures 
t,   program    i  imp  1  emeu  tat  i  an   records. 

VIN,  I.T.  .    DANIELSON,  0.  H.  Region   3,    Chicago.     Office    of    the 

Director.        79/09/11,        6pp. 


7910290323    Forwards    response     to   NRC    790913    Itr 
design,  operations   I    emergency    planning. 
RQE.L.E.        Toladlo    Edison   Co.        79/SO/33.        Iflpp. 


arihancementa     in    plant 


7910030776   Forwards    response    to     IE    Bulletin    79-16,      "Vital    Area    Aci 
Control."    Respnnse    withheld    (ref     10CFR2.  790). 
CRQUSEiR.P.        Toledo    Edison    Co,        79/09/12.        Ip. 


0,     Inspection    reports,     EE    Bulletins    fc    t  orrosnondfrnte 

7910090530   Forwards    IE    Bulletin    79-19,      "Packaging     of    Lou   Level    tfauuaoto 
for   Transport    &  Burial    "    Action    required. 

KEPPLER,  J.Q.  Rogion    3.     Chicago.     Office    of    the   Director.        77/OB/10, 

tp, 

7910590202   Forwards    IE   Bulletin    79-31,      "Temp    Effects    on    Leuul 
Me-asuroments.  "    No    action    roquired. 

KEPPLER.J.O.  Region    3,     Chicago.     Office    of    thu    Director.       79/OD/13, 

Ip. 

7910050429  Forwards    IE    Info    Notice    79-30,     "NRC    EnFortemont    Policy    - 
NHC  Licensed    Individuals.  "'  No    action,   required. 
KEPPLER,  J.  O.  Fiegion   3,    Chica-go.    UFflce    of    the   Director.       79/OK/14, 


791O03O277   Forwards     IE   Circular    79-19.     "Loose   Locking    Devices    on 
Ingeraoll-Ranti    Pump     Impellers."    No    action    required. 

KEPPLER,  J.  G.  Region    3,     Cfticago.     Office    of     the     Director,        79/O9/13. 

Ip. 

7910090765  Responds    to    IE   Bulletin   79-18.  Forwards    info    re   audibility 
problems  ui/alarm  E.    evacuation   announcement    sys    in    high    noise 
areas.  Bys    determined    to   be    satisfactory    til/noted    exceptions, 
CROUSE.R.P.        Toledo    Edison    Co.        79/09/14,        2pp. 

791015067B   Discusses    error    by    B&U    in    generic    rspt     "Analysis    Summary     in 
Support   of    Early    Reactor   Coolant   Pump    Trip."    Bection    III    re 
impact   on    non-LOCA    events,  Licensees    endorsed    applicability 
of    B&W   ropt     in    responses    to    IE    Qullc-tin    79-OSC. 
HELTEMEB,  C.  J,         TMI-2    Bulletins    !<   Orders.        79/09/11.        22pp, 


79100S090I    Forwards    !E  Circular    79-17,     "Contact   Problem    in   30-12 
Siuftcho-a    on    QE   Metalclad    Circuit    Di-eakPTS."    Na    action 
requ  ire-d. 

KEPPLER.  J.  O.  Region   3,     Chicago,    DFrici    of    tha   Director.       79/OB/14. 

Ip. 

7910030A90  Forwards    IE    Insp,   Rept    50-316/79-19  oh   7"OBS9-31  .  0601  ,  04-OB. 
11-22,29-30    !.   O702-OB    It   notice    of    violation. 

HEISHMAH,  fi.  F,  Region.  3,    Chicago,     Reactor   Operations   Nuclear 

Support    Branch.        79/OB/23.        2pp. 


7910250191    Formarils     IE    Insp    Rept    50-344.  /  79-33    on    790630-25.0703-03   (< 

OB14-15. 

FIORELLI.G.  Region   3.     Chicago.    Reactor   Construction  &  Enoineerini) 

Support   Branch.       79/07/17.       2pp. 

—7910290150    IE    Inap    Dept    50-346/79-33    on    790620-22,0702-03   t,   OQI4-15.  No 
noncompllanco    noted.  Major   areas    inspoc  ted:  a  1  le  gati  on    that 
stsam  generator    support    &  pipe    restraint   were    onderdesi  gned. 
YIN,  I.T.  f    DANI€LaON!  D.  H.  Region    3,    Chicago.     OPfico    of    the 

Director.        79/O9/H.       9op. 


— 791003069B   Notice   of   violation    from    Insp    on  790339-31,  0601.  Ofl-OD.  1 1-23, 
23-3O   t,   O702-08, 
*          Region  3.    Chicago,    Office    of    the    Director.       77/OB/07.        Ip. 
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791030QQB2   Foruiards    IE    Info    Notice    79-22,      "Qua  11  f  ica  tion    of    Control 
ays,  "    Westinohouse   790B30    Itr   !<   Public    Svc    Electric   &    Das 
Co   790910    Itr    re    potential    unro  viewed    safety    quest  I  on.  Ac  ti  on 
required   within   20   days.W/o    end. 
DENTON.H.fl.        Office    of    Nuclear    Reactor    Regulation.        79/09/17.        4Bp  p . 


R.     Periodic    operating    reports   li   related    correan  ondencc 

7910120197   Forwards    monthly    operating    rept     Cor    9ept     1979. 
MURRAY,  T.  D.        Toledo    Ediaoii    Co.        79/1O/OS.         Ip. 


791Q0103B9    ForuiardE    resp 
pump    operations. 
RAUSE.R.P.       Toledo   Edison   Co 


bo    IE   Dulletin    79-Q5C    ro-   reactor    coolant 
79/09/2O.         Ip 


— 7910120303  Monthly    operating    root    for    Sept    1979. 

STQTZ.J.  ,     HEFtOER.C.        Toledo    Ediaon    Co.         79/IO/OB.        9pp. 


—7910010391     "Oupplomental    Small    Break    Analysis." 

*  Toledo    Edison    Co,        79/O9/2O.        23pp. 

—7910010394    "Impact    Assessment    of    Reactor    Coolant    Pump    Trip     nn    Non-LOCA 
Events.  " 

*  Toledo    Ediaon    Co.        79/Q9/2O,        27pp. 

7910100476  Responds    to    IE   Bulletin    79-3]    re    tamp    effects    nn    level 
measurements.  Liquid    level    measuring    sy-s    for    steam  generator, 
preflsuriier    fc    core    Flood    tank    have    been    examined ,  Tab  I os    re 
post-accident    generator    startup    t    liquid    level    one  J  , 
CROUSE.R.P.       Toledo   Edison   Cn.       79/O7/2O.        7pp. 

7910110728   Responds     to    NRC    79O905    Itr    ro    violation    notod     In    IE    Imp 
Rept    50-346/79-16,  Corrective    ac  t  i  ons:  ma  j  or    mod    to   BDlid 
raduiaste    disposal    UIBG    prepared    &    submitted    Par    i-c-vicui 
CRDUBE.fi.        Toledo    Edison    Co.        79/O9/3O.         Epp 

7910150685  Responds    to    IE   Bulletin    79-Q5C ,     "Nucloar    Incident    at 
Till    -    Buppl,  "   Forwards    follouiup    response    ro    roactor    coolant 
pump    operations.  Revises    7901339    Itr    re    analysis    of    early 
reactor    coolant    pump    trip    t,    790D29    Itr    on    short    term   Item  P 
CROUaE,R,  P.        Toledo   Edison    Co.        79/09/2O.         53pp. 

7910230361    Forwards    NRC    790626    Itr    VD    muUlplo    o-q.ulpn.ont    failures    !. 
surveillance    testing    error B,  uhich    man    incorrectly 
distributed.  Also    forwards    IE    Inap   llcpto    SO-295/79-13  t, 
SO-304/79-ia.  Action   required. 
EISENHUT,  D.  Q,          Division    of    Op  or  at  inn    Reactors.       79/09/31,        49p  p 

7910110143  Forwards    IE  Circular   79-20,     "Failure    of   OTE  Sylvania   ITol.nj, 
Tgpe   PM  Bulletin   7309,  Catalog    5U13-1I-AC   u/130    volt    ac 
Coil,"    No   action  required. 

KEPPLER, J.O.  Region   3,    Chicago,    Office    af    the    Direct  01'         79/09/iM 

Ip, 

7910100052   Liats    addl    util    responses    to    IE   Bulletin    7V-06C 
HELTEMES,  C.  J.        TMI-H   Bulletins    &    Orders,         79/Q-7/33.        ^pp. 


nurgcncu    Oienol    On-ncratnr 


7910040257    Foriuards    IE    Info    Notice    79-33, 
Lube   Oil    Coolers."    No   action    required. 

KEPPLER,  J.  0.  Region   3,    Chicago,     Office    of    thif   ntrectuv 

Ip. 


7910040062  Forwarda    IE    Info   Notice    79-34,     "Froion   Lines,"    No   actinn 
required. 

HEPPLER.J.O.  Region    3,    Chicago,    Office    of    the    Director         79/O9/ 

Ip. 

7910170238  Forwards    IE    Info   Notice    79-25,      "Reactor    Trips    nt    Turkoii 
Point   Units   3  t<   4.  "   No    action    required. 


KEPPLER,  J.  0, 
Ip. 


Region   3,    Chicago,    Office    of    the    Director.       71)/ 10/0.1. 


7910100634   Forwarda    IE    Info   Notice    79-24.      "Over prusaur i lation    of 
Containment    of   PUR   Plant  After   Main   Steam    Line    ureak. "   No 
action    required. 

KEPPLER,  J.  0.  Region    3,    Chicago.,    Office    of    tha    Director.       79/10/01 

Ip. 

7910230239  Responds    to    IE  Dulletin   79-14.     "Seiamic   Analysis    fur 
As-Built   Safety-Related    Piping    Stjs.  "    Pra  1  imlnanj    evaluations 
indicate   no   adverse    effects    on    sye    operabilily 
CROUBE.R.P.       Toledo   Edison  Co,       79/tO/Ol.       39pp. 

7910250137   Ac k    receipt    of   7909SO    Itr    informing    NRC   flf    5teps    taken    to 
correct   vioUtions    noted    in    IE    Insp   Rept    30-3fl6/79-ti 
DAVIB.A.B  Region   3,    Chicago,     Fuel    Facllitg    S.    Matnrtal*    Safety 

Branch.      79/10/11.       Ip.  " 

7910310264   Forwards   Revision   2    to    IE  Dulletin   79-13,     "Crackinu    in 
Feoduiater   Sgs   Piping.  "    Action    required. 

KEPPLER,  J.  0.  Region   3,    Chicago,     OFfico    of    thtf   Director        79/10/19 

IP- 


S.     Heportable    otcurrencesi     LEfts    ti   related    correspondcnca 

7910030471    Forwards    LER    79-091  /O3L-0. 

MURRAY,  T.D-.        Toledo    Edison    Co.        79/O9/26,         Ip. 

—  7910020475    LER    79-Q9I/Q3L-O:  on   79O90I  ,  steam    generator    3    1  oiu    level     trip 
occurred    on    steam  &    fe'eduiatar   rupture    control    sya    channel 
3.  Caused    by     Inoperable-    optical     isolator     In    faulty     input 
buffer   tard.  Hoard    uas    replacotf   ti  n*u  buffer    card    installed. 
NELSON,  O.M.        Toledo    Edison    Co.        79/09/S6.        2pp. 


7910090557   Forwards    RQ   NP-09-79-03. 

GROUSE.  R.  P.        Toledo    Edison    Co.        79/09/27. 


Ip. 


--791005056I    KD   NP-Q9-79-OS:  on    790Q31,  d  urtng    rovieio   of    station   vent    data. 
physicist    determined    that    vent   recorder    uas    i  naperabl*. 
Caused    by     inoperable    computer    point.  Ree  order    recalibr    b 
computBT    input    card    changed. 
«      Toledo   Edison   Co,       79/09/27.       2pp. 

79101B0323  PNO-ll  I-79-OO4:  on   790926,  turli  ine    throttle    pressure    limitur 
f  otter   supply    fa  i  le-d.  Fai  1  ure    of    limitcr    caused    closure    of 
throttle  valves    resulting    in    loss    of    load.  Review   & 
Eurveil  Lance    teatino    in    progress, 

REYES,  L.  A.  ,     TAMBLINQ,  T.  N.  .     HEI5HMAN,  ft.  F.  Region    3,     Chicago-     OTficp 

of    the    Dii-ector,        79/09/27.         Ip. 

7910230IBH  PWO-1I  1-79-7:  on   771002,  drill    mill    be    conducted    at    Facility 
to    tost    state    emergencu.    plan.  Region  3   will    participate    -from 
Incident   response    ctr. 

OREER.ft,  J.  ,     DAVI9.A,  H.  Rcrjion    3.     Chicago,     Office    of    the    Director. 

79/10/01.        Ip. 

791O110350   Forwards    UER    79-O92/O3L-0. 

MURRAY,  T.  D,       Toledo    Edison   Co.       79/10/05.        1[). 

—  7910110354    LER    79-092/03L-0:  DTI    79090B,  source    range    neutron    dctuctnr 

WI-1    ti    inboririBd  iatu    range    neutron   detector    NI-3    Failed    low 
during   reactor    nliutdown.  Cau&od   li  ij    aigmal    retuirr*    cable   & 
as  so  elated    connat  tors  .  Cab  1  oa    c  lirann-d  . 
DEflKVNE.K.       Toledo-   Edison    Co.       79/IO/O5.       3pp. 

7910170349   Foriuarila    LER    79-093/03L-0. 

MUfillAY.T.D.       ToleUo   Edison   Co        79/10/12.        Ip. 

—  791017035B   LER    79-093/Q3L-O:  on   790917,  outpu  t    relau    iJriver    lamp    poi> 

relay    K303A    in    steam  !<   Poeduiater    rLpturo    control    nya    ehannol 
3  waa    en  tingul  shod.  Caused    by    inoporablo    -optical    Isolator    on 
relay    driver    board.  Fa  1  led    board   was    replaced. 
NELSUN,  J.  M.       Toledo   Edisnn    Co.       79/1O/1H,       Spp, 

7910190463   Forwards    LERB   79-009/03L-1,  79-OHB/03L,  79-049-03L-  I    f. 
79-OB6/O3L-1  . 
HURRAY,  T.  D.       ToUdo    Edlsan   C-o.       77/10/13.        Ip. 

—  7910190469   LER  79-Q05/03L-1:  on,  79010J,,  bora  tod    uiater    storage    tan* 

bistabld    was    tripped    &   decay    heat   valves   JJH7A    opened    &   DH/rt 
closed.  Causti   <by    component   failurir   of    output   relay    K91A    In 
safety    feature    actuation    »IJB    channel    t. 
NELBON.J.       Toledo   Edison   Co,       79/1O/13.       3pp. 

—7910190476   LER  79-02B/03L-I  ;  on  790217,  high    lovel    Pail    alarm  received 
for   borated    water    i-torage    tant    level    on    saPety    Features 
actuation    sys    channnl     1.  Causnd    bi/    iiunJuqoats    insulation    oP 
instrument    piping    b   poor    location  of    heat    trace    temp    son  i  or. 
WAYLQfl.R.        Toledo    Edison    Co.        79/03/13.        3pp. 

—  7910190480   LER   79-O49/03L-I:  on.  790330.  bora  ted   water    storage    tank    low 

level    trip    Betpolnt    in    safety    feature    actuation    Htje    channel 
a  uas    out    oP    tolBranco,  Caused    by    noisy    constant    current    fcaat 

potentlome  tar.  Potsrvtiometer    replaceil, 
NELSDN.J.M.       Toledo   Edis-on   Co,       79/O4/2S.       3pp. 

—  7910190489  LER  79-OBi/03L-l  :  on    790-735,  train   3   of    control    room   om&rflency 

ventilation    ays    was    inoperable.  CauaG    bi|    ana    of    three 
thermistori    in    compressor  motor   minding    failing    to   open 
cireuit.  Compr-esBDr    repaired    It  noui  one   tui  1  1    be    Installed. 

RUDOLPH.J.P.       Toledo  Edison    Co.       79/03/31.       Hpjl. 


212 


DOCKETED  ITEMS 


7910330294   Forwards    supplemental     info     to    LER   78-1 41/03L-2. 
HURRAY.  T,  D.        Toledo    Edison    Co.        79/10/13.        Ip. 

--7910220299    Supplemental     info    to    LEU    7B-1 14/O3L-2:  on    781 1 10,  berated 
uiater    storage    tank    lou    level    trip    actpoint    ant    of    tolerance. 
Caused  by    noisy    constant    current    test    potentiometer  utthin 
safety    feature*    actuation    sys    cabinet. 

A.        Toledo    Edison    Co.        79/15/07,        3pp 


791026-0364   Forwards    LER    79-O94/Q3L-O. 

MURRAY.  T.  D.        Toledo    Edison    Co.        79/10/32,        Ip. 


7"!10220a39   Requests    addl     Infn    ro    loss    of    affoito    power    on    770916    t 
7SOB12   to    aid    in   review    of    nffsito    pouie-r    ays    adequacy. 
Requests   response  uithin    90    days. 

BCHUENCEfl.A.  Operating    Reactors    Branch    1     (Pro    791030).        79/10/O2. 

3pp. 

79102&O259   Responds    to    780202    response    re    potential     far    reactor    cavity 
annulus   seal    ring    to   become    destructive   missile    in    evunt    of 
LDCA    pipe    break    Inside    reactor    cavity. Response     inadequate. 
Must    Demonstrate    safety    OP    remove    ring, 

8CHWENCER,A.  Operating    Reactors    Dranch    1     <Pre    791030).        79/10/09. 

2pp. 


— 791026Q24B   LEF1    79-O94/03L-0:  an   790724.  boron     Injection    flouipath    last 
had    not    been    performed     to   meet    su-rve  i  1  lanc-a    requirement. 
Caused  by    personnel    error.  Test   was    sue  c  ass  ful  ly    performed 
on    790925, 
BRQHN.D.H.        Toledo    Edison   Co         79/1O/23.        Spp. 


7910310366   Foriuards    LEH    79-095/03L-0. 

MURRAY,  T.D.        Toledo   Edison    Co.        79/10/23.         Ip. 


— 791O31Q369   UER   79-093/C-3L-O:  on   790925,  aui  i  1  i  at-ij    feed    pump    turbine    steam 
inlet   valve  MB  106   on   Sjs    1    lost    its    ind  1  ca  ti  on.  Caused    by 
JOQSB    lamp    retainer    ring    which     grounded    tc    bleu    control    pouer 
fuae.  Ring    was    tightened    &    fuse    replaced. 
BEELER.T.P.        Toledo    Edison    Co.        79/10/23.        3pp. 


791031-0299   Formal-it*    LER    79-094,/OlT-O. 

HURRAV.T.D.        Toledo   Edison    CD.        79/10/25,         Ip. 


— 7910310306   LER  79-096/01T-0: on   791015,  capac 1  tor   failed    in    integrated 
control    sijs   resulting    in   unit    trip    •from  6H.  BX  of    Pull    power. 
Caused  bij    blown   muffler    on    generator    output   345    W   breakers. 
Damaged   mufflers    replaced    tt   offslte    power    re-established. 
HATCH, S.N,        Toletfo    Ed  t  Eon    Co.        79/10/25.        4pp. 


DOCKET    50-316    JOSEPH   M.     FARLEY   NUCLEAR   PLANT,     UNIT    1 
F.     Secifritiji    medicali     emergency    t>    fire   protection  plans 

791033-0323  Foruartis    draft    amend    to    safeguards    security    contingency 
plan    Ii   responses    to    NRC    79OB31    queitiona.  Enc  1    withheld 
(ref     10CFR2.  790). 
CLAYTON,  F.  L.        Alabama    Poiuer    Co.        79/IO/OS.         Ip. 

771O16O4-54   Forwards    reviEion    to    79D917    schedule    re    implementation    of 
mods    proposed    In    fire    protection    program   re-evaluation.  Al 1 
aprlnfcler    iy&    mods    camplated    by    em)    of    aecond    refueling 
outag  e-. 
CLAVTONi  F.  L.       Alabama   Pc-iuer   Co,       79/10/10.       3pp. 


7910100343   Forwards   response    to   WRC    790917   request    for   addl    info   re 
environ    interaction    issue, Continued    facility    operation 
justified. 
CLAYTON,  F.  L.        Alabama    Pouier    Co.        79/10/03.        12pp. 

7910100369   Natifiea    that    response    to    79030E)    Itr    ro    adequacy    of    facility 
electric    distribution    sijs    voltages    cannot   be   made    until 
79  HOB, 
CLAYTON,  F.  L.       Alabama   Pauier    Co.       79/10/03.       Ip. 

7910160440  Forwards    proposed    change    ta    License   NPF-2  Tech    Bp HE    Tables 
3,  3-3   through    3.  3-Si  4.  3-2    !<    paragraph    4.  B.  1.1.2   ra    degraded 
electrical    power    grid    cond  i  tiona.  Safety    evaluation    !<   Claas 
III     fee    end. 
CLAYTDNiF.  L,        Alabama   Pouier    Cn.        79/10/10.        13pp. 

— 7910160446   Proposed    change    to    Tech    Spec    Tables    3.3-3    through    3.3-3, 
Paragraph    4. a.  I.  I. 2  re    degraded    electrical    pouier    grid 
contf  i  t  ions.  Sof  ty    evaluation    encl, 
*      Alabama  Power   Co.       79/10/10.       llpp, 

7910160533  Forwards   marked-up    copies    of    proposed    amends    to   Tech   Specs 
for    Unit     1    4   proposed    radiological     Effluent    Tech    Specs    for 
Unit   2. Also    forwards    revised    draft   Dffsite   Dose   Calculation 
Manual. 
CLAYTON.F.L.        Alabama    Power    Co,        79/10/10.        100pp. 

— 79101605,60   Revised    Draft    Offslte    Dose    Calculation    Manual. 
«      Alabama   Power    Co.        79/O1/36.        70pp. 

7°101E)050a   Confirms  791011    te  Icon.  Westinghouae   notified    util    that    three 
ASHE    Class    3    valves    are     Installed     in    Class    2    sys,   Info    not 
fully    evaluated. Further    details   mill    he   provided    in    fnllouup 
rep  t. 
HA1RSTON.U.  G.        Alabama    Pouer    Cn.        79/10/12,        Ip. 

79102A0103   Forwards   generic    t<    plant-specific    requirements    for    auiiliary 
feeduiater    sys. 
EISENHUT.D.  G.  Division    of    Operating    ReQctqrE.        79/10/13,        H3pp. 


J      Insurance    d    indemnity    information 


79i02flO'19i  Eiecuted   Amend    5    to    Indemnity    Agre^jnent    B-fll,  ma 
proffltory     lanjuags    re    transports*  ion,  hand  1  Ing    t   -atorage    of 
radioactive    raatl. 

SALTIHAH.J.  Antitrust    Sc    Indemnitu  Group.       nflRTCM.A.R. 

Power   Co.       79/10/19.        Ip. 


P.     Operating    license    stage    documents 


correspondence 


7910090241    Forwards    FH    notice    of    am&nil    to    1OCFR73.  55    re    requii-BmontB 
for   physical    protection    of    nuclear   p-ouer  .  p  lants.  Amend    defers 
implementation    af    physical    search    ranuiroments    from    790B01 
to   791101. 
DENTON-H.R.        QFflce    of   Nuclear    nnattor    RaguUtion.        79/QB/1O.        -49pp. 

7910010659  ForwardB   60-day    response    to    IE   Oulletin   79-14.  Comp  1  ete 
program   deve  1  aped,  approved    &    iiflp  lemon  tod    an   790730   for    insp 
of    elements    affecting    inputs    to    sot  ami  C    analyses    of    scoped 
piping    sijs.  Insp    of    Inaccessible   areas    scheduled    f-or   790903. 
CLAYTON,  F.  L.       Alabama    Pouieif   Co-.       77/09/04.       2pp. 

7910090577  Forwards    results    of   review   of   atmospheric    dispersion    factors 
far    13   plant"  .  Reque  *ts    confirmation   of    accur.ac.ij   of   eiclusion 
area    boundaries. 
HULMAN-L.G.  Hydrology   Meteorology    Dranch,       79/09/04.       13pp. 

791Q3aO'H3  Forwards    guidelines    for   valve   op  arabi  1  ity   re   containmont 
purging   &  venting    during    normal    operation.  Requests 
camrai  tment    to    Implement    valve    qualification    program  within 
30   days. 

.  0.  Diviaior,    of    Operating    Reactors.        79/09/27.        3pp. 


7910320343  Forwards    info   requested    re    cost    evaluation   results    for 
limiting    containment   purge.  Further    info   re   operability    of 
containment    purge  valves    ulll    be    provided    in   near    future. 
CLAYTON,  F.  L.        Alabama    Pouier    Co.        79/1O/14.        2pp. 

7910230267  Forwards  'propos  ed    changes    to   Tech    Specs    re   corrections    to 
list    of    safety-related    hydraulic    snubbers,  Class    II    fc    III    feu 
enc  1 , 
CLAYTON,  F.  L.        Alabama    Pouer    Co.        79/10/13.        2pp, 

— 7910230274   Proposed    changes     to    Tech    Spec    6,  IS    clarifying    access 
requirements    to  radiation    areas   &  3.7-4   re    safety-related 
hydraul  it    anubbers. 

*  Alabama   Power   Co        79/1O/15.       93pp. 

7910300319   Forwards    proposed    changes    to   Tech   Specs    re   addition   of 
feeduiater   bypass    va  Ives.  Supporting    d  acumen  tat  ion   tt  Class    III 
feo    encl. 
CLAYTOH.F.L.       Alabama   Pouer    Co.       79/10/23.       2pp. 

— 7910300323   Proposed    change    to   Tech    Specs   3.3-5    re    addition    of    feeduiator 
bypass    valves, 

*  Alabama   Pouer   Co.       79/10/23.       Ip. 

7910300314   Responds    to  790713   request    for    follouiup    actions    resulting 
from  reviews   re  TMI-2    incident.  Forwards    snort-term    lessons 
learned   &   emergency    preparedness   commitments. 
CLAYTON.F,  L.        Alabama    Pauier    Co.        79/10/24,        40pp, 

G.     Inspection    reports,     IE   Bulletins   &  correspondence 

79I00307B6  Forwards   suppl    to    IE   Bulletin  79-14,     "Seismic    Analysis    for 
As-Btiltt   Safety-Related   Piping    Sys.  "   Action  required. 
O'REILLY!  J.  P,  Region   2,    Atlanta,    Office   of    the    Director. 

79/08/19.       3pp. 
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7910100553  Forwards    IE    Insp   Repts    BO-34B/79-2B   &   50-364/79-11    on 
790306-09.  No    noncompl lance    noted, 

LENIS.R.C.  Region   3.    Atlanta.    Reactor    Operations   Nuclear    Support 

Branch.        79/08/30.        2pp. 

— 7910I0035B    IE    Insp    Repts    SO-348/79-Se   fc    5O-364/79-11     On    790B06-09.  No 
noncomp 1 iance   noted. Major   areas    inspectcd:preoperational 
test    procedure   It   results. 

BURNETT,  P,  T.  Region    3,     Atlanta.     Reactor    ^Derations    Nuclear 

Support    Dranch.        WAQNER,  A.  0.  Region   2,     Atlantai     Office    of    tfta 

Director.        79/OB/2B.        Spp. 

7910100539   Forwards    IE    Insp    Rcptu    5Q-340/ 79-27    &    5O-3S.4/79-1S    on 
790813-15.  No    noncompliance    noted. 

MURPHY,  C.  E,  Region   2,    Atlanta.    Reactor    Construction    t<   EHQ  Inter  ine 

Support    Dranch.       79/08/31.       2pp. 


R.     Periodic    operating    reports   &   relarted    c  orreepondencB 

7910160467  Forwards   monthly    operating    r«pt    for    Sept    1979. 
CLAYTON.F.  L,        Alabama    Power    Co.        79/10/10.         Ip. 


--7910140471    Monthly     operating     rept    For   Sept     1979. 

HAIRBTOM,  W..  0.        Alabama    Power    Co.        71/10/01.        4pp. 


Reportabli 


:  curr  ence-s.     LERs    &    related    correspondence 


7°10150"J31    RQ- on    79081 4.  carbon    dioiide    fire    protection    ng  s     fop    diosnl 
generator    bldg    declared    1  noperab  1  a.  Caused    ti]    malfunction    o* 
carbon    dinilde    timers    associated    us/rooms    1-3 A  &  2R.  Firs 
uatch    conducted     until     timer    repl-ac-ad    t    ays    operaila-. 
CLrtYTOM,  F.  L.        Alabama    Poujer    Co.        79/09/30.         Ip. 


—7910180543    IE    Inap    Ropts    50-340/79-27   J.    90-3M/79-12    on    790B13-15.  No 
noncorap 1 iance   noted.  Major   areas    inspected : pre»ervi ce    ins.0 
activities  &  activities    relative    to    IE  Bulletin  79-13. 
HERDT-A.  R.  Region   3.     Atlantar     Reactor    Construction   fc 

Engineering   Support   Branch.      CRGHLEY, B  R.  Region  B.    Atlanta, 

Office    of    the    Director.        79/OB/30.        App. 

7910110085  Responds    to    IE  Bulletin   79-li.     "Vital    Area   ftccess   Control,  " 
Screening    program   for   vital    areas    initiated, 
CLAYTON.F.  L.        Alabama    Power    Co.        79/O9/05.        1pp. 

7710330035   Forwards    IE    Insp    Root    50-348/79-E9   on    790330-23.  No 
noncompliance   noted. 

LEWIS,  R.C.  Region   S,    Atlanta.    Reactor    Operations    Nuclear    Support 

Branch.       79/09/07.       Spp. 


791003047B    Forwards    LERs    79- 

CLAYTON,  F.  L.        Alabama    Power    Co 


-Q   fc    79-03  7/O3L-0. 
79/09/30.         Ip. 


—  7910030-1B7    LER    79-O36/03L-0:  on    790903,  train    B   OUR    i-elioP     Isolation 
valves    closet!    when    power   Lias    applied    to   actuators-    to    enable 
valve    po-sitlan    1  nd  ication.  Caused    by    flOlled    fuses    that    fprcod 
output    circuit    to    se-nff    signal    to   close   valves. 

!  W.  U.       Alabama   Power   Co,       79/09/28.       3pp. 


—  7910030800  LER    79-037/Q3L-0:  nn   7-J0906.  ami  1  iary    blctg    batterg 
verif  ication    luas    twin    dayo    late.  Caused    b^    personnel    error. 
Performance    of    surveillance    tests   on    schedulod    date-fi    uill    b 
dis-cusied   u/affecbcd    personnel. 
HAiriBTCN,  W.  <J.       Alabama  Pouar   Co,       79/09/23.       3pp. 


—7910330043    IE    Inap    Rcpt    50-340/79-29    on    790020-33.  No    noncomp  1  ian-cfr 
noted.  Major   areas    Inspected :  operations   review,  open  (. 
resolved    ttoma.LERs   (<    IE  circulars. 

HARDIN.A.K.,    BRADFORD,  H.  H.  Region    2,     Atlanta,    Office    of    the 

Director.       MARTIN,  R.D.  Region   2,     Atlanta.    Reactor    Operations 

Nuclear  Support   Branch.       79/09/Oii.       -1pp. 

7910020560  Forwards    IE  Circular  79-19i     "Looso   Locking    Devices    &n 
Ingaraal t-Rand    Impellers,  "   No  action    required. 
O'FieiLLY,  J.  P.  Region   2,     Atlanta,     OfPlce    of    the    Bir-ector. 

79/09/13,        Ip. 

7910110226   Faruarda    IE    Info    Notico    79-23,      "Oual if icatt on    of    Control 
Sgs.  "   Ho   action  required, 

O'REILLY,  J,  P.  Regions,    Atlanta,     OfFice    of    the    Director. 

79/09/14.       Ip. 

7910050607  Forwards   response   to    IE   Bulletin    79-19,     "Packaging    of 
Lou  Level    Raduaate    for   Transport   !<   Burial    "    Describes 
procedures    followed,  training    Kthedirled    and    audits    planned. 
CLAYTON,F.L.      Alabama   Power  Co.       79/09/17.       2pp. 

79103000B2  Forwards    IE   Info  Notice    77-33,     "Qualification    nf   Control 
8us,  "   Westtnghouse   790030    Itr  t>  Public    Svc    Electric    d  Oas 
Co   790910    Itr   re   potential    unrcvlBued    safety    quvstl on.  Ac tion 
required   within  20   days,  W/o    end. 
DENTQN.H.R.       Office   of   Nuclear   Reactor    Rogulstion.       77/09/17,       40pp. 

79102303M   Forwards  NRG   790634    Itr    re    multiple    equipment    failures    6 
surveillance    testing    errors,  uihich    man    incorrectly 
di*tributed.  Also    forwards    IE    Insp    fiepta    50-S95/79-13  (. 
50-304/79-12.  Action   required. 
EISENHUT.D.  0.      •  Divtsion   of   Operating   Reactors,       79/09/21.       49pp. 


79101Q0113   Forwards    LER    79-021 /01T-4. 

CLAYTON.F.  L,       Alabama    Pouier    Co,       79/10/05.       lp. 

— 791G1Q0449   LER   79-O21/01T-4:  on   790412,  found    certain    pipe    hangnm    wo  U  111 
not  meet    structural    code    safety    mars  Ins. Caused    by    inadequate 
design    con tral.  Adequacy    of    all    pipe    hanger   aaninnbia  BS    ha-i 
been   verified. 
HATRSTON.  U.  O.        Alabama    Pouor    Co,        79/10/05,        -4pp. 

7910190441    RO:  on    79100B..  inadver  tant   gas    rolaasa   occurriril    luhile 
performina    maint    on   uastc    gas    decay    tank    inlet    iiolatlan 
valva   Sonnet. Bldg    uan    e vacua  tod . Rad iat Ion    tents    on    peraannel 
negative. 
HAIftSTDN,  W.  0.        Alabama    Poycr    Co.        79/10/08,         lp. 

7910U0512   Forwards    LEHo    79-033/03L-0  t   79-039/03L-O. 
CLAYTONi  F.  L.       Alabama    Power    Co.       79/10/1O.       lp. 

— 79101a051B  LEH    79-03B/03L-0:  an    790912,  tah  i  1  B   performing    uurvfft  U  JITIC  v 
tent  FNP-1-STP-l . 0. containment   gaseous   activity    purflo    t- 
mltaui  t    isolation   monitor    dec  lared    inop  urabl*.  Causa  (I    by 
monitor    bypaas    valve    be  ins    'n    op  on    position. 

.0.       Alabama   Power    Co,       79/10/10,        lp, 


— 7910H60334  LEO   79-039/03L-G;  on    7909134, Fuel    »tOTago    fool    area    radiation 
monitor    declared    inoperable    dun    to    reading    dlacrop«ncu. 
Caused    b<j    instrument   dr i f  t.  Monl tor    recalibr  It  returned 
to    svc     on    790930. 
HAIR8TQN.W.  0,       Alabama  Poiuer    Co.       79/10/10.       lp. 

7910330460  Foruiarn1*    nonroutine    environ    opnTfltlnp    rapt. 
CLAYTON.  F.  L.       Alabama    Power   Cn.       79/10/tl.       lp, 


7910040137  Foruards    IE    Info   Notice    79-23,     "Emergency  Dieeel    Generator 
Lube  Oil    Coolers."   Mo   action  required. 

O'REILLY,  J.P,  Region   2,    Atlanta,     Office    of    the   Oil-He  tor. 

79/09/36.       3pp. 

7910190233  Forwards    IE  Bulletin  79-24,     "Froian   Lines."    Action    required. 
O'REILLY,  J.P.  Region   2,    Atlanta,     Office    of    the   Director. 

79/09/27.       2pp. 


— 791033Q493  Nonrouitlre    environ    operating    rfrptioti    79100Qi  Ina 
gaseoirs    releaie-   occurred    during   nalnt   on  ua-ste    gas    dutitg 
tank    a    inlet    isolation  valve    bonne t.  Cau»od    b«    faulty 
initructlona    of   work    request    &t    Inadequate   contmunic't  i  on. 
»      Alabama    Power   Co.       79/10/09.       Hpp. 


7910230442  Foriuarils   LCR    79-010/01T-0. 

CLAYTON.F.t,       Alabama    Pouer   Co.       79/10/19. 


7910170S06  Foruiards    IE   Info   Notice    79-25,     "Reactor   Trios    at   Turkey 
Point  Units  3  d  4.  "   No   action   required. 

O'REILLY.  J.P.  Region  2,    Atlanta,     Office    of    the   Director. 

79/10/01.       2pp. 


—7910330463   LEft    79-040/01T-0;  on    771&1 1- wrona    valves     tnutnll.a    in    piping 
syi. Caused    bu,    deFlclency    in    original    plant    daalgn    Bqulpmant 
specs,  Valva*    balng    replaced. 
HAIRSTON.H.  0.       rtlabafflo   p-ouior    Co.       79/10/19,       lp. 


7910170715  Forwards    IE    Info   Notice    79-24,     "dverpresBuri lation    of 
Containment   of  PUR  Plant  After  Main    Steam  Line    Break.  "    No 
action   required. 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office    of    the   Director, 

79/1.0/01.       2pp. 

79103401  JO  Notifies    that   response    to    IE   Bulletin   79-21,     "Temp    Eff»c 
on  Level    Measurements,  "  uilll   be    submitted    by    791031. 
CLAYTONrF.L.       Alabama  Power  Co.       79/10/16.       IP. 


DOCKET    50-382  LIMERICK  OENERATJNO  STATION*    UNIT    I 

A,     Appllcation/canitructlon    stage    document*  Si   correspondence1 

79100904B3  Summary    of    790B06-Q7   meeting   u/utll    it   lonut    »lt*    ra    CB,Q<I 
load    forecasts 
TIBBITTB,  D.  U.  Llaht  Mater    Reactor*   Branch    2.       77/09/83.       0pp. 


DOCKETED  ITEMS 


910300573    Summary    of    79090.6-07    mooting    u/util     In    Montgomery    County,  PA 
to   assess   mhen   Unit    1    will    be    ready    for    fuel    loading 
TIflBITTS,  D.  L.  Lijht    Water    Reactors    Branch    1.        79/09/35.        14pp. 

910240B31    Requests    Marie     II     pool     dynamic     load     tan*     description, 
rationale    for    plant-unique    program. task    schedule    !< 
doc  umentation 

VAFtOArS.A.  Assistant    Director     for    Light    Water    Reactors.        79/1Q/OB. 

3pp. 


-7910090711    Forwards     IE    Insp    Repts    5O-3S2/79-O5   S.    5O-3S3/79-Q5    on 
790507-11    &    17-31   fc   notice    of   violation, 

CAHLEQN.  R.  T.  Region    1,    Philadelphia,    Reactor   Construction   (. 

Engineering    Support   Branch.       79/OB/32.       3pp. 

-791009071H   Notice    nf    violation    frnm   insp    on   790507-11    &    17-31. 
*          Region    1,    Philadelphia.     Office    of   tha   Director.       79/00/20. 
Ip.. 


"71O29Q344    Rosponds    to    NRC    791O02    Itr    TO    add  1     tests    to    confirm 
conservatism    in    cojiriensat  i  on    oscillation    loads.  Tfic  linical 
evaluation   of   need      For   more    testing    must:    bf   considered. 
LGQUE.R.H.        Philadelphia    Eloctrlc    Co.        79/1Q/22.        Ip. 


<,     Ooneral     c  orrospondenc 


'91039QOB9    Responds    to    790416     Itr     sent    to    Region    1     re    risk    paced    from 
DE    River    uiater    diverted    to    p  Ian  t.  Qesrr  i  bes     technicalities    re 
cooling    water    required     For    safe     shutdown    &    makeup    water    to 
generate    electricity. 

VWiQft.S.A.  Assistant    Director     For    Light    Water    Reactors.        79/10/D9 

2pp. 

h.     Operating    license    stage    documents   &    correspondence 


—7910090717     IE    Inap    Repts    50-352/79-05   i.    50-353/79-05    on    790507-11    tt 
17-21.  Noncnmpliance   noted:  fa  i  lure    to    folloui    documentation 
procedures    for    elongation  t>    Force   whan   reuorking    slipped 
strand  s. 

HATTIA,J.  ,     VARELA.  A.  Region    1,    Philadelphia.    Office    of    tho 

Director.        MCGAUGHY,  R.  Region    1,     Philadelphia,     Roactar 

Construction   &    Engineering    Support    Branch.        79/00/20.        14pp, 

791O040I4O  Foruards    IE    Info   Notice   79-23,    "Emergency    Diuael    Generator 
Lube  Oil    Coolers.  "   No   action  required. 

GftTER,  B.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/09/26.        1pp. 

7910180167   Forwards    IE    Bulletin    79-24,     "Frozen   Lines,"    No    action 
required . 

GftlER,  D,  H.  Region    1,     Phi  ladalph  la,     Office    nf    the    Director. 

77/09/37.         Ip. 


9J023032B    Forwards    response    to    NRC    790913    request    for    implementation 
of    actions    contained    In   HURE'G-037B  re    THI-2    Lessons    Learned 
laa  k    Force    ahort-terin   recommendat i ons.  Response    is    consistent 
u/BUH    owners    group    rec  omrmmdatlonB, 
DALTROFF.  S.  L.       Philadelphia    Electric    Co.       79/10/17.       21pp. 


79101&0554   Forwards    IE    Info   Notice   79-23,     "Reactor    Trips    at    Turkey 
Point  Unit?    3  t,  4.  "    No    action    required. 

QRIER.u.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/10/01.         Ip, 


>.     Inspection  reports.     IE  Bulletins    >.<   correspondence 

910020539   Forwards     IE    Circular    79-19.      "Loose    Lading     Devices    on 
Ingersol  1-Rand   Pump    Impellers."    Ho    action   required. 
GRIEff.fl.H.  Region     I,     Philadelphia,     Office    of    the    Director. 

79/09/13.        lp. 

910120264   Act    receipt    of    790913    Itr     informing    NRC    of    steps    taken    to 
correct    violations    noted    in    IE    Inao    Repts    5O-352/79-Q4    !• 
50-3  53/79-  (H. 

CAFlLSONrR,  T.  Region    I,    Philadelphia,     Reactor   Construction   c. 

Engineering    Support   Branch.       79/O9/2O.        lp. 

-79SO120271    Responds    tn    MRC    79OB1A    Itr    TB    violations    noted     in     It£    Insp 
Repts    50-352/79-04   !.    50-353/79-04.  Corr  ect  i  ve    ac  ti  ons  :  valve 
c  loaned   t<    inspected    J.    QC    nnolneei-s    trained    In    job    rule 
requirements. 
DOVER,  V.  S.        Philadelphia   Electric    CD.        79/09/12.        2pp. 

-7910120275   Forwards     IE     Insp    Repts    50-352/79-O4    s<    50-353/79-04    on 
790410-12   Si  notice   of    violation. 

CARL30.N.R.  T.  Region    1.     Philadelphia,     Reactor    Construction   fc 

Engineering    Support   Branch.       79/O8/16.       2pp. 

-791012027B  Notice    of   violation    From,    insp    on   79O41O-13, 

*  Region    1.    Philadelphia,     Office   of    the   Director.       79/OB/10. 


-791O1E02B4    IE    fnsp    Rapts    50-353/79-0^    R    50-353/79-04    on    790-110-13, 
Noneompl  iance   noted:  fat  1  ure    to   ad  equatol  y    covor   primary 
steam    iBolatian   valve.  Valve    mas    subjected    to   uield    5.1ag,  uel-d 
grind  ingp  dust   !<    illrt. 

MATTIA.J,,    SftMDERB,  W,  Region    1,    Ph  i  ladelp  h  ia,    Office    of    the 

Director.       KCQAUOHY,  R.  Region    1,    Ph  i  1  ado  Iph  ia.     Keactor 

Construction   It  Engineering    Support    Branch.       79/OEJ/1O.       5pp. 

?10090i01    Foriuards     IE    Circular    79-2Oj     "Failure    of    STE    Sulvania    Relay. 
TypB   PM   Bulletin   7305  Catalog    SU12-U-AC   u/130   Volt   ac 
Coll."    No   action   required, 

ORFER.D.H,  Ragion    1,    PJi  i  lade  1  pfi  la,    Office    of    the    Director. 

79/09/24          lp, 

710090706  Acl   receipt    of   79Q9H7    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted    In    EE    Insp   ttepts    90-352/79-05    b 
50-333/79-05. 

CrtlH-BON,  R.  T.  Region    1-    Philadelphia,    Reactor    Construction   t, 

Engineering  Support   Branch.       7=7/09/35,       lp, 

-79  1  00907&9  Responds    to  NRC   790B32    Itr    re   violations    noted    in    IK    Insp 
Repts    30-352/79-05   tt  30-333/79-05,  Correct  iva    actionE; 
procedure;  revised    for   documentation    of    elongation   &   of    Force 
of   reported    itrands    fc   mubcontrai:  tor    procedure   revi  eimaif. 
BOYERjV.S.       Philadelphia    Electric    Co.       79/O7/17,       2pp. 


7710170630   Foruards    IE    Info    Notice    79-24,     "Overpreasuri  lation    of 
Containment    of  PUR  Plant   After  Main  Steam  Line    Break.  "   No 
ac  fclon    requi  red. 

GRIER,D.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/10/01.         tp. 

7910'2iiOfl5fl    Ack    receipt    of    79O927    Itr    informing    NHC    of    steps    taken    to 
correct    violations    noted     in    IE    Insp    Repts    50-352/79-06    & 
SO-3S3/79-OA. 

CARLSON,  R.  T.  Region    1,     Philadelphia,    Reactor   Construction   & 

Engineering    Support    Branch.       79/1O/04.       lp. 

—  7910260456    Responds     to    NRC    79OB28    Itr    re    violations    noted    in    IE    Inup 

Repts    SO-352/79-06    &    5O-353/  79-06,  Correct!  ve    act  iona;  reviuu1 
of   piping    sijs   requiring    approved    erection   sequences   was 
submitted    to  Dcihtel    a   approved. 
BQYEK.V.a.        Philadelphia    Electric    Cn.        79/O9/27.        2pp. 

—  79I026045B   Fc-ruards     IE    Insp    Repta    50-35S/79-06   «i    50-353/79-06    on 

790616-20    &    notice    of    violation. 

CARLStN,  R.  T.  fiflglon    I.    Philadelphia.    Reactor   Construction  & 

Engineering    Support    Branch.        79/OQ/S8.        2pp, 

—  7910260459    Notice    of    violation    from    inap    on   790610-20. 

*  Region    1,     Philadelphia,     Office    of    the    Director.        79/OS/27 

Spp. 

—7910260467    IE    Insp    Repts    SO-352/79-Q6   {<    50-353/79-06   on    790ilfl-2Q. 
NancompHance    noted  :  procedures    when    erecting    RHR    piping 
inside    containment   wore   not    Followed. 

MATTJA,  J.  C.  ,    CERNE.A.  Region    1,    Philadelphia,    Office    of    the 

Director.         MCGAUGHY,  fl.  Region    1,     Philadelphia,     Reactor 

Construe  t  i  on   d   Engineering    Support    Branch.        79/OB/27.        ll.pp, 

7910220134    Director'a    decision   under    10CFR2,  20i.  Inveetigati  on  uiill    be 
conducted    re     effect    of    quarry     b  lasting.  Invest!  gation    of 
concrete   vo  i  tf/honcycomb    not  warranted.  Computer    analysis    used 
in    seismic    design    under     investigation. 
CASE.E,  O.        Office    of    Nuclear   Heactor    Regulation.        79/10/O9,        8pp. 

—  791O22013B    Forwards    IE    Inap    flept    50-353/76-OB    on    760916-19,22   !.   25. 

No   noneoBipl  lance  noted, 

CARLSON,  R.  T.  Region    1,    Philadelphia,    Reactor   Construction   & 

Engineering    Support    Branch.        79/09/07.        2pp. 

—  791033O114     IE     Insp    Rept    50-352/76-QB    on    760916-19,22   E<   35.  Na 

noncompl  i  anc  e   noted.  Major   areas    inspected:  reactor   vessel 
transporter    chain   drive;   &  containment   tfryuell    ualla. 
TOTH.A.D,.     SANDERS,  W.  F.  Region    I,     Philadelphia,     Office    of    the 

Director.        HEIEHMAN.  R.  F.  Region    1,    Philadelphia,    Reactor 

Construction   S  Engineering   Support   Branch.       76/09/07.       16pp. 


7910230147   Forwards    IE    Insp    Rept    50-352/76-09  on  760911,1-1-17  & 
notice    of    violation. 

CARLSOWjR,  T,  Region    1,    Philadelphia,    Reactor  Construction 

Engineering    Support   Branch.       7i/IO/15.      2pp, 


27  It 


DOCKETED  ITEMS, 


215 


—7910220150   Notice    of    violation    from    insp    dn    760911.14-17   (.    27. 

»  Region    1,     Philadelphia,     Office    of    the    Director.        76/10/13. 

Ip. 

— 7910220150    IE    [nap    Rapt    50-353/76-09    on    760711,14-17    t.   37.  Noncompl  I  anc  o 
noticed:  fa  11  lire    to    imp  I ement    spec   I1 -303  c 1  can  I i  ness 
control    requirements    &    failure     to   maintain    reinforcing    steel 
clearances    in    ilnjmell    uall. 

TOTH.A.D.  ,     ELGAS5ER,  T.  C.  Region     1.     Philadelphia,    Office    of    the 

Director.        HE19HMAN.R.F  Region    1,     Ph  1  ladel  ph  ia.     Reactor 

Construction    tt    Engineering    Support    Branch         76/10/13.        aipp, 

—7910220163   Foruiarda     IE     Inap    Rept    50-352/77-01     on    770131-25.  No 
noncomp  1  lance    noted. 

CARLSON.  R.  T.  Reqlon     1,     Philadelphia.     Reactor   Construe  t  Ion    !. 

Engineering   Support   Branch.       77/03/04.       2pp. 

— 7910220170    IE    Insp    flept    50-332/77-01     on    77D124-25.  Mo    noncom.pl  iance 
noted,  Major    areas    inspoc tod : concrete   containment   dryuell 
wall. 

VORELA,  A.  rt.  Region    1.     Philadelphia,     Office    of    the    Director 

HAYNESiR.C,  Region    1,    Pd  i  lade  Iph  ia,    Jleactor   Construe  t  i  on  f< 

Engineering    Support    Branch.        77/02/20.        7pp. 

—7910220173  Forwards    IE    Inep    Rept    50-352/77-15   on   771207-09.  Mu 
none  amp  1 iance    noted. 

CARLSON,  fi.  T,  Region    1,    Philadelphia,    Reactor  Construction   d 

Engineering    Support    Branch.       7Q/O1/1I.       2pp. 

—7910220101     IE    Insp    Rept    5O-332/77-19    on    771207-09.  No    noncomp  1  iance 
noted,  Major    areas    inspected:  (IA   procedures    '.<   uorh   activities 
re    aaf ety-related    piping. 

MATTIA,  J,  ,     FABAND.A.  Region    1.    Philadelphia.     Office   of    the 

Director.        MCGAUQHY.  R.  W.  Region    1,     Philadelphia.     Reactor 

Construction   b   Engineering    Support    Branch         70/01/10.       12p|i. 

— 7910220190   Foriuarila     final     deficiency    rept    re    separation    nnps     bElmcen 
containment   £<   reactor    enclosure. 
HOVER,  V.  B.        Philadelphia    Electric    Co.        7(3/06/13.        l|i. 


7910330330   Forwards    response    to   NRC    790913    request     For     implementation 
of    actions    contained    in    NUREO-037B   re    TH1-2    Lessons    Learned 
Task    Forco    short-term  recommendations.  Response    i s"  cnnal stcnt 
u/DWR   oiimers    group    recommendations. 

.     DALTROFF.  S.  L.        Pti  i  ladel  p  h  la   Eloctr  ic    Co.        79/1O/17.        21pp. 

7c?lQ2'JO34a    Responds     to   NRC    791002    Itr    re    add  1     testa    to    confirm 
conservatism    in     condensation    oscillation    loada.  Techn  i  cal 
evaluation    of    -need       for    more    testing    must    tie    considered. 
LQGUE.R.H.        PMiladeljihia    Electric    Co.         79/10/23.         Ip. 


H       General    correspondence 


7910290089    Responds    to   790-116    Itr    sent     to   Region     1     re    risk    posed     From 
DE   River    uator    diverted     to    plant   Describes     technicalities    re 
cooling    uiate'r    required    for    safe    shutdown   &    uiateup    mater    to 
g  enerate    c  1  e-c  tr  i  c  i  ty. 

VAROA.8.  A.  A&aistant    Director    for    Light    Mater    Reactors,        79/10/OV. 

2pp. 


Inspection    reports,     IE  Bulletins  i   c nrrospondenc e 


7910030539  Forwards    IE  Circular  79-19,     "Loos*   Loclrinn    Devices    on 
Ingorsol  1-Raind    F'urrp    Impellers.  "    No   action    requirBd. 
ORIER.D.  H.  Region    1,     Philadelphia,     Office    of     tho    Diroctnr. 

Ip. 


791O1302A6    Hck     receipt    of    790912    Itr    informing    NRC    of    stupe     taden    to 
correct   violations   noted    in    IE    Insp   Ftcpts    50-353/79-0'!    & 
30-353/79-04. 

CARLBCIN,  F!.  T.  Region    1,    Ph  i  lado  Iph  i  a,    Hoaclor    Cons  true  t  i  an   & 

Engineering    Support  Branch.      79/09/2!).        lo. 

—  7910120271    Responds    to   NFiC   790B16    Itr    re    vlolaiiuna    noted     In    IE    Inop 
Rspta    50-352/79-04   &    50-353/79-04.  Correi  t  i  ve    acblons:  val  vo 
cleaned    i<    Inspected    !,   QC    engineers     trained     in    job    Tills 

BOVEH,  V.  8         Philadelphia   Electric    Co.        79/O9/12.        2pp. 


— 7910220196  Final    deficiency    ropt    re    adequacy    of   aepnration    gaps    between 
containment  &   reactor    one  Insure.  As-bui 1 1    separation   gaps 
adequate    to  meet    design    roqui roments. 
»      Philadelphia   Electric    Co.        7S/06/30.        5pp. 


-771O12027S    Formaro'a    IE    Insp    Repts    50-352/79-Ofl    ti    9O-353/79-O1    on 
790410-12  &   notice   of   violation. 

CARLSON.  R.  T.  Region    1.     Philadelphia.     Reactor    Construction    t. 

Engineering    Support    Branch.        79/00/16.        2pp. 


—7910330206   Notice    of    isauance    of    director's    decision    under     1QCFR3.  206. 
Investigat  ion   uil  1  1    bo    conducted    re    effects    of    quarry 
b  lasting.  Investlgati  on   of    cane  rn  to    vol  d/h  onoycnmb    not 
warranted. 
CrtSE.E.O.       Office    of    NuclB.ir   Reactor   Regulation        79/10/09.       L>pp. 

—7710230300  Reaponda    to    79O617    Itr.  Copies    of    correapondcnce   u/ulil    re 
quarry    blasting    effects    inve&tigat  ion   mill    b«    foriuarded. 

R.       Office    of   Nuclear   Reactor    Regulation.       79/10/09.       Ip. 


7910220212   Responds    to    7'tOQSS    Itr    re    effects    of    ouarrij    blasting. 
Investigation   uilll    be    conducted, 
DENTON.H.R.       Office   of   Nuclear   Reactor   Regulation.       79/IO/O9. 


U.     Congressions  l/FJ>ecutlve   Corrospondencii 


7910090939   RequeatB    rovicui    of    constituent    790HIO    Itr    oppressing 
contHrn   about   nuclear   pouior    in  PA.  Renponso    should    bo    In 
duplicate   along    iu/ rot  urn    of   momo 
BCHWEIHER,  (I.  B.        SDnatD.        77/00/17.        4pp. 


DOCKET    90-353   LIMERICK   GENERATING   STATION,     UNIT   S 

A.    App  1  Icati  on/construction    stage    documents   t<   correspondence 

79100904B3  Summary    nf   790S06-O7  meeting    u/utl 1    at   const   site   TO    case 
load    forecast. 
TIBBITTS,  D.  L.  Light   Water   Reactors   Branch    a.       79/09/25.       13pp, 

7910300572  Bummarij    of    790006-07   meeting    u/util    in   Montgomery    Cauntu.Prt 
to  aiaess   uhen  Unit    1    mill    be   ready    for    fuel    loading 
TIBDITTS.D,  L.  Light   Water    Reactors   Branch    1.       79/09/2S.        Iflpp. 

7910240231    Requests  Mark    II    pool    dynamic    load    tank    description, 
rationale    for    plant-unique    program,  task    achedule   i< 
documentation   . 

VAROA.B-A-  Assistant   Director    for   Light  Watar   Reactors.       79/IO/OB. 

3pp. 


-7^101202713  Motice  of  violation  from  in&p  on  790410-12. 
*  Region  li  Philadelphia,  Office  of  the  Director, 
In. 


—79-101S0201     IE     Insp    Repts    SO-359/77~0-1    !.    50-353/77-01    un    790110-IH. 
Noncomp  1  1  anc  e    noted;  fa  1  lure    to   adequate  Uj    cover    primarii 
steam    isolation   valve.  Valve   luaa    subjected    to   uuld    alagtweld 
flr  inding  .  dus  t    t<   dirt. 

MflTTIA,  J,  .     SrtNDERS,W,  Region    1,    Ph  i  liid  slph  i  a,     Office    of    till  e 

Director.       rtCQAUOHY,  R.  Region    1,     Philadelphia.     Reactor 

Construction   ?v  Engineering   Support    [irnncft.       79/OEJ/10.        Spp. 

791C-090i01    FopuiHrda    IE  Circular   79-20,     'Tailure    qf   QTE   Sylvaula   Heloy. 
Type   PM  Dullotln    7305  Catalog   SU12-11-AR   u/  1  30  Vult   .in 
Coil."  No   action   required, 

.  Rogion    1.    Philadelphia.    Office    of    the   Director. 

Ip. 


7910090706  flck    receipt   of   790717    Itr    informing    NRC    at    stops    taken    to 
correct   vlolationo   noted    in    IE    Insp   Repts    50-352/79-03   d 
SO-353/79-0-5. 

CAHLSON!  H-  T  Region    1,    Philadelphia.    Reactor    Construction!. 

Engineering    Support  Branch,      77/09/25.       Ip, 

—  71?10090709   Responds    to  HUC  79QB22    Itr    re    violations    noted    In    IE    IriHp 
Rapts    50-332/79-05   !<    30-353/79-05.  Corree  t  i  ve    actions 
procedure    rovisad    for    documentation    of   elongation   &   of    forco 
of    reuorkifd    strand*   5<   subcontractor    procpdure    rovieuiBd, 
.B.       PhUadelphlo  Electric   Co,       79/07/17.       2pp. 


7710090711    Forwards    IE   In.p  Hepta    50-352/79-05    k   50-333/79-05    on 
770507-11     t,     17-21    (H    notice    of    violation. 

eAflLHON.n.T.  Region    1,    Philadelphia,    RoHCtnr   Construction 

Engineering    Bupport   Branch.      79/OB/23.       2pp, 


771009071-1    Notice    of  violation    from    insp    on    7903-07-JI 
•          Region    1>    Philadelphia,    Office    nF    the    Director. 


17-HI. 
79/OO/SO. 


—7710090717    JE    Insp   Flepts   50-352/77-05   h   50-3S3/79-OB    on   770507-11 
17-31.  Noncamp  Hance  noted;  fai  lura   tp    follow  documental  i  an 
procedures    fgr    elonnation  t/.  force  uihen   reuorfcing    slippciJ 
strands. 

MATTIA.O.  .     VARELAiA.  Region    1,    Ph  1  lade  Lphia,    Office    of    the 

Director.       MCOAUQHY.R,  Region    1,    Philadelphia,    Raactar 

Canstrtic  tlor    b  Engineering   Bupport    Branch,       77/OS/2O.        Hpu. 
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7910040140  Forwards    IE    Info   Notice    79-23.     "Eirisraencv   Diesel    Generator 
Lube   Oil    Coolers,  "    Ha  action   required. 

OfllER.D.H.  Region    l,    Philadelphia,    deficit   of    the-  Director. 

79/Q9/26.       flpp. 

791O18OIA7    Forwards    IE   nullettn    77-S4.     "Frnien   Lines."    Ho    action 
required. 

GR1EF1,Q   II,  Region    1.    Philadelphia,    Office   df    the   Director. 

79/Q9/27.        lp, 

7-JlOlc.Q554   Forwards    IE    Info   Notice    79-29,     "Reactor    Trips    at  Turfceij 
Point   Units   3    fc  4.  "    Ho   action   required. 

QRiefl,G.H.  Region    1,    Ph  1  lade  Iphia.    Office    of    the  Director. 

79/IO/01.       lp. 

7-91O17OA30  Forward*    IE    Info    Notice    79-24-     "Overpreasuriiation    of 
Containment    of    PWH   Plant  After    Main  Steam  Lino   Creak."    Ho 
ac  tion    requ 1  rod . 

ORIER.D.H,  Region     L,     Philadelphia,     Office    of    too    Director. 

79/1O/GI.         lp. 


DOCKET    50-394    HOPE    CREEK    NUCLEAR    STATION,     UNIT    1 

A.     rtpp  Hcati-on/construc  t  Ion    stage    documents  &   correspondence 

79101d014S   Notification    of   790926  meeting    in/Mark    I    owners    in   Bothesda, 
MD   to   d^cusB    pool    swelling    c  ompresaib  1 1 1  ty    effects   & 
doumcamer    condensation    loads, 
ORIHES.C,  [  Plant    Systems    Uranch     <Pre    791030J.        79/09/24,        lp. 

7910170010  Discusses    need    for    addl    confirmatory    full    scale    tests    to 
establish    uncertainty    in    load    magnitudes    re    condensat ion 
oactllatLon    load    definition    procedures. Draft    Itr    to    Hark     I 
utiis   Tff    test    program   enc 1 . 

GRIHES.B,  K,  Assistant    Director    for    Systems   Engineering    (Pro 

791030).        79/09/25.        flpp. 

791017000ft  Discusses    resolution    of    potential    problem  re   Mark    I 
containment    idontified    in    79OB31    memo. Addl    Info    re   response 
charac  taris  tics    of    down  comer -vent    headier    sys   shows 
sufficient    structural    fatigue    margins    ev  lat.  Evaluation   end. 
DENTONi  H.  R.        Office    of    Nuclear    fleactor    Regulation.        79/09/26,        2pp. 


79-1Q26O45*  Aci    receipt    at   790937    Itr    informing   NHC    of   ateps    taken    to 
corrett    violations    noted    In    IE    Inap   Hopts    30-352/79-06   t> 
BO-393/79-Ofi. 

CARLEON,  I!,  T.  Region    1,    Phi  lidelph  in,    Reactor   Construction   ti 

Engineering    Support    Branch,       79/10/04.       lp. 

--7-91O26O13&  Respond!!    to  NRG    790833    Itr    re   violations   noted    in    IE    Inap 
RoptB    30-3  32/79-  Oi.   !<    50-333/79-Ofi.  Coi-roc  t  i  VE    <ic  tlona  :  rev  I  &y 
of    piping    «i)&   requiring    a[)prnved    oro-ctlon    sanuonces   iuas 
aubrnitted    to   Dscht&i    ti  approvod, 

,  B.       Philadelphia    ElnctrU   Co,       79/09/27.       2pp. 


--7910260*38  ForuanUi    IE    Insp    Roots    SO-35ff/7?-06  tt   50-353/79-Oii    on 
790619-30   !<    notice    of   violation, 

CftRLSQNi  II.  T.  fl&tjloai    1.    Philadelphia,    Reactor  Construction 

Engineer  ing    Support   Qranch.       79/OB/2H.       3pp. 


7910050537   Responds    to    NRC    position    on    use    of    austenitic    stainleBB 
atael    in  DWfls.  Ml  tla^tion   meaiures    mill    mlnimiie 
susceptibility    to    stress    corrosion   cracking    of   austenitic 
stainless    utae]     in    RCPD.  Discusses    Reg    Guides    1.31    &    1.44. 
MITTL.R.L.        Putlic    -Service   Electric    !•    Oas    Co.     of   Neui   Jersey, 
79/09/2B.        ipp. 

0.     Adjodicatory    correspondanc e 

79-i019Oa30  Affidavit    of    C    Kepford    re    intervenor  Environ  Coalition    on 
Muclear   Power    statement    of    facta   to    uh i c h    there    is  matl 
dispute.  Natural    ventilation    can    bring    up    radon    from    interior 
of   shutdown  mine. 

KEPFOrtB.C.        Environmental    Coalition    on    Nuclear   .Power.        79/06/36, 
ipp. 


7910260459  No  tice    of    violation    from    insp    on    790A1Q-20. 
»  (legion,    I,    Philadelphia!     Office    of    the   Director. 

2pp, 


—  7910260467    IE    Insp    ftents    50-352/79-0*   t.    30-353/77-06    Hi 

NoncomiilianiCB  notocf;  procedures    when    erecting   RHf!    piping 
Inside   cental  nmcnt    uerc   not    followed 

MATTIA,  J  C.  -    CEflhJE.A.  Region    1.    Philadelphia,    Office    of    the 

Director,       nUQrtUaHV,  R.  Region    1,    Ph  ilaflolphla.    Reactor 

Construction   b  engineer  Ing   Support    Dranch.       7-9/08/H7.       1  lop. 

7910320134    Director's    incision   under    1GCFR2.  206.  1  nvetti  gabion    will     be 
c  oniitjc  ted    m    effect    of    quarry   Ji  lasting.  Investigation    oF 
concreto   void/honeycomb   not  warranted.  Coraju  ter  ^naljaia   useJ 
In   seismic   design    under    investigation, 

.O.        Of  Flee    nf    Nuclonr    Reactor    Regulation.        79/10/07.        Hup. 


—  7910220190  Forwards    Final    deficiency    rept    re    separation   gaps    b-stueen 

contolnment    t<  reactor   -enclosure, 

DOVEfc.V.B,       Pht  Jfldulphlfl   Elnttric   Co.       79/06/13,       lp, 

—  79ica-20l9t>  Final    Deficiency    rept    ru   adequacy   nf    separation    gaps    oetuoon 

coTitalnmorit    !i  reactor   flnclosure.  As-built    separa-tion    s^ps 

3d  a  qua  bo    tc-    meet    design   requirements. 

«      Philadelphia    Electric    Co.       7B/0&/30,       3pp. 

—  7910£20206  Notice    of    Issuance   of    director's    decision    under    1OCFH2.  20d. 

InvBitigat  Ion  mill    be   conducted    re    eFFeccs   of    qiiarnj 

blfl»tinn-  Investigation  of    concrete   votd/Ai>nea':nmli   not 

warrantod. 

CABE.E.O.       QPfice    c-f  Nutlnar   Reactor   flegulation,       79/10/09.       .app. 

-791Qa50BOt3  Responds    to  790c-l  7   ]  tf,  Cap  l?«   of    corresponif  ence    ui/utll    ro 
quarry   blasting    effocl^    invcstlaat  ion  mill    be    forwarded. 
DEKTQfJiH.R.       OffUe    of  Nuclear    Reoctar  Oujgiatlan        79/1O/09.        lp. 

—  791O2S0312  Reiponds    to  790032   1  tr   re    effetts    at   quarry    bloating, 
Investigation  uill    Us   conducted. 
DEWTOM.H.R.       Offico    of  Ngc  loar   Reactor  Regulation.       79/10/09.       2pp, 

U.     Congrnisional/linucutlvB   Correeoandenc* 

791009O3S7  f!onu*»ts   revlau  of    constituent  790fllO   Itr    expressing 
eancBr-n   itt-out    nuclear    HOUJBT    In  rA.HeHponse    sliould    be    in 
duplicate   alonj    w/T-«turn   of   mnrao, 

.  n.  B,     aendts.     77/00/17.     4pp. 


—  7910190249    Opposes    utila    joint    motion    for    summary    disposition   ti    NF1C 
motion    for    partial    summary    disposition    on    radon    emissions, 
Radon    HmiBEions    endanger    public    h  eal  th,  rtdapts    iiitcrvennr 
Ecology    Action    of   Osuego    concurrent    Filing. 
«      environmental    Coalition    on    Nuclear    Pouiev.        79/06/37.        13pp. 

7910190355   Decision    ALAD-562    granting     summary     judgment    for    Def  lc  ienc  i  n 
1  1  Si  61  9r9i  1  li  13i  15,  19,  SO   li    32-?5.  Denies    summary    dispouition 
for    d  eFic  ienc  in-B   re    omissions    from  mill    tailings   pilaa, 
underground-   mines,  open    pit    mines   !<  water   pathways. 
BISHOP.  C.O.       Atomic    Safetij    and    Licensing   Appeal    Panel.       79/09/11. 
36pp. 

7910180527  Order    directing    that    prepared    testimonies   of  witnesses    be 
Filed    on    or    before    7901  IS.  Hear  i  09    shall    commence   on  B00225 
at    location    to    be    determined. 
BISHOP,  C.  J,       Atomic    Safety    and    Licensing   Appeal    Panel.       79/10/03. 


79101B09I11    neroDrandum  ALftQ-566:  o  «  p  latni;    ASLflQ  791003  order   dlrHctin|j 
parties    to    file   prepared    testlmonioa    of   mitnessen   by   H00110 
ii  advising    that    hearing    ulll    commence    an   BD022S.  Btatas 
factors    considered    for    issuance    of    order. 
BISKDP.C.J.       Atomic   SaFetij    and    Licensing   Appeal   Panel,      79/10/11. 


79102^0549   Potition    seeking    NRC    issuance    of    shoui   cause    order    for 
suspension    or    revocation    of   OLs.  Opera  tion   of   facility   mould 
threaten    local    eitstence    of    short-noaed    sturgeon.  Affidavit 
&  CoPtificatc    at    Eve    end. 
COLEMAM.  A.  C.  .     COLEMANi  E.  0,       Affiliation    Unknown.       79/10/10,       l()pp. 

Q,     Inspection    reports,     IE    Bulletins.  &    correspondence 

79I001032&   Foruarda     IE    Insp    Repta    50-354/79-05   !.    50-355/79-05   on 
79061B-21.  No    noncomp  1  lane  e    noted. 

CARLSON,  Ft.  T.  Region    1.    Ph  i  laialfh  ia,    Reactor  Construction  & 

Enginecrino    Support   Branch.        79/03/0?.       2pp. 

—  7910010329     IE    Insp    Rflpts    SO-351/79-O3    &    50-355/79-09   on   79061B-21.No 
noncompliance    noted.  Major    areas    inspec  ted:  OC   program  for 
structural    uel  d  ingi  p  f  p  e   mo  I  d  ing  t  ree  alp  t   &  storage    of 
equipment   A    status    of   outstanding    Items. 

NARRDH.I...     BATEHftN,  H.  H.  Region    1.     Philadelphia,    Office   of    thu 

Director.       MCOAUOHY,  H.  W.  Region    1.    Phi  laflolphla,    Reactor 

Construction   t<    Engineering    Support    uroncn.      79/OQ/OB.       lOpp, 
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7910030114  Forwards    IE    Info   Notice   79-20, Revision    1,     "NflC  Enforcement 
Policy    -  NRC   Licensed    Individuals,  "   Notice   reissued    to 
correct   uiord    omission   d   punctuation    error   which    changed 
intent    of    statement.  Changed    statement    underlined    in    te«t 
ORJER.  0.  H.  Region    1,    Philadelphia,    Office    of    the   Director. 

79/09/07.        Ip. 

7910020547  Forwards    IE  Circular   79-19,     "Loose    Locking   Devices    on 
Ingersoll-Rand   Pump    Impellers."   No    action   required 
QRIER.B.H.  Region    1,     Philadelphia.     Offlca    Dp    the    Director 

79/09/13,        Ip. 

7910090610   Forward*    IE   Circular    79-2O,     "Failut-e    of   STE   Sylvania    Relay, 
Type    PM   Bulletin    73O5   Catalog    5U12-H-AC    iu/120    Volt    ac 
Coil."    No    action    required 

ORIER.B.  H.  Region    1,     Philadelphia,     Office    of    the   Director 

79/09/21.        Ip. 

7910040144   Forwards    IE   Info   Notice   79-23.     "Emergency    Diesel    Generator 
Lube    Oil    Coalers."    Nn    action    required. 

ORIER.B.H,  Region    1,    Philadelphia.     Office   of    the   Director 

79/09/26.       4pp, 

7910180179  Forwards    IE  Bulletin   79-24,     "Froian   Lines. "  No   action 
required. 

ORIER.B.H.  Region    1.    Philadelphia.    Office    of    the  Director 

79/07/27.       Ip. 

7910160559  Forwards    IE   Info   Notice   79-23.     "floactpr   Trips  at    Turkey 
Point   Units   3  t,  4.  "   No    action   required. 

ORIER.B.H.  Region    1,    Philadelphia,     Office    of    the  Director 

79/10/01.       Ip. 

7910170*41    Forwards    IE   Info   Notice   79-24.     "Overpressuri lat i on   of 
Containment   of   PWI!   Plant   After   Main   Steam   Line    Break."   No 
action   required. 

CRIER,  U.  H.  Region    1,    Philadelphia,     Office    of    the   Director 

79/10/01.       Ip. 


DOCKET    50-353  HOPE   CREEK  NUCLEAR  STATION.    UNIT  3 

A.     Application/construction    stage   documents    Si  correspond enc e 

7910160143  Notification   of   790926  meeting   w/Mark    I    ouinero    in   Dctheada, 
MD   to    discuss    pool    smelling    compressibility    effects  t. 
douncomer    condensation    loads. 
GRIMES. C.I.  Plant  Systems   Branch    (Pre   791O30).       79/09/E4.        Ip. 

7910170010  Discusses   need    for    add]    confirmatory    Pull    scale    test*    to 
establish    uncertainty    in    load   magnitudes    re   condensation 
oscillation    load    definition   procedures . Draft    Itr    to  Mark    I 
utllt    re    test    program   end. 

ORIME8,B.K.         Assistant   Director    for   Systems    Enninoerino    <Pre 
791030),        79/09/25.        4pp, 

7910170006   Discusses    resolution    of    potential    problem   re   Hark    I 
containment    identified    in   790831    memo,  Addl    info    re    renponoe 
characteristics    of    dnwncomer-vent   header    ays    shows 
sufficient    structural    fatigue  margins    exist.  Evaluot ion    end 
DENTON.H.H.       Office   of   Nuclear   Reactor    Regulation.       79/09/36.       Sfp. 


79101BQ527    Order    directing     that    prepared     testimonies    of    uitn-esaes    be 
filed    on    or    oeForu    7901  IB.  Hsaring    shall    commence    on    000333 
at    location    to    be    determined. 

QISHOP.C.J.         Atomic    Safety    and    Licensing    Appeal    Panel.        79/IO/03 
3pp. 

791O1B034!    Memorandum   ALAB-S66:  eip la  ins    ASLAG    791003    order-    directing 
parties    to    file    prepared    testimonies    of    uitnessos    bif   BOO11B 
fe   advising    that    hearing   uiill    commence    on   B00229.  States 
factors    considered    for    ie-suancfl    of    nrder. 

BISHOP, C.J.         Atomic    Safety    and    Licensing    Appeal    Panel.         79/1O/11 
12pp. 

7910240549   .Petition    seefcing    NFfC    issuance    of     sbouj    cause    order    for 
suspension    or    revocation    of    OLs. Opera tion    of     facility    mould 
threaten    local    existence    of    short-nosed    sturgeon.  Affidavit 

!<    Certificate    of   Eve    encl, 

COLEMflN.  A.  C.  ,     COLErlAN.E.  a,        AffiliationUn.kr.ouin.        79/10/1B.         10pp. 

Q.      Inspection    reports,      IE    Bulletins    8.   correspondence 

79IOOIO3H5   Forwards     IE    Insp    Repts    30-354/79-Q3    E<    5Q-335/79-OS    an 
7?061S-31.Na    noncnmpliance    noted, 

CARLSON,R.T,  Region    1,    Philadelphia,    Reactor   Construction    tt 

Engineering    Support    Branch.       79/OS/09.       2pp. 

—791001032=?    IE    Inep   Repts    50-354/79-05   t.   30-333/79-05   on    790610-31.  No 
noncomplianco    noted1. Major   areas    insp uctBd : QD   program   tor 
structural    welding,  pipe   me  1  ding,  recei  [it   &    atorage    of 
equipment    t<   status    of    outstandinj    t  te-ms. 

WARROW.L.,     BATEMrtN,  W.  H,  Rogion    1,     Philadelphia,     Office    of    the 

tHrector.       MC^AUQHV,  R.  W.  Reoton    1.    Ph  i laile I ph ia,    Reactor 

Construction   &   Engineering    Support  Branch,       79/OB/OH.        10pp. 

7910020114   Forward*    IE    Enfo.   Notice   79-SO,  Revi s i on    1,     "NRC   Enforcement 
Policy   -   NRC    Licensed    Individuals."  Notice    reissued    to 
correct  uord    omission    8.   punctuation   error   which    changed 
intant   of    statement,  Changed    statement    underlined    in    toit 
CRIER, B.H,  Reoion    1,    Philadelphia,    Qfflcn    of    the   Director 

79/O9/07.        Ip, 

791O030S47   Foruards    IE    Circular    79-19,     "Loose   Locking    Devices    on 
Ingersoll-Rand    Pump    Impellers. "    No   action   required. 
ORIEH, B.H,  Region    1,    Philadelphia,    Office    of    the   Director. 

79/Q7/13.        ip. 

79100'POfilO  Forwards    IE   Circular    77-20,     "Failure    of   GTE  Bulvania  Relnii. 
Tyj>0    PM  Qjlletkn    7305   Catalog    SUi2-ll-AC   w/120  Volt   ac 
Coil.  "  No   action    required, 

ORIER.D.H.  flngion    1,    Philadelphia,    Office    of    ttur   Director. 

79/09/21.         Ip. 

7910040144   Forwards    IE    Info    Notice  79-33,     "Emergency    Otesnl    Generator 
Lube    Oil    Coole-rn.  "    No    action   renuired. 

ORIER.D.H.  Region    1,    Philadelphia,    Office   of    tha    Director. 

79/07/06.       -1pp. 

7910180-179   Fot-uiar-dB     IE    Dullotln    79-S-l,     "Froien    Lines,"    No    action 
ronulrad, 

ORIER.D.H.  Region    1,    Philadelphia,    Office   of    the    Director 

79/09/37,         Ip. 


7910050337   Responds    to   NRC    position   on   use    of   austenitlc    stainlenn 
steel    In   DWHs.  Mi tigation   meaoures   mill    mtnimiic 
siiacept ibili ty    to    stress   corrosion    cracking    of   austenltic 
stainless    iteel    in   RCPB,  Discusses   Rng    Ouidus    1.31    fa    1.44. 
MITTU-n.L.       Public    Service   Electric    &  Gas    Co.     of    NDW  Jursuu 
77/09/2B.       6pp.  y 

0.     Adjudicator^    correspondonco 

7910190230  Affidavit    of  C   Kepfortf   re    intorvpnor   Gnviroii  Coalition   on 
Nuclear   Power    statement    of    facts    to   which    there    is   matl 
dispute, Natural    ventilation    can   fcrlng    up    radon    from    interior     • 
of   shutdown  mine. 

KEPFORD,C.       Environmental    Coalition    on    Nuc lear  Pouor.       79/06/26 
6pp. 

—7910190249  Opposes   otils    joint   motion    for    summary    disposition    h  NRC 
motion    for   partial    summary    disposition   on  radon   (missions. 
Radon    emlssioni    endenger    public    health. Adopti    int»rvonnr 
Ecology    Action    of  Osuiego    coneurrsnt    Piling. 
»      Environmental   Coalition   on  Nuclear  Pouier.       77/Q6/S7.       13pp. 

79101903BS  Decision   ALAD-B6H   granting    summary    judgment-  for   Deficiencies 
1.2,6,8,9.  1MB,  I3,lv,20  t.  22-23.  Qenlei   summary,   disposition 
for    doficiencies   n    •mlstioni    from  mill    tailings    piles, 
undargrouni)   mines, open   pit  mine*   d  uater   pathuaus. 
BIHHOP.C.J.      Atomic  Safety   and   Licensing  Appeal   Panel.      79/09/11, 

86pp. 


7910160959  Foruards    IE    Info    Notice   79-23,     "Reactor   Trips    at    Turkeu 
Point    Units    a    t   4.  »    No    action    required, 

OBlEfl.B. H.  RaQion    1,    Philadelphia,    Office   of    fcho    Director 

77/1O/01.        Ip. 

7910170*41   Forward*    IE    Info    Notice   79-34,     "DvarpreBBUTl tat  inn   of 
Containment    of    PWR   Plant    After    Main   ateom  -Lino   JJrsnl."   No 
action   required, 

OHJEfijn.H.  Raglan    1.    Philadelphia,    Office   of    tha   Director. 

79/1O/01.        Ip. 


DOCKET   80-386    UNIV.     OF    ILLINOIS   LOPRA  RESEARCH  REACTOR 
P.    Operating    Hcenta    stage    documnnts   t<  correspandence 

791OI3OS20  Amend*    790924    ret|Ue«t    for   r«neiual    of   License    R-I17    to    changs 
rental    pcrlo*    from  S-ur    to    lO-yr   porlo-d.  Change   will    relUya 
paper   work    required    for    shorter    ren«ual    period, 
MJLEY.O.H.        Illinolflj     Univ.     ofi     Urb«na-Champ»Ign.       79/10/09.        If. 

Q.     Inipectlon   -reports,     IE   BuUetlnv  t   correipomTenc* 

7910090307  Forwards    IE   BulUtln    79-19,     "Packaging    at  Lou   L»vel    Ruduatt. 
for   Transport   &   Burial."  Action   required. 
KEF^LER,  J.  0.  Region   3,     Chicago,    Office   of    the    Director.       79/09/10 
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7910050394    Fai-u'aTds    IE    Info    Notice    79-20,      "NRC    Enforcement    Policg    - 
MJiC    Licensed     Individuals.  "    No   action    required. 

KEPPLER.J,  S.  Region    3.     Chicago.     Office    of    the    Director.        79/08/ 

IP- 


—7910110091    Advises    of    actions    comp  1  eted,  per    NRG    790007    ltr.ru    receipt 
of    reactor    fuel    under    License    BNM-7B23.     Requests    prompt 
notification    nf    approval. 
BURQMrtNN,  E.  A.        Cincinnati    Gas    &   Electric    Co.        79/OB/Ort.        2pp. 


7910020152    Forward*     IE    Info    Notice    79-2O, Revi s I  on    1.     "NRC    Enforcement 
Policy    -    NNC    Licensed     Individuals."    Notice    reissued    to 
correct    uord    omission    d    punctuation    error    uh i c h    changed 
Intant    of    statement.  Changed     statement    underline;]     in    teit. 
HEPPLER.  J.  O.  Region    3,     CMcago,     Office     of     the    Director.        79/Q?/07. 


7910050743    Anauer    in    opposition    to. applicant    renewed    motion    for    summary 
disposition    of    DB   Fankhauser    Contention    5   re    transportotl on 
ace i dents, App 1  leant    failed    to    demonstrate    that 
transportation    plans   have    been   made. W/proof    of    svc. 

HOLIVER,  J,        D.  B.     Fankhauser,  Intervenor.        WOLIVER,  J.        Ho  liver,     J.  D. 
79/OB/01.       3pp. 


DOCKET    50-353   WILLIAM    H.      ZIMMGR    NUCLEAR    STATION,     UNIT    1 

A.     App  !  ica  ti  an/cons  truct  i  an    stage    documents    te    correspond  enct 


791009QOS9   Foriuaros    applicants    790730   application     for    amend 
License    ENM-1823.  Also    forwards    applicants    79O814    response 
ra    NRC    790BO7    questions. 
CONNER.  T.  D.        Conner,     Moore    &   Corner,        79/OB/14.         lp. 


79I0030S45    Notification    of    791010   meeting    u/util     in    Bethosda.MD    to 
diicuss    radiological    effluent    Tech    Specs    tc   process    contra! 
program.  Hosting     originally    scheduled     fat-    79O9E-0 
PELTIER,  I.  A.  Light    Mater    fleactors    Branch     1.        79/09/06.        2pp. 

7910090524    FOIA   request    for    correspondence    between    util    b   NRC     from 
760910-790910   re    postponement    &    delay    of     inservlce    date. 
WE8TQN,  B.  J.        Ohio,     State    of.        79/Q9/1O.        1  p. 

7910030163   Forwards    Matls    Engineering    Branch    second    round    questions. 
5TGL.Z.J.F,  Light    Water    Reactors    Branch     1,        79/O9/19.        2pp. 

— 791C-O3Q471    Matls    Engineering    Branch     sacond    round    questions. 
•  Light   Water    Reactors    Branch     1.        79/O9/19.        3pp. 

79I01H0173   Notification   of    79I1O6   &    08    meetings    u/util     in   Cincinnati,  OH 
to    review    site    emergency    plan.  Agenda    encl. 
PELTIER,  I.  A.  Light    Water    Reactors    Branch     1.        79/OW37.        4pp. 

7910030332   Subraita     info   re     interim   actions    associated    U/A.TW5,  in 
response    to   790BJ6    reques t. Foruards    Emergency   Prc-tadure 
OP.  EQP.  OS,  Revision    3    for    ATWS, 
BDRGMANN.  E.  A.        Cincinnati    Oas    i    Electric    Co.        79/09/E6.        lp. 

— 7910030337   Emergency    Operating    Procedure    CF.  EOP.  05,  Revi  s  ion    3    for 
ATMS. 
LliNK.R.W.,     JOHNSON, T. P.        Cincinnati    Gas    &   Electric    Co.        79/09/30. 

Sff: 

79100905-33   Responds     to    FOIA    request    for    rorrcB-pundence    betuinen    utjl    d 
NRC    from  7BQ910-790910  re    postponement   t.   idelay    of    inset-vice 
date, Forwards     list    of   related    documents     Incased    in    LPDH     in 
Batavia, OH. Forwards    kepp  1  er-   79071&   Itr   *i   Conner    79O73O    Itr. 
FGLTON.J.M.  Division    of    Rules    and    Records,        77/10/05.        Sjip. 

79'10230050)   DSstusacs    revieiu    nF    closure    prograrn    For    Marl     II    pool     dynamic 
load's,  Re-quests    description    of    pool    dynamic    load    taut  a    of 
dynamic     toad*    dafinition    program    bg    791 1 15.  Natlf  i  es.    of 
meeting    to   discuss    pool    dynamic    loads. 

VARQA..3.A.  Assistant   Director    for  Light   Water    Reactors.       79/10/05. 

3pp. 

7910160301    Requests   attendance    by    NRC    personnel    at    791305  moetinn    to 
discuss    design    changes    re    pool    dynamic    loads. 
DO.HQMANN,  E,  fl.        Cincinnati    Gas    i    Electric    Co         79/1O/1O.        2pp. 

7910320241    Notification    of    791205   meeting    u/util     in    Dethesda.Mtt    to 
discuss    containment    design    to   accommodate    potential 
conden-sa  to    osc  i  1  latimi    loads    during    LQCA. 
PELTIER,  I.  A.  Light    Water    Reactors    Branch     1.        79/1O/10.        2pu. 

7910360309   Hesponds    to    9A   Varga    791009    request    re    description    of    plant- 
unique    tasks    used    as    part   of    dynamics    loads   program. Facility 
mill    continue    to    Follou    lead    plant   Marl    II    pool    dynamics 
loads    program,  a  1  though    load    reductions    believed    justified. 
BDROMANN,E.  A.        Cincinnati    Qaa    i>    Electric    Co,        79/10/19.         lp. 

0.     fit jutlicatorg    correspondence 

7910070179  Order   granting    intervenes    Hiami    Valley    Poyer    Project    79O724 
motion    to    quash   A9LB   790719   subpoena    for    oral    deposition   of 
D    Blanch.  Assumes    D   Blanch    will    not    appear    as    witness    for 
1 nt&rvenor. 

BECHHDEFER,  C.        Atomic    Safety    and    Licensing    Board    Panel.        79/07/30. 
Epp. 

101100BB   Repeals    amend    of    79030B    license    application    on    behalf    of 

util    &  as    agent    for    Columbus  t   Southern  OH   Electric    tt   Dayton 

Power  t  Light.  Appl  icafcion    requests    storage    onlij    of 

unirradistad    roactor    fuel    t>   radioactive  matl, 

F£.YNN,J.D.       Cincinnati  Oas    E,  Electric  -Co.       79/O7/30,        lp. 


7710DSO33B    Memorandum   t,    order    denying    Hiami    Valley    Power    Pvojoct    790EJ07 
motion    to   delay    delivery    of    fuel    to    f ac i 1 ity.  Also    denies 
D   Fankhauser    790807   motion    seeking    similar    relief. 

HOOPER,  E.  F.  ,     DRZOHT.O.O.  ,     BECHHQEFEH,  C.        Atomic    Safety    anil    Licensing 
Hoard    Panel.        79/OS/1S.         12pp. 

7910090206  EiproEses    gratitude   re    efforts    oF   Ofc    of   UB  Marshall    to 
serve    subpoena    on   R   Hofstodter.  Forwards    subpoena    !.    fon 
mileage-    check. 
CONNER,  T.  D.        Conner.     Moore    S<   Cnrber.        79/OB/33.         lp. 

— 7910090311   Subpoano    for    witnesses    for   Miami    Valley    1'ouer    I'nijuct    to 
appear    on    79Q913    in    Chicago, IL    re    Project   Contention    17 
regarding    cable    tray    insulation   adequacy. Return    on    sue    form 
end. 

BOWERS. E.       Atomic   Safety    and    Licensing    Doard   Panel.       79/00/23. 
2pp. 


-771OO-90320   Confirms    that    R    Hofctadter    uilll    testify 
Poiifar   Project, re  Project   Contention    17, 
KOSIK.L.S.        M-osik,     L.     S.        79/OB/ai.        lp. 


behalf    nf    Miami 


—  791009O229  Motion   requesting    evening    hearings,  Petitioner    is    carryinn 
out     intervention   activities    nn    volunteer    time    t.    daytime 
hearings  would    cause    economic    hardship. 

KCSIH.L.S.        Miami    Valley    Poiuer    Project.        K08IK.  L.  S.        Kur.ik,     L.     B. 
79/OS/24.        lp. 

—7910090233   Motion    to    reopen    discovary    for   Contention    13    dealing    u/ 
applicants    financial    abilities    to    build    &   operate    facility. 
Costs   of    Facility   have    recently    increased    by    *1EJ6  million, 
Nature   t.   effects    of    add!    costs    should    be    investigated. 
KOSIK.L.S.       Miami   Valley   Pomer   Project,       KOSIH.L.S.       Kosik.    L,     B, 
79/OB/2fl.        3pp. 

— 7910090344  Motion    for    full    disclosure    of   basis    on    luliich    applicant!! 
schedule  tt   cost    estimates    uioro   revised    re  applicants   790730 
announcement    advising    that    loading    mill    be    delayed    &   costs 
uill'ae    increased.  Infa    needed    for    hearing    on  Contention    13. 
KDSIH.L.B.        Miami    Valley    Potuer    Project.        KOSIK,  L.  B.        Kosik,     L      S 
79/03/21.        ip. 

— 791OO90331   First    set   of    interrogatories   directed    to   NHC. Includes 
questions    re    fires   occurring   within    cable    traijE, 
identification    of   plants   where    such    occurrences    took    place   & 
procedures    applied    to    p-revont    similar    fires, 

KOSIK.L.S.        Miami    Valley    Poiuer    Project.        KOBIH,  L.  B.        Koaik.     L      8 
79/03/24.        2pp. 

—7910090357    Interrogatories    directed    to   applicant    re   Contention    17. 
Includes   questions   re    layers   4    thickness   of  Haouaol    covering 
cable    trays, heat    generated    by    cab  IPS,  tests    performed    on    fire 
safety    &  other   related    matters.  W/Certi  fi  cate    of   Svc, 
HdBIK.L.S.        Miami    valley    Power    Project.        KOBIK,  L.  S.        Kosifc,     L      13 
79/O9/24.        5pp. 

7910120Q24   Answer    to   Miami    Valleu    Poiuer   Project   790SH4   motion    to   reopen 
discovery    re    Contention    13  &    to    Miami    Valley    790824   motion 
for    full    disclosure. Motion    Far    disclosure    lacks   merit    t 
should    bo    deni  e-d.  Discovery    should    be    controlled    if   reopened 
CONNER,  T.  B,  ,     WETTERHAHN,  H.  J.        Cincinnati    Gas    !<   Electric    Co. 
CONNERj  T.  D.        Conner,     Moore    t    Corber.        79/09/O7,        2pp. 

7910120027   Response    in   opposition    to  Miami    Valley    Power  Project    790H24 
motion    to    schedule    evidentiary    hearings    during    evening 
hours.  Does   nut    oppose    eitension    of   day    hours    into    ovenlnn 
W/Certlf  Icate    of   Svc. 

CONNER,  T.  B.  ,     WETTERHAHN,  M.  J.        Cincinnati    Oas   E,   Electric    CD 
CDNNER,  T.  B,       Conner,    Moore   &   Corbor.       79/09/07,       App. 
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; 

HECHHOEFEH. 


Atomic  Safety  and  Licensing  Board  PaneI    79/09/1O. 


CONNER.  T.  B.   Conner,  Moore  S,  Corber.    79/O9/10. 


3pp. 


qualify    ftre 


791009Q2S6   Response    to    Miami    VaHey    PoulBr    Project    790834 

i-EKS-j^sr.'-::;!:  :^^ 

« 


, 
Branch    3.        79/09/13.        3pp. 


'»!»»»  ™ 

"  '    relatod    • 


.  u.       Connor,    Moo 


•'"".ndi    h"rinB    bo    reSchod«,!0d    tn   Nov 
Certificate   of   Svc    end. 
DrtRTH,  C.  A.  Branch    3        79/09/27.       :spp. 


.  Also    3UppDrto 

"  -«•--• 

6PP. 


hn      HU, 
BECHHOEFER,  C. 


H,     Osnoral    correspondBnce 


'"5-^ 

iw    that    public    faring   fce 


"E^ 

DENTON.H.R.        Office    of    Nuclear    Rwctor   n.BUlatlon.         79/09/21.        3pp. 


-K.D.       Senate,     Judiciary    Committee.  79/OB/16.       lp. 
J.     Insurance    t.    indemnity    information 

7910030320  Foruarda   Endorsement    13    to   Policu  NF-a«fl 

.D,        Cincinnati    Oa,    t,   EUctri,    Co  "  79/WHA.        2pp, 


Bn'"'^ri?      n;"""«'«t    »-*    *"  ANI    Policy    NF-219. 
R.D,        Cincinnati    &••    &   Electric    Co,         79/10/16          14pp. 


7910030300  Foruarda    Amend   99    to   OL   as  fiovisinn  A1    * 

DOROMANN.E.A.       Cincinn9ti    0..   I  Ele.trTc    Co        79/02B        2pp. 


--79100S0304   Roviaion  6|    to  FSAR. 

*      Cincinnati    Oau   *  Electric    Co.       79/09/30.       91pp. 

79101S01I3  Forward.   Certificate   of    avc    far    HcBnSe   application, 
Amend    99,  submitted    as   FSAR,  Revision   61  application, 

BDROMANN,  E.  A.       Cincinnati    Oas   t,  Electrjc    Co.       79/IO/OB.       3pp. 


on    reparts,     IE   Bulletins    i,  <:  orreap  onion,  , 


isai    Ch«.    rh  i       *  r    addl  info    rv   ""    °f    containment    liner 

IF    I    "„      Channels    as    anchors    For  Catenoru    I    supports    aer 
IE    Inap    Flept    50-35B/79-O3,  "Pporia    per 

K3ppLEn'J'°'  Kt*ion   3'     Chicago,  Offlc.   of    the   Director.       79/OG/13. 


KEPPLER.J.  G.  nagion    3.     Crticsoo,     Office    of    the    Director.        79/OB/13. 


rt 
Ind'*idu.l«.  "    No    action 


lan    3,     ChicagD, 


""   790611-13  <,   071G-19 


79100101BB   Notice    of    viplabior    from    insp    on   790611-13  &   07U3-I9. 


79100I016J    IE    In^p    *.*  fc    S0-35B/7-?-2a    on    790fiM-ia   t,    07IB-19 
VJ      ITS?1*"'"    not^:»"^«au«*i    control..  tor.s., 


,         ? 
tg-rela  ted    Jiang  era 


cago,     Dffico    of    thE    tHrecor,         79/09/07. 

-'«-"••«'":'  Dpvlc"  " 

aa<,,     OPfico    of  'ttte    Diractflr..        77/09/13. 


-791024000  Notice    af 


inap    fln    7?082I-H3 
"^^  "'"1    "   Er"  '"""">    Sup 


Coil.  "    Ho   action   re-quired 
K6PPLBR.  J.fl.  R«Hlon    3, 


. 

DOJJOMANN,E.  A.       Cincinnati    Ga,    fcEle-clrlc    Co.       79/09/13,        lp, 

.s'Ks.-j.s'.?1--'-  ••'••• 

Office    OP    the    Dfreetor.       79/O9/2^ 
informing    NRC    OP    Stap5    takan    to 
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—  7910090606   Responds     to    NJ1C    790B1S    Itr    rE    violations    noted     tn    IE    Insp 
Rep  t    30-388/77-32.  Corrective    actions:b.all     bush  ing  a     cleaned. 
ra-5tornd    parts    c  1  eaned/  hang  er    parts    removed    From    floor  !< 
untlsanad    parts    quarantined. 
BCJR'QMANN.  E.  A.        Cincinnati    Gas    &    Electric    Co,        79/09/06.        3pp. 


7910180437  Confirms    790925    telcon    to   NRC   reporting    receipt    pF   790917 
Itr    from  Otiuld .  Inc,  re    potential    dafect    in  NEMA   Sim    3 
starters  !H    contac  tors.  Retrof  i  t    kits    !i    installation    details 
will    be    supplied    by    Gould,  Inc. 
GDRGMANN.E.  A.       Cincinnati    Qas    &  Electric   Co.       79/09/26.       2PP. 


7910150692  Responds    to    IE    Bulletin   79-19   re    packaging    t.   disposal    of    1  oui 
level    radwait  e.  Plan  t    has    not    yet    generated    any     low    level 
raduas  t*,  Rjjuatte    procedures    being     developed     incorporating 
NRC    rBq.uir*mente. 

E.  A.        Cincinnati     Gas    &   Electric    Co.         79/O9/25.         lp. 


7910040330   Forwards     IE    3nfo   Notice    79-23.     "Emergency    Dioael    Generator 
Lube    Oil   Coolars.  "    No   action    required 

KEPPLER,  J.  O.  Region    3,     Chicago,     Office     of     the    Director.        7?/Q9/3ii. 

lp. 

7710040039   Forwards    IE    Info    Notice    79-24i      "Fraiun   Lines.   "    No    attion 
rsqulred. 

KEPPLER.  J.  0,  Region    3,     Chicago,     Of  fits    at    the    Director.        79/O9/E7. 

lp. 

7910160314   Ack    receipt    of    790711    &    E5    Itrs     informing    NRC    of    steps    talten 
to    correct    violations    noted     in    IE    Insp    Kept    5Q-35S/79-2B. 
KEPPLER,  J.C.  Reoion    3,     Chicagoj     Office    of    ths    Director.        79/10/01. 

lp. 


Responds    to   NFiC    790613     Itr    re    violations    noted    in     IE    Insp 
Rnpt    30-33BV79~28.  Co-Tractive    ac  t  i  ons;  supp  1     to   Spec    H-S3Q 
mill    be    issued    stipulating    environ    conditions   which    must    be 
met. 
QDRSMANNiE.fi.       Cincinnati    Oas    !<    Electric    Co.       79/07/11,       -1pp. 


7910240696  Ack    receipt    of    71O1Zb    interim   rept   re    Gould. Inc    Detective 
Haifa    Bile    3    atorters.  Hi  1 1    review    final    rept    upon    receipt. 
FIORELLI.O,  Region   3,    Chicago,    Reactor  Construction   &   Engineering 

Support    Branch,        79/10/10.        lp. 


U.    CongrBSBionul/EiBcutive   Correspondenca 


7910010609  Requests    that    NRC    roviou    Itr   !.  affidavits    ra    const    problnrae 
at    plant. 
METZENBAUM,  H.  M,        Senate.        79/Q7/12.        10pp. 

7910110446  Adviaea    that   S    Rigber-g    of   Citiiens    Against   Radioactive 
Environ    oiprB&sed    concerns    ro    ehipmont    of    fuel     to    facility. 
Ansiuera    addrB5.aing    3   Digberg    concerns    will    bo    approc  lated. 
DROHN,K.  D.  ,     METZENDAUH,  H.        Sonata,     Judiciary    Committee.        79/QB/16. 
lp. 


DOCKET    50-36O   BATTELLE   HEMORIAL    INST.     CRITICAL    FACILITY 
J.     Insurants    S.    indamnity    information 


7'910260agB  Foriuarils  eiccuted  Indemnity  Agreement  D-5Bi  Amend  B. 
FRANSEN.  C.  D.  Qattelle  Memorial  Institute,  Pacific  Northiuuat 
Labnratnry.  79/10/15.  Spp. 


— 79101oO325   Clari-fiea   TIQ711    Itr    re    violations    nolod    in    IE    Insp    Ropt 
SO-2aB/79-2B.  Correct ive    ac t i  cms :  reques ted     gasket    supplier     to 
nbtailn   tertifitate    stating    that    SCE-13   matl    confarmo    to 
ABTH   D    1056, 
EDROMANN,E.  A.        Cincinnati    Gaa    &    Electric    Co.        79/07/25.        Hpp, 

79101AO31A   Ack    receipt    of    79091O    Itp     Informing    NRC    of    steps    takan    to 
correct    violation!    noted     in     IE    Insp    Rept    50-359/79-15, 
FIOnELUI.  0,  Region    3.    Chicago,     Roattor   Construction   !<  EnginuBrtng 

Support   Branch         79/1O/Q1.        lp. 


DOCKET    50-361    SAN   ONOFRE    NUCl-EAfJ    STATION,     UNIT   2 

A,     App  lieat  ion/c  onstrueti  on    stage    documEnts  !-    c  orrBipondanco 

7910100439   Requests    amend     to    FSAR    to    include    proposed    secondary    tuatur 
chemistry    prooram,  Amend    mill    ba    refersnCEd    In   conditions    tn 
OL   &  mill    replace   anu,    proposed    Tech    Specs   on    SBcantlary    uiater 
chemistry.  Foriuard  s  model    license    condition. 
BAER.R.l..       Operating    Roacbors    Branch    3    (Pre   791O30).       79/00/21,       3pp. 


—7910160320    Supplement*    790702    Itr    re    violations    noted     in    IE     Insp    Rept 
50-353/79-15.  Corrective    act  inns  :proc-urinq    certificationtj 
referencing    batch    or    lot    numbers    For    shipment    of    grout   used1 
in    suppression    pool    mud   unrti. 

,  E.  A,        Cincinnati     Sas    t,    Electric    Co.        79/09/1O.        Spp. 


7910010465   Requests    that    NRC    resolve    Unit    3   open    items    so    that    OL    can 
be    isaiied    bij   Nov    17BO,  saving    consumer   money.  Utll    Fully 
addressed    implications    of   TMI    in    790316   transmlttal    of 
evaluation    &   action    plan. 
OILMAN,  D.M.       San    Diego   Qas    t  Electric    Co.       79/O9/1B.       lp. 


79LOJ70242   Forwards     IE    Info   Notice    79-23.      "Reactor    Trips    at   Turkey 
Point  Units    3  ti    4.  "    No    action    required. 

KEPPLER.  J.  G.  Region    3.     CJiicago,     Office    of    the    Director        79/10/01. 

lp. 


7910020846   Notification    of    790926    &   37   meetings    u/utila    in    San    OnoFre, 
CA   &  San  Clem&nte,CA    to    discuss    issues   re   control    room  & 
initial    NRC   reviEiu   nf    emergency    plan, 
nODD.H.  Light   Water    Reactors    Branch    5.       79/09/13.       3pp. 


79H01B060a  Forwards    IE    Info  Notice    79-2-11     "Qverirasiur-i  aation    &F 
Containment    aS   Pun    Plant    After   Main   Steam   Lin,.    Ureak."    No 
action   requirod. 

KEPPLEH,  J.  0.  Reqion    3.     Chicago,     Office    at     the    Director.        79/10/01. 

lp, 

7910160197  Ack    receipt    of    790629    Itr    In-forming    NRC   of    steps    taken    tn 
correct   violations    noted     Insp    Wept    50-358/79-06, 

HE1SHMAN.R,  F.  Region   3.     Chicago,    Reactor    Operations    Nuclear 

Support   Branch        79/10/04.        lp. 


7*910110729  Gummary    of   790213   )<  O426  meetings  u/utils    in   Betliesda.  MD   ro 
fuel    design, 
FJCDD.R  Light   Water    Reactors    Dranch    2.        79/O9/23,        17pp. 

C.    Utility   Environmental    Report    IER)i     amends   &   correspondence 

7910100111    Forwards    affidavit    op    sVc    re    direct    diatribution    of    Amend    S 
to    environ    rcpt    in  accordance   ui/updated    svc    List, 
HAVNE6,  d.  6.       SouthErn  California   Edlaon  Co.       79/10/01.       6pp. 


— 791G16020-)    Reapn-nits    to   NfJC   7909J6    Itr   re-   violations   noted    in    IE    Inap 
Rept    SO-33B/79-Q6.  Correct  I va    ac t i ons : moved    resp anslb i  li ty 
far-   ontire    ffluahlng    program  uijtjiin   one   rtept. 
DORGMANN.E.  A.       Cincinnati   Gas    t    Elottrtc    Co.,       79/03/23,       2pp. 

7910230090  Forward  a    Exhibits    1    ti  S,  inadver  6en  1 1  y    separated    from    IE 
Investigation  Rept    SO-35B/79-36. 

KEPPLER,  J.  (J.  Region   3,    Chicago,     Office    n  t    the   Director.       79/10/11. 

4pp. 


,D.    NUC    Draft/Final    Environmental    StateuiBntBi    auppls    &   correepondence 

791023049^   Forwards    Plvn    revised    tables    for   DES   section   re   need    for 
fad  lity.  Info    supersedes    790SOS    submittal    u/applicant 
comment's    oi\    DES, 

P.       Southern  California   Edison  Co.       79/10/03.       6pp. 


0.    Ad  judicatory    correspondence 


'9103103B7  Forwards    Revision   2    to    IE    Gulletln    79-IGj     "Cracking    In 
Feeduater    Sy  s   Piping.  "    Na    action    r»qujreil. 
«EPPLER.J.O.  Region    3.    Chicago,    Office    of    the    Director.       79/10/19. 


7910D&04&4  Notice    of    change   of   address    For  PM  Gallagher, at ty    For 
intervenor    Guard,  Cer  tiF  i  cate   of   Svc    end. 
OALLAOHEfl,  F>,  M.       OUARD.       GALLAGHER,  P.  M.       Oal  lagher.    P.  M.       79/OB/33. 


3,     Reportablo    occurrences,    LERs    l>   relabed    correspondence 

7910030712  Act    receipt   of-  79Q906    intarim    deficle-ncy    rept    re   svc    mater 
pumps. Final    rept   will    be    revi?ued    upon   raceipt, 

F10RELLI.O.  Region  3,    Chicagoj     Reactor    Construction   (•  EnitnHerl 

Bupnort   Branch.       79/09/S1.        lp. 


77IOO3076S  Notice   of   change    of    address    for  RJ  Wharton.  atty    For 
Intervenor    Friends   of    the   Earth. Ccrti ficate    of   Bvc    encl. 
WHARTCN.R-J.       Friends    of    the   Earth.       79/08/SB.       3pp. 


DOCKETED  ITEMS 


K.     Utility    Final    Safety    Analysis    Report     ( F6AR )    d   amends 

79102404B6   Forwards    Amotid     16    to    FSAR,  study    re    Late    Cenoioic 
stratigraphy. program   plan    far    piping    verl  f  1  cat  Ion   (.    analysis 
of    eiplosive   vapor    cloud    it  missile    haiards    for    rail    ti 
highway    transportation    routes. 
DRAKE,  J.  H.        Southern    California    Edison    Co.        79/1O/16.        app 


— 791024Q4ET7    Amend     16    to    FEAR. 

*      Southern   California    Edison   Co. 


79/01/30.        SSOpp. 


791011030*   Forwards     IE    Info    Notice    79-23,     "Qualification    of    Cont 
Sijs."    No    action    required. 

ENBELKEN,  R.  H.  Region   5.    Sar,    Francisco,     Office    of    the    Dlrecti 

79/09/17,         Ip. 

7910120206   FnruardB    IE   Circular    79-20,      ''Failure    nf    GTE    Sulvania    | 
Type    PM    Bulletin    7309, Catalog    5UI3-11-AC    w/130    Volt    ac 
Coll."    Mo    action    required. 

ENGELKEN,  R.  H.  Region   5,    San    Francisco,     Office    of    fchn    Direct! 

79/Q9/H4.         Ip. 


7910240192    "Late    Cenoioit    Stratigraphy    Caplstrano   Enbayroent    Coastal 
Area,  Orange    County.  CA." 
SHLEMON.  R.  J.        Roy    J,     Shlemon    !.    Associates,     Inc.        79/07/31.        3Opp. 

-  -7910210519    Plan    for    piping    verl  f  icat  i  on    program/thermal     eipanston, 
steady    state   vibration   (<   dynamic    effects. 
«      Southern    California    Edinon    Co.        79/1O/16.        17pp. 

7910240525    "Analysis    of    Eiplosiva    Vapor    Clqud    !.   Ml  sa  i  1  B  'Ha  lards    for 
Rail    &  Highway    Transportation  Routes.  " 

BflOADHURBT.  R.  H.  ,     Ll.C.Y.,     ECHMIDT,E.R.        NUS   Corp         NUS   3367 
79/07/31.        50pp. 


M.     Antitrust    correspondence 


7910320313   Forwards    Ffl    notice    re    time    for    submlttal     of    vieius 
antitrust   matters    for   QLa    under   antitrust   review. 
9ALTZMAN,J,  Antitrust    S.    Indemnity    Group.        79/1O/01.        Ip. 


791011019S    Forwards    IE    Info    Motile    79-33,     "Emergency     Die-sol     Ge-nai 
Lube   Oil     Coolers.   "    No    action    required. 

ENGELKEN,fi.  H.  Region    5.     San    Francisco,     Office    of     the    Directi 

79/Q9/2i.        Ip. 

7910180066    Forwards     IE   Bulletin    79-24j      "Fro i en   Lilies."    Action    roc 
ENQELKEN,  R.  H,  Region    B.     San   Francisco,     Office    of    the    Direct! 

79/O9/27.        lp. 

7910170541    Foriuarils     IE    Info    Notice    79-29,      "Reactor    Trip-a    at    Turks 
Point   Units    3    S.    4.  "    No    action    required. 

EM3ELKEN,  Fl.  H.  Hogion    5.     San    Francisco,     Office     of    tho    DirHctc 

79/10/01.        lp. 

7910190213  Forwards    IE   Info   Notice    79-24,     "CverpresEur i  lal i on   of 
Containment    of    PHP.   Plant   ftfter    Main   Eteam  .Line    Urea*.11    No 
action   required, 

ENQELKEN.R.  H.  Region   5.    San   Francisco,    Office    of    the    Directa 

79/10/01.        lp. 


--7910220924   FR   Notice    re    time    for    aubmittal    at   views    on   anititrust 
matters    for   OLs    under   antitrust    review 
BrtLTZMAN,  J.  Antitruat    d    Indemnity    Group.       79/10/O1.       3pp. 

79102iO046  Submits    questioriH    ro   DL  antitruat   review.  Forwards   FH   notice 
inviting    comments    from    Interested    portias. 
TOALSTaN,fl.  Pouer    Supply    !.   AnalyJs    Dranch.        79/1O/1B.        lp. 

~ 79102i0056   Notice    of    60-day    period    fur    renuesta    far    re-evaluation    of 
an ti trust   matt  era. 
8ALTZMAN.J,  Antitrust    &    Indemnity    Group.       79/IO/1B.       3pp. 

7910260069   8ub/nita    questions    ro   OL   app  I  icationn    undor   anil  truab    review. 
Forwards   FR    notice    inviting    comments    from    intorcDted 
parties. 
TOALSTON.A.  Power    Supply    !,   Analyis    Branch.        79/1O/IB.        app, 

791030052H  Ac  k    receipt    of    790810    1  tr    transiri  tting    answorE    to   questions 
ro   QL  antitruat    review.  Requests   addl    mat  1, including    copies 
of   nenDration   protcctiona    from    !973   onward    &   settlement   !, 
power    Dales    agreements. 
TOflLBTQN.A.  Pouer   Supply    t,   Analyis   Dranch.       79/10/IB.       Hpp. 

P.     Operating    license    stage    documents   &    correspondence 

7910110200  FOIA  rBRl.ost    for    full    dlsclosuro    of    praceoa    usert    in 
determining    routes    to    be    used    for    shipping    spent    fuel    ro-fln 
from    facility    to    temporary    storage    site    in  Morris,  IL 
ZAR8KI.M.       Affiliation   Unknown,       79/09/1  I.       l,i. 

7910110805   Respond*    to   FOIA  request    for    full    diaclosure    of    prncoas    used 
in   determining    routes    to    bo    used    for    shipping    spent    fuel 
rods    from    facility    to    temporary    storage    site    In   MnrriSitf 
Info    previously    sent.  NlfflEO-0361    avllahle    from  NT  IS. 
FELTON.J.M.  Division    of   Rules   and    Records.       79/10/O9.       -Jpn. 

7910300328  Forwards    operating    Procedure    S-3-5. 27,  Revision   7, 
"Earthquake.  " 
CURRAN,  J.  M.       Southern   California  Edison   Co.       79/10710.       lp. 

—7910300331    Operating    Procedure    B-3-5.  37,  Revision   7,     "Earthquake    " 
BRUNET,R,R.       Southern   California   Edison   Co.      '79/Q1/H2.       3pp. 


7910310271    Forwards    Ravision  2    to    IE  Dulletin    79-13.     "Cracking    in 
Feedwater   Sys    Piping."    Action   required. 

ENOELKEN.R.  H.  Region    3,     Ban    Francisco,     Office    of     tho    Diracto 

79/10/17.        ip. 


DOCKET    30-363    SAM   ONOFHE   NUCLEAR.    STATION,     UNIT    3 

A.     Application/construction    stago    documents    t,    c  nrreapondcnce 

7910100439  Ronucsts    amend    to  FSAH    to    include    propospd    secondary   u 
chemistry    program.  Amend   will    ba    referenced    in  conditions    to 
OL   &  tulll    repltico    any    proposed    Tech    Specs    on    secondary    water 
cJiemistry    ForuiardE   model    license    condition, 

L.       Operating    Reactors    Branch    2    (Pre    791O3O),       79/OH/ai, 


7910110200   FUIA    request    For    full     disclosure    of    proceas    used     in 
determining    routes    to    be   used    for    shipping    spent    fuel    rods 
from   facility    to    tfomporori;    storage    site    In   Morris,  IL 
ZARBKJ.M,       Affiliation   Unknown.       79/09/11.        lp. 

7910010463  Ru<tuests    that    NfiC    roaolvc    Unit    2   open    items    so  -that    OL 
bo    issued    by    Nov    19aO,sovlnn    consumer   money.  Util    fully 
artdrossDd;    inpt  ications,    of    TMI    in  790016    tranmntttal    of 
evaluation  R  action    plan 
OILMAN,  D.  W,       San   Diego   Oas    f,   Electric    Co,       79/09/1H,        lp, 

7910020046  Notification    of   790924    I,  37  meetings   ui/utila    ir,    San    Dm 
CA  *  San   Clemento,  CA    to    discuss    issues    ro    cantr-dl    room  t 
initial   NRC    revjoui  of    emergency    plan, 

Liyht    Water  Reactors    DrancJi   B.       79/09/13.       app, 


791O1107H9   EJummary    of   790313   !.   0-126  meetings    iu/utils    in    Bethosdjuh 
fuel    design. 
RdDDiH.  Light    Uatnr   Reactors    Branch    3.       79/09/25,        I7pp, 

791011O205  Roaponds    to    FOIA  requoBt    for    full    disclnsure    of    proceus 
In   datermining    r-outon    to   be    used    For    shipping    spent    fuel 
rodo    from    facility    to    temporary    storage    site    in    Morris,  IL. 
Info    previously    sent.  NUREQ-Q3ol    avllable    fram  NTIG. 
FELTON.J.rt,  Division    of   Rules    and   ftecords,       77/10/09.       3pp. 

C.     Utility   Environmental    fleport    (ER).    amends    li  cprreapondence 


0.     Inspection   reports,     IE  Gulletins   ^   correspondence 

7910020297  Forwards    IE    Info   Notice   79-20,  Ravi  si  on    1,     "NFIC   Enforcement 
Policy    -   NRC   Licensed    Individuals,  "   Notice   reissued    to 
correct   uiord    omission   !<   punctuation    error   which    changed 
intent    of    statement,  Changed    statement    underlined    in    tout. 
ENQELKEN.  H.  H.  Region    5,     9an   Francisco,     Office    of    the  Director 

79/09/07.       lp. 

7910040021    Forwards    IE   Circular    79-19,     "Loose   Locking    Devices    on 
Ingerioll-Rantf   Pump    Impel lars.  "    No   action   required. 
ENOELKENiR,  H.  Region    3,     San  Francisco,     Office    of    the   Director. 

79/09/13.        lp. 


791O10011I    Foi-mards    affidavit    of    svc    re    direct    distribution    of   Amo 
to   environ   r-ept    in   accordance    id/up  dated    avc    Lilt, 
HAYNEB.J.O,       Southern  California   Edison   Co.       79/10/O1.       6pp.         ; 

D.    NRC    Draft/Final    Environmental    Statements,     suppls    &   corresponded 

7910230471  Foruards    five    vnvis«d    tables    for  DES   section    re   need    fo 
facility.  Info   superBades  790202   submittal   w/appliiant 
comments   on   DES. 
GASKIN.K.P.       Southern  California   Edison    Co.       79/10/03.       App, 
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DOCKETED  ITEMS 


.     Adjudicator^    correspond  ence 

9IQ050-164   Notice    of    change    of    address    for    PM   Gs!las  hor,  attij    for 
intorvanor   Quard.  Cert  1  f  i  c  ate    of   Svc    end 
GALLAGHER,  P.  M.        GUARD.        GflLLAOHEFl.P.  M.        Oallagher.     P.M.        79/00/23. 


91003076B  Notice    of    change    of    address    for    F1J  W-harton,  attu    For 
intervenor   Friends    of    the   Earth.  Cer  tl  f  i  cats   of    Svc    end. 
WHARTDN,  R.  J.        Friends    of     the    Earth.        79/QB/3B.        3pp, 

.     Utility    Final     Safety    Analysis    Report     (F8AR)    fc    amends 

9102404B6  Foruai-da   Amend    16    to    F9AF1,  study    re   Late-   Conoioie 
»  trat  igraphy,  program    plan     for    piping    verification    &    analysis 
of    etplaalve    vapor    cloud    !,    rnisiile    haiarda    for    rail    fi 
hlnhwoij    transportation   routes. 
DRAKE.  J.  H.        Southern    California    Ellison    Co.        79/1O/14.        2pp, 


-7910240409  rtm&nd    Ib   to   F3AR. 

»      Southern    California    Edison   CD. 


79/Q9/30.        2SOpp. 


-791Q241M92    "late    Cenoioic    Stratigraphy    Captatrano    Embagment    Coantal 
Area,  Orange    Count ij,  CA.  " 
BHLEMQN.R.  J.        Roy    J.     Slilemon    «.   Associates,     Inc.        79/07/31.        30pp. 

-7?1024fl»l7  Plan    for    piping    verification    program/thermal    eipansion, 
•tendy    state    vibration    It   dynamic    effects. 
»      Southern    California    Edison    Co.       79/1O/I6.        17pp. 

-7710210529   "Analysis    of   Explosive   Vapor   Claud    t   Missile   Haiards    for 
Rail    !<  Highway    Transportation   Routes,  " 

JlRQADHURBT.fl.  H.  .     LIiC.Y.  ,     SCHMIDT,  E.  R.        NUB   Corp.        NU3   3367. 
79/07/38.        30pp. 


7710040021    Forwards     IE    Circular    79-19,      "Looae    Locking    Devices    on 
Ingeraoll-Rand    Pump    Impellers,  "    No   action   required. 

ENGELKEN.R.  H.  Region    3.    San    Francisco,     Office    of    the    Director. 

79/09/13.         lp. 

7910110304    Forwards     IE    Info    Notice    79-33.     "Qualification    of    Control 
Sys,  "  No    action    required. 

ENQELKEN,R.  H.  Region    5,     San    Franciaco,     Office    of    the    Director. 

79/09/17,         lp. 

7910120306    Forwards     IE    Circular    79-20,     "Failure    of    OTE   Bulvania    Relay, 
Type    PM    Bulletin    73O5. Catalog    3U12-11-AC   w/130    Volt    ac 
Coil,   "    No   action    required. 

ENQELKEN.R.  H.  Region    5,     San    Francisco,     Office    of    the    Director. 

79/09/24.         lp. 

7910110193    Forwards     IE     Info    Notice    79-33.     "Emergency    Dieael    Generator 
Lube    Oil     Coolers."    No    action    required. 

ENGELKEM.J).  H,  Region    S,     Ban    Francisco,     Office    of    the    Director. 

79/09/26.         lp. 


"Froion    Lines. 


No 


:tior 


79101B0064    Forwards     IE    Bulletin    79-21, 
required . 

ENGELKENi  R,  H,  Region    Si     Ban    Francisco,     Office    of    the    Director. 

79/09/37.         lp, 

7910170541     Forwards     IE     Info    Nc-tice    79-25,     "Reactor    Tripa    at    Turkey 
Point   Units    3    i.    4.   "    No    action    required, 

ENGELKEN,  R,  H.  Region    5,    San   Francisco,    Office    of    the   Director. 

79/1O/01,        lp, 

791019021G    Forwards     IE    Info    Notice-    79-54,     "Dverpreaauri  lation    of 
Containment    of    PUR    Plant    After    Main   Bteam  Line    Break.11    No 
action   required. 

EMOEL.KEN.  R.  H.  Region    5,     San   Francisco.    Office    of    the   Director. 

79/10/01.        lp, 


Antitrust    corresponds nci 


910220H13   Forwards   FR    notice    TO    txmo    for    submittal    of  viewe    on 
antitrust   mattara    for   OL»    under    antitrust    review. 
SALTZM/iNiJ.  Antitrust    d    Inrfeumi  tij    Group.       79/10/01,       lp. 


-791Q220334  FR    Natits    re    time    for    submittal    of 
mat  tor*    For    OLa    undar    antitrust   review. 
SALTZJIAN.J.  Antitru-Bt    !<     Indemnity    Group. 


on   anititrust 


79/10/01.        3pp. 


9l&260a<1&   Submits   questions    re   t)L  antitrust    review.  Forwardo   FR   notico 
Inviting    commnnts    from    interesteiJ    parties. 
TOALBTOW.A,  Pomr    Gupfllij    (<  Anal  uin    Branch.       79/10/ia.        lp. 

-7910260056   Notice    Of    iO-day    porlo-d    for    requoata    for    ru-ovnluatian    of 

antitri>afc  matters. 

SALT2HAN,J.  Antitrust    !.    Indemnity    Group.       79/lO/ia.       Jup. 

91D260069   Submits    questions    re   DL    app  1  i  c  ationo    under    antitruet   revloui, 
Forwards    FR   notice    inviting    comments    from    interested 


TOALBTCN.A. 


Poufr    Supply    &  ftnalyla    Dranch.       79/10/1O.       2pp. 


91030Q53B   Ack    receipt    of   790B10    Itr    transmitting    answers    to    questions 
re    DL  antitrust    review,  Requests   adttl    ma  1  1,  incluiling    copioa 
of    aonefatlan   protections    From    1973   onward    k    settlomsnt   f( 
pDwnr    saln-s    aDTevmeiits. 
TDdLBTON.A  Poiuor    Gupplij    f(    Analijls    Branch          79/10/1EI.        D|ip. 


791O31O271    Forwards    Revision   2    to     IE    Bulletin    79-13,     "Cracking     in 
Fttsdurator    SLJB   Piping.  "    Action   required. 

ENQELHEN.R.  H.  Region    5,     San    Francisco,     Office    of    the    Director 

79/10/17.        lp. 


DOCKET    50-363   FORKED    RIVER    NUCLEAfl    BTATION,     UNIT    1 
0.     Ad  jud  icotc-ry    c  orreapond  ence 


791022042'}    Notifies    that    de    facto    continuation    of   CP   has    served    to 
exempt    Facility    from    complying    ur/most    up-to-date    safety    sijs. 
Reqtigate    pirbllc     heorings     re    aafctg     issues    Ei    financial 
o.ual  i  f  icati  ana. 
VAN   HESS,  B.  C.        New    Jersey,     State    of.        79/09/S7,        2pp. 

Q.     Inspection    reports.,     IE    Qullntins    &    correspondence 

7910Q2000S    Forwards    IE     Insp     Rept    30-3.63/79-06    on    790613-14.  No 
noncomp!  lance    noted. 

CARLSON,  R.  T.  Region     1,     Ph  i  lad  olphia.     Reactor    Conatruction    8< 

Enginoering    Support    Branch..       79/OB/O3.       2pp. 

— 79100BOOO3    IE    Insp    Ropt    SO-3A3/79-06    on  790613-14.  No    noncompl ianco 
no  tod.  Majc-r    arn-as    I  nspectod:  ina  ta  1  lation    of    Class    1    backfill 
&  atrklc  tural     Pill. 

VARELA.A.A.  Region    1.     Philadelphia.    Office    of    the   Director. 

EIINETER.S,  D.  Region    1,     Philadelphia.    Reactor  Construction   It 

Engineering    Support    Branch.       7?/OB/07.       4pp. 


Operatinn    litons*    ataae    documents    fc   correspondence 


J1030Q32B   Forwards    Dporottng    Procedure   S-3-5.  27-  ffevision   7, 
"E.irthquak  g.  " 
CURRANiJ.  n,       Qouthnrn    California   Edison   to.       79/10/10,       lp. 


7910020093  Forwards    IE    Info    Notico    79-20,  Revision    1.     "NRC   Enforcement 
Policy   ~   NRC    Licensed     Individuals.  "    Notice   reissued    to 
correct   word    omission    It   punctuation    error  uhlch    changed 
Intent;    of    statement.  Changed    statement    underlined    in    text. 
CRIER,  D,  H.  Rug  ion    1,     Philadelphia,     Office    of    the   Director. 

79/09/07.        lp. 


-7910300331    Operating   Procedure   S-3-5.  27. R&vlBion    7,     "EorthquaU.  " 
DRUNET.R.R,       Southern    California   Ediion    Co.       79/01/22.       3pp. 


an  reportfl,     IE   Bulletins   fc    carresponllmica 


J10020397  Foruardd    IE   Info  Notice   79-aOr Revision    li     "NflC   Enforcement 
Policy   -  WflC   Licensed    [rid'lviiiualB.  "    Notice    reiSBuoiJ    to 
correct   unrif    omiation  t<    punctuation    urror   uhich    ctiangod 
Intent   of    itatemant,  Changed    itatement    underlined    in    teit. 
ENflELHEN.fi.  H.  Raglan    S,     San   Francisco.    Offtcs    of    the    Director. 

79/09/07.       lp 


7910020521    Forwards    IE    Circular   79-19.     "Loose   Locking   Devices    on 
Inuerflol 1-Rand    Pump    Impellers."    No    action  required. 
DRIER,  D.  H,  Region    Li     Philadelphia,     Office    of    the   Director. 

79/09/13.        lp. 

7910070SQ1    Forwards    IE   Circular    79-2O,     "Failure    of   OTE  Bylvanla   Relay, 
Type   PM    DullDtin    7305    Catalog    3U12-11-AC    lu/lao   Volt    ac 
Coil."   No    action    raqulred. 

DRIER, D.H.  Region    1.     Philadelphia*     Office   of    the   Director. 

79/09/34.        lp. 

7910040100   Forward*    IE    Info    Notice    79-23,     "Emergency   Diesel    Generator 
Lube   Oil    Coolers."    No    action    required. 

ORIER.B.H.  Haglon    lr    Philadelphia,     Office    of    the   Director, 

79/09/26.       4pp. 
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"required.  FQrlJardS     '*    Bullfltin    7<f~^'     •'•=«»„    Lin...  -   Wo    action 
79/09/27H'     lp    R"i0n    *'    PhilfldBlf"'ia.    <0ff(co    o*    the    Director. 

7910160327   Forward,    IE    Info   Notice    79-35,     "Reactor    Trips    at    Turle, 
Point   Units   3  t,   4,  "   No    action   required  " 

79/fo/OIH'  ne9i°n    *'     PhiladolP'"'J'     0"'"    «•*    He    Director. 


7-?10170iQ2   Forward*    IE    Info    Notice    79-34,     "Overpressur  i  nation    of 
"D  P'ant   AftB"   "•'"   St"">  Lin*   »»•"•  '    «• 

n"    ''     PhlladelPhia'     ""I"    of    the    Director. 


79/10/oi"'      lp 


rfCeipt    of    7909a°    "'     informing    NRC    of    step*    taken    to 
-*1"'    ""*•"     ^    IE    insp    Rept    50-363/79-O7. 


.,Br«r:ioUnon:    noted    4ll    „    Insp 

storage    program  procedures   t,  GA    surveillance    program 

procedures    revisnd. 

FINFROCK,  I.B.        Jersey    Central    Power    t,    Light    Co.        79/O9/2Q.        Bup. 


°n   790635-27   ft   notice    „* 

Fn?   T  '»          fi!9'°n    ''    flhlladelP"^'    Rector   Construction   t, 
Engineerina    Support   Branch.       79/00/23.       2pp. 

7910310035   Notice    of    violation    from    inap    on    790625-27 


f,InBP    R.Bpt    30-363/79-07    on    790625-27.  Nonco^p  1  i  ance    nnt«d- 
uipment    storage    history    cards    not    approved    b    preventat  i  va 
Va9"    pr°31'am   Procedures    inap    not   conducted    sinrc 


-i_™!!!™l!il_™!d.*"ll_f™fl£e]lc«  *"  Ffre  protsct:ii)n  pi*"' 

7710230333  Forwards  draft  amend  ta  SafeBu,ar<)5  security  continoencu 

!i:y  ?ocFft2o74o".  **  NRc  79oaai  '—*'«"«-=«i  -ithhiid     B   s 

CLAYTQN.F.L,         Alabama    Pouiar    Co,         79/10/05.         lp. 

79™2f4M   Ft>™*';<lVeVision    *°   7t?0917    "h"dul.    re    Imp  l*m*n  t»t£«n    of 
?-r?BM     P  »«/*'••    PT0tectt0n    program    re-eval  uatioi*.  All 

aprlnhler     ays    mads    completed     by    ond    of    second    refueling 
outage.  " 

CLAVTOM.F.I..        Alabama    Pflu,er    Co.        79/1O/10.        3pp. 

--_^!"^lnS_liCOnI°    *ta9e    documents    fc    correspondent  a 

7910300319   Forward.,     proposed     changes     to    Tech    Specs    re    arid!  Unit    of 
fee    encT    bl"*a"    valvlrs-  Support  Ing    documentat  i  on   i   Class    HI 
CLAYTON,  F.  L.        Alabama    Poiuer    Co,         79/1O/23         Hpp 

^08Bd    Cha"9e    tQ   T"h    SpeCB    3  3~5    " 
-»      Alabama    Pouier    Co.       79/10/H3.        lp. 

':??H&'K:;.:p;si:::a»K 

leai-ned    !<    emergency    pi-op-arednesa    coramttments 
CLAYTON.  F.L.        Alabam.i    Power    Co.         79/10/21.        40pp. 

_!"IPBCtif"   '•«P"'-*9'     IE   nulletinB    t,   correspondcnto 


!E   Qulleti"    79-14.     -S.l.nl 
ing    Bya    •'    Action    required. 

tlantj'     affico    of    'nB    Bir 


™--I    30-364^  JOSEPH^M.     FARLEY   NUCLEAR   PLANT.     UNIT   2 
™_?!!H"tl!n/C!"!tIUction    ata3"   d°<:"'"Bnts   t,    correapondence 

79100103BB  Fnpwaril.    modified    corrective   action    for    improved    ,v. 
reliabilltu    re    dc    pouior    aupplics    For    auiillaru    fceduator 

DARTONi  A.  R.       Alabama   Paujcr   Co.       7B/12/20.       4pp. 

79101003fl3  FaruardH    response    to  NRC    790917   roquet    for  addl    Info   r 
environ    interaction    iasuo,  Contlnuod    facility    opnrotion 
jifstlfiedr 
CLAYTONi  P.  L.        Alabama    Poucr    CD.        79/10/09.        IQpp. 


nh,DtlfiCatiDn   "f    791(H4-as   meeting   «/utU    at   const   .it.   nen 

DothaniAL    to   asaass    status    of    const. 

BUCKLEY.  B.  C.  Light   Water   Reactors    Branch    1.       79/10/03.       3pp. 


50-364/79-11     on    790BO&-09. 


th  H  ,' 

tasb   procBduro    fc    results. 

BUfiNETT.P.T.  Region    2,     Atlanta,     Reactor 


ation*    Nuclear 
" 


7910180513    IE    Insp    ftapts    50-3^8/79-37    &   SO-3&4/79-12    on   790B13-15 
«tSv?E    i!"£"    n°*0?v"a-fnr   ^sas    inspected,  pr.i.pvlc.    insp 
2™i?  I   o*   *    ftetivltl«*    rolatlvo    to    IE   CullL-tln    79-13. 
HCRDT.A.R.  Fiogion   a.     Atlanta,     Fleac  tor    Conn  true  ti  OT>  & 

nft    ?!'"1in!h  auPr""-t    Branch.        CROULEV.P.  R.  Region    H,     Atlanta, 

Office    of     the    Director,        79/OB/3O.        App, 


7910160S35  Forwards   marked-up    copies    of   proposed    amends    to   Tech 
for    Unit    1    t,  proposed    radiological    effluent    Tech   Spec*    far 
Unit   2.  Also    forwards    revised    draft    Offslta   Doae    Calculation 
Manual. 
CLAYTON.  F.L.       Alabama   Poiuer   Co,       79/10/10.       100pp. 

—7910160360  Rsvised    Draft  Offsite   Dose   Calculation   Manual 
*      Alabama  Power   Co.       79/01/36,       7<>pp, 


™  Confi«lms   791011    telcon.WBBtinghouse    notified    util    that    thren 

A9MG   Clasn    3  valvns    are    installed    in   Class   2    SUE    Info   not 
fully    evaluated,  Further    datails   mill    be    provided    in    tollouiup 
rept. 
HAIRBTON,  W.  0.       Alabama   Power   Co,       79/10/12.       lp. 


If1Ci""la'-    7'-'^.     "Loose   L«ki«B    Devices    on 
npcllcrs."    No    action   requfreu 
""S"1"   2'     Atlanta,     Office    of    the    Director. 


79101102S3  Forward*    IE    Info    Notico   79-22,     "Qual i Picat I 
Sys. "   No    action    required. 
79/09/1?' J'  1*  noalon   2.     Atlanta.     QPflc*   Qf    tha    Director. 


, 

"    No    action   rem»tred 


79IOE30aA7   Forwards    proposed    chanocs    to   Tech    Specs    re    corrections    to 
list    of    safety-related    hydraulic    snubbers. Class    II    b    III    fen 
ancl. 
CLAYTON.  F.L.       Alabama   Power   Co.       79/10/15.       2pp, 


Sd   f°rWarl"    IE   Bulle*'"   79-34,     "Froien   Lines.  »    Na    action 
77/09/27!  J'2pp         RC3t011    3'     Atlanta'    0fPI"    *f    tho    D^ector. 


—7910230274  Proposed    changes    to   Tech    Spec    6.  IB  clarifying    accai 
requirements    to   radiation   areas   &  3.7—1   re    safety-related 
hydraulic    snubbers. 
*     Alabama  Power  Co.      79/10/15.      33pp. 


^SSltST^i    IE    I^fo    Notice    79-25.     "Reactor    Trips    at   T^r 
nt    Units    3   fc    4.  "    No   action    i-enuirsd 

BOSi011   S'     Atlantfl'     Dffica    of    th«    Director. 
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791OI70715   Forwards    IE    Info  Notice   79-24,     "Qvei-pressuri  latinn    of 
Containment    of   PWFf  Plant   flfter   Main  Steam  Lino  Break.  "    No 
action    renuirnd. 

O'flEILLV,  J.  P.  Ragion    H.     Atlanta,     Office    af    the    Director. 

77/10/01.        Spy. 


7910110233   Forwards    NUREG/CR-0727,     "DWR    OFfoas    SU.B    Evaluation, "    Sys 
provides   reasonable   assurance    that    potential    Par    oiternal 
offgas    explosions    Is    minimi  ted.  W/o    end. 

GAMMILL.W,  P.         Assistant   Director    for    Operating    Header   Projects    ( 
79 1030 ) .        79/09/22.        29p  p . 


79IO2iQllO  NotlfiSB    that    response    to    IE   Bulletin  79-31,     "Temp    Effects 
on  Level    Muasurements, "    lui  1 1    be    submitted    bu    791031, 
CLAYraH.  T.  L.        Alabama  Power    Co.       79/10/16.       Ip. 

9,      Reportable    occurrences.     LERs   &   related    correspondence 

791QI5G43I    FID:  on   7*70814,  carbon    dianide    fire    protection,    sys    For    diesel 
gonerator    blag    declared    inoperable.  Caused    hy    malfunction   of 
carbon    dioxitfe    tinsra  asiac  latB.5   uj/rooms    l-Sfi,   &  2R,  Fire 
match     conducted    until    timer    replaced    !.    aija    operable. 
CLAVTONi  F.  L.         Alabama   Power   Co.        79/09/SQ,        Ip, 


7910030676   Rejects    request    for    Tech    Spec    3.6.1,1     chango    allowing 
continued    operation   until    neit    cold    artutdomn   lu/up    to    three 
suppression    chambei — dryuell    vacuum    breakers    inoperable. 

QAMNILL.W.P.  Assistant    Director    for    Operating    Reactor    Projects     (Pro 

7910301.        79/08/39.        3pp. 

7910030619   Ack    790712   request    for    license    amend     to    allow   intension    of 
90-day    reporting   requlrsmcnt    Fur   annual    environ    surveillance 
rept.  Request    consistent    ui/Tech    Specs    t<    does    not    need 
separate    licensing   action. 

IPPOLITO.T,  A.  Operating    Reactors    Branch    3    IPra    791030),        79/O9/O9. 

2pp. 


791O190441    FlQion    791OQS, Inadvertent    gas    release    occurred    while 
performing   maint    on    waste   gas    tfacay    tank    Inlot    Isolation 
valve    bonnet.  Pldg    was   evacuated .  Rad  iation    toots    on    personnel 
negative. 
HAIHBTON,  W,  0.       Alabama   Power    Co,       79/10/03,        Ip. 


DOCKET    30-366    EDWIN    I.     HATCH   NUCLEAR   FLflNT,     UNIT   3 

F.     Security,     medical,     emergency   !<:   fire    protection    plans 


7910090140  Forwards   Amends    12   to    License   NPF-5.  aaf ety    evaluation   & 
notice    of    Issuance  &   availability, 

IPPuLITO,  T.  A,  Operating    Reactors,    Branch    3    (Pro   791030).       79/09/HI. 

2pp, 

— 7910090144    Amend    12    tn   License    NPF-5, e I  tend  ing     certain    Hurvc i 1  lance 
intervale-    For    initial    cycle    of   operation    to    allow   testing    to 
ns   performed    during    scheduled    reactor    shutdown, 
1PPOLITD,  T.  A.  Operating    Reactors    Branch    3    (Prp    791O30). 

79/09/21.        2pp. 


7"?1O110399    Forwards    addl     info   requested     in    790329    Itr    re-    safeguards 
continga-ncy    plan,  Info   withheld    (raf    10CFR2.  790). 
KELLY,  fl.  J.       Georgia    Power    Co.       79/1O/04.        In 

O.      Ad  jud  i  catorij    corrn  Bpondenc  o 

79I01BOOSQ  Ansuier    in    opposition    to    Ooorg  lans   Against  Nuclear  lEnerflu 
79OT14    petition    to    intervene. Pa t i tion    does    not  mufrt 
roquiremonfcs    of   NRC   rulea    nF    prac  tice.  Urges    schedullnji    of 
first    proheartng    conference. Cor tificabe    of   Bvc    encl. 

SILBERQ,  J,  E   .     TRaHDfilDeE,  C.  F.       Oeorpia   Power   Co.       SILBE'RO.  J.  E.       Shaw, 
PUtman,     Potts,     t,   Trombridge,        79/O9/2B.        Bpp. 


— 7910090116   Safety    evaluation   supporting   Amend    12    to   License   NPF-5. 
*      OfFicB    of    Nuclear   Reactor    Regulation.       79/09/21,       4pp. 

— 7910Q9Q14B   Notice    of    issuance  A  availability    of   Amend    12   to   License 
NI'F-9. 

RODNEY,  V,  L.  Operating    fleactor&    Branch    3    (Pre    791030).        79/09/21. 

2pp. 

7910I&0145  Notification    nF    79092A   meeting    ui/Mark    I    oumera    in   Dothcsda, 
MD    to   discuss    pool    swelling    comprus  s  ib  i  1  i  ty    eFfecta    S- 
down  corner    condensation    loads. 
GRIMES, C.I.  Plant   Systems   Branch    (Pro   771030),       79/09/24.       Ip. 


771O19011Q    Brief    in    Buppoi-6   of    790914   petttion    to    I  ntorvonu.  Bi/bmi  ts 
further    & tatemcn ts    in   answer    to    licensee    79092H  nppoaitinn 
to     intervflntioei.  All    memher'!    live    within    50   miles    oF    plants    !t 
hBllth    &    safety    are    adverteltj    affected 

,        Qoorgia.ns   Against  Nuclear  Cnor-gy.       79/10/Ofl.       3pp. 


— 7*710190130   ftFfidavit   attesting    that    expansion    oF    spent    fuel    storage 
capacity    may    crtrate   Ii  c-al  thi  »af  e  ty    &  environ    problems    to 
A   Sllvorbergj member    of    Georgians   Against  Nuclear   Energy. 
Cartl-P Icate-    of    Svc.    encl. 
BILVERDERO.  A.       Oeorgians   Aoainat   Nuclear   Eneroy.       79/10/01.       3pp. 

7910310O1B  Jt«s[Kjnse    to  Georgians    Against   Nuelaar    Knorgi;   petition    to 
IntevvErno.  Interest   h   specificity    rerjuinjm.c-nts    aru 
adequately    salisf  led.  NfIC    takes    no   position   an    contentions   at 
prnnont,  W/not  ice   of    appearance   It   Certificate    of   Kvc. 
SMITH,  B.  H,  Branch    2.       79/10/04.       9np. 


7110170010  Discusses   need    for    add]    conP i rmatory    Full    scale    tents    to 
establish    uncertainty    in    load    magnitudes    re    condensation 
oscillation    load    definition    procedures, Draf t    1 tv    to   Mark    I 
utils   re    teat   program   encl. 

GRIMEB.n.K,         Assistant    Director    For   Systems   Eno,  i  neering    (Pro 
791030),        79/09/25.        4pp. 

7910170006   DiacuaaeB   resolution   of   potential    problem   re   MorV    1 
containment    identified    in  7"70F331    memo,  Addl    info    re    responsn 
charac terist ica    of    downc omeT~VEnt    bonder    ays    shams 
sufficient    structural    fatigue   margins    o*  1st .  Evaluation    encl. 
DENTON.H.R.       Office   of  Nuclear    RBQC  tor    Regulation.       7(?/0'7/2i,       2pp. 

7?1009QoBl    Notification   of    791004   mooting    ui/util     fco    discuss    purge    8- 
vent    valve    designs. 

VERRELLI.U.  M.  Operating   Roactorn    Branch    3    (I're   711030).       79/09/27, 

Ip, 


791 0260369   Crdar-    setting  7911HO    preliBflring    conference    in   Atlanta, Q/i. 
Specific     I*  SUBS   will    be   -ai?  drim  sod,  Limi  tod    appearanre 
fltat«msnts    mill    not    be  permitted. 

OROBBMAM.H.       Abomic    Safety    and    Licensing    Board    Panel.       79/10/17, 
3pp. 


7710220413  Forwards   guidelines    for    valve    operability    re    containmunt 
purginn   *  venting    during    normal    operation.  Ratiu«gts 
commitment    to    implement   valve   qualification    program  within 
30  days. 
EISENHUTiD,  «.  Division    of    Operating    Reactors.        79/09/H7.        3pp. 


IO2&O44?  Amend    correcting    clerical    omisaion    in    order    sotting    ipnclal 
911SO    pmhcaring    conference.  Wil  1    bo    held   at   LD  Strom 
uditorlum,  FiD    Russell    Federal    Dldg.ln   Atlanta.  DA. 

,  H.       Atnmlc    Safctij    and   LiCBilsiiHB    Roard   Panel.       79/10/19.       Ip. 


Insurance-    t*    indemnity    Information 


91OI003Q5  Fnruarii*   EndorBcraunt    51    to   NEt  IA  Policy    NF-S15. 
DUCKt  J   It.        Mar&h    l<  McLennani     Inc.  ,    M  !<   M  Nuc  lear    Consultants,     Inc,  . 
Div.        79/10V05,       2pp. 

791029OS721  Foriuarils.  Endorsement   4H    to   MAELU  Policy    MF-78, 
DUCK.  -J.R.        OiOTgia   Power   Co.       79/10/22.       Hop. 

P,     Dp»r-ating    license    stage   documnntt   i-   dorroaponiiBnce 

794009034I    Foruardt   FR   notice    oP   amend    to    10CFR73.  S3    ra    rBquiruments 
for    phuilcal    protection   of   nuc  leor   jiouier   platitt.  Amend    defors 
lmpl«m«nt»tion    o*    physical    ««arch    requirements    from  790&01 
to    71HOI, 
DErlTOMiH.  R.       Office   of   Nuclear  finactor  RunulatlDn.       79/OB/10.       49pp. 


79^10130641    Foriuariis   request   for    addl    info   ro    spent    fuel    storage    pool 
mod.  Info    nodded    to    continue    review   of   790709   application 
for    Facility   mod.  Requoat  E    response   uilthin  30   daijs. 

IPPdLITQ.T.  f\.  Operating    Reactors    Droned   3    (Pro   791030).       79/09/2D. 

Spp, 

7910090339   Forwards   proposed    amenij    to    License   NPE-"-3,  chongino    Tech 
Spocii  App    A. 
KELLV.fi.  J,       Ooargia   Pouior   Co.       79/1O/OH.       3pp. 

— 7910070341    Proponed   amend    tti   License  NPF-5,  changing    Tech    Specs.  App    A    to 
allou  continued   operation    until    nuit    cold    shutdown   w/one    or 
two   suppression   chamber-to-drywoll    vacuum    breakers 
Inoporablo    but    In   closed    position. 
H     Qoornia  Power  Co,      79/10/OH.      4pp. 

791015050S  Forwards   addl    info    re    proposed    Toch    Specs    for    settlement    of 
Category    1    atructuresi  in    response    to   790720   request. 
KELLY.R.J.        Oeorgia    Power    Co.        79/1O/OB.        Hipp. 


79102503o6  Forwards    Insp    foes. 

KELLY,  R.  J.    '  Oeorflia   Poiuer   CD.       79/1O/1O. 


3pp. 
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,"710250363    Responds    to    790S20    request    re    outstanding    licensing 
documentation.  Forwards     list    of    I  icanseo     initiated    amend 
requests    ui/pri  or  i  ti  Qs    designated. 
KELLY, R.  J.        Georgia    Power    Co.        79/1O/15.        2pp, 

7910300316   Forwards    commitments    to     implement    short-term   recommendations 
of    TMI-2    Lessons    Learned    Task    Force.  Addl     info    concerning 
capabilities    for    high    point    venting     and. 
KELLY.  R.  J.        Georgia    Power    Co         79/IO/19.        6pp. 

Q,      Inspection    reports,      IE    Bulletins    &    correspondence 


79101G0562   Forwards    IE    Insn    Repta    90-321/79-26   t,    90-366/79-30-    on 
790704-OB03,  No    noncomp I lane e    noted. 

LEUIB.R,  C.  Region    2,     Atlanta.     Reactor    Operations    Nuclea 

Branch.        79/03/30.        3pp. 


Supper t 


— 79101BOS67    IE    Insp    Repts    50-321/79-26    k    50-366/79-3O    nn    790704-OB03    Nn 
noncomplianeo    noted, Major    areas    inspected : refuel  ing    outage 
Toch    Spec    compliance,  response    tn     TE!    bulletins    t<   circular's, 
ROn, housekeeping,  operator    performance    !<  QA   practices 
DANCE,  H.  C,  Regions,     Atlanta.     Reoc  tor    Operations    Nuc  1  ear 

Support    Branch.        ROGERS,  R.  F.  Reqiori    2.     Atlanta,     Office     of    the 

Director.        79/00/3O,        4pp. 

7910030119   Responds    to    IE   Bulletin    79-15,     "Deep    Draft    Pump 
Deficiencies    "    Safety-related    applications   at    plant    require 


use    of   23   deep    vortical    pump! 
WIDNER, W. A.       Gooroia    Poiuer   Co. 


10pp. 


7910030617   Foruards    Info   ra    vital    aroa    access    controls    per   79O726 
request   t.    IE   Bulletin    79~J6.Encl    withheld    (rer    1QCFRH.  790) , 
WIDNER,  U.  A.        Georgia    Power    Co         79/09/07.        Ip. 

7910010006   Forwards    IE   Circular   79-18,     "Proper    Installation    of    Tar 
Roc*    Safety-Del tef   Valves."   No   action    enquired 
Q'REILLV,  J,  P.  Region    2,     Atlanta.     Office    of     the    Director 

79/09/10.        2pp. 


7910090295   Responds     to     IE    Bulletin    79-10.  Survey    oF    nigh    noise    areas 
indicates    condcnaate    fc    condensate    booster    pump    area    t,   dicsel 
generator    rooms    having    audibility    pr nblems.  Corre-c t ive 
actions    havo    not    benn    determined. 
UIDNERiW.  A-        Georgia    Pouier    Co.        79/09/2O.        3pp. 

7910050375  Responds    to    IE   Bulletin.  79-19  No    lam    level     liquid    raduaste, 
eicept    tar    contaminated    oil. was    generated    during    197S  t- 
first   sl«    months    of    1979.  SI i gh 1 1 u    contaminated    oil    is    in 
storage    awaiting    acceptable     disposal    method 
WIONER.W.  A.        Suoraia   Pouter    Co.         79/07/21          3pp. 

7910230561    Forwards    NRC    790626    Itr    re    multiple    equipment    failure5    k 
3ur  veil  lance    testing    errors. which    mas     Incorrectly 
distributed.  Al en     forwards     IE    Insp    Roots    50-295/79-13    (, 
50-304/79-12.  Action    required. 
EISENHUT,  D.  Q.  Division    of    Operating    Reactors.        79/O9/21.        49pp. 

79100-10176   Forwards    IE    InFo  Notice    79-23,     "Emergency    Diesel    Generator 
Lube   Oil    Coolers    "    No    action   required. 

O'DEILLY,  J.  P,  Region    2,    Atlanta,     Office    op    the    Director. 

79/09/26.        2pp. 

7910190264    Foruar-ds     IE   Bulletin    79-34,      "Fro, en    Linos."    rtction 
required. 

D'REILLV,  J.  P.  Region    2,     Atlanta,     Office    oF   the    Director, 

79/09/27,        2pp. 

7910170331    Forwards    IE   Info   Notice    79-25,     "Reactor    Trtps    at    Turkey 
Point   Units    3    &   fl.  "    No   action    required 


d'REILLY,  J.  P. 
79/10/01.       3pp. 


Reg  ion 


Atlanta,     Office    of    the    Director. 


7910170742  Foruaria     IE    Info   Notice   79-21-     "Dver  preBsut-i  IB  t  i  on 
Cnntainmcnt    of    PUR    Plant   After    Main   Bteam  Line    Break, "    Nn 
action  required . 

O'REILLY.  J.  P.  Region    E,     Atlanta,     Office    of    the    Diructor 

79/10/01,        Spp. 


791003050S   Forwards    IE    Circular    79-19,     "Loose   Lockinn    devices    tin 
Ingersol  1-RantI   Pump    Impellers."    No    action    required, 
O'REILLY,  J,  I'.  Region   2.    Atlanta,    Office   of    the    Director 

79/09/13,         Ip. 


7910100471    Ack    riecslpt    of    790814     t  tr     informing    NHC    of    steps     taken    to 
correct   violations    noted    in    IE    Insp    Hepta    50-321/79-17  J. 
30-366/79-21. 

LEWIS,  R.  C.  Reaion    3,     Atlanta,    Reactor   Operations    Nut  1  oar   Support 

Branch.       79/  10/oa.        1P.  ^ 


7910050111    Forwards    60-uay    rept    for    IK    liullotin    7'7-  11    iti   rntponoe    to 
790702.37,0019  t,  0907   requests    For    verification   of   aoiomic 
analysis    of    safetij-rolatod    piping    sy-j 
WIDNERiW,  rt,        OnoTDla    Ppuier    Co,        79/07/1-1.        3pp 

7910110206   Forwards    IE    Info   Notice    79-23,     "Qua  1  i  f  i  c*tl  on   of   Cantrnl 
SIJB.  "    No    action    required. 

Q'RKILLY,  J.  P.  Region   2.    Atlanta,    (Jffice   of    the    Director 

79/09/14.       Ip. 

7910S50067  Forwards    IE    Inap    Repto    50-321/79-20  &   50-366/79-33    on 
790HH1-25.  No    noncomp  1  ianco   noted. 

BUTHEfiLAND,  ,).  T,  Hijnian    H.     Atlanta,     Fuel    Facility    t,   Materials 

Safety    Branch.       79/09/H,       J!pp. 


7910100*75   .Responds     to    NRC    790720    i  tr    re    violations    noted     tn    lh'     Incp 
Itepts    30-331/79-17   {-    50-33i,/79-ai  .  Corr  ec  ti  vc   actions: 
ppocodurcs    will    bo    developed    to   alert    personnel    of    Josifin 
daf  ici  one  i  eo    Ji   HNP-flHS  will    be    revised. 
WrDNEfi.M.  A.       Georgia   PDWBP    Co.       79/OB/14.       3P(i. 

79101604.79   Forujfirdo    IE    Insp    Hepta   50-321/77-17  !-    50-3£,6/79-21    on 
790512-0601    !<   notice    of   violation. 

LEWIS,  II.  C.  Region    S,     Atlanta,     IJeactor   llperabionn   Nuclear 

Support    Branch.       79/O7/HO.       Kpp. 

7910190ilBl    Notice    of   violation    from    insp    on   790S  12-Oi(H. 

*  Region   2,     Atlanta,     ftaaetor   Operations   Nuclear    Support   Branch. 

79/07/17.       l|i. 


--7910350070    IE    Insp    Re-pts    50-321/79-2B  t.    5Q-36i,/79-3a    on   790021-35.  Nil 
noncompliancn    noted. Major   areas    inspec  tod:  tali   rad  inchemica  1 
equipment   &    instrumentation.  DA   audits    ti   collodion    of    liquid 
waste    samples. 

MONTGOMERY,  D,  M,  Region   a.    Atlanta.     Office    nf    tho   Director 

HUFHAM.J.U.  Repion   S.    Atlanta,     PUB- I    Facility   !.  Materials   Safnti 

Drnnch.       79/09/10.       3pp. 


— 791<HaOiJS3    IE    [nap     Ropta    SO-3S1/79-17    Jin    90-3i6/79-ai     on    79O512-0601. 
Noncomplianco    no  ted:  fat  lure    to    report    selsmlcally 
uTiquallfiod    Fire    protoction   hangars, failure    to    align   ECCB 
&    failure    to   maintain    quality    record. 

D/iNCE>H.  C,  Roglon    2,    Atlanta,    Reactor    anei-ations   NuLlaar 

Support    Branch.       ROOens.H.F.  neoion    2,     Atlanta.    Office    of    thih 

Director.       79/07/17.       7pp. 


7910100019  Forwards   revised    pages    carrectinn    insp    numbers    for    insp    rnpt 
transmitted    790H03. 

MUHPHY.C.E,  Region   S,    Atlanta,     Re-actor   Construe  t  i  on  &  Ennineerinn 

Support    Dranch,       79/09/17,        Ip. 

— 7910180054   Foruards    IE    Inap   Repta    50~3L'l  /79~26   ^   50-366/79-31    on 
790813-17. No   noncomp  1  iatico    notsif. 

MURPHY, C.E.  Renton   a,    Atlanta,     Reactor   Conotructlon   d 

Engineorinn   Support    Branch.       79/00/31.       2pp. 

—7910100059    IE   Insp   Repts    50-331/79-26   t,    50-366/79-31    on  790819-17.  No 
noncompllancB    noted.  Major    areas    inspitc  taJ:  pipe    lupport    base 
plate    design*    using    concrete    expansion    anchors. 
HERDT.A.  R,  Region   2.    Atlanta,    Reactor   Construction   b 

Engineevino   Support    Dranch.       VALLISH,  E,  J.  Run'on   2,     Atlanta. 

Office    of    the   Director,       79/00/30.       1pp. 

79103000BH   Forwards    IE    Info    Notice   79-H2,     "dual i Pica tion   of  Control 
Sysi  "    WentinflhouoB   790B30    Itr    b  Public    Svc    electric   fc   (Jan 
Co  790910    Itr    re    potential    unveviBiued    safety    quest  ion,  Action 
raquired    uiithln   20   dam.  W/a    end, 
DENTON,H,  R.       Office    of  Nuclear  Reactor  Regulation.       79/09/17.       4Spp, 


7910500436  Fnruiards    info    re  potential    environ    interaction    between 
nonsafetij-araric-    sij  s    b   -sof  ety-grad  e    oys    in    raopoiiao    to   wm; 
790917    Itr    t.    IE    Info  Notice   79-32, 

,  H.       Georgia    Potuer   Co.       79/1O/05.       Ip, 


—  791010043&  Environ    InteTacti  on   Rept. 

»      Georgia   Power    Ca.       79/10/05.        l"1pp. 

791QIB0516  rtck    receipt   nf    790926    Itr    Informing    NRC    of    steps    taken    to 
earrect  vloiationB    ivotcd    in    IE    Insp    Rept*    50-3ai/79-s:j  S. 
30-364/79-E7. 
KENNA.W.D.  Ragion2,     Atlanta.     Baf  egiraril-s    Or.nnfh,       79/10/05,        Ip. 

—  7910180926    Rasponrfa    to   NRC   790931     Itr    re    violations,   nota-d    In    IE    In»n 

Flept*   30-331/79-aa    1<   30-34.6/79-27.  Details    ml  tllhel  d    (ref 

10CFR2.  790), 

WIDNER,  W.  A.       Ooorflia   Pouer   Co,       79/09/36,        Ip. 
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riJa'-'jE     IE    I"*P 
Violation.  Noti 


pts    50-331/79-33   6    50-346/79-37   on    790604 
of    violation    withheld    <ref 


KENMA.W.  Q. 


HeglDn    2.     Atlanta, 


Branch.        79/03/31. 


—  79101  BQ536    IE    Insp    Rep  ba    50-331/79-23   A    50-36i/79-37    on    790,406 
NoncompliancE    nc-tod  ;  access     contra!    vital    area    door    found 
unsecured    !.    unattended    t,    svc    vahicle     improperly    secured     in 
™J?.   M""    area    D^ails    withheld     Iref     1GCFR3.  790  1  . 
rUHIN.W.O,  Region    a,     Atlanta,     Office    Of    the    Director.        79/OB/31. 


—  __!^I_f_;:f_l":l:"rTC'":eSj     LERs    *«   related    correspondence 

7910040303   Forwards    LER    79-1O2/03L-0 

WrtNRY.M.        Georgia   Pouar    Co,        77/09/2H.         Ip. 

-7910040309   LER    79- 102/03L-O   on    790919,  uh  i  1  e    performing    flP-HMP-a-31CIA. 
instrument    setpoints    uiere    Found     to    enceed    Tech    Spec    limit 
(.Bused    b.j    netpoint    dri  ft.  Ins  truments   mere    recalibr    t, 
returned    to    svc. 
*      Oe-orgia    Power    Co.        79/09/25         2pp. 


791010Q3BO    Forwards    LEfl    79-104/03L-0. 
MANRV,M.        Qeornin    Pouor    Co.        79/1CV03. 


—7910300293   L.ER   79-1 1 1 /03L-0:  on    791009,  dryuel  1     pressure    exceeded    0    75 
psig    limit    of    Tech    Spec    3.  6.   1.  A, Caused    by    personnel    error. 
Design    change    request    submitted    to    change    one    primary 
containment    hl-lou    presE    annunciator    to    two    annunciators 
BflXLEY,8.  X.        Georgia    Power    Co.        79/10/19         3pp. 


DOCKET    50-367    DA1LLY    GENERATING    STATION 

A.     Application/construction    stage    documents 


respondence 


If,. 


791O100I73    Forwards    rept    re    monitoring    t-   mitigatinfl    effects    of    conat 
Jflwateritig    Determines     that    indeppndffnt    monitoring    prooram    is 
necessary.  Also    forwards    Natl     Park    Svc    79092Q    1  tr    t,   UBQS 
790901    ItrB. 

WHITEMDUSE,  J.  R.        Inter  ior,  Dep  t.  of,     Matlnnal    Pork    Bervite         79/10/01 
6pp. 

— 7910100IH1    >'USGS/Natl     Part    Bvc    Plan    For    Determininn    Dematerinn    of    IN 
Dunns   Mat!     Lakeshore    ftdjacont    to    Datlly    Oenerating    Station    " 
*      IntorioriDapt.  of.     National    Park    Servite.        79/1O/OI.        llpp. 

791OiaO!fll    Foruards    uell     charts    for    77O919-36,  Da  i  1 1  ij    uolls    u,/o 
racordars,  pond    1  evel  s.  pneuma  tl  c    prosaure    transducers   t.   water 
meter    readinga    for    790926. 
HDHN.H.J.        Nortnorn    Indiana    PuoliE    Service    Co.        79/10/O5,        33pp. 


-7910100367    LEU    79-104/03L-0: on    7f 0919,  c ,ggen    bottle    providing    re0qBnt 
gn*    for    hijdrogen   analijicra    found    emp  ty,  re^ul  ting    in 
Inoperative,   ana  1  uiers.  Stand  ing    order    issueiJ    to  monitor    uso 
op    oottles    far    d etormi nlnfl    change    Frequency, 
NIX.R.T.       Georgia  Pourer   Co.       79/1(1/03.       3pp. 


7?10230DE)&   Discusses    revieu,    of    closure    program    for    Marfc    II    pool    dynamic 
loads.  Requests    description    of    pool    dynamic    load    tanks. 
Anticipates   meeting    lu^Mark    II    oiunorn    group    to    determine 
scope    of    gonoric/anmigeneTir    approach. 
VAROfl.B.A.        •    AsEistant   Director    for    Light   Water   Reactoro.       79/10/09 


7710170324    Forwards    LEFi    79-1O5/03L-0, 

MANRY.M.        Georgia    Paiuor    Co.        77/10/10.         Ip. 


0.     Adjudicatary    correspondence 


— 7910170SSB   LER   79-1 05/O3L-0:  on    79091 9,  uin  ter    pump    D    test    data    uao    out    of 
range    allouei    when    comparod     to   rof    data    for    purap    Caused    bu 
tnniency    of    pumping    capacity     degradation     to    gradually 

™I??.9e   rat'°    Df    toBt    to    T*f    data    I)ue    tu    normal    uc.ir. 
(-UOOIN,  C,  L,        Qoorgia    Pamor   Co.        79/1O/09         ^pp 


7910010759  Four    Itrs    requesting    addl    30-day    eifcennlon    to    prepare   f, 
reaoarch    issue   of    nhort    pilings   uihich    uill    be    used    in   const 
of    poumr   plant.  UPPDEBG    nuclear    pomar    (.   const    of    plant 

-        ««rl«n.    A9,in.t    ««!.„ 


»  !  =  :»«•   7'MOU,1lUrinfl    »hoMuun    for   mmlnt,  found 

tnat    intormEdiatE   range   monitor    dad    btren    rcmnved    t.   ua-i   not, 
in   control    rod    drlvcline    cavity    of    UryujPl  1  .  Caueed    by    removal 
for    clean   up    apnratlon. 
HAMJY.  M.        Qeorgta    Power    Co.        79/10/31. 


!pp. 


7910170333    Forwards    LER    79-  1O6./03L-O 
MANUY,  M,        Ooorgia   Pouor    Co.        79/1O/I? 


Ip 


--7910170262  LER   77-106/03L-0:  on    79&719,  severe  I    operational    cycl 
•sut-vni  llancos    were   overdue.  Caused    tiy    musin  torRreta  tion   af 
Tech   Specs    re    starting    time    for    surve  1  1  lent  ea.  Kn'mp-Liun 
reijuBBtoiJ    (V  granted. 
CDQOIN.C.L.        Georgia    Power    Co         79/10/12         4p(,. 

7910300295   Forwards    UEFt   79-O31/03T-I  . 

MANRYi  M.       Georgia    Pouar    Co.       77/10/17.        Ip, 

--7910300301    LEU    79-Oa<l/03T-l  ;  on    790S14,  safoti)    relief    valves    ansi 
&  0    faileii    to    open    at    1,090   pei    sctpoin  ts  ,  Cauiic-d    bij 
e*-CB55ive    leakage    in   valve    pilot    assem&l,,    due    to   acuffinn    nf 
pilot   disc    t,   seat.  Mads    performed    DTI   valve 
COG-OIN.  C.L,       Oeurgla   POOIBT   Co.       79/10/17.       Up|j. 


7910090433  E.presses    objections    E,   connorna    re    storage    of   nuclear   uia9te 
&    posalDility    of    nuclear   accident. 
MEDLrtND,  P.        Affiliation    Unknown         79/OQ/13.         Ip, 

791011021B  Commonta    on   ACRE   790716    1  tr    on   uae   oP    shorter    pUinns    at 
facility, per    NfIC   79O73S   order    Proposal    dnen    not    alter 
nvchitDctural    nr    engineering    cr i ter ifl. Peti tions    For    hoarinn 
should    bo    denied    Certificate    of   Svc    encl. 
BHEA,K.  H.       Public    Service    Co      of    Indiana-     Inc.       SHEA,  K  H 
!-DiuHnstoiri,Neiiman,neiE,  Aielrad    !.Toll,       79/OI3/14.       6pp. 

7910110237  Comments    bu    po ti t i oners,  i nc 1 udlng    State    of    IL.Portor   Jaunty 
(.liajitor   of    liaak    Walton    League,  JE    Newman   &   Lake    HI 
FeJoration.on    ACfIB   790716    llr    re    use    of    shorter    pilinnE 
Certificate    of-    Svc    e-ncl. 

SCOTT.U.J.,     SEKULEFt,  B.  N.         Illlnoia,     State    of,        RUDQINS,  H.  L.        U.ku 
Michigan  Federation.       79/08/1*).       9pp, 

7910210670   Motion    by    Porter    County    Chapter    of    Isaak    Walton    Loaque    op 
America, Concerned    Citizens    About   Daily    Nuclear    Bite, 
Businessmen    for   Public    Interest,  JE    Newman,  M  Warner,  0   Hanks    t, 
State   of    IL, to    consolidate    hearing    requests 


7910390273    ForuariTB    LER    79-  I  OQ/03L-0. 

MANF1Y.M,       Georgia  Power   Co.       79/10/19.        tp. 

-7910390274,   L6R    79-IOB/O3L-0:  on    790926.  i  nstru^nln    S/C71-N002A,  C   t,   0 
UIBPO    found    to    e«coad    Tecli    Spac    limit    during    niph    dryuioll 
preasurs    Functional    tost   t    eaUii-,  Caused   bij    setpoint    ilrlfl 
Instruments   uers   rncalibr   &   roturned    to    sue. 
NIX,R.  T,       Georgia   Power   Co.       79/10/19.       2pp, 

•710300233  Forward*    LEO  77-1 1E/O6T-0. 
MANRY,  M.       Oeorgla    Poujor    Co,       79/10/19.        Ip. 


-79102406B.)    Amanri    to   requests    For   hearing,  tl  led    by    State    nf    IL,  Porter 
County   Chapber   of    liaok   Walton  Loague    of   Amer i ca, Concerned 
CitiiDnn    Against   Bailly    Nuclear   Site. ot    Ql, Northern    IN  PSC 
790Q3I    Itr    should    be    part    DF    request. W/Cortif icate    of   9vc 
HrtfJSELL.D.        Illinolc,     State    of.       VOLLEN,  R.  J.  ,    OBANN,  E  W 
Affiliation    Unknown.       79/10/03.       4pp.. 

7910190066  Responds   on    behalf    of    Northern    IN   Public    Svc    Commission    to 
Porfcar  Countg    Cliapter    of    laaac    Walton    League   791003  motion 
to    consolidate    hearings.  Consol  idat  Ion    of    propo-aed    extonsion 
re    short   pilings    proposal    is    improper. 
AXELRAD.M,       Louienateln,  Nciuman,  Rei  s,  Aie  Irad    tiToll.       79/1O/10.       6pp. 


79-11S/06T-0:  01,    79101 1 ,  intermoil  iato   range  monitor 
n   area-  wflera    left,  CauGed      bi; 
thoriiation   it   shipped    oFfsite 
t»    r-ovlsod. 

79/10/24.        2pp. 


H.     General    correspondence 

7910010096  Reauests    that   NRC    carefully    acrutinlio    info    that   Northern    IN 
Public   Svt    Co   submits    In    support   oP    proposed    plant. Claims 
that    portions   are  misleading. 
DOYCE.U,       Affiliation   Unfcnoun.       79/03/11.       Ip 


DOCKETED  ITEMS 


z 


D.     Advisory    Committee    on   Reactor   Safeguards    reports   &    correspondence 

7910190472    Tentative    schedule    of    ACRS    Baillu,    Subcommittee    790709 
meeting     in    Portage, IN    to    discuss    history    of    project    &    soil 
t  e5ts, 
*       ACRS    -   Advisory    Committed    oil    Reactor    Safeguards,        79/07/O9.        lp. 

0.      Inspection   reportsi     IE  Bulletins   &    correspondence 


791024047B   Forurarda    uiolS    charts    for    79092A-S 003   It    Oalllu    walls    Ufa 
recorders,  p  and    1  eve  1  a,  pneumatic    pros  sure    trans due  ersiuiater 
meter   readings    tt    UBOS   uiella    for    791O03. 
BDHN.R.J.       Northern    Ind  iana  Pub  1  ic    Service   Co.       79/10/12.       32pp. 


DOCKET   50-360    ARKANSAS    NUCLEAR   ONE,     UNIT   3 

F.     Security     medical,     emergency   &    fire    protection   p  1-ana 


791OQ901B6    Forwards    IE    Bulletin    79-21,      "Tomp    Effects    on    Level 
Measurements.  "    Action    required. 

KEPPLER, J.G,  Region    3,     Chicago,     Office    of    the    Director.         79/OB/13. 

tp. 


7910260165   Remits    Class     I    duplicate     fee    fur    Ea-fesuards    contingency 
plan    involving    lujn    units,  in   response    to    771009   request. 
TRIMBLE,  B.C.        Arkansas    Power   !,   Light    Co.        79/1O/19          l|i. 


7910OS011B    Forwards    IE    Info   Notice    79-2O,      "NRG    Enforcement    Policy    - 
MRC    Licensed    Individuals.  "    No   action     required. 
KEPPLER,  J,  Q,  Region    3,     Chicago,     Office    of     the    Director.        79/03/11, 


791Q0304B0    Forwards    IE   Circular  79-17,      "Contact    Problem    in   SB-IS 
Switches    on   OE   Metalclad    Circuit    Droolers.  "   No  action 
required. 
KEPPLER,  J.S.  Region    3,     Chicago,    DifftcB    nf    the    Director.        79/08/14. 


791OO20313    Foruiarda    IE    Info   Notice    79-20.  Rcvis  i  on    1,     "NHC   Enforcement 
Policy    -   NRG   Licensed    Individuals."    Notice    reissued    In 
correct   urord    omission   t,    punctuation    error    uhich    changed 
intent   of    statement.  Changed    statement    underlined    in    tnxt. 
KEPPLER.  J.  0.  Region    3,     Chicago,     Office    of     the    Director.        79/09/07. 


771OQ405S3   Responds    to    IE  Bulletin   79-15,  "Deep    Draft  Pump 
Dof  1  c  ienc  i  SB,  "   Five    Ingersol  1-fland    deep    draft    pumps    in 
storage    intended    for    saf  otij-relatEd    application'). 
SHQRB.E.M.       Northern    Indiana   Public    Service  Co.       79/09/07.        3pp. 

7910G3O266    Forwards    IE  Circular  79-19,      "Loose   Locking    Devices    on 
Ingersol  1-Rand    Pump    Impellers."    No   action    required. 
KEPPLER,  J.  Q.  Region    3,     Chicago,     Office    of     the    Director.         79/09/13, 


H.     -General    corrosp  ondenc  e 


791OD2Q733    Informs     that    Class    III    amnnil    Fee    transmitted    790417     in    to    bo 
re  funded,  since    amend    uaa    withdrawn    troffore    NRC    reviou   beflan. 
MILLER,  H.  0.  Licen&e    Fee   Managomont    Drancli.        79/O9/17.         lp. 

J.      Insurance    &    indemnity    information 

7910230573  Forwards    executed   Amend    9    to    Indomnity    Agreement    B~n3. 
TRIMBLE,  D.  C.        Arkansas    Power   t<   Light    Co.        79/10/17.        2pp. 

P.     Operating    license    ataoe    documents   Si    corpcspondence 

7910100092  Summari  lea    Bisnlficant    operating    ovenfcs    to    date.  Abnormal 
occurronce    on   700716:  iO,  000  gallons    borated    water 
transferred    from   refueling   water    tank    tci    containment    eump. 
Reported    to    Congress    In   NUREQ-OQ90,  Vol    2.  Wo    li  Oa-n-Mar    1979. 
VASSALLQ,  D.  U.          Division   of  Project    Management.       79/07/07.       Hpp. 

—  7910100094   Notifies    of    transferral    of    safetu    project    mgt 

reaponslbill  ty    From   Environ  Projects   Branch    H    to  Operating 

Reactors    Dranch    4.  Lists   Amends    1-13    to   NPF-i.  Foruiards 

items    for    further    action. 

VA88ALLO,  D.  a.          Division   of  Project    Manog  ement,       79/09/07.       HSpp. 


7910110133  Forwards    IE  Circular  79-20,     "Failure    pf    OTE  Sylvaitia   Relay, 
Typo   PM   bulletin    7305,  Catalog    SU12-1  1-AC  u/12O  Volt    ac 
Coil."   No    action    required. 
REPPLER,  J.  0,  Region    3,     CMcago.     QPflce    of    the    Director.         79/09/24. 


7910050346    Forurai-dn     list    of    plants    requiring    mici-oftcMng    of    up-to- 
date    FSARs    i-n    Central    Fl  IBS.  Requests    actioni   as    soon   aa 
poos  ib  le. 

QRIMEB.B.K.          ftasistant    Diroctor    for    Systems   Enn  i  reei-r  i  ng    (Pre 
791O30).        79/09/1O,        4pp. 


7910040249   Forwards    IE    Info  Notice   79-S3.     "Emorgency   Diesel    Generator 
Lube    Oil    Coalers.  "    No    action    requiruJ. 

KEFPLERiJ.G.  Region   3.     Chicago,    Office    of    the    Director.        79/09/26. 

lp. 


791oa&0ai5    Informs    that    effectivo    date    for    implementation    of   EPA   std 
far    LHR   U    Fuol    cycle    is    791201.  Requests    compliance   u/ 
radiological    effluent    Tech  Qpec    implementing    LWIt    provioloni. 
Hetnod    for    implementation    requestad    by    791101. 

OAMMILL.W.P.          Aa-siatOTit    Director    for    Opfirating    \teac  tor   Project?    (Pre 
791O30).        79/09/17.         lp. 


791QO400S3  Foruiards    IE    Info   Notice   79-H-U     "Froren   Lines."    No    action 
required. 
KEPPLER,  J.  0.  Rogion   3,     Chicago,    Office   of    the    Director.        79/09/27, 


7910020752   Notification    of    791016   meeting    u/util    to   discuss    proposed 
radiological    Tech    Specs    t<   off&ite    done    calculation   model 
VISGIN&.Q.  Operating    Reactors    Branch    1    (Pro   79IO30),       79/09/16. 

lp. 


7910S3OH60  Responds    to    IE  Bulletin   79-23,     "Potential   Failure    of 
Emergency    Diesel    Generator   Field    Exciter   Transformer."   Util 
hao    not    contracted    for    diesol    generators   ponding    NRC    review 
of    pile   placement   methodn-log  y. 
SHPRB.E.M.       Northern    Indiana    Public    Service  Ca.       79/09/27.        lp. 


79101B0169  Notification    reichoiJuH  ng    791014  meeting    ui/util    to    revieu 
prapo»od    radiological    effluent   Toch   Specs   6   GPfsite   Cose, 
Calculation   Manual , Mon t 1 ng   mill    bo    held    791023. 

VISHINO.O.  Operating    Reactors    Branch    4    (Pre    79103O),       79/09/1B. 

Hpp. 


7910170253  Formards    IE    Info    Notice   79-35.     "Reactor    Trips   at   Turkey 
Point   Units   3  &   1. "   No    action  required. 

K.EPPLER,  J,  G.  Region    3,     Chicago.     Office    of    the    Director.         79/10/O1, 

lp. 


7910O3<IBS6  Hotif ication    of    771004  mooting    ui/utll    to    discuss    lemp 
variation    in    hot    legs    of    reactor    coolant    aus, 

VISBIN8.  O.  S.  Operatine   Reactors    Dranch    4    (Pro    791030),       79Y09/2O, 

lp. 


79101B0626   Foruiarda    IE    Info   Notice   79-24,     "Qverpresiur  i  la  tion    of 
Containment    of   PUR   Plant    After   Main    Bteara  Line   llreak,"   No 
action   required. 

KEPPLER,  J.  0.  Region   3,    Chicago,    Office   of    thD    Diroctor.        79/10/01. 

lp. 

7910310404   Foryards    Revision   2    to    IE  Bulletin   79-13,    "Cracking    in 
Faeduiater    Sys   Piping."    No    action   required. 

KEPPLERiJ.O.  Rflgion    3,     Chicago.     Office    of    the    Director.        79/10/19. 

IP- 

R.     Periodic    operating    reports    i  related    correspondence 

7910110333  Forwards    luell    chart  B,  Dai  1  ly    uiclls   u/o  recorders,  ponil    level*, 
tc    pneumatic    pressure    transducers    for    79O91H-19  tt   mator  meter 
T»adinoa    for   790917. 
•      BQHNiR.J.       Northern    Indiana   Public    Service   Co.       79/09/2B.       35pp, 


791004030B  R&apOTida    to    NRC    790723  t,    090S   ronuestg    For   amends    re 
sBConilartf    uater    chemistry    monitoving    &   control    program. 
Praaent    program    &   Tech    Specs    on   steam    gnnorator    tube 
laakage   ti    inaervice    in«p    are   eufficienl. 
TRIMBLE,  D.  C,       Arkansas   Pouer  t,  Light   Co.       79/09/20.       Spp, 

791O190SBI    Grants    relief    from  ASME  Bection   XI    pump    tt  valve,    inservlcfl 
testing    rBq.girBmentB    pending   completion    of    detailed 
NHC    revUtu    of    util    7BO&13    subml ttnl.  FR    notice    end. 
REIDjR.  W.  Operating    Reactors   Branch    4    IPre    79 J 030).       79/07/21. 

3pp. 

— 7910150361    PR   nn-tlce    granting    relief, on    interim   banis    pending 
completion    of    detailed    revieu, from  ABME  Section    XI    pump    & 
valve    requirements. 

REID.Ft.  W.  Operating    Raactore    Branch    4    (Pre   791O30).       79/09/21. 

Hpp, 
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/9I011O434   Notifies    that   error   of  O. 0027V.,     discovered    in    CPC   sgs 
lOftuear    (Turing   CPC     task    force    site    audit, will    bo    changed 
at    next    software    re  vision.  Errar    results     in    imp  leraentati  on    of 
data    bite    value   of    365.  BIX    design   average   as   365.  8X. 
TRIMBLE.D.  C.        Arkansas   Pouer   fc   Light   Co.        79/10/03.       3pp. 

791O230305    Requests    proposed    schedulo    fnr    completing,    evaluations   £.   mat 
of   Tech    Specs   required   by    license   condi.t  ions.  Li  st    of    items 
to    be    resolved    end, 

HEID.R.W.  Operating   Reactors    Branch    4    (Pro   791030),         79/10/04. 

3pp. 

7710220443    Discusses     limited    boron    dilution    incident    at    operatim    PWI1 
fac  1 1  itg.  Requests    analysis    of   potential    for   &   consequences 
of    boron    dilution    accident    based    on    conservative    assumptions 
consistent    in/Facility    design   t<   Tech    Specs. 

REID.  R.  U.  Operating   Reactors    Branch   A     (Pre    791030).         79/10/09. 

3pp. 

7910160326    Notifies    that    specific    concerns    of   NRG    79QBOQ    1  tr    re 
adequacy    of    station    electric    distribution    sys   voltages 
mere    addressed   during   NRC  review  of   790916   inc i dant. Bine e 
review   found    lys    acceptable,  no    further   response    necessary. 
THIHHLE,  D.  C.        Arkansas   Pguier    !,   Light   Co.        79/10/08,        lp. 


7910010001    Forwards    IE   Circular    79-18,     "Proper    Installation    of    Target 
Rock    Saf  etu-Hel  i  sf    Valves.   "    No    action    required. 

BEVFUIT.K.  V.  Region    4,     Dallas,     Office    of     the    Director.        79/09/1O. 

IP. 

7910030617  Accepts    delay     in    eubmittal    Df    Final    reply    to    IE   Bulletin 
79-O3  ao   reo.uest.ed    in    79O331    Itr, 

MADSEN^G.L.  Region    4,     Dallas.     Reactor    Operations    Nuclear    Support 

Branch,       79/O9/1Q.       lp. 

—  7910030653    Requests    dotoij     in    aubmittal     of     final    reply     to    IE    Bulletin 
79-03   until    ut  i  1    has    chance    to    review    forthcoming    bulletin 
revia  Ion. 
TRIMBLE,  D.  C.       Arkansas    Power    J.    Light    Co,        79/OB/31  .         lp. 

791100303Q2  Forwards    IE  Circular   79-19.     "Loose   Locking    Devices    on 
Innersol  1-Rand    Pump    Impellers."   No   action    required. 

SEYFRIT.K,  V.  Region    4.     Dallas,     Office    of    the    Diroctor,        79/09/13. 

IP- 

7910120191   Forwards    IE    Info    Notice    79-22,      "Qualification    of    Control 
&ys.  "  No   action  required. 
BEVFRIT.K.  V.  Region    4,     Dallas.    Office   of    the    Director.       79/O9/'Jfl. 


791022O479   Requests    submission    of    Class    I    amend/approval     fe 
safeguards    contingency   plan  within   15  days. 
MILLER, U.O.  License    Fee    Management   BrancH,        79/10/O9. 


lp. 


7910S90/10B  BequBsts   preparation  of    snlid  waste   process   control    program 
'.,  Tech  Specs  which    discuss   solidification  of  uaiite. 
REID.R.H.  Operating   Reactors    Branch   4    <Pre   791030).        79/10/09. 

3pp. 

7910190304   Forwards    responses    to   NUC   79D913    Itr.  Items    in     Itr    f-   NUUHO- 
037 B   are   valid  !<  appropriate    to    increase    safety    margin    at 
faci  1  i  ty..  Proposes     two   outages    in    series    for    each    unit, 
CAWNAUQH.H.       Arkansas  Pouior  !.  Light  Co.       79/10/17.       33np. 

7910230246   Forwards    commontB    on   NUREQ-Q57B,     "TMI-2    Lessons    Learned     lash 
Forte    Status    Rept    &  Short-Term  Recommendations.  "    Wtil   -will 
be    in    compliance    by,    May    1980. 
CAVANAUGH.H.        Arkansas   Power   !.   Light   Co.        79/10/17.        32j>p. 

7910310320   Discusses    containment    purging    during    operation.  Utt  1     is 
satisfied   tij/hases    for  proposed   Tech   Specs   to   limit    purging 
during    operation    to   no  more    than  90-h/yr. 
TRIMBLE,  D.  C.       Arkansas  Pouier  &  Light  Co.       79/10/E5.       i>pp. 

Q.     Inspection   reports,     IE  Bulletins  4  correspondence 

79100105B6  Requests    90-day    eitension   to   complete    insps   required    in 
IE   Bulletin    77-13-     "Cracking    in   Feeduater    Bus   Piping,"     in 
order    to   complete    pouier   ascension    testing   ui/o   shutting    down 
to  perform   n  lamina  t  i  ons. 
TBIMDLE,D.  C.       Arkansas  Power  ti  Light  Co.       79/QH/K1.       app. 


79102H0217  Witli-dreuiu    requests    for   90-day    oitensiun   nf    limps   required    by 
IE  Dullottn    79-13.  Insp    mill    be    performed    during    current 
unscheduled     outage. 
THIMBLE:,  D.  C.       rtrkansas    Pnuier  &  Light   Co,       79/09/14.        lp. 

771012019-3  Forwards    IE  Circular   79-20,     "Failure?    of   QTE   Sylvania   Relay, 
Typo   PM   Bulletin    7303,  Ca  ta  1  09    5U13-I1-AC    ui/120   Volt    ac 
Colk."    No    action    required. 

SEVFRIT.K,  V,  Region     4,     Dallas-     Office    of    the    Director.        79/O<7/34, 

lp. 

791001;07IJ2  Ack    recoipt    of    790914    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in     IE    Insp    Repto    30-313/79-15    li 
90-36B/79-13, 

MAD3EN.O.L.  Rngion    4,     Dallas.     Reactor    Operations    Nuclear    Support 

Branch.       79/O9/26,       lp. 

—  7910090794   JloapondR    to    NJtC   770924    Itr    re    violations    noted    in    IE    Inop 
Repto    30-313/7V-15   b    BO-3AB/79-13.  Coi-roc  ti  ve    aqtionE: 
BS  tab  lishmont   of   rcqua  1  i  *  icatl  on   schedulu    for    licensed 
operators    tt   dnnual    performance    ovaluot  ion. 
THIMBLE,  D.  C.       Arkansas    Pamor   d  Linht   Co.       79/09/14.        2pp. 

791011016'?  Forwards    IE    Info    Notice   79-23,     "Emorgoncy    Diesel    Generator 
Luho    Oil    Coolors,"    No    action    required. 

SEYFRIT.H.V,  Region    4,     Dnllns,    Office    of    the    Director.       79/09/2t. 

lp. 

71?10100031  Foviuards    IE    Bulletin   79-24,     "Froion    Linns."    Action    required. 
3EYFniT,K.  V,  Renion    4.     Dallas,    Office    of    tlio   Director.       79/09/37. 

lp. 


79100907A1    Forwards     I£    Insp   Repta    SO-313/79-1S   !,   50-3A9/79-13   on 
79070B-0809  t   notice    of  violation. 

MADSEN.O.L.  Region  A,    Dallas.    Reactor   Operations  Nutle-ar   Support 

Branch.        79/OB/24.        2pp, 


—  791O09O7A3   Notice 
»  Region   4, 

79/OS/22,        lp. 


of    violation    Prom    insp    on   7  90708  -000  9, 

Dallas,    Reactor   Operations  Nuclear  tiunport  Urancli. 


—  79100907^3    IE    Insp    Rept    50-313/79-15   (<   50-36B/'/9~13    on    790700-0009. 
Honcomplianee  notadino   requalif  ication   training    schedule    for 
Hcensetf   operators, 

JOHNBON-  H.  D.  ,     BPflNGLER,  R.  G.  ,    UE8TER1W,  7.  P.  Region    1.     Dallas, 

QPFiee    of    the   Director.        79/08/22,        15pp. 

7910040636  Responds    to    IE  Bulletin  79-06C,    "NuclooT    Incident    at 
TMI    -  Buppl.  "    Intorim   action  required    in   3tem   1    implamEnted 
Rept   required    in    Items   243   submitted   790BE9,  Emer|jienc\| 
procBdure    traininu    to    be    conducted  uhen  guidelines    approved. 
TRIMBLE,  &.  C.       Arkansas  Pouier  ti  Light  Co.      79/OB/E7.       3pp, 


791O290021   Foruiflrds    IE    Inap    Repts    30-313/79-19   ?.    3Q-3t>B/7f-17   on 
790B27-31.  No    nuncompllance    noted.  Dotal  1  s    ulltlihelu 
(raf     10CFRS.  790). 

MADGEN.fl.L.  Rogtan    1-     Dallas,    llooctor   Operations    Nuclear   Support 

Branch.       79Y1O/01.       2pp, 

—7910290031    IE    Insp   Refits    50-313/79-19  &   50-360/79-19    on    790B27-31.Mo 
nonromp  1  i anc o    noted,  Major    areas    inspec  toil :  search    procedures, 
communications,  compensatory   measurm    !<   power    supply.  Dotai  Is 
withheld    (rof    IOCFRH.  790). 

CAl-DUELL.fi.  A.  flopion    4,    Dallas,    QPPico    of    tha   Director. 

HAD8EM,  0.  L  Roffioit    1,     Dallas,    Reactor    Operations    Nuclear 

Support   Branch.       79/1O/01.       lp, 

791O10009?  FDriuards    info   TC    potential   .inturae  tion   belween    nonBafoby- 
Brndo   sya   ti    Bafaty-flrado    a«a,iri   rosponsir    to    NRC    79O917    Itr. 
Reviau  has    not    identified    any    interaction, 
CrtWNAUGHiW.        Arkansas    Pnunr    t.  Light   Co.       79/10/03.       32pp. 

U.     Periodic    operating    reports    tt  rotated    co-rrespondonce 


7710040634  Responds    to    IE  Dulletin  79-02,    "Pipe  Support   0asi>   Plate 
Designs  Using   Concrete  Expansion  Anchor  Bolts."  Total   of    1O 
supports   u/aafutu.    factors    USB    than   tuo  mare   identified    as 
corr  acted. 
THIMBLE.  0.  C.       Arkansas  Pouer  &  Light  Co.      79/09/O3.       lp, 

7910030K63  .Respond.    CQ    IE  Bulletin  79-15,    ''Datp   Draft    Pump 

I,.,!."'       Thrae   Fairlla'"!  "of"  Model    2SHC  pumpn    in    use 
at  Unit    1    a*    svc  uat«r  pump*.  Three   Fairbant  Morse  Kodnl 
34HC    pumpi    in  use   at  Unit  2  ai   svc  water  pump  a 
TRIN&LE.D.C.       Arkansas  Pouer  J.  Lijht  Co.      77/09/06.       4pp, 


7910030406   Forward*    correction    to  monthly    operatina   rept    For   Aug    1977. 
rRIMDLE,  D,  C.       ArhonsaB    POUOT    (.  Light  Co.       79/07/24.       Hpp. 

7910170H39   Forwards   mnnthlij    operating    rapt    for   Sept    1979. 
rHIMHLE.D.C.        Arkansas   POIUBT   i  Light   Co.       79/10/12,        lp. 

— 7910170333  Monthly    oporoting    rept    for   Sept    1979. 

PENDEROHAFT,  R,      Arkansas   Pouior  (<  Light   Co.      79/10/1E.       5pp. 
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5.     Reportable    occurrenc  es,     LEFls    &    related    correspondence 

79100300B7    Summari IBE    significant    operating    events    7B07 19-790613   On  1 u 
abnormal    occurrence    UBS    on    7S0916:  e  li-ctrical    trip    at    Unit     1 
resulted    in    voltage    drop    which    <i  I  aconnec  ted    engineered 
safety    features    bus. 
VASSALLO,  D.  B.  Division    of    Project    Management.        79/09/07.        2pp, 

—7910030093   Notifies     that    safety    project    mg  t     for    facility     has    been 
transferred    to    Div    of    Operating    Reactors    Dranch    4. Forwards 
status    of    items    requiring    NRC    action    t.    organi  lat ions 
responsible    for   action. 
VASSALLO,  D.  H.  Division    of    Projoct    Management.        79/09/07.        SSpp. 

7910030419   Forwards    LEFIs    79-07B/O3L-0   t-    79-Q79/O3L.-0. 

TUMBLE.  D,  C.        Arkansas    Pnwer   S.   Light    Co         79/09/3A.        Ip. 

-- 7910030460   LEfi    79~Q78/Q3L-0: on    790H2B, refuel infl    water     tank     level 
indicator    road    2.T/.    lens    than   computer   point    indication. 
Caused    by    current     loop    opening    luhon     indicator    head    mas 
lifted. Resistor    location   corrected    &    indicator   cccalibr. 
BHIVELV.C.N.        Arkansas    Power    t,    Light    Cn.        79/09/S6.        Ip, 

--7910030169    LER    79-079/03L-Q:  on    790901.  containment    bldo.    nump    lovol 
Indicator   was    tnoperab  1  c.  Caus  ed    by    loss    oP   power    dua    to 
power    supply    being    inadvertently    switched    off, Pouter    supply 
mas   ra-energlled   tulthin    13-h    &   caution   cord   attached. 
SHIVELY.C,  N,        Arkansas    Power    t,    Light    Co,        79/09/£!6.         Ip. 

7910230307    Forwards    LERs    79-OSO/03L-O   t.    79-091 /03L-Q. 

TRIMBLEiD,  C,        Arfcansan    Pomoi-    '.<   Light    Co.        77/10/19,        Ip. 

—7910230512  LEU   79-OBO/03L-0:  on   790921 ,  ind  icat  ion    for    sodium  hu.!ro*idu 
addition    tank    discharge    valvH    2CV-SA67-2  uraa    lost.  Caused    by 
failed    power    supply    fuae.Poiuer    fuoe   uias    replaced    t<   control 
circuit    current   verified 
aHIVELY,  C.  N.        Arkansas    Pouier    «.    Light    Co.        79/10/19.        Ip. 


DOCKET   30-369    WILLIAM    0.     MCQIHRE    NUCLEAR    STATION,     UNIT    1 

A,     Application/cons  true*  ion    stage    documents    *•    correspond  ence 

7910S2027&  Requests    that    util    amend    FBAR    to    Include    proposed    secondary 
uatar    chemistry    program  uihich    mill    be    referenced    in 
condition    to    OL   &    mill    replaca    any    proposed    Tech    Specs    on 
secondary    water   c hami s try.  Motfel    license    condition    and. 
DAERpR.L.  Lisht    Water    Headers     Branch    S.        79/03/24.        3pp. 


79100110222  Forwards  request  t 
Westing Jic-usc  fuel  assemblio 
DrtER.R.  L.  Light  Water  Reactors  Branch  S. 


adtfl     info    re    guide     thimble     tube   wear    in 
79/09/11,        !3pp. 


7710090S11     Notifies     of    evaluation    of     facility    design    nor    Jieg    Ouide 
1.   1 17i  Rev!  sion    I.  Design    meets    requirements    ettept    in/regard 
to  main    steam    lines    eite-rnal    to   containmont   Si/or    re-Fuclinii 
ikiatsr    storage     tank    or    reactor    makeup    uatar    storago     tank. 
PARKER,  W.  O.        Duke    Poiuov    Co.        79/O9Y17.        3pp. 

7910090740    Raquests    addl     Info    re    possibility    at    main     steam    time    bread 
inside   containment    as    result    of   ovorpresiuri i ntlon    of 
containmerit    at    sites, 
BAER.H.L,  Light    Water    Reactors    Branch    3.        79/09/31.        ipp. 

791O010334    Focuarils    draft    of   rovtsod    procetfure    for    reactor    trip. 
Folloued    by    necesaary    mitigating    operator   actions    In   cwent 
trip   does    not    occur. 
PARKER,  W.  Q.        Duke    Power    Co.        79/09/23.        2pp, 

— 79100I03H7    Draft    of    revised   reactor    trjji    proce*uro 
<•      QukB    Power    Cn.       79/O7/S5.       1pp. 

7910010350  ForuarJs    util    respotiae    to    NRC   790BIS    Itr    roquoatinu    addl 
Info  re    refueling    water    storage1    tank    design    for-    facilitu, 
PARKER,  W.  0.        Dufcc    Poiuer    Co.        79/09/35,        6pp. 


-7910330510   LER    79-091  /03L-0:  on    790923,  turb  ine    driver    HK3    on    !ti>a 
driven    pump    2P7A    tripped    on    nverspeed, Caus ed    by   mater    in 
steam   aupply    header. Pump    casing    &   steam   header   wore    drained 
(<    trip    valve   react. 
PENDERORAFT,  R,       Arkansas   Power    t:    Light   Co.       'W10/W.       Ip. 


7910300193   Forwards    LER    79-OQ2/03L-0 

TRIMBLE.  D.C.        Arkansas    Pouior    ti    Light    Co. 


79/10/l.M.       1(1. 


—7910300199   LER   79-083/03l-~Q:  on   790922,  care    protection    calculator  C 
fal  led.  Caused    by    failure    of   reactor    coolant    pressure    speed 
Input.  Input    pulse    shaper    contacts    cleaned    !(   channel    C 
returned    to    svt. 
PENDERORAFT.  I),  A     Arkansas   Mower 


Light   Co.       79/10/^4. 


Ip. 


791031011B    ForuiardS    LERs    79~075/03X-  1.  79-083/03L-Or  79-OS4/03I  -0    E. 
79-08S/03L-0. 
TRIMBLE,  D.C.       Arkansas    Pouior  &  Light   Co.       79/IO/i;5.       In. 

—  7910310'1S4   LER   79-075/03X-1  ;  on   790B23,  during    Mode    1    op  orat  i  on,  data    link 
Prom  control    element    assembly    cluster    to   U    core    protoction 
computer    dropped,  rosul  6  ing    in    0    channel    tr  ipp  ing.  Caused    by 
failed    optical    amp  t  IFier.  Data    link    bias    repairud 
PENDERORAFT,  R,       Arkansas   Power   t,    Light   Co,       79/1O/3Q.       Ip. 

—7910310428  LER   79-Oa3/03l.-0:  on   7907S6,  during    Mode   a    op»rat  i  on,  Roif   4i 
dropped    four    times    to    lower    nloctrical    limit.  Cause  not 
stated.  Voltage    to   CEDM  grippor    coils    uaa    increased   b    roi! 
e>srcisod    BUccessfol  ly,  Control    e  1  Bment  assembl  y    realigned. 
PENPERQRAFT,  f).       Arkansas    Poiuer  ft   Light   Co.       79/10/29.       Ip. 

—7910310431    LER   79-OB1/Q31.-O:  dn   790927,  durinn    Moile  a   operation,  Control 
Element   Assembly   16   dropped    to    lower    electrical    )  Imi  t.  Cause 
not    stated.  Grippur   voltage   was    Increased    to    facilitate   rotf 
iul  thdraual  .  Rod   uiai    realigned    to    group    average. 
PENDERORAFT,  R.       Arkansas    Poiuor    (<  Light   Co.       79/10/23.       Ip. 


791O1QQ003   Requests    review    of  milestone    thart   !.    verification    tn 
writing    within    seven    days    tnat    all    applicant   action 
milestones    luill    OB   met. 
&AER.R.L.  Light    Water    Reactors    Qranch    2.        79/09/26.         3pp. 

791OlQnO'85    Supplements    790719   response    to    790703    F01A    request    by 
identifying    three    inso    repts    relative    to    raquest    re    Duke 

foyer    Co    proposal    to    transship    spent    Fuel    from   CJconee    plunt 
tu   McOuire    p  lant.  Documents    available    in   NJiC  PDH. 

FELTON.J.M,  Division   of    Rules    ard    Records.       79/1Q/01.        Ip. 

79101S053S   Responds    to    NRC    7909EA    request    for   verification   t,    correction 
of   response    dates    for    applicant    action    items,  forwards    list 
of    items    Lj/deacrijition    of    infn    to    be    suomitted    fc    date    infn 
will    be    sent. 
PARKER,  W,  D.       Duke    Pouer  Co.       79/10/03.       3pp, 

79IOH60H3  For-iuarda    request    fop   addl     inPn    re    equipment    qualification. 
Also    forwards    info   cop<]   of    iraft   NUREQ-OSSO,     "Interim  Staff 
Position    on    Environ  Qualification    nf    Bafety-Related 
Electrical    Eq,u ipiniint,  "    U/o    NUREO. 
DAER.R.L.  Llgnt    Water    Fteattnrs    Cranch    2.        79/1O/15.        7pp. 

791031041B   Requests    add  1    info    re    errors    generated    in    »team   nent-racor 
level    indication    sensors    following    hijh    ennrgg    pipe    break 
accidents    In  aide    c onta inraent. RequeatE    repcnse    by    771119. 
BAER.R.U,  Light  Water   ReactorH   Branch   a,       79/1O/15.       1pp. 

79102901B2   Hot  i  ficatiod    of    791030   meeting    w/iibll    h    Uoatinghouse    in 
Bothesila.MD    to    JlncuBs    constant    n(ial    offset    control 
procedure, 
DIUKEL.R.A.  Light    Mater   Reactors    tfrancli    S.       79/lO/lt.       3pp. 

7910290439  Requests    »ubfnlttol    of    schedule    for    QL   application    amend    re 
Implementation    of    near-term    followup    action*   relatad    to   TM1 
accident. 
DAER.R.L.  Light  Water   Reactorn   Branch    B.       79/10/17,       3pp. 


-791031043-1   LER   79-OB5/03L-0:  on  790923,  during    Mario   S   operation,  refuel  ing 
mater    tank    boron    concentration    was    1,703  pp-mb.  Caused    by 
calculation    based    on    boron   concentration    taken    prior    to 
luffielent   mi»ing.  Qperatins    praceduros  ruvi*ed, 
PBNDERORAFT, R.       Arkansas   Power   t,  Light  Co.       79/10/25.       Ip. 


7910310033  Accepts    (ireservlca    exam   of   Unit  1    iteam    genoratnn.  Reiguvsta 
•completion   of    preservice    exam   of   Unit    3   steam   gonarators, 
0AER.fi. L.  Light  Hater    Reactors    Branch   3.       79/IO/22.       3pp. 

791O3002O4    Responds    to   NRC   790921    request    for    add!     Info   re    potential 
ovBrar«i»uriiatio«    of    containment    in    ovont    of    main   steam 
Une   break.  Auxiliary    feeduatar    *g*   will    be   jctuntsil    after 
•  loam   line    braak.Floui   charts    encl. 
PARKER. M.  Q.       DuliB    F-ouier   Co.       79/10/3B.       9pp. 
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7910300300    Forwards     description    oF    facility    program    to    monitor 
control     secondary    water    c  hemi s try.  Program   ujj  1 1     provide 
adequate    assurance    of    steam   generator    tube    integrity. 
PARKER, W.  Q.        Duke    Poiuer    Co.        79/1O/25          12pp 


F.     Security,     medical.,     omergencij    !t    fire    protection    plans 


791Q16Q3B2   FoTuarifE    modified    amended    security    plan. Revi sion   6. 
withheld     Iref     IOCFH2.  790) . 
PARKER.W   Q.        Duke    Pcuiei'    Co          79/10/1P          lp. 


0.     Acf judlcatory    correspondence 


7I?lOia029fl    Board    notif  i  c  at  i  on.:  containment    marains    In    lew    condenser 
plants.  NHC    790716    memorandum   'j    ontl    memoranda    should    be 
forwarded     to    all    par  t  i  as.  »i  str  i  but  lun    list    also    oncl. 
VAHQA,S.A.  Assistant   Director    For   Light    Water    Reactors.       79/09/30, 

5pp. 

--7910130300    Discusses    containment    margins    io     ice    condcnaur    (I  lantn.  Pea  fc 
pressures    in    proposed    plant    are    double    capability    of 
containment    d  esigti,  Knowl  edgeab  lo    groups    should    review 
problem. 

KELQER.C.  N.  Assistant    Director    for    Advanced    Reactor    Safety 

RB search,       71/Od/OA.        lp. 


7710170725    Forwards    IE    Info    Notice    79-24,     "Overpressuri  lati on    of 
Containment    of   PUB    Plant   After    Main    Steam    Line    Oreak. "    No 
action    required 

O'REILLY,  J.  P.  Region    3,     Atlanta,     Office    of     the    Director. 

79/10/O1.        3pp. 

7910230264    Responds    to    IE   Bulletin    79-12,     "Short    Period    Scramg    at    BWJI 
Facilities."    Info   uill    be    available    by    791130. 
PARKER,  U.  O.        Dutte    Poitur    Co.        79/10/01.        lp. 

7910350500   Responds    to    790321     Itr    on    uti 1    action*    following     I£ 
invest  iga  ti  on    of    facts    ft    statements    maoe    re    hypothetical 
cask    drop     (rail    cask)    accident    analyst s.  Find ings    indicate 
no    matl     false    statement    madei  however.  FEAR    should    be    revised. 
THORNBURQ.H.  D.          Division    of    Reactor   Construction    Inspection. 
.   79/10/01.        lp. 

— 7910350321    Notifies    that    IE    Inap    fleptu    30-369/70-20   fc    SO-370/7S-1S    du 
not    contain   proprietary    info. 
PARKER,  W.  Q,        Duke    Pouier    Co.        79/OB/3I.         lp. 

—7910350531    Responds     to    NUC    79OSO1     Itr    re    revisions    to    FSAR    to    indicate 
c ons i derations    made    to   preclude    antrg    of    spent    fuel    shipping 
cask    into    spent    fuel    pool    6   measures    taken    assuring    accuracy 
of    info    provided     to    NRC. 
LEE,  H.  S.        Duke    Poiuor    CD.        79/08/21.        2pp. 


— 7910120304    Discusses    potential    board    no bi fixations   ro    containment 
margins    in    Ice    c  onden&er.  NRC   790  d  06   board    notification    Is 
sufficient    until    definitive    revistnns    to    license 
requirements    established. 

VARGA,S.A,  Assistant    Director    For    Light    Hater  fleactors. 

79/07/13.        lp. 


-7910250530   Forwards     IE     Insp    Repta    30-3fa9/7B-30    fc    50-370/7B-15    on 
730411-13,0503-05,0706-28,0910-11,1100   f<    1205-Oi.  No 
noncomp 1 iance    noted.  < 

LQNO.F.  J.  Region    S,     Atlanta.     Office    of     the    Director.        79/OS/07. 

2pp, 


Q.     Inspection   reports.     IE   Bulletins   It   corr  espond&nco 


7910030576   Forwards     IE   Circular    79-19,      "Loose    Lotting    Devices    on 
Ingersoll-fland    Pump    Impellers.  "   No    action  required. 
O'REILLY,  J. P.  Region    2,     Atlanta,     Office    of    tfin    Director. 

79/09/13.         lp. 


— 79I0250S41    IE    Insp    ReptE    50-369/79-30   &    50-370/7H-15    on    7H0111-13, 
0303-05,0706-38,0910-11.1108    t.    1  SO5-O6.  Mn    none  ump  1  ianco 
noted. Mnjur   areas    inepoc ted :  incorrec t    statements    by    util    ru 
cash    drop    accident    analysis. 

ANWABT.M.V.,     THDHPBOM.D,  Hog  i  on   3,     Atlanta,     Office    of    tho 

Director,        HUNT,  H.  D.  Region    3,     Atlanta.     JJeactor    Conutruction    (- 

Enjinoering    Support    Branch.       79/OB/07.       3Spp. 


7909HB0150  Forwards    IE  Notice    79-21,     "Tranaportat i on  &  Commercial 
Burial   of   Radioactive   Matl.  "    No    action   required. 
O'REILLY,  J.  P,  Ruoion    2,     Atlanta.     Office    of    the    Director. 

79/09/14.        lp. 

79I002O124    Ack    receipt    of     IE    Insp    Ropts    50-3t9/79-ZB   t.    IJO-37O/79-16    un 
79GBOB-1O.  No    proprietary     info. 
PABKEn.W.  0.        Duke    Pouier    Co.        79/07/14.         lp. 


77102-10561    Ach    receipt    of    IE     Inap     ncpt    50-369/79-31    on    790829-30.  No 
propr  i  otarij    inFo 

R.  W,  D,       Duke   Poiuor   Co.       79/1O/11         lp. 


7910340571     Foruordo     IE    Insp    Rept    50-369/79-31    on    790829-30.  No 
noncompl  iance   no  tod. 

LEWIS,  R.  C.  Region    2,     Atlanta,     Kcactor    Operations    Nuclear 

Support    Branch.        79/O9/19.        2pp. 


7910030427   Forwards     !E    Itisp    Repts    BO-36'7/79-2Q   t<    50-370/79-16   on 
790B09-10  No    noncomp  1  iancp    noted. 

MURPHY,  C,  E.  Reelon   2,     Atlanta,     Reactor-   Construe  t  ion   fr 

Engineering    Support    Branch.       77/08/82.       £pp 

-7910020431    IE    Insp   Rep.ts    SO-369/79-SO  J.   30-370/79-16   on   79060B-10.  No 
noncomp  liante    not«d.  Major    aroan    (ni.pectoil:liconsee 
i  dent  if  led    i  terns,  unresolved    i  terns*  staisd&y    ahutdotun    uija    & 
equipment    con  trol. 

DRVANT.  J,  C.  Region   2,     Atlanta,     Dnactor    Conn  true  t  ion   ft 

Ensineering    Support    Oraneti,       HUNT.  M.  1).  Hegion    S,    Atlanta,    ufficr 

of    tho   Director.       79/OB/3H,       ^pp. 


—  7910240SS1     IE    Inap    Rept    50-369/79-31    on    79OSH9-30,  No    noncomp  1  inticn 
nptod-.Mnjor   aroas    inspec  ted:  preoperat  ional    test   program 
status   t.    plant    conot    status. 
DnNAT.T.J.,    DYER,  J.  A.  (logiDn    3.    Atlanta-    Office    oP    the    Director. 

QWINETT-P,  T.  (legion   2.    Atlanta,    Reactor    Operations    Nuclear 

Support    Branch.       79/O9/17.       3pp. 

fi,     Ropartalile    accurroiiccs.    LEIIs   !<    related    correspondence 

7910020901    FaruiariK   deficiency    rcpt    re    stoom   generator   uator    level 
mnanuretiiDnt    6i/a    errors, 
PARKER,  W,  0,       Duke   Power    Co.       79/08/B4.       lp. 


7910110239  Forwards    IE    Info  Notice    79-33,     "Qualification    of    Control 
SUB,"   No    action    required. 

O'FIECLLV,  J.  P,  Ragion   S.    Atlanta,     Office   of    tho   Director. 

79/09/17.       lp 

7910110093  Forwards   reeflonsc    to    IE   Bulletin   79-13.  Uovis  ion    l.Pri(|inal 
radiographic    test   of  main    fcoduialcr    noulo   to    pipe   well 
provides  accurate   baseline    for    comparison    of    any    subsunuunt 
inap. 
PARKER,  W.  0.       Dude   Pauier    Co.       79/09/19.       ffpp, 


—  7910020504    Interim   deficiency    ropt    ro    steam   generator   uiater    level 
measurement    IIJB    errors.  Final    rept   luill    be    foruarilud    upon 
completion    at    generic     invostigation   underway    by 
tip  sting  house. 
PARKER,  W.  0.       Du<ko   Power   Co.       79/013/31.        Jp, 

7910030306  Forwards    significant    deficiency    ropt    re    Barton    difforontial 
pressure    trnnami  ttal     inaccuracy. 
PARKEFl.  W.  Cl,       Dukv    Power    Co,       79/OB/24.       lp, 


7910040163  FaruardB    IE    Info  Notice   79-23,     "Emergent  v    Dieael    Oenorattir 
Lube   Oil  Coolora."    No   action    renuirHiJ. 

O'REILLV.J.P.  ffeglon    2.    Atlanta,     Office    of    tho    DlrDCtov, 

79/09/B6.       S?p, 


—  7910020510   Significant    deficiency    rapt   ro   Carton    differential    pmsture 
transmitter    inaccuracy.  Suven    DnrtDn  Lot    1    differential 
pressure    transmi  tt-nrfi    having    potential    positive    inaccuracies 
in    OICDIE    of    10K  will    bp    returned    to  manufacturer. 
*      Duke    Powor   Co,        79/QB/21.         lp. 


7910190350  Forward,    IE  UulUtin   79-Sfl,     "Froien   Line*.  "   Action 
re<tulred. 
79/69/27' J' o'  fie-9fon    a'    Atlanta.    Offico   of    the    Director. 


DOCKET    50-370   WILLIAM   0.     MCGUIRE   NUCLEAR    STATION,     UNIT    a 

A.     Application/construction   stage    documents    fr    correspondence 


7910170313  Forward.    IE    Info   NotUe   79-55,     "Reacfeor    Trips    at    TurUu 
Point   Units  3  B-1.  "    No   action   required. 

l21  RB9*on  2-    Atlanta,    Dffleo   oP    the    Director. 


79102B027&  Roquosti    that    util    amend    F8AR    to    Include   proposed    secondary 
uiatur   chemtstrg    program  which    mill    be   referenced    in 
condition    bo  DL  &  ulll    replace    any    proposed    Tech    Specs    on 
tecondary    water    chemi stry. Model    license    condition   encl. 
DAIiFl-n,L.  Light  Water  Reactors    Branch   S.       79/Ga/S-l.       Spp, 
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addl 


DAER,R.L. 


Light    Water    Reactors    Oranch    2.        79/0?/ll.        8pp. 


791009081,    Notifies    of    evaluation    of     facility    design    per    Reg    Guide 
1.   117, Revision    1. Design    meets    requirements    except    u/regard 
to    main    steam    lines    e.torna!     to    containment    ft/or    refueling 

BAOUCDM   ^age    tant    °r    reactDI'    makeup    water    storage    tank. 
PARKER.  N.  O,        Duke    pnluev    Co.        79/09/17.        3pp. 

"I^T?71*0   "f""^3*3    ai)<fl     inf°    T*    Possibility    of    main    st^am    line    break 
inside    containment    as    result    of    ovurprcssuri iation    of 
containment   at    sites 
BAER.R.L.  Light    Water    Reactors    Branch    2.        79/09/21.        ipp. 

"iH?}0^    r°rluardfi    drflft    "f    r^ised     procedure    far    reactor    trip, 
fallowed    by    necessary    mitigating    operator    actions    in    event 
trip    does    not    occur. 
PARKER.  W.  D.        Duhe    Power    CD         79/09/25.        Sep. 

-7910010327   Draft    of    revised    reactor     trip    procedure 
-      Duke    Pouor    Co.        79/09/25.        1pp. 

7910010350   Forwards    util    response    to   NRC    790915    Itr    roquostir.0    addl 
in^Q    re    re  fueling    uat  er    atoraqe    tank    deslnn    Pnr    fnr  i  i  i  *H 
PARKER,  M.O.        Duke    Pnuler    Co.        79/O9/25.        6pp.  fflclllta 

7910100002   Requests    review    of    milestone    chart    t.   verification     in 
ur    ting    within    seven    days    that    all    applicant   action 
milestones   mill    be   met. 
BAER.R.L.  Light    Water    Reactors    Branch    2.        79/09/2A.        3pp. 


™       R"5°r"    to    NRC    790926   Ttqui.t    for    verification    fc    correction 
of    response    dates    for    applicant    action     item.,  forwards    li,-.t 
of    items   u/descrlption    of    info    to    be    submitted    t,    date    Info 
uiill    bo    sent. 
PARKER,  W.  D.        Duke    Pouor    Co.        79/1Q/UFJ.        3pp. 


n  :    request    for    addl     info    re    equipment    q,,al  i  Fi  cation 

Also    forwards     info    copy    of    draft   NUREG-05S8,     "Interim   Staff 
Position    on   Environ   Qualification    of   Sa-f  etu-Rclated 
Electrical    Equipment.  "    W/o   NUREO. 
DAER.n.L.  Light    Water    Reactors    flranch    2.        79/10/15.        7pp. 


7910310415  Requests    addl    info    re    errors    nonerated    in    steam   gem 
level    indication    sensors    following    high    energy    pipe    break 
accidonts    inside    containmant.  FlequcEts   reponse    bij    791119 
BAER.fl.L,  Light   Water   Reactora    Dranch   a.       79/10/1D        flpp 


7910990152    Notification    of    791030   meeting    u/util    &    Wea  tinohouse    i 
uctheBdo.MD   to   diBcuss    constant   axial    offset    control 
procedure. 
niRKEL.fl,  A,  Light    Water    Reactors    Dranch    2.        79/10/le..        ^pp. 


2WW39    Rjqu.itj    submittal     of    schHd«le    for   OL    application    amcnd    re 
plomontation    of    near-term    follouiup    actions   relatEif    to   TMI 

Light    Water    Reactors    Dranch    i!. 


im 

accident. 

DAER.R.L. 


79/10/17.        3pp. 


7910310053   Accepts    preservico    e»am  of   Unit    1    .team    generators,  Hequer.ts 
complotion    of    preservice    piam  of   Unit   2    steam   generators 
BflER.R.L.  Light   Water   Reactors    Dranch   3,       79/10/32.       3pp. 

7910300304   Responds    to    NRC    790931  .renuest    for   addl    infg   ro    potential 
ovorprosauriiation    of    containment    in    event    of  main    steam 
line    breaj.  Auiil  i.irij    Feodyater    sya   mill    bo   actuated   after 
steam    line    break.  Floo;   charts    end. 
PARKER,  W.  0.       Duke   Power   Co.       79/1O/H5.       9pp. 


—7910130300    Discuses    containment   margins     in    ice    contfensc-r    plants   Peafc 
pressuros     in    proposed    plant    are    double    capability    of 
containment    design.  Know  I edgeab IB    groups     should    review 
prob 1  em. 

KELBER.C.N  Assistant    Director     for    Advanced    Reactor    Safety 

Research.        79/Oii/O4.        lp.  v 

—7910120304   DiscusseE    potential     board     notifications    re    COT.  tainment 
margins    in    ice    condenser . NRC    79060&   board    notification    is 
sufficient    until     definitive    revisions    to     license 
requirements    established. 

^1^',^A  Assistant    Director    for    Light    Water    Reactors. 

/T/O7/ 1  3,          1  p , 

0^    Inspection    reports,     IE    Dulletina    6   t orreapondenc e 

791002037&    Forwards     IE   Circular    79-19,     "LooIE    Locking    Devices    on 
Ingersoll-Rand    Pump    Impellers. "   Ha    action    required 

™?™*;^lJlPl  ffegton    2,     Atlanta,     Dfflco    of    the    Director. 

/T/UT/LJ,          lp. 


50-369/79-28   t,    50-370/79-16   on 
.         lp. 


™™ 

790BOB-10.  No    proprietary     info, 

PARKER.  W.  tl.        Duke    Paiaar    Ca         79/O9/14. 


7910020427    Forwards    IE    Insp    Repts    SO-3i9/79-2O   E.    5O-370/79-I6   oil 
79080B-1O.  No    ngncomp  1  lance     noted. 

MUflPHV.C.E.  Region    2,     Atlanta,     Reactor    Cans  truct  i  c-n    a 

Engineering    Support    Branch.        79/03/23.        2pp, 

7910020431     IE    Insp    Repts    50-369/79-28   &    90-370/77-16    on    79OSOa-10   N» 
noncnmpl  lanes    noted.  Majov   areas    itispec  ted:  1  i  cansee 
identified    t  terns.  UTIPOBO]  ved    i  tcma,  standby    shutdown.   GUS    & 
equipfnpnt    control. 

BRYANT,  J.  c.  Region    2.     Atlanta,     Reactor   Coriotruc  I  ion    !. 

Enoineoring    Support    Branch.       HUNT,  H.  D.  Region    a,    Atlanta,    Office 

of    the    Director.        71/Q3/3S.        fl-pp 


791011023B    Foriuards     IE    Info   Notice    71-33 
Bye.  "   No    action    required. 
O'REILLY,  J.  P.  Region    S,     Atlanta,     OFFic 

79/09/17.         lp. 


'Guali f icat ion    of    Control 
of     the    Director. 


7910190252  Forward*    IE   Bulletin   79-24,     "Froien  Lines. "    Mo    action 
retiuirad. 
O'REILLY,  J.  P, 
79/09/37.        2pp. 


Region   S,    Atlanta,     Uffice    at    the    Director 


7910170213   Forwards    IE    Info  Notice    79-25,     "Reactor    Trips    at    Turko,. 
Point  Units    3   6   1.  "    No   action    required 

O'REILLY.J.P,  Region    2,     Atlanta,     Office    of    the    Dlrc-ctor 

77/10/01.       2pp. 

79101707S5  Foruar.15    IE    Tnfo   Notice   79-21,     "Overpressuri  i  ation    o-f 
Containment    of    PWR  Plant    After    Main   Steam  Line    Great."    Mo 
action  rBquirud. 

'P'  RB9lon   s'    Atlanta,     OCfics   of    the    Dlrertur, 


7910230264   Resp-onds    to    IE  Bulletin   79-12.     "Short    Period   Bcram*    at   GWF1 
FacilitiBB,  "     Info    uilll     be    available    bg    791130 
PARKER,  W.  0,       Duke   Power  Co.       79/10/1)1.        lp. 

7910B50500    Respond*    to   790021     Itr    on    util    actions     Pollouing     IK 
Investlsfltion    of    facts    &    statements    made   re    hypothetical 
cask    drop    (rail    cask)    accident    analy  Bis.  Fi  nding  »    Indicate 
no   matl    false    statement    made/  however,  FBAfl    should    be    revised 

'  Hi  Dl          •Div'  =  i'"i    of  Reactdr    Construction    Inspection. 
1  p  , 


7910300300  Forwards    description   of    facility   prooram    to    monitor    t, 
control    secondary    mater    chemistry.  Program  ui 11    providn 
adequate    assurance    of    steam   generator    tube    intenritu 
PARKER,  W.  a.       Duke   Power   Co.       79/10/35.        12pP. 

F.    Security,    medical,     emergency    &    fire    protection   plans 

7910160202   Forwards   modifiod    amended    socuritu   plan.RevUion  4  Plan 
uithhBld    (ref    10CFR2.  790). 
PARKER,  W.  Q.       Duhe   Pauigr   Co.       79/10/IH.       lp. 

0,    Adjudicatory    corraspondence 

791012029-1   Board   notifi  cat  ion:  containment   margins    in    ice   condenser 
plants.  NRC   790716  memorandum  (•  oncl   memoranda    should    be 
faruiardod    to   all    parties.  Distribution    list  also    end. 
UAROA,  3.  A.  Assistant   Director    for   Light  Hater  Reactors        79/08/30 

5pp. 


-7910230321    Notifies    that    IE     Insp    Hepts    50-367/7^-20    8c   50-370/7Q-1Q   do 
nnt    contain    proprietary    info. 
PARKER, H.  Q,        Dufce.    Pouor    Co.        79/08/31.         lp, 

-7910230531    Responds    to   NHC   79OS01    Itr    re   revisions    to   FSrtR    to    indicato 
considerations    mafle    to    preclude    entn/    of    apnnt    PUB!    nhlpping 
cask    into    gpcnt    fuel    pool    tt  measures    tak.cti   assuring   accuracy 
of    Info    provided    to   NRC. 
UEE.W.S.       Duke   Pouer   Co.       79/OB/ai,        Spa. 

"79™50S3S   Forluat'dB    IE    J»sp    Ropts    50-369/78-30  &    50-370/7B-1B   on 
7B011 1-13,  OS03-OS,  0704-3B.  0710-11.  1103  &    1305-06.  No 
noncompllance    notid. 

LONQ.F.J.  Rag  ion    2.    Atlanta,     Qpfito    of    the,    Director.       79/00/07 

2pp. 
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—7910250544    IE    Insp    Septs    50-369/79-3O   t,   50-370/73-15    on    7H0411-13. 
0303-05.0706-28.0110-11,1109   8.    1505-06. No    nnnconpl  iance 
noted.  Major    areas    inspected:  incorrect    statements   by    util    re 
cask    drop    accident   analysis. 

ANNA9T,  M.V.i     THOMPSON,  D.  Region    a,     Atlanta.     Office    of    the 

Director.       HUNT,  M.  D.  Reflion    S,     Atlanta,    Reactor   Construction  E. 

Engineering    Support    Branch,        79/OH/07.       30pp. 

7910230471    Act    receipt    of    790924    Itr  informing   NHC    of    steps    taken    to 

correct    violation   noted     in    IE    Insp  Hept    30-370/79-13. 

MURPHY,  C.  E.  RaoiDn    3.    Atlanta.  Reactor  Construction    t.   Engineering 

Support    Branch.       79/10/16         lp. 

—7910250-479  Responds    to   NRC  790839    1  tr   re   violation   noted    in    IE   Insp 
Rapt    50-370/79-15.  Corrective    act  i  ant:  proper    receipt    imp    of 
modi  find    level    sensors  uias   conducted   t>  yielded    acceptable 
resul  ta, 
PARKER,  W.  D.       Duke  Power  Co.      79/O9/34.       3pp. 

— 7910250"JB3   Forwards    IE     Insp    flept    9O-370/79-15   on    790BOB-10   t   notice    of 
vio  la  t  ion. 

MURPHY,  C,E.  Rag  ion   2,     Atlanta,     Raac tor   Construction    !< 

Engineering    Support    Branch.      79/OB/29.      2pp. 


-7910330486   Notice    oP   violation    from    tnsp    on    79080B-10. 

*  Region    2.    Atlanta.     Office    of    the    Director.        79/08/27, 


lp. 


-7910250*91    IE    Insp   Rep  t    50-370/79-13    on  790BOB-IO.  Nanuomji  1  ianc  a    notad: 
receiving    inap   prior    to    installation  uaa   not  performed. 
GIBBONS,  T.  D.  Region   2.     Atlanta,     Office    of    the    Director. 

CONLCM,  T.E.  Region  2,    Atlanta,     Reactor  Construction    b 

Enginterlng    Support    Branch.       71/OS/S7.       3pp. 


S.    Reportable    occurrences,    LERs  £.  related    correspondence 


7910020501    Forwards   deficiency   rept   r«    steam  generator   urater    level 
measurement    sgs   errors. 
PARKER,  W.  Q.        Luke   Pouier    Co.        79/09/24.        lp. 

— 79t003O5Q4    Interim  deficiency   rapt   re    steam   generator   water    level 
measurement    sys   errors. Final    rept   will    be    forwarded    upon 
completion  of  generic    investigation   underway   by 
West  inghouse. 
PARKER,  W.  D.       Duko   Pouier  Co.       79/OB/24.       lp, 


— 7910030373    EIA   supporting    request    for    amends    to    CPPR-99   !.   CPRR-100   rn 
eitenslon    of    dates    for    completion    of    const. 
B      Commnnuealth    Edison    Co.        79/09/24.        4pp. 

77103H0327   Notification    of    791033    meeting    u/util     in    Bethasda.MD    to 
discuss   re-evaluation    program   of   NSSfi    Equipment    for 
hyrtrod  ynamlc    &   seismic     loads. 
QQURNIA,  A.  Light    Water    Reactors    Branch    3.        79/10/09.        SSpp. 

7910230701    r!eq.ueats    deacription    of    pool    dynamic     load    tasfcaPoutside 
generic    Mark    II    pool    dynamic    loads    program, that   are    part    o F 
facility    pooi     dynamic     loads    program.  Info    should    be    foruiardod 
to   NRC    b«    771115. 

vAf!QA,8.A.  Assistant    Director    For   Light    Water    Reactors.        79/10/09, 

3pp. 

79101S0403   FJosponilE    to    FDIA   request    for    Eupplomental    records    t<    filon 
defined    in   FOIA-79-K64    &   Citiionn    Against   Nuclear   Pouior 
Put  Ition.  Fortuarda    requested    documents. 
FELTON,  J.  M.  Division    of    Ruloa    and    Records.        79/10/11.        2pp. 

7910220213   Notification    of    791031    mooting    u/Savannah    River    Lab     in 
LaBallc   County<lL   far    orientation   (.    training    of   personnel 
ta   aaslst    in    reviews    of    instrumentation  !<   control    sys, 
BQUf!NIA,A.  Light    Hater    Reactors    Branch    3.        79/10/11,         lp, 

791039033-1    Summary    of    79O93B   meoting    ui/OE    re    schodulo    for    rovieiuina    *< 
approving    load    comb ina t 1 ona    in    licencing    of    UWR   plants. 
GGURNIA.A.  Light    Mat  of    Reactors    Branch    3.        79/10/11.        20pp. 

79101fl037i  Foruards    "Design   AsEaaamont  ftopti"    Revision   6.rovisod    pa(|BB. 
PEOPLES,  D.  L.        Cpmmonuoal  tN    Edison    Co.        79/10/15.        lp. 

— 7910IB03BO    "Design   Asues  Brnent   Ropti  "   ReviHion   i,    reviood    papcs. 
*      Commoniuoal th   Edison   Co,       79/10/31.        150pp. 

79102-40661    Benuosts    addl     Info    rg     instrumental  ion    &    control    sys.  pomer 
ays   ti   structural    enginoerlng    ta   cuntinua    evaluation   of   FSAR. 
PARR, 0.0.  Light    Hater    Roactpra    Branch    3.        79/10/li.        17pp. 

79102902B7   Forwards    "Transient   U/Failure    to    8cram"    in   response    to    NHC 
790017    Itr.  Util    uill    implemant    rec ircu 1 oti on    pump    trip    For 
ATHS  aa    doscribed    in   NURE&-04iO. 
DELGEOHGE.  L.  O.        Commoniuoal  th    Edison   Co,        79/10/22,        lp. 


DOCKET    BO-373   LABALLE   COUNTV   STATION,     UNIT    1 

A.    Application/construction  stage   documents  &   correspondence 

7710120396   FOIA  request    for   supplemental    records  I>    files    dpfinod    In 
FOIA-79~2i4   It  Citiiena    Against  Nuclear  Pouer    petition    for 
luspeneion   of   revocation   fo    facility    license 
KODNER.J.  L.       Citizens    Against   Nuclear    Pouer,        79/O9/07,         lp. 

7910090571    Informs   of  NRC   acceptance   of   Revisions  f)  t,  S-    to   Comm  Ed 
QA   Topical    Rept   CE-I-Ar     "Co/nm   Ed    Co   QA   Program    for    Huclffar 
Oenarating    Statiana.  " 
HAASa.M.  Quality   Assurance  Branch.       79/09/11.       lp. 

7910020S73   Notification    of  790928  meeting   u/utils  &  CE    In   netheada.HD 
to   discuss    review  schedule  tt  approval    of    load   combinations 
in    licensing  ravieui  of    am  plant!. 
BOURMIAiA.  Light   Hater  fieattors   Branch  3.      79/09/10.       7pn. 


— 7910290292    "Translont    W/Failure    to  Bcram.  " 

«      Commonuioalth   Edison    Co.       79/10/1O.       9pp. 


C,    Utility    Environmental    Deport    <ER),    amends    &    corronponilenc 


7710020464  Forwards  Proposed    Buppl    6    to   OL-stagu    environ    rep 
consisting    of    draft    pago    chang?    re    recroational    use    of 
facility    lite    !i    1L   Dept    of    Conaorvation   770730    Itr    to    utll. 
DELOEOnQE,  L,  O.       CommoniuBal  th    Edison   Ca.       79/09/05.       ipp. 


P,     Security*     medical,     emergency   b    fire    protection    plans 


7910320310  Notification   of    791015-18-  men  ting    u/util    t>   atato    of    IL    in 
LaQalla   County, IL   ta    discuss    cmergDncy    plans. Only    DraokFiald 
Township   Town    House    meetings   are    open    to    pub  1 ic. Agenda 
attschpd. 

Light;   Water   Raaetnrs   Branch    3.       79/10/10.       3pp. 


7910030040   Notification   of  790920  d  21    meetingi  ui/ANL  at   ANL  fe   facility 
to  dlacuis    orientation   (<  training   nF    personnel   aoalgned    to 
assist    in    revleut   of  auxiliary   sys. 
MOON,  C.  W.  Light  U»teT  Reactors    Branch   4.      79/07/18.       2pp, 

'.unriy    final    rept   re   deficiency    in 
UO   DelOaorge   790606    Itr, 
opacity    Indicated    In    one!    rqpt 
ampleted  by  May    1VBO. 
79/09/21,        lp. 


of  Vontilation  Stack    Dane 

In  fiept    1976   of 
f  ventilation 
d. 


O.    Adjudicator^    correspondence 

7710000431    Forwards   790831    petition    to   suspend    proceedings, submUtad    by 
intorv&nors    Citiiens    Apainat  Nuclear  Pouer, IL  Valley 
Cltliens  Against   Nuclear    Pouipr,  Clt liens    United    Car 
RBspontlblff    Energy    h   Su-eiety   Against  Nuclear    Environ. 
RODNEFi,J.  L.       Citizens    Against  Nuclear  Pouier.       79/08/21.       lp. 

— 77100SO)4'11    Roquests    that    NflC    suspend    or    revoke    llcensn    of    util    to    connt 
nuclear    n-oumr   plant    using    Mart    It    containment    design.  Major 
design   changes    in    essontial    safety    SIJB    are    under  review. 
CnrtificatB    of   Svc    end. 

OOOOL.E.       Cltliens   Against   Nuclear  Pouor.       NAUMAN,  0,       Cltiiann 
United    for    responsible    Energy.       FELT, R.       DeKolb   Arsa   Alliance    For 
Rasponslble   Enargy.       79/00/21,       9pp. 


revise    completion 
*  reflect 
tuntial 

4pp. 


79100S071S  Ack    receipt    of    petition    by   Citiiem    Against   Nuclear   Pnwor 
requtiting    NRC    to    iisue    order   revoking    Facility   CP    pending 
design    change    reviout. 
BENTON,  H.  R.       Offic*    of    Nuclear    Reactor    Hagulatlon.       7WO7/13.       lp. 
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-7910020717    Notifies    that    790821    petition    hg    Citiitn.    Against   Mud, 
Pouer    requesting    order    to    suspend     facility    CP    pendino    design 
change    review  will    be    acted    upon    in    reasonable    time    as 
request    for   action. 
DENTON,H.  R.        Office    of    Nuclear    Reactor   Regulation.        79/09/13.        1 


H.     General     correspondence 


Iicensin3 


REEDiC.        Commonuioal  th    Edisnn   Co.        79/O9/21.        Ip. 


7910030509  NotiFi,.    Df    internal    reornani  uti  on    of    nuclear   activities 
All    correspondenca    re     licenaing    should    ba    directed     to 
DL    Peoples. 
FIEED.C.        Commonwealth    Edison   Co.        79/09/31.        2pp. 


-™™™!l_?!fe*LA"!lgSiS    Kepart 

7910300234    Forwards    Amend    47    to    FBAfl. 

PEOPLES,  D.  L.        Commonwealth    Edison    Co.        79/10/23.        Ip. 

-7910300230    Amend    fl7    to    FBAf),  provi  d  I  ng    responds    to    16    second    round 
questions   t.    test   6   response   revisions, 
*      Commonwealth    Edison   Co.       79/10/31.       300pp. 


—7910240167    IE     In^p    flepts    50-373/79-31    (,    50-374/79-21     on    790S2J-23   No 

nt      n?t'J01'    ar°a5    "-P-fc-^orlr    ft    rocord! 

°f    ^"trlMi     equipment    In   Unit    a. 


79I003022B    FopiL.rd.    IE   Circular    79-1%     "Loose    Locking    Devils    Dn 

ngersolJ-Rand    Pump    Impellers."    No   action    roqulred 
HEPPLEff.J.C.  Region    3,     Chicago,     Office    DF    the    Director.        79/09/13. 

7910350034    Forwards     IE    Inap    Kept    30-373/79-33    dn    79QB01-31    No 
noncopnp  1  iance    noted 


nmr    iH'"    "?"*     50:^3/7''  '33    «"    790B01-31.Ho    no  n  «  Dmp  1  1  anc  e 
noted  -Major    areas    inspacted  :  omorgent  y    proc  edures,  paraonne  1 
qualiFlcatlona   &    preop  erat  ional    bast 

RB3iDn  3|  Chl"»-  aFflCff  of  th- 


IE   DullBtil>!>   6    correspondence 


7910090133    Forwards     IE    Bulletin    79-S1,     "Temp    Effect,    on   Level 
Measurements,"   Action    required. 


KAPLER,  J.  0. 


Region    3,     Chicago,     Office    of     bhe    Director,        79/OB/13. 


°:urSa    f!    'Vf°   Nnt'CC    71?~20'     "NRC   Enforcement   Policy    - 
NF1C   Licensed    Individuals,"   No   action    required 

KEPPLER.J.  0.  Region    3,     Chicago-     Office    of    the    Director,        79/OB/H. 

7910050455    Forward*     IE   Circular    79-17,      "Contact    Problem    in    BD-12 
Suitchei    on   GE  Metalclad    Circuit   Breakers.  "   No   action 
required. 
KEPPLER.J.  Q.  Region    3.     Chicago,     Office    of    the    Director,        79/08/11. 

791005Q4EH    Ach    receipt    of    790730    Hr    informing    NHC    of    steps    taken    to 
correct    violations    noted     in    IE    Inap    Roptu    50-373/7B-2B   & 
~"" 


. 

riDRELLI.G.  Helton   3.    Chicago,    Reactor   Construction   J,   Gnnin 

Support    Branch.        79/08/14.        Ip.  .nm 

—7910030496   Responds    to    NRC    790302    Itr    re    violations    noted    in     IE 
Repta    50-373/70-30   t,    30-37-J/7B-3G.  Correc  t  ive    actions- 
in      uestio"    *"    r°0t!    °f    foedwater    "P"-end    IHO-degroo   atlmuth 
REED,C.       Commoniuealtli    Ellison   Co.       79/O7/30,        Ip. 

7910010204   Revises    orioinal    790705   response    to    IE  Dulletin   79-03  r 
nU!«J  °"    °f    concrH*e    eipansion   nnchgrs    per    approved 

Qrt/QC    proceduroD. 
REtD.C,       Commonwoal  th    Edison   Co.       79/09/04.       Hpp. 


Deficiencior"115    reSp°nsB    to    1K  B«»eti"  ?9-J5,     "Deop   Draft    Puma 
REED.C.       CommonuiDalth    Edison   Co,       79/O9/05.       3Op|i. 

7910020176   Foj-yards     IE    Info   Notice    79-20,  Revis  ion    1,     -MRC    Enforcement 
I  alley    -  NRC   Licensed    Individuals."   Natice   reissued    to 
correct   uiord    omission   &  punctuation   error   luhich    changed 
Intent    oF    statement,  Changed    statement   underlined    in   toil 
HEPPLER,  J.  0.  Region    3,     Chicago,     Llffice    of    the    Director         79/09/07 


7-?101ioa3B  Foruiards    IE    Insp    Ropfc   50-373/79-30  on    79O109-10  t,  OB51    & 
notice    of    violation. 

F10RELL1.0,  Region   3,    Chicago,    Reactor   Construct!  on  k  Englneorinn 

Support    Branch.        79/09/07.        2pp.  engineering 

7910160242  Notice    of   violation    frnm    insp    on  790109-10  fc  0821 

*  Region   3,    Chicago,    Office    of    the   Director.       79^09/07.'     Ip. 

—7910160248    IE    Insp    Rapt    50-373/79-30   <m   790109-10  &  OBB1.  Noncpmpl  lance 
noted:  Falsifying    certification   rocordB    of    employees    In    areas 
of    testing,  experience   &    training    (<  medical    cetificates    for 
visual    test. 

WrtRD.K.D..     MARSH.R.J.,     DANIELSON,  D.  H,  Region   3,     Chicago,     Office 

of    the   Director.       79/09/06.       24pp. 


n  fMJtinB    "/1Jt11     l"    D.fchMe..MIJ   r0    open 

Items    in    draft  HEFt    in   area    of    i  nstrurnenta  tton,  contro  1  a   f, 
roattor    iys. 

DQURNIA.A.  Light    Water    Reactors    Branch    3.        79/09/H4.        5pp. 


Sulvanla    Relau, 
" 


7910110111    Fot-uards    IE    Circular    79-2O,     "Failure    e 

Tupe   PH   Dulletin    7305.Cat.log     SUlZ-11-AC    L./120      o* 

Coil."   No    action    renuired. 

KEPPLER.  J.G.  Region    3,     Chicago,     Office    of    the    Dirottor.        79/09/H4, 


Lubm  ""VM    rnP"Woti"    "-=3,      "^.r 

LubB   Oil    Coolers."    No    aciion    required 

KEPPLER,J,G.  region    3,     Chicago,     Office    of     the    Director,         79/09/26. 


Diesel    Oonor.tor 


F«"-«r«f«    IE    Info  Notice    79-24,     "Fro,  en  Lines.  "No    action 
KEPPLER,  J.  0.  Region    3.     Chicago,     Office    of     tho    Director.        79/09/27, 

7910140231    Ack    receipt    of    790921    llr    Infoi-mlnn   WRC    of    steps    tak«n    to 
130-374/79-17  '"'ted     '"     'E    In9p    RBptS     5°-373/79-2* 

KEPPLER.J.Q,  Region    3.     Chicagd,     Office    of    tho    Director.        79/10/01. 


,.,, 

schedule    for    completion   UBFO    outlined    in   790OIO    1  tr 
PEOPLES,  D,.  L.        CommonuifflaHh    Ediaon    Co.         79/O9/21.         I  |i  . 


punit        .  r«"j 

foint  Untta    3  R    4."    No    action    required 

KEPPLER.J.O.  Woolor,   3,     Chicago,     Office    of    the    Birector.       79/10/01. 

79101B039B   Fpr^ard,     IE     infB    NofctC8    79_24,     "Dverpres.  ,,rl  la  tiQn    of 
Cont-aii>m»nt    of   PHn   Plant   Aft*r   Main   BtMm  Lina    QrBak.  «    ND 
- 


action   i-oqulroct, 
KEPPLER,J.O. 


on    3,     Chicago,     Office    of     tho    Diroctor,         79/10/O1, 


7910140334   Notiftea    that    ASME  Cod«   CaaE,    M-234    8.  N-K39    for   automated 
ultrasonic    eiamination    sijs   uill    b-o    used    in    promarvice   t. 
insBrvice    inap    programa. 
PEOPLES,  D.  L,       Comraonuiealtli  Eifison    Co.       79/10/09,       3pp. 


In 
In 


7910310379  Forwards-    Revision  B    to    IE   Bulletin  77-13,     '•Crat 
FBBiluater   SUs    Piping."  No    action   required  wac 

HEPPLER.J.O.  Region  a,     Chicago.    Office    of    the    Director-.       79/10/19, 


DOCKET    90-374    LASrtLLE   COUNTY    STATfON.     UNIT    2 

tf"^on*»"-«tionstag«    documents    (,  corrospondenc 


Afl  ;""*    *Sr    fPP1«™nt-l    records   fc   fi].,    define,!    In 

7-2i4    J,  Citnens    rtgalnst    Nuclear   Power    petition    for 
",7  OF   1-BV°<atl<>"    fa    facllltg    Hcons.. 
,J.L.        Citiione    flgainit    Nuclaar    Poycr.        79/09/07,        Ip. 
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771Q07O371     Informs    of    NRC    acceptance    of   Revision*    8    6   9    to    Comm   Ed 
QA   Topical    Rept    CE-l-fl.     "Comm   Ed    Co    Q.A   Program    For    Nuclear 
QEnerating    Stations.   " 
HAASS.W.  Quality    Assurance    Branch.        79/O9/11.         la. 

7910020573   Notification    of    790926   meeting    u/utili    &    GE    in    GethesiJa.MD 
to    discuss    review    schedule    !<    approval    at    load    combinations 
In    licensing    review   of    DUR    plants. 

.  Lignt    Wator    Reactors    Branch    3.        79/09/1S.        7pp. 


791003QO49   Motif  icatlc-n    of    790920   !<    31    meetings    u/ANL    at   ^NL    !.    facility 
to-    discuss    orientation    !<    training    of    personnel    assigned     to 
asaiat     in    reviews    of    auiilisry     sya. 
rtOON,C.W.  Light    Water    Reactors    Branch    4.        77/Q9/1B.        2pp. 

79IOOS0441    Forwards  Sargent   &   Lundy    final    re.pt    re    deficiency    in 
ventilation    stack    reported    in    LO    DelGeorgt?    790606    Itr. 
Restoration    of    design    basis    capacity     indicated    in    end    rest 
usa    Initiated     in    Aug     1977   &    mill    be    completed    by    hay    1980. 
DELGEORGE,  L.  0.        Cofnmonwea  1  th    Etfiaon    Co.        79/O9/21.         lp. 

—  7710020448    "Investigation    of    Field    Condition    of    Ventilation   Stack    Base 
Ring    Oirder.  "    ut  1  1     informed    Sargent   t<   Lundy    in   Sept    197B    of 
crack     in    base    ring    girder    during    erection    of    ventilation 
steel     stack    Permanent    repair    scheme   proposal!. 
»      Sargent   (t  Lundu.,     Inc.       79/00/2^1.       EOpp. 

7910030367   Requests    amends     to    CPPR-97    ',   CPPR-10O    fro    revise    completion 
dates     to    B1063O   ti   820331  ,  respec  t  ive  1  u.   f!«?v  I  ecd    datee    reflect 
conservative    const    schedule    allowing    margin    for    potential 
future    delays. 
PEOPLES,  0.  L.        Commonwealth    Edison    CD.        7I7/09/24.        1pp. 

7910330327   Notification    of    791023  tncctinr,   ui/util    in    BethBSda.Nu  tu 
discuss    re-evaluation    program    of    NBB'3   equipment     for 
hy  droil  ynamic    &    seismic    loads. 
BQUfiNIA,  A.  Light    Water    Reactors    Branch   3.       77X10/09,       22pp, 


F.     So-curity.     medical,     emergency    &    fire    protection    plans 

7910220210   Notification    of    791O1S-1B   mooting    ui/util    &   Btato    of     IL    in 
LaSalle    County.  IL    to    discuss    emergency    plans.  Only    liroalifield 
Township   Toun   House   meetings   are    open    to    publ ic.  Agenda 
e  ttach  ed. 
BQUHNIA.ft.  l^tght    Wator    Reactors   Branch    3.       79/10/10.       3pp. 

O.     AJjudicatory    correspondencD 

7910050'131    ForuaTds    790B31    petition    to    suspend    proceed  ing  s,  subrni  t  tod     by 
intervonora   Ci ti lens   Against   Nuclear  Power.  IL   Valley 
Citimns    Against    Nuclear    Power,  C  i  ti  ions    United     Por 
responsible  Etiorgg    !.  Society   Against  Nuclear   Environ. 
RODNER.J.L.        Citiiens    Against    Nuclear    Pouior.        79/00/21.        lp 

— 79100SO441    Requests    that    NRC    suspend    OP    rovofce    license    of    util     to    canut 
nuclear    poiuer    plant    using    Mark     II    containment    design.  Major 
doatgn   changes    in    essential    safety    SIJE    are    under    review. 
Certificate    of    Svc    end. 

ODGDLiE.        Citirens    Against    Nuclear    Pouor.        NAUMAN.  0.        Citiiono 
United    for    Responsible    Energy.       FiiLTi  R.       DeKalh    Area   Alliance    Pnr 
RBsponsible    Energy.        79/O9/21 ,        3pp. 

79IOOS0715  Ack    receipt    of    petition    by    Citiiens    Against   Nuclear   Power 
r«q.uestlng    NF1C    to    issue    order    revoking    facility   CP    pending 
dfloign    change    review. 
DEMTON,  H,  R.        dffleo    of    Nuclear    Reactor    Regulation.        79/09/13.         lp. 

— 7910020717   Natlftess    that   7fOB21    petition    by    Citizeno   Against   Nuclear 
P oilier    requesting    order    to   suspend    facility    CP    pendinn    design 
change   review   uill    be    acted    upon    In   reasonable    time    as 
request    for    action. 
DENTON.H.R.       Office    of  Nuclear    Reactor   Regulation.       79/09/12.        lp. 


H.     General    corrosp  ondonce 


7910330701    Requests    description    of    pool    dynamic     load    tasks.,  outside 
generic    Hark    11    pool    dynamic    loads    program. that    are   part    of 
facility    pool     dynamic     loads    program     Info    should     be     Poriiiardad 
to   NRC    bu.    79111'j. 

VAFlQAiS.A.  Assistant    Director    for    Light    Wator    Reactor*.        79/10/07. 

3pp. 

'710120403   Responds    to    FDIA    request    (or    supplemental    records    &    fllso 
defined     in   FOI A-79-264    t,    Citiiena    Against    Nuclear    I'oiuer 
Potiti  on.  ForiuardE   requested    documenti. 
FELTDN.J.M.  Division    of    Rules    and    Records.        79/10/11          2pp. 


791OO1036fl   DiscusaoG    reargani ration    of    Sea igni op nratl one    t    HcHnslnn 
activities. 
REED,  C.        Commonwealth    Edison   Co.        79/07/21.        lp. 

7910030509  Notifies    of    Internal    roorgan 1 lation    of   nuclear    activities, 
All    correspondence    re    licensing    should    be    dlracbod    to 
EL    P  DO  pi  us. 
DEED-C.        Commonwealth    Ediion    Co.        77/07/21.        2pp. 


K.     Utility   Final    Safety    Analysin    Raport    (FBAR)    &   amends 


7910230313   Hotification    of    771034   meeting    u/ Savannah    River   Lab    in 
LaSalle    County  IL  for    orientation   d    training    of    personnel 
to    assist    in  revieus    of    1  nstru-mentat  i  on   t<    control    sys. 

-     DQUFiNlA.A.  Light    Hater    Reactors    Branch    3.        77/10/11.         lp. 

7910J70234    Summarij    of    770926   meeting   nr/OE    re    schedule    for    reviewing    & 
approving    load    combinations    in    licensing    of   13W!i    plants. 
DOURNIAiA.  Light    Water    Reactors    "ranch    3.        79/10/11.        20pp. 

79101B0376   Forwards   "Design   Assessment    Rept."   Revision  b.  revised   pages 
PEOPLES,  D,  L.       Cammonunalth    Edison    Co.        77/10/15.        lp, 

— 7910i803SO  "Design  Assessment  Rept."    Revision   fi,    revised    pafles, 
*      Coinmonuiea  1  th  Edison   Co.       77/10/31.        IHOpp, 

77I0.2406A1    Requests  addl    info    ro    instrumentation  &   control    sijs, power 
5ij3   t<   structural    engineering    to   continue   evaluation   of  FSflR, 
PARR.D.D,  Light    Water    Koac  tors.  Branch    3.        79/1O/1&,        17pp. 


79103003G4   Formards    Amond    17    to    FSAR. 

PEDPLEBjD.L.       Commonuenl  th    EdlaonCo.       79/10/23.        lp. 


— 7910300E30  AinDnd    47    to  FSAR.  providing    responses    to    lei    second    round 
questions  !i    tB5t    ?<   response   reviniono 
«      Cnnmanwea  1 1  h    Edison  CD.       79/10/31.       GOQpp. 


Inspection   reports,     IE   [iulletins   &   correspondence 


7910070153  Forwards    IE   Bulletin    79-21.     "Temp    Effects    on   Level 
Measurements.  "    Action    required. 
KEPPLERpJ,  0,  Region   3.    Chicago,    Office    of    the   Director,       77/08/13, 


79100S039B  Fnruiard*    [E    Info   Motico    79-30,     "NRC   EnforcHmunt   Policy    - 
NRC    Licensed    Individuals."    No   action  required, 

KEPPLEFIj  J.  G.  Region  3,    Chicago,    Ufflce    of    thil   Director.       77/OD/H. 

lp. 


7710290HB7    Forwards    "Transier.*    W/Failure    to   Scram"     in   rsnponse    to    NRC 
790B17    Itr. Util    will    implement   reciTC  ul  at  i  on    [lurnji    trip    For 
ATW3   as    described    In   NUREO-0460. 
DELBEOfiOE.L.  0.        Cammoniuea  1  th    Edison   Co.        77/10/H3.        lp. 


—7910390293  "Transient    W/Fflilure    tn  Scrain.  " 
•"      Commonueal  th  Edison   Co.       77/10/10,       9pp. 


C.     Utility    Environraentfll  .Repttrt    (ER>,    amends   k  correapondonc  e 

7910020464    Fonuarfla  Proposed   Bupp  1    t>   to   DL— stage  environ   rapt, 
consisting    of   draPt    paae    change   re  recreational    ute   of 
fHcilitij    Bite   t.    IL  Bept  of   Conservation   790730    Itr    to   util. 
DELOEOROE,  L.  0,       Commonuea  1  th    Edison  Co.       79/09/O9.       6pp. 


7910050135  Forward*    IE   Circular  79-17,     "Contact    Problem    In   t3l)~12 
Suite-he's    on  OE  Motalclad   Circuit   Breakers.  "    Mo   action 
required. 

KEPPLEH.J.O,  Region  3,    Chicago,    Office    of    the   Director,       77/OB/lfl. 

IP. 

79IOQ301B4  Acfc    peceint    of   770730    Itr    Informing   NRC    of    stops    takun    to 
corTect    violations,    noted    in    IE    Insp   Reptm    30-373/78-88  b 
90-374/78-20, 

FIORELLI.G.  Region   3.    Chicago,    Reactor    Construction   &  Engineering 

Support  Branch,       77/03/14.      lp. 

— 7910090476  Responds    to  NRC    790203    Hr   ra   violationa   noted    in    IE    Insf 
RDpta    30-373/73-20   d   SO-374/7B-BO.  Corroc tivs   actions; 
repair  made    to    root   of   fBedurater    ssfB-entf    ISO-degreo    ailmuth 
in    question. 
REED,  C.       Commotiuiffalth    Edison   Co.      77/07/30.       lp. 
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REED.C. 


Revises    original    790705   response    to    IE  Bulletin  7?-02  re 
tion    of    concrete    eipansion   anchors    per  approved 
ocedures. 

Commonuiealth    Edison   Co.        77/09/04.        2pp. 


DOCKET    SO-376   NORTH   CQAST    NUC    PLANT 
0.     Adjudicatory    correspond ence 


i^T1"   T°*pan*e    to    1E   B«n.tin    79-19,     " 
REED,c.        Commonuealth    Edison    Co.        77/09/05.        2Opp, 


Draft   PU(np 


KEPPira 
KEPPLER.J.  0. 


-  m?\ln  VW?-"Ci  "-»•«•*'•"»'  i.   "N»c  Enforcement 

NRC    Licensed     Individuals,   "    Notice    reissued    to 
"       """"'O"    *    P»nctuatinn    orrar   uhich    Changed 
|"t.  Changed    statement   und.rlinid    in    te,t. 
egion    3,     Chicago,     Office    of    the    Director.        79/09/07. 


—7910210167    IE    Insp    Rapts    50-373/79-31    &    50-371/79-21     on    7?OS2l-aS   No 
noncompliance    noted.  Major    area,    inspected:  u,ork   I,  record* 

'r  5        mM1!^"11    °f   "^^rical    equipment    in  Unit    a. 
H 


771QQ3023B   Foruards    IE   Circular    79-19,      "Loose    LocJrinq    Devils     c-n 
K22:iP™1Ir5'nd   Pump    "»P»"«i.  "   No   action  required 

0.  RDBion    3,     Chicago,     Office    of    th»    Dipector.        79/09/13. 


raact 
DQURNIft.A. 


EOti"'    Ll/util    in    B-th  —  a,  MD 
"      Instri"nBntatlon'  controls   J, 


Light    Water    Reactors    Branch    3.        79/09/24.        5pp. 


791OI10017    Forwards    status    rapt    as    of    790831 

A,XELRAD,M.        Puerto    Rica    Water    RCBDurccs    Aubhortty.        79/03/31.        ! 

—7910110023    Sbatua    ropt    a*    of    7-9QB31 .  Natl    Academy     of    9ciBnc«s     is 
jsturfijing    overall    enargij    situation    In   PR.  Portion    of    Btudy    Is 
being    prepared    by    Electric    Pouar   Sijs    Sobcorrrai  ttee. 
CertlPicata    of    Svc    oncl. 
»      Puerto    Hico    Water    Resources    Authoritij.        79/OQ/31.        3pp. 


DaCKET    50-3B2   WATERFQRD    OENERATINO    STrtTlDM,     UNIT   3 

-—  *P^lcat^°n/co[]9*'"lJctii.n   stage    documanta   *,    correspordence 

7910220371    Request,    that    uttl    flmand    FSAR    to    include    proposed 
uater  chemlBtpy    prc-jram   luhUJi    will    be    peferencod    In 
condition    to    DL   t,  will    raplace    any    proposed    Tech    Spacs    an 
setondarij    water    cheral  .  try.  Mod  el    license    condition    end, 
UflER,n.L,  Light    Mater    Reactors    Branch   3,       79/03/21.       4p 


n  Offerl    "°    »hJ««on    to    plans    to    rBsUmB    placement    of    concr.to 

in    raactor    containment    shield    wall    b   dorao    on    79091O 
SEVFRIT.K.V.  Region   4,     Dallas.     OPfice    of    the    Di-roctor.       79/09/17. 

791plH04ai   Responds    to    791011    te  I  con.  Forwards   rtr   Van  Ulilon    articlo, 

Loss   Prevention    t,   Safety    Promotion    in   Process    InoustriBfi    " 
Articlo   us,<t    In    FSflR    to    determine   area   of    Fluid    Flowing 
under    force    at    gravity, 

M      EbaBCD    SarviCBB'     Int-     t3""'-     of    En»rcb   Corp.  ). 


. 

Coll,"   No   action    required, 

HEPPLER.J.O.  Region    3,     Chicago,     attic,    of    tho    Director.        79/09/24. 


'-  nf;,Noti"   ^^     'Ewr^ncy    DiB  =  0l    G.n.Pator 

a.  "    Mo    action   pcqulred. 
Ragion   3,    Chicago,    Office   of    the   Director.       79/09/36. 


Lben        cn 
Lube   Oil    Coo 

KEPPLER,  J,  0. 


emergency    !,    Pire    protection    plan< 


7710160593   Responds    to   79032O    Itr    ro   evacuation   routes    tc 
commimicatinns,  State   t,    Iocs!    officials    are    devolnping 
radlolosical    emergency    response    plans    For    f  i  «ed    nuclenr 

DAEft.R.L.  Light   Watffr   Reaclors    Branch    2,       79/09/27, 

0.     Adjudlcatory    corTesponiJenco 


Ip. 


KEPPLER.J.  0. 
IP- 


is    IE    Info   Notice   79-21,     "Froien   Lines."   Ma   action 
Region   3.    Chicago,    Office   of    the   Director.       79/O9/H7. 


7910160231    A  etc    receipt   of   790721    Itr    informing    NRC   Of    steps    taken    tn 
'1"0111    "°t'"1     '"    1E    Ins"    R°Pts  "P 


KErPLEfl.J.  0. 


Region   3,    Chicago,    Office    of    the   Director.       79/10/01. 


—7910160243   Respond,    to   NRC    790715    Itr    re    violations   no  ted    in    IE   lnsn 
R»pts    BO-373/79-3fl   t,    30-374/79-17.  Correct!  ve   .ct'on.   *  P 

schedule    for    completion   were    outlined    in   790S10    Itr 
PEOPLES,  D,  L.       Commonwealth   Edison  Co.       79/09/31.       Ip. 


Point   Units   3  t.   4.  "   No   action   required. 

KEPPLER,  J.Q,  Region  3.    Chicago,    Office    of    tho   Director.       79/10/OJ. 


7910170577   Order    admitting    Save    Dur    Wetlands.  Ou^tershell    Alliance.    S, 
LA  Consumers'    League   a,    i  ntei-vonur  s.  llul  o-s    on    contentions. 
Extends   filing    time    re    c  ontont  tons    an   Trtt-a 


*      Louisiana    Power    (.   Light   Co.       79/09/26. 


M,    Antitrust    corr«s pond  once 


7910K05  1  3  Forwards    FR    notice    re    time    For    submittal    of   viBUS    On 
antitrust   matters    For    QLs    under    antitru»t    revi«u 
SrtLTZMAN.J.  Antitrust   fe    Indemnity    Group.       79/10/01.        l|i. 


£,atl"   r*    tlWB    '"    .ub.ltt.1    oP   views    on   antitr 
matlors    for    OLs    undoT    nntitru-st    revisui. 
BALTZMAN.J.  Antitrust   &    Indemnity    Group.       V7VIQ/O1.       aflp. 


79101B039B  Fnruiards    IE    Info  Notice   79-24,     "QverpresflUTi  lation   of 
Containment    of   PUR   Plant   After  Main   Steam  Line   Dreafc    "   No 
action   required. 
KEPPLER.  J.O.  Region   3,    Chicago,    Office    of    the    Director.       79/10/01. 

79101A0334   Notifies    that  ASME  Cade   Cases    N-234   *  N-23S   for   automated 
ultrasonic    examination    ays   uill    be   used    In   preservice  h 
inaervlca    Insp    progremi. 
PEOPLESiD.L.       Commonuiealth   Ediaon   Co.       79/10/09.       3pp. 

7910310379  Forwards   Ravision  2   to    IE  Bulletin  79-13,     "Crackim    in. 
F«eduiater   BIJS   Piping.  "   No   action   required. 

KEPPLER,  J.  0.  Region  a,    Cnieagn,    Dffice    of    the   Director        79/10/19 

Ip. 


79IOa600t6  Submits    qUBBtions    r»   DL    antitrust    r»vieiu.  Forll)flrdB   FH  notice 
inviting   comment*    from    interested    parties  notice 

TOflLBTDN.A.  pomrBr   Supplt,    (<  Anfll«ii    Branch.       79/10/18.        Ip. 


^    *  "ay    peri°d    For    "^"f    f°f   re-.valuatlon    of 

atters, 

BALTZMAMiJ.  Antitrust   Ei    Ind«mnltij    Group.       79/10/1B.       3pp. 

O.     Inspection    rnpo-rSa..     IE  ItulUtins    tt   corTeipomfance 

7910020326  Forwu-ds    IE   Bulletin    79-13,  Revision    1,     "Cracking    In 
Faaduatar   SV>   Piping."   No    action   requirod 
aEYFRIT.K.V.  Ftaolon    1,     B-lUs,    Office    of   th«   Dij-ftcto-r.       79/OS/3O. 
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7710030266   Forwards     IE    Info    Notice    79-20. Re 


linn     li     "NBC    Enforcement 


Policy    -  NUC    Licensed    Individuals. "    Notice    reissued    to 
correct    uiortf    amiss-ion    &    punctuation    error    uihieh    changed 
intent    of    statement. Changed    statement    underlined    in   teit. 
SEVFfllT.K.  V.  Region    4,     Dallas,     Office    of    the    Director, 

ip. 


7710210Q3I    Responds     to    IE   Bulletin    79-15,     "Beep    Draft   Pump 
Deficiencies."    Ucil    does   not    use    raf    pumps. 
A8WELL,  D.  L.        Louisiana    Power    (.   Light    Co.        79/O9/07.        In. 


7910030312    Discuases     statue    of    Const    Deficiency    11. Planned    mad    of 
suitchgear   breaker    position   will    be    delayed    due    to    shipping 
date    s  1  Ippage.  Final    rept    will     be    submitted    bij    771201. 
flSWELL,  D.  L.        Louisiana    Pomer    &    Light    Co.        79/09/28,        Ip, 

7910100356    Advises    that     pressure     transmitter    will    not    start    undor    some 
comb inatl one    of    power     supply    voltage.  lero    suppression    & 
ambient    temp.  LI  Ftof f-vo 1 tage    problem   does    not    occur     if    power 
supply    voltage    exceeds    30    volts. Not    reportsble. 
A6WELL,D.L.        Louisiana    Pouor    t.    Light    Co.        79/09/2B.        Ip, 


791Q2S0512   Fm-uardj     IE    Insp    Rept    3C-3B2/79-10   on    79CB15-17    S,   21-31. 
No   noncomp 1 ianco    noted. 

BEIDLS,  W.  C  Reg  inn    4,     Dallas,     Reactor    Construction    If   Enflinoering 

Support    Branch.        79/09/12.        2pp. 

— 7910250524     IE    Inap    Rept    5O-302/79-10    on    79O915-17    «•   31-21.  Nn 
noncompl iance    noted. Major    areas    inspec tad: c onst    activities 
regarding    observation    af   uork    re    concrete    placement    for 
reactor    oldg    shield    mail    &    dome 

STEWART,  R.  C,  ,      TAPCA.J.I.,     HALL.R.E.  Region    4.     Dalian,     Office    of 

the    Director.       77/09/11.        Spp, 

7910030314   Forwards     IE   Circular    79-19.      "Loose    Locking    Devices    on 
Ingersol  l-fiand    Pump    Impellers."   No    action   required. 

SEYFRIT.K.V.  Region    A,     Dallas,     Office    of    the    Director.        77/09/13. 

Ip. 


7910150552   Potential    Reportable     Incident    21     re    pressure    transmitter 
lift-off    voltage-    probl  em.  Devic  e    mill    not    start    in    certain 
comb  Inations.  Since    problem   does    not    eiceed    Tech    Spec     limits, 
failure   should   not    be    classified   as  HO. 
ASIJELL.D.  L.        Louisiana    Power    t.    Light    Co.        79/07/2B.         Ip. 

79102'IOIOQ   Describes    planned   mod    to    siuitchgear    breaker    position    auitch 
operators.  Mods   delayed    due    to    slippage   of    planned    shipping 
date    of    replacement    parts.  Final    rept    b«    7912O1. 
flSWELL.D,  L.        Louisiana    Power    !<    Light   Co.        77/07/38.        Ip. 

7910240120    Deficiency    Rept   21:Rosemant    1 1  53A    transmitter    mould    not 
start    for    certain   combinations    of    pouer    sopply    voltage,  lero 
suppression  or   ambient    temp. No    liftoff   voltage    problems    if 
power    supply    voltage    ejceedE    3O   volts. 
rtSWELL.D,  l_.        Louisiana    Power    &    Light   Co         79/O9/2B.        Ip. 


79IOI102-96  Forwards    IE    Info   Notice   79-22.     "Qualification   of   Control 
Sya.  "   Ha   action   required. 

SEVFRIT.K.  V.  Region    4.     Dallas,     OfFice    of    the    Director.        77/O9/17. 

ip. 

7910110157  Formarda    IE   Circular    79-20,     "Failure    of    GTE  Sylvania    flslai). 
Typo   PM  Bulletin  7305,  Catalog    SU12-1I-AC    uJ/1^0   Volt  au 
Coil,"   Ha   action   r«q.ulrDil. 

BEYFRIT.K,  V.  Reg  i  OR    4,     Dallas.     Office    nf    tlio    Director.        79/09/I21. 

ip. 

791OI10179   Forujfila     IE    Info    Noti;o    79-23,      "EmEt-gency    Diesel    Generator 
Luba  Oil    Coolers.  "   Nn   action    roquln>iT. 
SEVFRIT.ft.  V.  Region    4.     Dallas,     Office    of    the    Director.        77/09/36. 


DOCKET    5O-387   SU3QUEHflHNfl    8TEAH   ELECTRIC    STATION,     UNTT    1 

A.     Application/construction    stage    documents   Si   correspondence 

7910130M7   Forwards   reque-at    for    addl    info   re    loui-flam   augmentation 
reservoir    %  man    pop]    level. 
BELLS,  D.  E.  Environmental    Projects    Branch    2.        79/07/afJ,         10|ip. 

79103H0313    Discusses    util    770B39    Itr    re    proposed    program    for    chemical 
usage    during    c  1  eaning,  testing    &    flushing    operations, 
Discharge    occurs     From    S-l     pond    after    rainfal  1,  contrary    to 
Itr    indications, 
CURTIS.  N.  W.        Pennsylvania    Pouer    t.    Light    Co.        77/10/02.         Ip. 


7910130041    Foruards    IE   Bulletin    79-34.     "Protpn   Lines."    No    action 
required. 

6EVFRIT,  K.  V.  Region    4,     Dallas,     Office    of    the    Dimctor.        79/09/27. 

ip. 

910170531    Formarrfs    IE    Info    Notice    79-29,      "Reactor     Tripn    at    Turkou 
Point   Units   3?.    4.  "    Ha    action  required. 

BEVFfllT.K.  V.  Region   q,     Dallai,    Office   of    the    Uirector.       79/10/01. 

Ip. 

7910190307   Forwards    3E    Info    Notice    79-24.     "Overpressuri  i  at  i  on   of 
Containment   of    PWR  Plant   After    Main   Bteara   Line   Dread.  "    No 
action   required, 

BEYHilT.K.  V.  Reoion    4,     Dallas.     DPflcu    of    the    DLrcctor.        79/10/01. 

Ip- 

7910310136  iFormard*   Revision    H    to    IE   Bullelln    79-13,     "Cracking    in 
Feetfuater   3ijs   Piping,"    No    action    required. 

8EVFH1T.K.V.  Region    4,     Dallas,    afFice   of    the    Director.       77/10/17, 

IP. 

9.     Reportable    occurrences,     LEIts    !<   ralated1    correspond  ence 

79102-40086  Bubmits    statue,   ropt    of    Def  Ic  i  CTICIJ    7    ro    loose    control    element 
drive    mochanlsm    guldu    tone-s.Wopt    Inside    reactor   containmont 
tilrf-g    rescheifuled    for    last    quarter    of    1979,  Guide   cones    uiill 
be   corrected    at    that    time   %    final    rept    Issued. 
ABHE4.L.D.  L.        Louisiana    Pouier    !<   Light;    Co.        7-9/03/31.        Ip. 


79101502AO   Forwards   Amend    17   to   DL  app  1  Ication.  containing    Revision   D   tn 
security    plan,  ftmend    withheld     (ref     10CFR3,  790). 
THOMAS,  B.        Pennsylvania    Power    f.    Light    Ro.        79/1O/08.         Ip. 

79102-10013  Requests    description   of    pool    dynamic    load    tasks,  rationa  1  o 
for    plant    unique    program.  tasV    schedule   (.   program 
documentation.  Info    should    be    provided    to   WRC    by    791113, 
VfinOA.S.A,  Assistant    Director    for   Light    Water  Reactors,       79/10/10. 

4pp. 

7910170119   Foruiardo   addl     info    for    environ   review  of   Pond   Hill    lou   flqu 
au|jmontat  ion    reservoir,  in    response    to   7709BB   request.  Eigh  t 
overslie    rfrauiings    encI.Also    forwards    "Honitorlnq    Study    of 
Community    Impact"   !<    update, 
CURTIS,  N,  W.       Pennsylvania    Power   >.-   Light   Co.       79/10/12,       Hipp. 

—  791O17O121    "Monitoring    Study    of   Community    Impact." 

*      Pnnnsylvania   Pouior   !<   Light   Co.       76/06/30,       6flpp. 

—  7910I7O1S4    "Monitoring    Stuoy    of   Community    Impact:  Update.  " 

«      Pennsylvjinio  Power   t-  tight   Co,       7B/12/31.       65pp. 

7910220216  Kotlfication    oP   791025  meeting   u/util    in   Qethesdo.MD   to 
discuss   revieu  schedule.. 
PARRiD.  D.  Light    Water  Reactors    Branch   3.       79/1O/1H,       2pp. 

7910190341    Forwards   affidavit   of    svc    for   Amend    li    to   OL   app  1  icati  ono, 
CURT  IB,  N.  W.       Pennsylvania   Power    &   Light   Co.       79/10/17.       lu. 


79102-10095  Notifies    of    sUtus    of   Duficiency   A,     "Enn-rnency    Diesel 
Oen«rators    -   Defective    Bnafts   b  Bppings"   6    Deficiency    10. 
"Dafective  Emnrgency   Generator   liallsr    Pin.  "    Vendor    lull!    ship 
adsambliss    bij   79O907.  Final    rflpt   ulll    bo    aubmittad    by  7?1101, 
ABWELL,  D.  L.       LouUtana    Power    b  Light   CD.       79/03X31.       2pp. 


7910300106  Forwards    "SKM-HM   Tests, Test   Philosophy   !.  Matrix"   f,    "OKM-HN 
Condensation  Tests.  Descr Ip tlon    of    Measurement   Concept." 
Ropt a    submitted    in   reap  on  SB    to    NRC   Comment   2    issued    at 
790323   moating. 
CURTIS.  N.  H.       Pennsylvania  Fouler    b   Light   Co.       79/10/23.       Ip. 


7910&401Q&  Forward)    Interim  Deficiency   Rapt    13   rs   reactor   containment 
bldg    dome    concrete.    <. 
A 8 WELL,  D.  L.       Louisiana    Power    fc  Light   Co.       79/09/14.       Ip. 


-79103QO10B    "QW1-IIM  Tests, Test    Philosophy   t<  Matrix,"    adapted    from 
Kraftuerk    Union  Working   Rept    R    141/136/79. 
»      Pennsylvania  Power    d' Light    Co.       79/10/10.       lipp. 


— 79102401IO    Intariin  D»fici«ncu   Rept    13;  during    olacamBnt    of    concrete    for- 
reactor   cental  tiffiant  i  Idg.  Improper    consolidation    of  concrete 
observed.  Testing    t-  repair    underuaij.  Final    rapt   ly    800aoi, 
ASWELL,  D.  L.       LoifisiBni   Pou»r   t  Liqht    Co.       79/O9/H.       4pp. 


-7910300110    "OMK-IIM   Condensation   Tasts.  Description   of   Meaauremunt 
Concept.  " 

»      Kraftuerk   Union,    Mannheim,     Federal    Rep.     of   Oermany.       79/06/30. 
31pp. 
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Environmental    Projects    Branch    3.        79/O9/06.        59pp. 


SELUS.R.E. 


i?       Mr.t   :P 
?nt™         »    «u 
i«r»»S  i' 

/£     'E 


t.rrog.topi.i.w.Mh    haa    an 

"tent   °f    l"fc    "rr.ntlu    a 

?rdBr  CBrtiflcatB  op  svc 

VlV!n   "   PqlUBr    *   Li9(lt    Co' 
roiubridgo.        79/08/06.        4pp. 


mh 

nh,.,          t          ,  long-range    comparison    purpO3eG. 

Object,    6o   planned    const    of    reBervoir    to   be    c^d'as    "ooj  ,„„ 

WATSON.L.E.        Affi  1  iat  Ion    Unknown.        79/O9/O4.        2pp. 


7910050704    n 


Itr    PBquea 


Fop    Dub]ir 


co«  , 

coMMMti    baaed    on    info    related    in    TNI    rept    uiill    be 

anawored    IF    submitted    early    onough 

3PP.     AS3tS*a<lt   D"-«'or    'T   Environmental    Promts. 


2pp. 


flB9lstant   »l«etor    for  Environmental 


Fi,  «        ,  M 

CitiiBns    Against    Wuclaar   Bangora 

BCCHHDEFEH,  C.        rttomlc    Safctg    flnd 


Licon3infl 


D 
position 


:      °  ,"*»«"«    «*l,.n.   Again.t    Nuc  1 
mental    dlscovepy    peituests,  Inc  1  udB,    info 

SV0..1^    Pri°r     t0    P"P-«li«n    of    DEB   * 
kS.  CBrt  i  f  icato   of   Svc    imcl 

manPnt/T?'JlVKn!!   PQUIPT'    fc   L'allt    CD 
man.     Potto,     &    Troubridgc,        79fOB/S<>.        6pp. 


*;:*   A5LB   "B^    '"t^^nor    9u.qw.h.nB.  Environ 
otion   for   protective    order    PC   util    770323 

first    round    diacovery    p^ueats,  Ut  i  1    is    entitled    to    info 

BILBESr4!    £""*    ""••-•"fliin.tior,.  Certificate    of    Hv*     .nc  1  . 

P  Itt^n      pfrf.  Pt"n*«lv?n    3   f10""    *    Light    Co.        BILDERQ.d.E.        Bha[ 

I  Ittman,     Potta,     !k   Troujbrioga.        79/08/29.        5pp. 


i  T.1       •-"'«»    *    !«•!    flSentiOD    e**..!.*.     on    DBS 

Fleo.uoBts    roviau   !,   rcsponae    by    791O15 

SELLS.D.E.  environmental    Projocts    Branch    2.        79/O-7/21.         Dpp. 


n 
fiQDINSON,  D.  E.        SEDrt-COO   LBU,!  aton,  PA.        77/O9/26.        Spp. 


,. 

EELLS.D.E.  Environmontal    Projottfl    Branch   a.       77/10/12.        Ip. 


Adjudicatoi-g    correspandenco 


rBa^B    "!:e:Pn   °V1M>   NflC    «»-»n-.t|0n    to    litBnaiJ 
2?      RIVBT.DBII,V.,    plant    sl,OUld    not    bo    Jl»n«td 
.  Plant    POaffa    aSP|D11S    threat   to    paopK,    of    «.«"" 

W.  L.       AFfi  1  iat  ion  Unknown.       79/OH/30.       3jip. 


. 
79/OV/OI  ,       7pj, 


l    m"ion5,Cortificate 
Uons  Agoinot    Nucleav   O 


fcl.^?"    roilu"j!    to  n"lke    limited   appearance    Bt.t«»nti    at 

puolic    noaringa,  submitted   iy    loral    rcaiilants 
LaaiUNODlLU.O.       Affiliation  Unftnouin.       79/09/02.       5pp. 


rlh  P"lU*"i    f°r    «"««ne*    that    ASBL 

SitT™    I      ?      !  w    '?   *btV«""    pending   outcome    of    intepvonor 

a»»   El  «     tn*t.^USlI*f'   Dfln9"r    *PP"l-St-«»    are    granted 
after  ASLAO    consid^patl  on  of   c  ignrni  Lances. 

CHO.J.       Atomic    Saf.tij    and  Licensing    App.at    Penal.      '79/07/05.       Hpp. 


licen.in,, 


THOMPSON,  F. 


Affiliation    UnKnoun.       79/07/OA,        Ip. 


«r..T 

NEBDIT,  D.  D.        Affiliation   Unknown.        79/09/05.         Ip, 


ll»nn«El«;"MIlirV"ni'r   C    HarSh    790MB    "q«««*    that    ASLD    revieu 

licensing    timatalile   &   rBniiBsts    tdnt   AfiLB   order    intarvonor    to 

r..pand    to   util   790S25   fir.fc   »t   of    int.ppSqItor?« 

CoptiPicata   of   8vc    ancl.  t^ries, 

BILDEnO,  J,  E.       Panniylvanin  POIOOP   (,  Light  Co        SJLDEUO,  J   F        Rhn,. 

PlttMn,    Pofct>,    &  TroydPidgB.       79/07/12        Spp.  W' 


inf° 


R"l"BBt'    n"UCB   °f  * 
"™"11"  Pcrmit 


h'S^Pa"    ffliuJp*0"9    t0rm    h"1*"    ""«*•    O"    local    POP-nation 
1ARBH.C.       Affiliation   Unknown.       79/07/20.       IHpp. 

^910030697  Affidavit    Df   C    Mapah    ro   770790  rHp»n»    to   me      • 

inteprogatovles, 

MAHBH.C.       Affiliation   Unknown.       79/07/20.       Ip. 


>«t°rn?ni"J    '"f"^"1"-  Cltiitni   Asflinat   Nuclear    Dang*,-*, 
><iue.tlng    FDI    invoatigatB  misplaced    docU(nBTIU    at   BUte    of 
A  Dopt   of   Environ   RBIQUPCB*.  Rni  tBrates   7908B2    dlacovaru 

•aquBst.  Certificate    of   Svc    end. 

.EMANDWICZ.  1.       Cltiien*   Againat  Nucleap   DangopB.       79/07/23.       3p 

0030658  liospontfo    to    uUl    firat   pound    interrogatopiss    Includsa 
n.UBP,   PH    g,.011,th    Pate    of    WClear-seneratei    ."B"r!"tJ"«d 
or    powep.onargg    ronnBrvat  ion  proaram.  radiation    doses, 
papgep    failure   t   coats    of    rfecommmioninji. 
ARBH,  C.       Affiliation   Unknoun.      79/O7/30.      HOpp. 


to    participate    in   public 
-pl.rov.1,    to 


NESD1T,D.D,       Affiliation  Unknown.       79/09/03.        Ip, 


neqUBBtl    fco  mahe    United    appuaranca    .tiifeiini.it   at    future 
BT1UP.E.P.       AFPiliotioa  Unknown,       79/07/07.       In. 


6rnv        Ff"Pon"1to   rtSi-G  7903S4    orler  appeals    on   7WB30.Bubn.U 
6coverv    *<   pleadlJij    Info.  Urges   ASLU    to   Ifflpo5n   BUpdDn    nr 

proof   en    appl  leant.  Certificate   of    Svc    enel 

HAU.IBAN.T.  J,        Citiiens    rtgalnat  NuclBar  Dangers.       79/09/10.       6PP. 


:1    Uat    790B28   ttr    •«PP"«nB    hall    to    father 

0rW:P2ti.f0  NRC    °ffl"  "^»«infl    Plant   QL 
ca   of    Public   Affalvs,       7?/07/la,        Ip, 


™         SuP'""'t»    hi>>t    to   furthop    Facility    const, 
HEDDEHMAN.D,       Aff  11  Lat  ion  Unknown.       79/OB/2B.        li. 

79102S013B  Motion    For    extension   af    time    to   respond    to    applicant    h  NHC 
flpst  rounif    tnteppooatorle,.  Intsroflafcories   are    Unnthu. 
burdan.oine    t<    oppp»BBivo.  lntHrv«nov«    hava    not   had    ot-ctls    to 
trani-ci-Jpts    outsldo  LPDR. 

J-J'      Gu*'»UB'""'na   E"vir0n(n«nto|    Advocate.. 


0030131 


030131    ExpruBsos    oppo.ition    to   oporation   of    Pat  iHtu.  Calls    for 
hutdoum  s,  UIB   op  coal   resourca.   for  poDBr. 
ARNERi  B.       Af  Ptl  latlon   Unknown.       79/OB/OS.       Ip. 


BOLENHEROER,  R.       Affiliation  Unknoun.       79/OH/10.        ip. 


7910030770  Mot  if  to*   af  re-eeipt  af    intepv.nop   Envjpnn  Coalition  on 
Nuclwr  Power    790910  discov.rtf   Pt-tu-it..  Dflewm.nH   not 

C'  "  *    r°Unfl   t"i"V<I>'(   """"    «-«.-l««»- 

Branch   3,      79/09/13.      3PP. 


CUTCH1M,  J.M. 
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79101B0350  Response    in    opposition   to  Citiians  Against  Nuclear   Dangers 
790830   appeal    from   ABLE   790824   memorandum    t.   order    re 
scheduling    fc    discovery    motions.  Hequi  s  i  te    ahouinos   were    not 
demonstrated.  Certificate    of   Bvc    and, 

YU3PEH,  A.  R.        Pennsylvania    Power   &    Light   Co.        YU3PEH,  A.  R-       Shaw. 
Pittman.     Potts.     &   Trowli  ridge.        79/09/14.        6pp. 

79101B0065   Answer    in    opposition    to    Citiiens    Aoainit   Nuclear    Dangers 
790B30   interlocutory    appeal    from  ASLH   790924   memorandum  & 
order.  Requests    opportunity    to   address    questions    raised,  if 
A5LAB  grants    appeal.  Certi  f  icate   of   Svc    encl, 
CUTCHIN.  J.  M.  Branch    3.        79/09/17.        5pp. 

7910350333   Responses    in    opposition    to   ASL.O    790BS4    memorandum   t.    order 
compelling    intervenars    to    ansiuar   applicant    tt  NRC 
interroaatori.es.  Requests    reconsideration  *    revision  t.  moves 
for    protective   order.  Cert  if  icate    of   Svc    encl. 

KEPFQHD.  C.  .     JOHNSRLJB-  J.  H.        Environmental    Coalition    on   Noclnar    Power. 
79/09/17.        22pp. 

791017064S  Advises    that  FES   mill    oa    issued    in  Jan    1930.  SER    in  Aug    1980 
&  SER  suppl    in  Apr    19B1,  contrary    to  NRC   estimate    at 
790129-31    special    pr«hearing    conference.  Hearing  B    on    environ 
t,   safety     issues    ui  11    he   adjusted    accordingly. 
CUTCHIN,  J.  M.  Branch    3.        79/09/1B.       2pp. 

79I02E0370  Correction    to  responses    bo  ASLD  memorandum  tt  order 
compelling    answers    to   NRC    Et   applicant    Interrogatories. 
Signature   of    JH  Johnsroil   uas   omi  tted.  Cert  i  f  Icate    of   Svc 


. 

JDHNSRUD,  J.  H. 
app. 


Environmental   Coalition    on    Nuclear   Poiupr.      79/O9/10. 


7910190312   Memorandum   &   order    dismissing     intervenor   Citlieno    Against 
Nuclear   Dangers   appeal    from  ASLB   79003')    order    disposing    of 
certain    scheduling   &   discovery  matters.  Has    not    shown 
sufficient    cause    far    d  iscretionaru   appeal. 

BIBHOP.C.J.       Atomic   Safety   and  Licensing   Appeal    Panel.      79/09/19. 
3PP- 


H.     Oeneral    correspondence 

791O2904i9  Ack    790BB9    intiuiru    ™    licensing    status    of    facility.  DES 
published     in    June     1979.  FES   !<    hearings    before    ASLB    not 
expected    untiJ     198O,  Dcsc  rihea    licensing    actions    imp  lomentotf 
as    result    of    Tfll     Incident. 
DENTQM.H.n,        Office    of    Nuclear    Reactor    Regulation.        79/lO/Ofl.         Ip. 

--791O290472    Requests    that    "Environ   Assessment:  Use    of    EPICOF1-II    at    TMI, 
fc    FR    notice     for    comments    tie    sent    to    names    on    encl     list. 
Requests    eiplanation    of    television    ropt    that    licensing    for 
Derrick    has    boon    approved.  W/o    enc 1 . 
LEWIE,  H.   I.        Affiliation   Unknown.        79/OB/29.        Ip. 

K.     Utility    Final     Bafetij    Analysis    Report    (FSAR)    It    amenda 

791017O139   Foriuards    FSfiR,  Rcvis  ion     12.nuomittod    as    Amnnd     li    to    01- 
ap  pi ication. 
CURTIS,  N.  W.        Pennsylvania    Poiucr    !,   Light    Co.        79/1O/15.        ip. 

— 791O17O141     F3AR, Revision     12,  aubmi  tt^iJ    as    Amsnd    16    to    OL    application, 
CURTIS,  N.  M.        Pennnijlvania    Pouier    (.    Light    Co.        79/OB/31.        35Opp. 

M.    rtnttfcrust    corrospondenc B 


7910S2O513  Forwards    FR   notice    re    time    for    aubmittal    of    viHius    on 
antitrust   matters    for    QLs    under    antitrust    review. 
BALTZHAM.J.  Antitrust    &    Indemnity    Group.        79/10/01,        Ip. 

—  7910220524    Fl   notice   re    time    for   submlttal    of    views    on   antitruofc 
matters    for    OLs    under    antitrust   revleu. 
BALTZHAN.  J.  Antitrust!!    Indemnity    Group.       79/10/01.       3pp. 

791036.OO46   Submit?    qUBKtions    re    OL   antitrust    revioui.  Faruiards    FH    notico 
invitiiij)    comments    from    intorosted    parties. 
TOrtLBTDM.A-  Pouier    Supply    &   Analyis    Hrancli.       79/10/1B.        Ip. 


7910240689  Answer    in   opposition   to  Busquehanna  Environ  Advocates 
petition   for    mod   of    special    prehearing    conference    order. 
Special    circumstances   warranting    consideration    of   Class   9 
accidents    have  not   been   ohoum.  W/Certi  f  icate   of  Bvc, 
CUTCKIN.J.M.  Branch    3.        79/09/19.        5pp. 

—7910240697   Response     to   ASLB   Question   4    re    classification    at    TM1 
accident   as    Class    9  ace  ident.  Al  though    release    of   raifioac  1  1  vc 
matt  uas   vorg    Bmal  1.  ace  ident   determined    to    be    Class  9. 
Certificate    of    Svc    encl. 
CUTCHlrl,  J.  M.  Branch    3.       79/O8/24.        4pp. 

--791O24Q4.99  Comments    on  HJ  Mattson   790B16  response    to  ASLIi   question    ru 
Class   9   accident;TM!-2  accident   uas   not   Class   9  bij 
definition.  Recommends   evaluation    to   ahow    scenario    in   termo 
of  various,    sys    responses. 

ANDERSON.  F.  D.  Site    Designation  Standards   Brand*.      79/013/21. 

3pp. 


—  791O2£OU'5£i   Wotice    of    dO-day    period    fop    requoiits    for    re-evaluation   of 
antitrust    matters. 
SALTZMAN.  J.  Antitrust    (,     Indomnittj    Group.        79/10/1B,        3pp. 

0.     Inspoction    roporto,     IE    tlulletins   &    c  orroopondenco 

7910030BD4   Forwards    IE    Insp    Rep  ts    90-397/70-20  t.   SO-3B3/70-1B   on 
701113-1301,  Ma    noncomp  li  ancc    nnled. 

CAHLSDNiR.T,  (legion    1,    Philadelphia,    Reactor   Construction   & 

Enntnoerina    Support    ffranch.       70/13/23.       2pp. 

—7910030B60    IE    Insp    H0(its    SO-3B7/7H-20  t.    50-323/78-18   on   781  1  13-1201.  No 
noncomp  1  ianc  o    noted.  Major   areas    inspoc  tod:  uiork    activities 
including    Installation    t<  ue-lding    nf   reactor    coolant    pressure 
boundary    &    installation   of    safety-related    components 
OA1.L.Q,  fl,  M.  .     MCOAUGHV,!!.  H.  Region    1,     Philadelphia.    Office    af    thB 

Diractor.         7G/1H/02.        App, 


—7910240703  Comments    on  JR   Hattson    790616  response    to  A3t,B   question    re 
Class   9   accident,  TMI-2    incident    bias  DBA.  Accident 
classification    is  moot    under   c  ircumstances    9ucft   as   TMI. 
Supporting    documentation  t<  Certificato   of   Svc    oncl. 
MARTIN.J.  Accident   Analysis    Branch,       79/Oa/30.       Hpp. 


7910020110  Forwards    IE    Insp    Ropt    50-307/79-34   on   790710-12.  No 
none  amp  1  lance    notBtt. 

DRUNNEfl.E.  J.  Itoglqn    I,    fh  i  1  adolfi  h  ia.    Reactor    Operationa    hlucloar 

Bunport   Branch,       79/OQ/OB.       2pp. 


7910010614  Ack    receipt    of  DEB.  Believes    statement   contained    insufficient 
dJt-fl  on   humans.    Object)    ta   conclusion. 
HATBOM.L.  E.       Affiliation   Unfcnoun.       79/O9/21 .       3pp. 

7910300039  Flaipanse    in   opposition    ta   Suso.u«hflnna  Environ  Advocates 
7 90S 30  petition   for  mod    of  A8LD  79-0306   order    to    Includa 
contieEiuences    of  Class   9  accident    Issue    need   nut    ba 
considered   re    land-based    plants.  Certlfl  cake   op  Svc    encl. 
8ILDERO,  J,  E.  .     VUSPEH.A.n.       Pennsylvania    Pouinr    t<  LInht  Co. 
SILBERO,  J,  E,       Sham.    Pittman.    Potts,    E<  Trouibi-liTge.       79/09/S7.       6pp. 

7910310023  Answer    in   opposition   to    inturvenor   Sjsquehanna  Environ 
Advocates   790712  motion   For    IBO-day   Bitirnsion    to    respond    to 
NRC   &  applicant    first  round   of   Interrogatories.  Irtervenor 
railed   to   carry    burden  of    proof .  U/Certl  flea  to    of   Bvc. 
CUTCHIN,  J.  M.  Branch  3.       79/10/01.       3pp. 


i  tent  ion   to    give    limited   appearance   statement 

tg.  Request!    acknowledgement    of 

t  mailing    lilt    in   ordvr    to    be    Informed 


Unknown,      79/10/03. 


Ip. 


-- -7910030411    IE    Insp    Hopt    50-3Q7/79-S4    on   790710-12,  No    noncotnpl  lanco 
no  to  d,  M.i  JOT    areas    i  nspct  ted  ;  preoporati  onal    test    program 
rovlBui   miju  iroment  s,  tost    procedures    t<   teat    neiiuenclng. 
NICHOLAS,  H.  H,  Region    I,     Ph  i  lade  1  ph  ia,    Office    of    tho    Director. 

CAPHTON,  D,  L.  Region    1,     Philadelphia,    Reactor   Dpuratlano    Nuclear 

Support   Branch.       79/OB/07,       7pp. 

7910100349   Forwards    IE    Inap    Repts    50-307/79-10  8<  50-3B0/79-11    on 
77O43O-060B.  No    noncomp  1  iance    noted. 

CAULBONi  n.  T.  Region    1<    Philadelphia,    Reactor   Construction   8. 

Engineering    Support    Draneh.       77/OS/ai.       Spp. 

--77101B03SO    IE    Insp    Rents    30-307/79-19  «.   50-3B8/79-11    on   790430-OiOa. 
Mo    noncDinpl  lanco    noted.  Major    areas    Inspected:  procedures    for 
reactor   pressure    vassal    TBC ire ulat i on    sga   noitle    mod    & 
ins  taUation    of    saf  e  ty-rEla  tod    components   fc   pipe    supports. 
QALLtL  n,  M,  nnpinn    1.    Ph  i  ladalph  is,    Office    af    the   Director. 

MCGAUOHY,  n,  W,  Region    1.    .Philadelphia,    Reactor    Construction   t< 

Engineering    Support    Branch.       79700/30,        llpp. 

7910160361    Forwards    IE    Insp   Rept    30-3B7/79-23   on  790620-22,0703-03, 
03-0&    fc  09.  No    noncompl  lantn   noted. 

CARLSON, R.T.  Region    1,    Ph i ladelph  la.    Reactor   Construction   & 

Enflineorlnj    Support    Dranch.       79/OB/S3,       Spp, 


DOCKETED  ITEMS 


^s^^ 

cable    installation   t.    OA  "cricai 

""  ' '        ""1""-     °ffi"    °P    the    Director. 


M™  *';^    ?";?""'«    "P*    '•    P'P-    -up-art    design    drying 

released    For    fabrication   &    i  nsta  1 1  ation.  Disc  recartciB* 
found    Sotueen    stress   analyais    calculations   &    loa-ds    used    in 
B  ,°,    MP1P^    su*l*ort    •'ratings. Final    rapt    *y    80O30I. 

.N. W.        Pennsylvania    Power    &    Light    Co.        79/O9/05         3pp 


in°p  ne 


eonn 
connectors 


ru  °tcnt*al     deficiency    rept    re    flmphBn0l 

Cutler    Hammer    E-30    switches  if  K 

'TlQ  "f"!""    *'     Philadelphia.    fl.Mtar   Construction   & 

ng    Support    Branch.        79/09/21.         Ip. 


nonCC,pliance 


Operations   Nuclear   Support    Dranch        79/07  fsl      'eft .  "' 

7'!n°Brsol    F°rU)ard9    IE  Ci|-cular   Vf-l*,     "Loose    Locking   Devices   c 
7?/09/?3H'      1       R"aion    ''     Philadelphi"    OPf  t  ce"o  F^he    Director. 


. 

.T  F)B9ion    1,     Ph  1  lado  Iph  ia,     Re«top   Conitruetlgn    t, 

EnBinoering    Support    Branch.        79/O9/31.        Ip.  nnacruccion    c, 


-  "  "•• 


. 

mBasurements  taken  Df  ftDld  M.ld  {,  u   ld  pljn^nt*""* 

examination  madn  of  wold  ground  aruaa 

5ADOL.A.R,   Pennsylvania  Pouer  !-  Light  Co.   79/07/13.   3pp. 


--79101S0596    D.FIei.nc,    rept    re    amj>hBnol     f8male    connecter    p  i  mj    not 
sea^r-g    properly     in    CutJur    Hammer    push    button    ami  tch  eg,  OE 
will     investigate    &    provide    corrective    action* 
CURT-IB.  N.  W,        Pennsylvania    Power    i   Light    Co.        79/09/16.        2pp. 

7910030^62    Submits    up-Jate     to    790302    interim    deficiency    rept    re    Failure 
,  f  Tt  "•"'""ctup.r*    to    stako    stem    lock    nuts    Fastening 

Limitorqlro    Model    SHB    ft    SMC    motor    operators    to    va  1  ves.  Ongolno 
"-    "•"""""    65a    -w»P«*    v.lv«.Fln.l    rept    hy    eOu419fl 
N.  W.        Pennatflvania    Power    *    Light    Co.        79/O7/2*.        Spp. 


RM,  "*"1"    "P*    r.    deficient    Llnitorque    3MI3 

n  ^  V  v?  'not'"'  °P6"tWra.Be-fici«ncB  iUcovered  in  fisa 
Dechtel  valves.  Inap  to  6e  completed  by  Spring  WBO-.  Final 
rapt  to  fce  sulimttted  aOO-413.  r.not 

CURTIS,  N.H.        Fannsijlvania    Power    (.    Lluht    Co.        79/09/36.        3pp. 


r;fi*?    «"    P^'nti.l    deficiency    |n   CUtlar-Han,ffler    push 
button    suiitches.tn    addition    tfl    defects   «    cond  i  fciona    in 
Amph.npl    iop.nactor    pins   A   F-3O   supitchos    natcd    in   79091]    1  tr 
Heportobilifcy    to    be    doteTmtned    by    771111 
CURTIS,  N.  W.        PenngijlvaniU    Pouicr    ft   Light    Co,        79/10/11.        2pp. 


CrtFiLSON,  n.  T  Region    1,     Philadelphia,     neac  tor    ConBtruc  ti  on 

Enginoerlng    Support    Dranth        79/013/20.       ^fip 

-7910Q90ii4   Notice    of    violation    from    insp    on    790515-10 

"  Reoion    1.     Philadelphia,     Reactor    Construction    &   Cnolnoeri 

Support    Branch.        79/07/11.         Ip.  «-ng  ineeri 


In'P    RtP*    30-307/79-19    on    7TO5  15-10.  Noncomp  Hacne    notc.h 

s0ta^v;;PBinrncrlbod  (UDId  propile  tran6ition  Sn 

79/07/11        4f*'*tm    ''     phll-"»IPhl«.     Dffie.    of    the   Director. 

7910070604   Forwards    IE   Circular   79-20,     "Failure   of   GTE  fiulvania   ReU,,, 
Type    PM   Bulletin    7309    Catalog    SUia-11-AC    H/1SO   Volt    ac  " 

Coil."   No    action   reqolrpd. 

Ip    "0!"nn    J'     FlhilaijDlPhla'    0"*«    "f    *h»   Dlrtctnr. 


Coorerl6"^    '"'  !  .N°*  '"    7^3'     "^•"••'•^    Di 
Coolers."    No    action    required 

4pp!"'Un    ''     PhiladBlPhla'    Office    of    tht    Director 


Aerator 


. 
79/09/2?"'     Ip 


'S  nulletirl   "-"•     "^"-n    UinOB,  "   NO   action 
iD"    ''    PlliladolPhifl-    Offict    of    tho    Director. 


ponunit         w 

foint   Unilo   3  &  4.  "   No    action    required 
79/IO/0|H'     lp    RB9i"n    ''    Philal(B|I'llta' 


*h.    Director. 


7910170630  Forward.    IE    Info   Notice    79-24,     "nvorprossur  i  zati  on    of 
Containment   of   PWR  Plant    After   Main    Staam  Lint   Drwfc    »    Nn 
action   required. 

7"'lO/OIH'     lp    RBfli°n    *'    Phnai'clP|)1^'    Office   iif    the    Director. 
S^ReportabU^occurrencoa,     LERs   fr   related    correspondence 


ELECTOIC  STATION,   UNIT  2 

o    documents    I,   corrvsonde 


SELLSrD.  E. 


ETivironmental    ProjEctn    Branch    2.        79/07/HB. 


,«H      ?iBCU?ses    ut"    77°Ba'    Hr   re    |>r0poS91J    program    For    ch.micit 

usage    durtnc.    «  Icat-ino.  teBtino   t    Flushing    operation.. 

DUchavoo    occurs    from  E-l    pond    aPter   rainfa  1  1  ,  contrary    to 

1  tr    indicationn, 

CURTIS.N.W.       Pennsylvania    Power    !.   Light    Co.       79/10/O2.        lp. 


F?rwa';1"    A(nani)    1?    to    OL    "^Plication,  containing    Revisinn   D    bn 
plan.  Amend    withheld    (rof    locFRH,  7TO) 
THOMAS,  D.       Ponnaylvania    Poiucr    &  Light   Co.       7^/10/0'B.        lp. 


79103100IB  Requests    description    of    pool    dgnimit    load    taafc  s,  rat  i  onalo 
for    plant    unique    proffram,  task    schedule   A    program 
docuniBntation.  Info    should    be    provldoii    to    NHC    oy    791115 

Asaistant    Diroctor    for   Light   Wat»r   Reactors.       79/10/10. 


VAROfl.  S.  A. 


7910170119  ForuariJ.    addl     info    for    environ    PeVlelu   of   Pond   Hill    IOL,    flolu 
augmentation,   reservoir,  In    response    to   790730   request    Elqftt 
oversiiB    ifrauinOB    cncl.ftlto    forwards    "Moni  torinn    StuiTu    of 
Communitij    Impact"    &   update.  ' 

CUftTISjN,  W,        Pennsylvania  Faiuer    t,  Light   Co,       79/lO/ia.       Blpp, 

--7910170121     "Monitoring    Btudi|    ot    Community    Impact    " 

*      Pennsylvania    Pouor   t,   Licjhl    Co.       76/06/30.       48pp. 

7910170124    "Monitoring    Btudg    of    Comrnunity    Impact:  Update    " 
»      Pennsylvania    PQLJBT    t-   Light    Co.       7B/12/31.       i3pp. 

7910S20216   Motification    of   791025  maeting    lu/util    it.    Geth.tda.W   to 
rflstuBi   TftviDiu    aqfiedul*. 
PARfi.O.  ».  Light    Mater    Raactora    Branch   3.       79/10/12.       2pp. 


*n    Affidavit    oP    svc    FDr    Amend    16    to    DL 
ennaylvania   Power    *.   Light    Co.       79/10/17. 


™6!    P"elp^   ot   790905    int«rim   rept   rr    deflcidncy    i  r,    PipB 
support   design    drauilngs   raleased    for    fabrication    h 
installation. 

CARLSON.R,  T.  Region    1,    Philadelphia,    Reactor   Construction   * 

Engineering    Support    Branch.       79/O9/13,       lp. 


c  ,  U  ar* 

Condensation   Tea  to.  Doscr  iptlon    of    M*B»urement    Concspt,  " 
52£,;I  *ubiriitfcB1'    ln   T»"ponsB   to   NRC   Comnmnt  S   issued   at 

/*r(J32j   mQK  1  1  ng. 

CURTIS,  N,  W,       Pennsylvania    Power    &  Light    Co.       79/1O/H5,        lp, 


7^  103001  OB    "OKM-IIM    Te.ts.Test    Philosnphy    fc  Ma 
Kraftuerk    Union  Working    Rept    H    141/136/79 
*      Pennsylvania    Power   *   Light    Co.       79/10/10. 


t,    "OKM-IIH 


adanfced    from 


16pp, 


240 
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"Gnu-lilt   Condensation    Tests,  Description    of    Mea 
Concept.  " 
»      Kvaftuerl    Union.     Mannheim,     Federal    Rep       of    Germany. 


—  7910020137    Requests    copy,     of    DEB    for     Fac  1  1  i  ty  •  Roc  ammend  s    use    of    local 
cnal    for    pouar. 
SDLENDERGER,  R.         Affiliation    Unknoun.         79/-09/1O.        Ip. 


D.     MFtC    Draft/Final     Environmental    Statements,     suppls    &    correspondence 

79IO030127   Forwards     17    lira    from    fed  eral.  state    &    local     agencies    re    DES. 
Asks    that    util    review   t*   respond    tty     771001.     Certificate    of 
Svc    end. 
BELLS.  D.E.  Environmental    Projttcts    Branch    a.        71/OWQ6.         59pp. 

—  791QO30H4   Comments    on   DES.  Data    should    be    cc,llQctod    on    humans    as    well 
as    uildlife   Ei    fish    far    long-range    comparison    purposes. 
Objects    to    planned    const    of   reservoir    to    be     used    SB    cooling 


WftT5DN,L.E.        Affiliation   Unknaun. 


2pp. 


7910030784   Responds    to   79QB13    Itr    requesting    eitensian    for    public 
comment   on   DES    to    791201.  Deadl  Ine     IB    extended     to    77090'?   t- 
comments    based    on   "info   released     in    TMI    rept    mill    be 
answered    If    submitted    early    enough. 

REGANiW   H.  Assistant    DirectaT    for   Environmental     Projects. 

79/01/06.        2pp. 

7910100654   Responds    to   790412    Itr    re    potential    radinlogical    effects    of 
planb    effluents    on    Danvi  1  lei  PA   mater    suppl  j.  U»  S-CUSBE  3    1IES1 
iTi-d  i  eating     that    plant    operation    should    have    no     significant 
Impact  on   water    supply. 

REGANiH.  H.  Assistant   Director     for    Environmental    Projects, 

79/O9/19.        2pp. 

7910O2QBH  Forwards    federal,  state   fc    local   agencies    comments    on   DHa. 
Requests   review    I*    response    by    791O13. 
SELLS.D.E.  Environmental    Projects    Dranch    a.        79/09/21.        3pp. 

791QO-)G244   Foruards    revipiu   supporting    DES   Related     correspondence 
impacting    on   Economic    Development    Council   A-1?!!    review 
prac  ess   enc  I . 

SROSSMAN.H.  J.       Economic    Development    Council     aF    Northeastern,    PA 
Avoca.PA.        79/09/26.        llpp. 


791011027Q    ftespondti     to    C    Marsh    790720    request     for     protective    ardor    re 
util    first    round    i  ntorr  ogatoi-ie  s  .  Marsh    has    answered 
Interrogatories    to    e-itent    of    info    currently    available.  No 
need    for    protective    order.  Certi  f  1  cate     of    Svc     anc  1. 

SILDERQ.J.E.        Ponnsylvania    POUIOT    tn    Light    Co.         5ILBERQ,  J.  E.        8hau, 
Pitlman,     Potta,     &    Trombridge,        79/OEJ/O6.         Ijip. 

7910040123   Order     itemjing     i  ntarvenors    Marsh    &    Citiiena    AflainBt    Nucloar 
Dangers   raotioiB     to    rovise    pTehearing     scherfu  1  e.  Grants    uti! 
6   WRC    79O627    motiDiis     to    compel     discovery    against     intervenor 
Citiiens    Against   Nuclear    Danger-a. 

BECHHOEFER,  C.         Atomic    Safety    and    Licensing     Board    Panel.        79/OQ/S4, 
17pp. 

7910B30903  noflponds    to    inturvoiior    Citiicna    Against    Nuclear    Dangera 
790729    supplemental    discovery    requests.  Includes    info    ru 
documenta     issued     to    NHC     prinr    to    preparation    of    DE3    b    util 
position    r«    DEB.  Cer  1  1  Pica  ta    of    Svc    one  1. 

81LOEKO:  J.E.        Ponnswlvania    Pouier    i    Light    Co.        8  1  LBEF1O.  J.  E.        ahnu. 
Pi  ttmani    Pottai     &    Troiuoridlge.       79/OH/?9.        £>p|i. 

791OS30672   Requests     that    ASLG    dany     inbervenor    BuuquBhanno    Environ 
Advocates    790EI30    motlori    for    protective    order    re    util    770DH5 
flrnt   round    diccovorij    requests.  Ut  i  1     is    entitled     to    inPo 
noceiBflry    for     croas-e  lam  i  natl  dn,  Certificatp    of    Bvc    oncl, 
S1LQEHO.  J.  E.        rcniisy  1  van  la    Pouer    !.    Light    Go.         SILnERQ,  J.  E.        Shiiu, 
Pittman,     Potts,     a    Trouaridgc.        79/Oa/a?.         5pp, 

7910090776  Eipressas    concern    over    NRC    r  ec  oramonilafci  on    to    liccnne    plant 
on    Busqoehanna    Ii  i  VET.  Oo  I  i  eves    plant    should     not    be    licenimd 
!.   Dperate-J.  P!  ant    poses    serious    tnrnat    to    people    of    central 
Prt, 
PRELEBNIK,  W.  L.        Affiliation    Unknown.         79/O0/30,         3up. 


Suppl     to    790930    appeal     alleging    «l  tvei-at"it    rulinjic    contalnorf 
in   ASLD    770QH4    order.  GeuVE     Issuance    of     Geparati*    ordorn 
Dealing   u/inri  1  vi  dual    mn  t  ion  G.  C  erti  f  i  ca  t  e    of1    Bvc     cncl. 
HALLIOrtN.  T.  J.         Cltirens    Against    Nuclear     Dangcra.         79/O9/O].        7pp. 


791O160544   Discuss 
of   TMl-a  event. 
RQDINSON.D.  E.       SEFJrt-COG   Leuiston.PA 


DES   review   DEB    should    include    analysis    of    impacts! 
77/09/26.        2pp. 


7910090335    Five    requests     tn    make     limited     app-earflncc    3  taterneritn    at 
public    hearings,  submitted    by    local    residents 
LOOK  [MOD  ILL, O.        Affiliation    Unknown.        7 f /Off OS.        5pp. 


7?1O220467   Foruards    copy    of    DES    in    renponsc    to    790939    rcquoat.  Rcquentc 
comments    in   preparation   of  FEB. Will    be  part    oP    evidentiary 
heari  ng. 
SELLS, D.E.  Environmental    Projects    "ranch    3.        79/ID/1C.        Ip, 


0.     Afljudicatory   correapondDnce 


7910090193   Requests     to   make    limited    appearance    a  tatoment:    at    licensing 
prehearins. 
THOMPSON.  F.        Affiliation   Unfcnnum.        79/07/0^  ,        1  p. 

7910H0394  Opposes    intervonor   C  Mar-sh    790633   request    that  ASLU    revieiu 
licansing    timetable    ti    requests    that    /iSLD   arrler     intervenor    tu 
respond    to   util    79O535   first    set    of    interrogator-!  03. 
Certificate  of  Svc    end, 

SILBERG,J.E        Pennsylvania   Pouer    !<    Light   Co         BILDEnO.,/   l£.        tihiiMi 
Pi  ttman,     Potts,     !i   Troubridge.       79/O7/12.       5Plj. 

79J0030693  Resppnse    to  MRC   first  round    interrogatories,  Includes    inPo    rn 
wl  tnesses.groiuth    r«te   of   electrical     lood,  emirroeiicy   plans, 
decommissioning,  lon-g-term   health    effocts    on     loco]    pnpul  at  Ion 
&    sparger   failuro. 
MARSH,  C.       Affiliation   Untnoun.       7')/07/SO,        13pp. 


7910090298  HeapondB    to   7*70830    requost    For    aosurancn    that    AHDL   7901)21 
order   uilll    be    Sold    in   flboyjitico    ponding    outcome    of    intorvcnor 
Citic'eni  Against    Nuclear    DangOT    appeal.  Mtags    aro    granted 
after  A  SLAB    cons  id  crat  i  o-ri    of    c  i  c  urns  t.inc  ea. 
CHO,  J.        ftlomic     Safetij    fln.d    Licens-lng     Appeal     Panel.        79/09/O3.        !3pp. 

7910190337  Renue-ita    notification    of    !.    opportunity     to    participate    In 
public    hij.iring^    re    rostflrt    oP   7Hf 
INEHQ1T,  D.  D        flf  filiation    Untnouin.       79/0^/05.        l|i. 

791 03404 16   Heq.ueata    notite     at    tx   up  far  twni  ty     ta    participate     In    public 
hearings   re    Iscuarice    nf    p ormi  ts*  1  icon *e-s   £<    appruvals    to 
ronpen    TMI-2. 
NEBOIT,  D,  D.        Af  f  i  Hat  ion    UnStioun.        7<?/O9/Of).         l|i. 

771032(1471    nesponso-    to    ASLQ    7t?Q£12'l    order    appealed    Dn    79003O,  Subml  Is 
uiacoverg    it    pleading    Info.Urgea    i\'jLli    ta    Impcfao    burden    of 
proof    on  apf  1  icent.  Certi  f  i  ca  t  e    of    Svi:    encl 
HALLIOrtN.T.  J,        Citlions    Against    Muclcar    Danooi-B.         79/09/1O,        fipp. 

791Q030BAS  Notifioa    that    790BS8    Itr    supporting    halt    to    further    facility 
const    is   bring    f orumrdad    to    NRC    office    reviewing    plant   01.. 
KOPECK,  J,       OfPicu    of    Public    Affairs.        7'7/Q9/lB.        Ip. 


—7910030697   Affidavit    of   C   Harsh    re    7-70730   roaponne    to    MH(; 
in  terrooatories. 
MARSH,  C.        Affiliation   Unknoujn.        79/07/20.        Ip, 


— 77100505ft?  Supports    halt    to    furth&r    facility    count. 
HEDDEnMAN,  D.       Af  Pi  Hat  ion    Unknown.        79/OB/3D.        Ip. 


791015033?  Motion    tij    intervenor  Citiiens  Aoainat   Nucloar    DongBra, 
requesting   FQI    investigate  misplaced    dncumenta    at   Btatn    of 
PA    Bept    of    Environ    Resources.  Dpi  terales   79QS32    diacoveru 
requ&st.  Certificate   of  Svc   oncl. 
LEMAHOWICZ,  I.      Cltijens  Aoainst  Nuclear  Dangers.       77/07/25,       3pp. 

79100306BQ  R?Gponds    to   util    first  round    interrogatories.  InUuda* 
answers   r«    growth    rate   of   nuclear-generatfld    e  Uctric  i  tu,  need 
Par    powur.enBrgy    conservation   program,  radiation    doaes, 
sparger    failora  &  costs   nf   docoinmi  isionlnn 
MARSH.C.       Affiliation   Unkngun.       79/07/30.       20j,p. 


79-lOabO'iaB  Motion    far    eitcnsian    of    time    to    rDBpond     to    applicant   Si  Htt(] 
first   round    intorrogiifcorJea.  Intero-aatortun    arc    longthy, 
burcl eninmi?   &    oppronsJvo    Intorvonora    liavs   not    had    acceflu    to 
honrlng    tratiscrlpta    o-utsida    LPDR. 

BCHULTZ.  0.  R.  .     ROD IHSOM, J.  J.        Eugquflhanna    Environmantal    Advocates. 
77/09/12,        3pp, 

7910030770  Motif ln«    of    receipt    of    Jntervonor    Environ   Coalition    on 
Nkrclaar    Power    790*71 0   dlacovartj    reijues ts,  Documontc   not 
received    Prom    first    round    dlficaverij    request    uiaro    discusstd 
In   NftC   790i.B7    1  tr. 
CUTCHIN,  J,  rt.  Branch    3.        79/09/13         2pp. 


hutn     ^preB"5   °flP"Sition    to   operation  of    f  Kility,  C»l  I.    for 
shutdoun  (<  u«e  of    coal   resources   for-    pauer 
HARNeR.O.      Affiliation  Unknown.      79/08/03,       Ip. 
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79101B0250   Response     in    opposition    tn    Citiior.3    Against    Nuclear    Danger 
790B30   appeal    from   ASLD    790331    memorandum   k    order    re 
scheduling    Ci    discovery    motions.  Requl  si  tff    ahaminfls    ugro    not 
demonstrated.  Certi  ficatB   of   Svc    enel. 

YUSPEH.A.R.        Pennsylvania    Pouor    8.    Light    CD.         VUSPEH,  A.  R.        Bhaiu, 
Pi  ttman,     Potts.     !.    Troubr  idge.        79/Q9/H,        6p|i. 


— 7710370141     FSAR,  Revision    12.  submlttad    as    Anand     16    to    OL   appl  icatiqn. 
CURTIS,  N.  W,        Pennsylvania    Power    !.    Ught    CD.        77/06/31.        530pp. 

M.     Antitrust    corrospofiilence 


7910100065   Anaiuer     in    opposition    to    Citiieus    Against    Nuclear    Dangers 
790B30    interlocutory    appeal     from   ASLB    770324    memorandum    t, 
order.  Requests    opportunity    to    address    questions    raised.  IF 
ABLAB   grants   appea  1.  Corti  f  icate    df   Svc    end. 
CUTCHIN,  J.  M.  Branch    3.        79/09/17.        5pp. 

7910250333   Responses     in    opposition    to    ASLB    79-0324   memorandum   &    order 
compelling     intervennrs    to    ansuier    applicant    &    NfiC 
Interrogatoriea,  Requests    reconsideration    &    revision   tt  moves 
for    protective    ord  or.  Cortif  i  cate    of    Svc    enc  1  . 

KEPr-ORD.C.  ,     JOHNBRUD.  J.  H.        environmental    Co-alltion    on    Nuclear    Pnuur. 
79/09/17.        33pp. 

7910170&4B    Advises    that    FES   uill     be     is&ued     in    Jan    ItfEO,  SEFi     sn    Auq     19HO 
d  9ER    Buppl    in  Apr    I9Q1  ,  contrary    to  NRC    estimate   at 
790129-31     special     prehearing    c  anf  Qmnco.  Hear  i  ngs    on    environ 
d   safety    issues    uill    be    adjusted   accc-rdl  ng  ly  . 
CUTCHIN,  J.  M.  Branch    3.        79/O9/1B.        2pp. 

791Q23O37Q  Correction    to    responsas    to   A6LD    memorandum  tc    nrifer 
compelling    answers    to   NRC   t<  applicant    interrogatories. 
Signature    of    JH   Johnarud    mas    omi  tted.  Cor  t  i  P  i  cate    of    Bvc 
enc  1. 

JOHNBRUn.  J.  H.        Environmental    Coalition    on   Nuclear    Pnuer.         79/09/lf) 
3pn, 

7910190312  Memorandum  !<   order    dismissing    intcrvenor   CltiienB   Against 
Nuclear   Dangers   appeal    from  A5LD    790B24   order    disposing    of 
certain    scheduling    &   discovery    matters.  Has   not    shown 
sufficient    causa     For    discretionary    appeal. 

BISHOP,  C,  J,        Atomic    Safely    and    Licensing    App«al    Panel.        79/09/19. 
3pp. 

7910340609  Answer    in    opposition    to   Suaquehanna    Environ   Advocates 
petition    for   mod    of    special    pro-hearing    conference    order. 
Special    circumstances   warranting    consideration    oF   Class   1 
accidents    have   not    boon    snoun.  W/Certi  f  icato    of    Bvc. 
CUTCHIN.J.M,  Branch    3.        7<?/Q9/19.        5pp. 

7910010611   Ack    receipt    oP    DES.  Del  ieves    statement    contained    insufficient 
data    on   humans.     Objects    to    conclusion 
WATBON,  U.  E.        Affiliation    Unknoun.        79/09/31.         2jip. 

7910300039   Response    In    opposition     to    Suaijuohaniia    Environ    Ailvocatos 
790030    petition    for    mod    of   ASLH    79O306    order     tn    include 
consequences    oP   Class   9   accident.  Issue   need    not   bo 
considered    ro    land-based    plants.  Cert  i  Plcnte    of    Svc    enel 
BILDERO,  J,  E.  ,     VUSPEH.A.n.        Pennsylvania    PoiuHr    !i   Unlit    Co. 
8ILDERO,  J.  E.       Bhau,    Pittman,    Potta,    &   Traybr  i  do  e.       79/09/27.       6pp. 

7910310023  Anauier    in    oppaaition    to    intervanor    tiusquohnnna   Unviron 
Advocates   790912  motion    for    IBO-day    eitansion    to   respond    to 
NUC   t,   applicant    first    round    of    interrogator],  on    Intorvonoi' 
failed    to    carry    burden    tif    proof  ,  U/Cert  if  icate    of   Svc. 
CUTCHIN,  J,  M,  Branch    3.       79/10/01.       3pp. 

7910190600  Natifiaa    of    intention    to    give    limited    appearance    statement 
re   operation    of    faci  1  i  ty.  Requoo  ts    ac  ImoiuledgoniBiit    oP 
approval    &    placement    an   mailing    list    in   urdar    to   be    informed 
of   hearing    dates. 
CREASY.  D.       Affiliation   Unknown.       79/10/03.       Ip. 


H.     General    correspondence 


7910290169  Ack    790B39    inquiry    re    licensing    otfltun    of    Pac i 11 ty. DEB 
published    in   Juno    1979.  FES  (<   hearings    before    ASL1]   rot 
Bipected    until    1980, Describes    licensinn   actions    implemented 
as    result    of   TNI    Incident. 
DENTQN.H.R.       Office    of   Nuclear   Reactor  Regulation.       79/1O/01,       Ip, 


79loaa0513   Foriuardi    FR    notice   ro    time    for    Bubmi  t  to  1    of    visu-a    on 
antitrust    matters     for    OLs    under    antitrust    review, 
SALTZHAN,  J.  Antitrust  5i    Indomntty    Oroup  .       79/10/01,       Ip. 

—  7910230524    FR    notice    re    time    for    submittal     of    vie-us    un    antitrust 

mattoro.    for   OLs    under  antitrust    review. 

gALTZHAN,J,  ftntitrust   d    Indemniti;    Oroua.        79/IQ/Q1.        a^p. 

7910300016    Submits    questions   re   OL    antitrust    r  ovi  eu.  Forwards    FH    notice 
Inviting    comment*    from   lot  er  sated    par  ties. 
TOALSTQN.A.  Poiuor    Supply    d   finalyls    Branch.        7V/10/IS.         Ip. 

—  7910260056    Notica    nf    iO-day    period:    for    requests     for    re-eva  1  uation    of 

antitrust    matters-, 

BrtLTZMAN,  J.  Antitrust   (.    Indemnity    Qroup.        7'9/BO/m. 


3pp. 


Inspoctton    reporta.     IE  Bulletins    i.   torrespondonc  B 


7910030Q54    Fortuards     IE    Insp    Repts    SO-3B7/7B-20    !.    !)0-3QB/7E3-1B    on 
7Q1113-12OE,  Ha   none  amp  1  i  ante   nntsd. 

CAFILSON,K,  T.  fleglon    1,    Philadelphia,     Reactor    Construction!. 

Engineering    Support    Dranch.      7B/1K/22.       Spy, 

--7910030B6O    IE    Inap    Hspts   50-3Q7/7B-20   it   50-3Q0/7G-1S   on   7H1  1  13-1501  .  No 
noncomp  I  lanco    noted.  Major   aroa-a    Inepec  ted  :  uiorli    .activities 
including    Installation  !i  welding    nf    roactor    cnolant    preaoupe 
boundary    &    Installation  of   safety-re  I  oted    componenlB, 
OAULD.R.M..     MCQATJ3HY,R.  H.  Region     1,     Ph  1  lade  1  p  Ma,     Office    af    klia 

Diractnr.        7BY12/02.       6pp. 

791O1BO319    Forwards     IE    Insp    Reptn    5D-3QV/79-1D    d    30-3BB/79-£i     on 
790430-04O3.  No    non-c  amp  1  ionco   noteii. 

CAHL&ON,  R,  T.  n.egion    t.    Philadelphia,     Roiadtar   Cc-natruc  tlon    tt 

Engineering    Support    Branch,      79/08/21.       3pp. 

—  7910100350     IE    Insp    Ropta    50-307/79-10    !.    50-3BB/79-  1  i     on    790-130-0400, 
Ho    noncompliaq.cc    noted.  Major   areas    Inspoc  tod  :  proc  pdur  ea    for 
reactor    pressure   vessel    recircul  a  tlon    sija   noiilg    mod    b 
Initollntion    oP    la  PeHj-relflted    components   ti    pipe    nupporta. 
OALLDi  R.  M.  Region    1,    Philadelphia.     Office    of    the   Director, 

HCOAUOHV,  n.  W.  llcgion    1,    Ph  i  ladelp  h  ia,     Hoactor    Com  true  I  i  on   t. 

Gnginoarlnrj    Support    Branch,        79/OO/2O,         llpp. 

7910020514    Forwards     IE    Circular   79-19,     "Loose    t.ocking    Devicea    on 
Ingoraol  1-Rani)   J'ump    Impellnra."   No    action    requirud. 
ORIER,o-.H,  Region    L,    Philadelphia,     Office    of    the    Director. 

77/09/13.        Ip. 


Forwards,    IE    Circular   79-20,     "Failure    af    QTE   Bylvanln    Ralnq, 
Type   PK  nullotin    7305  Catalog   3U12-11-AC    u/130   Volt    ac 
Coil."    No    action    required. 

GFIIEFLD.H.  Region    1,    Philadelphia,     Office    of    tho    Director, 

79/09/51.         Ip. 

79100101-42  Forwards    IE    Info  Notice-    7(I-23,     "Emero  cncy    &ieoel    Qoncrator 
Lubo   Oil    Con  lore.  "   No    action   raniiirBd. 

OniER.D.H.  flngion    1,    Philadelphia,    Uffice    of    tho    Biructor, 

4pp. 


7910100177    Forward*    IE  bulletin  77-H4,     "Froian   Linoa,  "    No   action 
required. 

ORIEfliD.H,  Rogion    1,    Ph  i  Indel  phio,    Office    of    the    Director. 

79/09/H7,        Ip. 

791016055i!i   Forward*    IE    Info  Notice    79-25.     "Reactor    Trips   at    Turkey 
Point   Units    3   &  •).  "   No    action   ronulredl. 

QFilER.U.H.  Region    I.    Ph  i  lado  Ip  hla.    Office    of    tho    Oirector. 

79/10/Ot.        Ip. 


— 7910290472   Requests    that    "Environ  Asaassmenti Use   of  EPICQR-1I    at   TMl, 
tt  FR    notice    for   comment!   ba    sent    to    names    on    end    lint. 
Requests    explanation    of    television   rept    that    llcensinfl    Par 
Berwick    has   bean   approved.  H/o    end. 
LFUIS,M.  I.       flfPUJation   Unttnouin.       79/03/39.        Ip. 


7710170A3B    Farwards    IE    Info  Notico    79-S4.     "UverprosHuri  ration   of 
Containment    of   PMfl    Plant  Aftnr  Matn   Steam  l-lne    Draah.  "    No 
action   requlrod. 

QRIER.n.H,  Reglcin    1,    Philadelphia.,    Office    of    the   filrectc-r 

79/iO/OI,        Jp. 


K.     Utilltu   Final    Safety   Analysis   Report    (FSAR)    a  amends 


S,     ReportabTB    occurreneiiB,    UERa   t   related   corroapondaneff 


7910170139  Forward*   FSAF1,  Ravision    13.  submitted    an   rtmond    16    to  OL 
app  1  ication. 
CURTISiN.W.       Pennoulvanla   Pouer    l<  Uipht   Co.       79/10/15,       In. 


7^10170011    Act;    rncelpt    of  790903   intorlra  rept    re    uePlclency    tn   pipe 
nupport   design    drauinge   relnaied    for    fabrication    & 
insinuation. 

CARL8DNiR.T.  Region    1,    PhlladeEph l.ii    Rflactnv    Construction*. 

EriDinserins    Support   Dranch.      77/07/13.       Ip. 
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ruioa.    A     c          it     dB*iclency    rept    re    pipe    support    design    drawings 
*n,,!rf    h    i.  "brication   J,    ins  tallati  on.  Di  acrepanc  i  e  s 

found    between    stress    analysis    calculation*    b    Soada    used    in 

rilflTiR    MUD    BL'p'>Qrt     drawing*.  Final     rept    by    B00301, 
^unllDiN.W,          Pennsylvania     Pm.in,.    t.    I   <nh<-    r«  rTD/noj/ic.  2pp 


Power   i,   Light    Co.        79/09/05. 


e.h    ;B"ipt    of    790911    P"t«itl«l    deficiency    rept   re  ampbenc.1 
»  c«t»«r    Hammer    E-30   switches. 

'=  Region     1,     Philadelphia-     Reactor    Construction    !, 

ing    Support    0 ranch.       79/O9/31,       lp. 


-79101S0396    Deficiency     rept    re    amphBnol     female    connector    pins    not 
Heating    properly     in    Cutler    Hammer    push     button     aui  tc  lies.  HE 
SVmi,inveit*ad**    **   Provide    corrective    actions. 
CURTIS.N.U.        Pennsylvania    Power   6   Light    Co.        79/09/11,        2pp. 

791003044.2   Submits    update-    to    79O303    interim    deficiency    rept    re    fail 
oP   valve   manufacturers    to    stake   a  tern    loct    nuts    Fastsning 
Limitorqua    Model    BMO   t,    SMC   motor    gpcrators    to   va  1  vea.  Qngo  i  nfl 
J'MBTie   M  11,d*n"f''ol!    *5-&   suspect   valves.  Final    rapt    by    B001 1 5. 
tumifa.N.  W.        Pennsylvania    Pouer   t,    Light    Cn.        79/O9/26.        2pp. 


pplHm<mta    "OS02    intBrim   rept    ro    deficient    Llmi  torque   SMD 
*   W1L   valve   motor    operators.  Deficiency    discovered    in  458 
BBChcel    valvoB.Inup    to    be    completed    by   Soring    19BQ.  Final 
rept    to    be    submitted    SQ041S. 
CUfl:TIH,N.  W.        Pennsylvania    Poiuer   t,    Light    CD,        79/O9/26.        2pp. 

7910130216   Notlfiea    of    potential    deficiency    in   Cutler-Haider    push 
button    sultchea,  in    additic-n    to    defects   t,    conditions    in 
/taphenol    connector    pins    6   F-3O   switches    noted    in    790911    1 tr. 
Reportobillty    to    be    determined    by    791111. 
CURT!S,N.  W.        Pennsylvania    Power   &   Hgltt    Co,        79/lO^H,         Sp  p 


DOCKET    SO-3B9    ST.     LUC1E    PLANT,     UNIT    S 
^~_^'lCa';lf^C!nltriJ<:t'tln    5taae   documents    !.    corrcspondont  e 

7910040371    Notification    op    790fai   masting    u/utl  1     in    QDtheadd,     Mi)    re 
schedule    for    agbmittal     oF    FSAR,  environ   rept    t    related 


ma  b  t  o  v  s  , 

BIHKEL.ft.  fl. 


Light    Water    Woacburs    Dronch    2.        79/09/11. 


3pp. 


Delays    respanse    to    contention   on    temporary    storage    of    el* 
stfrom  gnnoratopB    until    final    design   details    are    availafcla 
Postpones    Final    statement    on    ability    of   dune*    to    provide 
erosion    protection    until    reviBui  of    beach    survey    results 
DIV1NS.H.  S.  ,     TUBI.fl.  P.  Hudrplogy    MoboorolofliJ    "ranch,        79/07/19. 

79)0290239   Summary    of    77092A  meeting    u/util    in   flBthestfa.  MD   re    echedula 
6   format    tor    Etibml  tta.1    of    application    for    PL. 
LEE.  J.  Light    Water    Reactors    DrancJi    2.        79/1O/O5.        4pp. 

F^SecorUy.     medical,     emergency    (,    FirB   protection    plans 

7910100005   Forwards    79O9Bi.-27    alte   visit    agenda    re    P«oli*tlpn    of    Dpon 
Pira    protection    i  ssues.  Requea  to    transmlttal    oF   agenda    to 
licensfa, 
LAINA8,  0.  Plant    SijBtoma   Branch    (Pro    791030).       79/09/13.       Opp. 

0.     AdjutfUfitorij    corrcipondence 


791W 10004   ForuariB   F   Rosa    79072S  m8mo   to  H   Denton    re    reviow   proces,,  !. 
status    of     facility,  Contrai-y     to    WRC    sbatoment     in    770631 
motion    for    e»  Urist-on    of    time. only   BOX   of  NUC   roviouier    t  imo 
mas    spent    on   TMI. 
PATONtW,  D.  UrancJi    1.       79/07/31.       3pp. 


791O31QQB2   NRC    te&tiroc-ny     responding    to   QueEtions    Al,  A2,  Bl-Ufl,  C 
&   D    of    rtLAB-537    on    790405.  Provides    background    info    for    grid 
description  Ei  general    onaite  i    offslte   pnwnr    sys".  Supporting 
documentatiDn   end. 
FITZPATRICH.R.  Pouier    Syatama    Branch.        79/10/29.        31pp. 

-79103IOOH5  Testimnny    addt-BBBing    Question   Bl    of   ABLAB   790405  memorandum 
S,  order   re   offsite    power    supp  1  y.  Discusses    buH    aleetric 
pouer    supply    planning   &    dasign    program.  Supporting 
documentation    encl. 
FQWLKES.E.  J,        Federol    Energy    Regulatory    Commission,        79/09/21 


79IO'1QO'115   Hemorandura  &    order    instructing    intervenors    to    f  ile,  bu 
791019,  status   re   pr  BparadneBB    for    trial,  Prepared    testimony 
should    he    filed    by    771  lit.  Hearing   mill    tin    held    in    south    FL 
area    &    luill    negin    791210. 

BlSHDPjC.  J.       Atomic    Safety    and   Licensing    Appeal    Panel.       79/10/04 
3pp. 

M.    Antitrust    correspondence 

79100-10499    Answer     to    FL    Citioa    790B09   motion    to    loifga   FERC    790BO3 
opinion    for   Commission    confildarat  ion    in   determinations    re 
holding    of   h  earinga,  Cert  i  f  icatB    of   Svc    encl. 
DEWEY,  L.  S.       Antitrust    Division.       79/03/33.       3pp. 

0,     Inapection  reports,     IE  Bulletins    d  corroaponifBnce 

7910050211    Forwards    revised    response    to    IE    Insp    Rept    50-3B9/79-O1.  rcR 
2-43fl    has    been  added    to   all    controlled    copies    of   drawing 
a97Q-0-517,f)evision    1    t,  FUG  3-557    haa   b.on   removad.  Nay 
document    control    supervisor    has    been  acquired, 
UHRIO,  R.  E.      Florida   Pouer    !•  Light    Co.       79/06/23.       3pp. 

79101BOS23    Foruiai-da    IE    Jnsp     Flop*    50-309/79-12    on    790013-17.  No 
none  ampl  lance  noted. 

MURPHV,  C,  E.  Region    2,     Atlanta,    Reactor   Construction   t.  EnginBBrina 

Support    Branch.        79/OB/2B.        2pp, 

—  79I01B0928    IE    Inap    flept    SO-3B9/79-13   on    790B13-17,No    noncomp  1  iancc 
notod.  Major  areas    inspected:  licensee   action    on   previoua    inap 
find  inga,  const    ac  t  i  vi  ti  HS,  QA   audits   &  concrete    placement 
BnVANT.J.C.  Region   2.    Atlanta,    Ooactor   Construction   a. 

Engineering    Support    OrancJi.       BURDETTE,  T.  E.  Ren  ion   3,    Atlanta, 

Pffice    of    the    Director.        79/OS/37,        5pp, 

7910040571    Foruards   rcaponse    to    IE  Bulletin   79-15,  "Deap    Draft   Pump 
Def  itioncies,  "   Throe    Byron   Jackson    safety-related    vertical 
ooling    water    pumps    tuill    be 


pumpa    to    be    uacd    as     Intake 

delivered     in 

UHniG:H.  E.       Florida    Power    &   Light    Co. 


79/09/10.       3pp. 


7910030SB4   Forwards    IE   Circular    79-19,     "Logsn   Locking    Do 
Ingersol  1-Rand   Pump    Impellers."   No   action    required, 


O'REILLY,  J,  P, 
79/09/13.        lp, 


Region   2.     Atlanta,    Office    of    the   Director 


7910290057   Forewards    IE    Inap    Rept.    50-333/79-32  !.   30-389/79-16   on 
790829-31.  No   noncomp  1  i  anco    noted. 

WURPHY,C.E.  Region    3.    Atlanta,    Reactnr    Construction   !,   Ennlneerinn 

Support    Drancli.       79/09/14.       3pp. 

—7910350061    IE    Insp    Ropts    50-335/79-23  l<   50-3B9/79-li   on   790B39-3I    No 
noncnmpl iancu   noted.  Major    area    Inspected:  pipe    support    basa 
plates    using   comcrate    expansion    anchor    base    plates, 
VAt-LISH,  E.  J.  Region   3,     Atlanta.    Office    of    the    Director. 

HEBDTiA.  n.  fiogion    2,    Atlanta,    Rsactor   Construction    !< 

Enoinflering    Support   Branch.       79/09/12.       4pp. 


Evaluation      of    Impact    of   NQl 
"  .   Light    !.   8A   Pouor"    I,    'Tioview 

pt^rfEr^"    "'   V?!101"   EI"C*P>««»   Configoration-i    BBtH»n 

Plant  S,  FU   Pauor    Orid.  "    Certificate    of   Svc    nncl. 

REIS.H.F.       LquionatBin.Neuimani  Roia,A*elrad  (<   Toll.       79/07/19-.       15pp, 

79103100faO  Foruards    teetlrnqtlij    oF   RO  Fltlpatrlck    fc  DL    Bienel    of    NfiC 
to   ALfla-337    questions   6  testiff.onv    of   EJ   Fo^lkDa 
plTg    to    ALAD-537  Question    01.  Alfa    forwards 

ltr    t0    utll-BL  S1«S«'    affidavit    encl. 
,  W.  J.  Branch    4.       79/09/21,      3pp. 

—7910310073  unc    testimony    re   ASLAQ  Question   OB   on   analyst*    of    events 
occurring    b»tu»n    total    loss    of  ac    pour  *   violation   of 
Fuel    daglgi,    limits    or    design    conditions   of   reactor    coolqnt 
pressure    fcountfaru.  HO    Fitrpatrick   affidavit    encl 
B1ECEL,.  B,  t.  Reactor    Systems   Dranch.       79/09/20.       5pp. 


77101103S4    Forwards    IE    Info   Notice   79-33,     "Qualification    of   Control 
Bya.  "  No    action   requireif. 

O'REILLY,  J.  P,  RoBion   2.    Atlanta,    Office    of    the   Director 

79/09/17.        lp, 

7910040171    Forwards    IE    Info   Notice   79-23,     "EnmrgBncu    Diesel    Generator 
Luoe    Oil    Coolaro.  "   No    action    required, 

O'REILLY,  J,  P.  Region    2,     Atlanta,     Dfflcn    of    the   Director 

79/09/2A.       2pp. 

79101902S7  Forwards    IE    Bulletin   79-24,     "Froien   Lines."    No   action 
required. 

O'fiEILLV,  J.  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/09/37.        Hpp, 

7910170S17   Foruards    IE    Info  Notice   79-25,     "Reactor   Trips    at   Turkeu 
Point   Unit*    3*1,"    No    action   required. 


D'ltEILLY,  J.  P. 
79/10/01,        Spp. 


Rejion    S,     Atlanta,     Office    of    the   Director. 


DOCKETED  ITEMS 


7910170739  Forwards    IE    Info  Notice    79-21,     "Over pressuri tat  ion    of 
Containment    of    PWR    Plant    After   Main    Steam    Line    Break.  "    No 
action   required. 

O'REILLY,  J.  P.  Region    S.     Atlanta,     Office    of    the   Director 

79/10/01.        2pp. 

9.     Reportablo    occurrences,    LERs   &  related    correspondence 

7910530374   Forward*    interim   deficiency    rept    re    damage    of    reactor 
auxiliary    &    shield    bldgs    resulting    from    7?O9fXI   derrick 
collapse   during    Hurricane   David. 
UHRIG.R.E.        Florida    Power   k   Light    Co         79/1  O/O1.        Ip. 

— 7910350378    Interim    doflciencg    rept    re    damage-     to   reactor    auxiliary 
ahield    bldgs    frum    710903   derrick    collapse     during    Hurricane 
David. Forwards     six    drawings    detailing     storm    damage.  Ava  i  lab  le 
in   Central    Files. 
*      Florida    Power    t    Light    Co.        79/1O/O4.         tdpp. 


O.     inspection    reports,     IE  Bulletins   &    correspondence 

7-J10090296   Forwards    response    to    NRC    7905-11    1  tr    re    violation    noted     in 
IE    Insp    Reptn     50-390/79-18   t,    50-391/79-14.  COTTBC  t  ive 
actions:  stud    arc    welding    identified    under   applicable    ASMtE 
code    &    load    value?    calculated. 
OlLLEtAND.,  J.  E.        Tenneesee    Valley    Authority.        79/06/S5,         Ip 

7910090375   Responds     to    MRC   781122    Itr    r*    violations    noted     in    IE    lnap 
Rspt*    30-390/76-37    *    50-391/73-23.  Cc.rrec  tive    actions:  use    of 
e«tornal    support   member    to    increase   outterflif   valve 
rigidity.  Insertion    uil  1 1    begin    in    near    future. 
MILLS.  L.  H.        Tennessee    Valley    Authority.        79/07/30.        Spp. 

7910150631     Discuases    790710   meeting    ui/util     In    Knaxville.TN   re 
activities    authorHed    for    all    TVfl    facilities    under    const. 
TOJRPHY.C.  E,  Region   S.     Atlanta,     fieactor    Construction    t,    Engineerinn 

Support    Branch.         79/O9/03.       Spp.  M          eIMn" 


DOCKET    50-390   WATTS    BAR    NUCLEAR    PLANT,     UNIT    1 

A.     Application/construction,   stage    documents   &    correspondence 

7910010550   Notifies     that    HD    Claijton    ui  ]  1    replace   RJ   McDermott    as 
alternate   on    ASME   Subcommittee    on   Performance    Tasting 
M!NQGUE,R,  D.        Office    of    Standards    Development.        77/09/05,         Ip. 

7910290133   Forwards    Revision    2    of    Standardiied     Toch    Sp  ecs.  NL/REU-Q4&2, 
for   West  ing  house   FWHs    for    use    In    preparnti on    of    Facility 
Tech    Specs,  W/o    end. 
RUQENSTE1N,  L.  B.  Light    Water    Roactore    Branch    fl.        79/O9VS7.        2p|i. 

7910050397   Requests     latest    completion   dates    specified     in   CPPH-*?!    & 
CPPR-92   bo    extended    tu   Mar    19S1    t,    Dec    19BI ,  respec  tl  vcly 
Mods    resulting    from   changes    in    design   contributed    to    delay 
MILLS,  L.  M.        Tennessee    Valley    Authority.        79/07/23.        2pp. 

7910170163  Forwards    description    of    socnnilary    motor-  chemi  stry    control 
program,  in    response     to    790B01    request. 
MILLS,  L.  M.       Tennessee   ValJeij    Authority.       79/1O/1O,      f-Jpp. 

7910180372  Forwards    "Operational    Wflter   Quality    (.   Anuatic    Diolonu 
Nonfish   Monitoring    Program. " 
EO-ASHRV,K.  T.        Tennessee    Valley    Authority.        79/10/12.        Ip. 

—7910100379    "Operational    Uater    duajitu    t,   Aquatic    Diolonu    Nonflsh 
Monitoring   Program," 
«      TennHSsec   Valley    Autlioritij.        79/07/31.        ijip. 

F.     Security,    medical,     emergency    ?(    fire    protection  plans 

7910300131    Forwards    revised    contingency    plans    Fnr  6onuoyah,  Wattj  Bar    t, 
DelUFonte. Plans   withheld    (ref    10CFR3.  790) ,  Revi  uud 


contingency    plan    for    Browns   Furry    submitted    on    ... 
HILLS,  L,  M.       Tennessee   Valley    Authority        7V/1Q/SH,       Ip. 

H.     General    correspondence 

7910290109  Notifies    of    complaint    received    from    KM  Jenkins   re   aliened 
violations   of    Energy    Reorganisation  Act, Section  SHI 
EDWARDS,  B.  L.       Labor.Dept.  of.       79/Q9/SB,       ip. 

I.     Financial    information 

7909100459  Forwards    financial    statements    for   FY197B,  power    quarterly 
rept, one-year    internal    cash    flow  projection    &    narrative 
statement   re    curtailment    of    capital    expenditures   as   renuirod 
by    10CFR140. 
MILLS,  L.  M,       Tennessee   Vollay   Authority.       79/OD/31.       Ip. 


J.     Insurance   &    indemnity    information 


designating    amount    of    financial 


79100106BI    Indemnity    Agreement   R- 
proteetion.  Undersigned    by   TVA, 
BALTZMANiJ.  Antitrust   t,    IntJemni  ty   Group.       79/09/05-       I3p. 


7910330515  Forwards   Endorsements    1-8    to   AMI    Policy  NF-856 
FIELDER, J.       Tennessee   Volley   Authority.       79/1O/IS.       13pp. 


79101SOt4a    Summflrij    of     IE   mgt    meeting    u/util    re    all     TVA    facilities    un-tf. 
const.  Major    areas    d  i  acussed  :  insp    !r   enf  orcoment,  cJianqe  a    in 
inop     polJci/,Qrt/OC    organ!  iat  ion    ef  f  oc  tlveneos 
^IS™^;    !WAN'W'D-  Bcfl10"    ='     Atlanta.     Office    of    the    Director. 

CflNTRELL.  F.  B.  Region    3.     Atlanta,     Reactor    Construction    t 

Engineering    Support    Branch.        79/OB/01.        3pp. 


™  Fo'1*'art<*     IE     '"3P   Rcpts    50-390/79-30   t,    &O-391/79-S5   on 

790702-37,  No    none  omp  1  i  ance   noted 


—  7910040113    IE    Insp    Rep  ts    50-39O/79-30'   !.    30-391/79-25    on    790703-37    No 
noncampl  taneu    noted.  Major   areas    Inspected  :  pipe    wol  d  i  ng-  f  ire 
prevention,  storage    of  pipe    supports    and    hangars,  ins  tal  lat  i  on 
of    pipe    snubbers    !<    instrument    piping 

CQ.CHBAN,  0,  J.  ,     THOMflB.H.  Region    2,     Atlanta,     OPFiceof    the: 

Director.        CANTBELL.  F.  3.  Region    3,     Atlanta,     Re-actor 

Construction    S.    Engineering    Support    Branch,        79/OB/22,        7pp. 


tat  en    to 


7910020333  Acfc    receipt    of  790B10    ]tr    informing    MRC    op    ateps 
correct    violations    notetf    in    IE    Inep   Ropts   BC--390/79-2O   t> 
50-39 1  /  79""  1  i. 

MUJIPHY.C.E.  Renion    H,    Atlanta,    Reactor   Construction    (.  ETng  1  ncer  ins 

Support    Branch.       79/09/05.      Spp.  * 

—7910020237    Responds    to   NRC  79O721    Itr    re    violations   notert    in    IE    Insn 
Repts     50-370/79-20   ft    50-391 /79- 16.  Corrective    actionu 
ruinspection    of    electrical    canlcs    bo    ensure    quality. 
MILLS,  L,  M.        Tennessee   Valiey    Authority.        79/QB/1G,        Spp. 

—7910020243   noapor,ds    tn   NBC  790530    Itr    re    violations    not«d    in    IE    Insp 
ReptB    50-390/79-20    !,   30-391  /79-li.  Corvee  tive    actions' 
training    fc    instruction  of   electrical    craft    employees 
OILLELAHD,  J.  E.       Tennessee   valley    Authority.       79/OA/Oa.       7pp. 

7910020217   Forwards    IE    Insp   Reports    5Q«-39Q/79-20   tt    50-391/79-16   on 
770417-20   &   notices    of   deviation   &  violation 
O'REILLY,  J.  P.  Region  2.    Atlanta,     Dfficoof    the    Director 

79/05/30.        3pp. 

—  7710020257   Notice    of   violation    from    insp    on   790417-EO 

«          Region    a,     Atlanta,    Office    af    the   Director.       79/OB/IO.        ip. 

— 79l00202i9   Notice    of    deviation    from    insp    on    790117-20 

«          Region    3,     Atlanta,    Office    of    tho   Director.       79-/OB/O1,       Jo. 

—7910020302    IE    Insp    Repts   50-390/79-20   (.   50-391/79-16    on  790417-20 
Noncompliance    no  ted: failure    to    route    cables    per    pull    »lip 
r»quirpmentB    ti    failure   to   provida    procedures    for    cable    trail 

UALTEFtB.D.  K.  ,     HARDWICK,  R.  J,  Region    3,    Atlanta,     DfPico    oF    tho 

Director.       DHYANT.J.C.  Region   2,    Atlanta.    Iteactor  Construction 

t  Engineering    Sup&ort    Branch,       79/03/29.       7pp. 

7910010010  Forwards    IE  Circular   79-1S,     "Proper    Ine  ta.1  lat  i  on    of    Target 
R-ocV   Bafnty-Reltef   Valves.  "  No   action    required. 


O-REILLV,  J.  P, 
71^09/10.       3pp. 


oci   2,    Atlanta,    Office   of    the    Director. 


7910020514   Forward*    respon.s    to    TE  Bulletin   79-13,     "Daap    Draft    Pump 
Deficient  fee.  " 
MILLB,  L    M.       Tonneases    Valley  Authority.       79/09/1O.       7pp. 

7910030993   Fnrwariii    IE   Circular   79-19,     "Loose   Locking    Devices    on 
Ingarool 1-Rand    Pomp    Impellers,"    No    action    required, 


O'REILLY- J.  P, 
79/09/13,        Ip 


Region   2,    Atlanta,    Office    of    the   Director. 


DOCKETED  ITEMS 


79101S0270  Forwards     IE    Info    Notice    77-22-     "Qualification    af    Control 

O^I^F10"   "SUSS.     A«.nt..     «*!„    o,    «,,    «,«*.,, 
79/09/14.        lp. 

7910040309   Responds     to    IE    Dull. tin    79-13.  Revi s I  on     1 . H.qu.ib.d    info    , 
fseduater   pipe    cracking    will     bs    supplied    by    79O92 I . 
fseauater   P    fei)n(J,.aee   valley    Authority.        79/O9/19.        IP 


7910230196   Responds    to    IE    Bulletin    77-13,  Ravi  =  i  oil     1.  "^«hing    1" 

Fee^ater   Sys    Piping."    Foruards    discussion    c-f    in.p  status    b 

HILLsl'LV       TBnnes.ee    Valley    Authority          79/O7/25.  5pp. 

77100401S5   Foruarda    IE    Info   Notic*    79-23.      "Emeraenc  y  DieOBl    Generator 


Acti 


77/09/36.       2pp. 


7910170277   Foruiards    IE   Bulletin   79-2-1,      "Fro/en    Line 

S'HEiLLY.J.P.  R^I-n    2,     Atlanta.     Office    of    the    Dintetcr. 

79/09/27.       3pp. 

7710170326   Foruarda    IE    [nfo    Notice    79-25.      "Reactor    Trips   at    Turfceg 
Point   Units   3   f.    4.  "    No    action    required. 

O'REILLV.J   P.  Region    S,     Atlanta,     Office    of    th.    Oirector. 

79/10/01.       2pp. 

7710170735   Foruarda    IE    Info    Notice    77-24.      ••Dverpressurl  zat  i  un    of 
Containment    of   PHI!   Plant    After    Main    Steam   Line    Break.        No 

5'BEILLvTp"d'     fission    2-     Atlanta,     Office    of    the    Director. 
79/10/01.      3pp. 

7910190547   Forwards    revised     final     response    to     IE    Insp    Repts 
90-390/79-09    t<   5O-391/77-07    re    ad  ill     info    on    uolit 
reinforcement  of    holdup    tanks    e.ceariing    AEKE    9td«, 
H1LLS,LM.       Tennessee    Valley    Authority.        79/10/1)5.        3pp 

7910300325   For,jard3    response     to    NRC    790710    Itr    re    violation,    noted     i..    II! 
Jnap    Repts    50-390/77-33    !*    90-391  /79-2B.  Corrective    artion: 
fnramGn.aupervisors  t-    inspector*    uill    be   retralnofl    re 
methods   of  rigging    engineering    princ  ip  lea    invn  Ived. 
MILL8.L.M.       Temiesseo    Valley    Authority          77/10/23.        Jjip. 

S.     Reportable    occurrences,     LEFla    ^related    Enr_[°^^5!-l! 

7710020427  Forwards    second     Interim   deficiency    re.pt    re    oriPIce    flan(|e5 
not   meeting    specs.  -„,„„,  ~,\         , 

MILL9.L.M.       Tennessee    Valley   Authority.       77/OB/aO.        lp. 

—7710020435  Second    interim   rept    on   Deficiency    1    re   orifice    flanges    not 
meeting    specs.  Caused    by    inserts    used    to    repair    four    flannc 
parts,  wold    repair   not    done    on  ^three    loaktno    oarta    t, 
inadequate  mall    thicktiiiea    on    unlnstallad    flangua. 
*      Tennessee    Vallsy    Authoviti|.        7^/Oa/EO          lp 


7910010339   Forwards    final     deficiency     ropt    re    hydrogen    detoctinn    sma 
environ  qualification.  Initial    &    interim    rapts    submitted    on 
790709  &  OB07,  respective!  J. 
HILLS.L.M.      Tennessee   Valley    Authority.       79/1)7/11.        lp, 

—7910010346  Final    deficiency    rept   re    hyuroflon    detection    sya    environ 
qualification.  Component    supplier    performed    further    teats   fc 
analyses  which   verified    that    components   meet   requi  romen  ta. 
B      Tennesaea   Valley    Authority.       77/09/11.        lp. 

7910150977  Forwards    final    deficiency    rept    ro    potential    Inferior 
structural    steel    containment    vessel    movement    envolopn. 
M1LL9.L.M,        Tennesflee    Valleu    Authopitu.        79/07/17.        Ip. 


7,10020437   Forwards    first     interim    defic  *•««    r.    r.*  u.l  ing    u,.t.r    atoro 
tank    overflow   line    "at    Fabricated    to   AGUE  «di 
MILLS, U.M.      Tennea=ee    Valley    Authority.       79/07/e.'J.        IP 

-7910030444   First    interim    deficiency    re    rolling    -«*«P."^"BB     *"lk 
overflow   Una    n«t    fabricated    to  ASME   code.  C^"1    *«    *•"•" 
defect    of    tank    f  3br  U  ator.  Revi  eu    of   deigns    of    other    TVA 
safetu-rolflteil    tanks    mfg    bi|    same    co   underuiay. 
*      Tennessee   Valley    Authority.        7-J/OB/24.         If. 

79.0150598    Interim   deficit    rept:on    790024,   inspector    observed     that 
refueling   water    storage    tank    overfloiu    line   was   not 
rabr  U.t5d    to    AfiME    Cod.    raquiremont ..  C«««     M    dE6iDn    error. 
Procedures   beino    fnrnml.fd    to    repair    ov.rf    ou   pipe    ""in"- 
«      Tonnetace    Valley    Authority.        79/07/24,        Ip. 

7^10040276    Forwards    third     interim    rept    re    QA    program    imp  lememfcat  ion 
:        Tenne^e    Valiey    Authority.        77/07/?*,         IP- 


—7710040277  Third    interim    rept   re  QA   program   imp  1  ementat  i  on    briakdnuin 
associated   ../high    density    spent    fu.l    storage    ™cki    MPP li  ?» 
by   Wachter  Assoc ia tes.  Structural    inteority    of    racks   muot    be 

•°rTonneSBBB    Valley    Authority.        79/09/26,        3pi>. 

7910170723   PND-1 1-79-02:  on    77072D.  found    Schedule    til)    Banvi  k    atflinloi.il 
ll..l    Pip.    Jid    not    mOHt    design    specs.  Invest  i  gatUn    underlay 
to    determine   generic    e«tent    of    proaiom.  n**irn    nf    tthu 

THDHAa-M,,     CANTHELL.F.S.  Region    S.     Atlanta-     PffiCD    of    Ihu 

DlrEctnr,        77/09/2V>.         lp. 

7910040264   Second    intorlm    rnpt    re    steam  generator    mater    level    rof 
column   error.  Host inghouse   detailed    analysia    not    completed. 
Betpoint   t,  other    chanooa    requir  ed,  Ne.t   rept   BOOJ^O. 
MILLS,  L,  H.       Tennessee   Volley    Authority,       79/09/27         l|i. 

79100*0274   Forwards     fLr-it     Interim    deficiency    ropt    rE    e.r.Bsaive    output 
fluctufltlons   of   Forbore    InEtrumentation.  inlt la  1  ly    rnporceo 

MILLS.L.M!       Tonnosoee    Valley    Authority.       79/09/37.        lp. 

—7710040379  Firet    inturim   dBfleiencv   rept   re    oicessivo    putput 
Pluctuations    of    Foiboro    instrumantat ion.  Correc tl ve    aution 
mat    inVDlvo   mod    tp    instruments    to   comply    u/spec  s.  Nei  t   rapt- 
luill    be   submittod    on    B00130. 

*  Tonnoa^BB    valley    Authority.       79/07/37.        lp. 

791017042'1  Foruarda    first    interim  doflciency    rept    re    o.uoBalve    output 
fluctuations   of   Fniboro    instrumentation. 
HILL3.L.  H,       Tonnoauec    VollBij   Authority.       79/09/27.        Ip, 

—7910170427   First    intei-im   deficiency   rept   r*   eiceuuive    output 
fluctuations    of    Foxborci    instrumontation  mhlch    produced 
erronaoos    safety    injection   slBnolo.  Uti  I    vendor  uinrkino    on 
corrective   action.  _  ,„_ 

*  TannessoH    Vallay    Authority.       79/09/27.       lp. 

7"?I0100365  Third    Inlnrtm   deficiency    rept    ro    reactor   vo^nol    Isolation. 
Hestinghouso    invest  i  gated    problem  i(  provided    renpnnEO    to 
TVA.Will    submit   next    rapt   by    FJO0107.  „,.„,„. 

HILLS,  L.  H.       Tennessee    Valley    Authority,       79/10/O1.        lp. 

7910190515  Forwards    second    interim  doflciency    rupl    re    dioaol    (|onu 
turbacharger    I  nbrlta  tion,  reported    on  770fi»l.No«t   rept   will 
u-    -..i — it4-».,r    by    791130 


Tutor 


be 

MILLS.  L.  M.       Tunnnsnee 


ept 

-,„,,„,„„         , 
Authority.       79/10/04.        lp. 


—  7710150532  Second    interim   deficiency   pept    r«    dianpl    nonorotor 
fcurbochargBr    lulr  1  en  t  i  on.  Cauaed    oy    dafeql;    in    soaHiach    pump. 
Upapating    instructions    vovised   (<   lubricatinn    oil    syii 
unilurgolnn   moil. 
»      Tennnssua    Valley    rtuthoritu.       79/1O/04,       at>[i. 


— 7910150609  Final    deficiency,    rapt    re    fibrous    glass    irnpansion    joint   mat! 
installed    in    gap   betuenn    interior    concrete    refueling 
transfer   canal    structure   *   containment  vessel    shell. 
DetBrmlned   affect   nf    addl    mat!    negligiala. 
*     Tannnssen    Valley    Authority.       79/O7/17.       lp.  e 

79IOO'20493  Forwards   final    defic  ionc  u    rept   re    DartDn    level    transmit  tors 
uhlch   did   not  meet  accuracy    criteria.  Deficiency    initiallij 
reported   790613. 
MILL8.L.M.       TennasBBe    Valley    Authority.        77/09/21.        lp, 

— 7910030463  Final    deficiency    rept:  output    of   Lot    1    Barton   narrow  TangB 
st»am  generator    Isvel    tranamittors    ahifted   u/fcemp. contrary 
to  criteria    for   accuracy. Transmitters    returned    to 
manufacturer.  Will    be   checked    b  modlflod, 
»     Tanneaaee    Valley   Authority.       77/09/S1.       Bpp. 


7910230526  Foruinrds    Ptnal     interim  deficiency    ropt   re    tormllo   anclinr 
capacltiBs    lower    than    deaion   allouableo. 
H1LLS,L.M.       TennBSfHO    Valley   Autliority.      79/10/13.        lp. 

--7910230527  Final    interim  deficiency    repl   re   cracking    of    lioat    affecting 
jono    of  uieldeil    stud    anchort    in    fle«lblD    plate    connec  t  iono. 
Tenting    initiate-J    to    qualify    offact    of   plate    flaxibility 
on   stud    capabilities    to  withstand    design    loading 
*      TennessBS   Valloy    Authority.       79/10/13.      3Pp. 


—7910330933    " 
Capac  i  tij,  " 


ldBd"    Stud    Anchors  Effect    of   Plate  Fleilbllity    on   Stud 
Tonnossaa    Valley    Authorittf.       79/07/10.       31pp. 


DOCKETED  ITEMS 


DOCKET    50-391    WATTB    BAR    NUCLEAR    PLANT,     UMIT    S 

A.     App  1  icat  i  on/construct  ion    stage    documents    &   c  orrespondcnce 

7910010550   Notifies    thai    HD    Clayton    mill    replace   "J   MeDwrmntt    as 
alternate    on    ASME   Subcommittee     pn    Pert  n-rmanc  e    Testinij. 
M1NDQUE.R.  [J.        Office    of    Standards    I)eve  1  opment.        79/O9/05.        Ip. 

791039013B    Forwards    Revision    2    of    Standardiied     Tech    Snec E, NUfiEO-0452, 
for    Westlnghouse    PWRs    for    use    in    preparation    of    facility 
Tech    Specs.  U/o    end. 
RUBEN5TEIN,  L.  S.  Light    Water    Hoacturs    Brarith    1.        79/09/27.        Upp. 


—7910010113    IE    Inap    Repts     50-390/79-3O    !,    50-391/79-35    on    7'9Q703~37.  Nu 
noncomp  1  ianco    noted.  Major    areas     insp  EC  tod  :  p  ipc    wel d i ng.  F i rn 
prevent  ion,  striragc-    of     pipe    supports    and    Jiangars,  ins  tal  lat  ion 
of    pipe    snuobpre    &    ins trunont    piping. 

CGCHRAN.  D.  J.  ,     THOMAS,  M.  Region    3.     Atlanta.     UPfice    of     the 

Director.        CANTRELL,  F.  S.  Region    2.     Atlanta,     Reactor 

Construction    !•    Engineering    Support    Branca.        79/OQ/22         7pp. 

7910030233    AcV    receipt     of    790810    1 tr     informing    NRC    of    stops     taken     to 
correct    violations    nated     in     IE    Insp    Flopts     50-390/79-BO   & 
50-391/77-16. 

MURPHV,  C.  E.  (legion    2,     Atlanta,     Hcactor    Construction    t    Engineering 

Support    Branch          79/09/03.        2pp. 


7910050397   Requests     latest    completion    dotes     specified     in    CHPH-91    !< 
CPPR-92    bo    extended    to    Mar     I9OI     (,   Doc     1  901 ,  respec  I  i  ve  Ig  . 
Mods    resulting    from    changes     in    deaiijn    contributed    tu    itelaij. 
MILLS,  L.  M.        Tennessee    Valley    Authority.        79/09/2B         2pp. 


--791QQ2O237    Responds     to    NRC    790724     1 tr     re    vtnUitiona    noted     in    IE     Insp 
Rents    50-390/ 79-20    t<    30-39  I /79- 16.  C  orrec  1 1  ve    actions! 
rolnaoeetlon    of    e  1  u  c  t  r  I  c  a  1    cable*    to    Ensure    quality. 
MILLS,  L.  M.        Tennessee    Valleij    Authority.         79/O9/ 10.        &pp. 


7910170163   Forwards    description    of    secondary     uater    chomiotn;    control 
program,  tn    rosponsc    to    790B01    request. 
MILL3-L.M,        Tonnessee    Valley    Authurity.        79/1O/1O.        Elpp. 

79101130372    Foriuards    "Operational     Water    Quality    &   Aquatic    I3iolofli| 
Nonfish    Monitoring    Program.  " 
EQ-ABHfiY,  M.  T.        Tennessee    Valley    Authority,         79/10/12.        ip. 

—7910180379    "Operational    Water    Quality    t-    Aquatic    QiuloHy    Nniifish 
Monitoring    Program.  " 
»      Tannessec   Valley    Autlioritij.       79/07/31.       ip|i 


Security,    modical,     emergeTicy    >j    fire    protection    plans 


7910300131    Forwards    revised    contingency    plan-a     l-qr    gequoijoh.  Watts 
Dellefonte,  Plans    withheld     (ref     lOCK-'RS.  790).  RevisuiJ 
contingency    plan    for    Brouns    Ferry    submit  ted    on    yJlOIO. 
MILLS,  L.M.        Tennessee    Valley    Authority          7-?/10/i31.         Ip. 


H.     Qaneral    correspondence 


7910290109    Notifies    of    complaint    received     from   HH   Jenkins    re    alleged 
violations    of   Energy    Reorganization   ActjSectlon   210. 
EOUARDB,  D,  L.        Labor,  Dep  t.  of .        7C?/Q9/2EI          Ip. 


I.     Financial    information 


79O910O459    Forwards    financial     statements    for     FY197B,  power    ouarlarlu. 
rep  t,  one-year    internal     cash     floiu   projection    !•    narrative 
statement   re    curtailment    of    capital    ciii  enil  i  tures    ns    rei|uirpil 
by    1OCFR14O. 
MILL8,L.  M.        Tennogsee    VaUeij    Autliorlty.        79/00/31.         Ip, 


J.      Insurance    ?i    indemni  ty     information 


7910230313    Forwards    Endorsements    1-8     tu    AN!    Policy    NK-iiSfc. 
FIELDER, J.        Tennessee    Valley    Authority          79/10/15.         10pp. 


— 7«7100aOS43   Fleaponds     to    NRC    790530     Itr     re    violations    nntecl     in    IE     Inop 
fioptft    50-390/79-^10    !,    50-39  1  /79-  1  6.  Coprec  t  i  ve    actions: 
training    !.    instruction    of     electrical     craft    omplaijoes. 
GILLELAND.J   E.         Tonnesspo    Volley    Authority.        77/O(.VO>3.         7pp. 

— 7910020)3'J7   Forwards     IE     Insp    Reports    50-3'?O/7V-20   !.    50-391/79-16    on 
770417-20  &   notitea    nf    deviatiDn   R    violation. 

O'REILLY. J,  P.  Rogion    3,     Atlanta.     Office    of    the   Director. 

79/O5/30.        3p(i. 

—7910020257   Nuticu    of    violation    from    insp     nn    7'J0417~aO. 

*  neuion   2,     Atlanta.     Office    of    the    Director.       79/OEi/JO.       Ip. 

— 7910020369   Notice    of    deviation    from    insp    on    790117-20. 

*  Roijion   2.     fttlanta.     Office    of    the    Director.       79/OB/D1.       Ip. 

— 791002O2Ba    IE    Insp    Repts    50-370V79-2O    &    50-391^79-16    un    7"?O417-EO 
Noncomp  1  ionco     noted:  fa  i  lure     to    route    catileo    per    pull     nlip 
roqui foments    (<    failure     to     provide    procedures    for    cabla    trfly 
mod    or    remove  1 . 

UALTERB.  D.  K.  ,     HARDWICH,  f).  J.  fioniori    3.     Atlanta,     Off  tec    of    the 

mroctor.       DRVANT.J.  C  ftegion    L'-    Atlanta,    Roactur    Construe  tlnn 

(c  Engineering    Suppnrt    Branch.        79/O5/29.        7pp. 

7910010010    Foriuards     IE    Circular    79-10,      "Proper     Installation    of    Target 
Rock    Sa  roty-licl  i  ef    Valvos.  "    No    action    required. 
O'FIGILLV,  J.  F.  Region    3,    Atlanta.    Office    of    tho    Diroctor 

79/09/10.        3pp 


79100aOBM    Foruardii    rcBp. 
Dof  ic  i  e-nc  i  us.  " 
MILLS.  L,  M,        Tcnncofieo    Va  1 1  oy    Authority,        Tt/OV/lQ 


to    IE   Bulletin   79-t5,     "Oeav    Draft    Pump 
7pp. 


0.      Inspection    reports,     IE    Hullcti 


er.pnutlenc  o 


7910030393   ForwarilE    IE    Circular    79-19,      "(.HOBO    LocUng   Devices    on 
Ingarsc-lI-Rand    Pump     Impellers."    No   action   required. 
D'HEIS-LY.  J.  P.  Region    a.    Atlanta,     Uffice    of    the    Olroctnr. 

79/09/13.        Ip. 

77IO1I0270    Foruorda     IE     Info    Notice    79-3S,     "Qua  II rlcacion    of    Control 
Syo.  "    Mu    action    required. 

O-REILUY.  J.  P.  Rogian    a.    Atlanta,    Office    of    tho    lllroctor. 

79/09/14.         Ip, 


7910090296   Forwards    response    to  NI!C    770DI1    I  tr    ro    vifilatinn   nolod    in 
IE    Insp    Repts    5l)-3?O/79-lt)   (,    50-391 /79~  II.  Correct  ivif 
actions:  stud    arc    uctding     identified    under    applifnbln    rtSMI; 
code    ti    load    values    calculated. 
QILLELrtND.  .J.  E.        Tennessee    Valley    Authority          79/Ot/aS.        Ip. 

7910090375    Desponds    to    NP.C    781123     Itr    re    violation!!    noted     in     IF:    Inop 
Ropta    30-390/7B-27    (.    00-391 /7Q-- 23   Corrective    actions:  line    of 
aiternal    support   metnliev    to    increase    butterfly    valvii 
rigidity. Insertion   will    begin    in   near    Future. 
MILLS, L.M.        TennEDGOO    Valley    Authority.        77/07/30.        i!|i|i. 

7910150631    Dlocunfioa   790710  meeting    ui/utll    in   Hno«  vi  1 1  o,  TN  TO 
activitiou    authorised    for    all    rVA    facllitiea    under    conni;. 
MURPHV,  C.  E  Region    S.     Atlanta,     ROOK  tor    Construction   ''    Enflinem- infl 

Support    Branch.       79/OH/oa.       2pp. 

— 7910160610   Summary    of    IE   mn t   mootinn    m/util    re   all    TVA    facilitioD    under 
const.  Major   oreos    dlncussod:  insp    &   enforcement,  cliiin(ies    in 
insp    pal  icy,  QA/QC    organiinliun    B  f  f  DC  1 1  veneu  a. 

ODUOE.M.  J.  Reolun  S,    Atlanta,     llffico    of    thoOlrector.       79/OB/OI. 

3pp. 

7910010109   Forward!)    IE    Inap    lloptn    nO-390/79-30   !<   nO--l»9l /79-H9   i>n 
7907QS-H7.  No    noncompl  ianc  e    rioted. 

MUIIPUY.C.E.  llen'on   H,    Atlanta,     Roactar   Clporotinnn   Nuclonr   llupport 

Branch.        79/08/23,        Hpp. 


791C040EO9   Reapotiils    to    IE    llullotiri    79-13,  [lav  I  s  i  on    1 .  Roqiieotod    info    re 
feeduator    pipe    crocking    uii  1 1    be    supplied    by    790931, 
MILLS.  L.M.        TDnnoonee    Volloy    Aultiorily.        V9/09/19,        Iji. 

7710B20156  Responds    to    IE    IHilletin    79-13, Kov i a  ton    1.  "Crachinn    In 

Foodwatov    9ys   I'iplng.  "   Fc-ruardc    tUsuu-ssion    of    insp  atatua   t< 
B  c  li  o  d  u  1  o . 
MILLBjL.  H.       Tennuanoo   Vjilloy    ftuthorit.j         79/O9/S5.       !i|)p. 

7910040183  Foruartfa    IE    Itifa    Notice    79-23-     "Etnergonc if    Dieael    Ocneratnr 
Lube   Oil    Coolers,  "    No   ackton    required 

R'neiLLY.  O.  P.  Roflion    2,    Atlanta,    Office    nP    the    Director. 

79/09/2&.        2pp. 

7910190H77   Foruar-da    IE   Bulletin   79-34,     "Froien   Uinirs.  "    Action 
requlrBd. 

O'REILLV,  J.  (V  Region    H.    Atlanta,    Office    of    thw    Director. 

79/09/27.       2pp. 

791017O2H6    Foruards    IE    Info   Notice    79-23.     "Rn-actor    Trips   at    Turkey 
feint   Units   3  (<   4.  "    No   action    r«n.uirod 

Q'REILUV.  J.  P,  Region    2.    Atlanta,    Office    uf    Iho    Director. 

79/10/O1.       2pp. 
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DOCKETED  ITEMS 


?1QI7079S    Forune-ds     IE    Info    Notice    79-31,     "Bverpressur i lation    of 
Canta i nroen t    af    FWt    Plant    After    Main    Steam   Line    Break.  "    No 
action    required. 

a'RCILLY,  J,  P.  Roainn    2,     Atlanta,     Office    of    the    Director. 

79/10/01.        3pp. 


— 7910040375   First     interim   deficiency    rept    re    eicessiva    output 
fluctuations    of   FoHboro    instrumentation,  Correct! ve   action 
may    involve  mo-il    to    instrument*    to    comply    u/apecs,  Neit   rept 
uill    tie    submitted    on    B00130 
*      Tennessee   Valley    Authority.       79/Q9/S7.       lp. 


7101H0947   Forwards    revisad    final    responso    tn    IE    Insp    Repta 
30-39  O/  79-  &?   lr    50-391/77-07    ro    addl     info    on    ueld 
reinforcement   of    holdup    tflitka    oiceedlng    AEhE   stds. 
M1LLE,  L,  M.        Tennessee    Volley    Authority.        79/1O/O9.        3pp. 

710300323   Fgi-mards    response     la    NRC    7<?071O     1  tr-    re    violation    noted     in    IE 
Insp    Ropti    30-390/7*7-33    S.    SQ-39  1  /79-H8.  Corrective    action: 
Pot-omun,  tup  erviBOl-a   6    1  nspec  tnrs    uill    lie    retrained    re 
mnth-od*    of    rigging    eng  1  noer  i  ng    principles    Invulved. 
HILL6,  L.  M.        TcnncsHee    valley    Authority.        79/1O/23.        3pp, 

,     Rep  in-tab  I  B    occurrences,     LKR»   !-   related    correspondencE 

910020139  Forwardo    ueconcl    interim    ifaficioncij    rapt    re    orifice    flanges 
not   incoting    apo'ca. 
MJLLS.  L,  M.       Tnnneacee    "alloy    Authority.       79/00/EO.        lp, 

-7910020435  SBC  0111!    inturim   rept    on    Deficiency    4   re    orifice    flangea    not 
masting    *pncn,  Caused    by    Inserts    uneii    to   repair    Pour    flange 
porkd  UD  1  d    repair   nob    done   on    three    laakicif)    ports    t 
liiadnquflto   uflll    iriUknsst    an    unlnntallBd    Planj|D3 

*  Tannosiot    Vftllny    Authority.       79/00/30         lp. 

91001O339  Foriuardi    Finfll    deflcioncu    rep  I    re    hyilrngBn    detection    sya 
environ   qualification    Inltln!    !.    interim   ropts    aubmitteif    on 
7TO7O1?   (,   Oa07i  ruapDct  ivelij. 
MILLS,!,.  II,        Tonnenuoo    Valley    Authority.        79/O7X14.         lp. 

-7910Ol03'l/>  Ftnnl    doflclonci)    ropt    ro    hydrognin   dutcction    aijo    environ 
qualtCi-cntkoii.  Component    nupplinr    porfornmd    further    tecla  fc 
onalijBei    which    vorifioti    that    components   m«ot   requirements. 

*  Tnnneinoe   Valleij    Authority.       71/QV/14.        lp. 


V10190597   Forunrdt.    finol    1)0  f  1  c  innc  ij    rupt    r*    potential    inferior 
itructurfll    steel    contJi  i  uratnt   vouopl    movomunt    envelope 
L.H.       TonnoBooo    Vnl  Uy    Authoritij.       79/09/17.        lp. 


-7910130605  Final    doficloney    nipt    i-o    fllirou-o    oio^o    oKnjnslon    joint    mail 
installed    In    gap    tetwoen    inbnrlor    c-oncroto    rafuollnfi 
transCur    canal    itructurn    d    containment    voaaol    shall. 
DBtorralnBd    uffocl    of    ndd  I    mull    nogllglbl*. 
•t      TennaiBao   Valloij    Authority.       79/09/17.       lp. 

910030439  ForwnTdi    first    intorkm    dePltloncu   ro    rofuolinn   uiat*r    ntorngn 
tank    oVBTflaw    line   not    Fabricated    to   ^KME    coile. 
MILLH.L.H.       TonneBsee    Vnl  Ivy    fluUlorlly,       79/09/24,        ip. 

'?10iB057B    Intorim   def  It  !  oncij    ropt:  &ii   7901121.  Innpuc  tor    obocrved    that 
rtfuellnij    water    »tDrrtfle    tnti  k    overflow    lino   woe    not 
Fabricated    ka  iMJUE   Coile   roiju  i  i-Bra«nto.  Caurmd    bij    design   -error. 
Prcceiiuroii    boinQ    Pormoloteii    to    repair    overflow  pipe    dgilifn. 

lp. 


91004057A  Popum-it*    tfilrd    iiitorlm   rept    re   Oft   program    Implomontation 
bruflkdoun. 
MILLH.L.H.      TanrieaaBB   vnllny   Authority.      V9/09/S6,       lp. 

-7910010277   Third    Intorim   rept    re    OA   program    implementation   brDakdo 
insocldtod   ui/hlah   dflrnitij    ipont    Fuel    »tar«ge    rn<:ks    euppliril 
by    Wachtur   AusoclatHM,  Dtruc  turfll    intofjrlty    oP    racks   munt   be 
verlffiod. 
*      Tonnonoe   Vnllny    Authority,       79/09/26.       Spp, 

9101707S3  PMO-1  1-79-02:  on   7*>Qf£5i  found    Bchodule    160   SauvH    stoinlaB 
•  tail    pipe    illil   not  meet    design    sputa,  IiivesllDO  tlon    underway 
to   determine   jjono-ric   nitenl   of   problem. 

TIIOMftB,M.,    CrtNTHELl..F.  8.  Huglon    S,     Atlanta,    Orflca    of    the 

Director-      79/07/H6,       lp. 


flocomd    Interim   rept    re    atftom  generator   utatirr    levnl    ref 
column   orror.  Ufl»  tlnghousn   dotoUBd    analv«la   not    complatod. 
Betpoint    tt  other    chflngas   requir«d.  Ne*t   rspt   BOOfiaO. 
MILLS,  L.  H,      T«nn»«oo«  Valley   Authority.      79/07/27.       lp. 

910040271    ForuttTd*    Firit    Interim   dePlcloneu    rapt   re    a*c««»ive    output 
fluctuation!   of    Foiboro    1m  trumenUfclon,  initial  lij    raported 
on    710BSO. 
HILUB,  L.  H.       TinitPiDBB   Valley    Authority.       79/09/27.       Lp. 


791Q19O42-1    Forujarila    Pirot    interim    deficiency    rept    re    Excessive    output 
fluctuations    of    Foiburo    instrumentation. 
MILLS,  L,  M.       Tennessee    Valley    Authority,        79/09/37.         lp. 

— 7910190427  First    interim   deficiency    rept   re    eicpssivo    output 
fluctuations    of   Fniburo    instrumnntation   uhich    produced 
erroneous    safety    injection    signals, Uti 1    vendor   working    on 
corrective    action. 

•  Tennessne    Valley    Authority.        79/09/27.        lp. 

7910100365    Third    interim   deficiency    ropt    re    reactor    weasel     isolation. 
West  ingli  ouse    Investioated    problem   &    provided    response    to 
TvA.Will     autimit    neit    rept    by    80O107. 
MILLS,  L,  M.       Tennessee    Valley    Authority,        79/10/O1.         lp. 

7910130915  Forwards    second    Interim    deficiency    rept    re    diesel    generator 
turboehargor    lubricati  on,  reported    on  79O621.Ne*t    rept   will 
be    submitted    by    791  130. 
MILLS,  L.  M.       TenneoaEB    valley    Authority.        79/10/04.        lp. 

— 7910150922  Se-cond    interim  deficiency    ropt    re   diesel    generator 
turboc  harger    1  ubricat  ion.  Caused    by    defect    in    soakback    pump. 
Dperating    instructions   revised    d    lubricating    oil    ays 
unflnrgaing    mod. 

*  Tennessee    Valley    Authority.        7*?/10/04.        2pp. 

791033092&  Forwards    final    interim   deficiency    rept    ro    tensile   anchor 
capacities    louier    than    design    allowables 
MILLB,  L.  M.       Tennessee    Volley    Authority.        79/10/15.         lp. 

— 7910230329  Final    Interim   deficiency    ropt    ro    cracking    of    heat    affecting 
i  one   of  ueldod    stud    anchors    in    flexible    plate    connections. 
Testing    initiated    to    qualify    effect   of    plato    fleiibility 
on    stud    capabilities    to  withstand    design    loading. 

#  Tonnossoe  Valley   Authority.       79/10/15,       3pp. 

— 7910230S33   "Welded   Stutl   Anchors   Effect   of   Plato    Flc  »  ib  i  1  i  ty    on   Stud 
Capac  i  ty.  " 
DDMEHiR.O.        TenneoaoB    Valley    Authority.        79/07/10.        31pp. 


DOCKET    50-392   CHIN-SHAN   COWER    REACTOR,     UNIT    I 

A,     Appl  icat  ion/conatruc  tion   stage    documents   t<    correspondence 

79-10010321    Submits    application    to   amend    t'iport    license    to    include 
Ebaacn  avca   Ca   and   Byron  JackHDn   Pump    Div  as    otlior    partino 
to   eiport    components    to   Tnluan. 

HILmiN.B.D.      Oonerol    Electric    Co..    Nuclear   Energy   Productn    Dtv. 
79/00/29,       2pji. 


DPCKET    30-39fl   CALIFORNIA   5TATE   POLYTECH   COLLEGE   RES.     REACTOR 
J,     Insurance   &    Indemnity    Information 

7*7102'10367   Eiocuted    Amend   U   to    Icidomnity   Agreament    E-55,  mod  i  fying 
prefatory    language   re    transportation*  handling    &   utarage 
of   radioactive  matl. 

EfALTZHAN.J,  Antitrust   t,    Intlomnitij    Group,       LANDHETH.  J.  R. 

California  PolytBClt    State  Univ.       79/10/19.       Ip. 


DOCKET    30-393  VIROIL  C.     SUMMER   NUCLEAR   STATION,    UNIT    I 

A.     Appl  icat ion/construction   stage   documents   &    correspondence 

79103203*5  ftsquoEtB    that   util    amend   FQAR    to    include    proposed    sacondary 
water    chemistry    pro(jram  uihich    will    be    rafDrencad    in 
condition    to  OL   Si  will    replacu   any    proposed    Tech    Specs    on 
secondary    uator   chemistry.  Model    license   condition   end. 
DAER.R.L,  Light   Water   Rcactora   Branch   2.       79/00/2^.       3pp. 

7910090109  Notif icntion   of  791013-16  meeting    uj/utlls   at    const    Bite    to 
auseii    const    Btatuo. 
T1DDITT6,D.L.  Light  Water    Roactora    Branch   3,       79/09/19.       fl|ip, 

7910010447  Riqucsts    that  NRC   amend    study    plan    to    indicate   addl 
IcthuDplnnkton  monitoring    on  monthly    basts   during    Oct    1979- 
Jan   19BO.  ReftiieBt   submitteo   bu   SC   D»pt  of   Haalth  &  Environ 
Central, 
.  PREBTDNi  J.  H.       South    Carolina,     State    of.       79/09/25.       lp. 


DOCKETED  ITEMS 


i7910220230   Notification   of    791025  meeting   u/util.  Naval    Research    Cab, 
I     W«stinflhouse   d  Gilbert   Associates    in   Bethesda,MD   to    discuBs 

seismic    qualification    of    components, 

TIB0ITTB,  D.  L.  Light   Water   Reactors    Branch    3,       79/10/11.       Ip. 

7910170273  Notifies   NfiC    of    incorrect    value    given    far   concentration   of 
suspended    solids. 
CREWa.E.H.       South    Carolina   Electric    (.  Gas    Co.       79/10V12.       Ip. 


791004QOe-9    Ack    receipt    of     IE    Insp    Rept    SQ-395/79-2-4    on    790731-0903,  No 
p-ropriatary    info. 
JOHNSON,  M.  C,       South    Carolina    Electric    &  Oaa    Co.       79/09/07.        Ip, 

—  7910040073   Forwards     TE    Insp    Rept    50-398/79-34    on    790731 -OBO3.  Wo 
noncornp  liance    noted'. 

MURPHV.C.E.  Region    2,    Atlanta,     Reactor    Construction   & 

Engineering    Support    Branch.       79/03/17.       Spy. 


7910300339  Forwards,     "Final    Rept.8vc    Water    Intatre   Structure  Settlement 
Effects    S.   Related    Work.  " 
CHEWS,  E.  H.        South    Carolina    Electric    !,   Gas    Co.        79/1O/26.        Ip, 

—7910300343    "Final    Rept.Svc    Uater    Intato    Btructuro   Settlement   Effects  (. 
Related    Work. " 
*      Gil bert /Commonweal  th    Cos.       79/10/31.       39pp. 

D.  ^NRC   Draft/Final    Environmental    Statements,     supple  &    correspondence- 


— 7910040081    IE    Inap    RBpt    SO-395/79-24    an    790731-OB03. No    nonccnip  lianc  o 
notoif. Major    areas    inipec  toil :  cable    tray    support    installation, 
anchor    bolt    installation  &   recent   pipe    support   welds. 
DURDETTE,  T.  E.  ,     BRYANT,  J,  C.  Region    2,     Atlanta,     Office-    of    tho 

Director.       79/OB/17.  '     Spp. 

791OQa05Ba   Forwards    IE    Circular    79-19,     "Loose   Locking    Devices    on 
Ingersol I-Rand   Pomp    Impellers."    No    action    required. 
O'REILLY,  J.P.  Region    2,     Atlanta.     Office    of     the    Director. 

79/09/13.         Ip, 


7910170066  Requests    comments    by    79101S   on    DES  re    plant    operation. 
List    of    comments    received    to    date   end. 
SELLS,  D.  E.  Environmental    Projects   Branch   2.       79/O9/aB.       Spp. 

— 7910170069    Submits    comments    re    DES    as    requested    in    NRC    790629    Iti 
Statement    generally    adequate    but    assessment    of   aquatic 
Impacts    in   Montleello  Reservoir    Is    unsupported    by    baseline 
data    for   neui  aquatic    sys. 
ROBS.H.L.        Interior.  Dept.  of.        79/09/18.        4pp. 


7910020591    Forwards    IE   Circular    77-19,     "Loose   Locking    Devices    Dn 
Ingersol 1-Rand   Pump    Impellers."    No    action    required. 
O'REILLV,  J,  P.  Region    2.     Atlanta.     Office    of     the    Director, 

79/09/13,         Ip. 

7910110263   Forwards    IE    Info   Notice    79-23,     "Oual  i  f  icat  ion    of    Control 
Sys.  "    No    action    required. 

O'REILLY.  J.  P.  Keg  Ion    2.     Atlanta,     Office    of     the    Director. 

79/09/17.        Ip, 


F.     Security,     medical,    emergency   &   ftro    protection    plans 

7910250377   Notification   of   791107  meeting    ui/util    in   Bethesda,  MD   to 
discuss   NRC    positions   Si  request    for    info    on    fire    protection. 
TIBBITTB,  D.  L.  Light   Water   Reactors   Branch   2.       79/10/11.       3pp. 

7910140331    Forwards    "Fire   Protection  Evaluation   -  Fire    Haiards   Analysis 
Rept,  "   Revision   3. 
CREUS.E.W.       South   Carolina   Electric    fc  &as    Co,       79/10/19.       Ip. 

— 7910160337    "Fire   Protection   Evaluation  -   Fire   Haiard*   Analysis   Rept." 
Revision   3. 
*      South    Carolina  Electric   &  Gas   Co.       79/10/15.       4pp. 


7910110264    Foruiaros    IE    Info    Notice    79-32,     "flual if ication    at    Control 
BUS,"    No    action    required. 

O'REILLV,  J.P,  Region   a,    Atlanta-    Office    of    the    Director. 

79/09/17.        Ip. 

7910360027    Responds    to    IE   Bulletin    79-1 3, Revi sian    1,     "Cracking    in 
Feeduatej-    Sys  Piping.  "    Discusses    schedule    for    hot    functional 
tostinn    &    util    proposal    for    alternative    tnsp    program. 
CHEWS.  E.  H.       South    Carolina    Electric    b    Qofi    Co.       79/09/30,       3pp. 

7910040180   Forwards    IE    InfQ    Notice    79-23,     "Emeroerc  ij    Diesol    Generator 
Lube   Oil    Coolern.  "    Ma    action    required, 

O'REILLV, J.P.  Region   2,     Atlanta,    Office    of    the    Director 

79/09/26,        Spp. 


0.     Adjudicatory    correspondence 

7910150666  Responds    to   A8LQ   790006   request    for    comments    an    summary 
disposition    of   Contentions    AS-A4    S.   AB-A1O.  Content  ion    A9    is 
amenable    to    summary    di spos i tionj Content! on   AID    is    not. 
Certificate    of   Svc    encl. 
OOLDHERO.  S.  C.  Branch    3.        79/09/Ofi.        3pp. 

7910160109    Recommendations    d    rept     in    response    to    ASLD    7900O6 
memorandum   &    order. Evidence    on   most    issues    should    he 
completed    in    fal 1. Recommends    proceeding    u/cons iderati on 
of    issues    Certificate    of    Svc    encl 

CONNER,!.  D,,     WGTTERHAHN.  H.  J.        South    Carolina    Electric    b   Gas    Co. 
CONNER,  T.  D.       Conner,    Moore   !.  Corber.       79/09/11,       Spp. 


7910040162   Forwards    IE    Info.   Notice    79-23,     "Emerooncy    Diesel    Generator 
Lube   Oil    Coolers.  "   Ma   action    required. 

O'REILLY,  J.P.  Region   2,     Atlanta,    Office    of    tne    Director. 

77/09/26.       2pp. 

7910190271    Forwards    IE    Bulletin    79-H4,     "Froiun    Lines.11  Action 
required. 

O'REILLV,  J,  P.  Rag  inn  3,     Atlanta,    Office    of    the    Director, 

79/09/27.        Spp. 

7910230206   Ack    receipt    of   79O907    Itr  informing    NRC    op    steps    taken    to 

correct   violation   noted    in'IE    Insp  Rept    90-395/79-17, 

MURPHY.  C,  E.  Hogion   2,     Atlanta,  Reactor   Construction    t>   Enflineorinn 

Support    Branch,       79/O9/37.       Ip. 


I.     Financial    information 


7910010363  Forwards    addl    info 
to  NRC    request. 
CfiEWS.E.H.       South   Carolina   Electric    6  Gas   Co 


financial    qualifications,  in   response 
79/09/24.        7flpp, 


J.     Insurance   &    indemnity    information 


7910270317  Forwards   Amend   H   to  Indemnity   Agreement   H-S6, Language 

included    in   amend    Is    already  in    indemnity    agreement. Amend 
not    required. 

NICHOLS,  T.  C.        South    Carolina  Electric    &   Oaa    Co.        79/10/23,        2pp. 

Q.     Inspection   reports,     IE  Bulletins   &    correspondent 


— 79102S02IO   Responds    to   NRC    790B06    Itr    re   violation    noted    in    IE    Insp 
Rept    SO-39S/79-17.  Corrective    act  lone: ui 1 1    coordinate 
breakers    so   that    breaker    on    controller   lull!    trip    first    in 
event    of    fault    In  motor. 
JOKNSOM,  M,  C,       South    Carolina    Electric    &   Oai    Co.       79/09/O7.       3pp. 

7910170S25  FnTUflrds    IE    Info    Notice    79-35,     "Reactor  Trips   at    Turkou 
Point   Units   3  &   4.  "   No    action    required, 

O'REIULV,  J.  P.  Region  S,     Atlanta,    Office    of    the   Director 

79/10/01,        Ip. 

791O17023O  Forwards    IE    Info    Notice   79-23,     "Roactor  Trips   at    Turkeu 
Point  Units   3  &   4.  "   No    action    required, 

O'REILLV,  J,  P.  Region  3>     Atlanta,    Office    of    the   Diractor 

79/10/01.       2pp. 


791019001B  Forwards    IE   Insp    Rept    30-395/79-25    on   790B06-OB.  No 
noncomp liance   noted. 

LEWIS.R.C.  Region   S,    Atlanta,    Reactor   Operations    Nuclear    Support 

Branch.        79/08/30.        2pp.  !H 


7910170731    Forwards    IE    Info    Notice   79-34,     "OverproHHur i lati an    of 
Containment   of  PWR   Plant   Aftor   Halo    Sfceam   Line    Drank."   No 
action    mqulrad. 

O'REILLY,  J.P.  Rogion  2j     Atlanta,    Office   of    the   Director. 

79/10/01.         Ip. 


--7910190023    IE    Insp    Rept    50-399/79-29   on  790S06-OB.  No    ntmcompl lance 
noted. Major    areas    inspected: preoperatlnnal    tast    procedure    d 
const    status. 

BURNETT.P,  T.  ReoionS.    Atlanta,    Reactor  Operations   Nuclear 

Bupport   Branch.       DDNAT,  T.  J.  Re  pi  on  'S,    Atlanta.    Office   of   the 

Director,       79/OB/HB.       6pp. 


7910170774   Foruard s    IE    Info   Notice   79-24,     "OVBrpressuriiatJon    of 
Containment   of  PWH   Plant   After   Main   Steam   Line    Oreo*."   ND 
at  tlon   required. 

O'REILLV,  J.P.  Region  2,     Atlanta,    Office    of    the   Director. 

79/10/01.       2pp. 


248 


DOCKETED  ITEMS 


B.    Reportable   ot  current  us,    LERs   b  related    correspondence 

7910010296   Assessed    field    rept   re    tuio    technical    problems   urhUh    could 
a>ist    In  7300  Series    process    control    sys.One    la    circuit 
component   in  protection   sys  comparators;  aecond    is    potential 
seismic-induced   malfunction. 
ANDERSON,  T.  M.        General    Electric    Co.        79/03/23.        6pp. 

7110100353  Forwards   interim  rept  of    sin   reportable    items    c  oromunica  tod 
to    KRC   since  790831    ra    incorrect   cable    tray    splice    plates. 
suiitchgear   lightning    arreEtors.  solenoid    valves,  fBiduiater 
chock   valve   &   pipe    break   fc  welded    Hllti    bolts. 

C.        South    Carolina   Electric   &   Oas    Co.        79709/27.       7pp, 


79)0190390   Interim  deficiency  rept   re    sii    potential    or   reportable 
items  reported    since   790B31.  Updatos    previously    reported 

JOHNSON.  M.  C.        aooth    Carolina    Electric    &   Qas   Co.        7?/09/27.       7pp. 


DOCKET   50-396   UNIV.     OF   VIRGINIA   CAVALIER 

Q.     Inspection    reports.     IE  Bulletins    h   correspondence 

7910030630  Aclc    receipt  of  790906   Ur    informing    NFJC    of    steps    taken    to 
correct   violations    noted    in    IE    Inap    Reptm    9Q-06H/79-Q1    t, 
50-396/79-01.  ..       ,  -  .. 

LEHI8.R.C.  Reflion    3.    Atlanta,     Reactor   Operations   Nuclear    Support 

Branch.       79/09/14.        Ip. 

— 7910030655  Responds    tn  KRC  790B16    Itr   re   violations   noted    in    TE    Insp 
Repta    50-002/79-01    &   30-396/79-01.  Corrective    actiono: 
ueekly   heat    balance    calibr   mere    performed    at    100X    power. 
SHHIVER.B.L.      Virginia,    Univ.    of.       79/07/06.       2p|i. 

— 7910030657  Forwards    IE   Insp  Hepta    90-062/79-01    &   50-396/79-01    on 
79O7ia-13  tt  notice   of  violation. 

LEW1S.H.C.  Reoion  2i    Atlanta.    Fuel    Facility    trMatarials    Safety 

Branch.      79/09/16.       2pp. 


K.     Utility   Final   Safety   Analysis   Report    (FSAH)    &   amends 

7910040199  Forwards  Amend    5    to  FSAR, inc orporating    responses    to   NHC 
first    round    questions.  FSAR,  Vo  1    13A,  Ch  apter    7.3    end. 
FiENBEHGER,  D.  L.        Washington   Public    Power    Supply    System.        79/09/07. 
3pp. 

—7910040301   Amend    9   to  FSAR.Vnl    13A,Chapter   7.3. 

«      Washington    Public    Power    Supply    System.       79/O9/O7.       700pp. 

7910040190  Forwards  Amend    6    to    FSAfl,  consisting    of    ropt    "Plant    Design 
AssosBmunt  Rept    for   Safety-Relief   Valve  !.  LOCA   Loads. 
Revision  5,  "    F8AR  Vol    2  k    info    from  CAORSD   aaf etij-relatod 
valvo    tc-Bt   prooram.  Info   withhold    (ref    10CFR2,  790). 

RENBERGER,  D.  L.        UaBhingtDn   Public    Pauror    Supply    BystHm.        79/09/2H. 
3pp. 

--7910040191  Amend    6   to   FSAR:     "Plnnt   Design   Asaeaonient    Rept    for    Safety- 
ReHef   Valve   t.    LOCA   Loads,  "    Revision   a. 
»     Washington    Public   Pouier    Supply   System,       79/O9/HB.       flOOpp. 


--7910040196   Amend    6    tn    F8AR    Vo 1    2:     "NRC    Ouestlona.  " 

»      LJaahinuton    Public   Pniuer    Supply    Byotom,       79/O9/28. 


100pp. 


79HH20127  Forwards   790907    transmittol    Itr   !.  UPPSS    affidavit 
inaifvertently    omitted    from  791003   transmittal    of    FBAR, 
Aiminda   S  ft  6. 
VHRDEFIDER.  J.  J.       Burns   fe  Roe  Co.       79/10/04.       Ip. 

—7910120132  Foruiards  FBAf).  Amend    5,  incorporating    NRC   o.»Psti°ns    t< 
rnaponses    From    first   round.9ets    1-4.  Af  f  i  davi  t    oncl. 
RENDEROER.P.  L.       Washington   Public    Pnuicr   Bupply    System.       79/09/07. 


7910170275  Foruiards    tranamittal    Itrs   t.   CcrtlficatB    of   Bvc    to   L    Dallac 
NO   Louiis   &   EPA   b    E18   coordinator     for    Ammids    &   fc   A    to    FSAR. 
HENHEROER.  D,  L.       Washington  Public    Power   Supply    System.       79/10/09. 
3pp. 


-7910030664  Notice   of  violation  from    insp    on   790712-13, 

»         Region  3.    Chicago.    Office    of    tfce   Direttor.       79/OS/09.       Ip. 

-791003066B    IE   Insp    Repts   90-063/79-01   fc   90-396/79-01    on    790713-13. 
Moncompliance  noted:  failure   tn    place    in   effect    prncndiire 
for  periodic    surveillance  of  reactor    instrumentation, 
WEBSTER, E.H.  Region  a,    Atlanta,    Reactor   Operations    Nuclear 

Support  Branch.      KELLOGQ.P.J,  Region   2,    Atlanta,    Office    of    the 

Director.       79/06/09.       Ip. 


H.    Antitrust    corrii  sponduncc 

79100305D1    Informs    that    no    significant    changos    have    occurred    sincu   CP 
nntitrust    revioiu.  Forwards    "Antitrust    RBViou  Finding    of   No 
Significant  Change.  " 

DENTDN.H.R,        Offico    Df    Nuclear    Reactor    Regulation.        6t;C.Y-79-93<), 
79/09/11.        Ip. 

--79100305B3  Antitrunt   Reviow  Finding    nf   No   Significant   Chango, 

DENTON,M,R.       Offico   of   Nuclear   Heac'tor    RHflulatiun.       79/09/14,       5pp, 


DOCKET  30-397  HPPSS  NUCLEAR  PROJECT,    UNIT  2 

A.    Application/construction   stage    documents   &   c  orreBporsiience 

7910090199  Suromarij   of   7<?0716  meeting   u/util    re    chugging    loads    improved 
dePlnltion  A  application  methodology    to   Mark    II 
containments. 
MINER, S.  Light   Water  Reactors    Branch    3.       79/09/21,        llpp. 


7910040216  Forwards   FR   notice    thot    no    significant    antitrust    changes    in 
licaneBB  activities   or    proposed   activities    have    occurred 
since-    previous    revietu  during    CP    pJiane-. 
fliALTZMAN.J.  Antitrust    t<    Induranity    Group.       79/09/36,       Ip. 

—7910040317  Notice    thnt   no    significant   antitrust    changoo    have    oceurrud 
subne^uent    to    previous    antitrust    review 
BALTZHAN.J.  Antitrust   t.    Indemnity   Group.       79/09/H6.       6|Jp. 


791O1B0046  notification    of   791003  meeting    u/util    in  Bothesdn, HD    tn 
discuss  results  of   recent    testt  re    saf-oty    relief  valvo   pool 
dynamic    loads 
LYNCH.M.D.  Light  Water  Reactors    Branch    4.       79/10/01.       3pp. 

7910340733  Notification    of  791011   meeting   u/util    tn   Bethesda, MD    tu 
discuss  geological    b  seiBmologica  1    (nveatlgatinns   on 
Hanfard  VBsei-vation. 
LYNCH.M.D.  Light  Water  Reactors   nratich    4.       77/IO/OS.       Hpp. 


(1,     Inspection   reports,     IE  Bulletina    d   correspondence 

7910030373  Rospond*    to.    IE  Bulletin    79-11-     "Faulty    Ovcrcurront    Trip 
Dawlco    in   Circuit   Dreakore    for   Engineered    Bufntij    Qys.  " 
Ilavieui   indicates    no  Woet InghouBB    llB-30   or   DB-7S    circuit 
hi-onkera   used    in    safety-related    BIJB. 

nENHEinOEn,  n,  L.       Washington   Public    Pouior    Buppltj    Bystem.       79/OB/OA, 
2pp. 


7910300333  Requests   detcription  of  pool    dynamic    load    tanks    nutnido 
generic  Mark    II   pool   dynamic    loads    program    that   arc    part    of 
unit  pool    dynamic   definition  program,  including    info   re    teak 
<iB»cription  &   schedule  t  rationale    for    plant-uniquo    pvofirom. 
VAROA.B.A.  Assistant  Director    for  Light   Water  Reactors.      77/10/09, 


7910030789  Responds    to    IE  Dulle-tin   79-07.     "Bnismic    Stress    Analynia    of 
BafBty-fielate-d   Piping."   Elovn-n   balance-of-plnni:    piping    <go 
analymd   using   algebraic    sumffialion  li    found   uilthin    code 
limits    for   pipe    stros   allowables. 

REWnEflOEH,  I),  L.       Washington  Public   Poujor   Bupply    Hystam.       79/OB/OB, 
4pp. 


ft.    Adjuilicatory    correspondence 


7910190104  Order  dismissing   proceeding.  Time    FOT    appeal    of   /iSLD    79030i 
ordvr   denying    all    parties  petitions    to    intorveno  has 
expired. 
HOWEFIB.E.S.       Atomic   Safety  and  Litsnaing   Board   Panel.       79/10/09.       Ip. 


I.    Financial    inf ornabion 


77IO1QDSD9  Annual   Financial  Rept   far   year    ending    790630. 

»      Maitiington  Public  Poiugr  Suepltf   System,       79/06/30.       125pp. 


7910030661!  Forwards    IE   Insp    Rep-t   30-397/79-13   on   790717-20.No 
noncomplinncu   no  ted, 

0PENCEH,  0.  B.  Region   3.     San   Francisco.    Reactor   Construction   << 

Engineering   Support   Branch.       79/00/31.       2pp, 

--7910030671    IE    Insp   Kept   SO-377/77-13   on    790717-20. No    nancomp 1 ionco 
notad. Major   araan    inapec tedi  «acrtf  tciftl    floliS    asstimBly 
radiography    of   pipe  uelda, Contract   313  QC  program  & 
containment*  structural    stool. 

HAIBT.D.P,,     vORDERDRUEOOEN,  Region    5,    Ban  Francisco,    Office    of 

the    Director.       DDDDB,  R.  T,  Reflion    9,    Ban   Frnncitcoi    Reactor 

Construction   &   Ennlntering    Support    Branch.       79/OB/S3.       10pp. 
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7910100036   Responds    to    IE   Bulletin    79-07    for    Burns    &   OOH    I nc. Forwards 
ADLPIPE   code    at f  idavit.  Enc  1    withheld    <ref    10CFR2.790) 
DEFDRE9T,  C.        CALLDATA.        79/09/05.        ip. 

7910020302   Forwards    IE    Info   Notice   79-2O,  Revi aion    I,     "NRC   Enforcement 
Policy    -    NRC    Licensed     Individuals."    Notice    reissued    to 
correct   uiiird    omission   4,  punctuation    error   uhtch    chanoad 
intent    of    statement.  Changed    statement    underline!!    in    text. 
79/09/07'R' H  REQlon    5'    8an  Francisco,    Office    of    the    Director. 

79IQ040Q23   Forwards    IE    Circular    79-19,     "Loose    Locking    D-evlces    on 
IngerBOll-Rand    Pump  '  Impel  1  ers.  "    No    action    required. 
ENQELKEN.R,  H.  Region    5.     San    Francisco,     Offite    of    the    Director. 

79/09/13,        Ip. 


7910030599   Notifies    of    review    of   M   McDuffie-    79OSD2    submittal     re 
emergency    svc    mater     intake    channel.  Proc  eduree     to    remove 
all    eilsting    Pill    along     intake    channel    -alignment    El   replace 
fill   per    Tech   Specs    is    acceptable. 
JACKEDN.R.E.  Gec-scienceo    Branch.        79/09/18.        2pp. 

7910010277    ForuiardB    Dasign    Change   Notification    500-347    to   Ebasco    Spt 
CAR-SH-CH4,     "Embankments.  Dams,  Dikes    S,  Channels,"    uhicn 
changes    requirement    to    control    moisture    content    of 
impervious   core   matl    for    west  auiiliary    dam   above   225    ft. 
MCDUFFIE, M.  A.        Carolina    Poiuer    !,   Light    Co.        79/09/25.        6pp. 


7910190011  Summary  of  790919  meeting  u/util  re  e 
at  aaf  cty-relat<«d  electrical  equipment  in  FEAR 
PARR.O.D.  Ll3nt  Water  Reactors  Branch  3.  79/09/27 


run    qua  1 i f icat  ior 
4pp. 


7910110309   Forwards    IE    Info    Notice    79-22,      "Qualification    of   Control 
Sys,  "    No    action    required. 
ENQELKEM,  R.  H.  Region    5,     San   Francisco,    Office    of    the   Diroctor. 

7910120210    Forwards    IE   Circular    79-20,     "Failure    of    &TE   Sylvania    Relay, 
Type   PM  Bulletin    7305, Catalog    SU12-11-AC    u/120  Volt   ac 
Coil,"    No    action    required 

ENOELKEN.R.  H,  Region    5,     San    Francisco.     Office    of    the    Director. 

79/09/24.        Ip. 


7910300366   Summary    of    79O91B   meeting    w/util     re    environ    qualification 
of   safety-related  Class    I'E    electrical    equipment 
PflRR.D,  D.  Lioht    Water    Reactors   Branch    3.        79/Q9/27.        4pp. 

7910230443    Discusses    790929    design    change    notification    re   moisture 
control    requirement-!     for     core    of   ujest    auiiliaru.    dam 
JACKSON.  R,  E,  Qeosciences    Branch.        79/10/O9.        Ip. 

E.    NRC   Safety  Evaluation    Report    ISER),     suppls    &   correspondence 


7910110201    Forwards    IE    Info    Notice    79-23,     "Emergency    Dieael   Generator 
Lube   Oil    Coolers.  "   No   action   required 

ENGELKEN,  R,  H.  Region    9.     San    Francisco,     Office    of    the    Director. 

79/09/36.        Ip. 


7909070143  Submits    status    of   NRC    evaluation    of    random  rc-ckfill    testa. 
Random   rockfill    eomp  1  ofce,  Auaiting    test   results    for   main   data 
roc  it*  ill. 
JACKSON,  R.  E.  Geosclentei    Branch.        79/08/OB.        2pp. 


7910100072   Forwards    IE   Bulletin    79-24,     "Frcuen   Lines,"    No    action 
required. 

ENQELKEN.R,  H.  Region    5.     Ban    Francisco,     Office    of    the    Director. 

79/09/27.        Ip. 

7910170545   Forwards     IE    Info    Notice    79-25,     "Reactor    Trips    at    Turkey 
Point   Units   3  t,  4,  "    No    action    required. 

ENGELKEN.R.  H.  Region    5,     San   Francisco,     Office    of    the    Director. 

79/10/01.        Ip. 

7910190324   Forwards    IE    Info   Notice   79-24,     "OverpresBuri  lat  i  on    of 
Containment    of   PUR   Plant   After   Main   Steam  Line    Break." 
No   action   required. 

ENQELKEN,  R.  H.  Region    5,     Ban    Francisco.     Office    of    the    Director. 

79/10/01.        Ip. 

7910310135    Foi-uards    Revision    2    to    IE   Bulletin    79-13,      "Cracking     in 
Feedtuater    Sya    Piping.  "    No    action    required. 

ENOELKEN.  R.  H.  Region    5.     San    Francisco.     Office    of    the    Director. 

79/10/17.         Ip. 

3.     Heportahle    occurrences,    LERs   d   related    correspondence 

79102304B2    ForuiardB     interim    deficiency    rcpt    re    failure    of    spent    fuel 
pool    cool  Ing    syo. 
RENBERCER.D.  L.        Washington    Public    Power    Supply    Cyatera.        79/10/18. 


—  77102304B4    Interim    deficiency    rc-pt    ro    failure    of    spent  fuel    pool 

cooling    ays    to    operate    during    LOCA.  Sys     in    process    of  being 
upgraded.  Final     rept    will     be    forwarded    before    791130. 
#      Washington   Puhlic   Power    Supply   System.       79/10/18.       Ip. 


DOCKET    90-400   SHEARON   HARRIS   NUCLEAR    POWER    PLANT,     UM1T    1 

A.    Application/construction    stage    documents    &   correspondence 

7910010333   Notification   of   79091B  meeting    ui/util    in   Dethosda.ND   to 
diacuia    environ   qualification    of    equipment. 
MINERiB.H.         Division   of   Project   Management.       79/O9/O1,       2pp. 

7910160062   Responds    to  NRC   781337   request    for   assistance    in   evaluating 
rack    Pill    characteristics    for   main   dam.  Review  of    test    fill 
rapt  &   site    visit    Indicates    that   yell-graded   rock    fill    can 
ba    achieved    utlliiing    proposed    placement    procedure. 
MCCORMICK.  W.  N.       Army,  Dept.  of ,    Corps    of   Engineer!!.       79/09/05,       2pp. 

7910040326  Approves    provisions   of   revised    const    specs    to   caver    in    situ 
rnslilantial    soil    foundations.  Specs   meet   740506  SER    Suppl    3 
raqulrimantB    for    auxiliary    dam  b   dike. Penults    of    testing    of 
foundation!    under    dams    should    be    incorporated    in  FSAR. 
JACKBON-R,  E.  OeoGclences   Branch.       79/09/11.       2pp. 


7910040387    Requests    uirtten    commitment    from   applicant    to     fulfill 
specified    conditions    during    const.  Requirements   of   SER, 
Suppl    3    re   main    dam    rockfill    mot    per     encl    UN    1-kCarmick 
790905    Itr. 
JACKEON,  ft.  E.  Consciences    Branch.        79/09/19.        2pp. 

— 791001O392  Discusses    suitability    of  rochfill    characteristics    for  main 
dan   par  NRC  781537   request   t<  subsequent    telecon   ui/OD 
Thump  a  on. 
MCCORMICK.  W.  N-        Army,  Dept.  of .     Corps    of    Engineers.        79/09/05.        2pp. 

7910260147    Informs    that    submitted    info    re    results    of    test   program    tn 
confirm    properties    of    rnatls     iri   rockfill     embankments   ti    plans 
for   geologic    mapping    of    eiposed    foundation   matls    fulfill 
requirements    of   Suppl    3    to   SER,  Section  2,  7. 
PARR.O.  D.  Light    Water    Reactors   Branch    3.        79/10/17.        Sjp. 


0.    Ad  jud  i  catorif 


7909250249  Exception    to    ASLD   790713   supplemental    decision  re    CP. 
Requirement    of    mandatory    public    bearing    subsequent    to 
application   for    OL,  re   ng  t   t.    technical    capab  i  1  iti  es,  is    in 
eicess     aP    Board    author i ty. Certi f icate    of    Svc     encl. 
GARTH,  C.  A.  Branch    3,        79/07/25.       3pp. 

7910050547   Memorandum  &    order    re  A8LAB    790713   supplemental    initial 
decision,  ASLAB   ui  i  11    hoar   NRC    appeal    if    latter    is    able    to 
demonstrate   discernible-    harm   to   NRC  as   result    of    challenged 
action.  Expend  ino,    nf    addl    resources    is    not    discernible    harm. 
BISHOP- C.J.       Atomic    Safety    and   Licensing    Appeal   Panel.       79/03/O2. 
3pp. 

7910090193  Brief    in    support    of    eiceptJon    to    supplemental    initial 
deciti  o-n.  Urges    consideration    of  appeal   &    issuance    of    order 
ruling    that  ASLD    has    no   authority    or    cause    to    direct   NRC    to 
take   action  re   OL  hearing.  Certificate    of   Svc    encl, 
REIS.  E.  J.  Branch    3.        79/-09/04.       36pp. 

7910220119   Memorandum    In    response    to   ASLB    790713    supplemental     Initial 
dacini  c-n.  Invi  tes    ASLB    to    submit   basis    upon  which    applicant 
uaa   required    to    demonstrate     technical     qualifications. 
Author  itg    to    Impose    condition    in    IISUB    is    questioned. 
BIBHDP.C.J.      Atomic    gafoty   and  Licensing   Appeal  fansl.       79/1O/IH. 
4pp. 

7910190070  Advises    that   CP&L   choice   not    to    file    e< cap  lions    to  ASLD 
supplemental    initial    declsic-h  re  CP   does. not    Indicate    full 
agreement  u/ASLD    findings. Supports  NRC    position   re 
unnecesar«   hearings    at   OL   stage.  W/Cert ilieabc   of    Svc. 
TROWBRIDOE.O,  F-       Bhau.    Pittffian,    Pott*,    fe  TrnuibridBB.       79/10/09.       4pp. 


H.    Antitrust   correspondence 


7910010439  Objecti    on   behalf   of  utll    to   NRC   79O&SS    ordar    requlr-ino   mod 
of  Davl«~Bes9e   OL  &   Perry    CP  u/o  prior  evidentiary    hearing 
re nues ted    by    util.8uppl    order   of  790806   should    stand. 
REYNOLOa.W.D.       Bhau,    Plttman,    Potts,     fc  Troubrluoe.       79/09/27.       4pp. 
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Inspection   reportsi     IE   Bulletins   t  correspondence 


7910090391    Responds     to    IE    Bulletin    79-15,     "Dcap    Draft    Pump 
Oat  iciencies,  "   Tuio   Model   30   V5N   Hayward   Tyler   pumpe  P  capac  1  ty 
31,800  g/minules    at    190- ft    discharge   head,  to   be    used    at    each 
unit    (total    Bight    pumps)    far    emergency    svc    water    sys. 
MCDUFFIE.M.  A.        Carolina    Power    S    Light   CD.        79/09/10.        3pp, 

79LOOE057H   Forwards     IE   Circular    79-19,     "Loose    Locking     Devices    on 
Inger»oll-Rand   Pump    Impellers,  "    No  action    required. 
O'REILLY,  J,  P.  Region    2,     Atlanta,     Office     of    the   Director. 

79/O9/13.        tp. 

7910110333   Forwards     IE    InFo    Notite    71-23.     "Qualification    of    Control 
Sya.  "  No   action  required. 

O'REILLV.  J.P.  Region    2.     Atlanta,     Office    of    the   Director. 

79/O9/17.        tp. 

79LOIBOQ67    Ack    rBCBipt    of    IE     Insp    Repts    50-400/79-13,50-401/79-15, 
30-403/79-14    &   50-403/79-11    on    790013-16.  No    proprietary 
Info. 
HDHE.P.H.        Carolina   Poiuar    t,    Light   Co.        79/09/19.        Ip. 

— 7910190073  Forwards  IE  Insp  Repts  50-400/79-15,30-401/79-15, 
80-403/79-14  (.  30-403/79-14  nn  790S13-16.  No  noncomp 1  lance 
noted. 

MURPHY, C.  E.  Region   2,     Atlanta,     Reactor   Construction    t< 

Engineering   3upp*art   Branch.       7-9/09/09.       2pp. 

— 7910IBOQB1     IE    Inap    Repts    50-400/79-15.  BO-flO"! /79-1  5,  50-403/79-14    J. 
30-403/79-14    on    79QB13-1A.NO    nnncoitipl  lane  e   noted,  Major 
areai    imp  acted  :  const    itatus.  1  icunaee    identified    items,  JE 
bulletins    S.   organ!  lationa  1    &    functional    alignment. 
BRYANTrJ.C.  Region  3,    Atlanta,    Reactor    Construction    lc 

Engineering    Support  Branch.       HRADLEV,R.D.  Region   S.    Atlanta, 

Office    of    the   Director.        79/09/05.       tpp. 

791O2E0519   Aek    receipt    of    Inop    Kept    30-400/79-16,50-101/79-16, 
SQ-402/79-1S    h   50-403/79-19    on    790B13-15.  No    proprietary 
info. 
HDWE.P.H.        Carolina   Pouier    t,    Light   Co.        79/OW19.        Ip. 

— 791033053B  Forwards  IE  Insp  Rapts  50-100/79-16,50-401/79-16, 
90-403/79-15  &  50-403/79-13  an  790913-15.  No  noncomp 1  lance 
no  ted, 

HUJiPHV,  C.E.  Rogion   3.    Atlanta,    Office    of    the    Director, 

79/09/O6.       2pp. 

— 791022Q53B    IE    Insp    Repts    30-4OO/79-16,  50-4OI/79- 16,  SQ-402/79-SS   t. 
30-403/79-13   on    790H13-15.  No    nonconipl  lonca    noted.  Major    areas 
inspected:  lakes    &  dam  work    &    qualitg   records,  EO  1 1  a    & 
co-ncrete    lahs,  c  o-ncrets   batch    plant  tt   testflll    rosults. 
LENAHrtN.  J.J.  Region  2,     Atlanta,    Office    of   the   Director. 

CONLONrTE.  Rsgion   2.     Atlanta.     Reactor    Construction    t 

Enjlnesring  Support  Branch.      79/09/05.      4pp. 

79092H01Q7  Foruarda    IE  Circular    79-EO.    "Failure   of   OTE   Bglvania    RBlay, 
Type   PM  Bulletin   7305,  Catalog    5U12-11-AC  u/120  Volt    at 
Call."   No    action    required. 

Q'REILLYr  J.P.  Region   3,     Atlanta,    Office    of    the    Director. 

79/O9/24.       2pp. 

7910040161    Forwards    IE   Info   Notice   79-23,     "Emergency    Dleonl    OBnorator 
Lube   Oil    Cob-lars,  "    No  action   required. 

O'REILLY,  J.P.  Region   2.     Atlanta,    Office    of   the   Director. 

79/09/26.        3pp. 

7910190239  Forwards    IE  Bulletin   79-24,    "Froien  Linos.  "    Ho   nction 
raqulred. 

O'REILLY,  J.  P.  Re-gion   2,     Atlanta,    Office    of    the   Director. 

79/09/27        Sop. 


— 791Q24037B   Responds    to    NRC   790906    Itr    re   violations    noted     in    IE    Insp 
Rapta    50-400/79-17,  5O-4O1/79-17.  50-403/79-L4   b    50-403/79-16. 
Corrective    actions;  cnncruto   curing    parlod    intended    one   day 
&  proper    curing    emphaslied. 
HOWE.  P.  W,        Carolina    fouler   tc   Light   Co,        79/O9/27.        2pp. 

--79102403Q9   Foruarila     IE    Inap    Repts    30-100/79-17,  5O-401/79-17, 
90-402/79-16   d    50-403/79-16    on    79O321-24    t.    notice    of 
violation. 

MURPHY,  C.E.  Region    2,     Atlanta,     Reactor    Construction    fc 

Engineering   Support    Branch.       79/O9/O6.       2pp. 


-791024039&   Notice    of    violation    from    Insp    on    790B21-24, 

*          Region   B,    Atlanta.     Office    of    the   Director.       79/09/06. 


Ip. 


-7910240407    IE    Insp    Repts    30-400/79-17,30-401/79-17,50-403/79-16    8. 
SO-OO3/79-16   on    7900S1-34,  Noncomp 1 i ance    noted ;  1 mproper 
curing    of    structural    concrete, 

HARR1S.J.R.  Region    2.     Atlanta,     Office    of    the     Director. 

CONLDN,  T.E.  Region   2,     Atlanta,     Reactor    Conatructlon    & 

EngineerinB    Support    Branch.        79/09/06.        4pp, 

-7910340422   Ac  k    receipt    of     IE    Insp    Repts    50-400/79—17,50-101/79-17. 
SO-402/79-K,  &   50-403/79-16.  No    proprietary    info. 
HOWE. P. W.        Carolina    Power   «.    Liflht    Co.        79/09/19.        Ip. 


DOCKET   90-401    SHEAOQN   HAfiRIS   NUCLEAR    POWER    PLANT,     UNIT    2 

A.    Application/construction    stage    documents    &   correspondence 

7910010335  Notification    of   79091D  meeting   w/util    in    Bothnsda,  MD    to 
discuss    environ   qualification    of    equipment. 
MINER,  S.  M.          Division  ,df   Project   Managamont.       79/O9/01.       2pp. 

79101A0062  Responds    to   NRC   781527   request    for    assistance    in    evaluating 
rock    Fill    charac  tor  lit  1  cs    for    main    dam.  Rev  leui    of    tost    Pill 
rspt  b    site   visit    Indicates    that   uell-graded    rack     fill    can 
be    achieved    utilizing    proposed    placement    procedure. 
MCCORMICK,  W,  N.       Army,  Dept.  of  ,    Corps    of  Engineers.       79/09/03.       I2pp, 

7910040^^6  Approves    provisions    of    revised    const    specs    to    cover    in    situ 
ran  id  ant  till    toil    foundations,  Spocs    meet   740506   &ER   Suppl    3 
raijulreniBn  ta    for    auxiliary    dam  &   diko.Hesulta    of    testing    of 
foundations    under    [lams    should    be    incorporated    in   FBAf), 
JACKSON,  f)    E.  Oeu-ncioncei    Elranch.       79/0-7/1  1.       2pp. 

7910030579  Notiflas    of    reviow  of  M  McDuffie   790B02   Bubmittal    re 
emorgDnctj    avc    ujater    intake    channel.  I'rocodurBH    to   romovc 
all    misting    fill    along    intako   channel    alignnmnt   tt    replace 
fill    per   Tech    Specs    is    acceptable. 

E,  OeosciencoB   Branch.       79/09/lfl.       2pp. 


7910010277  ForiuariU   DBslgn   Change   Not  i  fi  cot  ion    SOO-347    to   Ebaaco    Spue 
CAn-aH-CH4-     "Embiinkraentn.Diims,  DUBB    ti   ChannelOi  "   which 
changDB    requirement    la    -control    mo  is  turn    content    of 
impervious    core   matl    for   wost    auiiliary    i!am  above    325    ft. 
MCDUFFIE,  M.  rt.        Carolina    PoiUBr    d   Light    Co.        79/09/23,        fipp. 

79101900fl4  aummary    of  790910   meeting    m/util    re    onviron    quali  Pication 
of    saf  B  ty-rolateif    oloctricnl    uqul(irnont    in  F8AR, 
PAtlH.O.  D.  Light   Water   fleactorn    Ilranch   3.       79/09/37.       4pp. 

7910300ES6i  Summary    at  790910   meeting    lu/utll    re    environ   qualification 
of    safe  ty-mlatud   Class    IE    eloctricol    oquipmunt. 
PARft.Q.D.  Light   Hatnr   lleactors    Branch    3.       79/09/27.       4pp. 

7910380443  Discusses   790929   desinn    chonan   noti  Cicntion   rn   moisturn 
control    roqulraments    for    core    of   wont    auxiliary    dam. 
JACKBON.Jl.  E.  OnosciencaB   Branch:       79/1O/07.       Ip. 


791017O307   ForuardB    IE   Info  Notice   79-S3,     "Heactor   Trips  at   Turkey 
Paint  Units    364."   No   action    required 

O'REILLY,  J.P.  Region  2,     Atlanta,    Office    of    the    Diroctor. 

79/1O/01.       2pp. 


otice   79-H4,     "Overpressur  i  ration    nf 
•er    Main  Steam  Line  Break.  "  No 

anta,    Office    of   tlin   Director. 


informing   NUC   of    stops    talon    to 
Repts   30-400/79-17, 
'9-16, 
leader   Construction  t.   Enpinnorlng 


E.    NUC   Snfettj   Evaluation   Ropart 


suppls   &    corrospDndenca 


7909070143  Bubml  tfl    status    of    NRC    evaluation    of    random  rocfcflll    touts, 
Random  rockflll    complute,  AwBlting    best   retultH    for    main   dam 
rockflll, 
JACKBON.  R.  E.  Oao»cloncas   Drancti.       79/OH/OB.       2pp. 

79100403Q7  Raquesti   uirttun   (ommitmont    from  applicant    to    fulfill 
ipnclfleil    condition!    during    const.  Hoquir»mantn    of    BER, 
8uppl'3   re   main   dam  rockfill    mot   p«r    »ncl    UN  McCormlck 
790903   Itr. 

.E.  Oeosclnncni   Brand).       79/09/17.       2pp. 


—  7910010392  DUeusuBB   suitability   of  rockfill   charaetaristUs   for  nia( 
dam  par   NFIC    7B12S7    requoat  d    tubneqiiBnt    t  Blue  on   m/  00 
Thompson. 
MCCORMICK.W,  N,      Army,  Dep  t.  of,    Corps    of  Engineer*:       79/09/03,       Spp, 
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7910S40147 


'10S40147    Informs    that    submitted    info   ve    results    of   teat 
PARR.Q.  D.  Light    Water    Reactors    Branch   3.        79/10/17         Inn 


79/10/17.        9PP. 


0.  Adjudicatory  correspondence 


REIS.E.  J.     Dranch  3.   79/09/04.   36pp 

BIBHOP.C.J.   AtpnUc  Safety  and  LicBnBin9  Ap'p.al  PS" 


7909200107   Forwards 


O'REILLY,  J.  P. 
79/09/24,        Spp. 


2,     Atlanta.    o>fl«    OF 


n    Lin... 


791O170207   Fo-ruards     IE    Inf 


Dlr«t0r. 


79/1O/12. 


.          •  vc. 

ay,    PIttman,    Potts,    t,    rr0u,brid9n.       79/10/O9. 
'IE  Dulletina    t.  c  drrBSp0ndBntB 


4pp. 


MCDUFFIE,H.A.       Cflrolinfl   POMP    «  Light    Co.       79/09/to        3pp. 
7910020572  Forwards    IE  Circular    79-19      "i  n  i       ., 

'  "      ""       9  Devices  o 


"fii.1*^  a'c^e^0 MDtica  79-35- "-»«»«« .» contro, 

Pn  Reflion   2,     Atlanta,     Office    Qf    the    Director. 


lp. 


HDHE,P.W.       Carolina    Pouer    .  Light   Co.       79/09/19. 


Office   of    tha   Director.       79/O9/05. 


R°g'On  8' 


HOWE,P.W.       Carolina  Poucr   (,   LlgJit   Co.       79/09/19. 


lp. 


Spp. 


"10=4039*  Nptic.    of    violation    ,„.    insp    on  770B2I-S4. 

fi^Dlon    2,     Atlanta,     OfflCB    of    the    Dir.ctorv       79/09/06. 


lp. 


Carolina 


Co.       79/O9/I7.       ip. 

^WER   PLANT.     UHIT  a 


-". 

ision    of   Project   M-n.i.n.nt.       79/09/04. 


U«I-»&UN,  H.  E.  ODo»ciBrtcea    Branch.       79/09/11.       Spp 

fSC- 


JACKBON.fi.E. 


Oeo&clBncei   Dranch.       79/09/10.       2pp. 


2B2 


DOCKETED  ITEMS 


7910010277   Forwards   Design   Chango    Notification    500-347    to   Ebasco    Spec 
CAR-5H-CH4.     "Embankments.  Dams,  Dikes    t   Channels,"    which 
changes   requirement    to   control    moisture   content   of 
impervious    corn   matl    for   west    auiiliary    dam    above  235    ft. 
MCDUFFIE.M.  A.        Carolina   Power    (.   Light    Co.        79/09/25-        6pp. 

7910190041  Summary    of    790918  meeting   u/util    r&   environ   qualification 
of    safety-related    electrical    equipment    in  FSAR. 
PAKR.O.D  Light    Hater    Reactors    Dranch    3.       79/09/37.        4pp. 


7910180067   Ack    receipt    of     IE     Insp    Repts    30-400/79-13.  30-4O1 /79-1  S. 
90-402/79-14    &    30-403/79-14    on    770813-16.  No    proprietary 
info. 
HOWE.P.W.       Carolina   Poiuer   *    Light   Co.       79/09/19.       lp. 

-- 791O1B0073  Forwards  IE  Insp  Rejits  50-AQO/79-15,  50-101  /79-1S, 
50-102/79-11  &  30-403/79-14  nn  790Q13-16.No  noncomp  Hance 
noted. 

MURPHV.C.  E.  Region    2,     Atlanta,    Reactor   Construction    & 

Engineering    Support    Branch.        79/09/03.        3pp- 


7910300366   Summary    u  P    790-MB   iHB-etinj    ui/ntil    re    environ    qualification 
of    safety-mated   Class    IE   electrical    equljimiint. 
Pfi.RR.0.0.  Light    Water   Reactors    Branch    3. 


79/09/27.        4pp. 


7910S30'M5   DiicussBS    790929    design    change    notification   re    moisture 
control   requirements    for  euro    of   uest    ou.illary    Jam. 
JACK5DN.  R,  E.  QBasciences    Branch.       79/10/07.        lp. 

E.     NRC    Safety    Evaluation   Report     (SER).     suppls.    t.   correspondence 

7909070113  fiubmiti    status   of    NRC    evaluation  of  random    rackfill    tests. 
Random  rockfill    con,p  lete.  Auai  ting    test   results   for  main   dam 

JACKSQN.R.  E.  Oeosciances    Branch.        79/09/08.       3pp. 

79100103B7  Requests   uirtten   commitment    Prom  applicant    to    fulfill 
specified    conditions    during    conit.  Requirements    of   SER. 
Buppl   3  re    main    dam  i-ockfill    met   par   encl   UN  McCormlck 
790903    Itr. 
JACKSON.R.  E.  Qeosciencea    Branch.       79/09/19.       2pp. 

--7910040392  Discusses    suitability   of   roc*fill    characteristics    for  main 
dam  per    NFtC   731227   request   !.   subsequent    telecon  u/00 

rlCCORMKK.W,  W.        rtrmtf.  Dept.  of  ,     Corps    of    Enflineers.        79/09/O5.        2pp. 

791026,0147    Informs    that    submitted    info   re  results   of    t«st   program  to 
confirm  properties    of   matls    in   rockfill    embanlments    b   plan* 
for    geologic    mapping    of   eiposeiJ    foundation   matls    fulfill 
requirements     of    Suppl    3   to    BER,  Section   2.7-          „„,,„,._         „ 
PARR.Q.  D.  Light   Hater   Reactors    Branch   3,      79/10/17.       9pp. 

0.     Ad  judicatary    correspondence 

7910030947   Memorandum  t,  order   re    ASLAQ   790713   supplemental    initial 
decision.  ASLAQ  uii  1  1    hear  NRC    appeal    It    latter   is    able    to 
demonstrate    discernible   harm    to   NRC  as   result  of    chollenneo 
action.  Expending    of   addl    resources    is   not   discernible    ha™- 
nlSHQP,C.  J.        Atomic    Safety    and    Licensing    Appeal    Panel.        79/OB/02. 
3pp. 

7910090193  Brief    in    support    of    exception    to   supplemental    Initial 
daeision.  Urges   consideration    of   appeal   &   Issuance    at  order 
ruling    that    ASLD    has   no  authority   or   cause    to  direct   NflC    to 
take  action    re  DL    hearing.  Certificate   of   Svc   encl. 
REIBiE.  J.  Branch   3.      79/09/01.       36pp. 

7910220419  Miraorandum    in  response    to   ASLD  79Q7I3  supplemental    initial 
decision.  Invites   ABLD    to    submit   basis    upon    uhich    applicant 
was    require*    to    Demonstrate    technical    qualifications. 
Authority    to    impose   condition   in    issue    is   questioned. 
BISHOP.  C.  J>.       Atomic    Bafetu    and   Licensing  Appeal   Panel.      79/10/12. 
4pp. 

79101^0070  ASvlses    that  CPJ.L   choice  not   to   file   exceptions    to   ABLB 
supplemental    initial    decision   TB  CP   does  not   indicate    full 
agreement   w/ASLD    Findings.  Supports   NHC   position  re 
unneceaary    hEaringa   at  OL    stage.  W/CertiPicate   of    Bvc. 
TBOHBRIDOE.O.  F.       Bhauii    Pittmam    Potts,    t.  Troubrl  d)s.       79/1O/09.      4pp. 

fl,      Inspection   reports.     IE  Bulletins   &   correspondanice 

_„.  __  ,  __  ___M«-,  --  .  —  ,  --  .  —».—  —  —  -H  —  .  --  .«..-  —  _*.----"—  ^  —  .  --  .  -----  «._-*_ 

7910090351    Hasponila    to    IE  Bulletin  79-15,    "Deep   Draft  Pump 
B»f  iciencies.  "    Tuio   Model    30  VBN  HaYward  Tyler   pumps,  capacity 
21,500  g/mlnutes   at    190-ft  discharge    head,  to  be    used    at   mcti 
unit    (total    flight   pumps)    for    emergency    sue    uiatvr   BUI. 
MCDUFFlEiM.  A.       Carolina  Power   li  Light  Co.       79/0?/lO.       2pp. 

79100)20572  Forwards    IE  Circular   79-19,     "Looitj  Locking    Devices'  on 
Inaer»oH-Rand    Impellers.  "  No   action  required,  • 

D'REILLV,  J.P.          .negion  3,    Atlanta,    Officn    of   the  Director. 
79/07/13.       lp. 

7910110233  Foruards    IE   Info  Notice  79~S2r    "Qualification   nf  Control 
Sift.  "  Ha   action  r«q.ulrcd. 

O'REILLY,  J.P,  Rejlon  S,    Atlanta,    Office    of   the:  Director. 

79/07/17.        lp. 


— 79101900P1     IE    Inap    Hepta    5O-40Q/79-1S,  50-401/79-15,  50-1O2/79- 1 4   & 
BO-403/79-14    on  790813-16,  No    none  omp  1  lance   noted.  Major 
areas    inapac  tod:  cons  t    status,  1  ic  onsee    identified    items.  IE 
hulletina    !-    organi  la  tional    E-    functional    alignment. 
DRVflNT.J   C.  Region    a,     Atlanta,    Reactor    Construction    8, 

Enginoering    Support    Branch.       BRAPLEY.  Fi.  D.  Region    a,     Atlanta. 

Office-    of    tho    Director.        79/09/03,        6pp. 

7910320519   Ack    recoipt    of     Insp    Ropt    30-400/79-16.  90-101/79-1A. 
50— 102/79-13   !c   SO-4O3/79-13    on    790-813-13.  No    proprietary 

HQWEiP.W.       Carolina   Poiunr    t.  Light    Co.       79/O9/19,       lp. 

--791O22053Q   Foruiards    IE    Insp    Rents    50-400/79-li.  SO-101/79-IA, 
30-H02/79-1&   S.   SO-403/7°-15    On    790B13-13.  No    noncompl  iancfl 

HURPHV.C.E.  Region    a,     Atlanta,    Office   of    the   Dlrectar, 

79/09/06.        2pp. 

"7910330933    IE    Insp    Rejita    50-400/79-16,80-101/79-10.50-403/79-15   S, 
50-403/79-1S  on   790B13-l5,No    noncomp  1  lanca    noted.  Major    areas 
Inspected:  lakefl   «   dam   uiorti    ti   qualitu    records,  noils   !. 
concrete    labs,  concro  te    hatch    plant   t.   testfill    results. 
LEWrtHftN.J.J,  Roflt'on    a.     Atlanta,    Office    of    the    Director. 

CGNLDN.T.  E.  Flofl  i  on    a,     Atlanta,    Reactor    Construction    b 

Enjinoering    Support    Branch,       79/O9/O3.       4pp. 

79092B01B7  Forwards    IE  Circular    79-2O,     "Failure    of   QTE   Bylvania   Relaij, 
Type  PM   Bulletin  7309,  Catalog    BUia-U-AC   ui/12O  Volt   ac 
Coll."  No   action  required. 

0'HEILLV,  J.  P.  ReQion    3,     Atlanta,     Office    of    the    Director. 

79/09/34.       3pp. 

7710040161    Forwards    IE    Info    Notice   79-23.    "Emergoncy    Diesel    Senerafcor 
Lube  Oil   Conlovs.  "   No    action  required. 

O'REILLY,  J.  P.  Region    S,     Atlanta-    Office    of    tho   Director. 

79/09/36.       3pp. 

79lQl'7Q23e  Forwards    IE    Bulletin   79-24.     "Froion    Linea.  "   No    action 

O'flEILLYi  J.P.  Region    2,     Atlanta.    QfPica   of    the    Director. 

79/09/27,       2pp. 

7710170207  Forward*    IE    Info   Notice   79-25,     "Reactor    Trips    at    Turkey 
Point  UniU   3   (.   4.  "   Mo    action    raa."lroii. 

O'REILLYi  J.  P.  Region    3,     Atlanta.    Office    of    the    Director. 

77/10/01,       2pp. 

7710170717  Forwards    IE    Info   Notice   79-34,    "Overprossuri rat  1  on    of 
Containment    of  PWR  Plant   After  Main   Stoam  Line    Break.  "    No 
action    required. 

O'REILLY,  J,  P.  ling  ion    a,     Atlanta,    Office    of    the    Director. 

79/10/01.       Bpp, 

\ 

7910340371    Ac k    mceipt    af    790727    Itr    informing    NRC    of    steps    kotien    to 
correct   violations   uotod    In   IE   Insp  Repts   90-100/79-17, 
BO-401/77-17.30-402/79-1A   t.    SO-403/79-lfi. 

MUJIPHY.C.E.  Hogian    S.     Atlanta.     Reactor   Construction    U   Englneerlnn 

Support    Hrnnch.       79/1O/12.        lp, 

— 771024037E)   Rosponils    fco    NRC    79O906    Hr    re   violations   not*d     in    IE    Ins? 
Repts    30-400/79-17.  SO-401 /79-17.  50-402/79-16  t.   SO-403/79-lt. 
Corrective    »c t ions :  concr ets    curlns    period    extended    one    day 
te  nropei-   eurlnfl   emnlia*! *ml. 
linUE.P.W.       Corollnn    POUIBT   t   Lipht   Co.       79/O9/27,       2pp. 

— 79102403Q9   Forunrrii    IE    Inip   n«pt»    90-400/79-17.80-401/79-17, 
3Q-402/79-1A  t.   30-40-3/79-16    oil  7909B1-S4   fc    notice    of 
violation.  ,.         . 

MUdPIIY. C .  E.  Beaton   Hr    AtUntfl,    Reactor    ConBtruct ion    * 

Engineering   Support    Branch.      79./09/O6,      3pp. 

—7710240396  Notice   of   violation   from  Imp  on  790B21-B4. 

*         Region  S,    Atlanta,    Office   of   the  Director.      79/09/OA.       lp. 


DOCKETED  ITEMS 
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-7910240407    IE    Insp    Repts    50-40O/79-17,  50-401/79-17,  50-403/79-ld   S, 
30-403/79-16    on    79DS21-24.  Noncomp 1 Iflnce    noted :  improper 
curing    of    structural    concrete. 

HARRIS.J.R.  Region    3,     Atlanta,     Office    of    the    Director. 

CQNLON.T.E.  Region    2,     Atlanta,     Reactor   Construction    fe 

Engineering    Support    Branch,        79/O9/06,        4pp. 


7910090113   Brief     In    support    of    eic&ption    to    aupp leroenta 1    initial 
decision.  Urges    E onsideratl an    of    appeal    !<    issuance    of   order 
ruling    that    ASLB    has   no    authority    or    cause    to    direct   NRC    to 
tale   action    re   QL    hear  ing.  Certlf  i  cate    of   Svc    end. 
F!EIB,£.  J.  Branch    3.        79/09/Q4,        3bpp, 


-7910240422   Acfc    receipt    of    IE    Insp    Repts    30-400/79-17:50-401/79-17, 
30-402/79-16   fc    30-4O3/79-1  b.  No    proprietary    info. 
HOWE, P.  W.        Carolina    Power    &   Light    Co.        79/09/19.        Ip. 


30-403   SHEARON   HARRIS   NUCLEAR    PQUER   PLANT.     UNIT    4 
A.     Application/construction    stage    documents   !.    correspondence 

7910010335   Notification    of    79091S   meeting    ui/util     in    Dethenda,  MO    to 
discuss    environ    qualification    of    equipment. 
MINER.  S.  M.  Division    of   Project    Management.        79/09/04.        3p». 

7910160062  Responds    to   NRC   7B1237   request    for   assistance    in   evaluating 
rock    fill    characteristics    for  main    dam. Review    of    test    fill 
rept   5,    site    visit    indicates    that  well-graded    rocd    fill    can 
bo   achieved    utilizing    proposed    placement    procedure, 
MCC'GRMICK,  H.  N.        Army  Dept.  of ,     Corps    nf    Engineers.        79/09/05.        2pp. 

7910040336  Approves    provisions    of    revised    conat    specs    to    cover    in    aitu 
residential    soil    foundati ons. Specs   meet    740306  SER  Suppl    3 
requirements    for    auxiliary    dam  &   dike. Results    nf    testing    of 
foundations    under    dams    should    be    incorporated    in   FSftR. 
JACKSON,  R.  E.  QeoECiences    Branch.        79/09/11.        Spp. 

79100G0599   Notifies    of    review    of   M   McDuffie    790S03    submittal    re 
emergency    svc   water    intake    channel. Procedures    to   remove 
all    existing    fill    along    intake    channel    alignment   t<  replace 
fill    per    Tech    Specs     is    acceptable. 
JACKSON,  R.  E.  Consciences    Dranch.       79/09/1B.       2pp, 

7910010377  Forwards   Design   Change   Notification    HOO-347    to   Ebaaco   Spec 
CAR-9H-CH4,     "Embankments,  Dams, Di kes    (.    Channels,"    uihich 
changes    requirement    tn    control    moisture    content    nf 
impervious    core    matl    for   most   auniliary    dam   above    225   ft 
MCDUFFIE,  M.  A.        Carolina    Foyer    (,   Light    Co.        79/O7/25.        ipp, 

7910190044  Summary    of   790918  meeting    u/utiTre    environ    qualification 
of    safety-related    electrical    equipment    in  FBAR. 
PARR.O.D.  Light    Water    Reactors    Branch    3.        79/09/27,        4p(i. 

7910300966  Summary    of   79091B   meeting    u/uti 1    re    environ    qualification 
of    aafety-related    Class     IE    electrical     equipment. 
PAfIR.0.  0.  Light    Water    Reactors    Dranch    3.        79/09/27.        4pp. 

E.     NRC    Safety    Evaluation    Report     (SER),      suppls    &    correspondence 

7909070143   Submits    status    of    NRC    evaluation    of    random   rotkfill     tests. 
Random   rockfill    comp lete.  Auai ting    test   results    for   main   dam 


rockf  ill. 
JACKSON.  R.  E. 


Oeosciences    Branch.        79/08/OB.        3pp. 


79100403B7   Roquests    uirtten    commitment    from    applicant    tn    fulfill 
upeclPied    conifitionB    during    const.  nequirempRtc    of    SER, 
Suppl    3   re    main    dam    rncfcfill    met    per    enc  I    UN   McCormicli 
790905    Itr, 
JACKSGNrR.E.  Qeosciences   Dranch.       79/09/19.       2pp. 


7910220419    Memorandum    in    response     to    ASLD    79O713    supplemental     initial 
detiaton.  Invites   ABLE)    tn    submit    basis    upon   which    applicant 
luas    required    to    demonstrate    technical    qualifications. 
Authority    to    impose    condition    in    issu*    Is   questioned. 
BISHOP.  C.  J.         Atomic    Safety    and    Licensing    Appeal    Panel          /f/10/13 
4pp. 

7910190070   Advises    that    CPI.L    chaico    not     to    file    aiccptians     to    ASLD 
supplemental     initial    decision    re   CP    does    not    indicate    fult 
agreement    u/ASLQ    f  1  nd  ing  s.  Bupp  orts    NRC    position    re 
unnecessary    hearlngf    at    HL    a  tage.  H/Cert  i  F  ica  te    of    Svc. 
TROWDFIIDOE,  Q,  F.        Shauji     Pi  ttraan-i     Potts.     *    Troubrldso.        79/10/09. 


4pp. 


Q,     Inspection    report*,     IE    Bulletins   t   correspond ence 

791OQ3O331    Responds    tn     IE    Bulletin    71-15.      "Beep    Draft    Pump 
Deficiencies,"    Turn  Model    30   VSN  Hayuard    Tyler    pumps, capac i tg 
21.500  g/mlnutos    at    190-ft    discharse    head, to   OB    used    at    each 
unit    (total    B   pirmps)    for    emergency    BVC   uiatar    sija. 
MCDUFFIE, M.  A,        Carolina    Power    !t   Light    Co.        79/C-9/10.        2pp. 

7910030973  Forwards    IE   Circular   79-19,     "Loose   Locklno    Devices    on 
Ingeraoll-Rand    Impellers."    No   action    required. 
d'REILLY,  ,J.  P,  Region    E,     Atlanta,     Office    of     the    Diractor. 

7'7/09/ia.         Ip. 

7910110333   Forwards     IE    Info   Hotlce    79-22,     "Qua! i f i cat  ion    nf    Control 
Sys,  fl  Wo   action    required, 

O'ftEILLY,  J.P,  Region    2,     Atlanta,     Office    gp     tha    Directnr. 

79/09/17.         Ip. 

7910100067    Acli     receipt    of    IE     Insp    Repts    50-400/79-15,  50-401/79-13- 
30-402/79-14    &    3O-403/79-14    on    790B13-16,  No    proprietary 
info. 
HOWE,  P.  U.        Carolina    Pnwer    t    Light    Co.        79/O9/19.         Ip. 

— 7910-1B0075  Forward  a  IE  Insp  Rep  ts  50-400/79-15,  50-401/79-15, 
50-103/79-14  e.  50-403/79-14  on  790B13-I6.  Mo  noncomp 1 iancfl 
no  tetf. 

r1UfiPHV,C.  E.  Region    a,     Atlanta,     Reactor    Construction    i 

Engineering    Support    Branch,       79/09/O5.       2pp. 

--79101000B1    IE    Insp    Hepts    50-401/79-15,90-401/79-15,50-402/79-14   t 
50-403/79-14    on    790013-16,  No    noncomp I i ante    noted.  Major 
areas    i napec ted : c one t    sta t us,  1 i consee    Identified    itomi.  IE 
bulletins   !i    organ! tat ional    b    functional    a  I ignment. 
BRYANT,  J.  C.  Region    2-     Atlanta,     Reactor    Construction   1 

Enoineerlno    Support    Dranch.        79/09/05.        App. 

7910320519    Ac k    receipt    at     Insp    flop*     90-400/79-16,50-401/79-16, 
SO-^03/79-15    &    50--1O3/79-19    on    790B13-1 5,  No    propriftary 
info. 
HOWE. P. W,        Carolina    Poiuer    8.   Lioht    Co.        79/09/19.         Ip. 

—  791Q22053B  Forwdrda  IE  Insp  Re-pts  &0-40QY79-16,  IO-401/79-i  h, 
30-403/77-13  t>  50-403/79-15  on  790013-13,  No  noncomp  1  iailc  e 
noted. 

hUflPIIY,C,  E.  Region    3,    Atlanta,    Office    of    the   Director 

79/09/06,       2pp. 


—7910040392    Discussos    suitability    of    rockPill    characteristics     for    main 
dam    per    NRC    7B1227    request   &    subsequent    tolcon    u/00 
Thompson. 
HCCDRMICK,  W,  N.        Army,  Dept.  of .     Corps    of    Engineers.       79/09/03.        3pp. 

79102i0117    Informs    that    submitted    info    re   results    of    tost   nrogi-am    to 
confirm   properties    of   matls    in   rochfill    ombankmonts   t-   plans 
for    geologic    mapping    of    ciposed    Foundation  matla    fulfill 
ruquirements    of    Suppl    3    to    8ER, Section   2.7. 
PARR.O.D.  Light   Hator   ReactorE    Dranch    3.       79/10/17,       5pp. 

0.     rtdjudicatory    correspondence 


— 7^10230539    IE    Insp   Repte    SO-400/79-16, 50-401/77-16, BO-flOa/79-l  S    & 
90-403/79-18    nn    790813-15.  No    nont ompl i ance   notod.  Major   areas 
Inspocteo:  lakes   b    Bam  work    R    qualitg    r  Bcord  i,  sol  1  o    (i 
concvote    1 abs,  concrote    batch    plant   &   testPill    results, 
LENAHftN,  J.  J.  Region    S.     Atlanta,     Office    of    the    Director 

79/09/O5.        Hpy. 

7909380197   Forwards    IE    Circular    79-20,     "Failure    of    OTE   Sylvanfa   Relay. 
Typo   PH  DullDlfn    7305,  Catalog.    5U1H-II-AC    us/120   Volt    nc 
Coil,  "  No   action    required, 

D'REILLV,  J.P.  Region  2,     Atlanta,    dffite    of    the.   Diractor. 

79/09/24.       2pp. 


79100S0347   Homorandum  &   order    re   ABLE   790713   supplemental    initial 
decision. ABLAB   uill    hear   NRC   appeal    IP    latter    Is   able    to 
demonstrate    discernible    harm    to  NHC   as   result    of    challenged 
action.  Expending    of    addl    resources    IB    not   discorniJiU    harm 
DI8HOPiC.vJ.       Atomic    Safety    and   Licensing    Appeal    Panel,       79/OS/03 
3pp. 


77100-30161    Forwards    IE    Info    Mottce    79-23,     "Emergency   Diasel    Oenerator 
Lube   Oil    Coolera."    No    action    raq.ulroil, 

O'REILLV,  J.  P.  Regian   3,     Atlanta,     Office    of    the   Director. 

79/09/36,       2pp. 

79I01.90E30  Forwards    IE    Hulluttn   79-3-1,     "Froien   Lines."    Ha  action 
required. 

O'REILLY,  J.P.  Region   3,     Atlanta.    Office    of    th»   Direictor 

79/09/37,       Sop. 
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7910170207   Forwards     IE    Info   Notice    79-25,      "Reactor    Trips    at    Turkey 
Paint  Units  3    d  4.  "  No   action   requlrsd. 

O'REILLY,  J.P.  Region   2,     Atlanta,     Office    of    the    Director, 

79/10/01.        3pp. 

7910170717  Forwards    JE   Info  Notice  79-31,     "Overprsseur  i  lation    of 
Containment   af  PUR   Plant   After   Main  Steam  Line    Break.  "    ND 
action   required. 

O'REILLY,  J.  P.  Region   S,     Atlanta,     Office    of    the    Director. 

79/10/01.       3pp. 


7-710120334  Responds    to   FOIA   request    for    info   re   abnormal    settlniBnta 
NRC   masons    for   not    levying    civil    penalty    against    util    in 
1973.  Forwards    list   of   relevant    documents.  Info   partially 
withheld; names    of    individuals    Iraf   FQIA  Exemption   7). 
FELTON.J.M,  Division    of    Rules    and    Records.        79/10/O9,        119pp. 

7910C6QBia  Partially    responds    to    FOIA   request    for   repts   arising    from 
discharoe    of   radioactive    gas    from   fac  i  1  i  ty.  Forwards 
documents    listed    in  App    A. 
FELTON.J.M.  Division    of   Ruins    and    Records.        79/10/13.        2pp. 


7910240371    Ack    receipt    of   790927    Itr    informing    NRC    of    steps    taken    to 
correct   violations    noted     in    IE    Insp    Refits    3-Q-40O/79-17. 
30-401/79-17,30-403/79-16   t    50-403/79-1  £.. 

MURPHY,  C,  E.  Region  3,    Atlanta,    Reactor    Construction  !.  Engineering 

Support  Branch.      79/10/12,       Ip. 


7910240677  Discusses    casting    defect    in  auxiliary    feediuater    pump    motor. 
Vendor    representative    has    verified    defect.  Camp  lete 
evaluation    of    castings   will    be    performed. Motors    will    meet 
Category    I    requirements, 
DROWN,  S.  C.        Virginia   Electric    6r   Power    Co.        79/10/19.        Ip, 


--791024037B  Responds    to   NRC   790906    Itr    re    violations    noted    in     IE    Insp 
Repts    30-400/79-17,  50-401/79-17,  50-402/79-tfi   !.    50-1O3/79-14. 
Corrective   actions: concrete   curing    period    e it ended    one   day 
E,  proper  curing    emphasiied. 
HOUE.P.W.       Carolina   Power    !.   Light   Co.        79/O9/27.   '    2pp. 

--791034Q3B9   Foruiards    IE    Insp    Repts    50-400/79-17,30-401/79-17, 
50-402/79-li   I,   50-403/79-16   on    790821-24   t,    notice    of 
violati-on. 

MURPHV.C.E.  Region   2,    Atlanta,    Reactor  'Construction   & 

Engineering    Support   Branch.      79/09/06.       2pp. 


F,     Security, 


edical,    emergency   Si    fire    protection    plans 


7710110332  Forwards   current  S.    draft    emergency    plans   fc   emergency    plan 
imp  1  amenta  ting    procedures. 
CARTWRIQHT,  W.  H.       Virginia   Electric    fc  Power   Co.       79/10/03.       Ip. 

7910180542  Notification    of    791015-1B  meeting   ui/util    re    omergengy 
planning    far   plant.  Agenda  Sr   proposed    press    release    encl. 
ROE.J.W,  Reactor  Safeguards    Licensing    Branch    (Pro   791030). 

79/10/04.        3pp. 


-7910340396  Notice    af   violation    from    inap     on    790931-24, 

*          Region   3,    Atlanta,    Office   af   the    Director.       79/09/06. 


Ip. 


-7910240407    IE    Insp    Repts    30-400/79-17,50-401/79-17,90-902/79-16   & 
30-403/79-li    on    79QB21-24.  Noncompl  iant  B    noted;  improper 
curing   of  structural   concrete, 

HARRIS, J.R,  Region  3,    Atlanta,    Office   of    the   Director. 

79/09/Oi.       4pp, 

-7910210422  Ack    receipt   of    IE   Insp  Repts    50-100/79-17.90-401/79-17. 
SO-402/79-lo   J.   50-103/79-16.  No   proprietary     info, 
HOUE.P.W.       Carolina   Power    d   Light   Co.        79/09/19.        Ip. 


DOCKET   50-404  WORTH  ANNA  POWER  STATION,    UNIT  3 

A.     Application/construction    stage   documents    !i   corre  aponrfenco 


0.     Inspection    reports,     IE  Bulletins    d    correspondence 

79100B0621    Notifies    of   error    in   790BO1    rosponse    to    IE  Bulletin   79-14, 
"Seismic    Analysis    for    As-Built    Safety-Related    Piping    ays," 
Related   Piping    ays,"    In    Item  A,  AK   should    read   AX. 
BROWN, B.C.       Virginia  Electric   &   Power   Co.       79/OS/OS.       Ip. 

7910190439   Forwards    IE    Insp.    RoptH    30-339/79-40,30-401/79-06   Si 
30-108/79-06   on    790307-10,  No    noncomp 1  lance   noted, 

MURPHY,  C.  E.  Region    2,     Atlanta,    Office   of    tho    Director.       79/00/29. 

2pp. 

—7910100465    IE    Insp    Repts    50-339/79-40,30-404/79-06   S.    30-405/79-06    on 
770FJ07-1O,  No   jioncomp-llance    noted,  Mojor   areas    inspected; 
procedures    !.   ropresanta  tive   records. 

MCFflRLAND,  C.n.  ,    DHVANTiJ.C,  Regions,    Atlanta,    Reactor 

Cqnstructlon   «<  Engineering    Support    Branch,       79/08/39.       6pp. 


7910120363  FOIA  request    for    documents  re   abnormal    settlements    at 
facilities  6    info   concerning   NRC  reasons    for    not    levying 
Civil    penalty    against    util    in    1972. 
ALLEN, J.      Worth   Anna  Environmental    Coalition,       79/08/J4.       4pp, 


7710010030  Forwards    IE  Circular   79-1B,     "Proper    Installation    of   Target 
need    Safety-Relief   Valves.  "   No   action   required. 
D'REIULV,  J.  P.  Region    2,     Atlanta,     Uffice    of    the    Director. 

79/O9/10.        2pp, 


7910160B17  FQIA  request    for   reptt   arising    Prom   790935  discharge    of 
radioactive  gas    from   Facility. 

,  V.  H.       HirBChfcop    fc   Orad    P.  C.        79/09/37.        Ip. 


7910050137  Forwards   corrected   versions   of    tiuo   790824    Itrs    re    util 
positions   not   in  accordance  w/Reg   Guides    1.  14O,  Revision   O  4 
1.  52,  Revision  2.  Pages   had    been   transposed    in    Itrs. 
BAUHiE.A.        Virginia    Electric    J.   Pouer   Co.        79/10/OH.        Ip. 

—7910050171   Advi-ses    of   nonconf  ormance    to   Rag   Guide    1  .  1  40,  Rovis  i  on  0, 
"Design.  Testing   h  Haint   Criteria   for  Mormal    Ventilation 
Eihaust   Sga   Air  Filtration  t,  Adsorption   Units  of   Light 
Hater  Cooled    Nuclear  Power  Plants,  "   Pagos   reorderfld. 
BRDWH,  S.  C.      Virginia  Electric  .!,  Power   Co.       77/OQ/24.       3pp. 


7910030603  Forwards    IE  Circular   79-19,     "Loose   Locking    Devices    on 
Ingecooll-Rand   Pump    Impellers.  "    No   action   required, 
O'RGILLV,  J.  P.  Region   2.    Atlanta,    Office   of    the   Director. 

79/09/13.       Ip, 

7910030092  Submits   response    to    IE    Bulletin   79-15   re    deep    draft    pump 
deficiencies    t.   availability    of    draft    pump    info.  Table   re 
deep    draft    pumps    end. 
BROWN.  S.  C.       Virginia  Electric    (.   Pouior   Co.       79/O9/14.       Spp. 

7910I102H2  Foruard*    IE   Info   Notice    79-22,     "Qua  I i f icalion    of   Control 
SUB."    No  action    required, 

Q'REILLV,  J.  P.  Region   2,     Atlanta,    Office   of    the   Dlrnctor. 

79/09/17.       Ip. 


—  791005017Q  Advises    of  nonconfurmance   to  Reg   Ouido    1.  3S,  Reviai  nn    S, 
"Design.  Testing  &  Haint   Criteria    for   Pos  t-Acc  ident 
Enolnaared  Safety    Feature  Atmosphere   Cleanup    Sys,  .  ,  Li  gilt 
Water  Cooled   Nuclaar   Poumr   Plants,"  Pagos   roordored, 
BROWN,  8.  C.      Virginia   ElsctrU   d  Pouier  Co.       79/00/24.       4pp, 

7910100364  Clarifies    info    in  util   790B31    Itr    re   ma<    ppBliicted 
grounduater   elavallons    for    safety-relatad    structures, 
Elevation  315  corresponds    to  mai    reservoir    level    t.    is    used 
In  conservative    structure    design. 
BROHN.S.C.      Virginia  Electric  !,  Pager  Co-       79/JO/04.       Ip. 

79101S04S3  Supplaments   790931    Itr  ra   mai    predicted    grounduater 
elevations    for    safety-related    structures.  Or  ouridwa  tar   level 
in  area  of    svc   water   pump   houie    Is   significantly    Inuei-    than 
T«servoir    level    due    to   effectiveness   of    liner. 
BROWN.B.C.      Virginia  ElBCtric  t,  Pouer  Co.       79/10/04.       Ip. 


Discu*a"   Tevleu  of   responses.  to    IE  Uulutitta    79-05€   5, 
79-04C  r.  need    For    trippino   of  reactor  conJant   pumps   for 


79100401B9  Forwards    IE    Info   Notice    79-23,     "Emerooncu    Diesel    Oonerator 
Lube   Oil   Coolers,  "   No  action    ronulreiJ, 

O'REILLV,  J.  P.  Region   2,     Atlanta,    Office   of    the   Director, 

79/09/26.       2pp. 

7910190EBO  Forwards    IE  EulUtin   79-B4,     "Froion    Lines.  "   No    action 
required, 

O'REILLV,  J.  P,  Region   2,    Atlanta,    DPfice   of    the   Diroctar. 

79/09/27.       2pp. 

7910190291   Forwards    IE  Dull  a  tin  79-H4,     "Froinn    Lines."    ND   action 
required. 

0'REILL.yj  J.  P.  RooJon   B,    Atlanta,    Office   oP    the   Director. 

79/09/H7.       2pp. 

7910170803  Forwards    IE    Info    Notice    79-23,     "Reactor    Trips   at   Turkey 
Point   Units   3   fc  -4.  "   Ho    action    required. 

O'fiEILLY,  J.  P.  llogion   2,    Atlanta.    Office   of    the   Director. 

79/10/01.       3pp. 


certain  small   break    LOCAs. 

RQBB,D.F.      TH1-B  Bulletin*   !<  Orders.      79/10/03. 


2pp. 


DOCKETED  ITEMS 


Of    the   Direct,,,-. 


dharf^n!"    "J"011^    to    FOIA   "1««t    for    reot*    rising    from 
discharge    of    radioactive    gas    from   fac  i  1  i  tu.  Foruerds 
documents    listed     In    Ap  p    A.  ™ar0s 

FELTON.J.M.  Division    of   RuUs    and    Kecorda.        79/10/15,        3PP, 


BROWN.S.C.       Virginia   Electric    &  Pouar    Cu.       79/09/25. 


2pp, 


d  :^Mq::s!iqBnf79o«°">il  leahaae  *-«*"  h 
iiv  -  -0--"--;  z&'i^ 


connr'"1    di"el«e«    "P*    «    ov.rpp..Burii.tiQn    of 
5«        wlw*  lnm  ma'nlst"m    line   '"Ml,    inside   cantainmBnt. 

affected    ^3  llmit    au"illa"«    f"0dWat<M-    flou,    to 

affected    steam  generator 

BRDWN.6.C.       Virginia  Electric   &  Pouer    Co.       79/lQ/Ofl.       lp. 


. 

BRaWN.B.C.       Virginia  Electric    t,  Pouer    CD.       79/10/04. 


«-«!:"J":Je"1Jlnfl    "efett-  '"    ""»i«ril    fBadluater    p 
Vendor   repre*»ntattvo    has    varifiad    dnfec  t.  Complcta 
evaloatlor,    of    castings    uill    be    par-Formed,  Motors   will    meat 
Category    l    requtrejnnnts. 
BHOWN-9.C.       Virginia   Electric   &   Pouaor   Co.       77/1O/19.        lp. 


fire    pj-otaction   plans 


. 

CAFITUIMQHT.H.  R.        Virginia    Electric    8-   Pomer    Co,        79/10/O3.         lp. 

79101BOS42  Notification    of   791013-la   meating    n/ubll    r.    ameroongy 
pUnning    for    plant,  flg  enda    !,  propose    prMi    ralaase    Bncl. 
79/10/04        3RBactor   Safeguards   Licenaino   Branch    fPrc    791O3O). 


Besm        An  *  "P--"    *"     IE    Dull.tin    79-  U. 

nf?i!    H    -t    !    ^    i       '!""    AB~Sl"lt   aafets-RalateS    Piping    Sy,.  » 
SSnZ£  2  £"*.",?      ^°'       In    rbBmA'*K    "howld    read    AX, 

.S.C.        Virginia    Electric    !,    POMDr    Co.        77/08/03.         lp, 


.1*    "    "u''ili<»><l     Pasduater    pump    motor    caBting 
evaluat«rf    1          i"(°Tnlea    «**>     «>•*    "stings    uill    he    completely 
r^;"pe;fnUPr°blBm  "rrBCte('    tn   "«"*    "*™    '    •«»   S» 
DROWN,  a.  C.        Virginia    Electric    ft   Pou,Br    Co.        77/10/19.        lp. 

ANNA   POHelt    BTAT10M,     UNIT   4 


acmt?H«°iA,TUa9t    '«."»':»«•'>*•   T.    abnopmal    settlBmBnta    at 

civil    ««!it   infV0""rnltl9    NRC   raa"n=    For    not    levying 
civil    penalty    against    util     in    1973. 

ALLEN.J.       North   Anna   Environmental    Coalition.       79/OB/14.       4pp, 


arisin9  fram 

QLABBERO,  V.  M.        Hipschfcop    t,   Gpad    P.  C.        79/07/27.         lp. 


otnn0Trd9    eorp«t-d    ver3ionB    Of    tuo  790B24    Itn    rB    util 
I    i      B      !   ?°*  A"   •"•"•"•n"   WReg   0UidB!i    1.  IflO.  Revi  slon   0  ft 
n^S'2B*        ,"."  2'Pa9°9    had    been    tpanBpn3Bd    In    1  trs. 
BAUM.E.A.        Virginia    Electric    t,   POUBP    Co,        79/1O/OH.        lp. 

—  7?tOOSOt71    Advisas    of    nonconf  orraance    to    Reg    0uidD     1     140,  RHvi  s  ion    O 
Exha^t'fi"^9   r,?rlnt   Crlt"la    "•*   Normal    V.nt    lit?in 
52t!r   r«    ¥  Vi    ir   Plltration  &  AdSnrptlon  Units    of  Light 

nnnSw  S  ?ltd,MUeJ'?P  Powt!r   PlantB'  "    PaBES   rBDrdered 
BROWN.S.C.        Virginia    Electrtc    5   Power    Co.        79/OB/24.       3pp. 

—7910050178   Advises    of    nanconf  opmance     to    Reg    Guide     1    53,RevUiDn    3 
"Design,  TeUing    (.Main*   Criteria    for    P0st-Acc  i  dant 
EngineBPBd    Safety    Feature    Atmflnphere    Cleanup    Sys.  ..Light 

M££  S*?Iid,^US    "ar   PQUler   p>""*'-"    P-a"   1-iord.r.d. 
DRDWN.S.C.        Virginia    Electric    !.   Poiuer    Co.        79/O8/24.       4pp. 

7910100341   Clarifies    info    in    util    790821    Itr   re  ma,    prBdictBd 
groundLjatop   elevations    for    taf  ety-pelatod    strUctur-E5 
Elevation   313  coppasponda    to   mat    rauepvoir    level    t,    it    used 
in    conoorvative    atpucture:    design 
BRDHN.B.C.        Virginia    Electric    t,   Power    Co.        79/10/04.        lp. 

7910130453   Bupplernents    790821     Itr    rB    max    ppedictad    grounduater 
elavations    for    BaPety-rclatcd    structures.  QrounduiatBr    level 
In   are*    of    avc    uater   pump    house    is   significantly    lower    than 
r«»«rvoir    level    due    to    effectiveness    of    liner 
BROWNiS.C.       Virflinia  Elsctric    (,  Pouep   Co.       79/10/04.       lp. 


DUclJBaBS    '•evieu  of   responsas    to    IE  Bulletins   79-05C   i, 
79-06C    re    need    fop    tripping    of   reactor    coolant    Punips    for 
certain    small    break   LOCAs. 
ROSB.D.F.       TMI-2  Bulletins    ft  Orders.       79/10/09,       3pp, 

7910180334  Responds    to  FOIA   requast    for    Ipfo   re   abnormal    »ttl»ntB   ft 
NRC   r.a.on*    for    not    levying    civil    penalty   against   util    in 
197B.  Forwards    list   of   pelevant   documents.  Info    partially 
uithheld:nafna»   of    individuals    (pEf  FDIA  Ejemption   7) 
FELTON.J.M,  Division    of   Rulo*    and   Records.       79/10/O9        119pp 


rip  p. 


P    REPt9    30-339/79-40,50-104/79-06    I 
O.ND   n0nco^UanCB    noted 
Region    2,     Atlanta.     Office    of    Ua    Director.        79/OB/37. 


ISnIl"P    ""^f!    3°-:339'79-'"',  50-401/79-06    I,    50-405/7^-06    on 
.  Mo    noncompUanco  noted.  Major    areoa    inspected' 
procedures    t    repreaentat  i  VB   racorda 

HCFARLAND.C.n,     BRYANT,  0,c.  RagionH.     Atlanta,     Fleoctpr 

Construction    &    Enginaering    Support    Branch.        79/QB/39.        ftpp. 


1"   "'«'     "!-«••    UDC*IB|I    Devices    On 
ars.  »    Ho    action    T*quirBd. 

Mlantfl'     Dffi"    ofl    thc    Olrector. 


79/09/13 


7910030072  Submits    rospon-ie    to    IE  Bulletin   79-15   re    daop    itraft    nu 
dePiclencia^   &    availabUit^j    of   draft    pump    irif  o.  T«bl"r* 
deep    draft    a  limp  s  -enc  1  . 
BROWN,  S.  C.        Virginia    Electric    J,   Pouer    Co.        79/09/14.        Bpp. 


79/09/21:  J'2pp, 


AUanta' 


Atlanta'     Dfpi" 


*h.    Director. 


Director. 


79re;™/nr"a''tla    IE   Dull-*i"  "-2".     "r>o»n    Lin..."    No    action 


79/09/27! J' 


79/10/01!  J*3PP 


Atlanti'    DffiCB   »' 


7910170770  Forwards    IE    In*c    Notice  7^-31,     "averpre.sur  i  ifl  tl  on 

SEis^rx,:.'/1*  Plant  AFt-r  Hain  M—  LI"  »'«*  '  ^ 


Dirottor, 


ZS6 


DOCKETED  ITEMS 


3-      "^portable    otcuTrBncet,    LERs   !<  related    correspond  one e 

791Q10O165    Submits     info   TO   apparent    casting    defect     in    shaft    containing 
auxiliary    feet   pump   motor  3AF-P2A,  Vendor    will    investigate    It 
determine    corrective   action. 


determine    corrBttiVE   action. 

GROWN,  a.  c.       Virginia   Electric    t.  Pouter   Co. 


79/09/35.         2pp. 


7*?IOI3O577    DEPlcloncy    rept:on   790730,  oil    lealaae    from   motor    housing 
rave-aled     defect     In    casting    for    lower    reservoir    of    shaft     end 
bearitig.     on    motor    3AF-P2A.  Insp    of    thrae    similar    motors     shnus 
pasalble     defect     in   Unit   1   motors.  Dnsi  to     insp    scheduled, 
QRDWN.  3.  C.        Virginia   Electric    t,   Power   Co.        79/O9/35.         2pp. 


pressuri  I  ation     of 


791O1OO355     Interim    deficiency    rept    re    over  o 

containment    from   main    steam    Una    break     inside    containment. 
Util     evaluating    mods    to    limit   auilliary    Peoduiater    floui    to 


affected     steam  generator. 
GROWN,  3.  C.        Virginia   Electric 


Power    Co.        79/10/Q-V.         Ip. 


791O15O1A4     Interim    deficiency    rept    re    overpro  ssuri  I  ation     nf    containment 
frpm    main    steam    line   break.  Preliminary    calculations    shoui 
d&slon     pi-assure    mill    be    e.ceEded    due    to    unabated    auxiliary 
f  a-eduafceT-    f  lou.  Muds    being    evaluated. 
BROWN.  S.  C.        Virginia   El  EC  trie    !t   Pouier   Cn.        77/10/04.         Ip. 

7-91O33O5Qa     Interim  ropt   re  auiiliary    feoduator    pump    motor    casting 
ilef  ec  t.  Vendor    informed    util    that   castings    mill    be    c  omp  1  o-tsl  ij 
evaluated    &   problem  corrected    to  meet  Category    I    sys    use 
cequ  I  r  ements. 

.  S.  C.       Virginia  Electric   (.  Power  Co.       79/10/1?.        Ip. 


DOCKET     3Q-406    TUSKEGEE    INST.     RESEARCH   HEACTOJ! 
J.      InsurancB    t,   indemnity    information 

791  OSOQaSfi    Forwards    eiecuted   Amend   6    to    Indemnity    AijTe-Bment   E-97. 
UILLIAMS,  L.  A.        Tunkegee    lust.       79/10/2S.        3pp. 

DOCKET     5Q-4O7   UNIV.     OF   UTAH   RESEARCH   REACTOR 
J.      Insurance   &   Indemnity    information 

791-Q23Q4-1  1     E«ecufced   Amend    11    to    Indemnity    Agreement   E-31  .  mod  i  ify  ing 
prefatory     language   re    transportation,  hand  ling    d    temporary 
storage     of    radioactive    mat  I. 

8  ALT  Z  MAN,  J.  Antitrust   &    Indemnity    Group.        OWrtFIPE,  A.  F,        Utah, 

Univ.      oF.        79/1O/17.       Ip. 

3.      Inspection   reports,     IE  Bulletins   &  corrosponcf  once 

^IQOaoaSA    ForuariJs    IE   Info  Notice   79-20.  ftnvl  nion    I,     "Mf)C    En?  prcomcnt 
Palicg     —    NRC  Licensed    Individuals."   Notico    ralao-ued    to 
correct    luord    omisaion  !c  punctuation   error    whlcli    chnnnad 

intent    of    statement,  Changed    statement   undurlinod    In    toxt. 

BEVFRJT.  K.,  V.  Region    4,     Dallas,     Qfficq    of    the    Diroctor.        79/09/07, 

Ip. 

SOCKET    SO-409  LA  CRQSBE  D01LINO  UATER  REACTQn 

^.     App  1  1  cdt  ion/construct  Ion   stage   documents    J.    correspondence 

>"?lOaiO31O    Requests    electrical    schematic   drawing!    for    saTety    ays  motor 
ppsratad     walvssi  including   all    hand    siuitch    t<    Hml  tn    suite  ti 
devo  t  opments   !.   any    info   on  automatic   actuation    fealurua, 
ZIEMflMNj  D.  L.      Operating   Reactors  Branch    S    (Pro   79(030).        79/10/09. 
Sflp. 

=•.     Becurltv     medical,    emergencg   &   fire   protection    plans 

^^lOlJOfia*.    Forwards   NRC   position   on  safe   shutdown    caoab  i  1  i  ty,  to   help 
licensee     prepare    response   to   safety    evaluation    for    Fira 
prntac  t  i  on. 

ZIEMANNj  D.  U.      Operating  Reactors  Dranih   3    (Pro    791O3O).       79/09/11. 
2p|>. 

3,     Adjudicator^    corrpspondnncB 


Mptlon    for   summary   disposition   on    pleadings,  Adrni  t  tod 
tont«Tion»   are   not  based   on    lltlgabli   genuine    isiups    of 
nufcl     facts    fe   mod    of   spent   fuel    pool   at    DUF1. 
HOPDHEAD.  C.  P.  Branch  3.      79/07/30,      H7pp. 


— 7910130634   Matl    facts    as     to    ujhich    there    Is    no    genuine    issue    tti    be 
heard,  in    support    of    790730  motion    for    summary    disposition    on 
pleadings. Util    application    to    amend    is     incomplete    &    falls    to 
address   certain    issues. 
UnDDHEAD,  c.  P.  Branch    3.        77/07/30.        llpp. 

— 79101S0637   Affidavit    re   Contentions     Ib-ld    on     long-term    integrity    of 
various   components    in   spent    Puol    storage    pool.  Prof 
qualifications    enc  I. 
WEEKS,  J.  R.        BroaPihavon    National    Laboratory.        79/07/16.         llpp. 

— 791Q150i39   Affidavit    ro    Contention    If.  in     lieu    of    written    testimony. 
Asserts    that   no    fuel    handling    problems    uilll    occur    from    ipont 
fuel    pool    mod   or    from   Jesign    itself. Prof    qual  i  f  icattonu 
enc  1, 

HQHL.H.  L.  Environmentol    Evaluation   Drnnch    <Pre    791030). 

79/O7/24.        hpf. 

-•-7910150613   Affidavit    re    Intervenes    Contentions    5(a  ) ,  5(  b-1  ).  9(d  >.  6   Si   7, 
in    lieu    of   uiritten    testimony.  Ei  presses    opinion    that    storaoe 
of   failed    fuel    in   enlarged    spent    fuel    pool    will    not    produce 
haiards    or   oiposuroa.  Prof    qualifications    and. 

nuNEHEW,  J.  N.  Environmental    Evaluation    Branch     (Pro    791O30). 

79/07/21,        17pp. 

--7910150619  Affidavit   re    intervenur   Contentions    S(b)(3)    &    3(c)    on 
adequacy    of    spent    fuel    pool    mod    for    BUR. Ei presses    opinion 
that   margin    Of    safety    mill     incroas  e,  Pro  t    qualifications    t> 
Certificate   of   Svc    oncl, 
LAORAN3E.  R.  0.  Eng  Ineeri  ng    Branch     (Pro    791030).        79/07/10.        5pp. 

79 10050633   Notice   of    location    change   of   79O920-S1    prehcaring 
cnnf eronco,  from  Room  303   Car turigh t    Ctr    to   Cammunication 
Ctr.Univ    nf    UliLa  Craase. 

CECHHOEFER.C.       Atomic    Safety    and    Ltcnnaing    Board   Panel.       79/OB/23. 
IP- 

7910090130  Notice    of    change    of    location    of    790930-21    prehearino, 
conference    to   Room   319    of    Wing   Communicat  Ian    CtriUniv    of    WI. 
La    Corsse, 

DECHHOEFER,  C.       Atomic    Safety    and    Lirensing    Board    Panel.       79/OB/23. 
It- 

7910090386    Memorandum   !(    order     in    response    to    !,    applicant    790730   It   31 
motions    for    summary    disposition   re   Coulee    Region   Enerftij 
Coalition    contentions.  Orders    NRC    It  applicant    to    aubmit 
factual    answers    to    enc 1    ques tions. In    form    of    affidavit. 
DECHHQEFEn.C,        Atomic    Safety    and    Licensing    Board    Panel.        79/09/07. 
10pp. 

79I02HOQQ9   REquoatD    to   rnalie    limited    appearance    statement   at    spent    fuol 
pool    license    amend    hearing, 
PHANOH3,  N.  M.       Affiliation    Unhnoun.       79/09/12,        Ip. 

7710220450   Requests    to  make    limited    appearance    statement   at    790920-^1 
prchoflring    re    spent    fuel    eipancton   of    facility. 
N I  EL  AND,  n        Affiliation   Unknouin.       79/09/iS,        Ip. 

79102130090   Reiiuents    to   make    limited    appearance    statement   at    spont    fuel 
ponl    license    amend    hearing. 
VEHRV,  E.       Affiliation   Unknouin.       79/0'?/13,        Ip. 

7910320999  Requests    to  make    limited    appearance    statement    at    licensing 
prshearing.  Ac knoulodgod    or    790930. 
O'MALLY.A.O.       Af  f  i  1  lot  i  on    Unknown,       79/09/13.        Ip. 

791Q320Q9B  lloqiiests    to   make    limited    appearance    statement   at    spent    fuel 
pool    license    amend    hearing. 
MASS,  J,  W.       Affiliation    Unknotun,       79/O9/13,       Ip. 

79102SOOB3  Request s    to  mako    limited    appoarance    statement   at    spent    fuel 
pool    license    amend    hearing. 
JAFT.J,       Affiliation  Unknouin.       79/09/1-1.        Ip. 

7910230071    Requests    to  make    limited    appearance    statement   at    spent    fuel 
pool   llcenie   smund   hearing. 
PREVENAS.  P.       Affiliation   Unknown.       79/09/13.        Ip. 

7910170950  Response    to   ASLB    79O907  memorandum  &   order    propounding 
questions    to    NJ1C.  Quest  ton*    D.  3  &  H  are   not    open    for    Inquiry 
In    adjudlcatory    procecdingB    in    light    of   CommisBion    opinion 
Issued    In    OPS   case    on   790707. 
WOdDHEAD.  C.P.  Dranch    3.        79/09/10.        Ip. 

— 771017Q36O  Affidavit    in   response    to   ABLU  790907   rarmorandofii  &   order 
Questions   A.  1-A.  3.  Zlrcaloy-c  lad    fuel    uilll    not    undergo 
detectable    dagradatiari    if   used    In   highly    pure   water. 
3tniulo«»    ateel    racks    used    in   many    spent    fuel    pools. 
WEEKS,  J.R,       Drookhaven   National    Laboratory.       79/09/13.       4pp. 
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— 7910l705f>5  Affidavit    in   response    to    ASLD   7909Q7  memorandum   &   order 
(lunations    A.  1 ,  A.  3-A.  6,  B,  3d    &   E-H.  NUREQ-0404    cannot 
be   applied    to    facility    Present    license    does    not   allow  use    of 
Zircaloy    fuel .  W/drauing   &    prof    qualifications. 

SHEA.  J.        Operating    Reactors    Brand!    2    (Pro    7-710301.        79/09/13. 
10pp. 

—7910170570   Affidavit     in    response     to    ASLB    790907   memorandum    &    order 
Questions    0.  1-B.  3c    8.   C-F.  3. 

DDNDHEW.J.N.  Environniantal    Evaluation    Branch    <Pre    791O3Q). 

79/09/1B.        13pp. 

— 791O17O37-1   Safotij    evaluation    supporting    change    in    Tech    Specs    to 
increase    capacity    nf   spent    fuel    storage    pool    &    proviso 
protection    from   postulated    cask    drop    ace ident.  Corti fi cate    of 
Svc    end, 
*      Office    of   Nuclear   Reactor   Regulation        79/07/31.       19pp. 

79103104A6  Extends    invitation    to   accompany    ABLE    on    7709SO   tour    of 
facility    in    Genoa.  Wl .  Certlf  Uate    of    Svc    end. 
HEISTAND.O.  S.        Morgan,     Lewis    «.    Docktus.        79/09/19,        3pp. 

7910160019   Notice    of    appearance    on    behalf    of    intervenes    AK    Morse, GR 
Nygaard,  M   Durmaster    &   Coulee    Region    Energy    Ccal 1 1 ion,  at 
791003   hearing.  Certificate    af   Svc    end. 
DWENiR.H.       Coulee    Region    Energy   Coalition.       79/09/99.       2pp. 


7910150t&7    Forward a    re quest     for    addl     info    re     Iocs    af    nffsite    power    J< 
ofPsite    gr  i  d.  Ro  quests    response    within   90   days. 

Z1EMAMM.  D.  L.        Operating    Reactor*    Branch    2    (Pre    79IO3Q).        79/09/23. 
3pp. 

7910230413  Forwards    guirfoIinc-5    for   valvo    operability    ra    containment 
purging    &   venting    during    normal    operation. Requests 
commitment    to    implement    valve    qualification    program  within 
GO   days 
EISENHUT,  D.  Q.  Division    of    Operating    Reactors,        79/09/37.        3pp. 


79101S03&2    "Liquefaction    Pntentl.i  1  .  ri 
+       Damas    S,    rlnoro,        79/09/23.         l&Opp. 


7910110430  Ack    receipt    of    NfiC    79O917    Iti-   re    potantia]    unreviamed    safety 
HUB'S  lion    on    interaction    between    non-safety-)]  rado    s-ys   ti 
safety-grade    sys.  Rovi  eui    das    not     identified    any     conditions 
which   mould    affoct    safe    opurations. 
TAYLQK,  J.  H.        Dairijland    Power    Cooperative.        79/10/01.        3pp. 

79J025030S   Notification    of    791017    meeting    u/util     to    discuss    results 
of    soil    property    Investigation    program   for    LACBtfH    performed 
under   BEP   Topic    1 1-4   &   progress    being    made    on   soismic 
structural    evaluations    under   BEP    Topic    IH-t, 

WETMORE,J.  S.        Operating.    Reactors    Branch    2    (Pre    79103O).        79/1O/09. 
IP 


7910220172  Requests    to   makt    limited    appearance    statement    at    spent    Fuel 
pool    license   amend    hearing. 
PHEVENAS.P.        Affiliation    Unknown.        79/Q9/28.         lp. 


7910250396   Forwards    Ffl    notice    of    79102i   meetinn    of    ACRS    oubc ommtttec    on 
facility, 
*      Operating    Reactors    Branch   3    (Pre    791030),       79/1Q/11.       2pp. 


791O300436  Request    for    i-ocans  1  derati  nn    of  A9LD   790721    order    setting 
evidentiary    hearings    re    need    for     f ac i 1 1 ty. Contai ns 
alternative   request    suggesting    submittal    of    order    to  ASI.AD 
For    immediate    roaolu  t  ion.  Certi  f  Icate    of   Eve    encl. 
HIE8TAND,  O.  S.  ,     OALLEN,  K.  P.        Dairuland    Pouior    Conperat  ive  . 
HIE3TAND,0.  8.       Morgan,    Leiuis   !i   Bockius.       79/10/01.       23pp. 


H,     General    correspondence 


7910150159  Responds,    to    790704    Itr   re   plant    safety.  Faci  1  i  ty    is    designed 
for    continuous    containment   ventl lati nn. Fac i I i ty    has    operated 
within   NRC    safety    limits    &   aperatino.    Tech   Spans,  P  lants    are 
auttioriied    for    flO-yr    period. 

ZIEMANN.D.L.        Operating    Realtors    Branch    3    (Pro    791030).        79/09/11, 
10pp. 

— 7910150163    Expresses    concern    re    operation    af    f ac 1 1 i ty,  Fac i  1  1 ty    cannot 
handle    emergency    situation. 
PETERSON. T.        Affiliation    Unknown.        79/07/O4.        3pp, 


J.     Insurance   '-<    indemnity    information 


791O22O302   Foruiards    oiecuted    Amend    6    to    Indemnity    Agreement    B-6S, 
LINDER.  F.       Dainjland    Pouer   Cooperative.       79/1O/16.       2pp. 

P.     Operating    Hcenno    stage    documcnks    &    correspondence 

7910040031    Forwards    NUflEG-OS&Oi     "Staff   Rept    on   Generic    Assessment    of 
Foeduater    Transients     in   PWRs    designe'd    by    B&U.  "    U/o    end. 
GRIMES.  B.  K.          Aosistant    Dirertar     for    Systems    Engineerinn     (Pro 
791030).        79/06/11.         12pp. 

7910090241    Forwards    FR   notice    of   amend    t&    10CFR73.  S5  re   requiroments 
for    physical    protectinn    of   nuclear    pouiRr   p  lants.  Amend    defer  a 
implementation    of    physical    aearcn    requlremontE    from    790B01 
to    791101. 
DENTON.H   fi,        Office    uf   Nuclear    Reactor    Regulation.        79/OB/10.        -19pp. 


—  7910250')02  FR   notlta    of    ACRS  subcommittee    on    facility    791026  meeting 
in  Washington,  DC    to    discuss    propound    spent    Fuel    pool    mods. 
HDYLEiJ.  C.       ACFiS    -   Advl  soi'v   Committee    on    Reactor    Safeguards. 
79/10/05,        3pp. 

7910230339   Dincucsea    revleuj    of    79OB10    rept,     "Liquefaction    Potential     at 
La    Crosse    BUR    Site    Near    G-cnoa.  Vernon    County  i  til.  "    Site    IB   rat 
safe   agflinet    It  quoflca  t  (.oiii  using    approach    pi-escnted    by    Damea 
&   Mnore. 
BROUN.  F.  ft.'      Army,  Dept.  of,     Corps     of    Engineers.        79/1O/19,        2pp. 


O,      Inspettlnn    reports,      IE    Qulletins    1 


791G0909S7  Foruiards  IE  Bulletin  79-19,  "Pa 
For  Transport  &  Burial."  Action  roqtjirad 
KEPPLER,  J.  O.  FlBflion  3.  Chicago,  DffLc 


rresponrfflnc  B 

kaging    of    Lou    Level    Raduaoto 


of    tho    Director.        79/09/10. 


7910030074    Ac*     receipt    of    79O735     Itr     informing    NRC    at    stupe     taken     to 
correct    violations    noted    In    IE    Insp    Rupt    90-409/79-13. 
DrtVIS.A.Q,  Region    3,    Chicago,    Fu&l    Facility    &  Material*    (Safety 

Dranch.       79/OQ/13.        lp. 

—  79100500BO    Roaponrfa    to    NRC    7906S9    Itr    re    violotions    nnted     in    IE     Incp 
Rept    50-409/79-1  3.  Coi-i'oc  t  i  ve    ac  tions:  GI  i  a  ting    written   mat! 
packing    procedures    are   being    revised    to  meet    requirements. 
Checklist    ui  til    be    prouidoil     in    future. 
LINDEfl,  F.       Bairiilanil    Power   Cooperative.       79/07/25.       2pp. 

7910090177    Foruiards     IE    Dullotin    79-3],      "Tenip    Effects    on    Lovul 
HeasuremBnts.  "    rtcttan    requlraif. 

KEPPLGR,J,  Q.  Region    3,     Chicago,     Office    c-P    the    Director.        7WOD/1I3. 

lp, 

79100'50407   Forwards    IE    Info   Notice    79-20,     "NRC   En  f  o-rccmenl   Policy   - 
NRC   Licensed    Individuals."    No   action    raquirad. 

KEPPLER.J.  0.  Roglon    3,     Chicago,     Office    of    the    Director.       79/0(J/11. 

lp. 


7910150570  Draft    rapt,     "Liquofacti on   Potential    at  La  Crosso    DMR 
(LrtCBWR)    Site   Near   Senoa, Uernon  County, UI." 
»      Dames   &  Moore.       79/OS/10.       Qlpp. 

7910110235  ForusrilE   NUREO/CR-O727,     "BUR   Offoaa   Bys    Evaluation."   3ys 
provides    reasonable    assurance    that    potential    far    external 
offgas    Giplosions    Is   minimi  zed. U/o    one  I. 

GAMMILLiW.P.         Assistant    Director    for   Operating   Reactor  Projects    (Pi-o 
791030).       79/09/22.       39pp. 

79101901S7  Requostu    that   all    drauiinga    t<    Hchematics    submitted    in    support 
of   SEP    topic    revioui    bo    prepared    in    seta    of   six    or   as    one    sat 
of   aperture    cards, 

ZIEMANN.D.L,       Operating    Reactors    Branch    S    (Pre   791030).       79/09/06, 
2pp. 

7910100177   Forwards    approval/amend    foe    for   Provisional    License   DPR-45, 
to    replace    lost    check. 
LINDER. F.     .Dairyland    Poiiier  Cooperative.       79/O7/19.       9pp. 


791O03047Q  Forwards    IE  Circular    79-17.     "Contact  Problem    in   SD-12 
Switches    on    QE   H&talclad   Circuit  Drcafeera.  lh   Mo    acfclun 
req,uirBd. 
KEPPLER.J.  0.  nagion   3,    CliUago-    Office    af    tJie    Director.       79/03/W. 


7910O100B3   Foruarils    IE    Insp    Rept    30-409/79-17   on   790725-27  4    notice    of 
violation. 

HEIBHMAN,  R,  F.  Region   3.     Chicago,     Reactor   Operations   Nuclear 

Support    Branch.       79/OB/H7.       Hpp. 

—  79100100B1    Notice    of    violation    Prom    insp    on   790-733-27. 

*          Rnglori   3,    Chicago.     Offica    of    tho    Riractor.       77/OB/E3.       lp. 

—  79I00100B7    IE    Insp    Rept    50-409/79-17    on  790725-37.  Noncomp  1  iance    notod: 

Palluro    to   meat    cp  urn  t  Ions   ravleu    cammittee    nnulrBments    d 
USB   of    unapproved    startup    graph. 

R1DQWAY.K.  R.  j    QaVD,  D.  c.  Ronion   3,    CJiicago.    Office  of   thn 

Director.       79/03/23.       7pp, 
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?«°hu!?!  5::Pr-l    IVS  Bt"letin    ^-^    •••    "I""*'    «.*.!«...    For 
as-built    safety-relate*    piping    sgs,  Requait     for     full-term 
license   yas    pending   as    af    741009.  No   si  te-sp  ec  if  i  c    seismic 
design   basis    far    facility    eiists. 
LINDER.F.        Dairyland   Power   Cooperative.        79/09/O5.        2jip. 


t  tt°V2WE    Dulletln   79-1A.     "Vital    Arsa   Access    Control. 

Details    withheld    (ref     1QCFR2,  770  ). 
LINGER,  F.        Dali-yland   Paver   Cooperative,        79/O9/Oi.        2pp. 


p-    SETT"'    "V"*-    NotiE.    79-20,ReviBion    1,     "NRG   Enforced 

Policy    -   NRC    Licensed    Individuals.  "   Notice    reissued    to 

correct    ward    omission   (.punctuation   error   which    Chang-erf 

«UnmnL      .    *tfl'Hm^nt-  Changed    statement    underlined     in     text, 

KEPPLER.J.  0.  Region    3.     Chicaso.     Offico    of    the    Director         79/09/O7 


79IOSflG071    Responds    to    IE    Bulletin    79-14,     "Seismic    Analysis    for 
As-Built   Safotu-Related    Piping    Sy*.  "    All    piping,    a.  5O    inches 
!.   larger    inspected.  No    disirepanios    noted. 
UNDER, F.       Dairyland    Pauioi-   Cooperative.       79/1Q/O4.       Bnp. 

7910260363    Responds    to    IE    Bulletin    79-14,     "Seismic    Analysis    for 
As-Built    Safety-Related    Piping    Sya.   "    Imp    of    steam    piping     in 
reactor    vessel    cavity    t,   alternate    cnre    spray    piping    in 
reactor   vossel    head    cavity    indicate    no    deviations, 
UNDER, F.       Dairyland    Paiuer    Cooperative.       79/10/13.       2pp. 

7910310393   Forward   Revision    3    to    IE    Bulletin    79-13,     "Crattino     in 
Feedtuatar    Sya    Piping.  "    Mo   action   required. 


KEPPLER,  J.  O. 
Ip. 


Region    3,     Chicago,     Office    of    the    Director.        79/10/19. 


KEPPLER,  O,  0. 
Jp. 


ds    IE  Circular  79-19.     "Loose   Locking    Devices    on 
limp    Impellers."  Ho    action    required, 
Region    3,     Chicago.     Office    of    the    Director,        79/09/13. 


imnD^ar"a/e9|1?rlSe    '°    IE  Gulleti"   79-iS.Tu.o    deap    draft 
itmilar    -to    those   Described    in  bullatin.are    used    in    safetg- 
relatfd    ays.  status    of   pump5   Pe   operational    problems,  ma  int   & 
other    related   matters    is.   described    in   end. 
LINDER.F.       BatrylaniJ  Pauer   Cooperative.       79/O9/16.       flpp. 


»;rW!:Pdm    !f  J2"1    N°tlcc  79~SS'     BaMli«"tlQn    of  Control 
iJJ      ""      '°a3(>    ltp  *  Publu  9vc   Electric    (.   Has 
itr    re    potential    unrnvieuied    safety    auestlon   rtctian 
required    within   20   daya.  H/o   oncl  "quest,  on.  neiian 

DENTON.H.  H.        Office    of    Nticlear   Reactor   Regulation.        79/09/17.         48pp. 


,  L  «n         a.re, 

e    testing    errors,  u,hlch    uas    incorrectly 

DA;l0^f0rUa''dS     IE    In9p    f*6"69    50-295/79-13   & 
2.  At  t  ion  required, 

EISENHUT.  D.  0.  Division    of    Operating   Reactors.        79/01/Sl.        49pp. 


*"'«*lng    NRC    or   steps    t*k  .t.    to 
P    ""P*    50-109/79-17. 


R.    Periodic    operatins   reports    S,   related    correspondcnca 

7910100343  Forwards    semiannual    radioactive   effluent   rept   (,   environ 
monitoring    repti  Jan-June    1979, 
LINDER.F,        Dairyland    ^nwcr    Cooperative.        79/09/3B.        ip. 

"7910100369   Radioactive    effluent    rept    t,    environ    monitorinn    rept    for 
Jan-Junw    1979, 
*      Dairyland    Pouier  Cooperative,       79/06/30.       33pp. 

79101E02H   Forwards   monthly    operating    rept    for   Bopb    1979 
LINDER.F.       Dairy  land    Pouur    Cooporat  i  VE.       79/10/05.       Ip! 

~7910la021O  Monthly   operating    rapt    for  Sept    1979 

GDODMflN.L.  B.       Dairy  land    Pouinr    Cooperative.       79/10/04.       7pp, 


Fo!;ll'frdf    "rrtet.d    monthly    operating    rept    fop   Aug    1979. 
,        Dairylanil    Power    Cooperative,        79/10/IB.        Ip. 


--791B300177  Corrected    monthly    operating   ropt    for    Aug    1979 

QOPDMAM,  L.  S,       Dairyland    Pouor    Cooperative.       79/09/03.       7pp. 


Fnn"'fr(l^    """t-d    monthly    0peratinD    rapt    far    Sept    1979. 
.        DuJio    Pouor    Co.         79/1O/1Q.         Ip. 


tr    r"    **'l«tiOM    «ofc«d    in    IE    In.p 
-17.  Corrective  ac  t  ions:  subcontml  ttees 

suspended    for  meDtlngs    convened    to   discuss    topics    set    forth 
LTI    lech    Sp  B  c  3, 

LINDEH.F.  W.       Dairijland    Power  Cooperative.       79/09/J4,       app, 


Coil."    No    action    required. 

KEPPLER.J.O.  Rag(on3,     Chicago,     Office    of    the    Director,        79/09/24, 


0't!d   mollthllJ    °P"'flting   rept    for    Sept    1979. 
Duke    Power    Co.        79/1  0/O*.        7pp, 


LERs    b   rolatoil    correspondence 


7910030410  HO  79-lAmn  790907.  dur  ing    redactor    star  tup,  bypass    keyn    for 
reactor   coolant    flou,  rate    1  ou    scram  not    sultched    to   normal      " 
MlspDBitinn    of    bypass    keys    noted    on   7907O9  &  returned    to 
normal.  Causer!    by    personnel    overcinht. 
LINDEn.F.       Dairy  land   Pouor    Cooperative.       79/09/10,       2PP. 


Ip  ' 


CJlica90'    Offlco   D*    the  Director.       79/09/36. 


791023024S  Respond    to    IE  Bulletin  79-18,    "Audibility   Probl 

£«."'•«?    ^rCratf°n    °,f   "0rBOnnBl    ""»"  »'    "    N"i" 
-??   piant   area"         '  ""'    Cl"Plg   a"dlblD    inai''B    &   -"f"*' 
LINDER.F.       Dairyland   Pouer   CoDporative,      79/09/26.       Spp, 


"   Lines."    No   act.™ 


HEPPLER,J.e,  Region  3.    Chlcaoe,    Office   cf    the   Director.      79/09/27, 


RSive^    ^^^^ 


Ip.  *  Ro9i0"  3|     Ch'"fl<"    Omct  of    M,.    Directs.      79/10/01. 

710160618  Forwards    IE   info   Notice  79-S4,    "Qvarprusaurl 
KEPPLER,  J.o."   -Reeion  3,     Chicago,    Office  of    the   Director.       79/10/01, 


D1""?BBS   ™c    ""derstandino    of   planned    licensee    corr9Ctive 
RD  79-          ^      ,r    '2   f^'n'^rative    controls    identified    in 
RO  79-11   that    alloued    loiu    flou   icram   protection    circuit    to 
S™?^",'*  aurinn    startup    !.    low   ppyor    operation. 
HEFPLEff.J.Q,  Region    3,     Chicago-    Office    op    the    Director        79/09/17 


7910030330  Forwards   LED   79-01<b/OlT-0. 
LINDERiF,       Dalr»land   Poiuor   Cooperative. 


79/09/27.       1pp. 


"7910050334   LED   79-016/01T-Or  on    790907.  dur  ing    I  »»   rocirculatlon    flow 
.cran,,6ypas8    key    suitch»s    yere    not    turned    to    normal    posH   on 
«•   roquireJ    by    T«h   Spec  ..  Cao9ed    by    personnel    error.  Add! 
training    administered. 
OuDDMAN,  L.  8.       Dairyland    Power   Coopsratlvo.       79/O7/27.       Ip. 

79I00904B-1  Forwards   LEF1    79-O1S/03L-O. 

LINDER.F.       Dairyland   POWOP    Cooperative.       79/09/SB.       Hpp. 


»™  LE"    79~°i3/03L:  «"   7-?OSa2,dUrinB    normal    operation,  auxi  llnry 

operator    commented   pumpii,3    retention    tank    ID    to    river,  rather 
bhan    aampllnji    4,900   gallon    u*iti>    tank.  Pumping    stopped    t,    tank 
.-mpled.Mo   r^iologlcal    release    limits    e.ceeded 
OuuDMAN.L.B.       DalryUnd    Power   Cooperntlve.       79/09/aH.       Ip. 

T,     Hearing    transcripts    on   •non-antitrust   matters 


,D  . 

tumlc  Safety   and   Licensing   Board   Panel.      79/10/03. 


DOCKETED  STEMS 


79101604B6    Transcript    of    791001    hearing    in    La    Crosse.  HI,  Pp    114-636, 
BECHHQHFER.C.       Atomic    Safety    and   Licensing    Board    Panel. 
SHERWGOD,  J.  P.  ,     LEIFER.J.P.        Dairyland    Power    Cooperative.        79/1O/O4. 
!Q2pp. 


7710020333   Forwards     IE    Circular    79-l<T>j     "Loose    Locking    Devices    on 
Ingor aol 1-Rand    Pump    Impe  1 1  ore.  "    No    action    required. 
QR!ER,B,H,  Flexion    1.    Philadelphia,     Office   of    the    Director. 

79/09/13.        Ip. 


7910160538    Transcript    of    771003    hearing     in   La   Crosue,  WI.  Pp    627-759. 
BECHHQEFER.C,        Atomic    Safety    and    Licensing    Board    Panel.        79/10/05. 
132pp. 

7910170497  Transcript  of  791006  hearing  in  La  Crosse,  HI.  Pp  76O-1.OQ3. 
BECHHOEFER.C.  ,  ANDERSON,  Q.  ,  DECKER.  H.  Atomic  Safety  and  Licensing 
Board  Panel.  79/10/O6.  346pp. 


DOCKET    30-410   NINE   MILE    POINT    NUCLEAR    STATION,     UNIT   2 

A,     Application/construe t ion    stage    documents    R   correspondence 

7910020479    Disagrees    ^/requirement    in    ANSI    N45,  2.  5,  Reviui  nn    1    re    QA 
requirements    for    testing    steel    &   concrete    during    const. 
Discusses    intention    to    use    1-thread    criterion    for    insp    of 
plant    high    strength    bolting     in    Category     I    structures. 
BARTLETT,  J.        Niagara    hlohauik    Pouior    Corp.        79/09/36,        Ip, 

7910310162  Forwards    summary    of    790907  moating   ui/util    t.   8&U    in  King    of 
Prussia,  PA,  ve   nondestructive    eiamination    of    fluerf    head 
pan  strati  on    melds. 

CARLSON,  R.  T.  Region    1.     Philadelphia.     Reactor    Construction    6c 

Engineering   Support    Branch.       79/07/27.       2pp. 

— 7910310166  Summary    of    79O7O7   meeting    ui/SfcH  !,  util    tn   King    of   Prussia,  PA 
re   nondestructive    eiamination   of    flued    head    penetration 
maids, 

»  Region    1<    Phi ladel ph ifli    Reactor    Construction   d  Engineering 

Support    Branch.       79/10/36.       3pp. 

7910170071    Forwards    request    for    addl    info    re    util    rept,     "Geologic 
Investigation. " 
RUBENSTEIN,  L.  Light   Water    Reactors    Branch    4.        79/10/01.        14pp. 

7710330550   Notification   of   791010  meeting    u/util    re    forthcoming    visit 
to    site    to    investigate    recently    discovered    fault    In   vicinity 
of    safety-related    structures. 

LYNCH.M.D,  Operating    Reactors   Branch    4    <Pre   79-103OK       79/10/O3. 

Hpp. 

7910230112  Discusses   review   of    closure    program   for    Mark    II    pool    dynamic 
loads. Requests    definition    of    pool    dynamic    programs   & 
description   of    pool    dynamic    load    tasks, by    791115, 

VAROA.S.A.  Assistant    Director    for    Light    Water    Reactors.        79/IO/O9. 

4pp. 

7910300184   Submits    schedule    for    providing    geologic    info. 
RHODE,  O.K.        Niagara   Mohaiufc    Power    Corp.        79/10/25.         Ip. 

79103001B7    Lists    safety    Class    I    check    valves    For    which    util    mill     invoke 
ASME    Code    Case    N-1B1.  Listed    check    valves    made    frnm    castings 
rafined    by    argon    o«ygen    decarburi iat 1  on    process    contrary    to 
ABME   requirements. 
RHODE.  G.K.        Niagara    Mohawk    Puuer    Corp.        79/10/29.         Ip. 

0.      Inspection    reports,     IE    Bulletins    &    correspondence 

7910IQO154    Forwards     IE    Insp    Rept    50-410/79-03    on   79Q71Q-12.  No 
noncomp liance    noted, 

CARLSON,  R.  T.  Region    1,    Philadelphia.    Reactor   Construction   & 

Enginoering    Support   Branch.       79/OB/23.       2pp. 

— 79101B0160    IE    Insp    Rept    30-410/79-03    on   79O71Q-12,No    noncompl lance 
noted. Major    areas    inspected :  <!C   programs    for    fabrication   It 
erection   of    containment    1  iner, insta 1 lation   of   piping   & 
installation    of    structural    steel, 

NARROW,  L.  ,    CEflNE.A.C.  Region    1,    Philadelphia,    Office   of    the 

Director.       MCGAUQHY,  R.  W.  Region    1,    Philadelphia,    Reactor 

Construction   &  Engineering    Support    Branch.       79/OB/22.       6pp. 


7910-090592  Forwards    IE   Circular   79-20,     "Failure    of   QTE    By  Ivan  la   Relay, 
Typo   PM  Bulletin    730S    Catalog    BU12-11-AC   w/130  Volt    ac 
Coll.  "    No  action    required, 

QRIER.B.H.  Region     1,     Philadelphia,     Office   of    tile    Director. 

79/OW24.        Ip. 

79IOQA013I   Forwards    IE    Info   Notice   79-33,     "Emeraoncij    Diesel   Generator 
Lube    Oil   Coolers,"    No    action    required. 

QRIER.n.H.  Region    1,    Ph  1  lado  Ipti  ia.     Office   of    the   Dimctor. 

79/Q7/26.       ip. 

79101SQ153  Foruiard!    IE    Dulletin   79-2A.     "Froien  Lines."    No   action 
required. 

QRIER.D.H.  Region    1.    Philadelphia,     Office   of    the    Director. 

79/09/S7.        Ip. 

7910160537   Forwards     IE     Info    Notico    7"7-23,      "Reactor    Trips    at   Turkey 
Point   Units    3   &  -4.  "   No    action   required, 

ORIER.D.H,  Region    I,    Philadelphia,     Off  ice  of    the    Director. 

79/IQ/O1.       Ip. 

7910170il7   Forwards     IE     Info    Notice    79-24,     "Dverpreasur i lation    of 
Containment    of    PUR    Plant    ftf tar    Main   Steam  Line   Ureal. "    No 
ac  ti  an    requi  red. 

GRIER,B.H.  Region     1,     Pti  i  lade  Iph  la.     Office    of    the    Dlractar. 

79/1O/O1,        Ip. 

S,    Reportable    occurrences,     LEfis   !i   related    correspondence 

7910170007   Ack     receipt    of    790<JO&    final    rapt    re    inadequate 
nond BHtructivfl    ciamlnation    on    containment    liner   uelds. 
CARLSON,  R.  T.  Region    1.    Philadelphia,     Reactor   Construction  !. 

Engineering    Support    Branch.        79/O7/13.         Ip, 

— 791QI17O009  ForujarJs  final  deficiency  rept  re  inadequate 
nondestructive  e lamination  on  containment  liner  ualds, 
UA.HTLETT,  J.  Niagara  Hohowk  Pouieir  Carp,  79/09/01.,  Ip. 

— 791O170009    Interim    deficiency    rept    re    inadequate   nonilea  true  t  i  vs 
e  lamination    on    Containment    liner    me  Ida.  (Jl  traaoni  c    testing 
methods  wore    inadequate   ft    proper    implementation    of    testing 
techniques   uas    quest i oned.  Dofic 1  one i es    are    being    cm-racked 
*       Niagara    Mohaiuk    Power    Corp.        79/09/OA.        5pp. 

7910170027  Ack    receipt    of    790? 1 1    final    rept    TB   paa t-app 1 i ad   water 
stop  s. 

CARLSON,  n.  T.  Region    1,     Philadelphia,    Dita'ctor   Construction   ft 

Engineering    Support    Dranch,       79/0-9/21.        Ip. 

— 7910170030  Final    deficiency    rept    fa    sa f oty-relatod    post-applied    water 
stops, Issue    first    brought    to    attention    of    NRC    on   770303. 
Subsequent    test    evaluation    demonstrated    no   measurable 
leakage. 
DAftTLETT,  J.       Niagara   Mohauik    Pouer    Corp,       79/O9/11.        Ip. 

791031049S  Ack    receipt    of    790918    Itr    re    biological    shield    wall    linear 
Ind  i  cat  ions. 

CAFiLSON.R.T,  Region    1,     Philadelphia,     DfPica    oP    the    Director. 

79/1 0/03.       Ip, 

— 7910310507   Notifies    of    actions    taken    to    test   fc   repair    biological    shiel 
Liall    originally    classified    as    dePlcioncv    on.   790&30.  Dose   ring 
to    outer   uield    10  OX   u  1  trasonlcal  1  y    re  tested.  Final    rapt    Mill 
be    forwarded    by    SOO11S. 
RHODE.Q.  K.       Niagara   Mohawk    Power   Corp.       79/09/13,        Ip, 


DOCKET    BO-US  BEAVER    VrtLLEV  PDMEft    BTATION,     UNIT  a 
O.     Inspection   reports,     IE   Bulletins    l<   corraspondence 


7910020099  Forwards    IE    Info   Notice  79-20,  Revision    1,     "NRC    Enforcement 
Policy   -  NRC   Licensed    Individuals."   Notice    reissued    to 
correct   uord    omission   &  punctuation    error   which    changed 
intent    of    statement.  Changed    statement    underlined    in    tent. 
ORIER,B,H,  Region    1,    Philadelphia,    Office   of    the   Director. 

79/09/07.       Ip. 

79103201 il    Responds    to    IE   Dulletin  79-15,     "Deep    Draft   Pump 
Deficiencies."    Identifies    deep    draft    pumps    used. at 
facility.  Addl    info   available    at    site. 
BARTLETT,  J.       Niagara  Mohawk   Pouer   Corp.-     79/09/11.       3pp. 


7910010103  Ack    roceipt    of    790703    Itr    inforrairn   NRC    of    steps   tflkan'to 
correct  violations    noted    in    IE    Insp    Ropt    50-412/79-OS. 
BMITH'O.H,  Region    1,    Philadelphia,     Fuel    Facility    &   Materials 

Safety    BrancJi.       79/OD/2B.        Ip. 

— 7910010105  Responds    to    NRC   790M 1     Itr    re    violations    noted    in    IE    Insp 
Rapt    SO— 112/79-02. Corrective    actions: restoring    hay    bala 
di kes, treat  ing    waste    water, special    care   re    spills    &    unusual 
discharges.  •• 

WODLEVER,  E.  J.       Duquiane   Lioht   Co.       79/07/03.       2pp. 
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an    7902aa-O301 


J.  .     BQHES.R.  J.  Renlon     I,     Ph  i  t  adBtn  j,  ta      nsejrn    „*    n. 

s;::rs;  jsi-t:™,.  ;;&i:  'y;»«X' -"'£,;:.," 


CRIER         u  » 

'  1P         gi"n    '•    Phil 


on    required 

mc.H«f    the   Dip.etor. 


Coil."   No    action    required 

H'  "0'10"     ''     PM'-dilPhi-     Office    at    th.    Direct 


rl    J'     PhilallBlP'lla- 


«>.   Director. 


'E   Dullptl"    7™-     "F-.i.n    Lines."  Nn   action 
°n    ''     "il^»lphl«.     OfPUB    of    the    Director. 


.,   .,  •  . 

lp    Re9idn    ''     Philadelphia,     Office    of    the    Director, 


7-MO  170996  Forward  5    IE    Info   NotiCB    79-S^,     "avBrpre»Uri  i.fci.n    of 

Etirrs,;:/1*  Plant  ftftar  Main  staam  "«  D"-k-  •  »» 


t*e    Director, 


79/OB/37 


i 

T         e^"    ;«-H    " 
3      "    l' 


ltr    re   3to"   ««•>    lirectiv^    for 
i«  «ttor   during    n.it    in5p. 
"»»P"ii*.    OFPlco    of    th*  Director. 


,         n 
,  J.        Duquesno    Light    Co,        77/08/10.         lp. 

7910020670   Final    rapt    re    i.uuancB    of   itop    uorlc    order    to  flinnh 

«    iaMttB,Ca    dU?   *"    ln^"ity    *»   »tt      un,ps    pBr    .p.   %S    ifln 
oj-eratlonal    r^uirc-nenta.  Corroc  tions    directod    at    Mld»r" 


.  „««„„    O      reptbu 

Itinpec  torn.  K        y 

PATTEneON,W.R.       Poyer   Piping   c*.     <H*rl«n   Electric   Co.  ).       7T/O9/I9. 

310ia030"7   ForuErds   Final     DDflcIoncy    Rept    79-02   re    »af  etu-relateri 
plpinB    «upplletf    l>u   Power   Piping    CD  »af«tg   rolated 

HODLEVER.E.  J,       JhiquesT.fr   Lloht   Co.       79/10/09.       2pp. 


£^.riF^ 

"«u™  s°i;:oAT;;-!;:p^;  :rJrs-HeidBra  wiu  "° 

*      Duque*ne   Lioht  Co.       79/10/09.       Ppp. 


.E.  J.       Duquegne   Llgbfc  Co.       7?/10/fl9.       2pp. 


—7910130KB  Final    deficiency    rept   re  colder    qualification    of    Bafety- 
t-nlated    piplns.  Vendor    had    not  met  requirements    of   dSME  Code 
for   welder    per  f  omance.  Al  l    uolilura    to   fie    qualified   &   ueldu 
found    unacceptable    to    be   reuorkod, 
*      DuqussnE   Light    Co.        79/10/09,        2pp. 

79102601B4   Forwards   rsvis.ed    Significant   DBficiencij    Rept   7B-03   on 
reactor   containment    liner    overlay    pad    fillet   ueld    crack 
HQ[lLEVEfi,E,  J.        Duquesne    Light   Co.        79/1O/19.         lp. 

—7910360190  Revved    Deficiency   Rept    7B-O3   on    reactor    containment    linip 
overlay    pad    filut   H,id    crack. Found    l-ft    crack    along    "i    S, 
bottom   horiiontal    fillet    utld . Cracked    area    of    liner    plate 
removBd.  Will    be   replaced    using    approvnd    procedureH. 
•      Stone    Se   Webotcr-    Engineering    Corp.        79/1O/19.        30pp. 


DOCKET   50-413   CATAHBA    NUCLEAR    STATION,     UNIT    I 


»«    Auth0r'fa9    790130B    r.q«..t    for    use    of    ASME   Code    Ca50    N-212 
For    steam   generator   power   operated    relief   valves 
RUDGNBTEIN.L.S.  Light   Wator    Reactors    Branch    1.        79/O9/21. 


Hpp. 


!"  rc'lortB'  IE  BulJetins  t.  corr-oapondonce 


nflIL,L.C,    Duku  Pouor  Co.   79/07/13.   lp, 


LJard5    IE,In5P    n°Pta    30-113/79-10  !,   50-4H/79-10   on 
o   nonconp  I  i  ance   noted 

MURPH/.C    E.  negion    2,    Atlanta,    Reactor    Conntructi  on   S, 

Ensinoering   Support    Branch.       79/07/1S.       3pp. 

791001038ft    IE    Insp    Rents    30-413/79-10   J,    30-414/77-10    on    790619-14    ND 
noncompllance   noted,  MajDr    areas    injected  :  containment 
structural    concrote    procedure-!    (,  records,  uield  inp    records 
welder    qualificaton    t,    control    of    nonconf  ormino    itnms 

" 


c  „ 

C.  Renion    2,     Atlanta,     RBactor    Construction    t, 

Engmoerlng    Support    nVQncn.        79/07/03.        4pp. 


—  79I0010174    IE    IT.BP    Repta     50-113/79-16   b    80-414/79-16    on    790BOB-1O 
noncompll.nc.   noted,  nOJOr    areas    inspected:  housekeep^g.  '°' 

cablet!!  1*?,%'    !',?3"'J   °P    ••'•*«-™l»t»d    tarminatinn 
cabinets   Si   4160-volt   motors. 

CONLON.T  E.          .    FIooiDn    2,    Atlanta,     Reactor    Conotrm:  tion   fc 


SO-414/79-,6. 


DA1L,  L.C.        Duke   Pouier    Co.        79/O9/O4,         lp, 


79100y03B7   Respond,    to    IE   Bulletin    79-19,     "DMep    Draft   Pump 
DBPiclHncios,  "   Twn   HlnBham-Hi  1  lamotto   Model    30   by    14C-VTN 
vert   e*l    turbine   deep    drafl    PumpB    utlli.ed    In    safet^related 

^  S"    nnLMSh    '"""I.P^P"   not   yet    aperationai 
.H.O.       Duko   Pmuer   Co,       77/09/07,       3pp, 


o^Tn6,^  ?lrcu,lal'    ""1E)'     "*»P"    Installation    of   Target 
nnr,.,  v     ,g:Reli°f    Valves-   "    N"    action    required.  " 

79/09/10       '2pp.  fl""'    H'     M1"nta'     0fPico    °f     th"    D"-OCtor. 

79JOOEQ977  Forward!    IE  Circular    79-19,     "Looao   Lockina    Devices    nn 
D"5e»ri]';RS"d   PU2P    I»P-'1»"-"   M«    «tion    required"        *'"'    Dn 
'       '    2'     Mianta'    0(lflc8    "'    t"e    Director. 


79/09/W        lp. 


79/09/17^'lp 


re 

0n    S'     A*Un**'    Dffl"    Qf    tllB   Director. 


7910030046  nespond,    to    79OBD6  t,   0907    Itra   &  790917    telcon   re   790711 
notice   of   violation   per    IE    Insp    ReptB    SO-413/79-13  &  '^u/n 

8aP0"a"    sxpocted    by    791101. 
h°'     ^'^    «""•*'•'»=*'«"   *   Bn.ln« 
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— 7910030055  Forwards   response    to    79QB15    Itr    re   request    for    supp  1    to 
790806    subraittal    regarding    IE    Inap    Ropta    50-113/79-12   !< 
90-414/79-12,  Discusses   each    generic    emmple   ra   Qfl  Procedure 
P-l. 
PARKER.  W.  O.        Duke   Pouiar    Co.        79/Q9/10.        3pp. 

7910040167  Forwards    IE    Info  Notice   79-23,    "Emergency    Diesel    Generator 
Lube   on    Coolers."   No    action   required. 

O'REILLY.  J,  P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/09/36^      2pp. 


DOCKET    SO-414    CAfftWBA   NUCLEAR    STATION.     UNIT   2 

A.     AppI  teat  ion/com  trtietion    &tag&    documents    t,   corresponded  e 

7910020733  Author i i 05    770BOB  request    for    use    of    ASME   Code    Case   N-243 
fur   it  earn    genera  tar    power    operated    relief    valve  a. 
RUBENBTEIN.  L.  S.  Liaht   Mater    RojctarB    Branch    4.        79/09Y2I.       3pp. 

0,     Inspection    reports,     IE  Bulletins   S.    correspondence 


7910180100   Ack    receipt    of    IE    Insp    Repts    50-113/79-15   i    50-414/79-19. 
No    proprietary    Info. 
PARKER,  U,  0.        Duke    Poiuer    Co.        79/09/27.        lp. 


7910Q10374    Ack    rocelpt    OF    IE     Insp    Hapts    50-413/79-10    tt    30-111/79-10 
on    790612-14.  Wo    proprietary    info. 
DrtIL,U.C.       Duke   Payer    Co.       77/07/12.       lp. 


-7910160104    Forwards    IE    Insp    Repts    90-413/79-15   8.    50-414/79-15   on 
790B21-24.  No    noncompliance    noted. 

MURPHY,  C,  E.  Region    2,     Atlanta,     Reactor    Construction    fc 

Engineering    Support    Branch.        79/09/04.        Spp, 


— 7910010377    ForiuariJa     IE    Insp    ftepti    gO-413/79-10    t,    OO-414/79-10 
790612-19.  Nn    nonccmp  1  lance   noted. 

MURPHY. C.  E.  Renion  3.     Atlanta.    Reactor   Construction    t> 

Engineering    Support    Brant h.        79/07/1 3.       3pp. 


--79101B0110    IE    Insp   Repts    50-413/79-15  !.  50-414/79-15  on   790031-24.  No- 
noncompllance    noted.  Ma  jor    areas     i nspoc ted ; containment 
structural    concrete    repairs.  noncoTiformi  ng    items    for    10CFB21 
&    SO.59(e>,IE   bulletins    &    schedule    revisions. 
BRYANT, J.C.  Region   2,    Atlanta.    Reactor    Construction   & 

Engineering   Support   Branch.       7-9/09/04.       4pp. 

79101902S3   Forwards    IE   Bulletin   79-24,     "Froien    Lines."   No    action 
required, 

O'REILLV,  J.P.  Region   2,     Atlanta.     Offica    of    the   Director. 

79/09/27.        3pp. 

7710180116   Ack    receipt    of    IE    Insp    Hepts    50-413/79-17   (<   9O-411/79-I7,  Nn 
proprietary    Info. 
PARKEfi.W.O.        Duke   Power   Co.        79/O9/3E3.        3p, 

— 7910IBO120   Foruiarda    IE    Incp    Repts    5O-4I3/79-17   d    50-414/79-17    on 
790B21-24   (.  notice    of   violation. 

MURPHY.C.E.  Region    2,     Atlanta,     Roattar    Construction    t, 

Engineering   Support    Branch.       79/09/06..      2pp. 


— 7710010366    IE    Insp    Repts    50-413/79-10    t    50-111/79-10    on    790612-14,  No 
none  amp  1  lance   no  ted.  Ha  JOT    areas    Insp ec tod: con  tatnmont 
structural    concrete    procedures    ti   records,  MB  Id  ir>(|    rocorils. 
uelSer    q.ua  1 1  flea  ton   Xi  control    of    no  neon  form  Ing    Ibema, 
MCFARLAtJnrC.  R.  Region   a,    Atlanta,    Offica    of    the    Director. 

DRYANT.J.  C.  Fiagian  5,     Atlanta,     Reactor  Construction    (c 

Engineer  ing    Support    Branch.       77/07/O3.       4pp. 

791O01016B  Foruiarda    IE    Insp  R«pts    50-113/79-16  &   50-411/79-16    on 
790HOa-10,  Mo   noncnmpHance    nobed. 

MURPHV.C.E.  Reoion    3,    Atlanta,     Reacbor    Construction   &  Enstneerlnn 

Support    Branch.       79/O8/B3.       3pn. 

—  771001017-1    IE    Inap    Ropts    90-413/77-lci   tt  50-414/79-16    on   790QQD-10.  Nn 
nondomp  llanco    noted.  Major    aroaa    tn«pBCtBd;holnal»opiitg, 
in-place    a  to  rag"    &  malnt    at    saf  a  tyr  elated    tormina  t  i  on 
cubinets    t-   4160-vult    meters, 
.      CDNLOH,  T.E,  Region  3,     Atlanta,    Reactor    Gong  ti-uc  t  i  on   k 

Engineering    Support    Branch.       UrtLTERSi  D.  K.  Region    a,     AtUntflp 

Office    of    the    Director.       7^/OS/BH,        4pp, 


— 79101B0126  Notice    of   violation    from    insp   on   790BE1-34, 

*  Ragion  3,     Atlanta,    Reactor   Construction   fc  Engineering   Support 

Branch.       79/09/06.       lp. 

— -79101B0137    IE    Insp    Repts    50-413/79-17   &   50-414/79-17   on    790B21-24, 
Noncompl  lance   noted:  fai  lure    to    rollout  motl    handling 
procedure. 

HERDT.A.R.  Region   2,    Atlanba.     Reactor    Construction  !( 

Engineering   Support    Branch.       KLEINSOROE.  W.  P.  Region  S,     Atlanta. 

Office    of    the    Director.        79/O9/06,        6pp. 


791O030397   Responds    to    IE   Bulletin   79-13,     "Deep    Draft    Pump 
Deficiencies.  "    Tuio   D 1  ngliam-Wi  1  lame tte  ttodal    30  b-y    44C-VTM 
vertical    turbins    Ovap    draft    fumpa    utUiied    ITI    snf etu-relflted 
applications    in    each    Pat  1 1 1  tij ,  Pump  i    not    uet    Qperfltional 
PARKEH.W.O,       DukB.Pouer    Co.        77/09/07.       3pp. 

7910010003  Forwards    IE    Circular    77-1S,     "Propor    Inn tnl lat Ion   of    Tarnet 
Rocfc  Safoty-Ral ioF   Valvei."    No   action   rffquirod, 
O'REILLV,  J.P.  Region   2,    Atlanta.     Office   of    the    Director. 

79/09/10.         Hpp. 


7910170210  Forwards    IE    Info  Notice    79-25.     "Reactor    Trips    at    Turkey 
Point   UnitB   3  &  4.  "   No    action   required. 

O'REILLY,  J.P.  Region   2,    Atlanta,     Office    of    the  Director 

79/10/01.        2pp. 


7710020577  Foruaril*    IE    Clruutnr    79-19,     "Looso   Lockinji    Davlcn*    on 
Ingor»oll-R»nd   Pump    ImpellBra,"   No    action   reqirtrod. 
O'REILLV,  J.P,  .Rofllan   H.    Atlanta,    Office    of    thn    l>irocbur, 

79/07/13,        lp. 


7910170731    Foriuarda    IE    Infc-   Notice    79-2fl,     "OverpreaBuri  la  tion    of 
Containment    of   PUR  Plant    After   Main    Steam  Lino   Ureak. "    No 
action   required. 

O'REILLY.  J.P.  Region  a,    Atlanta,     Office    of    the  Director. 

79/10/01.        2pp. 

7910230264  Responds    to    IE   Bulletin    79-12.     "Short   Period   Scrama   at   BWR 
Facilities."    Info    u>i  1 1    be-   available    by    791130. 
PARKER, W.O.       Duke    Poiuer   Co.       79/10/O1.       lp. 

7910290493  Ack    receipt   of   791001    1 cr    informing   NRC    of    steps    taken    to 
correct   violations   noted    in    IE    Insp    Repts    SQ-413/79-12 
It   80-414/79-12. 

MURPHV.C.E.  Ragion   3,    Atlanta,    Reactor    Construction   (c  Engineering 

support  Branch.      79/10/16,       ip. 

—7910250306  Respond*    to   NRC   790924,    Itr  re  violations    noted    in   IE   Inup 
ReptB   50-413/79-12  t,   9O-41 4/79-13.  Correct  ive   actions: 
documentation   package    from  six    specs    rechecked    for   generic 
prob  lems. 
PARKER. W.O.       Duka   Poiuer  Co.       79V1O/01.       £pp 


7910110242  Foruardi    IE    Info  Notlco   79-22.     "Qua  1 i Pica t ton    of   Control 
Su,a.  "  tto   action    required. 

O'REILLV,  J.P.  rtaglon   2,    Atlanta^    Office   of    thn   Blrentar. 

79/09/17.         l|>. 

7910030046  Se«ponds    to    790006   8i   0907    1  trt    fc  790919   tfllcotl    ro   79O7I1 
notice    of   vialatian   far    IE    Eti»p    Repta    DO-413/79-I8   t 
SO-4M/79-1S,  Supplemental   response    eip«ct»d    by    79IHJ1, 
MUflPHYiC.E.  Rug  Ion   3i    Chicago.     n«actor   Construe  tlon    h  Eiiolnaerlnn 

Support    Branch.       79/07/34,       Ip, 

— 7910030035   FoPiuoriTB    roaponse    to    790B19    Itr   re    request    for    iuppl    to 
790BOA   submit tfll    regarding    IE    In«p    Rapt*    90-413/79-12  d 
SO-414/79-1B.  Dl»cusiei    *«ch    genarie    e^amjile    r«   OA   Prnc«dur« 
P  — 1. 
PARKER,  W.O.       Duka   Power  Co-       79/07/10.       2pp. 

79100"1016.7   ForuiflrJ*    IE    Info  Notice   79-23.     -EmerjiBncy   T)tai«)    Oansritor 
Uube  Oil    Coolers.  "   No    action   nqulred. 

a'HEILLV,  J.P.  Region   Z,    Atlanta,     Offlcs    of    the  Dlrtctor, 

79/09/26.       Hpp. 


R.    Periodic    operatino   reports    tt  relatad   correspondence 

7710010306  Forwards    interim  monitorlns    ituey    for   Jul    197S-JunB    1979. 
fiept    indicates   no    distinct   ehanoea    in  water    quality    of   Lalt 
Wglle. 
DEWEViC.  A.       Duke    Power    Co,       79/09/26.       lp. 

--791001O30B   Irterim  monitoring    study    far   Jul    1978-Juns    1979 
*      Duke  Power  Co.       79/O6/30.       Stiff. 


79101H0100  Aek    rBt 
No    oropriotaru    I. 
PARKER,  W.  0.       Duka    Pow»r  Co.       7?/09/37.       lp. 


of    IE    In«p    R«nta    BO-413V77-1S  t,    BQ-4I4/79-1B 


—79101B0104   ForuioritB    IE    Insp   R.pti    50-413/79-13  k   30-414/79-1B   on 
7900at-S1.  No  nonconpliant*   noted. 

MURPHV.C.E.  Real  on  2,    Atlanta,    Riattor  Con»truefcimi   I, 

eniin«Brin»  aupporjt   Oranch,       79/07/04.      2pp. 


DOCKETED  ITEMS 


7910180110    IE    Insp    Rgpts    50-413/79-15  *    50- 

nancanplUnc*   no.*d.  M*JOr   areas    i,,BpBcted    con 

z  MCH<:  """;*•  »p-?»"»»'»"'"«inB  it 

SoS*i,5     ,  i      E   bull°t'»l*    *<    schedule   revisions. 

HRVflNT.JC.  Region   S,     Atlanta,    R8actOr    Construction   fa 

Engineering    Support   Branch.       79/09/0-1.       4pp. 


79/09/37.'  J' 


fluUifcln    7*~2A'     "Fr°'En 
l<>n    S<     Atlanta'     DPfice    «" 


•PAFlKEfi.H.  0.        Duke    Power    Co,        79/Q9/2B. 


.»  No   act 
Director. 


DO-414/79-17.  No 


7910100136   Notico    at    violation    from    inup    on    790621-34 
ata'    *"**"   C™*™"»n   *   Engi 


in^   Support 


79101B0129    IE    Insp    flepta    50-113/79-17   K    50-414/79-17   on    790031-24 
Nancompllanc«    note*:  fai  lure    to    follow  matl    handiina 
procadurff.  *•>"» 

HERDT,rt.ff.  Region  H,    Atlanta,     Reactor    Construction  & 

Engineering    Support    Branch,       KLEIMSaiJGE,  W.  P.  Henion   2.    Atlanta. 

Offlco   of    the    Director.       79/09/06.       6pp.  ""Qion   *•    Atlanta. 


IE 


No    action  required, 
Dn  H'    ft«*"t"'    Of 


"RH3ctnr     Trip,   at    TurUy 
y 


of 


DlpDCtor. 


7910170731  Forwards  IE  Info  Nofcica  79-Bfl,  "DV 
Csntai^nent  of  PHU  Pldnt  APter  Mflln  Bteam  L 
action  r-aquireil. 

7WlO/oI'J'app         R""il>n   3'    A"ailtfl'    Offlco 


an   nf 


Director. 


••Pjnd.    to    IE  Dull,  tin   79-13,     "Short    Period   Sera**  at   DWH 
."    Info  will    be   available    by    791130 
PARKER,  H,  0.        Difke    Pouer    Co.        79/10/01,         Ip. 


c™  «'   791001    Itr    informing    NHC    of    steps    tofcen    to 

correct   violations    noted    In    IE    Insp    FlepU    30-113/79-13 
&    80—414/79-13. 

"Ip"  *"    ^"^  C™*™*"*"   "  ^ineeri 


5  -SC   79°924    ltr    rtl    vi«Ifl*iqn»    noted    In   IE   Irsp 

6  30-.-114/79-12,  Corroc  tivs    actions 
documentation    tackle    from    ,1,    apocs    rochecked    Pur   generic 
prdb  1  ems.  ° 
PARKER,  W,  D.       Duke   Pouor    CD.       79/-10/O1,       3pp. 

_™l°lilC    D''IBIlatina    '"Ports   !.   ralabad    correspondence 


Htir"rd*    '?tf7lratmor'it'"-i''9    study    for    Jui     1970-Juns    1977. 
napt    intficntoi   no    distinct    changes    in  water    (utalitg    of  Lake 

DEHEV.C.A.       Duka    Pounr    Co.       77/09/24.        Ip, 

-7910010303    Interim  monitoring    study    for   Jul    19-7a~Juno    [977 
#      Du*»   PoLjsr    Co.       79/04/30.       B6pp. 


79101B01BB  Notification    of    791025  ruBHting   u/util  in   Detheada.MD    to 

discuss    results   of    790321 -23  caseload    forecast  panel    aite 
visit    d   plans    for    safety    review  of    aita. 

THOMAS,  C,  0.  Light    Water  (factors   Branch    1.  79/09/37.       3pp. 

7910300193  Notification    of   7901035  meeting    u/util    in   BotheBda, MD   to 
dlacuis    results   of    790831-23   caseload    forecast   panel    site 
visit    &   plans    for   performing    safety   revietua, 
THOMAS,  C.  O.  Light    Water   Reactors   Branch    1,       79/09/27.        Ip, 

7910100235  Forwards   affidavit    of    svc    re   distribution    of   Amend    33,  in 
response    to  NRC   780637    Itr. 
DALE.L.F.        MissiBsippi    Power    &    Light   CD.        79/1O/04.        Spp. 

7910130496  Foruiards  me   790917   acceptance    Itr    of    revised    OA    topical 
rapt    to   replace   7BI311    Itr.  ' 

F1EAVEB.  T.  E.        Mlaaisslppi    Power    &   Light    Cn,        79/10/O5.        Ip. 

— 79101 SOSO&  Notifies    of    approval    of   MPL-TDP-1A,     "Operational    QA   Manual, 
refloctlng    organi  lational    changos   &   clai-ifuing    reporting 
procedures, 
HAASS,  W.  P.  Quality    Assurance    Branch.        79/09/17,        Ip. 

791Q33009EJ   Informs   of  rngt   asEignment  change    re    facility,    revieu.  bn   NBC 

Project    transferred  from  CD  Thomaa  to   TC   Hounhton   t,    from 

LHR   Branch    1    tn  LWR  Branch    2, 

DAER.R.  L,  Liglit  Water  fleactora  Branch    a,       79/10/1H,       2pp. 

79103001BO   Foruarda    request    for    addl     Info    re    FSrtR,  Hoqueot,    amend    to 
FBAR   reflecting   responses    by   791130. 
DAER.R.L,  Light    Hater  IleactorH    Dranch    2.       79/10/19.       7pp. 

«.    Utility    Final   Safety    Analysia   Hoport    (FSAIO    &  amends 

7910010179  Forwards   Amend    33    to  FSAR   t,  GL    app  1  icati  on,  consi  sting    of 
addl    roaponsea   to  NRC    first   round    qunst  loon.  Devi  Bed    piping    (. 
instrumentation   drawings    end, 
BTAMPLEY,  N.  L.      Mississippi    Pouier   t-   Light   Co.       79/09/2B.       3pp. 


— 7910010103   Amend   33   to   FSAF1. 

»      Mississippi   Pouer   S.  Light   Co. 

M.    Antitrust    correspondence 


175pp. 


7910220513  FnruarJs   FR   notice    ro    time-    for    submissinn    of    vleius    on 
antitrust   (natters    for    OLs   under    antitrust    rovieui 
BALTZMrtN.J,  Antitrust  t.    Indomnity   Group,       79/10/01.        Ip, 

—7910220321    Time    for    submission    of   vieus    or,    antitrust   matters    for   OLs 
under    antitrust   revieiu, 
SALTZMAN,  J.  Antitrust   *    Indomnity   Oroup.       79/10/01.       3pp, 

7910360D4&  Bubmita   questions   re  OL    antitrust    review,  Forward*    FR   noticB 
inviting    commenta    from    Interested    parties,  ""nes 

TOALEJTON.A,  Power    Supply    t,    Analyls    Branch.        79/10/1B,        Ip. 

—7910260036  Nntlce    of    iO-day    period    for   re<,UBsta    for    re-ovalunti on   of 
antitrust    matters. 
8ALTZMrtM,J,  Antitrust   ft    Indemnity   Group.       79/10/1B,       3pp. 

Q,     Inspection    reports,     IE   Dulletinc   t   correspondence 

7910010537   Submits   compute  response    to    IE   Bullptln   79-07,     "Soismic 
Stress   Analyals    of   Saf otg-Rfflated    Piplnn,  " 
DALE.L.r,       Nlssiauippi    Paver    6  Llfllit   Co.       79/07/13,       Hpp. 


H3CKET    SO-41&  QRAWD  GULF  NUCLEAR   STATION.    UNIT    1 

i.     Application/construction   stage    dacumenti   *.  correspondence 

-^  — —  —  ——-*»— »•—.,„«,.,.„  .^_.,..__1_fc_  —  ..  fci ,.,»._.,,._  _ -,M»_  __„„._„  _.«___, .—___ 

'7100BOOU    R., ponds    to  790033    ttr    requiting    NHC    canciirrencB   «,/L,tU    uat 
or   art    \u»iii ing    B  1  Dctrodes  E701B    in   (inhaotcd    containers   for 
M~h    parlods  (uhan    [»g<j»d    tor    uie    on   plain    carbon    afcefll 
nrni  7"!  *  *    acceptabln    for    tualldad    olec-trodei. 

BTOLZ.J,  F.  Light   Mater   Reactors   Branch    1.       79/09/07.       3pp. 

910020771    Subaru    of  790B21    &  22  noting,   u/utllr  Dichttl   Powar  Corp    t, 
OE  re   const    (•  preoparat tonal    teftinii   pTooroas   &    eotimate 
of    Fuel    load    date, 
HOUOHTOM,T.C.  Light    Hat.r    Reactor,    Branch    H.        79/09/12.       3pp. 


duality  A««urane»   Branch.      79/07/17.       Ip. 


HMflB.W.P. 


7910010243   Responds    to    IE  DulleUn    79-11.  TUPB    DD-SO  (,  DD-79   circuit 
bj-Bflkeru    not   uaod   at    inst. 
DALE.L.F.       Missittlppi    power    J.  Light  Co.       79/07/HO.       Ip. 


—7910040477    IE   Insp   Repta    50M16/79-1A  ft   SO-417/79-lfi   or,   790007-09 
No  noncompliance   noted,  Major   areaa    lnspoctod:QA   prooram 
implementation,  OA  manual    raview.  IE    follouiuj,    t<   containment 
dome    fitup    d  housBkeoplng    practicHB. 

^  RSfll°n   2j    Atli"'^'    OF""    of    the   Director. 

i        «       R'!lSn  2'    fltl«n*-'    «•"£*"   Construction  & 
ing  Support   Dranch.      79/Oa/aa.      apr. 


DOCKETED  ITEMS 


263 


n«o  Foruar(ls     IE    1"?    Repts    3Q~41i/79-lB    i    50-417/79-  1  B    qn 

/vossi-24.  No   noncomplisnce   noted. 

MURPHY,C.E.  Regions.    Atlanta,     Reactor   Construction  4.    Engineering 

Support   Branch.       79/09/07.       2pp, 

—7910230022    IE    Insp    Repts    90-416/79-18    !.    50-417/79-1B   on    79'0021-34    NX 
noncompliance    noted.  Major   areas    insp  ected;  electri  cal    worlr   t, 
work    activities,  electrical    quality    records.  1  icons  BB 
identified    items   !<   inspector    Follouup    Items. 
™,DSo3'T'D-  ""9*0"   3.    Atlanta.    Office   of   the   Director. 

cafJLON.T.E.  Region   3,    Atlanta,    Reactor    Construction    S. 

tngineering    Support    Branch.        79/O9/OA.        3pp. 


™™  Fl>™ard»    IE    Insp    ReptB    50-416/79-17    ti    50-417/79-17    on 

790820-92.  No    noncompl  lance    noted. 

MURPHY.C    E.  Reoion    2,     Atlanta,     Header    Construction    t,    Engineering 

Support    Branch.        79/09/07.        2pp. 

—7910230031     IE    Insp    Repts    5O-416/79-  17    &    50-417/79-17    on    790B20-33.  No 
noncompliance   noted.  Major    areas    inspected:  cona  t   progress, 
review  of    design   fc  Engineering    af-fort   status,  procurement 
activities,  craft   work    force   review  &   warehousing 
RAUSCH.  J.K.  RDg!on    3,     Atlanta,     Office    of    the    Director. 

BRYANT,J.C.  Region   S,     Atlanta,     Reactor    Construe  tion    8, 

Engineering    Support    Branch.       79/09/07.       3pp. 


S.     Rcportable    occurrences,     LEfls    &  related    correspondence 

7710100127    Forwards    inturim  rept    on    Rosemont    510   DU    trip    units    draiuini) 
more   current    than   p  lonnad,  caus  ing    power    lupplieB    to    be 
inatfequato.  Corrective    action    ia    eipocted    to    be    completed    bu 
BOO321. 
DALE.L.F.       Mississippi    Power    (c  Light   Co.       79/10/02.       Spp. 

7910190415   Fariuards    interim    deficiency    rejit    ra    Rosemount    51O    trip    units 
drawing   more    current    than    spec  i  fled,  caus  ing    inadequate    power 
a  upp  1  i  ITS. 
DALE.L.F.         Mississippi    Pouier    &    Liont    Co.        79/10/O2.         Ip. 

791019O119    Interim   dePicie-ncy    rapt    ra    trip    units    drauilng   more   current 
than    specified    causing    power    supplina    to   be    inadequate. 
Cormctive    action    will     be    complete    by    S  00321  , 
*      Mississippi    Power    &    Light    Co.        79/10/O2.         Ip. 

7910130501    Interim    deficiency    rept   re    possible    Failure    of   William 
Pouiell    Co    supplied    valves    to  meat    GoUmic    requ  ir  emanta.  Da  ta 
still    being    gathered    to    determine    natural    Praquenelcn    of 
valves   u/e*tended    topuorls  ,  Fina  1    vopt    by   79123D. 
DrtLE.L.F.       Missisaippi    Power-   &  Light    Co.       79/10/04.       3pp, 


7910030SB6  Forwards    IE  Circular   79-19,     "LooBB   Locking    Devices    on 
Ingeraoll-Fland    Pump     Impellers.  "    No    action    required. 


°'  P' 


. 
ReaiDn   2'    Atlanta,     Dffice    of    the  Director. 


791009073B  Requests   e.tension   until    771O31    for    reaponse    to    IE   Bulletin 
79-13,     "Deep   Draft   Pump    Deficiencies,  " 
DALE.L.F.       Mississippi    Pouier  t-  Light   Co.       79/09/17.       ip. 

79101103il    Forwards    IE    Info  Notice    79-22,     "Qualification    of    Control 
Sya.       No   action   required. 
79/09/LV'  J'  P'  Region   S,    Atlanta,     Office    of    tho   Director. 

7910290140  Forwards    IE    Insp   Repts    30-416/79-19   &   50-417/79-19    on 
790939-31.  No   noncorop  1  iance   noted. 

MURPHY.C,  e.  Region   2,    Atlanta,    Reactor   Construction    t.  Engineering 

Support    Branch.        79/09/17.        3pp. 

—7910290141     IE    Insp    Repts    50-416/79-19   &    50-417/79-19    on    79OS29-31.Nu 
noncompliance  noted.  Major   areas    inspec  ted;  presarvi  ce 
inspection    program  d   procedures    !.    observation   o-f   uorfc 
VAN   DOum  P.  K.  ,     HERDT,  A.  R.  Region   2,     Atlanta,     Office    of    the 

Director.        79/09/17.        4pp. 

7910040179  Forwards    IE    Info  Notice   79-23,     "Emergency   Diesel    Generator 
Lube  Oil    Coolers,  "    No  action   required. 

O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    of    tha    Director 

79/09/36.        2pp. 

7910190267   Forwards    IE    Bulletin   79-24.      "Froien   Lines."    No    action 
required, 

O'REILLY,  J,  P.  Region   2,    Atlanta,    Office    of    tho    Director 

79/09/27.        2pp, 

7910170041    Ack    receipt    of    790931    I  tr    informing   NRC   of   staps    taken    to 
correct   violations    noted    in    IE    Insp   Repts   50-416/79-10  fc 
50-417/79-10, 

MURPHY.C.E.  Region  2.    Atlanta.    Reactor    Construction   t,  Enaineerino 

Support   Branch.       79/10/01.       Ip.  " 

—7910170045  Responds    to   NRG  790713    Itr    re   violatinns   noted    in    IE    Inns 
Repts    S0-41i/79~10   J.    30-417/79-10.  Corrective    actionn: 
eccentric    taperad    raduter    in   suction    piping    to  west   diosel 
Fire    pump    has    been    changed. 
DALE.L.F.        Mississippi    Pomer    !<   Light   Co.        79/09/21.        Hpp, 

7910170223  Forwards    IE    Info  Notice   79-35,     "Reactor   Trips  at  Turkeu 
Point  Units   3  &  4.  "   No   action   required. 


O'REILLV,  J.  P. 
79/10/01.       3pp. 


(legion   3,    Atlanta,    Office    of    the    Diroctor. 


791O170377    ForiDard-a    Interim   Deficiency    Rept   79-14    re    annperab  1  n   A5CO 
solenoid    valvsQ, 
DALE.L.F.       Mi»eisslppi    Pouur   6   Light    Co.       79/1Q/11.        ]p, 

—  791017O332    Interim   Deficiency    Rept    79-14    ro    A8CO    solenoid    valves 
becoming    inoporable   lahen    eiposed    to    radiation    doaes    ti   temps 
specified    in    piiTctiaBj?    rcquiroments.  Al  1    corrective    actions 
taken   fc    final    intorim  rept    will    be    submitted    b  u    791321. 
»      Hls-sissipoi    Poiuer    !.  Light   Co.       79/10/10,       3jip. 

79L0340536     Interim    rept    for    Deficloncg    79-14    on    79033O,  rotad     that 
NAMCO  EA1SO    Bflrien    Limit    fituitch.es    may    have    to-p    gasfcot 
emitting    vapor    at    temp    above    175  F   tj   could    condense    on    open 
contacts    causing    ma  1  f  unc  tlonB,  Ana  1  i/a  is    due    b<)    791331, 
DALE.L.F.         Mississippi    Rower    &   Ligfrt    Co.        79/10/11,        2pp. 

7910310634    Interim    deficiency    ropt    TO    defective    inverters    mfo    bu    Tapai 
Electronics    for    equipment    supplied    by    OE.  Inverters    that 
supply    potoer    Proin    station    batteries    to   ECCS   tranami  tter/tr  ip 
unit  analog    sensor*    Pailod.QE    investigating. 
DALE-L,  F,        Mississippi    Power    t,    Light    Co.        79/10/li.        Ip. 

7910310330  Third    interim   deficiency   rejit   re    circuit    separation 
diocrepantie's    in    potuer    generation    control    comp  1  exes,  Hi  11 
mafcs  tfetormlnation   on    reporbab  i  lltu    by    BOOI31. 
DALE.L.F.       MiBsitsIppi    Pouter   a    Ligfit  Co.       79/1O/23.        Ip. 


DOCKET   50-417    ORfiND   OULF   NUCLEAR    STATION.     UNtT    2 

A.     Application/construction    stage    documents    Si   correspondent e 

7910050011    Responds    to    790S23    Itr    requosting    NRC    concurrence   w/util    UB 
of    arc    UBlding    olBctrodDs    E701B    in   unheated    containera    for 
11-h   pBrioils    when    isauod    for    une    on    plain    carbon    steel 
uieldmenta.  Procoilure    is    acceptable    for    qualified    olaetrodiis. 
STDLZ.J.F.  Light    Mater    Reactors    Branch     1.        79/09/O7.        Spy 

7910030771    Summary    of   790821    {.   32   moetingn   tu/uti  1 ,  Oecli  tol    Poufnr   Corp    8. 
SE    re   const    tt    preopcra tional    testing    progress   t<    estimate 
of    fuel    load    date. 
HDUOHTDN,  T.  C.  Light   Water  Jleactnrs    Branch    2.       79/09/13.       9pp. 

7910020730   Accepts    revised    ropfc   MPL-TOP-1A,     "Operational    QA  Manual" 
BubmittBd    790901. 
HAA3B.W.P.  Quality    flasui-ance    Dranch.       79/09/17.        tp. 

7910IB01BS   MotiPitabinn    op   791O25   masting    y/util  in   GBthnada.MD   to 

discuss    rasulbB    oP   790331-33   ca-seload    fnrecaat  panel    site 
vi-sit  tc    plans    For    safety    revioui    of    sita. 
THDM/ra.C.D.               Light    Water   ReactocB    Dranch    1.       79/09/27.       2yp. 


7910170748  Forwards    IE    Info  Notice   79-H1,     "Overproasuri ration    of 
Containment   of   PUR  Plant   After  Main   Steam  Line    Break.  "   Mo 
action   required. 

O'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    the    Director 

79/10/01.       2pp. 


7910300193   Notification    op   7901035    meetinu    u/util    in   Oethosda.MD   to 
discuss    roaults    of   790BH1-S2   caseload    forecast    p-anol    site 
visit  d    plans    for    performino    fiafetg    revlsuis. 
THOMASi  C.  0.  Light   Water    Reactors    Branch    1.       79/09/27.        Ip,. 

7910100235   Foriuards    affidavit    of    avc    re    (istvibution    of    Amend    33,  in 
responae    to    NRG   780ia7    Itr. 
OALE.L.F.       Mississippi    Pauier    ti  Liffht    Co.       79/10/O4.       2pp. 


791019049A   ForMi»rds    NRC   790917    acceptance-    Itr    of   revised    SA   topical 
rapt   to   replace   7B1211    Itr. 
REAVES.  T-E,       MiBglsslppl    Pouer   &   Llcjht   Co.       79/10/09.       ij,. 


DOCKETED  ITEMS 


'910130506    HoUFia,     n  f     af(IT. 

rnf lott Ing     orgnn  i  i  a  t  i  n  na  1  ""K        °f  KPL~TOfl~1^1     "Operational    OA   Manual, 
procmlurDU.                                                   changes    (.    clarifying    reporting 
HftAElD.W.  P.                 Ourtlifc,,     A 

•J     'laauratice  Branch.        79/09/17.         Ip. 

0330090    InPorma    of"   mot    a^^i 

'Tojmet    tran«f«rpoj     p"am    ?,,    ?"mant  *l""is*    re    facility    review  t  y    NHC, 

,WI!    Branch    I     tu    LWfl    Branch     •*  to    TC   Hau9|htDI1    <<   fl-nni 

•AEB.R.L.  Light    Mflt.r     R^attQrs  aranc. 


llOSBUIIH  B       to      MI 

unport.    port    a*    n,Ul  i  " 


Fnruinrda    roquBHt     Fn 

Brtll    roflactlno    rmporia  OB    by     791  i  in*"  f°    rB   FSAR  -"^l085*3    amend    to 
0  "tor     Reactors     Branch    3,        79/10/19.        7pp. 


"Je  Y  ^"H" 

-       hedu 

.      LEWALD,G.H. 


7910330029   Forwards    IE    I-nap    Repts    30-416/79-17    8,    SO-117/79-17    on 
790D2O-35.  No    noncomp 1 iflnce    noted. 

MURPHY, C.E.  Region    2,    Atlanta,    Reactor    Construction   «.   Engineering 

Support    Dranch.        79/O9/Q7         2pp. 

—7910230031     IE    Inap    Hepts    50-416/79-17   £<    50-117/79-17    on    790020-32.  No 
noncompliance    noted. Major    areas    innpec  ted  :  const    progress, 
review   of   design   t,    engineering    effort    status, procurnment 
activities,  craft  uiork    force    review  !i  warehousing 
RAU8CH.J.K,  Region    2,     Atlanta,     Office    of    the    Directnr 

BRVflNT.J.C.  Region    3,     Atlanta,     Reactor    Construction    & 

Engineering   Support    Hranch.       79/09/07.       3pp. 

7910030586   Forwards    IE    Circular    79-19,     "Loose    Locking    Devices    on 
Ingersnll-Rand   Pump    Impellers."   Na   action    required 
O'REILLV,  J.  P.  Region    2,     Atlanta,     Office    nf    the    Director 

79/09/13.         Ip. 

7910090733   Requests    extension    unbil     791031     for    response    to    IE    Bulletin 
79-19,     "Deep    Draft    Pump    De  f  ic  lenc  i  BE.  " 
DALE.L,  F.        Mississippi    Power    i.    Light    Co,        79/09/17.         Ip. 


7910110261    Forwardo    IE    Info   Unties    79-33,      "Qualification    of    Control 
Sga.       Mo   action   required, 
O'REILLY,  J,  P. 
79/09/17.         Ip, 


Region    2,    Atlanta,    Office    of    the   Diroctc 


'ouior    R    Light    Co.        79/0<?/2a,        3pp. 

*      MtiiUUppI     I'owor    f.     1.1  oh  t     Co.         79/09/2S.        175pp. 
\ntltruot    corro-spon Jencci 


. 
.J. 


irurtrd*    I'fl    notice    pa     time    for    aubinission    oF   views   on 
fntlHruut    &    rnnfamnity    Group.       7L7/10/01.       l(i. 

Tims    fnr    xibmlsnion    of    views    on    antitrust   matters    for    GLs 
under   antitrust    revlaiu. 
OALTIHAN,  J.  Atititr-uat    t,     I  ndanrni  t<j    Group.       79/10/01,       ^pp. 

(2iOOfl6  flu-limits    nueitions    ro    OL    antitTust    review.  Forwards    FR   notice 

ivltlno    cammaiili*    Frnm    Intorooted     parties. 

IrtLflTDN.  A,  I'ouier     Otlfipl.;     &    Analyis    Dranch.        79/10/16,         Ip, 


'j     period     For    renueata    fnr    re-evaluatio 


']Oi'600gA  Hotlc«  OT 
antitrust  malfcern. 
BAtTIMnN.J,  AlitLtruat  ft  Indpmnitg  Cr-nup  79/10/ie.  3pp. 

ninoctton    ra(iort«,      IP    Dullottne    &    correapondencc 

010937  tlubmlbt    conploto     rnaponsc    to    IE   Bulletin   79-07.     "Sniamic 

ru»»    Annlijgla    nf    Hafo  I  i/-tfo]s  tetf    Piping," 

Le.L.I-",       HUllotJppl    J'pwor    ?r    LtDht    Co.       79/07/13.       3pp. 

DI02-43  floipondi    to     IE    nullotin    79-1  1.  Type  DD-50  &    DD-75    circuit 

uakBTi    not    uivd    flL    Inst, 

-E.L.iF.       HUliBBlfpi    Tower    S.    Light    Co.       79/07/30.       Ip, 

M0473  Forward!    IE!    limp    Hepto     &O--  11A/79-16  J,   SO-417/79-16   on 
){)07"09.  No    nnncomp  1  Intico    notnd. 

I['HV«C,E,  ft  ug  ton    2.     Atlanta,     Reactor    Construction    &    Engineorlnii 

iport   Br»nch-       79/Olt/'8:3.         3pp. 


10040477    IE    Imp    R«|i  t»    SO-fllib/?1?-!*   *    50-417/79-16   on    790307-09. 

Jo    notuompl  lnnc»    notnd,  Major    areas    inspee  ted:  Ofl    program 

.flip  tancntfltluii,  ftA   mnnirnl     review,  IB    foliouup    &  c  ontaintnon  I 

Ian*    fillip   ft   liQUBohinjp  jng     practices. 

lAUfJCM.J.  K.  llflglnn    ^.     Atlnnla,     Office    of    the    Director. 

IRVANTi  J,  C,  ftnglon    H..     Atlanta,     Reactor   Canstructlan   & 

inginanrlng  Bupiitirt   Branch.        79/OB/22.      tpp. 

130010  Forwui'ilfl    IE    Imp    ReptB    SO-fllA/79-IB  d   90-117/79-18    on 
iCai-21,  Ha    nonCDmpl  I  nil  en    HP  tod 

PHViC.  G.  l)B|)lnn    B,     Atlantor     fieaclor   Conatructlon   J.   Ens  Inner  inn 

part   ilrjnch.      79/09/07.       Hpp. 

0330032    1C   Imp    Rapt*    3Q-4  16/79-19   &   50-417/79-1B   on  790B21-21.  No 

(tncomplUnc*   nntad.  Major    ai-aas    inepeccffd:  alec  trical   york    & 

ar%    nctlvl  tiffi.  rlrctrical     quality    rocot-Ja,  1  ICBHBB* 

dontfPUd    lUrtii    tt    in»p»Ctor     pollawup    t  tarns. 

inOONS.T.D,  lUfllon    3.     fltlJ«ntfl.     QPflcn    of    the   Diractur. 

ONLOHrT,  C,  najlon    S,     Atlanta,     Reactor  Construction   t< 

nginrnrlng   Support    Drantrh.        79/O9/O6.  .    3pp. 


79J0290140   Forwards    IE    Insp    Ropta    5O-416/79-J9    b    9O-417/79-19    on 
790B29-3I.  Nn   noncomp  1  lance    noted 

MURPHY,  C   E.  Region    2,    Atlanta,    fI8ac  tor    Construction    S,   e.19inBDrinB 

Suppnrt    Branch.       79/09/17.       2pp,  S  D 

7710290111     IE    Insp    Repta    50-416/79-19   J.    50-117/79-19    on    790639-31    No 
noncontpl  lance   noted.  Ma  jor   areaa    inspected  :  preiervi  ce 
Inspection   program   &   procedures    &   observation   of   uiork 
VAN   DOORN.P.K.,     HERBT^A.n.  R0gion2,     Atlanta,     OFfiro    of    thr> 

Dipoctor,        79/0-9/17.        1pp. 

7910040179  Foruards    IE    In*o   Notice   79-33,     "Emerfloncy    Dieoel    Oeneratnr 
Luba   Oil    Coalers.  "   No    octian   required. 
0-neiLLY,  J.  p.  fiegian   2,     Atlanta.    Office    of    the    Director. 


DTi    5,    Atlanta,    Office    of    the   Director. 


7910190267  Forwards    IE   Bulletin   79-24,     "Fro.  en   Lines."    No    action 
required. 

™imLLV'vtl  P' 
79/09/27.        2ppr 


7910170041    Ack    receipt    Qf    790921    1  tr    informing    NHC    of    steps    taken    to 
correct    violations   nnteJ    In    IE    Inap    Repts    50-11A/79-1O  k 
SO—  fl  17/79-  1  0, 

HURPHY.C   E.  Region   S,    Atlanta.     Reactor    Conatruction   fc  Engineering 

Support    Branch.       79/IO/Q1,        Ip.  u  u 

--79101700W    R««PondB    to    NRG    790713    1  tr    re    violations    noted    in    IE    Inip 
Ropta    50-116/79-10   t,    30-41  7/79-io.  Correct  ive    actions:  P 

eccontric    topcred    reducer    in    suction  piping    to   west    diuael 
fire   pump    has   been    changed. 
DALE.L.F,       Mississippi    Power    t,   Light  Co.       79/07/31.       2pp, 

79IOI70223   Forwards    IE    Info   Notice    79-25,     "Reactor   Trip*   at    Turkou. 
Paint  Units    3  t.  1,  "   No    action   required 

™"!?ILLV'  J'P'  "ogion   B,    Atlanta,    Office   of    the   Director. 

79/10/01,        2pp, 

7910170719  Forwards    IE    Info  NoticB    79-34,     "Dverpressuri  zation   of 
Containment    of   PWR   Plant   AFtar   Main    Steam  Linn    Droak    "    No 
action   required 

79/lQ/ol'  J'  a'  nefliBn   2|    Atlanta,    Office   op    the   Director. 

9.     Keportable    occurrences,     LERa   t.   related   correspondence 

7910100137   Forwards    interim  ropt   on   Rosemont    510  DU   trip    unito    draulnu 
more  curi-nnb    than   planned,  causing    pouier   supplies    to    be 
^^•nuatB.CorreetivB    action    is    expected    to    be    completed    bij 

DALE.L.  F.       Mississippi    Pouer   t>  Light   Co,       79/10/OS.       2pp. 

7910)90113   Forwards    interim   deflclencg   rept   re   Rosemnunt    910    trip    ontts 
draining   more    current    than    specif  lad,  causing    inadequate   power 

DALE,L.  F.        Mississippi    Power    6    Light    Co.        79/10/02.        Ip. 

—7910190419    Infc"rlm   deficiency   rept   rH    trip    units    drawing    more    current 
than   specified    cauting    power    iifppliea    to    be    inadequate 
Corrective    action  mill    be    complete    bg   8003.31. 
*     Misftlnippl   Power   i   Light  Co.       79/1O/03.       Ip. 


DOCKETED  STEMS 
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7910150501    Interim  deficiency    rept   re    possible    failure    of   William 
Pouiell    CD    supplied    valves    to   meet    seismic    requirements.  Da  ta 
still    being    gathered    to    determine    natural    frequencies    of 
valves    w/eitenited    topworts.  Final    rapt    by    791230. 
DALE.L.F.       Mississippi    Power   tt  Light    Co,       79/1O/04.       3pp. 


7910170614  ^Foruards    IE    Info   Notice   79-34.     "Overp ressur I  la 1 1  on    of 
Containment    of   PWR    Plant   After    Main   Steam  Line    Dreak    "    Ho 
action   required. 

ORIEfl.B.H.  Regi-on    1,    Philad  alph  la,    Office    of    tho    Director 

79/10/01.        Ip 


7910170377  Forwards    Interim   Deficiency    Rept   79-14   ro    Inoperable    ASCO 
solenoid   valves. 


DALE.L.F.       Mississippi    Power  &  Light  Co.       79/10/11. 


If. 


— 791017Q3S2    Intarim    Deficlencg    Rept    79-14   ra    ASCO    solenoid    valves 
becoming    inoperable   when    eiposed    to    radiation    doses    !<   temps 
specified    In    purchase    requirements.  Al  1    corrective   actions 
taken   i    final    interim   rept   mill    be    submitted    by    791221. 
»      MiBBissippl   Power    (.   Light    Co.       79/1Q/1O.       2pp. 

7910210936    Interim   rept    for    Deflcientu    79-14    on    790830. noted    that 
NAMCQ  EA.180   series    limit    switches   may    have    top    flasket 
emitting    vapor   at    temp    above    17S  F   {.  could    condense   on   open 
contacts    causing   malf unit  ions.  Analysis    due    by    791221. 
DALE.L.F.       Mississippi    Pomer   i.  Light  Co.       79/10/11..       Spp. 

7910240634    Interim  deficiency    rept    re    defective    Inverters   mfg    bij   Topaz 
Electronics    for    equipment    supplied    by    OE. Inverters    that 
supply    power    from   station    batteries    to  ECC8    transmi ttar/trip 
unit   analog    sensors    failed.  OG   investigating. 
DALE.L.F.       Mississippi    Power   b  Light   Co.       79/10/16.       I  p. 

7910310330  Third    Interim   deficiency    rept   re    circuit    separation 
discrepancies    in   pouer    generation    control    complexes,  Wi  1 1 
make    determination    on    reportabili ty    by    S00131. 
DALE,L.F.       Mississippi    Power   i  Light   Co.       79/10/23.       Ip. 


DOCKET    50-423   MILLSTONE    NUCLEAR   POWER    STATION,     UNIT   3 
Q.     Inspection   reports,     IE   Bulletins    b   correspondence 

7910020097  Forwards    IE    Info   Notice    79-20, Revi sion    1,     "NRC   Enforcement 
Policy    -  NRC  Licensed    Individuals.  '"   Notice    reissued    to 
correct   word    omission   t.   punctuation    error   which    changed 
intent    of    statement. Changed    statement    underlined    in    text 
OftlER.B.  H,  Region    1.     Philadelphia,     Office    of    the   Director. 

79/09/07.       Ip. 

7910040566  Responds    to    IE   Bulletin   79-19,     "Deep    Draft   Pump 
Deficiencies."   Pumps   are    not    yet    installed. 
CDUNSIL.  W.  0.       Northeast    Utilities.       79/09/07.       2pp. 


DOCKET   30-424    ALVIN    W.     VOGTLE   NUCLEAR    PLANT.     UNIT    1 

A.     Application/construction    stage    documents    «.   correspondent e 

7910020642   Summary    of   790B09  meeting    u/util    re   removal    of    end    bldg. 
STAHLE.C.  Light    Uaber    Reactors    Branch    4.        79V09/10.         14pp. 

79101201OS    Discusses    plans    for    optimiilng    multipart    diffuaer    for   2-unlt 
operation   &    dispersion    characteristics    of    thermal    plum?    for 
diffuseriln   response    to   79Q622    request. 
EHRENSPERGER,  W.        Georgia    Poiuer    Co.         79/09/26.        4pp. 

791O1904Q7    Interim    deficiency    rapt   ro    embed    assent 1 1 es.  No-    sample   bolts 
failed    pull    test. Final    rept   will    ne    submitted    bij    791113 
DUTTON.D.        Georgia    Pouer    Co,        79/10/OB,        2pp. 

0.     Ailjudicatory    correspondence 

7910260075   Forwards    director's    decision    under    10CFR2.  E06,  Denies   79O501 
reconsideration   of    79O413   decision    denying    request    to 
suspend   CP    &    hold    further    hearings    to   re-evaluate    need    far 
power. 
CASE.E.  0.       Office    of   Nuclear   Reactor   Regulation,       79/1O/1S,        Ip. 

791O2600B4    Forwards    director's    donial    under    lOCFRa.  SQt.   of   790SOI 
request   to    suspend    CPs.-FH    notice   •end, 
CABE.E.  0.       Office    of   Nuclear   Roactor   Floflulatlon,       79/1O/12,       Epp, 

~~79102fiOOBl    Director's    decision    under    10CFR2.  501,.  Den  1  es    rec  onsideratinn 
of  790413   decision    denying    request    for   CP    suspension   & 
va-evnlua tion    of    need    far    pouer    from   facility. 
CASE,  E.  O.       Office    of    Nuclear    Heactor   Regulation.       79X10/13,       13pp. 

— 79102600B7    Notice    of    Issuance   It   availability    of    denial    of    790901 
request    to    reconsider   790413    denial    of   petition    to    susoend 
CPs. 
CABE.E,  0.       Office    of   Nuclear    Reactor   Regulation.       79/10/12.       Ip. 

fl.      Inspection    reports,     IE   Bulletins    !<    correspondence 


7910390054   Forwards    IE    Insp    Ropt    50-423/79-06    on    790710-13.  No 
noncomp 1 iance   noted. 

CARLSON,  R.  T.  Region    1,    Philadelphia,    Reactor    Construction 

Engineering   Support    Branch.       79/09/12.       2pp. 


7910020109  Responds    to    IE   Bulletin   79-19,     "Deep    Draft   Pump 
Dof  iciencies.  "    Outlines,   manufac  turer,  model ,  capac  t  by   h  plant 
application    for    circulating    fc    transfer    pumps. 
DUTTQN.O.       Georgia   Pouer   Co.       79/09/O7        2pp 


--791029005B    IE    Insp    Rept    50-423/79-06    on    790710-13.  Mo    noncomp 1 iance 
noted. Major    areas    insp ectcd  ;  qual  i ty    verification   records    in 
qualifying    new   concrete    mixes   &   uniformity    of    concrete 
central    miier   (<   truck    miiers. 

VARELA.  A.  A.  Region    1.    Philadelphia,    Office    of    the    Director 

EUNETER.S.  D,  Region    1,    Philadelphia,    Re-actor  Construction  & 

Engineering    Support   Branch.       79/09/1!.       7pp. 

7910020530  Forwards    IE  Circular   79-19,     "LoDEO   LockinB    Devices    on 
Ingersoll-Rand    Pump    Impellers,"    No   action  required. 
ORIERiB.H.  Region    1,    Philadelphia.    Office    of    the    Director 

79/09/13.       Ip, 

79100905B9  Forwards    IE  Circular   79-20i     "Failure    of    OTE  aylvania   Relail, 
Type    PM   Bulletin    73O5   Catalog    3Uia-ll-AC    ui/130   Volt    ac 
Coll."   No   action    required. 

OR1ER.  B.  H.  Region    1,    Ph  1  lade  India,    Office    of    the   Director 

79/09/24.       Ip. 

771O040129  Forwards    IE    Info  Notice   79-23,     "Emergency   Dlusel    Generator 
Lube   Oil    Coolers.  "    No   action   required. 

ORIER.B.H.  RHoion    1,    Philadelphia,    Office    of    the    Director 

79/09/26.       4pp. 

79101BOI4B  Forward*    IE  Bulletin  79-24.     "Froren    Lines."   Action   required. 
GRIEFi.B.H.  Region    1,    Philadelphia,    Office    of    the    Director. 

79/09/27.       Ip. 

7910160534  Forwards    IE    Info   Notice   79-2B,     "Reactor   Trips    at   Turkey 
Point   Units   3   &  4.  "    No    action   required. 

ORIER,B.H.  Region    lr    Philadelphia,    Office    of    tho    Director. 

79/10/01.        Ip. 


791001000i  Forwards    IE  Circular   79-1G,     "Proper    Installation   of    Targat 
Rock   Safety-Relief    Valves."    No    action    roqu(ri?D. 
O'REILLY,  J.  P,  Region   2,    Atlanta,     Office    of    lh«    Director 

79/09/1O,        2np. 

7910020SB5  Forwards    IE  Circular   79-19,     "Loose    Loctlng    devices    on 
Ingorsoll-Rantf   Pump    Impellers, "    No   action  required 
O'REILLY,  J.  P.  Reglcn    2,    Atlanta,     Office    of    the    Director, 

79/O9/13.        Ip. 

7910110259  Forwards    IE   Info  Notice    79-22,     "Qual if icatian    of  Control 
Sys. "  No   action    required. 

O'REILLY,  J.  P.  Region    2,    Atlanta,    Office    of    the    Director. 

79/09/17.        Ip. 

791QOH017A   ForiuariSfl    IE   Info   Notice    79-H3,     "Emergency    Diesel    Generator 
Lube   Dll    Coalers."    Mo    action   required. 

O'REILLY,  J.  P.  Region    2,     Atlanta,     Office    of    the    Director 

79/09/26,       Spp, 

7910190263   Forwards    IE  Bulletin   79-34,     'Troian   Line*."   No    action 
required. 

O'REILLY,  J,  P.  Region    3r    Atlanta,     Office    of    the    Director 

79/O9/H7,       Hpp. 

79I01702S1    Forwards    IE   Info  Notico   79-33,     "Reactor   Trias  *t   Turkey 
Point  Units    3    h   1.  "    No    action   required. 


O'REILLV,  J.  P. 
77/10/01.       Spp. 


Region    2,    Atlanta,    Office    of    the    Direct  in-. 


791OJ70742  Forwards    IE   Info   Notice    79-24-     "QverprB««urliat ion   of 
Containment    of    PHR    Plant   After   Main   ateam  Lin*   Break.  "  Mo 
action  required. 
79/To/oI'  J'  P'  R>9lDr    s'    Atlanta,     Orflce    of    th.   IHrector. 


DOCKETED  ITEMS 


8.     RejiorlablB   occurrences.    LERs    (.   related    correspondence 

7710050344  -Clarifies   790731    response    to    deficiency    re    backfill    work 
stoppage    per    IE    Insp    Hepti     50-424/79-U    tt    50-429/77-11. 
Stop    uiork    notice     issued    on    790615   Dill     be    in    affect    until 
questionable   matl    is    removed    *   NRC   CD-3B5   IB   closed    out. 
BUTTON,  D.       Georgia    Power   Co.       79/09/07.        lp. 


7910170742   Forwards    IE    Info   Notice    79-24,     "OverprEssur i zati on    of 
Containment    of  PUR  Plant   After    Main   Steam  Line    Break."    No 
action    required. 

O'REILLY.  J.  P.  Region   2.    Atlanta,     Office    of    the   Director, 

79/10/01.        2pp. 

8.     Heportable    occurrences,    UERs   &  related    correspondence 


DOCKET    50-125   ALVIW   W.     VDGTLE   NUCLEAR    PLANT,     UNIT   2 

A.     Application/construe  t  ion    stag*    documents   it   correspondence 

7910080643  Bummary    of  790BOB   meeting    u/util    re  removal    of   end    bldo. 
STAHLG,  C.  Liffht   Watar    Reactors    Branch    4.        79/09/10.        16pp. 

791012010Q   Discusses    plans    for    optimizing   multipart    diffuser    For   2-unit 
operation  It   dispersion    character  istica    of    thermal    plume    for 
diffuser.  in   rviponse    to   790632   request. 
EHRENSPEROEffl,  W.       SeoTfl  ia   Pouer   Co.       77/09/26.       4pp. 

791OI90flQ7    Interim    deficiency    rept    ro    embed    aasembl  les.  No    sample    bolts 
failed   pull    t«st.  Final    rept   luill    be    submitted    by   791119. 
DUTTDU,  D,        Georgia    Power    Cfl.        79/IO/OB.        2pp. 


791009034-1    Clarifies   79Q731    rnsponae    to   deficiency   re    backfill    uiork 
stoppage    per    IE    Inap    Repts    30-421/79-11    &   30-425/79-11. 
Stop   uorfc    natico    issued    on   790613  mill    be    in    effect    until 
questionable   matl    Is   removed   &  NRC   CD-385    is    closed    out. 
BUTTON, 0.       Georgia   Pouier    Co,       79/OB/07.       lp. 


DOCKET   50-439    LEMONIZ    NUCLEAR    STATION,     UNIT   2 

P.    Operating    license    stage    documents   t«   correspondence 

7910090373   Submits   amend    to    eiport    license    adding    Intl    Tradini 
t.   Shipping   Agency    as    shipper    or    exporter    t.    designating 
ultimate    consignee    In    Spain. 
DAHL8TRCM.  C.  Q.       WBstinghouso    Electric    Corp.        79/09/20.        Ip. 


Adjudicator^,    correspondenc 


791OH6G073  Forwards    director/5    decision    under    10CFR2.  2O6.  Denies   770501 
reconsideration    of    79041  3  dec  isi  on   denying    request    to 
suspend    CP  J,    hold    Further   hearings    to    re-evaluate    need    for 
power. 
CftSE.E.O.       OfPic*    of   Nuclear   Reactor  Regulation,       79/10/13,       lp. 


DOCKET   50-433    UC-8ANTA   BARBARA    RESEARCH   REACTOR 

0.     Inspection    report!,     IE   Bulletins    4r    correspondence 

7910010607   Forwards    IE    Insp    Rept    50-433/79-01    i.  notice   of   violation. 
Insp   Rept   f,   notice   of    violation   withheld    tref    tOCFRS,790) 
ENGELKEN,  R.  H.  Region    5.     Ban    Francisco,     Office    of    the    Director, 

79/07/07.        3pp. 


7910360054   Forwards    director's    denial    under    IC-CFRE.aOi   of   790501 
request    to    suspend    CPs.  FH  notice    end. 

.  0.       Office    of   Nuclear   Reactor  Regulation,       79/10/19,       2pp. 


—  79102600B1    Director's    decision   under    10CFRS.  306.  Denies   reconsid  eralion 

of   790413    diciaion    denying    request    for   CP    suspension   & 

re-evaludlion    of    need    for    power    From    facility. 

CASE,  E.  8.       Office    of   Nuclear   Reactor   Regulation.       79/IO/la.        13pp. 

—  7910360097   Notice    of    issirance    !.   availability    of    denial    of    790S01 

request    to    raconsider    790413   denial    of    petition    to    suspend 

CPs. 

CABE.E.O.       Office    of   Nuclear    ReactDr   Regulation.       79/10/ia.        lp, 

Q,     Inspection   reports,     IE  Uul  let  i  ni   d    corre-spandencB 


DOCKET    SO-431   SURHY   POWER    STATION,     UNIT   3 

A.     Application/construction    stage    documents    &   correspondence 

7910120363    FOIA   request    for    documents    re    abnormal    settlements    at 
facilities   &    info    concerning    NHC    raasono    for    not    levying 
civil    penalty   against    uti 1    in    1973. 
ALLEN,  J,       North   Anna  Envl  ronmonta  1   Coalition.       79/OB/I4.       4pp, 

7910120394   Responds    to   FOIA   request    for    info   re    abnormal    settlements 
NFIC   masons    for   not    levying    civil    penalty    against    util    in 
1972. Forwards    list    of    raLevant    dncumnntc.  Info    partially 
withheld;  names    of    Individuals    (ref   FOIA  Eiemption   7), 
FELTON.J.M.  Division    of  fiulcs   and    Records,       79/10/09.       119pp, 


7910O201Q9   Responds    to    IE   Bulletin   79-15,     "Deep    Draft    Pump 
Deficiencies,  "    Outlines   manufac turer, mode  1 , capacity    b  plant 
application    for    circulatinj   !<    tranafer    pumps. 
BUTTON, D.        Ooorgla    Poiuor    Cn,        79/09/07.        2pp. 

10010006   Forwards    IE   Circular   79-1B,     "Proper    Installation   of    Target 
Roc*    Safety-RclisF   Valves."    No    action   required. 
O'REILLY.  J,  P,  Region   S,    Atlanta,    Office    of    the    Director 

79./09/10.       2pp. 

710020999  Forwards    IE   Circular    79-E9,     "Loose   Locking    devices   on 
Inger»oll-Rand    Pump    Impellers."    No  action    required. 
O'REILLY.O.  P.  Region   3.    Atlanta,    Offlco    of    the   Director. 

79/09/13.       lp. 


DOCKET  50-433  SURRY  POWEfl   STATION,    UNIT  4 

A,    Application/construction    stage    documents    It   correspondence 

79101203A3  FOIA  request    for    documents   re   abnormal    settlements    at 
facilities    &    info   concerning    NHC   reasons    for    not    levying 
civil    penalty   against    util    in    1972. 
ALLEN,  J.       Narth   Anna   Environmental   Coalition.       79/OB/14.       4pp. 

79101303B4  Responds   to  FOIA    request    for    info   re    abnormal    settlements 
NRC   reasons    for   not    levying    civil    penalty    against    util    lit 
1972.  Fnruards    list   of    relevant    documents. Info    partially 
withheld:  names    of    individuals    (ref   FOIA  Enemp ti on   7). 
FELTON.J.M.  Division    oP    Rulas    and    Records.        79/1O/09.        119pp. 


7910110399  Foruarifs    IE    1  n Po  Notice   79-22.     "Qualification   of   Control 
8ys.  "    No   action  required. 

O'REILLY.  J,  P.  .Region    3,    Atlanta,    Ofplco    of   the   Director. 

79/09/17.        lp. 


POCKET   STN-SO-T37   FLOATING   NUCLEAR    PLANT 

A.    Application/construction    stage    documents    tt    correspondence 


7910040176  Forward*    IE    Info  Notice   79-23,     "E(TUfrBeiic«    Diesel    Generator 
Lube   Oil    Coolers."    Ho   action   required, 

O'REILLY,  J.  P.  Region    2,    Atlanta,    Office    of   the   Director 

79/09/26.       2pp. 


7910190362  Notice   of   ACRS  Subcommittee    on  Floating   Nuclear   Power   Plant 
7906H7  meeting    to  review  application    for   mfg    license. 
HDYLE,J.C.       ACRS  -  Advisory   Committee   on   Reactor   Safeguards 
79/06/06.        3pp. 


7<7lO190.Ha3  Forwards    IE  Dulletin   79-24,     "Froien    Lines.  "   No   action 
rnulred. 

O'REILLY,  J.P.  Region    a,    Atlanta,    Office    oP   the   Director. 

79/09/27.       Epp. 

7910170EB1    Forwards    IE   Info   Notica  79-3S,     "Reactor   Trips  at   Turdoy 
Point   Units   3   h  H.  "    No   action   required. 

O'REILLY,  J,  P.  Region    2.    Atlanta,    Office    of   the   Oirtctor. 

79/10/01.       Hpp. 


7910160449  Agrees    ta    use    McBulre   nodaliiation    scheme    or   more    detailed 
model    For   analyses   of    pres-aure    transient    in    st»am 
generator    enc 1    Fallowing    steam    line   rupture. 

HAOA.P,  B.       Offshore   Poiuer    Systems    (tubs,     of   Westinghousa   Electric 
Corp.  ).        79/09/26.        lp. 

79101S0326  Requests   plan   &   schedule    for    completion   of   revteui   of 
application    for   mfg    license. 

HAOA.P.  B.       Offshore   Power    Systems    <>ubs.     of   Ueatinghouse   Electric 
Corp.  ).       79/10/05.       2pp. 


7910300flOS  Requests   addl    info   re    items    in   thermal-hydraulic    area. 
BAER,  R.L.  Light   Water    Reactors    Branch    2.       79/10/17.       9pp. 


DOCKETED  ITEMb 


0.  Adjudicatory  correspondence 

7909250450  Forwards  NRC  790713  responses  to  ASLB  790329  questions 
Prof  qualifications  of  OL  Chipman  d  AH  Marchese  encl 
Prof  qualificatiunB  of  RD  Codell  &  KF  Eckerman  are 
incorporated  in  record  of  proceedings 
SOHINKI.S.  M.     Branch  3.   79/O7/13.    Ip. 


7910230431    Notice    of    appearance    on    behalf   of   NJJOC   Certificate   of    Bvc 
encl, 

FLEISCHAKER,  D.        Natural    Resources    Defense    Council.        FLEISCHAKER,  D 
Fleischaker,     D,      B.        79/O9/37.        4pp. 

ft.     Inspection    reports,     IE  Bulletins-   fc    correspondence 


--79092S0433  Responses  to  ASLD  790329  questions  re  UASH-1400  rapt 
Prof  qualifications  of  GL  Chtpman  &  RQ  Cndell  encl. 


CHIPMAN,  0.  L 
COOELL-R.  B 


Division    of    Site    Safety    S,   Environmental    Analysis. 
Containment    Bystenm    Branch.        79/07/13.        SOpp. 


7910090047  Notice    of    reconsti tutt on    of   Board.  L   Kornblith    unable    to 
continue    BVC.  GO    Bright    is    appoint  ad    member    of    ASLD. 
LAZD.R.  M,       Atomic    Safety    and    Licensing    Board   Panel.       79/00/13.       I 


7910030567    Forward*     IE    Circular    79-19,     "Loos*    Locking    Devices    on 
Inoersoll-Rand    Pump    Impellers, "    No    action    raouired 
79/09/1 3'J'  l'  K****"1    3'     Atlanta.     Office    of    the    Director. 

7910110265   Forwards    IE    Info  Notice    7-7-aa.     "Qualification   of   Control 
Hya.      No    action    required. 

™^fiLLV'J'Pl  "onion   2,    Atlanta,    Office    of    the    Director. 

79/Q9/ 17-         1  p . 


7910090245  Notifies    that    intervenor   Atlantic    County. NJ, ui 1 1    take 
passive   role    in   proceedings    unless    interests   are    directlu 
affected. 
VALORE,  C.       Valore,    C.       79/09/15.       3pp. 

7910050633  Order   granting   NRC    790908  motion    for    eitension   until    790B24 
to    file    proposed    partial     findings    of    fact. NRC    had    Dhoun 
good    causes.  Parties    have    offered    no    objection.  Uti  1    must 
respond    to   NRC   partial    findings    by    790B20. 
WDLFE.S.J.       Atomic    Safety    and   Licensing    Hoard    Panel.       79/08/20.       Ip, 


7910040196   Foruards    IE    Info  Notice    79-23,     "Emergency    Diesel    Gennrator 
Lube   Oil    Coolers.  "    No    action    required 

-^-  Rcgioi    2,    Atlanta,     Office    of    th«    Director. 

1  p. 


7910190393   Forwards    IE    Bulletin    79-24,     "Frozen  Lines."    No    action 
required. 

'  J'  E!'  R"Si«n  2,    Atlanta,    Office    of    the    Director. 


7910090170  Notifies    of    typographical    error    in   NRC   790834    partial 
findings    of    fact. Corrects    first    sentence    on  Pago    2 
SOHINKI.B.M.  Branch    3.        79/OS/2S.         Ip. 

7910120294   Board    notif i cati on:  conta inment    margins    in    ice    condenser 
plants.  NRC   790716   memorandum    Si   encl    memoranda    should    be 
forwarded    to   all    parties.  Di s tribu tion    list    also    ancl. 
VARQAiS.A,  Assistant   Director    for    Light   Water   Reactors.       79/09/30 

3pp. 

7910120300  Discusses    containment    marjjins    in    ice    condenser    plants   Peal 
pressures    In  proposed    plant   are    double   capability    of 
containment    design.  Knoiiiledneable    groups    should    review 
problem. 

KELBER.C.N.  Assistant   Director    for    Advanced    Reactor  Safety 

Research.       79/04/04.       Ip. 

7910160071   Motion    for    eitension   until    790914    to   file   response    to   NHC 
790024   proposed    partial    findings   of    fact.  Find  ings   mere   not 
received    until    790829.  CertI  f  icate    of    Bvc    encl 

COWAN,  B.  Z.  ,    DAUQHERTV,  T.  M.  ,    KENRICK.J.  R.       Offshore  Potuor  Systems 
(subs,     of  Westinghouae   Electric    Cnrp.  ).       79/08/31.       5pp, 

7910190317  Order    granting   applicant    790FJ31    motion    for   extention    until 
790911    to    file   response    to,  NRC   proposed    partial    findings    of 
fact.  Good    cause    for    eitension   has    been    sliaun. 
WDLFE.S.J.       Atomic   Safety    and   Licensing    Board    Panel,       79/09/10.       Ip. 

79100S06BQ   Requests    info    re    NRC    790713    answers    to    ABLD    79O329 
questions. A8LQ    considering    791036    hearing. 
WOLFE,  S.  J.       Atomic    Safety    and   Licensing    Board   Panel,       79/09/11.       Ip, 

79100204BS  Transcript    of   Affirmation   Session  79-26    in  Washington,  D  C 
Pp    1-3.  L   Blckuit    790901    1 tr    to    SJ    Chilk     foruardinn    order    re 
OPB  (<  BJ  Chilk    draft   memo    to    Executive    Director    for 
Operations    encl, 

HENDRIE,  J.  M.  ,    QILINSKY,  V.  ,     BRADFORD,  P,  A.       Commission.       79/09/13 
4pp. 

—7910020473  Notifies    that  NRC    lias   approve-d    issuance    of   encl    draft   order 
re   OPS  d  encl    draft  memo    to-  Eiecutlve    Director    for 
Operations.  Scheduled    for   affirmation    c-n   790904. 
BICKW1T.L.        Office    of    the    General    Counsel.        79/09/O1.        Ip, 

—7910020-186  Memorandum  t,   order    approving    consideration    In  NRG    environ 
analysis    of  OPS   application    of    probability   l<   consequence    op 
Class   9   accidents    at    floating    nuclear    pouor    plant, 
CH1LK.S.J.       Office    of    the   Secretary    of    the   Commissinn.       79/09/O4 
10pp. 

7910220352  Memorandum  ft   order   ruling    on  OPS  application    for    license 
to  mffl    eight    Identical    nuclear   plants.  Matter    is   remanded 
for    further    proceedings   consistent    ui/ASLAD   opinion, ALAD-SOO, 
ra   probability    of   Class   9    accident. 

CHILK,  a.  J.       Office    of    the    Secretary    of    the   Commission,       79/09/14 
10pp. 

7910160312  Protests    NRC   recommendation    that    floating   nuclear    punier 
station   not   be    built. 
NOLAN,  T.       Affiliation  Unknown.       79/07/20,       Ip. 


7910170236  FDrwardt    IE    Info   Notice    79-35.     "Reactor   Trips   at   Turk 
Point  Unit*    344."   Mo   action    requlrad 

S^fi^'  J-  E'  RBB'"n  2,    Atlanta,     affice   of    the   Director. 

77/10/01.        n?p  p  . 

79101B05BB   Forwards    IE    Info   Notice    79-34,     "Overpressur  1  ,at  i  on    of 
Containment    of   PUR   Plant   After    Main    Steam   Line    Broafc    "   No 
action   required. 

'  J'  ?'  Region   2,    Atlanta.     Office    of    the   Director. 

1  p  . 


U.     Conoresaional/Eiecutive    CorrsspondDnc  e 

791009054S  Foruiards    1  tr    from  PA   NiUson    expressing    concern   about   plans 
to    Issue    mfg    1  icense.  rioquests    info    in    order    to   respond    to 


constituent    inquiry 
WILLIAMS.H.  A.       Sonate 


79/OB/3a.       3pp. 


n«h        M  !tr    fF°m    °   PctlfrB    ""PrMilng    cancern   about 

possible   NFIC    decision    to    issue-    license    for   const    of    offshore 

nuclear   pouiar    p  lants.  Requests    review  ft    asai-stance    in 

responding    to    1  tr. 

PHYQR,D,       Senate,     Governmental    Affairs.       79/09/Oi.       2pp. 


DOCKET  SO-138    BELLEFQNTE   NUCLEAR    PLANT,     UNIT    1 

A.     Application/construction    stage    documents   &   correspondence 

7910110396  NotiPiei    that   FSAH   !,  amends    have    been    forwarded    to   AHL 
M1LLS,L,M,       Tennessee    Valley    Authority.       79/10/05.        Ip, 

7910010550  Notifies    that    HE    Clayton   mill    replace   HJ  McDormott    ai 
alternate    on    ASME    Subcommittee    on   Performance   Teetinn 
MINDOUE.R.D.        Office    of    Standards    Developmant.        79/O9/05.         Ip. 

7910130446  Responds    to   NRC   790GOS    Itr    re    secondary    water  chemistry 
program.  Program  mill    be    submitted    one    yr    in   advance    of   DL 
MILLS,  L.M,       Tennessee   Valley   Authoritij.       79/10/O9,        Ip. 

7910240393   Joint    public    notice    of    proposad   ro-lesuance    of  NPDE9   permit 
.consideration    For    state    certification,  EPA  791009    Itr    b 
draft  authorization    to    discharge    under   NPDES   encl 

*r,nEnvironmBntal    Protection   Agency.       »      Alabama,     Stats   of.       79/10/11 
HOpp. 


™  R"»u»!|ti»    e>lenaion   of    completion   dates    until    030301    for 

CPPR-133  b   until    B3IH01    for   CPPR-ia3.  E»tens  ion    necessary    due 
to   const    delivery    delays   &  nods    related    to    TMI. 
MILLS,  L.H,       Office    of  Nuclear  Reactor    ReBUlatlon.       79/1O/15,       3pp. 

7910260311    Inform*    that  FSAR   (<  all    amends   oil  1  1    be    foruardud    under 
soparate    cover,  to    facilitate    participation    in   OL   review  & 
minlmlie    delays    In    licensing    activltle-s. 
MILLe,L.H.       TennesBBe  Valley    Authority.       79/10/18.        In 
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F.    Security,    medical-     emer-gencij    8.    fire-    protection    plans 

7710300131   Forwards   revised    contingency    plans    for   Sequoyah ,  Watts    Bar   t> 
DellBfonte.  Plans   withheld    Cref    10CFR2.  79O>.  Revisod 
cantingBncg    plan    far    Drouins    Ferry    submitted    on   771Q19 
MILLS. L.M.       Tennessee   Valley    Authority.       79/1O/34.       lpr. 

I.    Financial    information 


7909100499  Forwards    financial    statements    for  FY1973.  pouior    quarterly 
repti  one-year    internal    cash    flow   projection   S.   narrative 
statement   re    curtailment    of    capital    expenditures    as   required 
bll    10CFR140. 
MILLS.  L.M.       Tennesaim   Valley    Authority.       79/09/31.       lp. 


H.    Antitrust    corroBponilent  e 


7910220513   Forwards    FR    notice    TO    time     For    aulinii  aaion    of    vinuis    on 
antitrust   matters    for   OLa    under    antitrust    revlaw, 
8ALTZMAN,  J.  Antitrust    &    Indemnity,    Group.       79/10/01.        )p. 


— 7910HEQ924    Time    For     aubml  sslon    at    views    on   a 
undur  antitrust    rovieiu. 
SALTZMAN.J.  Antitrust    &     Indemnity    Group 


ntltrust  matters    for   (3Ls 
.        79/10/01.        3pp. 


791036004(1  Submits    questions    re   CL  antitrust   re vloui.  Forwards    FR  notice 
inviting   comments    from    interested    parties. 
TO  ALSTON,  A.  Pnunr   Supply    8.   Analyis   Branch.       79/10/1S,        lp. 

— 7910360054  Notice    of   60-day    period    Por    requests    for   re-ova  luation   of 
antitrust   mat  turn. 
SALTZMflN.J.  Antitrust   fe    Indemnity   Oroup,       79/10/10.       3pu. 

0.     Inspection   reports,     IE    Bulletins    ti   correspondence 

7910090161  Forwards    IE    Insp  tleptB    5O-430/79-I4    d  BO-439/79-14   on 
790612-19.  No   noncompl iancc   noted. 

D'REILLY,  J.P.  Renlcr    3.    Atlanta,     Uffice    of    the    Director. 

79/07/30.       2pp. 

—7910090175    IE    ln«p    Ropta    5fl-43B/7'9-11   !•   80-439/79-14   on   79061S-l5.No 
noncpmpliancs    noted.  Ha jor    areas    innpec tod : reactor   coolant 
pressure    boundary    pipe   we  1 1 Ino,  confcainmen t    structural 
ueldlng   &    safe ty-rolated    pipe   walJlng 

KLEINSQF10E.W.  P.  noglon    2,     Atlanta.     DFflcn    of     the    Director. 

HERDTiA.  H.  ffeglon    3,    Ablantfl.     Reactor    Construction   6- 

Englnoarlug    Support    Branch ,       79/07/23,       6pp. 


7910290223   Forwards    IE    Insp    Repta     SO-13B/79-17   Si    30—139/79-17    on 
790711-OB02. No   nnncomp 1  lanes    noted. 

O'REILLY,  J.  P.  Region    2,     Atla-nta,     Office    of    the    Diroctor. 

79/09/07.       2pp, 

— 7910290231    IE    Inap   Repts    SO-43B/79-17  t.    50-439/79-17   on    79071 1-OQ02.  No 
noncompl  lance   noted. Major   areas    inspe-c  ted  :  al  legations    re 
melding    (<  QC   practices    for    fabrication    of    containment    !i 
saf ety-r elated    piping. 

MCOUIRE,  D.  R.  ,     VAN    DOCRN,  P.  K,  Region    S,     Atlanta.     Office    of    thn 

Director.       LONO.  F.  J.  Region   B,    Atlanta,    Reactor   Conatruction   h 

Engineairing    Support    Branch.        79/O9/03,        22pp, 

7910010010  Forwards    IE  Circular   79-lfli     "Proper    Installation    of   Target 
Koek   Safety-flBlief   Valves,"   No   action   mquired. 
O'REILLY,  J.  P.  Region    2,     Atlantaj     Office    of    the    Director. 

79/09/10.        3pp. 

7910020514  Forwards   response    to    IE  Bulletin   79-13,     "Dpep    Draft   Pump 
Def Ictenc  1  es.  " 
MILLS.L.H.        Tennessee    Valley    Authority.        7«?/0?/10.        7pp. 

7910030574  Ack    receipt    of    790Q21    Itr    informing    NRC    of   steps    taken    to 
correct    violations   noted    in    IE    Inap   Ropts    50-43B/79-14   & 
50-439/79-14. 

MURPHYiC.E.  Region    2,    Atlanta,    Reactor    Construction   &   Engineering 

Support    Branch.       79/09/11.       lp. 

— 791O030S76   Responds    to    NRC   790626    Itr   re   violationo    noted    in    IE    Inop 
fiepts    5Q-<J3B/79-l<l    !(    30--139/79-14,  Correc  t  i  VB    actionn: 
increased    surveillance    activities    in  Auxiliary    Dlrig    Phase 
Two, 
HILLS,  L.  M,        TonneBseo    Valley    Authority.        79/09/21.        3pp. 

7910230364   Forwards    IE    Insp   Repts    50-43B/79-21    it   50-139/79-SI    on 
790B3B-31,  No   noncomp 1 iance    noted. 

MURPHV.C.E.  Region    Sr    Atlanta.     Reactor    Conatruction    &   Engineering 

Support    Branch.       79/09/11.       2pp. 

— 7910230375     IE    Inap    Repts    50-430/79-31    &    50-439/79-21    on    790839-31. No 
noncnmpl iflnee   noted. Major   areas    Inopoc tod : containment    piping 
pe  net  rat  inn  s,  safety-re  Inted    c  omponntitsi  protective    coatings, 
containment   prostroasing    d  tonta  Inmon  t    dome. 
WRIGHT, R.W.,    CANTRELL,  F.  B.  Region    2.     Atlanta,    Reactor 

Construction  6   Engineering    Support   Branch.       79/09/11.       6pp. 

79100S0393  Forwards    IE  Circular    79-19,     "Loouc    Locking   Devices    on 
Ingerao-11-Rand    Impellers."    No   action   required. 
O'REILLY.  J,  P.  Region    2.    Atlanta,    Office    of    the    Director. 

79/09/13.       lp. 


7910130631    Dlacuseas   790710  ra-eeting   u/util     in    Unouvi  lie,  TN   re 
activities    authoriied    for   nil    TVA    Facilities    under    const, 
MUHPHy.C.E,  Region    a,    Atlanta,    Realtor  Co-natruct ion    &   Engineering 

Support  Branch.       79/OG/O2.       3pp. 


791011.0370  Foriuarda    IE    Info  Notice    79-22!     "Quoli  f  I  cation    op   Control 
8ys.  "   Mo   action  required. 

O'REILLY,  J.  P.  Region    3i    Atlanta,    Office    of    the   Director, 

79/09/14.       lp. 


—  79101S064D  Summary    of    IE  mg  t    meoLlnfl    u/util    re   all    TVA    facilities    UTidnr 
con»t.  Major   nr«as    discussed:  insp    li   enPorcempnt.  changes    in 
Insp  pol  icy,  QA/flC    organ!  la  t  Ion    off  oct  i  venes  s, 

J.  Roiiion    3,    Atlanta,    Office    of    the    Director.       79/09/01, 


79100401B5  Forwards    IE    Info  Notice    79-33,     "Emergency    Diesel    Oenerator 
Lubo  01  1    Coolers.  "   No    action   required. 

O'REILLY,  J.  P.  Region    S,    Atlanta.    Office    of    the   Director. 

79/09/26.       3pp. 


79101B0943  Forwards    IE    Insp  Hopta    SO-430/79-aO  b  50-439/79-20   on 
790B14-17.  No   noncompl  i  anco    noted. 

MURPHV.C.E.  Region    2,    Atlanta,    Reactor  Construction   *  engineerin 

Support  Branch,       79/OB/31.       2pp, 

—  7910130S49    IE    Insp    Rents    30-43Q/79-2O  t.    00-439/79-30   on   790B14-17.  Nil 
noncomplianco    noted.  Major    areas    Inspected;  structural 
concrete    fc  handling    of    IE    bulletins   fc   notification    of    change 
rep  ts. 

CANTRELLi  F.  S.  Region   B,    Atlanta.    Reactor  Construction  (. 

Enoinsering    Support    Brancli.       WRIOHT.R.U.  Region   2,    Atlanta, 

Of  fits   of    the    Director.       79/09/31.       Opp. 


7910170226  Forwards    IE    Info   Notice    79-33,     "Reactor   Trips    at    Turkey 
Point  Units   3  ti  4,  "    No    action   required, 

O'REILUV,  J.  P.  Region    3,    Atlanta.    Office    of    the   Director. 

79/10/O1,       2pp. 

79101707&3  Forwards    IE    Info   Notice   79-34,     "Dvorpressuri  lation    of 
Containment    of  PWR   Plant  After   Main   Btoam  Line   Break."    No 
action   required. 

O'REILLY,  J.  P.  Region    3,    Atlanta.    Office    of    the   Director. 

79/10/O1.       3pp. 

8.     Reportable    occurrences,    i,EHs   tt    related    correspondence 


7910250213  Forwards    IE    Inap  fiepts    SO-43B/79-19  t<  30-439/79-1-9  on 
790914-17.  No    noncompl  lance   noted, 

HURPHV,C.E.  Reftlon    Z,    Atlanta.    Office    of    the   Dtractor.       79/07/04. 

2pp. 

—7910230221    IE    In*p    Ropt*    BO-439/79-19  J.   50-439/79-19  on   790B14-17.  Nn 
nonrcompl  iance    noted. Major    »rnai    Inspoctotf:  open    items, 
nonconforjnance    reporting,  trend    analysifii  safaty-related    pipe 
t<  molding. 

OIRARD  E.H.  Raglan    2.    Atlanta-    Office    of    thfl    Director. 

HERDT.A.  R.  Region    3,    Atlanta,    Renctor    Construction   * 

Enginforing    Support    Branch.       79/09/31.        5pp. 


7910010332  Forwards    final    deficiency    rept    re    blown    fuses    in    loui  voltage 
switch))  Bar, 
MILL8,L,M.       Tennessee    valley   Authority.       79/09/09.       lp. 

— 7910010337   Final    rept    re    deficient   West  ing  house    fuses    in    low  voltage 
metal    encl    (100  volt)    type   D3    auitehgear.  Vendor   will    replace 
three    fuses  ui/sli    amp    fuses    to    correct    problem  when   main 
breaker    to   gultchgear    Is    cnerglied, 
*      Tannest*  Valley   Authority.       79/09/03.        lp. 

7910010316  Forwards    final    rept    for    deficiency    reported    on  790817   ro 
failure    to    Incorporate    required    design    criteria    Into    reactor 
coolant   drain  (•  vent    sys. 
HILL9iL.M.       Tonn«»B»e   ValUy   Authority.       79/09/13,       lp. 
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—7910010330   Final    dnficiency    TD-t    re    rc-,tn 
dD.ign    critoria.Linas     1  efld  ing    f  ram    Drl* 
vent   .,  r.ll.f    valve*    3hol      be  ™™f   *S   I  , 
condition*    u/o    trippino     In    event    of    ant 


'        "'•*«"*" 
^f"1    """' 
*  *  l"' 


venfc 


7910340376   Forwards    fluppl    to    7909OS     final    ^    i.     , 

fuse*    in    lou  voltage    audtchgZar  ""Hclency   rBpt    re    bloom 

.M.        T0nnCS9De    valley    Authority.        77/10/15.        lp. 


caused    3-amp    fuses     to    bloui.  Neit    rent   miri     h       o  uitiat 

flOOaOQ.  ^  "    DB    roruapded    by 

»      Tennessee   VallDi|    Authority.       79/10/15.       lp 


Bnty    ropt 


79IOHOU7   Far^d.     HM1     d 

MILLB.L.M.   Tonneonoo  Vallog  Authority.   79/IO/1S. 


lp 


—7910240675   Final    dHficio^y    pBpt   ro   ueiaina    in   ,,,nif       .. 

Ul.t.    dl.po»l    u,0ld5    mad«    CrL   jMn"^;    tV?S?    ?:    Bou  IT 
r.unldi.d.UBl.f.    In    apcnt     fue]    cnolina    ft    elLnnn    »,,         J    t 
imbedded    in    ccmcratp    ui  1  1    ho    .^d^oX  ^tSll    "      Pip1"' 
«      Tonnosaoo    Volley    Authority.        79/1O/15,        flpp 

DOCKET    SO-139    BELLeFQNTE    NUCLEAR    PLANT,     UNIT   S 


7910010350   Notifies    tlint    HD    Clnyton    ul  1  1    ronlacfl    HIM   n 

on   ASHI=   8ubeo«rU  tt.i    On   Poriur^n^   Te^Mnn      m 
1).       OfM»    Of    Bt«dard.    D.v.?^^  ,79^9/05. 


ro    flucondaru   uab.n   rKnm. 


7910190146  Ftcaponds    to    Nrtc    7TOQOS    Itr 


Author  iiat  ion    to    dlgchnrgo    undor   NPDE8  «ni-  1 

lronmpntal    Prot«tion   Afluneu.       „      Alabama.    Stato    of.       79/10/11. 


BALTZMW.J. 


,„„„„,*„    OPOUp.        79/.O/19.        3pp. 


Support  Branch.       7?/oS/02.     "  H"  =  t«r   Con.truction  &  Engtne.ring 


par     Branch. 


lanta,     Dm«   of    the   DIr«t»P.        79/OB/O1. 


on   L  Engineering 


Lrector.       79/OB/31.       8pp, 


,„  2,  ,„„„.   „„,„ 


. 

to   const   ilBlivurij   clBlnvo   <•   moi<B   rolatnd    to   1MI 

MILLB.L.M,       OffUo    of    N»cloflr    RME  bor    ftogulation.       79/10/15.       3pp. 

7910H60311    InformB    that   FBAR    t.   all    amund.   uill    ba    forWardBd    undo,- 
.   parnt.    cov»r,  to    f«lMft«    participation    in   SL   °*vlltt  ' 

mlnimiiB    drUun    l,,    llcenalng    flctlvltiou 
MILLS.  L,H,      THnnmnoo   Vnllou   Authurily,      79/lo/lQ.      ip. 

-l--!!!!!!!--!,™!^"1'     """"'a011^    d    flro    prntncllon    plant 


.,, 

cnntinfloncu    plan    Cor   Drouno    Furrij    submitted    on   79IOIB 
MILLS,  U.  H.       TonnntDHn    Valluy   Aol-lmr  I  ty.       79/10/H1.       Ip 


I,    Financial    i 
7909100409  For 


lnttrn.1 


lfll  itnt*m*nt»  for  FV1970,  POUOr  nu 

^ 


np 


MILLB.L.M.      Ttnnmoon   Valloij  Authority,      79/OB/31,       ip. 
M,    Antitrust   covrtopundnnco 

7910330313  Forujjrds  PR  notlct   n    klnt    for   tubmmion  of  viHUJ.  an 

*"***1!1    for   OL*   uniltr   ""ti-u**  Mvlw. 

Antltruit   t,    InJoranlty    Group,       79/10/01,       lp, 

«"  viou-B   on  anlitru.t  m«tUr,   f 


*iil<   for   *"bmi""'''"  «" 
antitrust   rovlBiu. 

BALTZMAN.J,          AntitruiO  (,   Indumnlty   Oroup,      79/10/01,      3pp, 


7910360046  Hi-bmit.   tuMtlont  ro  OL   untitru.t  p»vlvw.  Forward.  Rl  notic. 

;0fniriflnU     "-0"     Illitrttttld     pAPtllt. 

.A,  Pou.r  Supply   (,   An«l«i*   Dranel..      79/10/lfl.       tp, 


SB9;°n  51    Atla"ta'     Office  Of    the  Directo 


J'  2pp.       Re9'OTlS' 


7910290331    IE    Imp    RBpts   50-43B/79- 


of    |h.   DIrOCtOr. 


on    7-5D71  I    n 
"    "        '    ° 


-'-- 


3pp. 


of   the   »ir«tor. 


™"*'   r"itl0n56   *°   IE  D"llBtin  79-13,     .'D8Bp    Oraft   Pura(1 
MILLS.L.M.       TinnesEBB   Valley    Authority.       79/09/1O.       7ff. 

7710030374  Ack   receipt   of   790831    Itr    informing  NRC    of    ifcen,    taken   t 
0flUOr"i   nOUrf    '"    IE  In'P   Rfl|>tl   M-*M/77-M  * 


—7910030376  Rupnnit*    to  NHC  7906H6    Itr   re  violations   notnJ    in    IE    rn= 
,  R.pt»    80:q3B/79-14   ft   50-437/79-14.  COrr«Uv.  "cMg"* 
in(r»a»»*    lurveillance   activitiei    In  Auxiliary    BJdg    Phone 

MIU.S,  L.  M.       Tenn»fl«(«   Valley  Authority.      79/09/21.       3PP. 
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7910230364   Forwards    IE    Insp    Repts    50-139/79-31    It    50-139/79-21    on 
790036-31.  No   noncamp 1 iance    noted. 

KUflFHV,  C.  E.  Region    2,     Atlanta,     Reactor   Construction    t>   Engineering 

Support  Branch.      79/09/11.      2pp. 

—7910230375    IE    Imp    Repts    50-139/79-21    !.   50-439/79-31    on    790028-31.  Ha 
jioncompl I anco   noted. Major   areas    Inspec ted: con talnment    piping 
p en e trail  ons,  safety-related    components,  protect!  ve    coatings, 
containment   prestresslng   &  containment   dome. 
WRIGHT,  R,  U.  ,     CANTRELL,  F.  S.  Region   3.     Atlanta,     Reactor 

Construction   &   Engineering    Support   Branch.       79/09/11.       app. 

7910030593  Forwards    IE  Circular  79-19,     "Loose  Locking    Devices    on 
Ingersoll-Rand    Impellers. "    No   action    required. 
O'REILLY,  J.  P.  Region   3.     Atlanta,     Office    of    the   Director. 

79/09/13.        Ip. 

7910110270   Forwards    IE   Info   Notice    79-23,     "Qualification   of    Control 
Bus."  No  action  required. 

O'REILLY,  J.  P.  Region   3,     Atlanta,     Office    of    the    Director. 

79/09/14.        Ip. 

7910010185   Forwards    IE    Info   Notice    79-33,     "Emergency    Dions!    Generator 
Lube   Oil    Coolers."    No   action   required. 

O'REILLY.  J. P.  Region   2,     Atlanta,     Office    of    the   Director. 

79/09/26,       2pp. 


— 791O30O269   "Bedrock    Deformation    in   Cooling    Water    Tunnela,"     Vo  1     I. 

SCHULTZ.L.  D,  ,     BANTANOUR.  W.  J.  ,     CUDIKUNET,  P.  B.        Gi  1  bEH-t/Commoniuort  1  th 
Cos.        79/10/31.        400pp. 

—7910300273    "Bedrock    Deformation     in    Cooling    Water    Tunnels,  "     Va  1     2. 

SCHULTZ.L.  D.  ,     SANT AMOUR,  W.  J.  ,     GuBIKUNST.  P.  B.        Oi  1  b  or  t/Cortimonuiea  1  th 
Cos.        79/10/31,        400pp. 

7910390465   Responds     to    FOIA   request    for    NRC    7FJ020B    "immediate    action" 
Itr    d   790301    response.  Roquea  bod    documents    are    end    i    beinp 
sent    to    PDIi    in  Wa  sh  ing  tan,  DC    &  LPDR    in   Perry.  OH. 
FELTON,  J.  M.  Division    of    Rules    and    Records.        79/1O/23,         2np. 

--791O29047B    "Immediate    action"     Itr    discussing    7902O7    S<    OB    teleotin 
between    D   Davidson    &   R   Hei-shman    re    implementation     of    QA 
program   examined    during    78O124-26  ti  O2Q3-03    innps.  Lists 
activities    requiring    corrective   action. 

KEPPLER.J.O,  Region   3,    Chicago,    Office    of    the    Director. 

79/02/03.        5pp. 

— 7910290-005  Responds    to   7B0208    "immediate    action"    Itr    addressing    oight 
items    of   nnncompliance    identified    during    7B0134-26    fc  O3OH-O3 
imps.  Lists    resolutions  made,  Forwards    summary    of    action 
taken    on    Items     1-3   of    Itr. 

DAVIDSDN.D.  R.       Cleveland   Electric    Illuminating    Co.        7'TVOS/OI. 
13pp. 


7910170226  Forwards  IE  Info  Notice  79-25, 
Point  Units  3  &  4.  "  No  action  required. 
O'REILLY.  J.  P.  Region  3,  Atlanta,  Office  of  th 

79/10/01.       2pp. 


tor    Trips    at   Turkey 


7910170755  Forwards     IE    Info   Notice    79-24,     "Overpressuri lati on    of 
Containment    of   PUS    Plant   After    Main    Steam   Line    Break.  "    No 
action  required. 

O'REILLY,  J. P.  Region   3,     Atlanta,     Office    of    the    Director. 

79/10/01,       3pp. 

S.     Reportable    occurrences,     LERs   !.    ralatod    correspondence 

7910010333   Forwards    final    deficiency    rept    re    blown    fuses    in    loui    voltagn 
siui  tthoear. 
MILLB.L.H        Tennessee    valley   Authority        79/09/05.        Ip. 

— 7910010337   Final    ropt   re   deficient   West inghouse     fuses    in    lou    voltage 
metal    end     (190   voltt    type   DS    suitchoear.  vendor    wi  1 1    replace 
three    fuses    ui/sii    amp    fuses    to    correct   problem   when    main 
breaker   to   suitchgear    it    energized. 
«      Tennessee    Valley    Authority.        79/09/09.        Ip. 

7910210376  Forwards   suppl    to   790905    final    deficiency   rept   re   hloun 
fuses    in   lou  voltage   switchgear. 
MILLS,  L.M.        Tennessee   Valley    Authority.       79/10/15.        Ip. 

—7910240397   Suppl    to   790905    final    deficiency    rept    re    blouin    fuaBE    in     loui 
voltage   sui tchgear. Westinghouse    unable    to   determine  what  ' 

caused    3-amp    fuses    to    blow.  Neit    rent   will    be    Forwarded    bu 

flooaoa. 

«      Tennessee  Valley   Authority.       79/10/15        Ip. 

7910240667  Forwards    Final    deficiency    rept    re  melding    in  waste   dianoflal 
sys.  * 

MILLS.L.H.        Tennessee   Valley   Authority         79/10/S5.        Ip,      ' 

—7910240675   Final    deficiency    rept   re   uieldino    in   masts    disposal     aua    All 
waste   disposal    welds    made    from   June-Sept    1977    cut    out   !- 
remolded.  Uelds    in    spent   fuel    cooling  &   cleanup    sys    piping 
imbedded    in  concrete  will    be   used   u/o   reueldinq 
*      Tennessee   Valley   Authority.       79/10/19        4pp," 


DOCKET   50-440  PERRV   NUCLEAR   POWER   PLANT,     UNIT   1 

A^  Application/construction   stage   documents  J.  correspondence 

7910030573  Notification   of   79092B   meeting    w/utils    S,   OE    in    DethBsda. 
to  d   SCUBE   rcv.ew  schedule  *  approval    of    load    combinations 
in    licansing    rsview   of   BUR   plants. 
BDURNIA,A.  Light  Hater  Reactors   Branch  3.      79/09/18,       7pp. 

7910290234  Summary   of   790928  meeting    u/GE  re   schedule    for   rBvioulnfl 
°ad    "II*1"»a«    in    "censing    of  QWR   plants.     "V18U1B" 
Light  Uatar  neactnra   Branch  3.      79/10/11.      20pp. 


0.     Adjudicator^    correspondence 


7910030773  Ac*   receipt   of   7906O5    Itr    en   President   Carter    enclnninu. 
resolution   urging    moratorium    on    const    of    nuclear    facilities. 
Explains    containment    isolation   fa   cooling    gya    IcuoanE     Lea  mod 
lc  current   corrective   actions. 
DENTON.H.R.      Office    of   Nuclear   Roactor   flcgulation.       79/09/07.        Hp|i. 

—  -7910030777  Forwardn   790605    Itr    k  resolution    from   Painesvi  1  lo,  OH    urnlno 
moratorium   on   const    of   nuclear    facilities. 
BEAL,  M.  H,       President   of   US   J,  Eiocutive    Gfficos.       79/Oi/lO.        4pp., 


H.    Antitrust    correspondence 


7910I6O1 15  Answer    in   opposition    to   Cleveland    Electric     I  1 lumi  na  t 1 nn    Co 
request    for    stay    of   ASLB   790&29    ordnr   requ iremonts.  Ut  i  1    dooc 
not    satisfy    stds    of   VA  Petroleum   Jobbers    vs   FPC. Ccr  ti  f  i ca t o 
of  Svc    encl. 

GDLDBERQ.R.       Cleveland,    OH.       GOLD|]EHG,fi.       Goldberg,     Fieldmam    S. 
Latham,     P.  C,        79/09/06.        18pf>. 

7910130194    Decision    revising    license    cond  i  fcions.  App  I  ican  ts     sholl     not 
condition   access    to   wholesale    power.  Prov  i  a  i  ons    of   Fofioral 
Power   Act    should    be    impl emenfced. Rates    subj    to   agencies 
approval , 

RflSENTHAt.,  A.  8.  ,     EALZMAN,  R,  B    ,     BHARFMAN,  J.  E,        Atomic    Safety     and 
Licensing   Appeal    Panel.       79/09/06.       319pp. 

7910160103  Motion    far    oitension    until    79100a    to    file    petitions     for 
reviau    of    ALAB-56O    by    Commi ss i on. ALAB-36O    consists    of 
lonthlij    antitrust    opinion.  Adequate    time   needed    for 
meaningful    rovicw,  Cert  i  f  i  cnto    of    Bvc    encl, 

REVNOLDS,W.  0.  .     ZAHLER.  R,  E,        Toledo    Edison    Co.        REYNC1LDB,  H.  Q,         Sliaui, 
Plttman,    Potts,     t,    Trouoridge.       79/09/19.        6pji, 

791015O11S  Motion   fur    eitonsion    until    79102;>    to    file    polition 
in/Commission    for   rovieui   of   ALAB-36Q.  DEC  i  s  i  on    is    lengtnly 
li    issues    raised   are    difficult    to    analy  i  e.  Certi  f  Icato    of 
Svc    encl. 

OLDS,  D.  M.       Duquesne   Light   Co.       OLDS,  D.  M.       I 
79/O9/HQ.        5pu. 


Smith,     Sliaiu   &   McClfltf, 


Tunn"Tr?\°St    '9"   "Dedl'oc''   neformati0n    in   Cooling    Uat.r 

Tunnels,"  Voli    1   S,  2,  prepared   by   Gilbert  Assoc  ia  tes,  Inc 

Concurs  u/consul  tant   conclusions    that   deformation    is 

nontectonic    in  origin  &  not   capable   fault 

DAVIDSON,  D.R.       Cleveland    Electric    Illuminating   Co.        79/1O/52.         Ip. 


7910310013   Ansuiop    tn    applicants'    7^0919  motion    roqifeHling    ontonmion 
until    791021    to    file    petitipn    for    ravioiu   of   ASLD   7909O6 
decision.  Requests    thflt    extension    be   applied    usually    ti)    alt 
parties.  Certificate    of   Svc    encl, 
HJELMFELT,  D.  C.       Cleveland,    OH.       79/09/20.        9pp. 


7710050667   Errata  re   ALAB-560. 

BISHOP, C.J.      Atomic    Safety   and   Licensing    Appeal    Panel. 
2pp. 


7910180174    Answer    in    tupport   of    applicants'    790919  mot i  an    for    nxtenxinn 
until    791022   to    file    petition    For   Commission   rovieui   op 
ALAD-S60.  NRC   docs    not   oppose    roqunut    tor    extension 
Certificate   of   Svc    encl, 
LES8Y.R. P.       Antitrust   Diviiion.       79/10/04,       4pp. 

7910170*37   Order    granting    applicants   t  Duquenne   Light   Co    motions    for 
extension   of    time    in   which    to    file   petitions    for    revi  p-ui    op 
ALAB-360.  Petitions    due    bu;    791032. 

CHILK.S.  J.       Office    of    the  Secretary    of   the   Commission.        79/10^03 
IP- 


DOCKETED  ITEMS 


7910310463   Contends    that    no    basis    eiists    for    imposition    of    civil 
penalties   against   util    for   alleged    violation    of   Licence 
Condition  3,  DOJ    charges    do   not    suggest   antitrust  violation. 
REYNOLDS,  U.  B,        Shau,     Pittman,     Potts,     t,   Troubridge.        79/10/10.        3pp. 


7910040333   Forwards    IE    Info  Notice    79-23,     "  Emergency:    Diesel    Generator 
Lube   Oil    Coolers.  '"   No   action   required. 
KEPPLEfi,  J.  O.  Region   3,     Chicago.     Office    of    tho    Director,        79/Q9/2i 


7910300035   Petition    for    review    of    ASLftB    790906    dec  i  si  on,  ALAB-56Q-  re 
inconsistency   ui/ant  1  trust    laus.  Al  leoei    that   ASLflD   applied 
erroneous    legal     stds,  ignored     important     factors    &   denied    foil 
participation.  Certificate    of    Svc    one  1  . 

QLD8.D.M.,     .RAU.L.A.        Duquesne   Light    Co.        OLDS,  D.  M.        Reed.     Smith.     Shau 
t.   HcClay.        79/10/32.         13pp. 

7910310016   Petition    for    review    of    ASLAQ    790906    dec  i  ti  on,  ALAD-560   Urges 
re-eiamingtlon    per    NRC    regulati  ans,  al  1  eg  ing    important 
antitrust    divergence    from  other    ASLAB    dec  Isions.  Deacrtb  es 
errors    found    in    dec  i3lon.  Cci-ti  f  i  cate   op  9vc    end 

REYNOLDS,  W,  D.        Cleveland    Electric     Illuminating    Co.        REYNOLDS,  H   D 
Toledo    Edison   CD.        REYNOLDS,  W.  B.        Shau,     Pittman,     Potts,     t,   Trout,?  i  dgo 
79/10/22.         13pp  " 

G).      Inspection    reports,      IE    Bulletins    !<    correspondence 

7910090160   Foruard-3    IE    Bulletin    79-21,     "Temp    Effects    on   Level 
Measurements."   Action    required. 
KEPPLER,  J.  0.  Region    3,     Chicaoo.     Office    of    the    DirectoT.        79/OB/13 


7910050400   FoT-iiiardB    IE    Info   Notice    79-20,     "NRC    Enforcement    Policy    - 
NRC   Cleansed     Individuals."   No    action   required. 

KEPPLER,  J.O.  Region    3,     Chicago,     Office    of    the    Director,        79/OS/  H 

lp. 

79100S0450  Forwards    IE  Circular    79-17.     "Contact   Problem    in    SD-12 
Switches    on   QE  Motalclad    Circuit    Breakers.  "   No   action 
required. 
KEPPLEFI,  J,  0,  Region    3.     Chicago.     Office    of    the    Director         79/08/1-1 


7910040040  Forward*    IE    Jnfo  Notice    79-24,     "Froien   Lines."   No   action 
required. 

K6PPLEF1,  J,  Q.  Region   3.     Chicago,     Office    at    the    Director.        7?/O9/23 

'P. 

7910170243   Forwards    IE   Info   Notice   79-25.     "Reactor   Trlpa  at    Turkey 
Point    Units   3    &   4.  "    No  action    required. 

KEPPLER,  J.  O.  Region    3,     Chicago-     Office    of     the    Director.        79/10/01 

lp. 

79101BOi.lI    Fo.ru.ar.fs    IE    Info  Notice    79-24,     "OverpreBsur  i  lat  ion   of 
Containment    of    PUR    Plant   After    Main    Steam   Line    Draal."   No 
action    required. 

KEPPLER.  J.  O,  Roglon  3,    Chicago.    Office    of    tJio   Director.       79/IO/O1 

lp, 

791018034&   Ack     recatptr    o-f   790928    I  tr    inPormlnff    NRC    of    steps     ta*«n    to 
correct    violations    voted    in    IE    Inop   Rents    50-140/-79-04i  fc 
30-411 /79-OA. 

FIOHELU.O.  Rnoion   3.    Cliicngo,     Reactor    Construction  S,  Engineerln. 

Support    Branch.       79/10/Ofl.       lp. 

--79101B0530   Responds    to   NRC    790933   Itr    re   violations    noted    in    IE    Inop 
Rept*    30-440/79-06   t,    50-44  1/79-06.  Correct  ive    ac  t  ion*!  1  iquid 
penetration    procedilfea   are    heinff    performed    at    temps   above 
iO  F  *   will    be    nualifled   at   40   F   bu   791015, 
DAVIDEON.D.n.       C  1  eve  land   El  octr  ic    1 11  umlnat  ing   Co.       7W09/20.       2pp. 

7910310390    Fgruards    Rovition   2    to     IE   Bulletin   7-7-13,      "Cracking     In 
Foeduiator    Sy  a    Piping.  »    No  action   required. 

KEPPLEn.J.O,  n*fllon   3,    CMcago,    Office'    of    tltu    Director.       79/10/19 

lp. 


7910170036   Forwards    IE    Insp    Repts    50-440/79-06 
79080B-10   t,   TjoticB    of    violation, 

FIORELCI.O.  Region   3,     Chicago,    Reactor    Construction 

Support   Branch.       79/09/23.       2pp. 


5O-41  1/79-06    on 

Engineering 
u 


791017002B  Notice    of   violation    from    insp    or,  790B00-10, 

*          Region    3,     Chicaoo,     Office    of    the    Director,       79/OB/37. 


lp. 


7910170031     IE     Insp    Repts    5Q-4tQ/79-OA   t,    50-441/79-06    un    790BOQ-1O 
Noncompliance   noted:  fai  lure    to    qualify    liquid   penetrant 
eiamination    procedures. 

WARD.K.D,.     DANIELBOM.D,  H,  Reoion3,     Chicago,     Office     of    the 

Director.        79/OB/27.         1  lpp. 


Forwards    IE    Info   NoticB   79-20,  ReviBion    1,     "NHC   Enforces  t 
Policy    -  NRC    Licensed    Individuals.  "   Notice    reisaued    to 
correct  word    omission    t,  punctuation   error   ujhich    changed 
uSoB^D0.   ^  tatefnent,  Changed    statement    underlined     in    text. 

.  Region    3,     Chicago,     Office    of    the    Director.        79/O9/O7. 


rinBi    t         t  "'u^''da    r"ponsc    to    IE   Bulletin  79-15  re    deop    draft   pump 

OBficjenclBB,  DeacribeE    pumps    used    in    saPety-re lated    sys 

J>umps   are   presently    being    insta  1  led.  Hepa  irs    performed 

Supplier    corrected    other    problems 

DAVIDBON.D.R.        Cleveland   Electric    1 1  luminat  ing    Co.       79/09/07.       Hpp. 

7910030242  Forwards    IE  Circular   79-19,     "Loose   Locking   Devices   on 
.i™^!!     .  5an(I    Punlp    IraP*1»«"19.  "   No   action   required. 
KEPPLER, J.O.  Region    3,     Chicago,     OPFice    of    the    Director.        79/09/13. 


B.     Reportalile    Dicurronces,    LERs    J,   related    correBpondonco 

7910030002   Ack    receipt    of   7907S3    Final    rept    ra   uield    quality    oP   Unit    1 
lero    deorce    pipe   whip    restraint    structure. 

FIufiELUI.O.  Region   3,    Chicago,    RBactor    Cons  true  1  1  on  &  Enginesrinn 

Support   Branch,        79/O3/13.       lp.  M  " 

7910050333   Ac  k    receipt    oP  790718    Interim   rept    re   Rockbisto,   cabU 


—  79100503-43    J-nterim  rept    re  Rocibeatos    Co   eablD.  Worst   cata   pull    test 
mill    be    conducted    during   uie^fc    of   790313  utllliing    cable 
w/  jacket    as    low   as    50K   specified    thickness 
DAVIDSOM,D,R.       Cloveland   Electric    Illuminating   Co.       79/07/IB.       3pp. 

7910120290    Interim   deficiency    rept    re   an-alijui.    c-P    efFoct    of    postulated 
freaK    of    natural    gns    pipeline    on    structural    Integrity    of 
plant    bldff.Will    complete   seismic    integrity   analysis    to 
determine    integrity    malnt   under    seismic    design    loads, 
DAVIDBON.D.n,       Clevelan.d  EUc  tr  Ic    Illuminating    CD.       79/10/03.       3pp. 


U.     Congreasianfll/E.ecutivo  Corr 


79092Q02B7   R.ipondi    to    790flli   r(fqgHBl    ra    DF   Qr.nt    UT.  Inv>.  1  1  sa 
into   alleged    defects    &   deficiencies    at    facility    is    not 
appropriate    at    present    tima. 


Relau, 
Helfly' 


7910110119  Forwards    IE  Circular   79-20,     "Failure    of  GTE   Eyl< 
Type   PM  Bulletin    7305,Catalog    SU15-1 1-AC   u/130   Volt   ac 
Coil."   No   action    required. 
KEPPLER,  J.  0,  Rogion    3,     Chicago,     Office    of    tne   Director.       79/09/24. 


DOCKET   50-iMl^pERftV  NUCLEAR  POWER  PLAMT,    UNIT  2 

A.     Applicatic-n/construction   stage   documents    fc  corrfspond»nct 


t    i:"ip*   Sf   79OT14    ltr   I'""«i 

IE  Inqp  R8ptB 


of   step*    taler.   to 

i 

n   *   Bn,i»..rlnB 


specific    instruction    prepared    for   all    activities  re 

manfacturer    installation    instructions. 

DAVIDSDN.D.R.       Cleveland   Electric    lUuminBting   Co.       79/09/14.       3pp. 


7910030573  Notification    of  790929  mueting    u/utll*    fc   OE    in   D.thasd«,HD 
to  d UCUB*    ravietu   (chedule  t,   approval    of    load    combination* 
in   licensing    revlnu    oP   DUB  plants. 
DQU(lNiA,A.  Ltgftt    Water  Reactors    Branch    3,       77/09/la,       7pp, 


791029023-    Biimnanj    of   790920  meeting    u/OE  re    schauu-U    for   rovltuilno    I,      ;: 
2£!',"YinS    lDad   5?"l!'in*"onl    In    Hc.n.lng    flf    I3WR    plant,.  S  [ 

79/10/11.       SOpp.  !' 


BOURNIA.  A. 


Llnht    Mater   Haattori   Urantn    3. 


79103002AS  F^ard*   Del    1979   "Bedrock   D.forwatian    in   Cooling   M»Ur 
Tunnel.,-    Vol.    1    8,  a.preparedf    by    Ollbert   Ai»cUUBr  Inc. 
Concurs    (j/consul tnnt    conclusloni    that    deformation    IE 
nonteetonlc    In   origin    It  not  capable    fault 
DAVIDBOM.D.H.       C 1  «v«  1  and   Electrl  c    I]  lumlnat  Ing    Co,       79/10/BE         lp 
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Def"mati°n    in  Cooling   Watar    Tunnels,"  Vol    1. 

T5MDU 
400pp. 


"CdrOCk   D*  f 


t  ion    in  Cooling    Water    Tunnels,"   Vol    a. 


7910390.163   Respond*    to    FOIA    roqueat     For    MRC    7302013    "Immediate    action" 
iti-   !.   770501    response.  Requested   documents   are   encl   i  being 
lent    to    PDR     in    Hash  i  ngton,  DC    J.    LP.DR    in    Perry,  OH 
FELTON.J,  h\  Division    of    Rules    and    Records.        79/10/23.        2pp. 

7*710290478    "Immediate    action"    Ur     discing  ing    790307   It   OB   telcons 
between  D  Davidson   t,  R   Heishman    re    implementation   of   QA 
program  e^mined    during    760124-26  &  0202-03   insps  Lists 
activities    requiring    corrective    action, 
79/02/oV'  *S  nB9ion    3l     CJl'"9°-     Office    of    the    DirHCtor. 

—  79I029Q4B5  Reaponda    to   7802OS    "immediate   action"    Itr   addressing    Bight 
items    of   noncomplianee    identified    during    760134-26   *-  O-202-O3 
imps.  Lists    resolutlona    made.  Forwards    Eummaru    at   action 
talcen   on    Items    1-5    oP    Itr, 

DAVIDSON!  D,  R.       Cleveland    Electric    Illuminating   Co,       79/OS/QI 
15pp. 

ft,     Adjudlcatorg    correspondent 

7910030773  Ac*    receipt    of   7=70605    Itp    to  President    Carter   enclosing 
resolution   urging    moratorium   on   const    of    nuclear   facilities, 
Explains    containment    isolation   fc   cooling    sys    leusons    learned 
fc   currant    corrective   actions. 
DENTON.H.  R.       Office    of    Nuclear   Reactor   Regulation.       79/09/07,       Spy. 

—7910030777  Forwards    79O605    Itr   &   resolution    from   Painesvi  1  le,  OH   urging 
moratarium    on    const    of   nuclear    facilities. 
8EAL.M,  M.       President    of   US    (,  Executive  Offices.       79/06/ia,       4pp. 

H.     Antitrust  corresp  onion  co 

791OliOJ15  Answer    in    oppotition    to  Cleveland    Electric    Illuminating    Co 
r.quraat    far    stay    of   rtBLB   7906E5   arcfer    requirements.  Uti  1    does 
not    BatiiPu    stits   of   VA  Petroleum  Jobbers  VB    FPC.  Certi  f  icate 
of    Svc    encl. 

BOLDBERQ,R.       Cleveland,    OH.       GOLDBERQ.R.       Goldberg-    FioldmanE, 
tethflm,    P.  C.       79/09/Oi.       lapp. 

79101B0194    Decision   revising    llcenie    cond  i  tinns,  Appl  (  can  Is    shall    not 
condition   access    to   uihoJeiale   pauer.  Provisions    of   Federal 
PouB-r   Act    jhould    be    ImpJemEnted,  Ra  tea    »«bj    to    agencies 
approval. 

ROSENTHAL.A,  S.  ,     SALZMAN.  R.  H.  .     SHfipFMAN.  J.  E.        Atomic    SafstuatidJ 
Licensing    Appeal   Panel,       79X09/06.       3t9pp. 

7910160103   Motion    far    oictension   until    7910E3    to    file    petitions    for 
rsvlaw   of    ALAD-S60   bg    CpmmiBBion.  ALAD-SiO   consiata    of 
lanthty    aatitruot   op  inton.  Adoquato    time    needed    fnr 
meaningful    revt  eiu.  Certlf  i  cafco   of   Svc    encl. 

REYNOLDS,  W.  B,  ,     ZAHLER.R.E.       Toledo    Etflson   Co.       REYNOLDS,  H.  D.       Bliau, 
Pittmm,    Potts,    !,  Troubridga,       79X09/19.       6pp. 

79101SOUB  Motion    For   Bitension   until    79102B    to   file    petition 
in/Commission    for    review   of    ALAB-B61X  Declsln-n    is    lengthly 
It   itsuai    Tailed    am   difficult    to   anal^ie.  Certif  ieato   of 
Bvc    encl. 

aLDS.  D.  M.       Duquesne  Liglit   Co.       DLDB.D.M,       floed.    Bmith,     Sham  (,  McClau 
79/09/30.       5pp.  * 

79IQ310Q15  Anauier    to    applicants'   790919  motion    requaating    extentiian 
until    791031    to    file   petition    for    ravisiu  of    A8LB    790906 
d«eiBlon.  Requaiti    that    extensioii   be    appHed    equally    to    all 
parties.  Certificate    o*    Svc    «-ntl 
HJELMFELT.  D.  C.       Cleveland,    OH.       79/09/«ii/.       SP(, 


L0050i67  Errata   r*   ALAB-SfiO. 

JIBHQP,  C,  J.       Atomic   Safety    and   Licensing    Appeal   Panel. 

3pp. 


79/09/26, 


10010459  Objects   on   behalf    pp    util    to   NRC  790625    oriir    requirins   mod 
if   Davia-Q»iie  OL  i  P»rry   CP   w/o   prior    evidentiary    hearinn 
•enuoBted    by    iitll.Supp]    order    of    TJOQOi,   should1    stand, 
IEYNQL08,  W.  fl.       Shaw,    Pittman.     Potts,    &  T^o^llb^idBB.       79/09/S7.       4pp. 

0190174   An«u<r    In   support   of    applicants'    790919  motion    for   extension 

mtil    7910H2   to    Fila    petition    for  Comminsion   review   of 

ii.AB-3&0.  MRC   doei   not    oppoae    reiumtt    for    extontlon. 

:ertlfiiate   of   Sve    encl. 

EBSY,  R.  P.      Antitrust   Division.      79/1O/04,      4pp. 


7910170697  Order    granting    applicants   t.   Duquasna   Light    Co   motions    for 
extension   of    time    in  uihich    to    file    petltion»    for    revieu   of 
ALrtD-360.  Petitions    due    by    791022. 

CHILK,a.J.       Office   af   tho    Bocrotarv    of    the   Commission.       79/10/OS. 
IP- 


7910310463  Contends    that   no    basia    eilsts    for    imposition    of    civil 
penalties  against   util    for   alleged    violation   of   License 
Condition  3.  DDJ   charges    do   not   suggest   antitrust   violation 
REYNOLDS,  W.  B.       3haui,     Pittman,     Potts,     It   Trouinridge.        79/1O/10. 


3pp. 


7910300035  Petition    for    reviern   of    ABLAD   790906  dec  iaion,  ALAB-560,  re 
inconsistency   Li/antitrust    ULUE.  Al  1  oges    that  ABLAD   applied 
Brroneoua    legal    strfs',  ignored    important    factors   d   denied    full 
participation.  Certificate    of    Svc    encl. 

OLDS,  D.  M.  ,     RAU,L,A.        DuquesnE-   Light    Co.        OLDS,  D.  M.        Reed,     Smith,     Sha 
i<   McClay.        79/10/23.        13pp. 

79L031€016   Petition    for    roviaiu    of    ASLAD    790906    dac  i  s  ion,  ALAD-560.  Urges 
re-eiamination    par    NOG    rogutati  ana,  al  leg  ing     Important 
antitrust    divergence    from    other    ABLAD   dec  is  lonB.  Deacr  ibea 
errors   found    in    decision.  Cartifi  cate    of   Svc    uncl. 

REYNOLDS,  W.  D.        Cleveland    Electric    Illuminating    Co.        REYNOLDS,  H   D 
Toledo   Edison   Co.       REYNOLDS,  W,  B,        Shay,     Pittman-     Potts,     fc   TrouibridflH 
79/10/32.        13pp.. 

Q,     Inspection   reports.     IE  Bullatins   &   correspondence 

7910090160  Forwards    IE  Bulletin   79-21,     "Temp   Effects    on   Lavol 
Measurements,  "   A,ction  required, 
KEPPLER,J,Q,  Region  3.     Chicago,    Office   of    the   Director.       79/00/13 


7910050400  Forwards    IE   Info   Notice    79-90,     "NRC   Enforcement   Policy    - 
NRC  Licensed    Individuals,"    No    action    required. 

KEPPUER,  J.  0.  Region  3,     Chicago,    Office    of    the   Director.       79/00/14 

IP- 

7910030450   Forwards    IE   Circular    79-17,      "Contact   Problem    in    BB-12 
Sultchea    an  SE  Hetalclatf   Circuit    Breakers.  "   No   action 
required. 

KEPPLER.J,  0,  Region  3.    Chicago,    Office   qf    the    Director        79/OB/14 

lp. 

7910170036  Forwards    IE   Insp    Hepts   50-140/79-06  fc   50--141/79-06   an 
790800-10    «   notice    of    violation. 

FIORELLI.O.  Reuion  3,     Chicago,    Reactor   Construction   (.  Enginoarino 

Support   DrancJi.        79/03/3B.        3pp. 

--791017003&   Notice    of    violation    from    insp    on   790BOB-10. 

*          Region    3,     Chicago,    Office    of    the    Director.       79/OH/27.       lp. 

—7910170031     IE    Insp    Rapts    30-440/79-06   S<    90-441/79-06    on    790BOQ-10. 
Noncompllanco   noted;  fai  lure    to    qualify    liquid    penetrant 
eiamination    prDceduroa. 

WflR&,K,D,,     DANieL6DN,D,H.  Region    3,     Chicago,     Office    of    tho 

Dirsctor.        79/09/27,        llpp. 

7-MQQ30iBB  Forwards    IE    Info  Notice    79-3O,  Revi  sion    1,     "NRC  Enforcement 
Policy    -  NRC   Licensed    Individuals.  "   Notice   reissued    to 
correct  word    omission   t,  punctuation   error  uihich    changed 
intent    of   statement.  Changed    statement    underlined    In    text 
KEPPLER.J.O,  Region   3,    Chicago,    Office    of    the   Director.       79/09/07 

lp. 

79I0190E96  Forwards  roaponse    to    IE   DulUtin  79-15  re   deep    draft    pump 
deficiencies.  Describes   pumps    used    in    safety-related    BUS. 
Pumps    are   presently   oeing    instal  1  od.  Repairs   performed 
Supplier    corrected    other    problems. 
DAVID80N,D,  R,       Cl  eveland   Electr  ic    Illuminating   Co.       79/09/07.       3pp. 

7910030242  Foruards    IE  Circular    79-19,     "Loose  Locking    Devices    on 
IngBrsoll-nand"  Pump    Impellers.  "  No   action  raquired. 

KEPPLER.J.O.  fiogion  3,    Chicago,    Office    of    the    Director.       79/09/13 

lp. 

7°10110119  Forwards    IE  Circular    79-20,     "Failure    of   OTE  Sylvania    Re-lam 
Type  PM  Bulletin  7303,Catalog    3U13-11-AC  U/13O  Volt   ac 
Coil.  "   No  action   required. 

KEPPLER.J.  0.  Region  3.    Chicago,    Office    of    tha    Director.       79/09/S4 

lp. 

791004035S  Act   receipt   of   79O914    Itr    Informing   NRC    of    step*    taken    to 
correct  violations   noted    in    IE    Insp   Kept*    30-440/79-03  & 
50-441/79-03. 

FIDRELL1.0.  Region  3,    Chicago,    Reactor  Construction   !<   Ennineering 

Support   Branch.       79/07/2S.       lp.  "  a 
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— 7910040359  Responds    to  NRC   790801    Hr   re   violations    noted    In    IE    Insp 
Repts    50-440/79-03!,    50-441/79-03.  Correc t ive    actions; 
specific    Instruction   prepared    for   all    activities    r* 
manfacturer    installation    instructions. 
DAVIDSQN.D.R.       Cleveland   Electric    Illuminating    Co.       79/09/14.        3pP- 

79100*0232  Forwards    IE    Info  Notice   79-23,     "Emergency    Diesel    Generator 
Lube   Oil    Coolars.  "    Na    action    required. 

KEPPLER,  J.8.  Region    3,     Chicago,     Office    of    the    Director.         79/OW2&. 

IP. 

7910040040   Forwards     IE    Info   Notice   79-24,     "Froien    Lines."    No    action 
required. 
KEPPLER,  J.  0.  Region    3.     Chicago,     Office    of    the    Director.         79/09727. 

ip- 

7910170243   FdruardE    IE    Info    Notice   79-35,     "Reactor    Trips    at    Turkey 
Point    Units    3   t.    4.  "    No    action    required. 

KEPPLER,J,Q.  Region  3,    Chicago,    Office    of    tho    Director.        79/1G/01. 

lp. 

7910180611    Forwards    IE    Info  Notice   79-21,     "OverpTassuriiatl on    of 
Containment    of   PUR   Plant   After   Main  Steam  Line    Dread.  "   Ho 
action    required. 

KEPPLER.J.O,  Region    3,     Chicago.     Office    of    the    EHrector.         79/1O/O1. 

1». 

79101SOS46   AcV    receipt    of    79O92B    Itr    informing    NRC    of    step*    taken    to 
correct   violations  voted    in    IE    Insp   Roots    50-44O/ 79-06  i 
30-441 /79-Oi. 

FIDRELLI.O.  Region   3,     Chicago,     Reactor    Construction    tt    Engineering 

Support   Branch.       79/10/04.       lp. 

— 79101B0550  Responds    to  NRC  790823    Itr   re   violations    note*    in    IE    Insp 
Repts    30-140/79-06  !.   50-441/79-06.  Correct  ive    act  ions:  1 1  qui  d 
penetration   procedures   are    being    performed    at    temps    above 
60   F   &   mill    be    qualified    at    4O   F   by    791O15. 
DAVIDSON,  D.  R.        Cleveland    Elm  trie     Illuminating    Co.        79/Q9./2B.        2pp. 

7910310390  Forwards   Revision   2    to    IE  Bulletin   79-13.     "Cracking    in 
Fued water   9ya   Piping."   No   action   required. 

KEPPLER.J.O.  Region   3.    Chicago,    Office   of    the    Director.        79/10/1"?. 

lp. 


9.     Reportable    occurrences.    LERs 


related    cor res  ponderace 


7910050082  Ac k    receipt    nf   790723    final    rept   re  ueld    quality    op    Unit    1 
lero   degree    pipe   whip    restraint    structure. 

FIQRELLI.Q,  Region  3,    Chicago,    Reactor   Construction    'x   Engineering 

Support    Branch.        79/OS/13.        lp. 

7910050335   Ack    receipt    of   790718   interim  rept  re   Rockbeotna    cable 
jacfcet. 

FIDRELLIiQ.  Region  3,    Chicago,    Reactor   Construction    (<   Engine-Bring 

Support    Branch.        79/OQ/I3.        lp. 

— 7910050343    Interim  rept    re   Rockbestos   Co   cable.  Uorst    case    pull    test 
mill    be   conducted    during   ueek    of   790813   utilizing    cable 
in/jacket   as    Intu  as    SO'/,   specified    thickness. 
DAVIDSON,  D.  R.        Cleveland    Electric     Illuminating    CD.        79/O7/18.        3pp. 

7910120270    Interim  deficiency    rept  re   analysis   of   effect    of    postulated 
break    of   natural    gas    pipeline   on   structural    integrity    of 
plant   bldg.Will    complete   seismic    integrity    analysis    to 
determine    integrity  maint   under    seismic    design    loads* 
DAVIDSON.  D.  R.       Cleveland    Electric    Illuminating    Co.       79/10VO3.        3pp. 

U.     Congressional/Eiec.utivB   Correspondence 

7909280287  R'esponds    to   79041f>  request   re   OF  Brent    Itr.  Invest  igati  on 
Into   alleged    defects   d   deficiencies    at    facility    is    not 
appropriate   at   present   time. 

GDSBICK.L.V.       Office   of    the   Eiecutive   Director    for   Operations. 
79/08/01.        tp. 


DOCKET    50-443   aEADROOK   NUCLEAR   STATION,     UNIT    1 

A.     Application/construction   stage   documents  &  correspondence 

7910260439  Discusses    status    of    two   petitions    re    CPsrin   response    to 
790911    request. 
DENTON.H.R.       Office    of   Nuclear  Reactor  Regulation.       7V/1Q/Q3,        3pp, 

7910830543  Requests   authorization   to   use    coda    cases    not    in   Rag    Guides 
I   B4,Revl*ion    15  or    1. 85.  Revision    15:Cod»   Case  N-237-Cgda 
C**e   N-21B  k  Code   Case   N-22B. 
DEVINCENTIB,  J.       Public   Service  Co.     of  Neiu  Hampshire.       79/1O/1S.        lp. 


791017O4O4  Foriuards    Buppl    3    to   Amend   40  of    730330   application    for    OL 
S.  request   for    partial    transfer    of   CPPR-135  &  CPPH-136. 
Statement   from   Taunton   Municipal    Lighting    Plant    fa    Financial 
statement   encl. 
filTSHEH.  J.  A.        Ropes    t.   Gray.        79/1O/16.        2pp. 

— 7910170414  Submits   Suppl    3   to   Amend    40   of    730330   application    for    OL 
&   request    for    partial    transfer    of    CPPR-139  &   CPPR-136, 
Opinion   from   State    of    VT  Public   five    Board    encl. 
MERRILL.  D.  N,       Public    Service    Co.     of   New   Hampshire.       79/10/10. 
43pp. 

0.     Ad j udicatory    correspondence 

7910050647  Responds    to    790723   r-eq.ue.st    for    addl    financial    Info.  Every 
effort   will    be    made    to    provide    addl    Info    by    79Q731. 
DIGNAN.T.G.        Ropeo    &   Gray.        79/07/23.         lp. 

7910090597  Expresses   innterns    re    evacuation    plans    Si   const    of    facility. 
WILDE,  F.  E.       Affiliation   Unknown.       79/OB/8O.       2pp. 

7910090264  Ack   receipt    of   790730    petition    by    New   England   Coalition    on 
Nuclear   Pollution    to    include   petition    in   NRC    E  onsiiteratlon 
of  Btacoait   Anti-Pollution  League   790312   t,  0802   petitions. 
Request    granted. 
DENTCN.H.R.        Office    of    Nuclear    Reactor    Regulat i an.        79/OB/H1.        3pp, 

— 7910090372  Forwards    draft   of   790B21    Itr    to   US   Jordan    to   acfc    receipt   at 
710730   petition    by    Hew   England    Coalition    an   Nuclear 
Pollution    to    include    petition    In   NRC    consideration    of 
Seacoast  Anti-Pollution   League   790312   tt  0502    petitions. 
MURRAY,  J.  P-          Rulemaking   &   Enf  ore  ement    Division.       79/08/13.       Hpp. 

— 7910070231    Petition    bg    Neu  England    Coalition    on  Nuclear   Pollution    In 
support   of   Seacoast  Anti-Pollution  League   7?031B   b  0302 
requests    for    orders    to    show    cause    uhu,    CP    should    not   be 
suspended    HIT    ravo*  ed.  Certi  f  i  cate    of  Svc    encl. 

JORDAN, W.B..     SHELDON.h.P.       BheHon,    Harmon    &  Weiss.       JOflDflNiW.S. 
Neui  England    Coalition    on  Nuclear    Pollution.       77/OB/21.       19pp. 

7910030221    Order    eitending    time    until     15   days   after    ivc    of    supplemental 
majority    opinion    for    filing    pe-titione    for   review   of    aelsmlc 
issues    of    ALAB-422    If    ALAB-43-6.  Time     For    NRC    to    grant 
petitions    is    extended    to    30    days   after    filing    aP    petitions. 
CHILKiS.At,        Dfflce    OF     the    Secrotary    of    the    Commi««  i  on.        77/OB/33, 
3pp. 

7910030173  Forwards    A9   Rosenth.al    t  OH  Duck    790904   supplemental    opinion 
in  Sffabrook    proceeding   &  JH    Bud   &    LR  Oirarles    790606 
supplemental    opinion    in    Indian   Point    proceed  ing.  CO   Bishop 
7909-06   memo   re    amend    to    MC   Farrar    79OH03  opinion    encl. 
BISHOP. C. J.       Atomic    Bafotu    and   Licensing    Appeal   Panel.       79/09/06. 
2pp. 

— 791003017Q  Supplemental    opinion  in.  response    to  MC    Farrar   790BO'3 

dissenting    opinion    on    seismic  Issues    in   ALAH-tSB. 

RPSENTHALi  A.  S,        Atomic    Safety  and    Licensing    Appeal    Punfrl 
79/09/Oi.        19pp. 

— 7910030189  Amend    to    MC    Farrar    790803   di*»anting    opinion    to   avoid 
possible   confusion   between    two    different    areas    of 
c  a  riser  vat  ism, 

FAftRAR.K.C.       Atomic    Safety    and    Licensing   Appeal    Pane].       79/O7/06. 
3pp. 

7910110360  Request    submitted    by    intervenor   Neu  England   Coalition   on 
Nuclaar    Poiuer    that    NRC    pormit    filing    of    memorandum   in    B«CBBB 
of    ten   pages.  Seismic    issue    cannot    be    discussed    ad#q.uatelu,    in 
ten    pages, 

SHELDON K,  P.       Neu   England    Coalition    on   Nucl«ar  Pollution. 
SHELDON,  K.  P.       Sheldon.    Harmon   Si  W»i»s.       79/09/26.        lp 

— 79i01102ii  Bup-plemo-nta  1    memorandumi  submitted    by    lnberv*nor   Ntu  Englanil 
Coalition    on  Nuclear    Paweri  in    support   of   770910   request    that 
NRC   review   ASLAB    decision    re    lelimic    issue.  Seismic    design 
is    in»dei|UatR.  Certificate    of   Bvc    encl. 

SHELDOMiK.P.       Neu  England    Coalition    an  Nuclear  Pollution. 
BHELDQN.K.P.       Sheldon,    Havmon   It  Weiss.       79/09/Bt..       21pp. 

— 7910110274   "Invv-it igatars    of    Seismologies]    Input    Bafaty    UBRign   of 
Nuclear  Power    reactnrs    in    Neu  England, Annual   Rept    1977." 
CHlNNefiYiM.  A.       Massachusetts    In.tltutu    of    Technoloov.       79-/OB/13. 
76pp. 

7910130440  Discusses    uti 1    790917   &   37  rsiponsei    to    NRC    questions   r> 
nucl*«r    fuel    financing    !>   effect    an    Intervenor   8eac:a**t    Anti- 
Pollution  League    79O313   request    far    ordar    to    shou    cau-se    h 
util    79O314    proposed    Amend   40   to   QL. 

R.  A.       D 'Neil,     Dacfcus,     Splelman.       79/10/02.       6pp. 
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DENTON.  «.  s.       D«lc.    ol    N.tl..,    „„„„„.,„, 


,„,.„„„.        7,/10/oa.       4pp 


J.  A.        Rc-pBB   t    Dray.        79/IO/OS. 


lSpp. 


REIS.E.  0.  Branch    3.        79/10/11. 


1pp. 


ll-np  ,  Bvces 

i  „        p    Impel  ll?r  B'       MD   «*»<>"   required. 

79/093        1P   "      "    l'    Philadl'1Ph*a"    Office    of    the    Directs. 


0«i«    ^    the   Dir«tDr 


Coil."   No    action    required 
"'"'0"    ''    "' 


''     PhlladElPhIa' 


....... 


ivision    Of    Syttems    Baf.tg.        79/10/10.        7pp. 


. 

.E.N.        Nou    Hampshire,     Stats    of.        79/1O/12.        Ip. 


not    occur 


—  -""^  -  :  ° 

State    of.       79/1O/11.       4PP. 


owwrihia 


General     correspondence 
110020639    Ack    receipt    Dp    7907O3 


?!O030i43   flck    racolpt    of    790723    It 
«.r.ncg    r,annI,aPpor   -^  near 


Financial    in  Format  ion 


7^/09/07. 


'• '-  "" 

79/O9/SH.        app. 


ITBHOI.J.  A.        Ropes   i.    Qrfl,u.        79/OV/3B,        9pp, 
Enspoction    reports,     !EBull»tins    g,   correspondont 


P»b»i.    S.rvl«   Co.     of    H«  Ha.p.hlr..       79/09/O3. 


UBn        -"'     "Fl"""   1-1"...-   No   action 
1(     phlI-«"->Phl-.     Office    of    the    Director. 


. 

"68*""    ''     Phllade'P"ia.     Office    bf    the    Director. 


7910l7064i  ForuardB  IE  Info  Notice  79-21,  "Q 

"™'1  Plant  Aftor  Hain  «••" 


erpt.B95uri  lati  on 

«  *?£"&m 

e    OP    th.    Diroctor 


SEADRODK    NUCLEAR   STATION,     UNIT    2 


DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/1O/O3.        3pp. 

7I^SFr::^^:€Ir•"™'s"""="'":-'cX'-"'- 

DEVINCENTIS.J.        Public    S.rvi»    Co.      Of    H.«   H.»p.htr..        79/10/15.        Ip. 

i°rBD!^fFp^ard9t?U?Pi    3    to    Ame"<l    •q°   of    73°330   application    for    01 
Statement    f         P"rtial    tranter    of   CPPn-133  i,  CPPH-13&. 
Btatonmnt    emL     aUn    ""   Munlct(la!    Li9liting   Plant   ro    financial 
niTBHER,  J.  A.        RopB6    «,    Qrau,        79/10/16.        3pp. 

—7910170414   Submits    Suppl     3    to   Amem!    40    of    730330   application    fnr    ni 
Dpl'ion'frorBtSu^1     tran3f"r    °f    CPPR-I3S   ft   CPP"l36 
MERRILL,  D.N.        Public    Borvtce    Co.  "of   M^'S.Hp.hip..        79/10/10. 

O.     Adjudicotorij    c  orroapondtinco 


• 

Ropes    &   Orau.        79/07/23.        Ip. 


'M 


&ENTDN,H.n.       Office   of   Nucloar   Rector   Regulation.       77/08/21.       3pp. 


7910090272   Forwards    draft 


t.    MB     ,   _^ 

o:;  s  ^  ^ 

""-Mtlon 
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7910030321    Order    intending     time    until     15    days    after    svc    of    supplemental 
majority    opinion    for    filing    petitions    for   review   of    seismic 
issues    af   ALAB-422   b    ALAB-436.  Time    for    NHC    to    grant 
petitions    is    entsnifed    to    30   days    after    filing    of    petitions. 
CHILK,  B,  J.        Office    of    the    Secretary     of    the   Commission.        79/OB/33, 
2pp. 

7910030173   Forwards    AS    Roseiltnal    t,   JH   Due*    7909Q6    supplemental     opinion 
In    Beabrook    proceeding    !.   JH   Buck    A   LR   Ouarles    7904O6 
supplemental    opinion    in    Indian  Point    proceed  ing.  CJ  Bishop 
790906  memo   re   amend    to  MC   Farrar    790B03   opinion    encl. 
BISHOP,  C.  J.        Atomic    Safety    and    Li-censing    Appeal    Panel.        79/09/06 
3pp. 


H.     Genera]    correspondence 


7910020639   Ack    receipt   of    79O702    1 tr    to  HR    Denton   ro    concurn  over 
emergency    planning    for    areas    neap    faci  1  i  tu.  Explaini    that 
commission    requirement's    are    being    re-evaluated    due    to   THI. 
VASSALLO,  0.  B.          Division    of   Project   Management.       79/09/07.      2pp. 

7910020643  Ack   receipt   at    79O735    Itr    to   Hfi    Denton   re    concern    over 
emergency    planning    for    areas    near    f ac i  1  i ty. Eiplains    that 
commission    requirements    are    being    re-evaluated    dua    to.    THI. 
vASBALLO,  O.  0,          Dlviainn    aP   Project    Management.       79/09/O7.       3pp. 


-791003017B  Supplemental    opinion  in   response    to   MC   Farrar   790SO3 

dissenting    opinion    on    seismic  issues    in    ALAD-422. 

ROSENTHAL,  A.  3.       Atomic   Safety  and    Licensing    Appeal    Panel. 
79/Q9/Q4.        19pp. 


7910020644   Ac k    receipt    of    790709    Itr     to    HR    Denton    ru    concern    over 
emarsency    planning    For    areas    near    f ac i 1 1  ty.  Exp 1 ains    that 
commission    requirements    are    being   TB—  evaluated    due    to   TMI. 
VABSALLO,  D.  fl.          Division    of   Project    Management,       79/09/07,      8pp. 


-791Q0301S9  Amend    to  MC  Farrar   790B03    dissenting    opinion    to   avoid 
possible    confusion    between    two   different   areas    of 
conservatism. 

FARRAR, M.C.        Atomic    Safety    and    Licensing    Appeal    Panol.        79/O9/06, 
3pp. 


7910IO0913  Responds    to    79O7Q9    Itr    expressing    concern   over    continued 
const   at    sits   ui/o    adequate    emergency    evacuation    plan.  In 
light   of   TMI    Incident, NRC   requirements    are   undergoing 
re-evaluation. 
VAS8ALLO.  D.  B.          Division    of   Project    Management.       79/09/07.      2pp. 


7910110260  Request    submitted    by    intervunor  Now  England    Coalition   on 
Nuclear   Pouier    that   NRG   permit;    filing    of    memorandum    in    excess 
of    ten   pages.  Seismic    issue   cannot    be    discussed    adequately    in 
ten    pages. 

SHELDON.  K.  P.       Neui   England    Coalition    on   Nuclear   Pollution. 
SHELDON, K. P.       Sheldon,    Harmon   «  Weiss        79/09/26.       Ip, 

— 7910110366  Supplemental    memnrandumi  submitted    by    intervenor   Neui  England 
Coalition    on   Nuclear   Power,  in   support    of   77O81O   request    that 
NRC   review  ABLAQ    decision   TO    seismic    issue.  Seismic    design 
is    inadequate.  Certificate    of  Svc    encl. 

SHELDPN.K.P.       New  England    Coalition    on  Nuclear   Pollution. 
SHELDDN.K.P.       Sheldon.    Harmon  «    Weiss.       79/09/3&.       21pp. 

— 7910110274   "Investigators    of    Seismologi cal    Input   Safety    Design    of 
Nuclear   Pouer   reactors    in   Neu  England, Annual    Kept    1977." 
CHINNERY.M.  A,       Massachuaett  s    Institute    of   Technology.       79/O8/15. 
76pp. 


1.     Financial     information 


7910330337  Confirm    790831    t  O91 1    teUons    re   requests    for   addl 
financial     i  nf  o.  Forujrds    list    of    outstanding    items, 
RUBENSTEIN,  L.  Light    Water   Reactors    Branch    4.        79/09/25.       Bpp. 

7910030351   Forwards   790925    suppl    to  79-0930   final    prospectus    of  PSC   of 
NH   re  Series    n    general    !•   refunding   mortgage    bonds. 
RITSHER.J.  A.       Rapes    &  Oray.       79/Q9/27,       <bpp. 

7910030353   Forwards    util     response     to    NflC    790923    Itr    requesting    addl 
financial     lnfo.Dlacu-ii.as    const    program  cast    estimates,, 
*W/fieur    sales    prajoctions, fossil    fuel    cost   adjustments 
clause  ic  target    capitalization    ratios. 
RITSHER.J.  A.        Ropus    ti   Oral).        79/09/38.        9pp. 

Q.     Inspection    reports,     IE   Bulletins   &   correspandence 


7710150410  Discusses    util    790917  b  37  responses    to   NRC    questions    re 
nuclear    fuel    financing    fc   effect    on    intervunor    Seacoast   fttiti- 
Pollution   League   79O312   request    for    order    to    slioiu   cause   & 
util    790316   proposed   Amend    40    to  OL. 
BACKUS,  H.  A.        O'Nell,     Backus,     Spielman.        79/10/O2,        6pp. 

7910360373  Responds    to   790911    request    for   anticipated    schedule    for 
action    on    two    petitions    re    CP. Action    will    be    taken   by 
Nov    1979. 
DENTON.H,  R,       Office   of   Nuclear   Reactor   Regulation.       79/10/O3.       4pp. 

7910100246  Comments    on    intervenor   Seacoast    Anti-Pollution  League    791002 
Itr    to   NRC   re    license    amend    &    request    for    show    cause    order. 
No   conflict    between   RJ  Harrison   790B06   testimony   5t  util 
790923   prospectus.  H/suppor tinfl    documentation. 
RtTBHER.J.A.       Ropes   &    Oray.       79/10/05.        ISpp, 

7910350319  Motion    for    extension    until    791311    to    respond    to   New  England 
Coalition    on   Nuclear   Pollution    790936    supplemental    petition 
for    review   of   ALAB-422. Comp i led    record    re    seismic    design    for 
facility    is    extensive    &   complex. 
REIS.E.J.  Branch    3.        79/10^11.        4pp. 

— 7910250324   Affidavit   attesting    that   matters    involved    in   proceeding,  re. 
facility    seismic    design,  are    complex    t<    extensive    b   have    nut 
bean    under    active   review    in    over    two   yrs. L  Brenner   notice 
of  withdrawal    &  Certificate    of  Svc    encl. 
KNIOHT,J.P.          Dlviaion    of  Systems   Safety.       79/10-/IO.       7pp. 

7910170H94  Forwards    statement   of    position   re   Seacoait   Anti-Pollution 
League    790303   request    far    shou   cause    order. 
DAMQN.E.N.       Neui   Hampshire,     State   of.       79/10/12.       Ip. 

— 7910170309  Statement    of   position   re   Seacoast  Anti-Pollution   League 
790502   request    for    ihoui    cause    order.  Requests    that  NRC 
require    preparation    (c   testing    of    emergency    plans    before 
either    unit    placed    into    operation.  Cert  if  icate    of    Svc    encl. 
N.       Neui  Hampshire,    State    of.       79/10/11,       6pp. 


79102S0505  Rgquei t, submi tted    on    behalf    of    intervanor    9eaco«at 
Anti-Pollution   Leaguoj that   NHC   deny    Suppl    3   to   Amend   40    for 
CPPR-133   t<  CPPR-136,  Partial    transfers    of    ownership    will 
not   occur. 
BACKUS, R. A.       O'Nsil,    Backus.    Spielman.       79/10/17.       3pp. 


791O010788   Responds    bo    IE    Bulletin    79-15   re   deep    draft    pump 
deficiencies.  Four  .BVC    water    pumps   &    four    svc    water    cooling 
touioT   pumps    are    used. 
BEVINCENTIS.  J.       Public    Service   Co.     of    New  Hampshire.       79/09/05.       2pp. 

7910020951    Forwards    IE   Circular  79-19,     "Loose    Locking    Devices  on 
Ingersol 1-Rand    Pump    Impellers, "   No   action   required. 
GR1ER.B.H.  flag  ion    1,     Philadelphia,     Office    of    the-   Director. 

79/09/13.       Ip. 

7910090611    Forwards    IE   Circular   79-HO,     "Failure    of   OTE   Sulvania  Relau, 
Tgpe   PM  Bulletin   7305  Catalog    SU12-I1-/1C    w/120  Volt    ac 
Coil."  No    action    required1. 

ORIEfl.n.H.  Region    1.     Philadelphia,     Office    of    the    Director. 

79/09/24.         Ip, 

791004O14B  Forwards    IE    Info  Notice   79-23j     "Emergency    Diesel    Generator 
i-ilbe   Oil    Coolers."    No  action    required. 

OHIER.B.H.  Region    1.    Phi ladalphia,     Office    of    the    Director. 

79/09/26,       4pp. 

79101B01B7   Forwards    IE   Bulletin   79-Sfl,     "Frozen  Linos. "    Ho  action 
required. 

OHIER.D.H.  Region    1,    Philadelphia,    Office    of    the    Director. 

79/09/27,        Ip. 

7910160361    Forwards    IE    Info   Notice   79-25,     "Reactor   Trips    at    Turk* 
Point  Units    3  i    4,"    Ha    action   required. 

ORIER.B.H.  Region    1>    Philadelphia,     Office    of    the    Director 

79/10/01.        Ip. 

7910170646   Formaria    IE    tnfo   Notice   79-24,     "Overpresiur i ratl on  of 
Containment    of    PWR   Plant    After   Main    Bteam  Lin*   Break. "   No 
action  required. 

QRIER.H.H.  Region    1.    Philadelphia,    Office    of    the    Director. 

79/10/01.        Ip. 


DOCKET   30-445   CGMANCHE    PEAK   STEAM  ELECTRIC    STA. ,UM!T    1 

A.     App  lieation/construc tion    stage    documents    &  corrflopondene* 

79101OO446   Requests   amend    to  FBAR    to    include  proposeil    secondary  uater 
cheralitry    program.  Amend    ulll    be    referenced   in    condition   to 
OL   Si   mill    replace  any-   propp«e<t    Tech    Bpeci    on    secondary   water 
chemistry,  Foruiardi   model    license    condition. 
BAERjR.L.  Light    Water    Rsactors   Branch    S.       79/00/24.       5pp. 
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B«D*2   ,*    arnBndm8nt    <"   Fs*f    *D    include    addl    info 

HAbfi.R.L.  Lijht   Water   Reactors    Branch    3.        77/09/1-7.        7pp. 

7910010273   F.m.ard,    updated    rept    by    HJ   Gruy    *   ASSOCJae(,E    re       eo 


i-^   P?f   !Ubmiti    Central    *    SQUth    WBBt    <:•"•*.•*    "1    AU3     !979 
rept.  Filed    request    for    production    of    docuLnt.    to    TX    util, 

H^^?J,ln3    *  Hfl«ton   UBhtins   «,  PQluCr.  Participated    in 

depoaitioni.  Certificate    of   Svc    encl 

CARNEY,  J.  A.        Isham,     Lincoln    (c   Qeale.        79/09/04.        5pp. 


aisessment   program. 

BURHELL,  B.  B.  Light   Water   Reactor,    Branch    2.        79/IO/03.        3pp. 


3pp. 


int°    for    Inadequate    analysis    ot 

supporta  *or  """"><"-»  4-"° 


flUfiWELUS.B.  Light   Water   Reactors    Branch    a.        7W1O/Q4. 


GARY.H.J.       T.oi   Utilities    Generating    Co.        79/10/1],        3pp. 
0.     Adjudicatory    corre-spondencB 


3pp 


nnlc   Safety    and  Liconain9  floari]    Pa^,, 


79/OB/O9. 


M.    Antitrust   corresaondance 


""       ta 


hl|d   t,    Toll.        77/OB/07.         Ip. 


'-'"""-*;"^1 

Lighting  ft  POUBr   Co,      79/OB/O7        5pp 


- 


-  r" 

ain.    Lincoln 


la.       79/08/09.       Ip 


*0^111*11-  IWRRIS'J-1- 


jatorie*    !i 


DALQUQH,  R.  C.        Amtlm     TX.        79/09/05.        4pp. 


11URCHETTE,  W 


cutt    Ely.        79/09/07.        Ip. 


7910150£,09  Motion  to  Cofnpel  production  by  DOJ  of  certain  dra 
Ustircong  prepared  by  HE  Scott.  ASLB  order.  l.,»S  "|  79M01 
5;t^r;«1"'""""»"'fP«»  -f  DOJ  objection,.  C^tl^Tca 


draft,    of 


BDUKNIOHT,  J.  A.       Baker 


. 

Antitrust   &    Indaronitij    Oroup.       79/09/11. 


-79100906SO  Respond 
Poiiiar  Agency    par 


SHENEFIELD,  J.        Justice)  Dipt.  Of.        79/09/05.        3pp. 


hearing.  necessity 

RODOERS,  J.  T.        Te.as,     State    of,        79/OB/S9.        Ip. 


- 

e«aa   UtilitUs    Oenerating    Co.       79/09/13.       Spp. 


CH««m,,F,D., 


79/05/18. 


™ 


79/09/1,. 


KHaTTa.a.1. 


=  1:::::  ' 

orneg  Oen.r-1  ' 


Of  f  ic..   79/09/35. 


Urges   opal    argument.  Certi 
CVJJRT.B.B..    CLARK,R.H., 


Svc    end 


,  D.pt.  of  , 


7910160059  Forwards  flttorneu   Oensral  -^   --    .jji         tJt 

-dvi.e   Por  Atomic   Energy    JU    "iw!!^*^^^ 
to    tnJ.TV.n.    &  vBqUeBt    for   hewing    may    b.    -lu?  Within 

Antitrust   *    IndemnUy    Group.       79/10/01.       5pp. 


BALTZMAN.J. 
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7910170679  Rept    on    discovery    activities    during   Sapt    1979.  Participated 
in    depositions    &   completed    arrangement a    to    produce    documents 
requested    by    NRC   &  Central    It  Southwest.  Certificate    of    Bvc 
and. 
KNQTTS.J.B.       Teias   Utilities   Generating    Go.       79/10/03,       9pp. 

79101901BO  Order    denying    Houston   Lighting   it  Power    (.  TX  Utils    Generating 
Co   790403   motions    For    summary    disposition   of   proceeding*. 
Collateral    estoppel,  to a  ted    on  US  District   Court    decision  CA 
3-76-0633-F, does   not   affect   NRC    licensing    proceeding*. 
MILLER,  M.  E.       Atomic   Safety    ana"   Licensing    Hoard   Panel.       79/10/O3. 
20pp. 

7910260364 .Protective    order    in    favor    of   Hquaton   Lighting   fc   Power. 
Imposes    restrictions    on   NRC   ti   DOJ  re   use    ti  access    to   util 
documents    designated    "confidential.  " 

MILLER,  M.  E.        Atomic    Safety    and    Licensing    Board    Panel.        79/10/15. 
9pp. 


— 7910O9Q443    Notice    of    violation    from    insp    on    7909Oi-07    &    1O. 

»  Region   4,     Dallas,     Office    of    the    Director.       79/O7/34.      -3pp. 

791011O161    Forwards     IE   Circular    79-BOi     "Failure    of    GTE   By  Ivan la    Rolav 
Type    PM  Bulletin    7305, Catalog    3U12-11-AC   ui/120  Volt    ac 
Coil."   No   action    required. 

SEYFFUT.K,  V.  Reoion   4.     Dallas,     Office    at    the  Director.       79/O7V2-1. 

IP. 

7910110195  Forwards    IE    Info   Notice    79-S3,     "Emergenci/    Diesel    Oenerator 
Lube    Oil   Coolers."   Mo   action    required, 

BEYFRIT.K.V.  Region    4,     Dallas,     Office    of    the    Director.        79/07/36. 

If. 

7910250344  Ack    receipt    of    IE   Insp    Repta    50-445/79-19   &   SO- 446/79-19 
on    790907. Mo    proprietary    Info.  „ 

QftRY.H.J.       Texas   Utilities  Generating   Co,       79/09/26,        lp. 


7910260444  Forwards   TX   Util    Oan&ration  Co   motion    bo   quaah    subpoenas    or 
in   alternative    to    quash    testimonial    subpoenas    ti    to   modify 
scope   &   return    date   of    documents    subpoenaed. 
KNOTT8.J.B.       Debevoise    *.  Liaberman.       79/IO/17.       lp. 


79101BQ031    Fai-uiards    IE   Bulletin    79-24,     "Froien  Lines."    No    action 
required. 

SEYFRIT.K,  V.  Region   4,     Dallas,    Office    of    the    Director.       79/O9/27. 

lp. 


— 791026044B  TX  Util    Generating    Co   motion    to   quash    subpoenas    or    in 
alternative    to   quash    testimonial    subpoenas  ti   to  modify    scope 
t*  return   date   of    documents    subpoenaed. 
KNOTTS,  J.  D.       Debevoise   t,   Liebarman.       79/10/17.       7pp. 


7910170332  Forujflrds    IE    Info    Notice    79-25i     "Reactor  Trip's    at    Turfceg 
Point   Units    3  fe   4.  "    Mo   action    required, 

SEVFRIT.K.  V.  Region  4,     Dallas,    Office    of   tli  e   Director.       79/IO/Q1. 

IP- 


Q.     Inspection   reports,     IE   Bulletins   h    correspondence 

7910230535  Forwards    ITT  Srinnell    Engineering    Std   EB-13   in   response    to 
IE  Bulletin   79-O2,     "Pipe   Support   Dane    Plate   Designs   Using 
Concrete.    Expansion   Anchor   Bolt." 
QARY.R.  J.       Tn»as   Utilities    Generating    Co.       79/07/30,       26pp. 

7910020330  Foruiards    IE  Bulletin    79-13, Revi s Ion    li     "Cracfcing    In 
FeedJwater    Sys   Piping."    No   action   required. 

8EYFR1T.K,  V.  Region    4,    Dallas,    Office   of  .the    Director.       79/OB/30. 

lp. 

7910390045  Forwards    IE    Insp   Rept    30-445/79-21    on   790929.  No 
noncompllance  noted. 

MADSEN,  0.  L,  Region    4,    Dall«a>    Reactor    Operations   Nuclear   Support 

Branch.       79/09/06.       Ip. 


79I01902Q9  Forward's    IE    Info    Notice    79-24,     "Ovarprijs«ur  i  la  ti  on    of 
Containment    of    PWR  P I  an t    After    Main   Bteam  Lin*    Break."    No 
action   required. 

BEYFRIT.K.V.  Region   4,     Dallas,    OPflio    of   the   Director.       79/1Q/OJL 

lp. 

791QB40672  Ack    receipt    of    7909S7    Itr    informing   NRC    of    *tupa    taktn    tn 
correct  violations  noted    in    IE    Insp    Hept*    50-445/79-1?   & 
50-446/79-19. 

SEIDLE.H.C.  Region   4,     Dallas,     Reactor    Construction    6  EnginB»rInD 

Support  Branch.       79/1G/10,       lp. 

— 791O240676  Responds    to  NRC    790907    Itr   re    violation*    noted    In    IE    Tnop 
Repts    30-443/77-19   (.   50-446/77-19.  Corvee tive    ae tlona:  cab  1 BB 
raimpHcted    for    proper    color    ending. Ruels   returned    to 
manufacturer    for   proper    coding. 
QARY.R.J.       Te«a.B  Utilities   Oenerating   Co.       79/09/27.        3pp. 


--7910290049    IE    Insp    Rept    50-415/79-21    on   790B29.  Mo   none omp lianc e   noted. 
Major   areas    inspected: second    corporate  mg t  meeting    re 
preoperatl onal    !<    testing    activities. 

TAYLOR,  R.  0.  ,     WESTERMAN,  T.  F.  Region    4,    Dallas,     Office    of    the 

Director.       MADSENj  G,  L  Region    4,     Dallas,    Reactor    Qperationa 

Nuclear   Support    Branch.       79/09/03.       4pp. 

7910020275  Forwards    IE    Info   Notice   79-20. Revision    li     "NRC  Enforcement 
Policy    -  NRC  Licensed    Individuals."    Notice    reissued    to 
correct   word    omission   &   punctuation    error   uihlch    changed 
intent    of    statement. Changed    statement    underlined    in    te«t. 
SEYFRIT.K.V.  Region    4,    Dallas.    Office   of    the    Director.       79/09/O7. 


7910180337  Forwards    IE    Insp   Repts    50-445/79-19  d   30-446/79-19   on 
790809-10  fc    13-16   &   notice    of   violation. 

8EIDLE,H.C.  Region    4,    Dallas,    Reactor    Construction    tt  Engineering 

Support   Branch-       79/09/O7.       2pp. 

— 79101B0940  Notice    of    violation    from    Insp    on   790H09-10  lc   13-16. 
»          Region   4,    Dallas,    Office   of    the    Director.       79/09/07.       lp. 

— 7910IBOS44    IE   Insp   Bepts    SO-443/79-19  fc    9O-446/79-19   on   79QB09-1Q   & 
13-16.  Noncompllance    noted: failure    to    follow  nonconf ormance 
procedures    for    electrical    cable. 

OILBERT.L.D.,    MARTIN,  L.  F.  .    GROSSMAN,  W.  A.  Rogion4J    Dallas, 

Office    of    tit*   Director.       79/O9/09.       7pp. 

7910030324  Forwards    IE   Circular   79-19,     "Looae   Locking    Devices    on. 
Ingersoll-Rand    Pump    Impellers."   No    action    required. 
SEYFRITiK.V.  Region    4i    Dallas,    Office    nf    the    Director.       79/09/13. 


7910110297  Forwards    IE    Info  Notlca  79-S2,     "Guslif ication    of    Control 
8g*.  "   No   action   raquired. 

8EYFRIT.K.  V.  Region    4,    Dalla«,    Office   of    the    Director.       79/O9/17. 

lp. 

7910090435  Forwards   notice    of    violation    from    insp    on   79090A-07  &    10. I 
Insp   flepts    50-445/79-1B  t.   &O-446/79-1B   uill    be   »«nt    later, 
8GIDLE,  W.  C,  Region   4,    DalUsi    Office    of    the   Director.       79/O9/24. 

2pp, 


7910290175  Act;    receipt    of   79070S   d  O917    Itrs    informing    NRC    of    step* 
taken    to   correct    violations    noted    in    IE    Insp   ilEjits 
30-445/79-11    ti   5-0-416/79-11. 

SEIDLE.W.  C.  Region    4.    Dallas,     Reactor    Construction    «,  Eng Inearinn 

Support   Branch.       79/1Q/10.       lp. 

— 79102S0179  Responds    to   NRC   790514    Itr    re   violations    notod    in    IE    Inap 
Rapls    30-449/79-11    &    50-446/79-1 1. Correc t ive    actions:no   aJJl 
actions    planned    as    concrete   met    design  T o qu i romont t    In 
evaluation    of    containment    dome. 
OAHY.fi.J.       Texas    UtiliU«a   QenBrating    Co,       79/09/17.        lp. 

7910310487  Forwaril-s    Revision   a    to    IE  Bulletin   79-13,     "Cracking    In 
FeeSuater    Bija    Piping."    No    action    rBijuirud. 

SEYFR1T,K.V.  Region    4,    Dallas,     Office    of    the    Director.       79/1O/17, 

lp. 

8,    Reportable    occurrences,     LERs    &   related    correspondence 

791O1O029EJ  Advises    of    completion    of   an-a  lysis    re    possible    cooling 
pro b  tern  ui/dieial    generatar-s.  Matter    is    not    reportable    under 
10CFR50.  53(o). 
OARY.R.O.       TeiaB   Utilities    Oensratlns    Co,       79/10/03.        In. 


DOCHET    50-446  COMANCHE   PEAK  BTEAM  ELECTftIC   BtA. ,UN1T   2 

A.    Application/construe  t  Ion    stage    documents    tc  correspond  urtce 

791D1Q0446  Reqiresti    amend    to   FSAR    to    include    propomd    -secondarit   uatar 
chemistry    pvogram.  Amend    will    be   refirBnced    in   condition    to 
DL  h  will    replace    any    propos*d)    Tnch  Specs    on    secondary    uatvr 
chemistry.  Forwards    model     1  icons*    condition. 
BAER,R.  U.  Light    Hater   Reactors   Branch    Z.       79/OS/84.        Sf-p, 

7910110920  Dffort    no   oljectton    to    plan*    to   retuma   concreta    placemBnt 
In   reactor   containment   bldj    anterior    uall    tr  dome   on  79091B, 
BEYFRIT.K.V.  Region   4,    Dallas,     Office    of    the  Director.       79/09/19 

lp. 
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7910090809  Forwards   roquet    for   addl    info    &  NRC    positions   based    on  QA 
revisui   of    FBAR   Section    14.2,     "Initial    Test    Program." 
Requests  amendment    of  FSAR    to    include  addl    info. 
BAER,H.  L.  Light   Water    Reactors    Hranch    2.        79/09/19.        7pp. 

7910010275   Forwards    updated    rept    by    HJ   Qruu.    t.   Associates,    re    geologic 
info   per  agreement   ui/H  Lofevre.Rept    supersedes   790930   rept 
FE1BT,C.K.        Teias   Utilities    Services,     Inc.        79/09/91.         13pp. 

79101B0354   Notification    of    791015-14,   meeting    uj/util     in    Slen    Rose,  TX    to 
discuss   subfoundation  t  backfill    Design   e.   radiation 
assessment    program. 
BURWELL.S.  B.  Light    Hater   Reactora    Branch    2.        79/1O/03.        3pp. 

7910190377   Biscusses    lack    of   regulatory    or     industry     guidance    on 
safety-related   process    instrumentation   tuning    mounting    t, 
code    applicability.  Submits    util    approach     to    ensure    integrity 
of   instrumentation    tubing. 
QARY.R.J.       Te>as   Utilities  Generating   Co.       79/10/11, 


3pp. 


Q.  Adjudlcatory  correspondence 


791003064?   Notice    of    hoaring    re    issuance    of     facility    OL. 

BOWERS,  E.  S,        Atomic    Safety    and    Licensing    Board    Panel          79/OB/Q? 
3pp. 

M.    Antitrust   correspondence 

7910030003  Motion   to  modify    return   date    of    subpoenas    issued    to  C    atover 
&   keeper   of   records   at  CH  Curnsey,  Inc.  Date    will    be   agreed 
upon   by    interested    parties,  Recent   developments   mail    impact 
deposition.  Draft   of   order   *-  Certificate   of    Svc    encl 
LEESY.R.P.  ,     BLUME.M.  B.       Antitrust   Division.        79/0.7/23,        6pp. 

7910190318   Submits    discovery    status    rept    for    Jut     1977.  Central    Pouer 
i.   Light   remaining    documents    to   DOJ,  compiled    u/Houston 
Lighting    t.   Paiuer    first    interrogatories   &    realists     for 
documents   b    participated    in  depositions. 
CARNEY,  J.        Isham,     Lincoln    6   Beale,        79/OB/09.         Ip, 

7910360434  Joint   application    For    issuance   of    subpoenas    to    JD  Rofcertsun 
of  Lamar  County   Electric    Cooperative-,  re   testimony    t, 
production  of    documents   on   competition    ir.    electric    util 
market.  W/Cer  t  i  f  icate   of   Svc   t    drafts    of    subpoenas 
LESSY.R.P.,     BLUME.M.B.       Anti  trust    Division.        HARRIS,  JL 
Justice,  Dept.  of.       79/06/09.        13pp. 


Supplemental    •"•wtp    *°   ut!1    fi"*    aot    op    interrogatories  «, 
for    production    of    documents.  Di  acus  Q-BB 
interconnection   between  Electric   Reliability   Council    of   TX  t, 
Bnutftuiest   Power  Pool.  Certificate   of  Svc    encl 
SCARTH.E.D.       Texas  Utilities  Co.       79/OB/21.       7pjj. 

7910190353   Rept    on   discovery    during    Jul    1979.Has    responded    to 
interrogators   from  TX-LA  Cooperative  t,  has    received 
supplemental    response    from  COJ   to   util    first    set    op 
Interragatories.Certificate    of  Svc    encl 


c2Ttou.2nJllr;*hf?t'   pr^uc*ion  nf   i«UMnt.    bU   TX    Utils    Gene 
Co  g,  Houston    Lighting  fc  Pouer.  Documents  requested    should    be 
relevant   to    transaction,   between   ooth    Utils    re    purchase   t 
f   ''         °hCr   rBl0ted    '"f«  PurchaaB 


12pp 


- 
Public    Sarvice    Co,      of    Oklahorno, 


tral    Po,,er   t, 
79/OB/23. 


ltll:e  of  appearance   on   behalf   of    Houst-an   Lighting   &  Power. 
,u.u.      l-otitenstein.NBtuiTian.ReiB.rtxelraii    t,  Toll.       79/08/37.       4pp. 


p°nite.0f  aPPea"n"   <»>  ""half   of    HRC. 

F.  D.       Antitrust  Division.      79/OB/28.       3pp. 


iSTS?T  Submits  Central   t   South  West  Corp,  Bt  .1    Aug    1979 

s;«;»i    raues!  for  p"dueti»»  «"  ^^.nti  ta  TX  iui 

Oensrating   t,  Houston  Lighting   &  Fewer.  Participated    In 
^positions.  Certificate   of  Svc   oncl  upa^a    in 

CARMEV.  J.  A.       iGham,    Lincoln    (.  Beale.      79/09/04.        5pp. 


aenoreceive 
Svc    inil.  re"ivel1  «"»   discovery   request..  Certi  Picate    of 

BALOUDH.R.  C.       Austin,    TX.      79/09/05.       4np. 


,i'loaa040l    Confirms   change    in    790913-21    depos  itions.  Depos  i  tions   of 
Deep    East   Electric    Cooperat  ive,  TX-LA  Electric    Cooperativa   S. 
other  associations   have    been    postponed    indef  ini  te  ly.  J|H  Butts 
deposition    has    been   rescheduled    along   ui/JL  Johns   i,   others 
OURCHETTE,  U.        Northcutt    Ely.        79/O9/07.        Ip. 


of 


7910130609   Motion    to    compel    production    bg    DCM    of    certain    drafts 
testimony    prepared   by    WE   Scott.  ASLD    order,  issued    at   7906O1 
prehearing    tonf  crence  ,  d  i  spaces    of   DdJ  objections.  Certi  ficate 
of   Svc    encl, 

DOLJKNIGHT,  J.  A.        Houston    Lighting    &   Power    Co.        BOUKNIQHT,  J.  A,        Baker    t. 
uotta,        79/O9/10.        14pp. 

7910090648   Forwards   Atty   Oonaral    79O905    1  tr   containing    addl    antitrust 
advice  re   util    application    For    license. 
SALTZHAN.J,  Antitrust    t,    Indemnity:    Oroup.        79/09/11.        Ip, 

—7910090650   Responds    to    NR.C    request    for    further    advice    re    TX    Municipal 
Power  Agency    participation    in    nuclear    sites.  Anti  trust 
hearing    on   util    application    to   participate    in    nuclear   plant 
units    is   not    necessary. 
GHENEFIELD,  J.        Justice.  Dep  t.  of  .        79/O9/05.        3pp. 

—7910090693  Submits    infa   re   participation   of   TX   Municipal    Pouer  Aoency 
in   actinns    of    util    In   order    to   avoid   necessity    of  antitrust 
hearing. 
RDDOERS,  J.  T.        Teias,     State    of.        79/00/39.        Ip. 

79102S0077  Rep  t   on   discovery    activities   during    Aug    1977  TX  Utils 
Generating   Co   participated    in   depositions   &  received    further 
request    Far    production   of    documents    from  Central    & 
Southwest   Corp.  Certificate   of  Svc    encl. 
KNDTTS.J.B.        Te«as   Utilities    Generating    Co,        79/O9/12.        5pp. 

7910230465   Submits   Public    UtiU   Board    of   Brou,navi  1  1  e,  TX    status    rept   re 
Aug    1979   discovery    act  ivi  ties.  Add  1    documents    requested    by 
Houston  Lighting    &  Pouier   asseiro  1  ed.  Certl  ficate    of   Svc    oncl 
JABLUN,R,A.        Spiegel    t,    McDIarmld,        79/07/12.        ipp. 


ni!0   frv'^.^'o1979    dla"ve'''J    rept.  Obtained    depositions    of 

R  Parks   of  TX   Utils   Bvcs.fi  Raymond    of   County    Electric 

Cooperative,  J  Lytle   of    Farmers  Electric    Cooperative   t. 

JB   Robucl     of    TX    Poiuer    *.   Light 

LES5Y,R.P.,     CHANANIA.F.  D.  ,     DLUME,  M.  D.        Anti  trust    Division.        79/09 


7910100074  Motion    for   extension    until    790934    to   respond    to   Houston 
Lighting   &  Power   790910  motion    to   compel    production    oF 
drafts    of    WE   Sco-tt    testimony.  Burden   of    upcoming    daposition-i 
has    diminished    time   available.  Certificate    of    Svc    end 
CYPHEriT.B.  B.  ,     CLAHK.B.H..     PARMENTER,  F.  H.        Jus  t  ice,  Dept,  of.        79/09/19. 

7910030434  Responds    to   request    for    advice   TB    participation   of   Bra*os 
Electric   Power   Cooperative.  Brazos    has    agreed    to    be    bound    by 
outcome  of  TX    UtiU   generating    Co   OL    antitrust   hearino. 
Hearing   on   Draios  OL  application    nut    necessary 
BHENEFIELD,J.       Justice,  Dep  t.  of  ,    Attorney    Oenural's   Office.       79/09/25. 

7910300421   Ansuier    in   opposition    to   Houston   Lighting    fc  Power    790910 
motion    to    compel    production   of   cartain   WE  Scott    testimony 
drafts,  Disclosure  mill    impair    eipsrt   witness    testimony. 
Urges    oral    argument.  Certi  f  icate   of   Svc    encl 
CVPHERT.S,  B.,     CLARK,  «.  If.  ,     FARMENTER,  F.  H,        Justice,  Dept.  of  .        79/09/26. 

7910160059  Forwards   Attorney    Oeneral    790935   Hr    re   addl    antitrust 
arfv   se    per    Atomic    Energy   Act   of    1984,  Section    lOSt.  Peti  tion 
to    intervene   &  roquest    for    hearing    may    bs    filed   uiithin 
30  days. 

SALTZMAN.J.  Antitrust  It    Indemnity    Group,       79/10/01.       Bpp. 

7910170679  Rept    on    discovery    activities    during   Bapt    1979.  Participate,! 
in    depositions   b    completed    arrangements    to   produce    documents 
reeueoted    bu   NRC    (.  Central    b  Bouthuieat.  Certificate    of   Svc 
enel. 
KNOTTS.J.B.       Te<ns  Utilities   Oenerating    Co.       79/10/05.       3pp. 


r™.,d!T    dDn«ln°   Houston.Ughting--fc'PDUlfr  fc  TX  Util,    Oenerating 

Co   790103  motions    for    summary    disposition    of   proceedings 

£Diiai™1,-B!topp['3't'"l'd   on  us  "Strict  Court   decision  CA 

27,,=2  2        '    OBB    not   afpflct   NRC    lieensinffl    proceedings. 

MILLER,  M,E.       Atomic    Safety    and    Licensing    Board    Panel.       79/10/05 


7-710S60M.4  Protflctive  ord«r   in   favor   of  Houston  Lighting   t.  Pousr 
Impose    restrictions    on   NHC   *c  DOJ   re   U9e  &  access    to   util 
documents   designated    "eonf  idintlal.  " 

MILLER,  M.E.       Atomic   Safety    and    LtcHnslnn   Board    Panel.       79/10/15 
9pp. 
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79102o0444    Forwards    TX    Util    Generation    Co    motion    to    quash    subpoenas    or 
in    alternative    to    quash     testimonial     subpoenas    !<    to    modify 
scope   &   return   date   of    documents    subpoenaed. 
KNDTTS.J.n.        Debevoise    &   Lieberman.        79/1O/17.         Ip. 


791019O2O9    Forwards     IE    Info    Notice    79-21,     "DvBrpreBSUi-i  lat  i  on    of 
Containment    of    PUR    Plant    Aftor    Main    Steam   Line    Break. "    No 
action   required 
8EYFRIT.K.V.  Region    4,     Dallas.     Office    of    tho    DirectOT.        79/10X01. 


— 7910960448    TX    Util    Generating    Co    motion     tn    quash     subpoenas    or     in 
alternative    to    quash     testimonial    subpoenas    *i    to    modify     scope 
d    return    date    of    documents    subpoenaed. 
KNOTTS,  J.  B.        Debevoise    &    Liebsrman.         79/10/17,         7pp, 

Q       Inspectinn    reports,      IE    Bulletins    t<    correspondence 

7910230533   Forwards    ITT    Grinnell    Engineering    Std    ES-13    in    response     to 
IE   Bulletin   79-Q2i     "Pipe    Support    Base    Plata    Doiigna    Using 
Concrete    Eipansion    Anchor    Dolt." 
GARY,  R.  J.        Te>as    Utilities    Generating    -Co.        77/O7/30.        SLpp. 


7910240673   Ack    rBceiflt    of    7909S7    Itr     informing    NRC    of    steps    toknn   to 
correct    violations    noted     In     IE    Insp    Flepts    SO-445/79-19   A 
30— 146-/79-19, 

SEIDLEiW.C.  Region    fl.     Dallas,     Reactor    Construction    I    Engineering 

Support    Dranch.        79/iO/lO.         lp. 

— 7910340i76    Responds     to    NFIC    79O9O7     Itr    re    violations    noted     in     IE   Insp 
Repts    90-4-15/79-19  &    go—Hi/79-19.  Corrective    ac  t  i  on*;  cab  IBB 
ro inap acted    for    proper    color    cod  Ins- Weel s    returned    to 
manufacturer     for    proper    coding. 
QARY,  R.  J.       Teias    Utilities    Generating    Co.       79/09/27.       3pp. 


7910020330   Formal-da    IE    Bulletin    79-13,  Re  vi  s  i  on    I.      "Cracking,     in 
Feeduater    Sys    Piping.   "    Mo    action    required. 

SEYFRITiK.v.  Region    4,     Dallas.     Office     of    tho    Director.        79/OB/30. 

lp. 

7910090375    Forwards    IE    Info    Notice    79-2O, He visi on     1,      "NRC    Enforcement 
Polity    -    NRC   Licensed     Individuals. "    Notice    reissued    to. 
correct    uiord    omission    &    punctuation    OITDT    iwhlch    chansoil 
intent    of    statement.  Changed    statement    underlined     in     teil. 
BEYFFUT.K.V.  Region    4,     Dallas.     Office     of    the    Diruetnir.        79/O9/07. 


7"?1033017S    Act    receipt    of    790705   &    O917    Itrs     informing    NfiC    of     stops 
taken,    to    correct    violations    noted     In    IE     Insp    Hflptn 
50-445/79-11    i    5Q-44A/79-1 1. 

SEIDLE.  W.  C,  Region    4,     Dallas.     Heattor   Construction    It  Engineering 

Bupoo-rt    Branch.        79/1O/1O.         lp. 

— 7910230177    Responds     to    NUC    790314     Itr    re    violations    nottd     in     IE    Ttlap 
Repts    30-4")5/79~l  t    &    50-446/79-1 1,  Correct ive    actiDns:no    arfrfl 
actions    planned    aa    concrete   met    design  reQuirenentt    in 
evaluation    af    containment    dome. 
OAflY.K.J.        Texa*    Utilities    Generating    Co.        79/09/17,         lp. 


79101QOS37    Foruiarda    IE    Inap    Repta    5O-145/79-19    4:    50-446/79-19    on 
790B09-10   k    13-16   (.    nottce    of     violation. 

SEIDUEiW.C,  Region    4.-     Dallas.    Raactar    Construction  &    EnginoeTing 

Support   Branch.       7i?/O9/Q7.       2pp. 


7910310127    Forwards    Revision   H    to     IE    Bulletin    79-13,     "Cracking     in 
Feediuatcr    By  s    Piping,"    No   action    required. 
SEYFRIT.K.V.  Region    4,     Dallas,     Office    of    the    Director.        79/10/17. 


— 79101B0540    Notice    of    violation    from    inap     on    7TOBO9-1O   It     13-16. 

*  Region   4,    Dallas,     Office    of    the    Director.        79/O9/07.        lu. 

— 7910100544    IE    Insp    Repta    50-143/79-19    &    50- 44c./79-19    on    790B09-1O   5. 
13-16,  Noncompliance    noted: fa i lure    to    follow    nonconf orraance 
procndures    For    electrical    cable. 

GILBERT,  L,  D.  ,     MrtRTIN,  L.  F,  ,     CRDSSHANF  W.  A.  Re(|ion    4,     Dallaa, 

Office    of    the    Director.        79/09^05,         7pp. 

7910030324  Forwards    IE   Circular    79-19,     "Loose    Locking    Devices    on 
Ingorsn 1 1-Rand   Pump    Impellers. "    No   action    required. 

SEYFRIT.K.V.  Region    4,      Dallas,     Offico     of    the    Director.        79/O9/13. 

IP. 

7910110397   Forwards    IE    Info    Notice    79-S2,      "Qual i Fie  at  ion    of    Control 
Bys.  "    No    action    required. 

SEYFRIT.K.v.  Region    4,     Dallas.    Office    of    the    Director.       79/O9/17. 

lp. 

7910090435   Forwards    notice    of    violation     from    limp    on    79O906-07    tt    10.  IE 
Insp    Repts    50-443/79-18    t    SO-446/79-1B    will     be     sent     later. 
BEIDLE,  W.  C.  Region    4,     Dallas,     Office    of    the    Director.       79/09/24, 

3pp, 

—7910090113  Notice    of    violation    From    insp    on    790906-07    &    10. 

*  Region    4.     Dallas.     Office    of    the    Director.        79/09/34.        3pp. 

7910110161    FovuarJs    IE   Circular    79-30.     "Failure    of    OTE    SySvania    Relag. 
Type   PM  Bulletin    7305-  Cata  Ion.    5U12-11-AC    u/130   Volt   ac 
Coil."   No   action   required. 

BEVFFUT.K.  V.  HoHion    fl,     Dallas,     Office     of     the    Diractor.        79/O9/24. 

lp. 

7910110185  Forwards    IE    Info    Notice    79-23.     "Emergency    Dleael    Generator 
Lube   Oil    Coolers."  No    action    required. 

BEYFUIT.K.V.  Ruglon    4,     Dallas,    Office    of    the    Director.       79/09/26. 

lp. 

79JQ2S0344  Ac*   receipt    of    IE    Inap    Hepta    50-445/79-19   &    50-446/79-19 
on   790907. No   proprietary    info, 
OARY.R.J.       Teias   Utilities   Gonoratlng    Co.       79/O9/26.        lp. 

79101800S1    Formarils    IE   Bulletin    79-24,     "Frozen   Lines."    No    action 
required, 

SEYFHIT,n.  V.  Region   4.     Dallas,    Office    of    the    Director.       79/09/27. 

'P. 

7910170532  Forwards    IE    Info   Notice    79-25,     "Reactor    Trips   afc  Tu-rSey 
Point   Units  3  t<  4.  "    No   action    required. 

8EYFRIT.K.  V.  Rcoio-n   4,     Dallas.,    Office    of    tlh  s    Director.       79/10/01. 

IP. 


S,     Reportable    occui 


LERs   !.    related    correapondeEice 


7910100290  Adviias  oP    completion    oF    analysis    rs    possible    cooling 

problom   m/diesel  g enerators.  Mat  tor    la    not    reportahle    undor 
10CFFI3O.  35<e). 

OARY,R.J.        Teos  Utilities    Generating    Co.        79/10/O3.        lo, 


DOCKET    30-440    DOUGLAS   POINT   NLJCLEAK    STATION,     UNIT    1 

A.     Application/construction    stage    documents    &  correspondence 

7910190330-  Confirms    dates    of    790813-16    For    site   viait   bu    Nf!C    environ 
review   -staff. 
SELLS,  D.  E.        Operating,    rteattors    Brancn    3    <Pra    791030).        79/09/09.        lp. 


DOCKET    50-449    DOUGLAS   P01WT   NUCLEAI!    STATION,     UNIT    a 

A.     Application/construction    stage    documents    E.   correspondence 

7910150390   Confirms     datBE     of    79OS19-16    for    site    visit    bi;    NRC    environ 
review   staff. 
SELLS,  D,  E,       Operating    Reactors    Branch    2    IPra    791030).       79/08/09.       Ip. 

DOCKET    50-454    DYRON    STATION,     UNJ7     1 

A.     Application/construction    stage    document*    Si   coTrEBo ondenc e 

7710030167   Requests    addl    info    in    order    to   complete   review   of 
application    for   CLs. Eubmi ts    third    sat    af    first    round 
questions   re    mechanical    engineering    !•   QA. 
nUDENSTEIN.i.,  B.  Light    Hater    Reactors    Branch    4.       79/Q9/O5,      3pp. 

— 791003O173   Thiri!    act    of    first   raund    questions    re   revleui    performs-d    by 
Mechanical    Engineering    ti  OA  Iranchea 

*  Light   Hatsr    Reactors    Dranth    4.       77/09/O3.        17pp. 

7910070871    Informs    of    NFtC    acceptance    of   Revisions   B  tt  9   to    Comm   Ed 
OA   Topical    Rept    CE-1~A,     "Cortim   Ed   Co    Qfl  Program    for    Nuclear 
Generating    Stations, " 
HAABSjU,  Quality    Assurance    Branch.       79/09/L1.        lp. 

7910030-415  Forward  a    proposed    secondarij    water   thn-itiiatrg    programs. 
Programs    include    refill  rumen*  *    oF   NRC   model    liceng« 
tond  1 1  ion, 
PEOPLES,  D,  L.        Commonwoal  th    Edison    Co.        79/09/28.         lp. 

—  7710030420'  Proposed    secondary    uiatnr   cheTiiatrg    monitoring    programs. 

*  Conmonuiaalth    Edison    Co.        79/O7/2B.        22pp. 
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MOON.C.W.  Light    Water    .Reactors    Branch    4,        77/10/19.        3pp. 

0.     Adjutflcotorij    correspondence 


---.  cs^:  -?-  -  "-« 
c?  '«»"•*-  >.  •»«*«. 

11    C°         Mt»»'HV.r.M.         ,,h«,     Lincoln    „ 


, petitioners   %    NRC. 


content  ions.  Amuar   uaa    due    an   79OB14 
.U,-    790D13   «..ting    of 


Commanuioal  th   Edison    Co. 


tni   r^   "PP-Jlt'on    6°    contentions    of   tfeKalb    Area    AI  Hance 
ttu!        !<??      9y    **  a*"n*«'PPl    Alliance    for    Environ.  In 
tive,  petitioners    should    submit    specific    claime    re 
ratten    in   Ccmtontlona    1,2  t,   3  W/Cart  1  f  Icate    of    fi!r 


cn 
MILL«R,M.E.       Mc^ic    aafoty    and    Licensing    Doard    P.n*i.       79/OB/15.       ip. 

•9100206D2  An.uer    In    support    oF   arnende.1    petitipn    of   OeKolb   Aroa 
^i   ™'.i">P   Roy?"!ible   =«•••»«    h  SlnnUsipi    Alliance    for 
Environ.  Urges    admittance    nf    petitionflrs   at    790821    special 
5":'Sfl    "n'0"n"-c""*l"t»    •"=   Svc.  encl.  »P«»i 

HARMAM.M.  Drartch    H.       7<?/OB/20.       4jip. 

710050S3S  rtr.51;JBr    |»   contention,    of    Leagua    of    Woraen   Voters   of    RDckford. 

U  Uraes   r»vl.ian    ol-    contentions    !,   consolidaticin,  i  F    f^und 
litigable.w/contentlons    of   Dekalb    Area    AUlance    Fop 

"•;  ™Mr"Am't     • 


790824*"  anB1"Br  fco  LBa9"=  tantervtlon*  .ua?  »arved  o 
BIELAW9K1.A.  P.  Commonweal  fch  Edison  Co.  7^/00^24,  2pp. 

'10300350  NfltUB  of  appearance  on  behalf  of  t>eKalb  Area  A 
R»p.Mlbl.  Energy  t,  Sinnls,i|>Pi  Alliauca  for  Crvlron  A 
Certificate  of  Svc  sncl. 


for 
for 


ation  Unknown.    79/07^24.   3pp. 
General  correspondence 


(5AFE). 


.. 
F1EEO.C.       Commonuealth    Edi-son   CD.       7'7/09/BI.        Ip, 

10030309   Natifie.    of    internal    reoroanl  tation   of    nuclear 
«1   lorrB.pondencs   ro    licensing    shQUld   be   dLr«t./ip 

Ji.     PVOplflB. 

lEEO.C.       Comfnonueaitli    Edlmn    Co.       79/07/31.       2p|i. 
Antitrust    lorrespotidDncB 


llc.nilng 


Forwards    FK   notice    r»    tjn>    for    tu&nvUsIon   of    vleuii    on 
intitrif<t  matten    for   Ots    under   antltruifc   r«vJeui 
(ALTZMAN,  J.  Antitrust    (,   Indemnito    Group.       79/10/01.       Ip, 


—7910320534   Time    for    submission    of    vieuis    on  antitrust   matters    for   DLs 
under   antitrust   review. 
8ALTZMAN,  J.  Antitrust    fr    Indemnity    Group.        79/10/01.        3pp. 

7910240016    Submits    questions    re    DL    antitrust    revieu.  Forwards    FR    noticB 
inviting    comments    from    intorestorf    parties  notice 

N,  A.  Pnuar    Supply    !<   AnalylE    Branch.        79/10/lfl.        Ip. 


BHLTZMAN,J.  Antitruat    &    Indemnity    Ornup.        79/10/1B.        3pp. 

Q.  ^Inspection^reportB,     IE  Bulletins    (,   corraspondencB 

79100901S3  Forwards    IE  Bulletin  79-21,     "Temp    Effects    on   Level 
Measurements.  "   Action   required.  uovm 

KEPPLER.J.  G.  Region    3,     Chicago.     DPfico    of     the    Director.        79/08/13, 

7910030392   Forwrdi    IE    InfD    Notice    79-20,     «NRC    Enforcement   Policy    - 
NRC  Licensed    Individuals,  '•   No    action    required 
KEPPLEK.J.G.  Region    3,     Chicago,     Office    nf     the    Director.        79/OS/U. 

79100S0453  Farwards    IE  Circular    79-17,     "Cantact    Prablem   in  9B-12 
Switches   an   QE  MetaUlad   Circuit   Dreakers.  "   No    action 
required, 

KEPPLER,J.  0.  Region    3,     Chicaoo,     OFfice    of    th«    Director.        79/OB/14. 


—7910020039    Notice    of    violation    from    insp    on    790723-26 

*          Region   3,     Chicago,    Office    of    the   Director.       79/08/18.       Hpp. 

—7910020050    IE    Insp    Ropts    30-154/79-12    t,    30-195/79-12    on    790723-26. 


01'      '    cfti""<" 


»'    th*   Director. 


..  on   790323 

FIQRELLI.fl.  Renlon   3,     Chicago,    DfHce    of    the    Director.       79/08/31. 

7910110727    IE    Insp   ReptE    50-fl5^/79-l3  &   50-435^79-13   an    790823  J,   24  No 
noncompliance   noted,  Hfl  jor    ar»as    Inspected  :  ,  I  1    pme.3ur.ifc 
containment   post-tans  toning    tendon    inetal  Ut  ion.  button 
heading   t,    BtresHing    It    gpoasing 


DVlSr   Drl!"nal    790705  '"pon.e    to    IE   Bulletin   79-02  re 

^,"""*1  "p'n'un  flnchopn  •""•  -""«- 

REED.C.       Commoniuealth    Edison   Co.       79/09/01.       Spp. 


n   ,9?%  r"    8A"312    Typ°    3°4    stal"l"»    it«l    plpo. 
D.  L.       Commonwealth   Edlsan   Co.       79/09/05.       2pp. 


eT"rdB    rBafl0nBB    to    IE  Dun-tin   79-15.     "Deep    Draft   PUmp 
REED.C.       Commonujpalth    Edison    Co.       79/09/03,       30pp. 


p°?lcy7-NRCUILlc^^HI;fMN?HtiCT   "-ao'R"vi,iDn    1,     "NRC   Enforcement 
roiicy        NRC    Licensed    InJividuals.  "    Notice   reissued    to 

intent  ^i    rUBJ0"   *   P"«t»«tion    orr*,r  Uhich    changed 
r         J  fl  «ntl,Ch^!JBd    »tatBlnBnt   underline,!    in   U.t. 

Real°"   3l     Chi"SD-    Office   of    tho   Director.       79/07/07. 


Ip 


l"BQl    Df"cl    of    ^°   Director.       79/09/13. 


Ul1    °f    atBnd"B  ** 


rcn« 
it   JltlMti"      Pr°Bram   "    rBlat"   to   procedure   development 


In   OUn  Ellyn, 


DOCKETED  ITEMS 


281 


7910040078  Ack    receipt    of   790913    1  tr    Informing    NRC    of    steps    taken    to 
correct   violations    noted    in    IE    Insn    Rents    50-454/79-12   & 
30-435/79-12. 

FIORELLI,Q.  Region   3,    Chicago,    Reactor    Construction   !<   Engineoring 

Support   Branch.       79/Q9/2O.       Ip, 

~  791004QOBO  Responds    to   NRC   790B1B    Itr   re  violations    noted    in    IE    Inap 
ReptB    SQ-454/79-12   I,    5O-453/79-12,  Correc  tt  ve    actions: 
procedure    suppls   redistributed.  s  ite    implementation 
procedure   revised   &   noncon  t  ormance    rept    issued. 
PEOPLES,  D,  L.        Commonwealth    Ediaan    Co.        79/09/13.        4pp. 

7910240198  Responds    to    IE  Bulletin    79-03,     "Long  itud  ins  1    Held    Defects    in 
ABME  SA-31B  Type    304   Stainless   Steel    Pipe   BtooU   Mfg    bij 
Youngstouin   Uelding   b  Engineering    Co.  "    Spools   not    presuntly 
installed. 
PEOPLES,  D,  L.       Commonwealth   Edison   Co.       79/09/20        Sop. 

7910110111    Forwards     IE   Circular    79-20.      "Failura    of    GTE    Bylvania    Relay, 
Type   PM  Bulletin   7305,  Catalog    5U12-11-AC  iu/12O  Volt    ac 
Coil."   No   action    required. 
KEPPLEfi.  J.  Q.  Region  3,     Chicago.    Office    of    the    Director.        79/09/24 


791004019S  Forwards    IE    Info    Notice    79-23,     "Emergency   Diesel    Generator 
Lube   Oil    Coolers.  "   No   action    required. 

KEPPLER.J.Q.  Region   3,     Chicago,    Office    of    tho    Director.       79/09/36. 

Ip. 

7910040037  Forwards    IE   Info    Notice  79-24,     "Froian  Lines."    No    action 
requirod. 

KEPPLER.J.Q.  Region   3i     Chicago,    Office   of    the    Director.       79/09/27 

Ip. 

7910170241    Forwards    IE    Info   Notice   79-23.     "Reactor    Trips   at  Turkey 
Point   Units   3  &  4.  "   No   action  required. 

KEPPLER.J.O.  Region   3,     Chicago.    Office   of    the   Director.       79/10/01. 

Ip, 

79101B0598  Forwards    IE    Info    Notice   79-34,     "uverpressuriiation    of 
Containment   of   PWR  Plant   After   Main  Steam  Line    Break.  "  No 
action   required. 

KEPPLER.J.Q.  Region   3,    Chicago,    Office   of    the  Director.       79/10/01 

IP- 


7710030073   Motion    for    eitension   of    time    to   respond    ta   League   of    Women 
Votors    of   Rocfcford,  IL    790730   content  J  ons.  Negotiat  i  on    of 
differences    among    parties   will    be    facilitated    by    allowing 
oitention.  Certificate    of   Svc    end 

MUfiPHY,  P.  M.       Commonwealth   Edison    Co.       MURPHf,  P.  M,       I  eh  am,    Lincoln    & 
Deale.       79/OS/lQ,       5pp. 

7910050627   Motion    to    file    initanter    ansiu-e-r    to   League    of   Woman  Voter*    of 
Roifcford,  IL    Jol    197?   content  inns.  Answer    was    due   on    790314 
but    uas    delayed    because    of    cancelled    770Q13    meetinfl    Of 
Comm  Ed,  peti  t  iunera    &  NRC. 

MILLER.  M.  r.  ,    MURPHY,P.M.  ,     D  lELAUfiKl,  A.  P,       Coromonwea  I  th    EifisonCo. 
79/09/10.        3pp. 

7910090513   Anstuoi-    in    opposition    to    contention*    of   DeKalb   Area  Alliance 
for    Responsible   Energy    fe  Sinnissippi    Alliance    for    Environ.  In 
al  ternat  Ive,  pebi  tionur*    should    submit    specific    claims   re 
Issue*   raised    in   Contention*    1.3  t,    3.  W/Cart  i  f  i  cate    of   five. 
MILLER,  M.  I.,     MURFHV,  P.  M.  ,     BIELAWSH1,  A.  P.        Commonuiea  1  th    Ed  lion   Co. 
79/OB/14.        13pp. 

791O110422  Oder    denying    Comm  Ed    790B1O  motion    for    eatenaiOTi    of    time    to 
respond    tc-    IntHrvenc-r   League    of   Woman   Voters   of   Ruckford 
79O730   contentions. 
HILLElt.H.  E.       Atomic  .Safety    and    Licensing    Board    Panel.       79/OB/1S.       Ip. 

791O0206B2  Answer    In    support    of    amended    petition    of    DflKalb    Area 
Alliance    for   Responsible    Energy   &  Sinnissipi    Alliance-    for 
Environ.  Urgea    admittance    nf    petitioners   at   790031    special 
hearing    conference.  Cnrtlficate    of   five    end, 
Brunch    S.       79/QB/3Q.       1pp. 


7910050555  Artsuier    to    contentions    of   League    of   Women  Vot»ri    of    Roekfordr 
IL,  Urges    re-viilon    of    contentions,  t    conscl  idatlan-,  if    found 
Utlflable.  ui/contentians    of   Dekalb    Area  Alliance    for 

Responsible   Energy    *   Stnnissipt    Alliance    for   Environ. 

MILLER,  M.  I.  ,     MURPHY,  P.  M.  ,     BIELAWSKI  ,  A.  P.       CommonuiBal  th    Edi  i&n  Co. 

79/OH/SO.        19pp. 

771O1301Q9  Motion    to    file    instanter    response    to    InUrvenor   League    of 
Women  VoEavs    of    Rock  Fnril,  1L    contanlic-ns    re   application    for 
QL.  Inadequate    tima    to    respond    in   uiriting    to    ame-ndad 
content!  on*. 

MILLER.M.  I.  ,     MUflPHY.P.  M.       Cammonueal  th   Edison   Co.       MILLEfl.M.  I. 
llham,    Lincoln   6   Reals.       79/09/20.       app. 


7910310379  Forwards    Revision  2    to    IE  Buliatin    79-13.     "Cracking    in 
Faedwater   Bys   Pipino. "    No   action   required. 

KEPPLER.J.O.  Region   3,    Chicago,     Office   of    the   Director.       79/1O/19 

Ip. 


7910030779  Certificate    of   Svc    attesting    that    util    answer    to   contentions 
of    Leagua    of    Women   Voters    of   RockPord.IL  tt   uti:    motion    to 
file    initanter   answet-    to   League    contentions    uas    lervtri    an 


BIELAH8KI,  A.  P.       Commonwealth    Edison   Co.       79/00/24.       3pp. 


DOCKET    50-435   EYRON    STATION,     UNIT   a 

A.    Application/construction    stage   documents  tt   correspondence 

7910020147  Request*    addl    info    in   onter    to    complete   review   of 
application    for   OLs.  Submit*    third    set    of    first    round 
questions   re  mechanical    engineering    &   OA. 
RUBENBTEIN,  L.  B.  Light    Water  Boactors    Branch    4.       79/09/03 


2pp 


7910300286   Notice    of    appearance    on    behalf   of   DeKalb    Area    Alliance    for 
Responsible   Ervotroy    &   Binnissippi    Alliance    for  Environ. 
Certificate    of    Svc    and 

HUOHEV.J.O.        DeKalb    Ar*a    Alliance    for    Responsible    Energv 
HUOHEV.J.a.        Sinnissippi    AlllancB    for    the   Environment    (SAFE). 
HUOHEV.  J.  0.       Affiliation    Unknown.       79/O7/24.       3pp. 

H.     General    correspondence 


—  7910020173  Third    set   of    first    round    questions   ru   review  performed    by 
Mechanical    Engineering    &  OA   Branches. 
»  Light   Hater   Reactors    Branch    4.       79/09/O5.       17pp. 


791001O3&4   DlscusBBB    reorganiiation    of   design. oparatione   &    Hcensinn 
activities. 
REED,C.       CommonuJHBl  th    Edison    Co.       79/Of/ai.       Ip. 


7910090571    Informs   of  NRC   acceptance    of    Revisions   8  t.  9    to   Comm   Ed 
OA   Topical    Rept   CE-l-A,     "Comm   Ed    Co  OA  Program    for  Nuclear 
Oenerating    Stations.  " 
HAASS,  W.  Quality   Assurance  Branch.       79/O9/11.       Ip. 


7910030509  Notifies   of    internal    reorgani za t Ion    of   nuclear    activities, 
All    correspondence    re    licensing    should    be    directed    to 
OL   Peoples. 

Commonwealth   Edison   Co.       79/09/ai.       Spa. 


7910030419  Forwards    proposed    secondary   water   chemistry   programs. 
Programs    include   requirements    of   NRC  model    lie  ens* 
condition. 
PEOPLES,  D.L.       Commonwealth    Edison    Co.       79/09/2B.       In; 

—7910030420  Proposed    secondary    water   chemistry    monitoring    pronTam 
*      Commonwealth   Edison   Co.       79/09/2S.       22pp. 

79102S0459  Notification    of  791024  meeting   u/util    in   Bethesda.  MD    to 
discuss   methodology    for.  seismic   &    soil    structure    interaction 
analyses. 
MOONrC.W.  Linht  Water   Reactors    Branch    4.       79/10/1B,       3pp. 

0.    Adjudicatory    correspondence 


M.     Ant  i  trust    correspondence 

7910830613  Forwards   Ffl    notice   re    time    for    submisslan    of   vleuit   on 
antitrust   matters    for   QLs    under    antitrust    review. 
BALTIZMAN.  J.  Antitrust    t>    Indemnity   Group.       79/1Q/OI.        Ip. 

—7910220524    Time    far    submission    of   views    on   antitrust   matters    for  OL« 
under  antitrust  review. 
BALTZMANiJ.  Antitrust   &    Indemnity   Group.       79/10/01.       3pp, 

791O2AO046   Bubmiti   .question*   re    OL  antitrust   review.  Forward*.    FR   notice 
inviting    comments    from    interested!    parties. 
TOALBTON,A.  Power    Supply    &   Analgis   Branch.       79/1O/1B.       Ip. 


79100401H7  ContMntlons    sought    to   be    lit  Igatod.  Reasserts   790113   petition 
to    Intervene,  per  ASLB   781239  (.  790323   memoranda   S.    orders 
admitting    intervenor  at   party.  Cert  if  icate  of  Bvc   enel. 
JOHNSON,  fl.  ,    PARKS,  D.       League   of  Uoman   Voters   of   Rockford,  IL. 
79/07/28.       22pp. 


— -79102400SA    Notice    of    6O-d»ij    period    far   r«q.uBit«    for   T-B-evalu«tion   at 
antitrust   matters, 
HALTZrWIj  J.  Antitrust    &    Indemnity   Group.       7?/10/lB.       3pp. 


DOCKETED  ITEMS 


corr05p0ndBncc 


10090153   Forwards     IE    Bulletin    79-31,     "Temp    Effects    on   Lave) 
lea»urcmants.  "    Action   required. 

<EPPLER,J.O.  Region    3,     Chicago.     Office    of    tha    Director.        79/OB/13 

'P. 

L0030392  Fanurtfi    IE    Info    Notice    79-30,     "NHC   Enforcement   Policy   - 
4RC    Licensed    Individuals."    No    action   required 

(EPPLER.J.  0.  Region   3,     Chicago,     Office    af    the    Director.       79/00/14 

If. 


791024019B   Responds    to    IE   Bulletin   79-O3,     "LonB itud tnal    Weld    Defects     in 
AEME   BA-313   Type   304   Staminas    Steel    Pipe    Stools    Mfg    by 
Youngstoum  Weldinf)    &  Engineering    Ca, "    Spools   not    presently 
installed. 
PEOPLES,  D.  L.       CommonuEflltn   Edison    Co,       79/09/20.       2pp. 

7910110111   Forward*    IE  Circular    79-20,     "Failure    of   OTE  Bylvania   Relay, 
Type    PM   Bulletin    730S,  Catalog    5U12-11-AC    UJ/12O   Volt    ac 
Coil."    No    action  required. 
KEPPLGR.J.  0.  Region    3.     Chicago.     Office    of    the    Director         79/O9/24 


•°OS<M5S   Fp-rujaTda    IE    CircuUr    79-17.     "Contact   Problem    in    SB-IE 
luitchari    PTI  OE  M-etalclad    Circuit   Breakers.  "    No   action 
••quired. 

LEPPLEfi,  J.6.  Region    3,    ChicaSo,     Office    of    th«    Director.       79/08/14 

In, 


™™  i™"111    IE    I"sp    flepts    90-43-1/79-12  fc    50-455/79-13   on 

90723-3a  fc   notice    of    violation, 

•IDRELLI.O.  Raglan    3,     Cnicago,     Reactor   Construction  &   Engineering 

luppovb    Branch.       79/08/1B.       Bpp.  S 


910020039   Notice    of  violation    from    insp    on    790733-2i 
*  Region   3,     Chicago,     Office    of    th*    Director.        79/00/iB. 


3pp. 


7910M019B  Foriuarris  IE  Info  Notice  79-33.  "Emergency  Diesel  Generator 
Lube  Oil  Coolers."  No  action  required. 

KEPPLER.  J.  0.     Region  3,  Chicago.  Office  of  the  Director    79/09/2i 
1(1- 

7910040037  Forwards  IE  Info  Notice  79-21,  "Fro, en  Lines."  No  action 
required. 
KEPPLER,  J,  S.     Region  3,  Chicago,  Office  of  the  Director.   79/09/37. 

7910170241  Forwards  IE  Info  Notice  79-35.  "Reactor  Trips  at  Turkey 
Point  Units  3  !,  4.  "  No  action  required, 
KEPPLER,  J.  0.     Region  3,  Chicago,  Office  of  the  Director.   79/10/O1. 


910020030    IE    Insp    Hep**    SO-454/79-1S   J,    SO-4'5S/79-12    on   770723-26 
NoneompllnncB   noted:  failure    to    follotu    procedure   It   failure    to 
control    documents. 

LEE.E.  H.  Hogion   3,    Chicago,    Office    of    the   Director 

DANIELSON,  D.H.  Region   3,     Chicago,    fieactor   Construction    t, 

Ennln>Bi-ins    Support   Branch,       79/oa/lB.       Bpp. 


7910IB059B   Forwards    IE    Info   Notice    79-24,     "Qverpreaauri ifltion    of 
Cnntainment    of   PUR  Plant   After   Main   Steam  Line    DreaN. "    No 
action   required. 

KEPPLER,  J.  O.  Region    3.    Chicago,     Office   of    tho   Director.       79/10/01 

'P. 


ForwflrllB    1E    InsP    S 
£4.  No    noncompl  iance    noted. 

IflHELLIrO.  Region   3,     Chlcano,    Office    of    thu    Director. 

PP- 


90-454/79-13   t<    50-495/79-13    on    790923 
79/08/31 


7910310379  Forwards  Hevisipn    2   to    IE   Bulletin   79-13,     "Cracking    In 
Faedwoter   Bgs    Piping.  "    No   action   required. 

KEPPLER,  J.  0,  Region    3,     Chicago,     Office    of    the    Director.        79/1O/I9 

lp. 


?10110727    IE    Insp   Rapts    50-454/79-13  5.   50-495/79-13    on   790823  (,  24   No 
noncntnpliance    noted.  Major    areo»    inspec terfi  all    protedures    & 
c on bain men t    post-tcnaioning    tendon    instal lalion, but  ton 
heading    k   stresainu    t,   greasing. 

BUERMftNW,  J.  F.  ,    HAVES,  D.  H.  Regions,     Chicago,     Office   of    the 

Dll-Bctor.       79/03/31,       9pp, 

101O204   Revises    original    7907O3    reoponac    to    IE    Dullctln   79-03   re 

istallation   of    concrete    expanaion   anchors    per  appravoit 

Wac   proeaduros. 

iED.C.       Comirionwealth    Ellison   Co.       79/09/01.       Hpp. 

1020309  Kflaponds    to    IE    Bulletin   77-03,  Blnce    faoricator  research   ui 1 1 
it    be   coraploto   until    lato   Sept.  rttsponeo   mill    be    detailed 
itil    Del    1979   ro    BA-3I?  Type   30-1    stainless    steel    plpo. 
iQPLeaiD.L.       Commc-niuBfll  th    Edison   Co.       79/09/05.       2pp. 

1030133  Forwards    nfaponse    to    IE  Bulletin.   79-15,     "Deeo    Draft    Puma 
ficlencles.  "  * 

!ED,  C.       Cofflmonuufl  1  th   Edison   Co.       77/09/05.       20pp. 

03017i  Fnruariffl    IE    Info    Notice   79~ao,HBvision    1.     "NHC  EnfarcomBnt 

llcg   -  HRC  ^icennad    Individuals.  "    Notice    roissued    fcn 

rrect   luord    omlaoion  t   punctuation    error    which    changed 

fcnnt    of   sfco tamant.  Chanjed    statement    underlined    in    toit. 

PPLER.J.O.  Region    3,     Chitagn,    Office    of    tne    Director.       79-/09/O7 

P. 


DOCKET   50-436   DRAIDWOOO   STATION.     UNIT    1 
A.    Aplication/construction    stage    document 


correspondence 


7910030167  Ronuosts  addl    info    in    order    to    complete   revie.ii   of 
application    for   QLs.  Buooii  ts    third    not    of   first   round 
questions    re   mechanical    engin&erinB   &   QA. 
RUHENBTE1N,  L.  B.  Light   Uatar    Reactors    Branch    4.        79/09/05.        2pp, 

—7910020173   Third    set    of    first    round    quostions   re   reviouj   performed    by 
Mechanical    Enginocrinn    <<   OA   Branches, 
*  Light    Hater   Reactors   Branch    4,       79/09/05.       17pp. 

7910090571    Informs    of    NRC    SCceptance    of    Revisions    B    t,   9    to    Comm   Ed 
QA   Topical    Rcpt    CE-l-A,     "Corrim  Ed    Co    (IA   Program    for   Nuclear 
Qeneratlnn    Btationa.  1J 
HArtSB.W.  Quality    Assuraneo    Hrancn.       79/09/11.       lp. 

7910030415   Forwards    proposed     secondary    water    chomlafcru    proorams 
Pragrams    include   requirements   of   NRC   model    license 
condition. 
PEOPLES,  D.  L.       Commonweal  th   Edison  Co.       79/09/39.       lp. 

—7910030420  Proposed    secondary   mater    chemistry   monitoring    prunrama. 
«      Commonwealth   Ellison    Co.       79/09/2B.       32pp. 


D3022B   Forwards    IE    Circular   79-19,     "Loo™   Locking   Dovicei   on 

fl*r»oll-Hand    Impellers."    No   action    requiTad. 

PPLEn.J.O.  Region   3,     Chicago,    Office    of    the    Director.       79/O9/13 

P- 


79103&04S9   Notification    af    791094   meeting    y/util    in   Dethesda.MD   to 
discuss  methodology    for    BBiumic   E.   soil    atrueture    Interaction 
ana  lifscs, 

MODM,  C.H.  Light  IJator   Reactors   Branch    4.       79/10/10.       2pp. 


110173  Forwards    list    af    ettandeaE    at   7909O7   mooting    in  Qlen    Elly 
rr   NRC    inap    program   as    relates    to    procedura    development 
facilities, 

ICHMAN.R.F.  Hogion   3-     Chicaao,     Reactor    Operations    Nuclear 

iport   Branch.       79/09/14,       app. 

J4007B  Ack    receipt    af    790913   Jur    in*oi-mlno    NRC    of   steps    taken    to 
•rect   violations    noted    in    IE   Insp    Repts    30-45-1/77-la  4 


JRELLIiO.  fiojlon   3,    Chicago*    Reactor   Construction   tt  Enaineerina 

iport  Branch,      79/09/BO.       lp.  * 

.0040080  Ritpondt    to  NRC   790B1S    Itr   re    violations   noted    In    IE    Insp 
l«pt»    BQ-4S*/79-13  &  50-4SS/79-JE.  Corroctive    actions: 
Toeedur*   iuppU    redis  tMbutedr  Bite    imp  lementat  Ion 
roctdur*    rtvl»e<l    ti   noti  conformant  a-   rapt    is-sued. 
'EOPLES.D-L.       Ccifnmonueal  th   Edison  Co.       79/09/13.       4pp. 


7910240275  Notifies    that   recent    Interim  rate    increase   &  addl    increase 
expected    by    Mar    19BO  will    unable   ranumntion    op   const 
around  Q006O1. 
PEOPLEB.D.L.       Commonwealth    Edison  Co.       79/1O/19.       2pp. 

0.     Ad judieatory    correspondence 

7909330711    Amanded    petition    to    Intervene    submitted    as    follouup    to 
790113  original    petition.  Applicant    IE   not    qualified    to 
operate    facility    due    to    lack    of    adequate    technical 
qualifications   E,    insufficient    commitment    to    safe    operation 
ROREM.B.L.       Affiliation  Unknown.       79/OS/07.       4pp. 

7910110036  Supplemental    t,  amended    conbEntions    to   petition    to    intervene, 
urgao    denial    of    OL   duo    to    Natardoua    fc   dangerous    condition 
created   li«    transmission    lines   &   by    inadequate    •mepgancu 
plans. Certificate    of   Svc    encl. 

r"t  Nelnor  Farmi"Inc-  BOCK'C'A' 


DOCKETED  ITEMS 


28* 


7910100677  Answer  to  BL  Rorem  790B07  amended  petition  submitting 
contentions  negotiated  among  peti t ioner. app 1 ic ant  &  NDC, 
Contentions  should  be  admitted  as  issues  In  controversy 


Certificate    of    5vc    end 


MUfipHY'P-"-       I»h«n>.     Lincoln 


7910010013   Urges    NRC     to    deny    util     license    to    build    two-unit 
power    plant    in    Bra  i  dmood,  IL 
TOPOLIBHI.G.        Affiliation    Unknown         79/08/19.        6pp. 

7910040115   AnsuiBr     ta    petitioner    B    Neiner    Farms,  Inc    790BQ7    amenrfed    f, 
supplemental    contort  i  pn  s.  Conten  ti  ons    3,5-7,10   &    11     should 
bo    Emitted.  Contentions    i,3,4,B  &    9   should    be    dismissed 
supporting    documentation    6    Certificate    of    Svc    encl 
79/09%"'  '  'Up  p)RPHY'PM'     BIEUrtWS*l'A-P.        Comnonuealth    Edison    CD. 

7910320387   Submits    add)     info,  in    answer    to    A5LG    790933    request    at 
special    prehearlng     conference    held     in    Jol  let,  IL.  concerning 
T-Bsponso    to   n   Neiner   Farms.  Inc.  et    al    Contention   4.  Special 
interest    factors    have    not    oeen    shoiun 
KARMAN,  M.  Branch    2,        79/O9/12.        2pp. 

79103002HB  Notice    of    appearance   on    beholf    of    DeKalb   Area   Alliance    for 
Responsible    Energy    &    SinnlsB,ippl    Alliance    for   Environ 
Certificato    of    Svc     encl. 

'n         S'K"lh    Are3    AlliallCE    f°r    Rt.pon.161i    Energy. 
S'        ?«?    "ifpl    Allian"    for    th"    environment     (SAFE). 
D.        Affiliation    Unknown.        79/09/21.        3pp. 

H.     General    correspondence 

7910010364    Discusses    reorgani  lati  on    of    d  e;  i  gn.  nperations    fc    licencing 
activities. 
HEED.C.        Commoniueal  th    Edison    Co.        79/09/31.        Ip. 

7910030509  Notifies    of    internal    reorgani  lat  ion    of    nuclear    activities 
All    correspondent!!    re    licensing    should    be    directed    to 
DL   Peoples. 
REED,C,        Commonuoal  th    Edison    Co.        79/09/31.        3pp. 

M.     Antitrust    correspondent  a 


— 7910030409    IE    Insp    fleets    50-456/79-09   S.    50-137/79-09    on   79Q307-09.  Nil 
noneompl iance    united.  Major    ai-eas    insp ectod ;  canopy    seal    ue  1  if 
of    reactor    vessel    head   adaptor    E.    control    rad    drive    housing    EC 
records    re   moving    Unit    1    pi-ensure   vessel 

DANIELBQN,  D.  H,  ,     EHB.  C.  H.  ,     LI  VERHORE.  H.  H.  HDgton3,     Chicaoo. 

Office    of    the    Director.        79/OB/31.        4pp, 

7910010204    Rovises    original    7907O5    rasponoe    to     IE    Bulletin    79-02    re 
installation   of    concrete   expansion   anchors    nor   aoprovcd 
OA/QC    procedures. 
REED.C.        CommDnwaal  th    Edison    Co.        79/09/04.        3pp. 

7910030309   Responds    to    IE   Bull « tin    79-03.Since    fabricator    reaearcl,    will 
not    be    complete    until     late    Sep  t.  respons  e    uill     be    delayeil 
until     Oct    1979    re    BA-312   Type    301    stainless    uteel     pips. 
PEOPLES, D.L.        Co-mmonuioalth    Edison    Co.        79/09/O5.        2pp. 

7910030125   Foruiarda   respDnse    to    IE  Bulletin    79-13,     "Doep    Draft   Pump 
Deficiencies.  " 
REED.c.        Commanuioaltft    Edison    Co.        79Y09/O&.        20pp. 

791002017S    Foruar-Us    IE    Info   Notice    79-20,  Flevl  sinn     1.      "NRC   Enforcement 
Policy    -    NRC    Licensed     Ind i vtflua 1 s.  "    Notic e    roissued     tn 
correct   uiord    oml  Baton   i.  punctuation    error    which    changed 
Intent    of    statement.  Changed    statement    underlined    in    tout, 
KEPPLER,  J.  O,  Region    3,    Chicflon,    Office    of    tn  D    Director         79/09/07 

Ip. 

79102403S6    Forwards    IE    Insp   Rep  ts    90-456/79-10  •!.  HO-4S7/79-10    an 
790630-31.  Na    noncompl  iance    noted. 

F10BELH.fi.  Region    3,    Chicago,     Reactor   Construe  lion   l<   Eng  ineerl  nti 

Support   Branch.       79/09/11.       2pp.  u 

—7910240339    TE    Insp    Repts    50-4S6/7v-10   fc    50-157/79-10    on    790B30-31,Ho 
noncamp  1  iance    noted,  Major  areas    inspec  tod:  p  rocedores    tt 
containment    post-tens  loning    tendon    insfcallatiDii    t< 
buttonhead ing . 

SUERMrtNN,  J.  F.  Region  3,    diicagn,    Office    of    tfi  e    Director 

79/O9/1O.        4pp. 

7910030238  Foruard*    IE    Circular    79-19,     "Loose  Locking    Duvicea    on 
IngerBoll-Rand    f'ump    Impellers.  "    No    action    required. 

KEPPLER.J.  0.  Region    3,    Chicago.     Office    of    tho   Director        79/09/13 

Ip. 


7910aaoS13   Forwards   FR   notice    re    time    for    submission    of 
antitrust   mattors    for    OLs    under    antitrust    review. 
SALTZMAN,J.  Antitrust    t.    Indemnity    Group.        79/10/01. 


—7910320324    Time     for     submission    of    vl 
under    antitrust   review. 
SrtLTZMAN,  J,  Antitrust  *    Indemnity    Group 


on   antitrust   matters    for   DLs 


79/10/01. 


3PP. 


791034.0046  Submits    questions    re   OL    antitrust    revieui  Foryards    Fli   notice 
inviting    comments    from   interested    parties. 
TDALSTON.A.  Poyer    Supply    t.   Analyis    Dran(:h.        79/10/1B.         Ip. 

—7910260056   Notice    of    60-doij    period    for    requests     for    ra-Eva  i  uat  ion    of 
anti  trua  t   matters. 
SALTZMAN.J.  Antitrust    S,    Indemnity    Croup.        79/IO/1B.        3pp. 


7910110176   For-warils     list    of   attendees    at    790907    mooting     in    Glen    EUyn. 
IL   re  NRC    Insp    proflrflm   ae  relates    to    procndure    devc  1  o.pment 
at    facilities.  f 

HEICHMAN,  R.  F,  Rsglon   3,    Chicago,     Reactor    DpHrationB   Nuclear 

Support    Branch.       79/09/H.      2pp. 

7910250076   Forwards    IE    Inap   Ropts    90-456/79-11    8,    90-^157/79-11    on 
790912.  No    noncompl  iance    noted. 

FIQRELLI.O.  Region   3,    Chicago,    Reactor    Construct  i  on   t  finginBerin 

Support   Branch.       79/09/lfl.      3pp. 

—7910350060    IE    Fnsp    Ropts    50-456/79-11    t,    50-flB7/79-l  1     on    79O913   No 
noncompl  ian-co    noted.  Major   areas    inapoctDii  ;  RCPD    it   saf&tg- 
related    piping   mork    ac  tivi  tie*,  weld  i  ng    !.    prncodure^ 


Q.     Inspection   reports.     IE  Dulletins    fc    correspondence 

7910090153  Forwards    IE    Bulletin   79-21.     "Temp    Effects   on  Level 
Measurements.  "  Action    required. 

KEPPLED,  J,  0.  Region   3.     Chicago,    Office    of    the    Director         79/OB/13 

Ip. 

7910030393  Forwards    IE    Info   Notice    79-30,     "NflC   Enforcement  Policy   - 
NRC   Licensed    Individuals,  "   Nn   action    re-auired. 

KEPPLER.J.O.  Region   3,     Chicago,     Office    op    the    Director         79/OQ/14 

Ip. 


Mi"&OIll"™2   1!    Bujl-tin   79-03,     »Lnl,9l  tud  inal    Wald    Defects    in 
ASME  BA-312   Typo   3O4   Stainless;   Ste-el    Pipe    Btools   rtfg    bu 
Voungstown    Welding    i.   Engineering    Co."   Spools    not    prCEL-ntlg 
installed.  * 

PEOPLES,  D,  L.       ComrnonuiBal  th   Edison   Co.       79/09/20.       app. 


«n?VW!r"1™.CiTcuUr    ?9~2°'     "Failu"    °f   OTE  Sylvania    Holay, 
Type  PM   Bulletin  7305,  Catalog    5U12-1I-AC    u/120   Volt    ac 
Co.il."    Nu   action  roquircd, 
KEPPLE«,J.O.  fiBoion   3,    Chicago,     DFflcc    of    the    Director.        79/09/34. 


7910050455  Foruiflrds    IE   Circular   79-17,     "Contact   Problem    in   BD-13 
Suiitches    on   OE  Matalclad    Circuit    Brsalcrs.  »    No  action 
required. 

KEPPLEFJ,  J.  Q.  ReBion   3,     Chicago,    Office    of    thn    Director.       79/09/14 

Ip. 

7910020108  Foriuarris    IE    Insp    Repts   50-4S6/79-09  &   90-137/79-09    on 
790B07-09.  No    noncomp  1  ianc e   noted. 

FIPRELLI.O.  Region   3,     Chicago,    Reactor   Construction  &  EngineerinD 

Support   Branch.       79/OB/22.       2pp. 


DieHel 


Lobem      rrd8-,^    Inf°Noti™   "-23-     "E^rg 
Lobe  Oil    Coolers,"   No    action   required. 

KEPPLER.J.  O.  Rugion  3,    Chicago,     Office    of    too   Director.       79Y09/S&, 


79-24,     Troi.n    Linea.  "   Ma   action 


7910040037  Foru.ar.Js    IE    Info  H 
required. 
KEPPLER.J.  Q.  Region    3,     Chlcdjn,     DPPlc*    of    the    Diraclor.        79/O9/27, 


79101702*1    Forwards    IE    Info  Notice    79-23,     "Reactor   Tripo    at    Tur 
Point  Units   3    t,   fl.  "  NO   action    required.  '"r 


KEPPLER.J.  Q. 


Region   3,    Chicago,    Office    of   the    Director.       79/10/01. 


DOCKETED  ITEMS 


1G1BQ59B   Forwards     IE    Info    No  tic*    79-34,     "Qverpressm-i  ra  Hon    Of 

Containment    of   PWR    Plant    After    Main    Steam    Line    ursak     "    No 

action    nmuired. 

4E.PPLER,  J,  0.  Real  on   3,     Chicago,     Office    of     the    Director.        79/10/01. 


TTIO30O3S3    Notice    of   appearance    on    behalf    of    DeKalb    Area    Alliance    for 
Responsible    Energy   &  Sinnlsslppi    Alliance    for   Environ. 
Certificate    of    Svc    end. 

HUQHEV.  J.  0.       DcKalb   Area    Alliance    for  Responsible   Energy        77/09/21 
3pp. 


10310379   Forwards   Revision   2    to    IE  Bulletin    79-13.     "Cracking    in 

-*edmater    Sg,    Piping.  »  No    action   required. 

4EPPLER,  J.  Q.  Regic-n  3,     Chicago.    Office    of    the    Director.       77X10/19 


C  on  jrcsi  tonal  /Executive   Correspondence 


H.     Oen«ral    correspondHnce 


7710010364    Discusses   reorgani  tatl  on   of    dea  ign,  operations   J,    licensinq 
activitiea. 
BEED.C.        CommonujEalth    Edison    Co.        79/O9/31.         lp. 


100704313   Rrqu.sti    consideration   n*   790835    Itr    from  0  TDpoUVt 
'equesting    inv.s  tigatl  on    into    licensing    of    p  Ian  t.  Hesponse 


ihould    be    submittnd    in  duplicate 
'ERCV.C.H.        Senate.        79/OB/29.        3pp. 


IKET    S0-157   DHrtlDWDCID    STATION,     UMIT   2 
ApplUation/coTMtruetion   stage    documonts    &  correspondence 

.0020167   Riituesti    add!    info    in    order    ta   complete    review   of 

ipplication    for   OLs.  Bubni  ti    third    set    of    first    round 

[uestions    r»   necbaralcal    engineering   &   QA. 

!UDEN3TEIN,L,  6.  Light    Hater    Reactors    Branch    4,        79V09/O5.        2pp. 

'910020173    Tliird    set    of   Tlrst    round   questions    re   revteui  performed    by 
Mechanical    Engineering    &  QA  Branches, 
»  Light    Water   Raactor*    Branch    4.       77/09/05,        17pp. 

0090B71    Informs    of    NP.C    acceptance    of   Revisions   B    t,  9    to  Corom   E<I 
A   Topical    Rtpt    CE-l-A.     "Caram    Ed    Co-   OA   Program    for    Nuclear 
Derating    Btitions." 
AA5S.H.  Ouall  ty    Assurance    Bran  Eh.       79/O7/I1.       lp, 

003O41S  Forwards    proposed    secondary    uiatsr    chomistri;   prngranm 

ronrana    include    requtromifntB    of   NRG   model     license 

ondit  ion, 

EOPLE8,  D.  L.       CommonuiBolth    Edison   Co,       77/09/23.        lp. 

910O30420  Proposal    aocondary    uatar    chemiatry    monitoring    programs. 
»      Comraanueal  th    Edison    Co.       79/O9/3H.       23pp. 

33&04B9    Hatlfiiation    of    79tOS4    meeting    ui/util     in    Dgthecda.MD    to 
ittUBB   mefchodology    for   uelsmic    J.    aoll    stTucturif    interaction 
nal  u»ea, 
JDNrC.H.  Light   Water   fluactors    Branch    4,       79/IO/ia.       2pp. 

3240278  Hall  fins    that    recent    interim    rate    Increase   1  addl    increase 

ipected    tin    Mar    19BO  will    enable   reaump  tioTi    of    conct 

^ound   900601, 

itlPLEB,D.  L.       Commanuioalth   Edioon    Co,       79/10/19.       2pp. 

\djudicfltoru    correspondDnefl 


>1  10096  HupplBmenbal    4   amended    contentions    to    petition    ta    intervonD. 

•QBI    itenial    of   DL    due    ta    naiardoua   !<    ifangD-roUB    condition 

'Bated   by    transmi  Bsion    lines    &   by    inadequate    emEpoenci; 

.am.  Cart  if  Icate    of   Svc    ancl, 

1CK.C.A.,     OORDON.T.J.       Bob    Noiner    Farms,  luc  ,       tiQCK,  C.  A,       APPlllalion 

iknnurv       77/OD/07.       ipp. 

I100A77   Answer    to    QL   Rora*  79Q907    amondeJ    petition    submitting 

intentions    negotiated    among    pvtlt  ionor-  applicant  *    NF1C!. 

intention*    should    be    admitteif    as-iBSues    In    controvercg 

rtiflcate    oF  Svc    end. 

iflPHY,  P.  M.       CommotHJBalth    Ediaon  Co.       MURPHV.P.M.       Islmm,    Lincoln   & 

ale.       77/06/13.       5pp. 

010042  Uro«fl    NSC    to    deny    util    license    to    build    tuio-unit 

war   plant    lit   Draiduoodi  IL, 

POUBHIi  0,       Affiliation   Unlnioum.       79/OB/I7.       iipp. 

040115   Answer    to   petition-er   B    NBiner   Farms,  Inc    790607   amended    b 
pplemental   contentions.  Content  ion»  3,5-7,  10  &   11   should 

»dmitt»d.  Contantions    l-?i4,8   &  7   should    be  dlimlsaad. 
pparting    docunintat  ion  &   Cartlflceti    of  Svc   micl 
LLER.M.I.,    rUJRPHV.P.M,  ,    BIELAHBR1,  A.  P.       CommonuialU   Edjian   Co. 
/OB/3S.        Hpp. 

32038?   Submit*    add]    info,  in   ansuer-    to   ABLD    790&23  i-*o.unBt  at 
tcUl    prih»«rino    conferenco   heliT    In  Juliet,  IL.  conc»rni.ng 
tfonvt    to    B   Neinur   Farms,  Inc,  at   al    Contention   -4.  Special 
t«r»ut    factor*    have   not    been    *haun. 
IMAN.M.  Branch    ».       79/09/12.       3pp. 


771003050?  Notifies    of    internal    reorgani  i  atlan    of    nuclear   activities. 
rtll    correapondence   ro    licensing    should    be    directed    to 
DL  Peopleo. 
REED.C.        Commonuioalth    Ediaon    Co.        79/09/21.        2pp. 

H.     Antitrust   correspondence 

79I02S0513  Forwards  FR  notice    re    time    for    submission    of   views    on 
antitrust   matters    for    OLo    undor    antitrust   revieiu. 
BALTZMANi  J.  Antitrust    &    Indemnity    Group.        79/10/01.        lp. 

—  7710220924   Time    for   sulinii  aa  Ion    uf   vieuis    on   antitrust   matters    for   QLs 
under  antitrust   revieui.  * 

SALTZMAN.J.  Antitrust    d    Indemnity    Group.        79/10/01.        3pp, 

79t03600fl6   Submits    questions    re   OL   antitrust   review.  Foruards   FR    notico 
inviting    comments    from    interested    partiea. 
TDALSTON.A.  Pouer    Supply    8.   Analyis    Branch,       77/10/18        lp. 

--77102tOQ9A  Notice    of  60-day    period    Por   requeiits    for   re-avaluation    of 
antitrust   matters. 
gALTZMrtN,J.  Antitrust   &    Indemnity    Group.       77/10/lfl,       3pp. 

0,     Induction   repgrta,     I£   Bulletins   &   correspondence 

7910090133   Foruards    IE   Bulletin   79-21.      "Temp    Effects    on   Level 
Measurements.  "    Action   required. 

KEPPLEfi,  J.  0.  Region    3.     Chicago,    Office   of    the   Director,       79/OB/13 

lp. 

7710090393  Forwards    IE    Info    Notice   79-5O,     "NRC    Enforcement   Policy    - 
NflC   Licensed    Individuals."    No   action    required. 

KEPPLEF1,  J.O.  Region    3,     Chicaija,    Office   of    the    Director.       79/OQ/14 

lp. 

7710030-155  Forwards    IE  Circular   79-17,     "Contact   Problem    in  SD-ia 
Sultcliea   on   GE  Metalclad   Circuit   ureakers.  "   No   action 
required. 

KEPPLER,  J.  0,  Region    3,    Chicago,    Office    of    the    Director.       79/OB/1-1 

lp. 

7910030408  Foruarda    IE   Insp    Hepta    90-436/79-07   it   SO-457/77-07  on 
790B07-09.  No    noncomp  1  iance    noted. 

FIORELLl.e.  fleginn    3,     Chicago,    Reactor   Conatruction   tt  Engineerino 

Support   Branch,       77/09/33,       2pp. 

—7910020,10?    IE    Inap   Repba    50-156/77-09  *    50-437/79-07  on   790B07-07.  No 
noncompl  ianco    noted.  Major    areas    inapcc  tod:  canopy    seal    meld 
of    reactor    vessel    head    adaptor    E<   control    rod    drive    housing    t< 
records    re   moving   Unit    1    pressure   vessel. 

DAMIELSON,  D.H.  .    ERB,  C.  H.  .    UIVERHDRE,  H.  H.  Region   3,    Chicago, 

Office   of    the    Director.       79/00/21.       4pp. 

7910010304  Reviaos    original    770705   response    to    IE  Bulletin   79-02   re 
installation    of    concrete    eipanslon   anchors   per   approved 
QA/QG    procedures. 
REED,  C.       Commonwealth   Edison   Co.       79/07/O4.       3pp. 

7910020307  Responds    to    IE   Bulletin    79-03.  Since    fabricator   research   mill 
not   be    complete    until    late    Sept,  rpaponsa   will    be    delayed 
until    Oct    1979  ra   8A-312  Type   304    stainless    steel    pipe. 
PEOPLES,  D.L.       Commonwealth    Edison  Co.       79/07/O5.       2pp. 

7910"030135  Foruarda   rssponse    to    IE   Bulletin  79-15,     "Deep    Draft   Purnn 
Daficlencioa,  " 
REGDiC,       Commonwealth   Edison   Co.       79/O7/05.       20pp. 

7910020176  Foruards,    IE   Info  Notice    79-30,  Rnvision    1,     "NRC  Enfarcemont 
Policy    "  NRC  Licensed    Individual*.  "   Notice   relsBuad    to 
correct   word    omission   d   punctuation    error   which    changed 
Intent    of   statimsnt.  Changed    statement    underlined    in   t*»t. 
KEFPLER.J,  O.  Region   3,    Chicago,    Office   of    the    Director.       77/09/07. 


DOCKETED  ITEMS 


2fi 


7910240326   Forwards    IE    Insp    flepts    50-456/79-10   t.    50-457/79-1Q    on 
790830-31,  No    noncomp  1  ianc  e    noted. 

FIDRELLI,G.  Re0ion    3,     Chicago,     Reactor    Construction    !,   Engineerl™ 

Support   Branch.       79/09/11.       2pp.  l 

™  7910240239    IE    Insp    Repts    50-456/79-tO   &    50-457/79-10    on    770830-31    Wo 
noncompl  lance   noted.  Major    areas    inspec  ted  :  procedures    b 
containment    post-tensioning    tendon    Installation   6 
buttonhoad  inn, 

SLJERMANN,  J.  F.  Region    3,     Chicago,     Office    of    tho    Director 

79/09/10.        4pp, 

791003022B   Forwards    IE   Circular    79-19.      "Loose    Locking    Devices     on 
Ingersol  1-Rand   Pump    Impellers."   No    action   required. 

KEPPLEH.J.  G.  Region    3.     Chicago,     Office    of    the    Director         79/09/13 

Ip. 

7910110173  Forwards    list    of    attendees    at    790907    n>oeting    in   01  on  Ellyn, 
IL   re   NHC    insp    program   as    relates    to    procedure    development 
at    Facilities 

HEICHMAN,  R,  F.  Region    3,     Chicago.     Reactor    Operations    Nuclear 

Support    Branch.       79/09/14.       3pp. 

7910250074  Forwards    IE    Insp    Repts    50-456/79-11    &   50-157/79-11    on 
790912.  No   noncompliance   noted. 

F10RELLI.0.  Region    3,     Chicago,     Reactor   Construction    t.   Engineering 

Support   Branch,       79/O9/13,       2pp. 

—7910230000    IE    Insp    Repts    SO-456/79-1  1    (.    50-497/79-11     on    79O912.  Nn 
noncompliance    noted.  Major   arena    inspec  ted:  RCPB   d   aafety- 
relatad    piping    work    ac  t  i  vl  ties,  IUB  Id  ing    t.   pracodures 
LEE.E.H..     DANIELBGN,  D.  H.  Reflian    3,     Chicago.     Office    of    tho 

Director,        79/09/17,        4pp. 


nesP°nds    to    IE  Bulletin   79-03,     "Longitudinal    Held    Defects    in 
ASME    BA-312    Type    3O4    Stainless    Steel    Pipe    Stools   Mfg    by 
Youngstown   Welding    t-    Engineering    Co.  "    Spools   not    presontlu 
installed.  " 

PEOPLES,  D.  L,       Commonwealth    Edison   Co,       79/09/20.       2pp, 

7910110111    Forwards    IE   Circular    79-30.     "Failure    of   GTE   Sulvania   Relng, 
Type   PM  Bulletin   73Q5,Catalag    SU12-11-AC   tu/lao   Volt   ac 
Coil."    No   action   required. 

KEPPLER.  J.  0,  Region    3,     Chicago,     Office    of    the    Director.        79/Q9/34 

Ip. 

7910040195  Forwards    IE    Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers."    No    action    required. 

KEPPLER,  J.  0.  Region    3.     Chicago,     Office    of    the    Diroctor.        79/09/26 

Ip, 

7910040037   Forwards    IE    Info    Notice   79-H4,     "Froicn  Lines."    No   action 
required, 

KEPPLER.J.O.  fieaion    3,     Chicago,     Office    of    the    Director         79/09/27 

Ip, 

7910170241    Forward!!    IE    Infq    Nntico    79-25,     "Reactor    Trips    at    Turkey 
Point    Units    3    !<    4.   "    NQ    action    required. 

KEPPLER,  J.  0.  Region    3,     Chicago,     Office   of    the    Director        79/10/01 

Ip. 

79101B059B   Forwards    IE    Info    Notice   79-24,     "Overprossuri  mi  ion    of 
Containment    of    PUR    Plant    After    Main    Steam   Line    llreak.  "    Nn 
action    required. 

KEPPLEfl.  J,  0.  Region   3,     Chicago,     Office    of    the   Director.       79/10/01 

Ip. 

7910310379  Forwards    Revision    2    to    IE   Uullotin   79-13,     "Cradcinn     in 
Faedwater    Bijs    Piping.  "    No    action    required. 
KEPPLER,  J.  0.  Region    3,     Chicago,     OFfic.p    of    tlia    Director.        79/10/19. 


U,     CongreBBional/ElEcutive   Correspanilence 


7910090628  Roqueats    cons i duration    of    79OB25    Ur    From  o  TopoHH 
ret|UBBting    investigation    into    licensing    of    plant.  Response 
should    bo    submitted    in    duplicate. 
PERCY,  C.  H.        Senate,        79/OB/29,        3pp. 


DOCKET   30-438  RIVER   DEND  STATION,    UNIT    1 

A.     Application/construction    stage    documents    h   corroipandenca 

7910100040  Ach    receipt   of   790028    Ur    t,   ra»olution    re    renidence    of   plant 
mgt    personnal    ti   proiimity    to   plant.  Ability    of    key    emergency 
pBrsonnel    to    respond    to    emergency    situations   not    affected 
by    proximity    of   residence    to   plant    site, 
VABSALLO.D.  D.          Division    of   Project   Management.       79/09/27.       app. 


7910S30341    AdviaaE    of   requirement    to    submit   mail    transfer   r.pt    to   HHC 
uinenever    tra-nsFer    of    l    g    or    more    of    contained    U-S33,  U-235,  or 
Pu    in  SNrt, 1,000   kg    or   more    oF   U    or    thorium    in    source   matl 
or    1,000    ci    or    more    of    tritium   occur*. 
SPARKS,  E.  Technical    Planning    t,    Information   Branch,       79/09/27 


79-10290239   Notification    of    7911O6   meeting    w/util.StW   t   OE    in 
Betheds.HD    to    discuss    licensing    schedules    t  OL   application 
For  Unit    1. 
HOOu.D,  Light    Water    Realtors    Branch    fl,        79/1O/17.        flpp. 

7910300239   Forwards    amend    to   application   1   request    for    amend    of 
CPPR-143.  rtmenri    fee    *ncl. 
WEIQAND,  J.  G.        Gulf    States    LJtilitlei    Co-        79/10/26.         Ip. 

—7910300242    Application    to    amend    CPPR-143    to    include    Cajun    Electric 
Power    Cooperative.  Inc    t,   Sam  flayburn   0  &  T,  Inc    as    co-ounei-e 
of    facil ity.  Financial    InFo   end. 
HUMPHREYS,  L,  L.        QulF    States    Utilities    Co.        79/10/29.        E79pp. 

a,  ^nspectton    reports,     IE   Bulletins   t    correspondence 

7910020133  Foruards    IE    Insp    Rept    50-45B/79-03   on   790716-19  Na 
noncomp  llance    noted. 

BEIDLE.W  C.  Region    4,     Dalian,     Reactor  Cons  true  I  inn   S.  Engineering 

Support   Branch.        79/OB/1S.        2pp. 

—7910020140    IE     In.p    Rept    SO-45B/79-Q3    on    79G716~19.No    noncoro. 1 i ant e 
noted.  Major    areas    inspect* fl; proparat 1 ons    for    placement   of 
safety-related    c oncrete,  cadwsldi ng.  QA   program  reviews    4. 
licenoeo    action    r&   previously    identified    items 

DDERO.C.R.-     TAPIrt,  J.   1.,     CWOSSMAM,  W.  A.  Region    4,     Dallas,     Office, 

of    the  Director.       79/08/14,       ipp, 

7910020315  Fo-riuards    IE   Bulletin    79-1 3,  Revi  sion    1,     "Cracking    In 
Feoduater    Bus   Piping."    No   action    required. 

8EYFRIT,K.V.  Rooinn    4,     Dallas,     Office    of    the    Dire-ctor,        79/OB/3O 

Ip. 

79100H029B  Forwards    IE    Info   Motice    79-30,  IRevlsi on    1,     "HHC    EnPorcemont 
Policy   -  NRC   Licensed    Individuals,"    Motlce    reissued    to 
correct   word    omission   *    punctuation    error    ubich    chanoud 
intent    nf    BtatEmcnt,  Changed    statement    underlined    in    teit 
BEYFRIT,  K.  V.  Region    4,     Dallas.     Office    oF    tne    Otrectnr.        79/09/O7. 

791024002D  Responds  to  IE  Bulletin  79-15,  "Deep  Draft  Pump 
Deficiencies  "  Complete  data  uij  1 1  bn  forwarded  o  u  791001 
HEIOAND.J.O.  Qulf  Sta  tes  Ut  i  1  i  t  i  es  Co.  79/09/11.  2pp.' 

7910030306  Forwards    IE  Circular  79-19.     "Loose    Locling    Devices    on 
Ingersoll-fland    Pump    ImpelUra.  "   No    action   required. 
SEYfRIT.K.  V,  Refflon    4,     Dallas,    Office    of    the   Director.       79/O9/13, 

7910110270   Rarwards    IE    InFo    Notice    79-22,     »QUB 1  if lc a tton    of    Control 
Bija.       No   action    required, 
SEYFRIT.K.V.  Region    4,     Dallas,    Office    of    th,e    Director.       79/09/17. 

7910110132  Forwards    IE   Circular   79-20,     "Failure    of   OTG   Bulvania    Ifolau, 
T«po    PM   DL/lloliT.    730S,Cato]DB    BUI2-11-AC    w/ISO   Volt    ac 
Coil."   No    action    required. 
8EYFRIT.K,  y.  Region    4,     Dallos.     Qffite    of     the    Director.        79/C-9/34, 


rf3,I»    I<lfo,NoticB    7*-=3-     "Emergency    DieHel    Operator 
B.  "    Ho   action   roquirBd. 
Region    4,    Dallas,     OFFicc    of    the    Diroctor.       79/09/26. 


Lubnn 
Lube   Oil    Co-o 

BEYFRIT.H.  V. 


79101B0036  Forward.    IE    Bulletin   77-24,     "Fro.an   Linos."    No   action 
rtqulrad. 
BEYFRIT.K.V.  Region    4,    Dallas,     Office    of    the    Director.       79/09/27. 


PnnMf'T,r'J!    .W""1   *•"«*   79-25'     "R»«tor   Trip»   at    Turkey 
Point  Units    38.    4,  "    No    action    required. 

SEypRlT.K.  V.  Region    4,    Dalian,     Office   of    the   Director.       79/10/01, 

7910190202  Forwards    IE    Info   Notice    79-24,     "Dvarpressuri  lation    oP 
Cpntainmsnt    at   PUR   Plant  After  Main   Steam  Line    Break."    No 
action   required1. 
BEYFHIT.K.V.  Region    4,     Dallas,     Office    of    the   Director,       79/10/01, 
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7910310419  Forwards  Revision  2  to  IE  Bulletin  79-13,  "Cracking  in 
Feedwater  Sys  Piping."  No  action  required. 
aEYFRIT.K.v.     Region  4.  Dallas.  Office  of  the  Director.   79/10/17 


S.  Reportable  occurrences,  LERs  &  related  correspondence 


9.  ReportablB  occurrences,  LERfi  b  related  correspondence 

791024013B  Notifies  NF1C  that  final  status  ropt  re  faulty  T  uelds 

reported  in  790613  deficiency  rept  mill  bo  issued  60  dags 
after  repair  &  ultrasonic  test. 
WEIGAND,  J.  B.   Gulf  Stdtea  Utilities  Co.   79/O9/12.    lp. 


7910H40139  Notifies  NHC  that  final  status  rept  re  faulty  T  uields 

reported  In  790612  deficiency  rept  mill  be  issued  60  daijs 
after  repair  &  ultrasonic  teat. 
WEIGAND,  J.  0.   Quit  States  Utilities  Co.   79/09/13.   lp. 


DOCKET  SO-460  WPPSS  NUCLEAR  PROJECT,  UNIT  1 

A.  Application/construction  stage  documents  &  correspondence 


DOCKET    50-459   RIVER   DEND   STATION.     UNIT   3 

A.     Application/construe  tion    stage    documents    &   correspondence 

7910100040   Ack    receipt    of    79093B    Itr    &   resolution    re   residence    of    plant 
mgt    personnel    &   praiirnitg    to    p  lant.  Ab  i  1  1  tij    of    ketj    emergency 
personnel    to  respond    to   emergency    situations   not  affected 
by    prniimity    of   residence    to    plant    site. 
VASSALLQ,  D.  B.          Division    of    Project    Management.       79/09/27.        2pp. 

7910390239   Notification    of    791106   meeting    w/util.EiW   6   G£    in 
Betheds-MD    to    discuss    licensing    schedules    &   C1L    application 
for   Unit    1. 
HOOD.D.  Light   Water   Reactors    Branch    4.       79/10/17. 


4pp. 


B.  Inspection  reports,  IE  Bulletins  (<  correspondence 


7910030315  Forwards  IE  Bulletin  79-13,  Revl  s  i  on  1,  "CracHng  in 
Faetfiuater  Sys  Piping.  "  No  action  required. 

SEYFRIT.K.  V,     Region  4.  Dallas,  Office  of  the  Director.   79/09/30 
lp. 

791002023B  Forwards  IE  Info  Notice  79-20,  Revl  sion  1,  "NRC  Enforcement 
Policy  -  NRC  Licensed  Individuals.  "  Notice  reissued  to 
correct  tuord  omission  &  punctuation  error  which  changed 
intent  nf  statement.  Changed  statement  underlined  In  toit. 
SEVFRIT.K.  V.     Region  4,  Dallas,  Office  of  the  Director.   79/09/07 
IP- 

7910240023  Responds  to  IE  Bulletin  79-15,  "Deep  Drnft  Pump 
Deficiencies.  "  Complete  data  will  be  forwarded  6y  791001 
HEIOAND.J.Q,  Gulf  States  Utilities  Co.  79/09/11.  2pp. 

7910030306  Forwards  IE  Circular  79-19.  "Loose  Locking  Devices  on 
Ingersoll-Rand  Pump  Impellers."  No  action  required. 

SEYFRIT.K,  Y,     Region  4,  Dallas.  Office  of  the  Director.   79/09/13 
lp. 


7910230330   Adviaes    of    requirement    to    submit    matl     transfer    rept    to    NRC 
whenever    transfer   of    1    g    or   more    of    contained    U-233.  U-235    or 
Pu    in   ENM,  1,000    kg    or    more    of    U    or    thorium    in    source    matl 
or    1,000   ci    or   more    of    tritium    occurs. 

SPARKS, E.  Technical    Planning    t    Information   Branch.       79/O9/27 

IP- 

7910240733   Notification    of    791011    meeting    u/util     in    Bethesda.MD    to 
discuss   geological    &   sei smo log ical    investigations    on 
Hanford   reservation. 
LVNCH.M.D.  Light   Water    Reactors    Branch    4.        79/10/05.        2pp, 

I.     Financial    information 

7910160509   Annual    Financial    Ropt    for    year    ending    790630. 

*     Washington   Public    Pomer    Supply    System,       79/06/3O,       25pp. 

Q.     Inspection  reports.     IE  Bulletins    t  correspondence 

7910030379  Responds    to    IE  Bulletin   79-11,     "Faulty    Ovevcurrent    Trip 
Device    in  Circuit    Breakers    for   Engineered    Safety    Sys. " 
Review   indicates    no   Wostlnghouse   DD-50   or    DB-75   circuit 
breakers    used    in    safety-related    sys. 

RENBERQER,  D.  L.        Washington    Public    Power    Supply    System         79/OB/Oei 
3pp. 

7910030343   Forwards    IE    Insp    fiepts    9O-46Q/79-OS   &    90-513/79-03   on 
770717-20.  No   noncomp  1  lance    noted. 

SPENCER,  0.  S.  Region    5,     San    Francisco.     Reactor    Construction    fc 

Engineering   Support   Dranch.       79/09/10.       Spp. 

—7910030349    IE    Insp    Repts    50-460/79-OB   !-    50-513/79-08    on    790717-20.  No 
noncomplianco   noted, Major   areas    inspected: preparations    for 
placement    of    Unit    1    reactor    vessel. 

BISHDP.T.U.  Region   3,     Chicago,    Office    of    the    Director 

KLEINSORQE,  W.  P.  Region   5,    San   Francisco,    Office    of    the   Director 

DODDS.n.T,  Region    5,     Ban    Francisco,     Reactor    Construction    t< 

Engineerinn    Support   Dranch.       79/00/09.       7pp. 


7910110S90  Forwards    IE    Info   Notice    79-22,     "Qualification    of   Control 
Sys.  "    No   action   required. 
BEYFRIT.K.V.  Region   4,     Dallas,     Office    uf    the    Director,        79/09/17 


7910110152  Forwards    IE  Circular   79-20,    "Failure   of  OTE  Sylvania   Relay, 
Type   PM   Bulletin   7305,Catalog    5U12-11-AC   ui/120   Volt    ac 
Coil,"   No  action  required 

SEVFR1T.K,  v.  Region   H,     Dallas,     Office    of    the    Director.        79/09/3-1 

P- 

3110172  Forwards   IE   Info  Notice   79-23,    "Emergencu   Diesel    Generator 

ube  Oil   Coolers."   No  action   required, 

EYFRIT,K.V.  Region   4,     Dallas,     Office    of    the    Director.        79/09/26. 


0180036   Forwards    IE   Bulletin   79-24,     "Frojon   Linus."    No    action 
squired, 

3EYFRIT.K.V.  Region   4,     Dallas,     Office    at    the    Director.        79/09/37, 

lp. 

/910170522  Forwards    IE   Info  Notice  79-25,     "Reactor  Trips  at  Turkey 
Point  Units   3  d  4.  "  No  action   required. 

BEVFRIT.K.  V.  Region   1,     Dallas,    Office   of    the   Director.        79/10/01, 

lp. 

7910190203  Forwards    IE   Info  Notice   79-24,    "Overpressuri (ation   of 
Containment   of  PUR  Plant  After    Main  Bteam  Line   Break,"  No 
action   required. 

SEVFHIT,  K.  V.  Region    4.     Dallas,     Office    of    the    Director.       79/10/01. 

lp. 

?10310419  Forwards  Revision  2   to    IE  Bulletin  79-13,    "Cracking    in 
Feeduater  9ys  Piping,"   No  action  required. 

8eVFRIT,K.V.  Region  4,    Dallas,    Office   of    the   Director.      79/10/17. 

lp. 


7910020302  Forwards    IE    Info  Notice   79-20. Revis ion    1,     "NRC   Enforcement 
Policy   -  NHC   Licensed    Individuals.  "    Notice   reissued    to 
correct  luori!   omission  {<  punctuation   error   which    changud 
intent   of    statement, Changed    statement    underlined    in    teit, 
ENQELKEN,  R.  H,  Region   S,     San   Francisco,    Office    of    the    Director 

79/0? /07.       lp. 

7910040035   Forwards     IE   Circular    79--19.     "Looso    LocHng    Devices    on 
Ingersoll-Rand    Pump    Impellers, "   No    action    required. 
ENGELKEN,  R.  H.  Region    5,     San   Francisco,    Office    of    the   Director 

79/09/13,        lp, 

7910110309  Forwards    IE    Info   Notice   79-22,     "Qualification    of   Control 
Sys,"   No  action   required. 

ENOELKEN.R.  H.  Region   5.    San   Francisco,    Office    of    the   Director 

79/09/17.       lp, 

7910040111   Ack   receipt    of   79002H    Itr    informing   NRC    of    steps    taken    to 
correct -viol tion    noted    in    IE    Insp   Repta    3Q-")60/79-Q7   (, 
50-513/79-07. 

BPENCERiG.  B.  Region   5,    San   Francisco,    Reactor   Construction   & 

Engineering   Support   Branch.       79/09/20.       lp. 

-- -7910040117   Discusses   response    to   NRC   790729    Itr   re   violation   noted    in 
IE    Insp    Rapta    5O-460/79-07   t,    50-313/79-07    on    790535-30   E, 
0626-29,  Corrective    action: contrac tor    directed    to    change 
calibr   control    procedure.  Full    compliance    by   790904. 
RENBEROER,D.  L.       Washington   Public    Pouier   Supply    System.       79/OB/aB 
3pp. 

— 7910040122  Forwards    IE    Insp   Repts    50-460/79-07  ft   50-813/79-07    on 
790329-30  !,  0626-29  i,  notico    of   violation. 

SPENCER, 0.  S.  Region    5,    San  Francisco,    Raactor   Construction   t, 

Engineering    Support   Branch.       79/07/29.       3pp. 

— 7910040136  Notice    of   violation    from    Insp    on   790539-30  ii  062i-H9. 
*          Region   S,    San  Francisco,    Office    of    the   Director.       79/07/24 
lp, 
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—7910040137    IE    Insp    Heyl    !iO-  .160/79-07   t,    50-513/79-07    on    wn-ao   in   . 
062t-29.  Noncomplianco    noted  :  Pal  lure    to    establish    measur 
aflsurinn    properly    cnlibr   moaourina   !i    tost    equipment          "* 
DODDS,R,  T.  Region    S.     Ban  Francisco,    Reactor   Const- 

Engineering    Support    DrariEli.        BI8HDP.T.W.  ,     MERNftNDEZ    Q 


n  .  ...  ,  NDEZ    Q 

Ban  Franctoco.    Offico    of    the   Director.      79/07/S4        iipp 


. 

°"   ™         „ 
RB9'Dn  s' 


--7710050430    IE    Insp    Rapt    50-46I/77-OB    on    790731-0303    Na    Rancomp  1  : 
noted  .Major    areas    inspected    c on ta indent    structural    concratt 


HESCOTT,H.  M   .     SUERNANN,  J   F    .     KNOP.R   C  n,Qlor    3,     Chicago      OfflC 

of    tut    Director         79'[)a/2J.        upj. 


7910130210  Forwards  IE  Circular  79-2O,  "Failure  of  QTE  Sulvanla  n.lal, 
Typo  PM  Bulletin  7305,Catalug  5U1E-11-AC  a/ 130  Volt  a(.u'vanla  Helat' 
Coil."  No  action  required, 

ENQELKEN.R.H,  Region    3,     San    Francisco,     Office    of    the    Dirertn,. 

79/09/24.         lp. 


7910020304    Forwards    IE    Info   notice    79-20,  Roviii  on    1.     "HJIC    Enforcement 


intent    of    statement.  Changed    statement    underlined     in    teit 
KEPPLER.J.G.  Region   3.     Chicago,     Office    of    th«    Director         79/Q9/Q7 


7910110201    Foriuarila    IE    Info   Notice   79-33,     "Emergency    Diesel   Qenerato 
Lube   Oil    Coolers.  "    No    action   required. 

ENQEUKEN.R.H.  Region    3-    fSnn  Francisco,    Office    of    the   Director 

79/09/26,         lp. 


7910030262   Forwards    IE   Circular    77-19.     "Loose   Locking    Devices    on 
Ingersoll-Hand    Pump    Inpellers    "    No    action    required 
KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director         79/O9/13. 


7910180072  Forward!    IF.   Bulletin   79-24,     "Frozen  Lines."   No  action 
required. 

ENQELKEN,  R.  H.  tlngion    9,    Ban   Francisco,    Office   of    the  Director 

79/09/27.        lp, 

791Q170B4S  Forwards    IE    Info   Notice   79-25,     "Reactor   Trips    at  Turkey 
Point  Units    3  &  4,  "    No    action    required. 

ENGELKEN,R,  H,  Region    9,     San    Fronciflco,     Office    of    the   Director 

79/10/01.         lp. 

7910190324  Foruiardo    IE    Info    Noticu   7<?-24,     "Cverpressur-iiation   of 
Containment    of    PHI!    Plant    ftftor   Main   Btoam  Line   Dreak.  " 
Ho   action    rDquirod. 

ENOELKEN.R.  H,  Flog  ion    3,     Ban   Francisco,    Office   oF    the  Director. 

79/10/01,        lp. 


791Q11012H   Forward*    IE   Circular    79-EO,     "Failure    of    OTE   S^lvania   Rtlau. 
Type    PM   Bulletin   7305. Catalog    5U12-11-AC    u/120   Volt    ac 
Coil."    No    action    required. 

KEPPLER,  J.  C.  Region   3.     Chicago,     Office    of    the    Dirtctor         79/09/24 

lp. 

791001034B   Forwards    IE    Info   Notice    79-33,     "Emtrgercy    Diesel    Generator 
Lube   Oil    Coolers."    Ho    action    required 

KEPPLER.J.G.  Region    3.     Chicago,    Office    of    the    Director.        79/09/26 

lp. 

7910040052   Forwards    IE    Info   Notice    79-24.     "Froien   Lines    "   Ho   action 
required. 

KEPPLER.J.G.  Region   3.    Chicago,     Office    of    the    Director.       79/O9/27 

IP- 


7910310435   Forwards    Hovieion    2    lo    IE    Bulletin    79-13,     "Cracking    in 
Feediuator   Sijs   Piping,"    No    action   required. 

ENQELKEN,H.  H.  Roglon    3,    Sail  Francisco,    Office    of    the   Director. 

79/10/17.        lp. 


7910170252   Forwards    IE    Info   Notice    79-25.     "Reactor    Trips    at    Turkey 
Point   Units    3   ti    4.  "   No   action    required. 

KEPPLER.  J.  0.  Region   3,     Chicago.     Office    of    tne    Director.        79/10/01 

IP 


8.    Raportablo    nccurroncos,     LERn   I.   related    correspondence 

7910340576  Forwards    deficiency    vupt   ro    emergency    core    cooling  makeup 
pump    speed    incroaBor    supports, 

RENDEROEH,  D.  L.       Washington   Public    Power   Supply    System.       79/10/18. 
lp. 

— 7910240500   Deficiency    ropt    re    inadequate    thread    engagement    on   hold   don 
bolts    for    speed    incroaser   Causud    by    probable  nfg    error.  EleU 
uill    review  manufacturer    insp    !.  Ort   procedures. 
*      Hn«iHnn*on  P»hlic    Pnw«r    Rupply    System.       79/1O/1B.       3pp. 


79101B0624   Forwards    IE    Info   Notice   79-24.     "Overpressuri lation    of 
Containment    of    PUR   Plant    After    Main    Steam   Line    Break    "    No 
action   required. 

KEPPLER,J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/IO/Ql 

lp. 

7910310403   Faruards    Revision    2    to    IE   Bulletin   79-13,     "Cracking    in 
Feeduater    Sys   Piping. "    No   action    required. 

KEPPLER,  J.  G.  Region   3,     Chicago,     Office    of    the    Director.        79/10/19 

lp. 


S.     Reportable    occurrences,     LERs    h   related 


s  pondenc 


DOCKET    50-461    CLINTPN   PHWER    UTATIDIJ,     UNIT    1 

A,     Application/construction    stage    documents   t.   corTeaponifence 

7910020573   Notification    of    790920   mooting    w/utils    E.    GE    in   flethesda.HD 
to   diBCUBB    rovioui   echocfulD   !i   npproval    of    load    combinations 
in    licensing    review   of    BUR   plants. 
BQURNIf\-A.  Light   Water   Rcactora    Branch   3,       79/O9/1B.       /pp. 

7910390234   Summary    of    790920  meeting    u/GE  re    schedule    for  reviewing   & 
approving    load    combinations    in    licenning    of   UWH    plants. 
DOURN1A.A,  Light   Wflter   Reactors   Branch    3.       79/10/11.      «iupp. 


7910H5Q1BO   PHD-I I 1-79-t: on   791001. fieg ion   3   uat    notified    that    television 
program   iiO   Minutes    intended    to    film   segments    of    setting    of 


schedule. 

KNOP.R.  C.  ,     FIQRELLI.G. 

79/10/01.        lp. 


Region    3.     Chicago.     Office    of    the   Director 


791O1B049B   PNO-I I I-79-01O: local     intervenors    issusd    press    releases 
stating    util    has    bypassed    requirements   re    setting    of    reactor 
vessel. Const    problems    have    prevented    shield   wall    from 
reaching    elevation    estimated    for    vessel    placement. 

KNDP.R.C.  ,     FIOREI.LI, Q.  Region   3.     Chicago.    Office    of    the    Director 

79/10/04.        lp. 


Q.     Inspection   reports,     IE   Bulletins   !.   correspondence 

7910090103  Forioardu    IE  Dullntin   79-21.     "Tamp   Effects    on   Level 
Measurements.  "    fiction    required. 
KEPPLEn,J.G.  Region    3,     Chicago,    Office   of    the   Director. 


7910090414   Forwards    IE    Info   Notice  79-20,     "NRC   Enforcement  Polled  - 
NRC   Licensed    Individuals.  "   No   octlon   required. 
KEPPLER,  J.O.  Fienlon    3,     Chicago,    Office   of   the   Director. 

lp. 

7910050466  Forwards    IE  Circular   79-17.     "Contact  Problem    in  SB-13 
Switches    on  BE  Matalclad    Circuit   Breakers,"   Nn   action 

Q.  Re8ion    3,     Chic.go.     Office    of    the    Director.       79/OB/14. 


lp. 


7910090435  Forwards    IE    Inap    Ropt   SO-4il/79-08  on   79O731-OB03.  No 

noncompllancs   noted.  «.f_,,rtion  t-  Engineering 

FIORELL1.0.  Region   3,     Chicago,    Reactor   Construction  a 

Support   Branch.       7V/QB/34.       3pp. 


DOCKET    50-463   CLINTOH   PDWER    STATION.     UHIT   2 

A.    Application/construction   stage    documents  t,   correspondence 

7910020573   Notification   of    790929   meoting    ui/utils    t   GE    in   Bethesda,  KD 
to    discuss    revieiu   schedule    &   approval    of    load    combinations 
in    licensing    review   of    BUR    plants. 
BOURNIA.A.  Light    Uater   Reacton    Branch    3.       79/O9/1B.        7pp. 

7910290334   Summary    of    79072Q   meeting    w/GE   re    schedule    for   reviewing    {, 
approving    load    combinations    in    licensing    of   BUR   plants. 
BOURNIA.A.  Light   Water    Reactors    Branch   3.        79/10/11.       2Opp. 

Q.     Inspection   reports.    IE  Bulletins   tc  correspondence 

7910090183   Forwards    IE   Bulletin   79-21,     "T«mp   Effects    on    Level 
Measurements.  "    Action   required. 
KEPPLER. J.O.  Region   3.    Chicago,    Office   of    the   Director.       79/OB/I3, 


DOCKETED  ITEMS 


79IO0504U   Foruards    IE    Info    Notice   79-30,     "NRC    Enforcement    Policy    - 
NP.C   Licensed    Individuals.  "    No  action   required. 
KEPPLER,  J,  G.  Region   3,     Chicago,     DFfice    of    the    Director         79/03/14 


79100504Bi  Forwards   IE   Circular   79-17.     "Cqntact   Problem    in   SB-IS 
Switches    on   OS  Metalclad  Circuit   Breakers.  "    Wo    action 
required. 

KEPPLER,  J.Q.  Region   3,     Chicago,     DFfics    of    the    Director         79/QB/14 

IP 


-7910390133   Submi ts    three    requBStfi    from   Lancas tor    County    Planning 
Commission;  denial    of    earlg    site   revleiu   appl  icat  ion-  shutdown 
of   TMI-H  until    waste    removed    I,    request    for   NRC    comments    on 
other   nuclear   accidents    d    significance    to   Lancaster    County. 
AHLFELD,  J.        Lancaster    County,     PA.        79/O4/12.        app. 


-7910290130   Forwards    NV    Times    790306   a 
reactors..  Requests   comment. 
AHLFELD,  J.  R.        Lancaster    County,     PA. 


tide    re   siting    of   nuclear 
79/05/23.        3pp. 


7710020304   Forwards    IE    Info    Notice   79-20,  Region    1,     "NRC    Enforcement 
Policy    -  NRC  Licensed    Indi vicua  Is. "  Notice    reissued    to 
correct    word    omission  &   punctuation   error   which    changed 
intent    of   statement.  Change*    statement   underlined    in    teit, 
KEPPLER, J.Q,  Region   3,     Chicago,     Office    of    the    Director         79/09^07 

IP- 

79l00302iS  Forwards    IE  Circular   79-19.    "Looso    Locking    Devices    on 
Ingersol  1-Rand   Pump    Impellers."   No  action   required, 

KEPPUER,  J.O.  Region   3,    Chicago,     Office    oF    the    Director         79/09/13 

If. 

7910110128  Forwards    IE  Circular   79-20.    "Failure   of    OTE  Si/lvania   Belay, 
Tupe   PH   Bulletin   7305. Catalog    SU12~11~AC   u/120   Volt    ac 
Coil."   No  action  required. 

KEPPLERrJ.Q.  Region   3,    Chicago,     Office    nf     the    Director         79/09/24 

Ip. 

791004024B  Forwards    IE    Info  Notice  79-23.     "Emeraency    Diesel    Generator 
Luoe    Oil    Coolers."   No    action    required. 

KEPPLER,  J.  0.  Regions,     Chicago,     Office    of    the    Director.        79/O9/S6 

Ip. 

79(0040032   Forwards    IE    Info   Notice   79-24,     "Fr-oien    Lin*a.  "    No   action 
required. 

KEPPLEfl,  J.Q.  Region   3,    Chicago.     Office    of     the    Director.        77/O9/27 

Ip. 

79101702SB   Foruards   IE   fnfo  Notice  79-35.    "Rector    Trips  at    Turkey 
Point  Units  3  i  4.  "  Mo   action  required. 

KEPPLER, J.G.  Regions,     Chicago,     OPfjce    of    the    Director.        79/1O/O1 

'P. 

7910180634    Forwards   IE   Info  Notice  79-34,     "Gverpros  sur  I  labion   nf 
Containment   a*  PHH  Plant   After   Main   Steam  Line   Break.  »   NP 
action  required. 

KEPPLER, J.Q.  Region    3,     Chicago,    Office   of     tho    Director.        79/1O/O1 

'P. 

7910310403  Foruards  Revision  2    to    IE  Bulletin    79-13,     "Cracfcinq    in 
Feedupater   Sys   Piping."    No  action   required 
KEPPLER,  J.Q. 
IP- 


Region   3,    Chicago,    Office  of    the    Dlrottor.       79/1O/I9. 


DOCKET   50-463  FULTON  GENERATING   STATION,    UNIT    1 

^ftppl  IcaUon/conBtructiqn    stage    documents  ft   correspondence 

7910230528   Foruards    response    tq    NRC   790913   request    f.r     imp  1  mentation 
of  actions   contained    in  NUf!EQ-057B  re  TMI-3  Lessons   Learnetf 

M/nuo  "   lhDrt-tBrim  T-ecommendations.Rnspon.BB    is    consistent 

ui/BHR    owners   group   recommendations 

DALTRDFF.S.L.      Philadelphia  Electric    Co.      79/10/17,       Hipp. 

>.    Adjudicator^    correspondence 


'^   ?F  a"eflrance    of  01-  B<""n,rpa    on    behalf    of    Intervene 
Environ  Conservation  Fund.  Corti  Pica  to    of   Svc 


sa 
Save 


=WE  9°lanca 
Boomsma,  0.  L. 


79/07/30.   3pp. 


J;rtn?    'J*"**""   8avB  8Dl.nco    Environ   Conservation 

I      ?  \*2    termlnfltB   "oemt.  Request    for    flhou 
r   is    denied,  Mdtlon    for   early    »lte  revlou,    i,    doniad 

ieI;":U2n!'    t0  NRC   rll*»l*"™*    I"    denied. 
Atomic  SaFety   and   Licensing    Board    Panel.       79/OS/QB.       9pp. 


JnfcB"s'vel!|    revleuetf  as 


rH          ,  su         o  - 

DENTDN  H  •      wll"  """J"?,1*'  Btora'"  now  "tudUd  M,  NRC. 
DENTDN.H.H.      Office   Of  Nuclear   Reactor  Regulation.       79/tOA)9, 


DOCKET    50-464   FULTON   GENERATING    STATION,     UNIT   2 

rt.    Appl  ication/conotFuction   stage    documents   &  corroEponclence 

7910230520  Forwards  response    to    NRC   790913   request    for    imp lementat i on 
of   actions    contained    in   NUREQ-057B  re    TMI-2  Lessons   Learned 
Task    Force    short-term   r ecommendat iona.  Response    is    consistent 
[u/BWK    ouiners    group   recommendations. 
DALTRflFF,  B.  L.        Philadelphia    Electric    Co.        79/1O/17.        Slpp, 

Q.    Ad jud 1 catory    correspondence 

79101100AB  Notice    of  appearance    of    GL  Doomcma   on   behalf    of    intervenor 
Bavs   Bolanco  Environ  Conservation    Fund.  Corti f i cate    of    Svc 
encl. 

DODMSMrtiO.L.       BAVE  Bolanco   Environment  Conservation   Fund 
HOQMBMA,  Q.  U.        Doomsma,     O.  L.        79/07/30.        3pp. 

791009026B  Order    denyino    intervenor    Save    Bolanco   Environ   Conservation 
Fund   79O514   petition    to    terminate    doc N et. Request    for    shou 
cause    order    la   denied.  Hot  ion    for    early    site   revleu    is    denied 
w/o   prejudice.  Challange    to    NRC    regulations    is    donled. 
CLARK,  U.K.       Atomic    Safety   and    Licensing    Hoard    Panel.       79/OH/08.       9pp. 

7910390110  Responds    to   790112  i  O933    itrs.NRC   may   not    decline    early 
site  review   for   uinlch    proper   application  uias   made.  Present 
safetu    stds    being    Intensively    revleued    as    result    of   TMI-2 
accident.  Lang-term  vaduiaste    storaigB    now  studied    bij    NRC 
DENTON.H.R,       Office   of   Nuclear    Reactor   Regulation.       79/10/09.       4pp, 

7910290133  Submits    three    requests    from   Lancaster   County    Planning 
Commission:  denial    of    early    site    review  app 1 (cation, shutdown 
of   TMI-2   until    uaste   removed    t,   request    for  NHC   comments    on 
other    nuclear   accidents    Sc    slnnificance    to  Lancaster   County 
AHLFELD.  J.       Lancaster    County,!    Prt.       79/01/12.       3pp. 

—7910390130  Foruards   MY  Timea    7903OA  article   re    siting    of    nuclear 
reac  tars.  Requests   comment. 
AHLFEUD,  J.ll.        Lancaster    County,     PA.        79/05/33.        3pp. 


DOCKET   30-466   ALLENB  CREEK   NUCLErtR   BTATION,     UNIT    1 
O,     Adjudicatory    correspondence 

79101600SA  Response    to   util    79O631    &  SB  motions   re    intervenor   TX   PIRO 
onsuors    to   dlscovorij   requests.  Buorn   copy    of  anauiers   ml  1 1    be 
forwarded,  Intervonor    Is    full    party    in   proceeding.  J  DohBrtu 
ceased    representing   TX   PIRG    on    7906Q1. 
SCOTT.J.M.       Te«as    Public    Interest    Research    Group.       79/O7/03.        Ip. 

7-?10050i7S  Requests    to  make    limited    appearance   statement    at    licensing 
prehBaring.  " 

EIDMAN,  V.       Affl  llation  Unknown.       79/07/18.       Ip. 

7910090674   Requests    to  make    limited    appearance    statement    at    licensing 
prehBarlng.  a 

HIDIE,D.T.       Affiliation  Unknown.       79/O7/33,       Ip. 

7910090313  Contontion   10  re,   unBUi  tab  Hi ty    of    site    fov    proposed    nuclear 
plant. Assumed    fission    product    release    From   any    aignificant 
accident    mill    eicoed   rad 1 oac tivltv    dose    limitations, 
DDHERTV,  J.  F.       IntaTvanor   J.  F.     Doherty.       79/07/24.       Ip. 

— 7910090310  Third   request    for    production    of    documents    from  NRC 
DOHERTY,  J.  F.       Intervenor   J.  F.     Doherty.       79/07/24.       Ip. 

—7910090330  Amendo    to  Contentions   2&, 23  *  24.  Magnitude    of    stress    on    each 
stud    bolt    in   reactor    head   has    not   been  adequately 
considered. Applicant   reliance    on    NEDD-lOBa?    io   erroneous. 
Certificate   of   Svc    encl. 
DDHERTV",  J.F.       Intervenor   J.  F.     Doherty.       79/07/34,       3pp. 
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7910040437   Opposition    to    VL   Perrenod    790718    petition    to    intervene 
Statement    of    interest    t,    specific    aspetts    of    proceedings 
relating    to    intervention   are    unacceptably    vague. Peti ti oner 
does    not    comply    w/proc  edurcs.  Certi  f  icate    of    Svc    end 
COPELAND.  J.  O,  .     NEWMAN,  J.  R.        Houston   Lighting    b   Power    Co 
COPELAND,  J.  Q.        Baker    !c   Botts.        79/07/27.        6pp. 

7910050743   Amends    770939   Addl    Contentions    39,34   &   28    filed    per 
ALAB-335.  Amends     include    argument    re    failure    qf    F!HR    sys    to 
conform   to   general    deaign   cri tor ia. Certi fl cate   of   Bvc    and. 
DOHERTY.  J.  f.        Intervenor    J.  F      Doharty.        79/O7/31.        2pp. 

7910040446    Response    to    J   Plepmoior    petition    to    intervene. VagueneaB    of 
petitioner    interast    (.    concerns    efoos    not    permit    full    party 
intervention    per    10CFR2.  71fl(a J 1 2). Should    be    permitted    to 
eipress    views    per    10CFR2.  715(a  > .  Car  t  i  f  I  cate    of    Svc    end 
BIDDLE.C.T.,     NEWMAN,  J.  R.        Houston    Lighting    t   Power    Co         DIDDLE,C   7 
Baker    t,    Bolts.        79/OB/01.        App. 

7910020369   Forwards    corrected    affidavit    to    be    attached    to    util    790730 
responses    to   JF   Doherty    fourth    set    of    interrogatories 
Original    affidavit    incomplete. 
DIDDLE.  C.T.        Daker    &    Botts.        79/08/03.        ip. 

— 7910030370   Affidavit    attesting     that    author, as    supervising    engineer 
for    util,  ansuinred    util    responses    to   JF  Doherty    fourth    set    of 
interrogatories.  Certificate   uf   Svc    end. 
WHITE.  J.  O.        Houston    Lighting    t   Poiuor    Co.        79/OB/03.        3pp. 

7910030629  ReBponse    to    BL    Baker    petition    to    i ntorvene. Poti ti on    should 
be    denied    for    failure    to    identify    lltlgable    concern 
ui/apeclflcity.  In   a Iternot i ve, aEserts    petition    should    not    be 
granted    until    statement    is    tested. Cert i fi cate    of   Svc    enci 
DIDDLE,  J.  O.  ,     NEWMAN,  J,  H.        Houston    Lighting    tt   Power    Cn.        DIDDLE,  j   o 
Daker   I.   Butts.       79/08/02.       9pp. 


7910030155   Motion    to    compel    intervenors    C   Hinderste  i  n,  BA   McCorkle   t   TX 
PIHO    to  answer   applicant   790703  t,  23   interrooator  i  as. 
Interrogatories    shnulil    be    answored     in    entirety  I  ob  j  ections 
not    submitted    by    due    dates.  H/Certl ftcate    of    Svc 

NEWMAN,  J,  R.,     CQPELAND,  J.  0.        Houston    Lighting    U    Power   Co         NEWMAN.  J   R 
Loujenstoin.Neiuman.Reis,  Aielrad    6    Toll.        79/09/07.         10pp.  '     ' 

7910050747   Amends    790533   Cpntentiont    32,29   S,    12    filed    per    ALAB-935 
Amenda    include   description   of   contra!    rod    cracking    & 
unreliability    of    info    ays    in  reactivity   control    BUS 
W/Certificate    of  Svc. 
BOHEftTViJ.F.       Intervenor   J.  F.    Dofiertij.      79/09/07.       2pp. 

7910090631    Eiprcsses   objections   re   uti!   motion  requiring    interverxars   to 
place   petitions    under   oath   at   prehearing    conference 
HANBQN,  N.       Affiliation  Unknown.      79 /OB/07.       Ip. 

79100101B1    Third    set   of    interrogatories  t,  requests    for    info   to   ba 
produced   by   State    uf  TX.  Includes   questions    re    transportation 
of    flammable   or   haiarilous    Bubstancos    ti   related    studies  or 
surveys. 
JuHNSDN.C.        Teias    Public    Interest   Research    Group.        79/08/OB.        2pp. 

7910010187  Third    set    of    interrogatories   directed    to   appl  leant.  Inc  ludes 
info   requests   re    util    plan    to   construct    tmo-unl t    lignite 


combustion    electrical    generating    plant   t,  question   on 

for   power    basis    for    const   of    faci  1  itu.,  W/CBT  tif  itate    of  Bvc. 

BCOTT.S.       Teias    Public    Interest  Research   Group.       79^03/06, 


Bpp. 


7910040509   Response    in    opposition    to    JF   Ddhertij    Contention   40 
Contention    is   untimely, lacka   underlying    basis   6    rests   on 
misreading    of   TMI-2  data. Certificate    of   Bvc    cncl 

DIDDLE,  J.  Q.  ,     NEWMrtN,  J.  H,        Houston   Lighting    A   Pouier    Co.       DIDDLE,  J   G 
Lowenstein,  Newman,  fioia,  A»elrai)   fcToIl,       79/08/OB.       App 


7910120085  Amends    to    new  Contentions    1    t.  2, re    tornado   uiind    speed' 
backup    for    ECC8,  respec  ti  ve  ly, 
POTTHCIFF.F.H.        Aff  i  1  iatl  on   Unknown,        79/OB/O2,        2pp 


— 7910120089  Advises    of   address    change 
POTTHOFF,  F.  H.       Affiliation   Unknown, 


79/OB/02. 


7910040003  Response    in    support    of    applicant   790730  motion    to    schedule 
special    prehearlng    conference, u/one    caveat.  Ei  tensive    inquiry 
into    circumstances    surrounding    filing    of    each    petition    to 
intervene    is    nut    necessary. 
SOHINKI.B.  M,  Branch    3.        79/08/03.        Ip 

— 7910040004    Response    tn   RE   Loyleaa    !.   DD   Weaver    79O713   8.    17    petitions    tu 
halt    licensing    of    p lant.  Inquiry    should    uc   made    concerning 
petitioner    intent    to   mote    limited    appearance    or    full    party 
participation. 
WOODHEAD,  C.  P.  Branch    3.        79/OH/03.        2pp. 

— 791001001S  Response    to   I)F  Carrick    790717   petition    to    intervene 
Petitioner    has    adequately    shoun    st.inding.  Should    Bubmit    suppl 
to    petition,  I isting    content  ions. Cert i ficate    of    Svc    oncl 
HQODHEAD,  C,  P.  Branch    3,        79/03/03.        7pp. 

7910050762  Amend*   790413  contentions    re    possibility    of    spent    fuel 
meltdown   at    facility.  List    of    plants   uhore    such    contentions 
may    ba   applicable    end. 
FRAMSON.M,  B.  ,    FHAMSON.H.B.       Aff  i  I  iation   Unknown.       79/08/03.       3pp, 

7910110067  First    Bet    of    interrogatories   t,   requests    for    production   of 
documents, directed    to    JF   Dnhorty.  Cacti ftcato    of   Svc    enc 1 . 
DIDDLE.  J,  6,  ,     NEWMAN,  J.  R,        Houston    Lighting    t>   Pouior   Co,        KIDDLE,  J   0 
Baker    tt    Botta.        79/08/03.        20pp. 

7910090173  Motion    to    postpone    discovaru    until    after    special    prehearing 
conference    sought    by    applicant    for   790930. Util 
interrogatories    Intentionally    intended    to    interfere 
Lj/dmnnding    of   contentions,  W/Certl  f  icate    of   Svc. 
DOHERTY.  J.  F.       Intervenor    J.  F.     Daherty.       79/OB/Oib,       3p|i. 

7910190100  Ack    receipt    of    citizens   Jul    1979    ltr»   addresnef!    to 
NRC.  Applicant    has   no    objection    to    D   Carr    limited 
appearance. Hoddle, Lander, Loyloas,  Tyndall    &  Weaver    Itrs   may 
be   accepted   as    limited    statements, H/Certif icato   of  Svc. 
NEWMAN,  J.  R.       LouianstelniNeuman.RoiB,  Axclrad    &  Toll.       79/OB/OA.       7pp. 

7910010137  Objects    to    util    motion   requiring    intorvenor    place   notariied 
statement   within    petition   at    prehoaring    conference.  Motion 
discourages    full    public    participation. 
HANBON.N.       Affiliation   Unknown.       79/08/07.       Ip, 


7910050623  Response    in   opposition    to   JF  Dohprty   790724  amends   to 
Contentions   26,  S3  E,  21,  Amend    to  26   raises   untlmoly    neui 
concern,  amend    to   23  provides   no   specific    basis   &   amand    tu 
24    is   based    on  wrong    info.  W/Cert  if  icate    of    Bvc, 

GIDDLE.C.  T.  ,     NEWMrtM,J.R.        Houston   Lighting    t   1-ouier    Co.       BIDDLC.C   T 
Dakor   !<   Dotts.        79/06/08.        32pp.  '     ' 

7910090178  Amend    to   petition   to    intervene,  in    rep  1  ij    to    NRC  790725 
response.  Cnntends    that    issuance   of    DL  mill    cause    financial, 
property   !.   health    injury    duo    to   radiation   releases 
9CHUEH8LER.W,  J.       Af  fi  1  iati  on  Unknown.       79/OB/Oa.       3pp, 

7910110052  Notice    ef   deposition.  Rec  ip  i  ent    is    requested    to  appear  at 
Baker   I.   Botts,  Hnuston,  TX,  on    790912,tn    testify    on    bohalf    of 

CQPELAND,  J.  0,        Houston   Li  gh  t  ins    &   Pomer    Co.  .     COPELAND,  J.  0.       Baker   t, 

7910020069  Requests   permission    to    speak    at   hearings   on   proposed    nuclear 
pouor   plant,  Ltr    requesting   reinstatement   nn    svc     list    end 
HOOKER,  K,        Affiliation   Unknown.        79/<JB/09.        Ip, 

—7910020077  Requests    reinstatement   on    svc    1  1  at 

HOOKER,  K.        Affiliation    Unknown.       7-7/OB/Q-9.        Ip, 

7910090190   Response    to   Houston   Uightlna    *   Power   motion    to    compel 
answers    bij     intorvcnors    TX   PIRO,  HcCork  le    t,   Hinder  n  ta  in    to 
util    interrogatories,  TX  PIRO    is   making    diligent    effort   to 
ansuerl  responses    should    be   ready   shortly. 
JQHNSDN.C.       Tcias   Public    Interest  flosearch    Oroup.       79/OB/IO.       Ip. 

7910100680  Contention   41,  Intorvenor   health   &   safety    ara   ondangerad    Sue 
to    Inadequacy   of   mater    level    indicatDra    for    reactor    vessel 
W/Certificate   of   Svc. 
DOHERTV,  J.  F,       Intorvonor  J,  F,     Dohertg.      79/Oa/IO,       2pp. 

—  79101006B3  Amended   Contentions   33  t,    19,  Vendor  GE   reliance   on 
experimental    data    for  mitigating    transient-caused    overpnwsr 
of   reactivity    control    ays    contrasts    in/applicant   reliance   on 
Doppler   effect.  W/Certi  f  i  cate   of   Bvc. 
DOHERTY,  J,  F.       Intervenor   J.  F,    Doherty,       79/OB/1O.       2pp, 

7910110071   Response    to  JF  Doherty    fourth  t.   fifth  requests   for 
production   Df   documents.  Documents   requested    Include 
containment   structure    design   rept  !.    technical    rnpt    c-n 
denslPIcation   of   OE  reactor    fuel.  Certi  Ficate    of   8vc    oncl 
COPELAND,  J,  0.  ,    NEUMAN,J,R     Houston  Ltghtino    &  Pouier    Co 
CQPELAND,  J.  0,       Bailor   t  Dotts.       79/08/10.      4PP, 


o?11;1"™0  ContBntlD"   «•**   7'°724  amends    to  Contentions 
S3,  24  ti  26  h   to   790731   amondB    to  Contention!   23,34  &    33,  a  11 
submitted   by    JF   Dohertu.  Supports   Contantion   36  as    amended   & 
Contention  40.  Certificate    of   Bvc   end 
WQDDHEAD,C,P.  Branch   3.       79/OB/H.       13pp 
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nn  to  JF  DohBrt«  "0811  adrfl  Contention  41.  H.comm.nd. 

consolidation  of  contention  */TX  PiRG  Contention  fl9  which 
NRC  supports  For  1  itigation.  Contentions  are  same  on  issue  of 

SnnnS  rfpUatEV°Vel  ind  i"^™.  W/Certi  f  icats  of  Svc. 
HQDDHErtD,  C.  P.     Branch  3.   79/OB/15.   6pp. 

7910050613  Response  to  FH  Pntthoff  amends  to  770525  contentions 
Editorial  error  in  PSAR. discussod  in  Amende,!  Contention  1, 
will  be  corrected. Amended  Contention  3  should  be  denied  for 
allesati0n  re  ECCS  operation.  W/Certif icate  of  Bvc 

""  Ll9h"nfl  "  Poiucr  <"•     DIDDLE'C-T- 


C0ntBntlnn   15    «,f      \ °PP°"tion    to    JF   Doherty    790810    late-filed    addl 

Contention   41. Alleged    inadequacy    Of    decisions    re   uater    level 

instruments   has  no   basis    in   fact* comparisons   u/TMl    or  Ouster 

Crae*    cannot    be  made.  Cert i ficate   of   Svc    encl 

DIDDLE,  C.T..     NEWMAN,  J.  R.       Houston   Lighting    i   POU..P   Co 

Baker   t,   Dotts,       79/OB/16         Spp. 


"  *?  JF 
squate  as 


erty   79°B1°  amBndfltl    "'""Hons.  Contention 
spec  if  i  c  1  ttf.  Contention  33   lacks 


«e.i 

PDTTHDFF.F.  H         Affiliation    Unlmouin.        79/OS/39.         lp. 

7910050749   Motion    relating     informal    conferences    batueen    NRC    S,    nil 
intervenes    to    clarify    content!  ons   &   discuss   groundwork    for 
S".»2    ted    tn'r    r-"*-""^    "    <.»J*ctinnsflto    content^* 
DOHEB™     i   r    t°,'!!    dev8l°P'"'    "uring    confevencea. 
UOHERTV,  J.  F.        Intervenor    J.  F.     Dohnrty.        79/OB/3O.        lp, 


ence.  Opportunity    to    clarify    ASLD    questions    »» 
p   will    b.nifit    parties.  W/Certi  f  icate    of   8vc. 
F.       Intervenor   J.  F.     Dohertij.       79/00/30.        lp. 


rf™        MD*'0n   !°    C0mpel    "-"v-W    fom  applicant.  Refining 

doc^ents,  r.ou.ittd    in    intervonor   790717    !iU,  to   which 

opp  ll»nt    objoctod    on    irrelevancy    grounds,    Dre    related    to 

admitted    contentions.  W/Cei-tlficate    of    Svc 

DOHERTV,  J.  F,        Intervenor    J.  F.     Dohorty.        77/00/3O.         lp, 


"baslfof   kr±r;gil*r-;*   """•*    to  -l-Pllc.nt.ln.Iud..   question   re 
basis    of    knowledge    indicating    availability    of    barqe 
capable    qf    transpnrting    reactor    vessel.  Cert  i  fi  cote    of   Svc 

v/OHNSDN-C.       Ta.as   Public    Interest    Research    Group,        79/OB/22.        2pp. 

7*10090338  R.ipon.*   to  R  Waters   petition    to    intervene   Statements   ar0 

!:«i;      J^    r    ff    I    *°    lderlUfy    ltltereBt   »/r.«on«6!. 
specificity.  Certificate    of   Svc    enc  1 

NEMMN.J.R.,     COPELAND,  J.  0.       Houston   Lighting    «   Pou.er    Co         NEHHAN,   I   R 
LouensUln.Neum.an.fteU.A.elrad    t-   Toll         79/OB/23,       ipp!        NEW"AN|J'  " 


nvtron.UCenSil13    "f    '"i.Ii*«    d"°    *"    -n".t.».r, 
R1C«ERT,A.H,        Affiliation   Unknown.        79/08/24.        I  p. 


moti°n    for    -t.n.iD,,  of    time    to 

25      9   «.   «   n  -       Doherty    Contentions    12,19, 

c  33   Order    rolinj    on   contention!    of    JF   Dohertu, 

Franson.D   HarracJ.FH   Pottftaff   t,    TX   PIRG   .ill    OB    i.lutll. 
WOLFE.S.J.       Atomic    Safety    and    Licensing    Hoard    Panel.       79/OB/24.        l 


to   »!«  c  n3         °f    0"    Baturd 

to  minimiie    absences    from  uork 

DOQOETT,g.A.        Affiliation    Unt  noun.        79/OB/3I.        2pp. 


STEPHENS,  ciR.  Deleting    &  Service    Dranch.       79/09/04.       lp. 

79p?fi!°h!°   "'I""*'    that    »•""••«    «"    C    Johnson.E.e.utiv,    Dlr.ttor    of    TX 
recipient  ""    ""     Ult*     '"    fllJl"tl0"    *"    Pr,..nt    TX    PIRG 

BCDTT.J.M.        Texas    Public     Interest   Heaearch    Group.        79/09/05.         lp. 


«:J^^^ 

S  u^i:v:':;i::v:t!:::-,:;:t:s-;:ti:;:-'  »"•'-•»«- 

aCDTT,J.M,        Toaa    Public     Interest    Heaoarch    Group.        79/09/05.        9pp. 


. 

RICKERT.A.H   ,        Affiliation   Unknouin.        79/OB/31. 


D.        Affiliation    Untnou-n         79/09/06. 


Hinderste   n.OE  has   access    to    suttabli,    barnes    for 
transporting    reactor   vessel 

Dl!ttiREjN^i«»H0.U£*0n,Liflh*inB    *   POUJBr    Co'        DIDDLE.C.T.        Daker    & 
79/09/10        4pp'  Loucnstsin.N^man.Reis.A.elrad    t,    Toll 

"JOOTO4M  Sufc.lts    contentions    ro   reasons    for   oppoUtion    to   const    of 
DURK1N.P,  J.        Affiliation    Unknown.        79/09/1O.        lp. 


. 
and  Llwn.ing  8onr«  Panel,   79/08/37. 


7910330390   Forwards    EP    Curringa    790B37    Itr    st 
Plti0       t0    '"*"«n.    .as    «i  ,  Id    o' 

t  pEtltlon  yaB  tl 


WDDDHEAD,  C.  P.  Branch   3,       79/09/10.       Hpp. 


•'••""" 


SCOTT.J.tt.   Te,fls  Public  Interest  Research  Group.   79/06/37. 


OURKIN,  P.  J.   Affi  nation  Unknown,   79/09/10.   lp. 


•  s    s    •  . 

Atomic  Safety  antf  Licensing  Board  Panel.   79/OB/37,   2p 


lit  ion    to  pj  Durkin  petition   to    intorvonii, 
i    to   satisfy    interest 
Svc    end. 

louston  Lighting  t,  Power  Co.      NEWMflN,  J  R 
•ao    d   Toll.        79/08/27.        IBB. 


7910090256  IlBSponaB  to  JF  Doherty  7907S4  third  requast  for  pro 
of  docu^nts.  Forwards  all  required  documents  B,c%nt  00   P"l" 

Mhll^i.  ^  ll"-"°SC)"llhiCh  "  n0t  °n  "cord"  mDD  31-136, 
which  ia  OE  propriotary  Jocumont 

SOHINKI.S.  M.     Branch  3,   79/09/11,   3pp. 
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7910150604    Response     in    opposition    to    JF    Doherty    Contention    42   (. 
to    Contentions    12,15,16,19,31,22,29.33,36   t,    39.  Contentions 
failed    to    provide    litigable    issues    or    basis    In    Pact 
Certificate    of    Svc    anil. 
WDQDHEAD.C,  P.  Branch    3.        79/09/11.        14pp 

791Q15O621    Response    in    opposition    to    JF    Donerty    790931    motion 
requesting    that    petitioners   t,    intervenorB    be   permitted    to 
support    unadmitted    contentions    at    791015  special    praliearing 
conference.  Certificate    of    Svc    one  1 
SQHINKI.B.  M.  Branch    3.        79/09/11.        7pp 


7910130047   Amend     to    790718   petition    to    intervene.  Contends    that    normal 
radiation    level, as    calculated    by    applicant, Is    inaccurate    t, 
misleading.  Other    content! ons,  re    economic     impacts    t,    site    are 
stated.  IJ/Certif  icate    of   Svc. 
PAVUOVIC.F.        Affiliation    Unknown.        79/09/14.        tOpp. 

7910230321    Opposes    licensing    fact  1 i ty .  Alternate    sources    of    safe    energu 
should    be    funded. Eipresses    concern    re    effect    of    proposed 
coating    lake    on    flooding. 
DUfWIN,  J.  A.        Affiliation   Unknown.        79/09/14.        lp. 


791Q15O6B9   Response    in    opposition    to    JF    Doherty    790B30   motion 
requesting    NRC-poti  tinner    I,   NRC-intervenor     informal 
conferences    to    clarify     content i ana.  Nagot iat ion    among 
petitioners    IB   morn    f ru i tf ul . Cert i f i cate   of   Svc    end 
SOHINKI.S.  M.  Branch    3.        79/09/11.        8pp. 

7910350111    Responds    to   request    for    submittal    of    specific    contentions 
Alleges    that    problems    of    high     level    radiuaste    «<    spent    fuel 
storage   &   transportation    have    not    been    solved    so   as    to 
permit    licensing    of    plant. 
WILSON,  C,        Affiliation    Unknown.        79/09/11.        Hup. 

7910130043   Addl    contentions    filed    as    amend    to    79090B   petition    to 
intervene,  Urges    consideration    of    interconnection 
alternative, environmentally    &   economically    preferable    to 
nuclear    plant.  Other   alternate    onergij    sources    are    suggested 
SCHUES5LER,  W.  J.        Af  f  1 1  lation    Unknown.        79/09/12         4pp 


791024005Q   Submits    amend    to    790717    petition    to    intervene.  Al luges    that 
even    if   nuclear    pouer    plants    are    provon    to    he    saf  ej  p  robl  am 
of    nuclear   uiastfls  mill    remain 
GRIFFITH,  R.        Affiliation   Unknown.        79/09/14.        4p.p. 

7910310150   Response    in    opposition    to   JF   Doherty    motion    to    compel 
production   of   certain   documents   requested    on   790717.  Motion 
is    deficient    for    failure    to    state    relationship    batuioen 
contentions    &    documonts.  Cert  i  f  icate    of   Bvc     end 

HIDDLE.C.T.  ,     NEWMAN.J.R.        Houston   Lighting    &   Pouior    Co,        DIDDLE,  C    T 
Baker   !.   Dotts.        79/09/14.        Spp. 

7910100037   Response    in    opposition    to   FH    Potthoff   790B2O   amend     to    new 
79O325   Contention   3   alleging    that   wind    6    solar    powers    arc 
viaule    alternatives    to    f  ac  i  1  i  ty.  Orig  i  nal    contention    *.   amend 
do    not    challenge    contrary    conclusion    stated     in   FES    suppl 
SOHINKI.e.  M.  Branch    3.        79/09/17.        3pp. 


7910220009  Forwards    contentions   (<    submits    change    of   address.  Al  1  eges 
that   applicants    are    not    financially    quallf led) appl icants ' 
environ    rept   5.  NRC    draft   environ   ropt   &   statement    are   not 
accurate   &   proposed    plant    Is   polluting    unnecessarily 
CUMINGS.E.P.       Affiliation   Unknown,       79/09/13.       3pp. 


-791013004'!    Response    in    opposition    to    FH   Potthoff    undated    document 
seeking    to   amend    now  Contantion  1    based   on   Project 
Independence    rapt    re    solar    cells    al tarna t i vo. Rept    was 
misinterpreted.  W/support  ing    document   &  Certificate    of   Svc 
SQHINKI.S.  M.  Branch    3.        79/09/17.        9pp. 


7910220016  Responds    to  NF1C    request    seeking    specific    content!  ons.  Al  lent 
that    transportation    of    radioactive    matls    on   TX    highuiags   will 
result    in   ace i dentB.  Sugges ts    const    of   coal    plant    or    locating 
propound    plant   at   South    TX    site    as    alternative 
CONN, C.        Affiliation    Unknown,        79/O9/13         2pp 


79102603B4  Response    to   JF  Dolierty    fifth    sot   of    interrogatories.  Inclirdoc 
assertion    that    present    design   of    facility    falls    tinder  LJ 
series   ro    fuel    c  lassi  f  icatl  on,  NEDQ-3O943,  Tab  le  a.  Objects    to 
all    other    interrogatories. W/af f  Idavi t    &  Cer t i f i ca ts    of   Bvc. 
DIDDLE,  C,  T.  ,     NEWMAN,  J.R.        Houston   Lighting    I,   Power    Co,        BIBDLG,  C    T 
Baker    E,   Botts,        79/O9/17.        8pp. 


7910220449    Responds    to    790B07    notification    seeking    submittal     of 
specific    contentions. Allegus    that    locating    facility    at 
South    TX    plant    site    rather    than    present    site   mould    be  more 
ecologically    &    economically    practical. 
STREILE1N,  P.L,        AFf  i  1  iat  ion    Unknown.        79/09/12.        anp, 


79IOI3002B   Suppl    to    790717   petition    to     intervene    per    ASLB    790H06    ord  i 
scheduling    prohearing    conference.  Arg ues    that    util    la    not 
financially    qualified    to    construct    Pac 1 1 i ty.  Also    citoE 
environ   risks    likely    to    follow   const 
OQGQETT.S.  A.        Aff  i  1  iat  Ion   Unknown.        79/09/1H.        llpp 


7910220452   Submits    contentions    in    opposition    to    licensing    of    Facility. 
Alleges    that    location   of    facility    is    very    populated   & 
therefore    unsuitable    for    nuclear    power    plant    in    addition    to 
absence    of    safe    disposal    site    for    radwflBte 
LEMMER,  R.  N.        Affiliation    Unknown         79/09/1 3.        2pp. 

791024034Q   Amends    to    790512  Contentions    2,0  t.   42.  Asserts    that 
alternative    of    now    natural     gas-fueled    generating    facilities 
hao    not    been    considered    In    partial    initial    decision 
Certificate    of    Svc    end. 
BCOTTi  J.        Toias    Public     Interest    Rcsonrch    Group.        79/09/12.        7pp. 


7910160065  Contentions    I    f.  2.  Alleges   applicant    doss    not  meet    financial 
requirements    that   would    permit    const    of    fac il i ty,  rtp p I  icant 
data   represents    gross   distortion   of    nuclear    power    plant 
record    ro   GE   DWRs. 
BAKER,  0.  L,       Affiliation  Unknown.       79/09/1B.       4p&, 

7910230037   Responds    to   790B06    Itr    requesting    specific     contentions. 
Cooling     lake    dam   will    create    flood    hatartf    for   Valley    Lodge 
residents.  Suggests    cooling    toiuer   as    alternative    to   proposed 
lake-. 
CARRICK,D.  F.        Affiliation    Unknown.       79/07/1 H.        Dpn. 


7910090213    Supplemental    order    to    ASLB    79QFJ06    order.  Spec  lal    prehearing 
conference   will    be    held    in   Houston,  TX    on   791O1 5-19.  Denies 
proposed   meeting    between    intervonors    &   peti ti oners,  No 
limited    appearance    statements    may    he    hoard. 
WOLFE,  S.  J.        Atomic    Safety    and    Licensing    Board    Panel.        79/09/13,        3pp. 

7910110246  Suppl    to    petition    to    intervene   It   list    of    contentions,  per 
ASLB   790806   order, Contends    that    applicant-proposed    plans 
uill    Infringe    on    constitutional    rights    of   petitioner, 
Certificate    of   9vc    &   supporting    documentation    end. 
VAN   SLYKE.G.        Affiliation    Unknown.        79/09/13.        71pp. 

7910220014   Submits    suppl    to    79071H    1 tr    requesting    Pull    party 
participation. Contends    that    coal    plants    are    loss    expensive 
than    nuclear    power    facility. 
DTTO.K.       Affiliation   Unknown.       79/09/13.       4pp. 


7910320444    Submits    amend    to    790031    petition    to    intervene    in    Opposition 
to    licensing    of    fac  i  1  i  ty.  Al  leges    tnat    cooling    lake   uill 
increase    flooding    danger    in   Hraros   river   bas,in 
WEAVER,  D.  D.       Affiliation  Unknown.       79/09/1 B.        lp. 

7910290361   DeEponse    in    opposition   to  JF    Dotiertu;   motion    to   compel 
production   of    certain   documents.  Requo  s  cod    documents   arc  not 
related    to   any    content  ion. Rept    on  OE    reactor    fuel    will    be 
provided,  U/Cortif icate   of   Svc. 

COPELAND,  J.  0.  ,     NEWMAN.J.R,       Houston   Li  ghting    t,   t'ooiBT    Co 
COTELAND,  J,  Q,       Daiiur   (,  n0ttu.       79/09/18.       5pp. 

7910090515  Memorandum  (.   order    denying   FH  Potthoff   undatod    petition    to 
strike   portion   at  ASLB   790B27   scheduling   order, 

QIBHaP.C.J,       Atomic   Safety   and   Licensing   Appeal   Panel.      79/09/19 
4pn. 


7910220192  Foriuardo   requested    contentions,  Al  leges    that   growth    of 
population, possible    pipeline    rupture    from  moving    natural    gas 
pipeline    to   proposed    neu   route  &   other   related   matters   have 
been    underest Imated    by    applicant, 
BISHOP,  J.tl,  ,    QISHQP.M.M.       Aff  i  1  iation   Unknown.       79/09/13.       33pp. 

7910220428  Uroes    on    behalf    of    applicant    that   ASL0    rule   on   admi ss Ibi 1 i tu 
of    certain    intervenor    tt   petitioner    content!  ons.  Flu  J  ing   would 
permit   prompt    initiation   of    discovery. Li  at    of    contentions 
!i  Cortifcate    of   Svc    end, 
CULP.R.H.       LowenstHin.Neuiman.ReiB,  Aiolrad   4.   Toll.       79/09/13,       6pp. 


7910170694  Third    set   of    interrogatories   &  requests    for    production    of 
documents, directed    to   BA  McCorkle.  Includes    info   request   re 
Contentions   9.14,17  b    10  on    sulfur   well    which    caught    fire 
near   plant   &   other   related   matters.  H/Certi  f  Icata    of   Eve 
COPELnND,  J.  0.  ,    NEWMAN.  J.  R.       Houston  Lighting    t,  Power   Co 
CQPELAND,  J.  G.        Baker   (.   Botta.        79/09/19.        10pp. 

79102S0004  Response    in   opposition   to  TX   P1RO  motion    tn    compel   ansuiarf 
to  TX  PIRO   third    interrogatories.  Intarrogatories    eovar   neod 
for    power,  lobbying, Doiu  Chemical    contantion   *<    electrical 
demand.  Certificate    of  Svc    end, 

COPELAND,  J.  0.  ,    NEWHAN.  J.  R.       Houston  Lighting   A  Power   Co 
CDPELAND,  J.  0.        Baker   !.   Botts,        79/09/19.       Bpp. 
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7910190020  Content  ion    alleging    that    design    of    facility    is    inadequate    t, 
endangers   public     safety. 
PEflEZ.C.A.       Affi  llation   Unknown.        79/09/2O.        2pp. 

7910160050   Petition    to    intervene.  Contends    that    Facility    cannot    meet   NHC 
regulation  Tt  radiation   emissions.  Emissions   are    excessive 
compared    to   oth«r    plants   of    same   design  !.  slie. 
MUELLER,  E.E.       Affiliation   Unknown.        79/09/2S.        Ip. 

79100901B4  Order    in    response    to   TX  PIRO  79090S  motion   to   compel 
applicant  responses.  Grants  motion  re    Interrogatories   6,15  ti 
33.  Denies   runt  ion    TB     Interrogatories    9,7,  9.  10   fc    13. 
Interrogatories   B.  1  li  12  t-  21    have   been  mooted. 
WOLFE.S.J.       Atomic     Safety    and   Licensing    Board    Panel.        79/09/26.        4pp. 


H.    Oeneral    correspondence 

7910190064  Ack    receipt    of    Itr   requesting    copies    of    environ   rapt   &   BAH. 
Documents   are    available   at   PDR.  Seal  y>  TX. 
8DHINKI.S,  M.  Branch    3.        79/09/17.        2pp, 

791012020B  Responds    to   request    re    offoct    of    plant    const   on    historical 
sites. TX  Historical    Commission    suggests    that    project 
implementation   may    effect   Sweeny   Plantation   !>   other    sites 
Forwards    list    of   profs   who    could    aid   NHC. 
LATIMER,T.  ,     QRIOOS,  A.  K.        Teias,     State    of,        79/1O/Q2.        10pp. 

T.    Hearing    transcripts    on   non-antitrust   matters 


7910220430  Opposes    const   of  nuclear   plant   near  Houston,  TX 
DURHAM,  N.  L.       Affiliation   Unknown.       79/09/27.        Ip. 

7710300044  Response    in  opposition    to  JF  Donerty   790914  Contentions   13  t, 
44.  Neiu   contentions    are    untimely    t    fail    to    establish    adequate 
basis   re   stress    corrosion  cracking   al  legations.  Certi ficate 
Of   9vc    end. 

COPELAND.  J.  0.  ,     NEWMAN,  J.  R.       Houston   Lightins    t,   Pouiar   Co 
CQPELAND,  J.  <?.        Baker    J.   Botts.        79/09/20.        7pp, 

7910300051    Response    to    JF   Dc-berty    amended    Contentions   4,  I  i,  15,  li,  20,  31, 
36, 3B  t  39.  Fails    to    state  basis   upon   uhlch   amended 
contentions   may    be    1 1  tlgated.  Certificate    of  Svc   fc  supporting 
documentation  end. 

COPELAND,  J.  Q.  ,    NEWMAN,  J.  R.       Houston   Lighting    J.   Pounr   Co 
COPELAND,  J.  O.       Eaker    fe   Dotts.        79/09/2B.        30pp. 

7710300093  Response    in    opposition   to  TX  PIRO  790912  amended   Contentions 
1-6.  Contention   1    is    barred   by   rtSLB  790412   order.  Contention  2 
is  vague.  Contentions.    3-1,   lack   basis    for   allegation 

Certificate   of  Svc    end. 

COPELAND,  J.  0. ,    NEWMAN.J.R.       Houston   Lighting    t,   Power    Co 

COPELAND.  J.  R.       Sa*er    l>   Dotts.       79/O9/23.        9pp, 

791030043B  Response    to    JF  Daherty   790911   amends    to  Contentions   4,11,20 
l>  36  &  neu  Contentions   43-44.  Supports   Contentions   HO,  43  E,   44 
re   fuel    performance    reanalysis,  cleaning    compounds  !<  pipe 
link. Opposes   Contentions   4,11   &  36.  Certificate   of  Svc    end 
HQQDHEAQ.C.P.  Branch    3.       79/09/2B.       Bpp. 

7910300443  Response    in    opposition    In   TX  PIRO  7909M   amends    to  790513 
contention*.  Allegations   re   financial    inabi 1 ity, cool  inn    lake 
oiygen   deficiencies    &    population   expansion  are    speculative 
«iu?£ut   ¥L*    f"    Pr°Per    litigation.  Certificate   of   Svc    end. 
SOHINKI.S.  H.  Branch   3.        79/09/30.        10pp. 


n  ;"fl^B    ^ujspaper   clippings    to   support   contention    that   util 

U   financially    incapable   of  constructing    plant 
BAKER.B.T.       Affiliation   Unknown.        79/O9/29.       6pp. 

79101B0166  H.morandum  re  decision  ALAB-S65, on  A8LB  position   regarding 
intervenor   content  ic-ns.  Proponent   of   contention    should    be          »"flln« 
heard   before   Board    acts   on   contention 
EISHDP.C.  J.      Atomic    Safety  and  Licensing  Appeal   Panel.      79/10/01. 


7910260124  Transcript   of   791015   special    prehearing    conference    in 
Houston,  TX.Pp    704-961, 

UOLFE.3.  J.  ,     LINENBERGEIJ.G.  A,     CHEATUH,  E.  L.        Atomic    Safety    and 
Licensing   Hoard    Panel.       79/10/1B.       138pp. 

7910S60097  Transcript   of   791016   special    prehaaring    confflrenca    in 
Houston,  TX.  Pp    863-1,093. 

WOLFE.  S.  J.  ,     LINEDEROEH.G.A,  ,     CHEATUM,  E.  L.        Atomic    Bafetyand 
•Licanslng    Hoard   Panel.       79/10/16.       192pp. 

7910360131    Transcript   of  771017   special    prehearinfl.    conferencu    in 
Houston.  TX.Pp    1,033-1,313. 

WOLFE,  S.  J.  ,    LINENDERGER,  G.  A,    CHEATUM,  E.  L.       Atomic   Safety    and 
Licensing    Board   Panel,       75/10/17.       360pp. 

7910360093  Transcript    of  791010   special    prehearing    conferee,    in 
Houston.TX.  Pp    1,  314-1,  530. 

UOLFE.B.  J.  ,     LINENDEROER,  0,  A,     CHEATUM,  E.  L.        Atomic    Bafetu    and 
Licensing    Board   Panel.       79/10/1B.       207pp. 


special    prohearlng    conference 
nouBion,  i  *.  cp    1 ,  Ddl-l.  626. 

WOLFE,  S.  J.  ,     LINENBERGER,  O.  A,     CHEATUM.E.L.        Atomic    Bafatu    and 
Licensing    Board    Panel.       79/10/19.       lO6pp. 

DOCKET^ 30-467   ALLENB   CREEK    NUCLEAR    STATION,     UNIT   3 
0.    Adjudicatory    correspondence 


PQTTHQFF.F.H.       Affiliation   Unknown.       79/OB/02.       2pp. 
DOCKET  STN-50-470  CES8AR  SYSTEM  BO 


"provided    to"""et   pr°dot:  k*tin')    matl  =.for   CEB9AR  FBAR.  Buff  ic  lent    InFc 
nnclc,T.P.  Reactor   8|jstflni»    Branch,       79/10/1B.       Ip, 


n°rthatd°nlJtnB  FH  PDfctfloff  motion,  docteted   on  790925. 
HOLFE.8.J.      Atomic    SaPetu    and   Licencing   Board  Panel.      79/10/01.       ip. 


n™,""   f?°P*iM»    "SLflB    -»9«tion.    in   ALAD-565   re   right    of 
intervening   partiei    to  argue  contentions.  Corrects    first 
paragraph   8,   Footnote    3,  Page   2,  of   ASLB   790913   supplemental 
order.re   sp.cial    prchearing   conference.  PP    BmBncfll 

UOLFE.S.J.      Atomic   Safety   and   Licensins   Buard  Pane],      79/10/03.       2pp. 


tatemints  uill   not   be    received 

OLFE.S.J.      Atomic    Safety  and   Licensing   Hoard   Panel.      79/10/04.       Ip. 


J.  C. 


on  Unknoun.       79/04/25.       Ip. 


MOLFE.8.J.      Atomic   Safeti;   and   Licensing   Board  Panel.      79/10/03.       3pP. 

910380446   Order    denglng     J   DurUn   790912   n.tittnn    t       ,    t 
untimely   filing  Limit    a  /TUVIJ  petition   to    intervene, for 

:.B.J.      Atomic    Saf8tyPanrLicen.%tngtBSoardmpflne?."la79>10/10.       2pp. 


™_"47'    PILOR1H   NUCLEAR    POWER    STATION,     UNIT   2 
0.     Adjudicator^    correspondence 


iSj^^ 

^.nt^r^fSe'VBvc    %£™   °^    «"«•»"*•» 
WRIOHT.F.8.      Massachusotts,    State    of.       79/07/S7.       llpp, 


afls  si:;.'  9  •«»•'*-«•  ^»wrinatt 

WRIGHT,  F.  8.   Massachusetts,  State  of.   79/07/30.   9pp. 


7910030630  Order   advising    that   790927   h.orlno   Bili    b.    h.H    in   Pl^th, 
OOODHOPE,A.C.    '  Atomic    8,f.tv    and   Lle.n.ln.    Board   Pan.l.       79/OB/W. 
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79100901S7   Ack    receipt    of   NRC    response    to   motion    to    defer    forthcoming 
evidentiary    hearings    on    emergency    planning    &  Class  9 
accidents. Clarifies    relationship    of   accident   risks    to    long- 
standing   contention    on   alternative    sites, 
BURTi  L.       Massachusetts.     State   of.       79/08/22.       2pp. 

7910090334   Application    for    subpoenas    to    be    issued    to  MA  Dept    oP   Public 
Health    It    to   HA   Civil    Defence    Agency    (,   Ofc    op   Emergency 
Preparedness    for    attendence    at   791C-O1    hearings   on   utll    CP 
application.  Ltr   re    facility   monitoring    sys   agreement   end. 
LEWALDiO.  H.  ,     STOODLEY,  D.  0.        Boston    Edison   Co.        LEWALD,  0   H         Rooes    It 
Oray.        79/OB/34.        Bpp,  K 

7910190447  Responds    to    objections    In   790619    Itr   re    issuance    op   CP. 
Discusses    licensing    &   public    hearing    process   &   plant 
corrective   measures    For    reduction   of    radiation 
overexposures. 

VAROA.B.A,  Assiitant    Director    for   Light  Water   Reactors.       79/08/31 

2pp. 

—7910190453  Opposes   CP    because    of    lack    of    evacuation   plan,  notoriously 
bad    safety    record    by    Doston   Edison    re   worker    exposure    It 
outrageous    cost    of    plant. 
MCQRAW,  P.       Affiliation  Unknown.       79/06/19.       Ip. 

79100904S8  Motion    to    defer    issue    of    emergency    planning    scheduled    for 
discussion    on   791001, until    NRC   has    completed    review  of    issue 
at    facility    si  to. Supports    establishment   of    schedule    for 
filing    proposed    findings    of    fact    on   all    issues. 
SMITH, B.H,  Branch    2.       79/09/11.       Bpp. 

—7910090473  Affidavit   attesting    that   review   team  will    visit    facility    to 
review    imues   re    emergency    planning.  Certificate    of   Svc    end. 
PAOANO.F.Q.       Commission.       79/O9/11.       4pp. 

79101S0035  Order   cancelling   791001  hear  ing. scheduled    in  Plymouth, MA.  in 

response    to  NRC   request, Issue   of  emergency    planning    has    not 

been    Fully    reviewed.  Hairing    will  be   reset   at   earliest    time 

GDDDHQPE.  A.  C.       Atomic    Safety    and  Licencing    Guard   Panel,       79/09/13 
2pp. 


79IOIQ0172  Confirms    telconi   w/NRC  re    NRC   fuel    load    forecast   wiiit    tc 
site. Plans    to   submit   completed   OL   application   documents    in 
Jan    i960  are   unchanged, 
KQESTER.G,  L.        Kansas    Gas    (,   Electric    Co.        79/09/28.        2pp. 

7910I103BS  Forwards  BNUPPS  791002   Itr, which    forwarded   FSAR   to    be 
incorporated    into    license   applicat  i  on.  W/o    end.  Balance   oP 
documentation  mill    be    Pllerf    in  Jan    1900. 
KQEBTEfl.O.L.       Kansas   Oas   (.  Electric    Co.       79/10/03.       3pp. 

79101504B8  Responds    to   790921    memo   re    791129-30  meeting   ui/utl  1    to 
discuis    Pacility    const   schedule.  Subroi  ts  names   of   MO  Public 
8vc   Commission  members   at   meeting, 
FLUECQE,  fl.M.       Missouri,    State   oP.       79/10/09.       Ip. 

^l_BBtl'ritg'    malllcal'    emergency   t,   fira   protection   plans 

7910300906  Forwards   request    for   add)     inPo  re   QA  aspects    of   fira 
protection    sys    For  8NUPP8  portion    a*   facilities. 
PARR.  0.0.  Light  Hater  Reactors    Branch    3.      79/1O/1B.       24pp. 


0.    Ad judi calory    correspondence 


791Q05073B  Order   granting    eitenslon   until    790331    for   NRC    to    determine 
whether    to   review  Director   of    IE  790712  decision. 
CHILK.8.J.       Office  oF    the   Secretary    of    tho   Commission.       79/O7/37 
Ip. 

7910090554  Ac*   receipt   of   notification  re   a. tension    until    790&ai    for 
Commission    to   decide   whether    to  revlaui  790712  director's 
decision. Draws   attention   to    17  rep ts, appearing    in    1979 
Emporia   Oaiette, that    should    be   reviewed   bg   NRC 
MCDOWELL. M.      Affiliation  Unknown.       79/08/OB.       Ip. 

7910050673  Orders    intension   until   79Q913   for   NRC   to    determine   uihatfier 
to   review  Director   of    IE  790713  decision. 

HQYLE.J.C.       OfFiCB   oF    the   Secretary    oF   the    Commission.       79/O8/13 
IP- 


7910220414   Submits    filing    schedule    of   proposed    findings    op    fact   per 
790910   conference    cal 1. Applicants   will    file    on  79102H. 
intervenora    an   791 10H   &  NRC    on  791113.  Issue    of    emergency 
planning   ulll    be   excluded    from   proposed    findings    of    fact 
SMITH-  B.  H.  Branch    Z.       79/09/13.       3pp. 


7910050760  Orders   eitunslon   until    791128   For   NRC    to    determine   whether 
to   review  Director   of    IE  790712  decision. 

CHILK.S.J.       PfFice   of    the   Secretary    of   the   Commission.       79/O9/13 
Ip. 


7910310120  Forwards   MR   Denton   790B20  memo   re   resumption   of    licensing 
reviews, in   response    to  790904   request.  Also    forwards 
MM  Carbon   790813  memo,  [IF  Fraley    790815  memo  &  790S15 
document    re   alternative    to    shift    technical    advisors. 
SMITH,D.H.       Office    of    the  Executive   Legal    Director.       79/09/20.       Ip 


7910240690  Notifies   of   petition    to    intsrvone    tiij  MD  Public    Bv 
Commission. 
HEARNE,  T.  J.      Missouri,    State    of,      79/10/33.       Ip. 

H.    General    correspondence 


fl.     Inspection  reports,     IE  Bulletins    (t   correspondence 

7910120314   Responds    to   NRC    790917    Itr    re    interaction    between   nonsaPety- 
grade   &   safaty-grade    equipmont,  Util    assessment    performed.  No 
Impacts   on   required    safety    actions    identi Fled.  One    potential 
analysis    conclusion    identified    &    justified 
RQBEN.B.L.       Boston   Edison   Co.       79/10/09.       lOpp 


7910030134  Submits    list   op  article*    From  Emporia  Gaxatte   re    const 
of   facility. Questions  whether   const    should    continue 
MCDOWELL,M.       Affiliation  Unknown.       7-9/OB/08.       Ip. 

7910010073  Expresses   concern   at  NRC   delay    In   mating    dectalon    ra    base 
mat. Also    expresses    lack    of    Faith    in  NRC   decisions. 
CHRISTY,  W.      Affiliation  Unknown.      79/09/22.       Ip. 


D.DCKET  STN-50-4B3  WDLF  CREEK  QENERATINO  STATION 

A.     Application/construction    stage   documents    &   correspondence 

7910090496  Ack    receipt   of  790322  ft  061B    Itrs   re    ensuring    availability 
of    prompt    test   results    of    cement   matls    after    testing    t< 
meeting   max    time    limitations, 

9EIDLE.W.C.  Region   4,    Dallas.    Reactor   Construction  &   EnainHerinn 

Support  Branch.      79/08/33.      Ip. 

—7910090300  Provides    basis    for    interpretation    that    length    of    time   to 
conduct    user    test    of    cement    samples   did    not   violate   ASTM 
C-l90.Ltrs   confirming   test   findings   and. 
KOEBTER.O.  L.       Kansas   Oas   &  Electric   Co.       79/06/13.       4pp. 

7910050534   Notifies    that   NRC   had    requested    that  FR   publish    encl    notice 
of   proposed    Issuance   of   amend    to   CP    re   addition    of   KB 
Electric   Coopi Inc    as    facility    co-owner. 
PARR.O.  D.  Light  Water   Reactors:   Branch    3,       79/09/IB.       2pp. 

7910090940  Notice    of    proposed    Issuance    of   amend    to  CP  adding   KB 
EUctrlc    Coop, Inc   as    co-owner   atiuming    17X   Interest    in 
facility. 

PARRiO.  D.  Light   Uatar   Reactors   Branch    3.       79/09/1B.       5pp. 

79100B0133  Notification   of  791129-30  meeting  ui/util   to  discuss   eonst 
schedule. 
LICITRA,  E.  A.  Light   Uatar   Reactors   Branch   3.       79/09/31,       4pp. 


7910100408  Responds    to  790627,  Itr    to   HR   Denton  re    nualittf   &  itrennth    of 
concrete    in   base  mat  at    facility.  Fortmrds   79071H  document 
contalnine   results   of   evaluation   of    base  mat. W/o   »ncl. 
VAROA,8.  A,  Assistant  Director   for   Light   Water   Re-actors.       79/09/04 

2pp. 

7910100416  Responds    to  790627   Itr   to   HR  Denton  re   qualiti,    &  stranath    at 
concrete    in   base   mat  at   facility.  Forwards   790712   document 


containing    results    of   evaluation   of    base  mat. W/o   encl 
VAROA.S.A.  Assistant   Director   for   Light   Water   Roaetori 

Bpp. 


79/09/04. 


7910100525  Responds    to  790627    Itr    to   HR  Denton  re   quality    t,  itrtngth    of 
concrete    in   base  mat  at    facility. Formarils   79071S  document 
containing   remits   of   evaluation  of    base  mat.  H/o   encl. 
VAROA.B.A,  Assistant  Director    Fop   Light  Mater  Reactors.       79/09/04. 

2pp. 

7910020647  Responds    to  790716  mailgram  re   concrete   bas>e  mat.  Baa*  mat 
concrete    strength    has   not   retrogressed,  rieats   original    design 
criteria    in  P9AR  &  will   withstand    spaclfied    design    loads    b 
loading   combinations  u/o    impairment    of    structural    Intejrlttf 
VAROA,  8.  A.  Assistant  Director   for   Light   Mater  Reactori.       79/O9/OS 

Sop. 

--7910030668  Requests   invocation   of  approval    of   louend   stds    for    concr»t« 
base  mat*   tt  enlistment    of   unbiased    private   specialist    to 
analyie  mats. 
EILERS.H.,    E1LER8.L.      Affiliation    Un«nown.      79/07/16.       1». 
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7910020657  Responds    to   790710  mailgram  re   -concrete   base   mat.  Base  mat 
concrote    strength    has  not   retrogressed,  meets    original 
design   criteria    in   PSAR    t.   mill    withstand    specified    dosign 
loads  ui/o   Impairment   of    structural    IntaoTitg. 

VARQA.S.  A.  Assistant    Director    for    Light    Water    Reactors.        79/09/O3. 

2pp. 

7910220023  Responds    to  79O716  mallgram  re    concerns    about   baas    mat 
concrete,  Di  leuBjBs   various  analyses   which    demonstrate 
integrity   of   base   mat    In  meeting    original    design    criteria. 
VARGA.B.A.  Assistant    Director    Fnr    Light    Mater    Reactqra.        79/09/O5. 

2pp. 


7910120396   6NUPPB   FSAR, Chapter     14,     "Initial    Teat    Program. " 

•  8NUPP5   -  Standardized   Nuclear    Unit   Pnuer   Plant    System.       79/10/O2. 
100pp. 

791012029B   BMUPPS   FBAR,  Chapter     15,     "Accident    Analyses." 

*  8NUPPB   -   Standardized    Nuclear   Unit    Power   Plant   System.       79/10/O2, 
4DOpp. 

79101S0303   SNUPPS   FSAR,  Cfiap  ter     16.     "Tech    Speca.  " 

»      9NUPPS    -   Standardiied    Nuclear   Unit    Power   Plant    System.       79/10/02. 


I.     Financial    information 

7910020490  Responds    to  79O911   request    for    add!    Financial    info    ro   util 
Plans   to    submit    Info   by   791005. 
KQE8TER,G.L.        Kansas    Oas   tt   Electric    Co,        79/09/25.        Ip, 


7910120311    SNUPPB   FSAR, Chapter     17,     "QA,   " 

*      SNUPPS    -   Standardized    Nuclear    Unit    Pouer    Plant    System,        79/10/02, 
2pp. 


Q.     Inspection    reports,     IE    Bulletins    &    correspondence 


7910110328  Forwards    addl    financial    info    r&questad    79QE527  ro    amend    to 
CPPH-147. Certificate   of   Svc   sncl. 
KDEBTER.O.L,        Kansas   Oas    d   Electric    Co,        79/10/OS.        100pp. 

K.     Utility    Final   Safety    Analysis   Report     (.FSAR)     t,    amends 

7910120317   Foruards    SNUPPS  FSAR    to    be    incorporated    into   applications 
for  GLs. 

PETRICKiN.A.       SNUPPB  -  Standardized    Nuclear   Unit   Power  Plant    Buatem. 
79/10/03.        Ip. 


791QOS0120   Forwards    IE    Insp    Rept    3O-4B3/79-1 3    on    79OB06-O7.  No 
noncomplianco    noted. 

SEIDLE,  W.  C,  Region    1,     Dallas,    fieattar  Construction   &  Eng.  inner  ing 

Support    Branch,        77/QB/14.        2pp, 

--7910020i2i    IE    Inap    Rept    5O-482/79-15   on  79OB06-07.  No   noncomp 1 iance 
noted. Major    arena    inspec ted: c Ircumstances   re   void    In 
secondary    shield   wall    concrete. 

CROasHANiW.  A.  ,     HALL.R.E..     DOERS,  C.  R.  Hagion    4,     Dallas,     Office    of 

the   Director.       79/08/13.       4pp, 


7910130319  BNUPPS  FBAR, Chafl ears    1-17. 

a     BNUPPS  -  Btandardiied   Nuclear   Unit  Power   Plant   System.       79/10/02. 
4006pp. 


7910020321    Farumrds    IE    Dulletin   79-13, Revisi nn    1,     "Cracking    in 
Fe'Bdiuater   Sya   Piping."   No   action   required, 

SEYFRIT.K.  V.  Region   4,     Dallas,    Office    of    the   Director.       79/GB/3Q, 

Ip. 


7910130238  8NUPFS  FSAR, Chapter    I,     "Introduction.  " 

*  SNUPPS  -  Btandardiied   Nuclear   Unit  Pouar   Plant   SuBtom.       79/10/02 
100pp. 

7910120H46  SNUPPS  FSAR, Chapter  2,     "Site   Character  i  s  tics.  " 

•  BNUPP9  -  Standardiied   Nuclear   Unit  Power    Plant    Sustom,       79/10/02 
100pp. 

7910130331    SNUPPS   FBAR, Chapter    3,     "Design    of    Strut  tures.  Componenla. 
Equipment  !<  Sys.  " 

»     BNUPPS  -  Standardiied   Nuclear   Unit  Pouier    Plant    System.       79/10/03. 
600pp. 

7910120255   SNUPPS   FBAR. Chapter   4,     "Rsactor.  " 

«     SNUPPS  -  Blandardiied   Nuclear  Unit   Poujsr   Plant    BuntHm.       79/10/02 
200pp. 


791016030B   Forusrda    IE    Insp    Kept    50-1B3/79~li   on   790828-30.  No 
noncomp  llanca    noted, 

BEIDLE.H.C.  Region    A,     Dallas,     Reactor    Construction   !t   Engineering, 

Support   Drancli.       79/O9/06.       3pp. 

— 7910160HIS    IE    Insp    Rept    SO-4S2/79-16    on    790828-30. No    noncomp 1 iancn 
noted. Major    areas    inspectod ; 1 icansoB   action   on    previous    Inap 
findings. 

TOML1NBON,  D.  P,  ,    ODERO.C.R.,     HALL,  R.  E.  Region   4-    Dallas,    lloactor 

Construction   &  Engineering   Support    Branch.       79/09/06.       3pp. 

7910020363  Forwards    IE    Info   Notice   79-20, Revia i on    1,     "NRC  Enforcement 
Policy   -  NF)C   Licensed    Individuals,"   Notice    reissued    to 
correct   word    omission   &   punctuation    error   luhich    changed 
intent   of    statement.  Changed    statement    underlined    in    text. 
8EYFRIT.K,  V,  Region    4,     Dallas,     DPfiio    of    the    Director.        79/09/07. 

Ip. 


7910120259  SNUPPS  FSAR,  Chapter  5,    "RCS  8,  Connected    Bya,  " 

»     BNUPPG  -  Btandardlied   Nuclear  Unit   Pouter   Plant  System        79/10/02 
(DOpp. 

791012026S  SNUPPS  FSAR.Chaptsr  6,     "Engineered    Safatu   r-aaturos.  " 

»     BNUPPS  -  Standardiied    Nuclear   Unit   Pouar   Plant   System.       79/10/02 
400pp. 

7910120269  SNUPPS  FSAR,  Chap  tar  7,     "Ina  trunumtati  on   &  Control*    " 

*     SNUPPS   -  Standardiied    Nuclear  Unit  Poioar   Plant   Sustain.       79/10/O2 
200pp. 


79100307B2  Rospnnds    to    IE   Bulletin   79-15,     "Doep    Draft  Pump 
Dof iciencics,  "   re    saf ety-ralated    app  1  i cation, mfg    &   overall 
dimensions. 

PETRICK,N,  A.        SNUPPS    -   Standardiied    Nuclear    Unit    Power    Plant    Buston 
79/09/10.        2pp. 

79I02-100S7   Responds    to    IE    Bulletin    77-15,     "D&ep    Draft    Pump 
Deficiencies.  "    Since    pump    design    is    still    in   mfg    stagu, 
startup    t<  malnt    info    not    yet   available. 

PETRICK,  N.  A.      Standardiied    Nuclear    Unit  Pouier   Plant  System. 
79/09/10.        2pp. 


7910120372  SNIFFS  FSrtH,  Chap  tor  8,    "Electric   Poiwar.  " 

*     BNUPPS   -  Btandardiied  Nuclear  Unit   Power   Plant   System.       79/1O/02 
200pp. 


7910030311   Foruards    IE  Circular   79-19-,     "Loose   Locking    Devices    on 
Ingorioll-Rand    Pump    Impellers.  "   No    action   required. 

SEYFRIT.K.V.  Dsgion   4,     Dallaa,    Office   of    tho   Director.       79/09/13. 

Ip. 


7910120276   SNUPPS   FBAfl,  Chapter   9,     "Auxlliaru    Sija,  " 

*     BNUPPS  -  Btandardiied  Nuclear  Unit  Pouiar   Plant   Syatom.       79/10/02. 
IQQOpp. 


aOOpp. 


AR'chaP*"   I",    "Staan,  fc  Powar  Convarsion  6U>.  » 
-  Btandardiied  Nuclear  Unit   Puiuar   Plant    SystHin.       79/10/02 


79101203B1   SNUPPS  FBflR,  Chapter    11,    ''Raduaste   Mgt    " 

™8NtJPf'S  "  Standai-diied  Nuclear  Un£t   Pownr  Plant    System.      79/10/02 
SuOp  p  . 

7910130287  BNUPPS  FSAH.Chapter   12,    "RadiaHun  Protsction.  " 

•     BNUPPS  -  BtamfardUed  Nueloar  Unit   Pouor  Plant   Suatam.       79-/LO/02. 
loop  p. 


7910110295  Forwards    IE    Info   Notice   79-22-     "Qualification    of   Control 
Sy&.  "   No  action   required. 

SEYFRIT.H.V.  Region   4,     Dallas,    Office   of    the   Director.       79/O9/17 

Ip. 

791011O1BB  Forwards    IE  Circular   79-20,     "Failure    of   QTE  Bglvania    Relftij, 
Type    PM   Dullotln   730&,  Catalog    8U12-11-AC  in/ ISO  Volt   ac 
Coil."   No   action   required. 

SEYFRIT.K.  V.  Rogion    4,    Dallas,    Office   of    the   Director.       79/09/24 

IP- 

7710110176  Forwards    IE    Info   Notice  79-23,     "Emeroency    Diesel    Oennrator 
Lube    Oil   Coolors. "   No    action   required. 

8EYFRIT.K.  V.  FtBDion   4.    Dallas,    Office   of    the   Director.       79/09/26. 

IP- 


79101SOS91  BNUPPS  FBAR, Chapter  13,    "Conduct   of  Operation   " 

*     BNUPPB  ~  Standardiied  Nucliar  Unit  Power  Plant   Suitem.       79/10/03. 
2pp. 


79101B0039  Foruiards    IE  Bulletin  79-24i     "Froian   Lines.  "   No   action 
requlrad. 
SEYFRIT,K,v.  Region    4,    Dallas,    office   of    the   Director,       79/09/27. 
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7910170526   Forwards    IE    Info    Notice    79-25,     "Reactor    Trips    at    Turkey 
Point   Units    3  fe   4,  "    No   action   required. 
SEYFRIT.K.V.  Roflion    4.     Dallas,     Office    of    the    Director.        77/10/01 


7910190206   Forwards    IE    Info    Notice    79-21.     "Overpresnur  i  jat  ion    of 
Containment    of   PUF1   Plant    After   Main    Steam  Line    Drsali    "    No 
action   required. 

SEYFRIT.K.V.  Region    1,     Dallas,     Office    of    the    Director          79/10/01 

lp. 


— 7910250258    Environ,    rep  t    for    fac  i  1  i  tg.  Vol     1. 
*      Union    Electric    Co.        79/10/16,        BQOpp. 


— 791025O261    Environ    rept    for    facility, Val    2. 
*      Union    Electric    Co.        79/10/16.        BOOp, 


— 7710950242    Environ    rept    for    facility,  Vol    3. 
*     Union    Electric    Co,       79/10/16. 


79102302B9   Ack     receipt    of    790706    8.    1O01     1  trs    informing    NRC    of     steps 
taken    to   correct    violations    noted    in    IE    Insp   Rent 
50-482/79-09. 

SEIDLE.W.C.  Region    4,     Dallas,     Office    of    the    Director         79/1Q/09 

IP- 

—7910230297   Responds     to    NRC    7906O7    1 tr    re   violations    noted    in    IE    Insp 
Rept    50-492/79-09.  Corrective    actions:  all    excavation  t    con&t 
work    on   ultimate    heat    sink    reservation  &   dam   considered    to 
be    saf ety-related    activity. 
KDESTERiO.  L.        Kansas    Oas    &   Electric    Co.        79/07/06,        4pp. 

— 7910230306  Responds    to   NHC    790907    Itr   re   violations    noted    in    IE    Inop 
Rept    5Q-48S/79-09.  Corrective    act  1 ons;  purchase    order    issued 
t.    insp    &    surveillance    procedures    will     be    implemented. 
KDESTER.O,  L.        Kansas    Gas    !.    Electric    CD.        79/07/06,        flpp. 

7910310422   Forwards    Revision    2    to    IE    Bulletin    71-13.     "Cracking     in 
Feedwater   Sys   Piping."    No   action    required. 

BEYFRIT.K.  V.  Region    4,     Dallas,     Office    of    the    Director.        79/10/17. 

lp. 


F.     Security,     medical,     emergency    &    fire  -protection   plans 

7910300506    ForuardE    rsquust    for    addl    info    ro    OA  aspects   of    fire 
protection    sijs    for    ENUPPS    portion   of    facilitlos. 
Pflnn.Q.  D.  Light    Water    Reactors    Branch    3.        79/10/1B.        24pp. 

791O24Q622    Forwards    physical     security,    plan. Plan   withhold 
(rof    10CFR3.  79O). 
BFIYAN.J.K.        Union    Elactric    Co.        79/10/17.        lp, 

K.     Utility    Final    Satattj    Analysis   Report    (FSAR)    &  amends 

7910120217    Fnruiarda    BNUPPS    FBAR    to    he     incorporated     into   aap  Hcatinna 
for  OLa. 

PETRICKiN.  A,.       ENUPPS   -   Etandardiied    Nuclear  Unit   Power  Plant    System 
79/10/02.         lp. 

7910120319    SNUPPB   FBAR,  Chop  ters     1-17. 

*      SNUPP9   -   Standard! led    Nuclear  Unit   Power   Plant  System       79/10/02 
4006pp. 


8,     Raportable    uccurrencHS.     LEfis  !.   related    correspondenCB 

7910180400  PNB-IV-79-001:on    790932, bomb    threat    call    was   received    ro 
fuel    &   auxiliary    bldgs.No    bomb    mas    d  iscovered,  Al  1    necessary 
action    taken. Worker    havino    voice    similar    to    caller    is   being 
checked. 

ODERO,C.,    CROSBMAN.ig.  Rejj  inn   4,     Dallas,    Office    of    the    Director 

79/09/25.       2pp. 


791012023-S   SNUPPB   FSrtn.Chapfcor    1,     "Introduction." 

*      BNUPPS   -   Standardized    Nuclear  Unit  Power   Plant  System       79/10/03 
100pp. 

7910130216   5NUPPS   FSAR.  Cnap  ter  2.     "aite   Characteristics." 

»      SNUPPB   -   Standarili  led   .Nuclear  Unit    Power   Plant  System.      79/10/02 
lOOpp 


7910180316   PNS-IV-79-002: on    790927, bomi    threat    call    uas    recoivod    re 
auxiliary    bldg    area.  No    bomb    was    found. All    necessary    action 
taken. 

ODERO.C.  ,     CnOSBMAKiW.  Region    4,     Dallas.     Office    of    the    Director 

79/09/27.       Hpp. 

791004027B   Forwards     first    dofiilencu    rept    re    qualification    of     control 
sya.Neit   rept  mill    60    submittail    in   approi    three   months 
PETR1CK.N.  A.       BNUPPS   -   Standard  1  ied    Nuclear   Unit  Pouier  Plant    Sitstem 
79/09/2H.       lp. 

--79100402BO  First    deficiency    rept   TB    qualification    of    steam   nenorfltor    & 
presBUrizap   pouar    operated    relief    valve   control    sys  t,   main 
feeduiater   &  automatic    rod    control    o«s.  Neit    ropt    ui  1 1    bo 
submitted    In   approic    three   months. 

*      SNUPPB  -  Standardiied    Nuclear   Unit    Power   Plant   Bustem 
•79/07/aB.       2pp. 


7910120231    BNUPPS  FSrtR,  Cl.ap  ter  3,     "Desian   of    Structures,  Components, 
Equipment    d   Sys.  " 

*      SNUPPB   -   Standard!  iod  Nuclear   Unit   Power    Plant  System.      79/10/02 
600pp. 

7910120255    SNUPPa  FSAR.  Chap  ter   4,     "Reactor." 

t>      SNUPPB   -   Standardise!   Nuclear   Unit   Pouar    Plant   System.       79/10/03 
200pp. 

791Q150S59   SNUPPB  FSAR.  Chapter   9.     "RCS  &  Conncctod    BUS." 

f      BNUPP9   -   Standardiied   Nuclear   Unit   Power    Plant   System.      79/10/02 
100pp. 

79I01S026S   3NUPPS   FSArt,  Chapter  6-     "Ennineered    Safety  Features." 

«      ENUPPS   -  Standardized    Nuclear   Unit   Pouier    Plant   System.       77/10/03. 
400(1  p. 


7910210131    Notifies    that    licensee    informod    NRC    on   79QB30  of   potential 
deficiency    rp    qualification    of    control    ays  which   uas    later 
suhj    of    IE    Info   Notice   79-32,  Buppl    rapt    loill    be    ivsuod    in 
about   90   days.. 

PETRICK.N.A.       Standardired    Nuclear   Unit    Pouer   Plant   SyBtem 
79/09/2B,       3pp. 


7"710iaoa69  SNUPfS  FSAR,  Chapter  7,     "Inatrumsntation  *  Controls." 

*      BNUPPB    -   StandartfimS    Nuclear   Unit   Pauer  Plant   System.       79/10/02, 
300pp. 

791O120276  SNUPPB  FSAft,  Chapter  9,     "Auxiliary    Bus." 

«•      SNUPPB    -   Standardiicd    Nutlaar   Unit  Power   Plant    Bijstem,      77/10/02. 
1000pp. 


DOCKET   STN-90-483    CAL.UaHAV   PLANT,     UNIT     1 

A.    Application/construction    stage    documents  &  correspondence 

7910050268  Notification    of    791127-2B  mooting   u/util    at    site    to    discuss 
schedule. 
LICITRA.E.A.  Light   Water   Deactors-   Branch    3,       79/09/20.       4pp. 

7910150469  Responds    to    NRC   790920  memo    re    791127-28  meeting    u/util    to 
dlicoss    const    schedule. Bubmits   names    of    Public    Svc 
Commission   members    in    attendance. 
FLUEOOE.R.M.       Missouri,    State    of.       79/10/07.       Ip, 

7910230235   Forwards    amend    to   application    for  OL, including    environ   repti 
Volu    1-3  &  FBAR    site    addendum. Addl    info    renuired    Por   Unit   2 
OL    issuance   will    be    filed    later. 
BHYAN.J.K.       Union    Electric    Co.       79V1O/16.       2pp. 

— 7910290256  Amend    to   application    for   OL, inc lud inn   FBAR,  site   addendum 
environ   rept,vols    1-3. 
»      Union    Elactric    Co.        79/1O/16.        33pp. 


7910130360  SNUPPB  FSrtRiChapter    10,  "Steam   (.  Punier  Conversion  BIJS.  " 

»      HNUPPB    -   StandavdiiBd    Nuclear  Unit  Pouier   Plant   System.       79/10/03. 

iOOpp, 

7910ia02af    BNUPPS  FFMft,  Chapter    11.  "RaSwaste   Mot.  " 

«      SNUPPB    -   Btandardlicd   Nuclear  Unit  Pouer   Plant    System.       79/IO/OH. 
HOOpp. 

79101202B7  BHUPPB   FBrtR.  Chajiter    13,  "Radiation   Protection." 

*      SNDPP8   —  Standardized    Muclear  Unit  Power  Plant   9y«t«m,      79/10/02. 
lOOpp. 

79101S0391   BNUPpg   FSAR,  Chapter   13,  "Conduct   of  Operation." 

«      BNUPPS    -   Standardized    NuclBs-r  Unit  Poniar   Plant   System,       79/10/02. 


791O1H0296  SNtfPPB   FBAH,  Chapter   14,     "Initial    T«at  Prooram,  " 

«      SNUPPB   -    Standordiied    Nuclear  Unit  PouBr   Plant   System.      79/10/02 
100pp. 
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7910120298  SNUPPS  FSAR,  Chapter    IS.  "Accident   Analyses    " 

*  BNUPP9   ~    Standardised    Nuclear  Unit    iPouar    Plant   System.        79/10/03. 

7910120303   SMUPPS   FBAR,  Chaptar    16,  "Tech    Specs    " 

*  SNUPPS  -  Standardiiod  Nuclear  Unit   Power   Plant   Sustem        79/10/02 
Hap. 

7910120311    SNUPPS   FSAK.Chapter    17.  "Oft,  " 

*  BNUPP9  -  Standaroiied  Nuclear  Unit    Pnwer   Plant  System.       79/10/O3. 


n.t«rf    M  "5P    R?Pt    »-«B3'79-09    on    790629-30.  No    noncomp  1  lance 

noted,  Major    ureas    inspec  ted  :  environ    protection    program 
»5*MT  ,,  S   m*      ""^olii,  program   conduct,  resu  Its    t,  audits. 


Coil.       No  action    required. 

KEPPLER.J.  G,  Region   3.     Chicago,     Office    of    the    Director.        79/09/24. 


7910250347   Site   addendum    to   FEAR    far    facility,  Vol     1 
«      Union   Electric    Co.        79/IO/19.        800pp. 

--79IOS50549  Site   addendum  to   F8AH    for    facilitu.Vol    2 
«     Union  Electric    Co.      79/lO/i^,       SOOpo. 

—  7910380530  Site   addendum  to   FBAR    For    facility,  Vol    3 

*  Union  Electric    Co.       79/1O/19.       BOOpp. 

--7910B50551   Site  addendum   to  F3AF1    for    fac  i  1  itu,  VP!    4 

*  Union   Electric    Co.        79/10/19.        BQQpp. 

--79102S0934  Site   addendum  to  FSAR    for    fae  i  1  1  tti  ,  Vol    5 

*  Union   Electric    Co.       79/JO/19.        aOOpp. 

Q.     inspection  rtporta,     IE  Bullotina   t,    corraappndencrB 

7910090204   Fortt.rdi    IE   Bulletin   79-21,      "TEn,p    EPferts    On    Level 
Miasoremflnts.  "  No  action  required. 
KEPPUER.J.O.  Reoion   3,     Chicago,     Office    of    the    Director.        79/08/13. 


?r^   J!    '^°  NDticB    "-20'     "NRC    Enforcement   Policy    - 
Individuals."  No   action   required. 
d.O.  Region  3,    Chicago,    Office    of    the    Dlrectar.       79/08/14. 


si  Bn 

Switches  on  OE 

required. 
KEPPLER.J.O. 


?1?SI"  "-17'     "C°»^   P«6>-«.  i"   SB-IS 
lcUd  Circuit   Breakers.  "    No-  action 

ion   a,     ChtcaDo,     Office    of     the    Diractqr.        79/OB/14. 


""P 


h.    "79X33. 


on    790B07-O9    (,   notice 


-79100«17B  Motice  of   violation    from    in*p    on   790807-09 

Rsglon  3,    Chicago,    Office    of    the    Director.       79/OB/2H.       Ip. 


7910250224   flck    receipt    of    790917    Itr    informing    WRC    of    steps    taken    to 
latlDn    nQted     '"     IE    InBP    "-Pt    50-4B3/79-OB         P 

"9"'    R-e*"   "  —  ^"t*-"   -  En9ineerin£ 


procedure    for    insp    «, 
K 


delineates    reap  o 

Burveillance. 

BRVAN.J.  K,       Union  Electric    Co.       79/O9/17.       ?pp. 


Support'ur.nch, 


>  on   79O911-I4.NO 
Reactor  Construction  &  Engineering 


».d,  r  :-        °n  -4.MB   nonc 

conl.i™    I   h  *n«P«t«d:routin.,  unannounced    insp    of 

containment   base   mat    documentation   fc   ASrlE  codo 


carti  Fication, 


.-Noif'  "E—  — 

KEPPLER.J.G.  Region    3,     Chicago,     Office    of    the    Director.        79/09/36. 


. 

KEPPLER.J.O.     Region  3,  Chicago,  Office  of  the  Director.   79/09/27. 


.q 

KEPPLER.J.O.  Reflion    3,     Chicago,     Office    of    th.    Director.        79/10/01. 


7910ia063i   Forward,    IE    Info  Notice    79-34,     "Qverpreasur  i  Ifltion   of 
Containment    of   PUR   Plant   After   Main   Steain  Line   Break    "    No 
action    reijui  red, 
KEPPLER.J.O.  Region   3,    ChtcagD,     Office    of    the  Director.       79/10/O1. 


noted: 


n 

KEPPLEfi.J.o.  Region   3,    Chicago,     Office    of    the  Director.       79/10/19. 


m™-?;,^!!16:   "-=t>.R.V|,ion    «.     "NHC   EnPprcemB.t 

S  Li"n"d    Individuals."   Notice    reissued    to 
^:"3  iflSt*   P»"«t»"fcl«n   error    uhich    ch*nfl%d 
S  »n*;Ch*3|tl1   BtatBme'lt    "nd^rllnBd    tn    texl. 

.O.  Regions,     Chicajo,     DFPice    of    th.    Director.        79/O9/07 


Plant  Sgstem. 


flfllDn   3, 


-'».     "D"P    Draft   PUmp 
-Hcation,^   t.    DV^,1 

H«l«r   Unit   Ppwer    Pt.nb  8u.stBffl. 
-1S'     "D"»    Dr^t    "«•» 

11  ln  mfa  'tafle/ 


79/09/13. 


»T        ;        auomatl=   ™d    "ntrirl    s«a.  Ne,t   r-.pt   Hill    he 
submittoil    in   approx    thra-e   months 

79/09/HB8  -£*mim**1"*    Nuclear   Unit  POUMM-  Pl.nt    8V.fe». 

7910240131    Notlfl**    that    Hcenseo    informed    NRC    on  790B30   of   potential 
iuk      irSS  "qualification   of   control    sys   u,hich    Ua,    later 

^tV^r1  NotIcD  "-a2'su"1  *"*  -i»  »•  i»uad  In 
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DOCKET    STN-QO-404    TYRONE   ENERGY    PARK.     UNIT    1 
0.     Ad  jutficatory    correspondence 


u^    °f   5   Kepfard   r°    *"t"vn«T   Environ  Coalition    on 
Nuclear   Power    statement    of    facts    to   which    there    is   mail 

«    Pl!   !^  ventilation   can   bring    up    radon    From    interior 

of    shutdown   mine. 

KEPFDRD.C.       Environmental    Coalition    on   Nuclear  Power.       79/Oi/2i 
6pp. 

771019034?  Opposea    utils    J0(nt  motion    for    Gummary    dispnsition   t.  NRC 
motion    for    partial    summary    disposition    on   radon    emiBnions 
Kadon    emissions    endanger    public    hoal  th.  rtdopt*    intervunor 
Ecology    Action    of  Oswago    concurrent    filing, 
«      Environmental    Coalition   on  Nuclear   Pomer,       79/06/27.       13PP 


rdBr   dl9lnili3in3    P™"°<tinpa.  Const   of   facility    has    bean 
BISHOP.C.  J.        Atomic    Safety    and    Licensing    Appeal    Panel.        79/00/30 


,    -^  *  H  «    tt    in   V«    ,£12        granting    summary    judgment    for   Deficiencies 

i.-s.&.H.1?.  It.  13,  15,  19,  20  fc  22-H5.  Denies    summary    disposition 

for    deficiencies   re   emissions    from  mill    tailings    piles, 

underground   minus,  open    pit   mines   i,  mater    pathiuaya 

BISHOP,  C.  J.        Atomic    Safety    and    Licensing    Appeal    Panel.       79/09/11. 


aM*™"!"111*  of  p°miDn  p«qw««unfl  that  Nnc  i..u.  ord»  t 

revoke  util  CP.  Approprlata  action  will  be  taken 

DENTON.H.R.   Office  of  Nuclear  Reactor  Reoulatlnn.   79/09/lfl.    Ip. 

--7910180293  Notice  of  request  for  action  per  10CFBS.  806.  Intervenor 
Badger  Bate  Energy  Alliance,  Inr  requeats  revocation  o)  util 

(fP- 

DENTON.H.R.        Office    of    Nuclear    Reactor   Regulation.        79/09/14. 


ip. 


nR        p2"Tdl    I™""    of    ltr    "P   acknowledgement    to    intDrvenor 

Badgor   Bapo   Energy   Alliance   «   notice    of   ruceipi    of  requE9t 

for    publication    in   FR. 

MURRAY,J.P.          Rulemaking    &   GnforcElnent    IMvlaion.        79/OH/30. 


Ip. 


2dpp 


I.  Financial  information 


-7910190219  Opposes   utils   joint  motion    for   Bun>raary    disposition  &  NJJC 
motion   for   partial    sugary   disposition  on  radon    EmIBsJons 
Hatfon  »l»l»ni    endangEr   public   hoal  th.  Adopts    Intervenor 
Ecology   Action   of  Osuego    concurrent    filing 
«     Environmental    Coalition  on  Nuclear  Pouer.       79/06/27.       13pp. 


S0       2a-23.DeniB5    summary    disposition 
s  re   emissions   from  mill    tailings    piles, 
ea<nPen  P(t   •*"••  *  -t.r   P«uJ!u.. 
omic  5aFctlJ   and  l-iconsing  Appeal   Panel.      79/09/11. 


Pflti.°,n    !D   reviolu   ALAB-562,  i,SUed    on   790911,  re   radof, 
emiSBions    from  u  mlnino.  Question   of   impact   of    radon   from 

lilt    encT1""  "UI    affECt    licel1Bi"S    proceedings  Svc 

REINERT.S.       Ecology    Action    of   nsu/ego.       79/09/27.        4pp. 

79loiaog27  Order   directing    that   prepared    teBtimonie3    of  UitnesBBB   be 
Piled   on   or   bafore   7901  10.  Hearing    shall    commerce    Dn  SOOS2S 
at    location    to   be   determined 
DISHuP.C.J.       Atomic    Baf^tij    and    Licensing    AppEa)   Panol.       79/10/03. 

79101Q0541    Memorandum   ALAD-566:  e.plains   A8LAD   791003   order    directing 
El      ?    .        ttl    P"P"ed    teslimonias   of  witnesses    by   B00110  ' 

6  advising    that   hearinS   mill    commence   an  B002SS  Stateo 
factors   conaUsred    for   issuance   of   order 
DIEHQP.C.J.      Atomic   Bafaty  and  Licensing'  Appeal  Panel,      79/10/11. 

7910230316  Brief   seeking   denial    of   Ecology   Acticm  oF   Psucgo  790937 
p   t   t  ton  rev  au,   of  ALAB-5W3.  Criteria   of    "important    qoostion 
of   public   policy-   or    "clearly   orroneom,    decision"    have  not 
been   satinf  led.  Certificate  of  Svc   end. 

vOlOT.H.H.      Rochester  Oas  (.  Electric   Corp.      V010T,  H  H       LeBoeuf 
Lamb.    Laiby   &   MacRau.       79/10/12.        ISpp.  VUIHI.H.H.       LeBoeuf, 


™!l_!afB*g   flnf'«si5  R"Pnrt    (FSAR)    b  amends 

ForUflrds  aNUPPS  FBAR   to   ""    incorporate    into  applications 
8taT"t"di""    N"1«T   Unit   Po^er   Plant   Sy.ten. 


7910160475  Forwards  schedule  alloying  noneratBd  canh  flnu  in  197B  (, 
projections  for  1979.  Also  fomiards  Annual  Financial  flopt 
197B. 
CARLSOM,  L.  R.   Nortlmrn  States  Pouier  Co.   79/10/11.   3fip. 

-L  InfP^ctiD|]_reP'"'ts,  IE  HuHetinB  8,  corrospondence 

7910090196  FDrwrdt,  IE  nulletin  79-21,  "Temp  Effects  on  Level 
Measurements.  "  No  action  required. 
KEPPI.EH,  J.O.     Begion  3,  Chicago,  uffice  of  tha  Director-   79/00/13. 


7910120319  BNUPPB  FSAFI,  Chapters    1-17. 

"  Standard!, od   Nuclear  Unit  FoUBr  Plant   Sign  ten,.      79/10/08. 


791012QH38   QNUPPG   FSAR, Chapter    1,     "Introduction    " 

" ~  Btandardiied   Nuclear  Unit  Pouor  Plant   Bustem.      79/10/02. 


lOOpp 


andariliEei! 


Unit  Power  Plant   Bystom.      79/10/03. 


KB         rJ^r'js  IF-  Infl1  Not'"  79-20,  "NRC  Enfovcoment  P.,lic«  - 

NRC  Licenued  Ind  tvidua  la.  "  NU  action  required 

HEPPLEfl,  J.  <J.     Ragion  3,  Chicago,  Office  of  tha  Director.   79/OEJ/H. 


C'"P*"'   3'     "D°Bi9"    °P   "tructurBS,  Components, 
~   atandafldlled    N"c»ear   Unit   Pc-uier   Plant    3UBteln.       79/10/02 


79100304S9  Forwards  IE  Circular  79-17.  "Contact  Prqblem  in  BD-1 
Switches  on  BE  tlc-tnlclad  Circuit  Breakers  "  No  action 
rnqoired, 
KEPPLEfl.  J.  0.     Ragion  3,  Chicago,  UhfUa  cf  the  PJrsrtoi-.'   7 


™_fJ~5°""*Bn   BTEnLINO  ^WEH   PROJEC1    NUCLEAR,    UNIT    I 
F.    Security,    medicet,     ernei-gemi;   E,   fire    protection   plans 

7910300S06  Forwards    requeol    for    addl    info   re    QA  aspects    of    fire 
pvotecMon    SUB    for   SNUPPS   portion    of    facilities 
PARHiO.  &.  Light   Water   Reactor*    Brancn   3.       79/10/lfl.       Rflpp. 

0.     Adjudicatory    correspondence 


79101S025S  ENUPPS  FSAR,  Chapter   -5,     "Rpactor    " 

-  Btandardijeri  Nuclear   Unit  Power  Plant  Stf.tem.       79/10/03. 


™ 
lOOpp  "   Stannnrdned    Nuclear   Unit   PDU-V   Plant    System.       79/10/0!;. 


V    "e">^"»»*  8«ftfc«   Feat.rcs    " 
i.rloisr  Unit  Pouor  Plant  Su>ten.      79/lo/OH. 


3  ™*«'Cri-pt«r  7.    "in^tr^nt^ion    t,  EontMl*.- 
and0rdlle<l    Nucl^r   Unit   Po^r   riant   System.       79/10/03. 


oo 


HOOpp 


7910190230  Affidavit    of   C   Kepford    ro    intervenor  F.nviron  Coalition    on 
Nucl«»r    Power    statement    of    facts    to   uhich    there    ii    matl 
ditpute.  Natural    ventilation   ten    bring    up    rflfl.in   from    interior 
of    nhutdoun   mlno. 
KEPFORD,C.       EnvironmantHl    Coalition   on   Nuclear   Pouier.       77/06/26 


7910120376   SNUPPS   FSAR.Chaptei    9-     "Aumiai-y    Bus," 

~  Btandardlled   *«l«''  "nit  Po-sr  Plant   Kg  «  Urn.      V9/10/02. 


H  . 

andardl"d  NuclB«"-  "r-it  P<»"er  Plant  System.      79/10/03. 


iOO  p 


DOCKETED  ITEMS 


200pp 


IQOp 


2pp 


nn 
1  uyp  p  , 


'Cha'>t"    "'     "R-d-...*.    Mgt.  " 
atandaro'llB'1   Nuclear   Unit    Pournr    Plant    Sa«tem.       79/1O/02. 


'O""?*"    13,     -Radiation    Fraction.  - 
Btandardl'ai1   Nuclear  Unit    Power    Plant   Bystem.       79/10/02. 


5BARlChflPter    I3'     "Conduct   of   Operation-" 
Standardized    Nuclear  Unit    FOUBT   Plant   Bust**,       79/1O/O3. 


««'C"-Pt«    14.     "Initial    Test  Progra-n.  " 
amper  A1  1  inn   Nuclear  Unit   P-aaar    Plant  Bit*ten.       79/10/02 

* 


400n 


. 

~    Stani!arlfu«il   Nuclear  Unit   Power   Plant  Syitem.       79/10/02. 


7910170630  Forwards    le   Info    Notice   79-24,     "DvernresBUrliation   of 
Containment   of   PUR   Plant   After  Main  Bteam  Line   Break."   No 
action   required. 

OntBR.B.H.  Region    I,    Philadelphia,    Office    of    the   Director 

79/10/O1.       1|>. 

B.    Reportable    occurrences,    LER«   !<   related    correspondence 

7910040878  Forward,   first    deficiency    rapt    re    qualification   of    control 
tui.NBit   rept   ulll    be   submitted    in   appro*    threa   months. 
™5i^'NlAl       8Wr>ps  "   Standardised    Nuclear  Unit   Power  Plant   Sustain 
7V/QV/28.        Ip. 

— -7910040380  First    deficiency   rept    re    qualification   of    steam   generator  fc 
pressuriier    poiuar   operated    relief   valve   control    BUS   &  main 
feeduiater   &   automatic    rod    control    BUS.  Next    rapt   mill    be 
submitted    ITI   appro>    three  monthB. 

«      SNUPP8  -   Standard! led    Nuclear   Unit   Power   Plant   System. 
79/OW2S.       3pp. 


'10130303  SNUPP3  FSAR.Cnapter    1A,     "Tech    Specs." 

»      BNUPPB  -  standardized   Moclear   Unit   Pouer   Plant  aystem.       79^10/oa. 
2pp. 

40130311    BNUPPS  FBAR,  Chapter    17,     "QA.  " 

*      SNUPPB  -  Btandardiied   Nirclcar   Unit   Power    Plant  Buitem.       79X1O/O3. 

^Tiipsctittti^rejic.rts,     IE  Bullatint   b   correspondence 

10020121   ^rkwr4>    IE    Info   Notica   79-20.  Revision    1,     "NflC    Enforcen.nt 
Policy   -  NHC  Llc»nEed    Individuals."   Notice  reissued    to 
correct   uard    omii»lan    tt   punctuation    error  which    changed 
™«2   -".,    It*tt"'«nt.Chanaed    <tatem*nt  underlined    in    t«»t. 

.      R"Bion    '•    Philadelphia,    Office    op    th»   Olnctar. 

Ip, 


100a07Ba  R.jpontfi    to    IE    Bulletin   79-15,     "Deep    Draft   Pump 
D«ricl«ncl««,  «   rt    lafatg-ralated    application.  mFg    fc   overall 
dlmen«lonfl. 

-  BtandarU.ad    Nuclear   Unit   Power  Plant 


IOB-10097  ReipondB    to    IE   Bulletin   79-19.     "Beep    Draft    Pump 
)eficl»ncles,  "   Sine*    pump    design    is    stiJl    in  mpg    *t*ge, 
itartup    t>  maint    Into    not    yet   available, 

'ETRICK,N.A.       Standardized    Nuclear   Unit   Power   Plant   Sustom 
'7/09/10.       3pe. 

10030BS3  Forwards    IE   Circular  79-19,     "Loose    Locking    Devices    on 
InffBptoll-Rand   Pump    Impellers.  "  Ho  action  required 

IS™1,?;,11  fl*9*"n    '•    PhUad.Jahta.    Office    at    the   Director. 

V/wV/13.        Ip. 

0110319   Forwards    IE    InPo  Notfcc   79-22,     "Qualification   of   Control 
li;i.       No    action    required, 


Bfl9ion    ''    PhiladBlnhia,    Office    of    the    Director. 


0070614  Forward  f  IE  Circular  79-20.  "Failure  of  OTE  Sylvani*  Relau, 
ype  PM  DulUtin  7303  Cataloa  5U12-I1-AC  u/iao  Volt  acH'vanl*  '"'*«' 
oil,"  No  ictlon  required. 

9/09/24H'     1      R"9l°n    *'    phtlade'P"i*'     Offiea    of    the   Director. 

00400BB  Foruiard.  IE  Info  Notice  79-83,  "Emergency.  Dl.s.)  o.neratar 
ube  ail  Coolers."  Mo  action  required. 

RIER.B.H,  Rvgjon    1,    Philadelphia,     Office   of    th«   Director 

9/09/24.       1pp. 


Dins.l    Qenarator 


""-'3«    IE-   Info  Notie.    79-S3,     "Emep 
ube   Oil    Cooler*;  "  Mo   action   requirad. 

1IER4U.H.  Renion    £,     Fhllads  1  ph  ia-     Office   of    the   Director 

4pp. 


1180193  Foruarils    IE  Bulletin  79-34,     "Froien  Lines."    Ha  action 

ntuir«d. 

UERiD.H.  Region  1,.    Philadelphia^     Office   at    the   Director 

J/09/S7.       Ip,  ' 

I140B43  Foruarifs    IE    Info   Notice   79-2S,     "Reactor    Tript    *t   Turkau 
ilnt   Uniti   3*4."   No    attlthn  required. 

HfH.B.H,  RigEon    1.     Phi  lad«l«hi«,    Office   of    tha   Director 

'/  10/01.       Ip.  .. 


7910240131   Notifies    that    licensee    informed    NRC  on  790B30  of   potential 
deficiency    re    qualification   of   control    aui   which    uas    later 
*ubj    of    IE    Info   Notice    79-22.  Suppl    rapt   ulll    be    lisuad    in 
about    90  dagi. 

™T5J^!irM'  A'       Standard  lied    Nuclaar   Unit   Power    Plant   Suatem, 
79/09/28.        3pp. 


DOCKET  BTN-50-40i  GALLOWAY  PLANT,    UNIT   S 
A,^AppHcatinn/con«truction    stage    documents-   &   correspondence 

7910050248  Notification   of   791137-20  meeting   lu/util    at   site    to   dlacuss 
schedule. 
LICITRAjE.  A.  Light   Mater   Reactors    Branch   3.       79/09/20.       4pp. 

7910130449  Responds    to  Nftc  7709EO  tn.mo   re   791127-2B  meeting   u/util    to 
discuss    con»t    Bchedule.  Submits    names    of   Public    Bvc 
Commission   memben    in   attendance. 
FUUEOOE,  R.  M.       Miflsouri.     Btate    of.       79/10/09.       Ip. 

7910230233  faruard*    amend    to    application    for  OL,  Including    environ   rapt, 
Vol»    1-3  fc   FHAFl    ilta   addendum.  Addl    info   required    for   Unit   2 
OL    Issuance  will    be    filed    later. 
DHVAN,  J.  K,       Union  .Electric    Co.       79/10/16.       2pp. 

—7910230256   Amend    to   application    for   OL-  Including    FBAR,  site   addendum   fc 
envlr-on  reptjVols    1-3. 

*  Union   Electric    Co.       79/10/16.       33pp. 

--79102302SB  Environ   rapt    for    fading,  Vc-1    1 

*  Union  Electric   Co.       79/1O/1A.       BOOpp. 

F.     Security  medical,    imeraencg    &   fire   protection   plans 

791030030.6  Forwards    request    for   addl    info   re  OA  aspects    of    fire 
protection   tys    for   8NUPP8  portion    of    facilities. 
PARfl.D.  ».  Light  Water  Reactors   Branch    3.       79/10/1B.       24pp. 

7910X40622   Forwards    phuilcal    security    plan.  Plan  withheld 
(ref    10CFH3.79O). 


.K.       Union    Electric   Co.       79/10/19.       Ip. 
0.    Adjudicator^    correspondence 


rPp«        Foru"-d*    ;91"'»t    for    tn.titution    of   proceeding    to    suspend 
CP.PrellniInar«    util    peak    demand    projection   repfe  t    order 
listigd    by   Btate   of   MO  author!  ring    const   encl. 
HEARNE,  T.  J.       Mi»lourl,    Btata   of.       79/08/14.       Ip. 


9i2°!?0a??  Forua'ld*  reque*t    for    institution   of    proceedings    to    suspend 
CP.Prallnlnary   util   ptah   demand    projection  rept   end  ' 

HEARNE,T.J.       Miisourl,    State    of.       79/08/14.       Ip. 


79i2°203??  ForlJ*rd«  request    for    institution  of   proceeding*  to   su»pend 
CP.  Preliminary    util    peak   demand    projection   r»pt    !<   util 
dividend  reinvestment  fc   »toeh    purchase    plan   »ncl. 
HEARNE,  T.  J.      Missouri,     State    of.       79/08/14.       3pp. 

7910090316.  "Preliminary  Util   Peak  Demand   ProjectioTiiR.pt  to  Project 
Task   Forcf  .  "  ,  . 

HAIOH,P.  A.      HlsBourl.    State  of.      79/OB/14.      34pp. 

-79100903Z4J«au"it    for    Institution    of   proceedings   per    10CFR3,  202   tq- 

*"    «°«TNEY,  L.  B,  ,    EfiAAB.C.O.      Ml.souri,    Btat.   of. 


DOCKETED  ITEMS 


791022O474   Supports   MO  PBC    request    to    revoke    CP. 
QELLER.R.A.       Affiliation   Unknown.       79/09/05.       Ip. 

79103304&9  Supports   MO   PBC   request    to    suspend   CP 
VAUOHAN.W.M.       Affiliation   Unknown.       79/O9/O7.       Ip. 

7910310O3B  Supports    MQ  Public    Cammiss i an   request    to    nuipend    facility 
CP.  . 

SPIEGELBERO,  H.        Affil  i  at  ion   Unknown.        79/09/12.        Ip. 

7910050399   Responds    to    HD   Public    Svc    Communion    79O814    request    to 
suspond   CP.aa    transmitted    bg    NRG   790903    1 tr.  Recommends    on 
behalf    of    util    that   NRC    defers   ruling    on    request   until    Mu 
Public    8vc   Commission    makea    decision    In    proceeding. 
CHARNQFF.Q.       Shaw,     Plttman.    Potts,     (.   Trowbrldge.       79/09/38.       9pp. 

K.     Utility    Final   Safety    Analysis   Report    (F-SAR)    i,   amends 

791Q1B0217  Forwards    5NUPPS  F8AR    to    be    Incorporated    into   applications 

S»T?I^;Nl  Ap,       BmPPB  -  Standardly    Nuclear   Unit   Power  Plant    System, 
79/1  Q/Q2.        Ip . 

7910120219    BNUPPB   FSAR,  Chap  ters     1-17. 

•      BNUPF8  -  Standardized   Nuclear   Unit    Power    Plant    System.       79/10/02 


79101B023B   SNUPPS   F3AH,  Chapter    1,     "Introduction." 

#      SNUPPS   -  Standardised    Nuclc-ar   Unit    Pomer   Plant  System.       79/10/02 
lOOpp. 

79tOI2024i  8NUPPS  FSAR,  Chapter  2,     "Site    Characteristics    " 

»      BNUPPS  -  Standardized   Nuclear   Unit    Power    Plant  System.       79/10/02 
lOOpp. 


7910120276    BNUPPB   FSAR, Chapter    IB,     "Acc.ld.mt    Analyses." 

*  HNUPPS   -    Shandardlipd   Nuclear   Unit   Potter   Plant   Bystetn.       79/10/0^. 
400pp. 

79101H0303   SNUPPB  FSAR.  Chapter    14.,     "Tech   Specs." 

*  SNUPPS    -   Btandardiied   Nuclaar    Unit    Power   Plant    By* turn.       79/10/08, 
2pp. 

7910120311    SNUPP8  FBAH, Chapter    17,     "QA.  " 

»      8MJPPE    -  Bta-ndardiiotf   Nuclear    Unit    Power    Plant    Bottom,       79/10/02, 
2PP. 

7910350547  Site   addendum    to   FSAR    for    faci  1  Iti),  Vol    I. 
«      Union   Electric    Co,       79/10/19.       BOOpp. 

--7910230319   Sita    addendum    to   FSrtR    for    facility, Vol    S. 
«      Union    Electric    Co.        79/10/19.       BOOpp. 

~ 7910H30S3O   Bite    addendum    to   FSAR    for    facility, Vol    J, 
»      Union    Electric    Co.       79/10/19.       BOOpp, 

-- 79IOES0391    Bits    addendum    to   F6AR    for    facility. Vol    4. 
-»      Union   Electric    Co.        79/10/19.       POupp, 

— -7910230594   Site    addendum    to   FSftR    for    fat  1 1 1 tg,  Vol    a. 
«      Union   Electric    Co.       79/10/19.       000 pp 

Q.     Inspection    raporti,     IE   OulletlniS   &    corr* tpondencn 

7910090204    Forward*    IE   Dull. tin   79-21,     "Temp    Eff.eti    on.  Lev»l 
neaaurementB.  "    No    action    required. 

KEPPLER.J,  0.  n*glon    3,     Chicago,    Office    c-f    tba    Director-       79/oa/K), 

lp. 


BNUPPfl   FSAR.Chaptcr    3,     "Dasign    af   9tructui-es,  Component,, 
Equipment   fc  Sys.  "  r 

•      SNUPPB   -  Standardised   Nuclear   Unit    Pomer   Plant   Sgstem.       79/10/03 


7910050432  Foruard*    IE    InPo   Notic*    79-HO,     "WRC   EnPopcnmont   I 
NflC    LicsnsBd    Individuals."   No    action    rvqulrad. 
KEPPLEn.O.  0,  Region    3,     Chlcaso-,     Dffic*    af    th«    Director. 


7910120353  BNUPPS  FBAR,  Chapter   4,     "Roacfcar.  " 

*  SNUPPB  -  SUndardiied   Nuclear   Unit    Power  Plant  System,       77/10/02. 

79101S02S9  SNUPPS  F9AR,  CJ,ap  ter    5,     "RGB  &  Connected    Bus    " 

•  BNUPPB   -  Standardised   NUcl0ar  Unit    Pomer   PUnt   Elys  tin.       79/10/Og 

luUp  p  . 


rt"'ChaptDr   6'     "ETiBtneered    Safety    Features." 
anifar<"'ed   Nuel.*r   Unit   Power  Plant  System.       79/10/02. 


400pp 


7910030303  Foruiflrrfs    IE  Circular   79-17,     "Contact  ProiUm   In  BB-ia 
Bwitchel    on   OE   MfltJilcUJ    Circuit    Dronl»ps.  "    Ha   action 
required. 

KEPPLERrJ.  G.  Region   n,     Chicaoo,     Ottita    of    the   OirBclor.       79/00/11 

Ip, 

79100BOB21    Forward.    IE    In-n    Notice    79-20,  RivUion    1-     "NRC    Bnforcmnt 
Policg   -  NRC   Uic»n«Bd    Ind  Iviilirali.  "    Notice    niiicitd    tc 
eorract  mord    oml*»ton   1  punctuation   error  which   changed 
Intsnt  of   itat«mant.ChaFig«d   *tfltom«nt   underlined    in   t«it 
KEPPLEfl.J.O,  Hen  I  on  3,    Chicago-    OPflc*    of    tho    Director.       77/07/07 


HOOpp 


«'«"-Pt"'-   7      "Instr^entatio,,  t,  Controls.  » 
an<lai'lllled   N«I««r  Unit   Power  Plant   System.       79/IO/O3. 


7910120272   BNUPPB  FBAR.Chapter   B,     "Electric    Pouer    " 

~  8**nd*rllll»d   NuelMp  Unit   Power  Plant  System.       79/10/03. 


7910120276    SNUPPS  F8AR,  Chap  ter   9,     "Auxiliary   SVs    " 

1000pp"B   "  B*"ndflr'""tt   Wdeap   Unit    PouBr  Plant  By.tem.       79/10/02. 


7910030792  Responds    bo    IE   DulUtln   79-13,     "De«p    Draft    Pumji 
Deflci.nciei,  "    r>    .«  f  »ty~r*  Jat.  J    applies  t  lon.mPo   !,    overS 


~   BUl"""'di»< 


7910340037  R..pon<t>  to  IE  Dolletln  79-13,  "Doep  DraPt  Pum 
OeflclsniiBB.  »  Bine*  pump  4*.ign  U  still  In  mfB  it«ga, 
ttartup  (r  malnt  info  not  y»t  ov*  Habit. 


« 

Spp. 


y»t    ov*  Habit. 

SfcandardliBd  Nucli»r  Unit  Pow.r  Plant 


600pp 


H,  onv.r.off      y,, 

"aariile<i   Nuclear  Unit   Power  Plant  BysUm.       79/10/03. 


BNUPPa  F8^'  Chapter    It,     "Radwaste    Mfl  t.  " 
200?p  "  Btardardlled    N«loar  Unit   Pouer   Plant  Sgstem.       79/10/02. 


,  . 

lI8d   Nuclaar  Unit  Power   Plant   av.t.Ml       79/10/03. 


.'"J'*"   l3'    "Coni1^  «"  Operation." 

i,ed   Hue  l«r  Unit   Pouar  Plant   BU*tM.       79/1O/02. 


lOOp 


2pp 


S^I,FSrWr2'    IE.C'""1-'-    "-19.     "Upon    Utklng    D.^lc,.    on 
«2S;.rS<lll,~R"nd   Pgmp    t«*«l»"it*.  "   Na   action   rtquJrid 
KEPPLER.J.  0,  R«flion    3,     Chicago,     Office    of    the    Director.       79/07/13. 


Coll.  "  No   action   required. 
KETPPLER,J.^,  Hnolon   a-     Chicago 


of    LI,.    DIr«tor.       79/ftf/«. 


. 

KEPLEJW  0,  Rofllc-n   3,     Chicago.    Offle.    of    th.    Dlractor.       79/09/H6. 


M.Cn.pt.r   14,    "tnitial  Tt.t  Proflram,  • 
nd"T'di"d   MuiilMr   I/nit  PDU..P  Pllnk  |Mlttft       79/10/03. 


KEPPLER.J.  0.  R.gion  3,    Chieaao,    Offic.   of   tho  Dli-actor,      77/09/87. 
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7910170359  Forwards    IE    Info    Notice    79-55.     "Reactor   Trips    at   Turfceu 
Paint  Units   3   fc   4.  "    No  action    required. 

KEPPLER,  J,  G.  Region   3.     Chicago,     Office    of     tha    Bircctnv.        79/10/01, 

Ip. 

I 

7910100636   Forwards     IE    Info    Notice    79-24,      "averpressur  i  istinii    of 
Containment    -of    PWR    Plant    After    Main    Steam    Line    llrsak    "    No 
action  required. 
KEPPLEfl,  J.  G.  Regions.     Chicago,     Office    of    the    Dirfl-ctor.        79/10/01. 


7910310413   Forwards    Revision    9    to    IE    Bulletin   7<?~13.     "Cracking     in 
Fe-eduater  Bji    Piping."   No    action   required. 

KEPPLEH.J.Q,  Region  3,     Chicago,     Office    of    ttio   Director.       79/10/1V. 

Ip. 

8,     Reportable   DC  currencea.    LERs   t<  related   correspondence 

7910040378  Forward  a    first   deficiency    refit   re    nual  i  picati  on   of    control 
sys.Neit   rept    Lit  1  1    be    submitted    in   appro*    three   months. 
FETRlCKiN.A,       SNUPFS   -  Standard  i  i  nd   Nuclear   Unit   Power    Plant  System. 
79/Q9/2B.       Ip, 


0.     Inspection    reports,     IE   Bulletins   &    correspondence 

7910120063    Responds    to    IE   Bulletin   79-15,     "Heap    Draft    Pump 
Deficiencies,"    Eight    deep    draft    pumps    utiliied    in    safoty- 
related   applications    in    each    facility. 
UAILjL.C.       Duke   Power   Co.       79/09/Oi.       3pp. 

7910010002  Forwards    IE  Circular    79-1B,     "Proper    Installation   of    Target 
Rock    Safety-Relief  Valves.  "    No    action    required. 
O'REILLY.  J.  P.  Reoion    3,     Atlanta,     Office    of    the    Director. 

79/09/10.        2pp. 

79100HO577   Forwards    IE  Circular    79-19,     "Loose   Locking    Devices    on 
Ingeraol  1-Rand    Pump    Impellers."    No   action    required. 
O'REILLY,  J.P.  Region   2.     Atlanta,     Office    of    the    Diroctor. 

79/O9/13.       Ip. 

7910110243  Forwards    IE    Info   Notice   71-33.     "Oual  i  f  ication    nf   Control 
Ego."    No    action    required. 

O'REILLV,  J.  P.  Region   3,     Atlanta,     Office    of    the    Director. 

79/O1?/!?.        Ip. 


—7910040230   First    deficiency    rept    rs    qualification    of    steam   generator    (. 
presBur  1  ler    pouier    opsrateil   relief  valve    control    ays    E.   main 
Feetfuiater   &   automatic    rod    control    sys.Neit   rept    will    be 
submit  ted    In    approi    three-   months. 

*     BNUPPS  -   Standard  lied    Nuclear    Unit  Power  Plant   Si/stem. 
79/09/38,        Epp. 

7910340131    Notifies    that    licensee:    informed    NRC    on    790B30    of    potential 
deficiency   re    qual  lif  i  catioTi    of    control    BUS   uihich    man    later 
subj   of   IE   Info    Notice    79-23,  Suppl    raft  mill    tie    issued    in 
about  90  days. 

PETH1CK.N.A,       Standardized    Nuclear   Unit  Pnunr  Plant   System 
79/09/HB.       3pp. 


79100-10167   Foruards    IE   Info   Notice   79-23.     "Emerp.oncy    Diesel    Generator 
Lubo   Oil    Coolera."  No    action   required. 

O'REILLY.  J.P.  Region    3.     Atlanta,     Office    of    the    Director. 

79/09/26.       3pp. 

/91019G247   Forwards    IE   Bulletin   7^-34,     "Froien   Lines."   No   action 
required. 

O'REILLV,  J.  P,  Ronion   3,     Atlanta.     Office    of    the    Director. 

79/O9/97.        2pp. 

7910170210   Forwards    IE    Info   Notice  79-25,     "Reactor    Trips   at   Turhou 
Point    Units    3  &   4.  "   No  action   required 

O'REILLV,  J.P.  fiugion    2.     Atlanta,     ClfFiCo    of    the    Director. 

79/1O/01.        2pp. 


DOCKET  STN-50-iaB   PERKINS  NUCLEAR  STATION.    UNIT    1    ' 
0.     AdjudlcaCary    correspondence 

7910090700  Applicant   opposition   to    intHrvenor   motion    to    dismiss 
proceedings    or.,  in   alternative!  tc    stag    action,  Qrnt  t 
af-fitfavit    b-«   WH   Oman  *   CertiFicate    oi    Eve    end. 
MCOftRRY.J.M.        Dule    Poiusr    Co.        79/07/125.         Mpp 

79102201H5  ForuiarJt    signed    copy    of   WH  Dmcn   affidavit    attached    to    util 
790735  filing. 

MCGrtRHV,  •!.  M.        D-Boe-votse    t.    Lieoerra,in.        MCOARRY,  J.  tl.        OuVe    Power    Co. 
79/07/31.       4pn. 


--79I033019S   Affidavit   attesting     that    purpose    of    790618    tenbimDn 
tuaa   to  diecuBB    ubil    long-ranffc   const    sehuiluIaQ  l»    plans. 
Ascertains    tnat    na   changes    hava    occurred    in    irtil    uill  Ingness 
to  built!    facility 
aHEN.H.  IS,       Duku   Pouier   Cra        79/07/Sft.       3pp. 

V910030724  UpposHS    const    of    fatilitd    duu    to    Lin-eat    fci)    liven   !< 
pruperty. 
OAZlUKiS.        Affiliation    Untnonn.        79/OS/2iJ.         In. 


79100905i1    EiprnssB-s    oppositmn    to    f  aei  1  1  ii^ 
BAZIUK.S.       AffiUfltton    Unkraown.       79/09/22. 


791017O731    Foriuards    IE    Info    Notice    79-21,      "Uverpr  essuri  latl  on    of 
Containment    of    PWR   Plant    After   Main    Steam   Line    Break. "    No 
ac  bi  on   roqui red. 

Q'HEILLY,  J.F.  flaglon    2,     Atlanta,     Office    of    tlie    Director. 

79/10/01,        2pp, 


DUCKET    aTN-50-499    PERKINS   NUCLEAK    STATION,     UNIT   H 
G,     Arf judica tori)    coiresiiDndence 


7910020700  Applicant   opposition    to    infeervcnor  matinn    to 
pvocwodlngs   or.  in   al  torna  t  i  v-o,  tq    stay    action.  Draft 
affidavit    By    I-IH   Owon  &  Certificate    op   Bvc    nncl. 
MCOARRY.J.H.        Duke   Punier    Cn.        79/07/20.         llpp, 


7710^20165    Foriuarris    Bi 
7TO7Sri  filina. 

MCOrtrlRY.J.rl        DoheuoiBe   '-    lioliernidn 
79/07/31.        4ijp. 


copy    of    Wh!   nuiun   affidavit    attached    to    util 
Mr;(3AniJY.  J.  M.       Duko   f'omer    Co. 


—7910220192  Affidavit   nttestlni)    lliat    pyrpoDt   of   7TOM5   tentimoruj 
was    to  ifiscuua   ulil    long-ranije    conat    schoduleR    (t   plans, 
fiocBTtain!.    that   no    change*    hove    occurred    in   util    will  Jnunaoa 
to    build    facilitu. 
OUEM,  U.  H.       Dutre   Pouiar   Co.       79/07/36.       3pp. 


7910220340  Forwards   NWEQ-Q51  1,  drart   UEIR   on    U  mil  ling,  aa    neiu    Inla 
developed   after    evidentiary,    session,  atlier    neu,    liifu  iiill    be 
iroTitained.  in    NURe«/CP-0627.  NUREQ/CH-Q62H   ft-   NUREO/CR-0805, 
avalisble   7-71001. 
SHANBON.O.  T.  Branch    1.       79/09/14        y?P. 


Cubmita    effact    gf   NOflE^j/Cfl-OtoV   t,  NUilEQ/CR-O62a  on    radon 
emiiiion  valuflB    ir,    taciiity    racord.  Said    vapta.  iauu«d    by 
BattallD  i^clfic  Nftpthwe&t   Lab,  inrlica  Iv    (hot    TrtriJity    ran.Ji, 
tel^aaes  luere    cunservatlvely  '  h>H*i 
WILDE.H.  M.         Oiviiinn   ef    Fuel    Cycle    ft  Materiel    Daf*tij.       79/09/li. 


791002O7E4  Opposes    t,onat    np    fotiHtij    due    to    threat-    to    livea 
property. 

Affiliation    Unfcnoun.        79/09/^2.        Ip. 


7*710090561    EnpreoBOS    oppoBitian    to    facility    cotiKt 
UA71UK,S.        Affiliation    UnHioum.        79,'OS/2H.        Ip 


791022O3AO  FaruiorilK   NUflEO-ftSl  i,  draft   OEIS    on  U  milling.  SB   I.BID    Info 
devoloppd    after    evldantiary    Ecsoion   Dtllar   neia   info   will    fat' 
contained     in    NUREO/CR-Oi27,  NUnEQ/CR-06a£J   i   NUREQ/CR-OB05, 
JVflilsblo    7V1001. 
SWANSDNiD   T  Branch    1.       7*?/09/14.       2pp. 


7910310027  Motion   l-equ  P  R  h  i  ng    upportJn»ty    to    respond    tci   NRG    790931 
plaadlng   Jirected    to    intervunors'    motion   to    dismiss    or    to 
stay   proceeding*.  States   commitment    to    Pils    ropinte    on    or 
before  791009.  Certificate    oF   Svc    anql. 
MCflARHY,  J,  M.       JJutie   Pouer   Cc.       79/09/S7.       3pp. 


—7910330396   Submit*    affect    of    NUREQ/OH-Ofc37   i   NUHEG/Cfi-OfiliH    on    radon 
emission   VO!UBE    in    facilltij    record.  Said   rupts,  issued    by 
Bnttellc  Pncific   NorthweaV    LaB.  intf  Jcate    that    facility    radon 
relc45P6   were    rnnEervatlvely    hi«h, 
WILDE,  R.  M          Division   of    Fuul    Cycle   !c   Material    Safety.       79/09/11, 


'9(0aa0307  Order    In  response    to    applicant   790927   motion   fca    respond    to 
NRC  7TO9S4  pi  eaifi  us.  Submitted    in  roaponae   to    intei-VHUnre  ' 
motion  to   diemis*  Qpnortun  Ity    tc    rpaponrf   Uy    79100V   granted 
ui/o    benefit   of    r»«poniea    Qf    other    partias. 
BDWERS.E.B.       Atomic   Safety    and   Licensing  Do^rd    Penal         77/10/02.       Ip. 


791O310037  Motion    roquBsting    opportunity    to  respond    to   NHC   79092-1 
pleading   directod    to    Intsrvenors  '    motion.  to   dismiss    or   to 
stay    proceedings.  States    commitment    to    file   response    on   or 
before   791009.  Certificate    of    Bvc    encl. 
MCOARRY.J.M,       Dule   Power   Co.       79/09/27.       3pp. 
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ldr    i?    r0*pcmse     to    aPPli"nt    790727   motion    to    respond    to 
NRC   790921    plead ing . Submi tted    in   response    to    intervening  ' 
motion    to   dismiss.  Qppartuni  ty    to   respond    by    7V1OD9    grantBd 
u/a    benefit    of   response*    of    other    parties. 
BOWERB.E.S.        Atomic    Safety    and    LicenBir>c|    Hoard    Panel.        79/10/O2.        Ip. 

Q^    Inspection    reports,     IE   Bulletins    fc  correspondenco 

7910120063   Responds    to    IE    Bulletin    79-15,     "Deep    Draft    PU™ 
Deficiencies."    Eight    deep    draft    pumps    uttliied    in    s-aPetu- 


relatad    applications    in 
DAIL,  t.  C.       Duke   Pouiijr   Co 


:h    fac  11  i  ty. 
79/09/06.        2pp. 


H-  * 

Rock   Safety-Rel 

79/09/10'  J'  =' 


VF  Cl"uup   79-1Bj     "P'-»P"    Installation    af   Target 
ef   Valves.  "    No    action    required 
nHQ'on    2'     Atlanta,     Office    of     the    Director. 


7910080577  Forwards    IE  Circular   79-19,     "Loose   Locking    Devices    on 
ingoraoll-Rand   Pump    Impellers.  "    No   action   required 

J-  ?'  ««Ql"n    2,     Atlanta,     Office    of    the    Director. 

Lp 


7910110243  Foi-uardo    IE    Info   Notice   79-32,     "Qualification    of   Control 
aya.       No   action   required. 

O'REILLY,  J.  P.  Region    S,     Atlanta,     Office    of    the    Director 

79/09/17.        Ip 

7910040167   Forwards    IE    Info    Notice    79-23,      "Emorflency    Diesel    Qenerator 
Lube   Oil    Coolers.  "   Mo   action   requlrod. 

O'REILLY,  J.  P.  Region   2.    Atlanta,     Office   of    tho   Director 

79/09/26.        2up. 

7910190247  Forwards    IE   Bulletin   79-34,     "Fro.en  Lines."   No    action 
required. 

S,^™1;™'  JlP'  Heglon   2,    Atlanta,     Office    of    the   Director. 

79/O9/27.        2pp. 

7910170210  Foruards    IE    Info.  Notice    79-25,     "Reactor    Trips   at   Turicou 
Point   Units   a  Si   4.  "    No    action  required. 

O'REILLY,  J.P.  Region    3,    Atlanta,     Office    of    the   Director 

79/10/01,       2pp. 

7910170731    Foriuards    IE    Info   Notice    79-24,     "Pvovpres  sur  i  lation    of 
Containment   of   PUR  Plant    After   Main    Steam  Line   Break    "   No 
action   required, 

O'REILLY,  J.  P.  Region   S,    Atlanta,    Office    of    tho    Director 

79/10/01.       Hpp. 


7910310027   Motion    requesting     opportunity    to    respond     to-   NFIC    790934 
pleading    directed    to    intervenors'  motion    to   dUmiss    or    to 
stay   proceedings.  States    commitment    ta    Pile   response    on   or 
before    791OQ<7.  Certi  f  icate    af    Svc    and 
MCGAfiRY,  J.  M,        Duko    Pouer    Co.        79/09/27.        3pp. 


rdT    J?    r-°5<""">«     *°    applicant    790927   motion    to    respond    to 

p  1  ead  ing.  Sufimi  t  tad    in    rB*ponse    to    intervenors  ' 
motion    to    dismiss.  Opportunity    to    respond    bg    791009    granted 
ui/o    benefit    of    responnes    of    other    partiaa. 
DOHERS.E.  3.       Atomic    Safety    and    Licensing   Board  PaneJ.       79/10/oa.       Ip. 

O.      Inspection    reports,     lEDulletina    8,    correapondonco 

7910150063    Responds    to    IE    Hullotin    79-13,     "Beep    Draft    Pump 
Daficloncion.   "    Eight    deep    draft    punp-s    utilijed    in    safotu- 
rolated    applications    in    each    Facility. 
DftlL.L.  C.        Dule-    Power   Co,        79/O9/06.         3pp. 

7910010002   Foriuards    IE  Circular   79-ia,     "Proper    InEtallation   of    Target 
Flock   Safetg-nelief    Valves."    Ha    action    required. 
O'REILLY.  J.  P.  Region    2,     Atlanta,     Office    af    the    Director 

79/07/10.        2pp. 

79I0020S77    Furuardi    IE   Circular    79-19,      "Loose    Loclinn    Devices    on 
InBerioll-Hand   Pump    Impellers."   No  action   required 


l  P' 

Ip. 


Region   a,     Atlanta,    Office    of   the   Director. 


7910110243  Forwards    IE    Info    Notice  79-22,     "Qualification   of   Control 
SMB."   No    action    required, 


Q'FIEILLY,  J.  P. 
79/09/17.         Ip. 


Reoion   2,     Atlanta,    Office    of   the   Director. 


7910040167  J-oruartls    IE   Info    Notice  79-23,     "Emergnncg   Diesel    Senerator 
Luie  Oil    Coolers.  "   No  action   reniiired. 


0'IIEILLY,  J.  P. 
7-7/09/26.        3pp. 


negioii   S,     Atlanta,    Office   of    the   Director. 


im   Lines.  "    No   action 


7910190247    ForuardD     IE   Bulletin    79-24,      "Fri 
required. 

O'REILLY,  J.  P.  Rogion    2,     Atlanta,    Office    of    the    Director 

79/O9/37.        Hpp. 


7910170210   Forwards   'IE    Info    Notice    79-25,     "Reactor    Trips    at    Turkey 
Point   Units    3    e.   4.  "    No  acti-on    required. 


Q-REILLY,  J.  P, 
79/10/01.        3pp. 


Region   a,     Atlanta,    Office    of   the    Director. 


DOCKET  STN-SO-490  PERKINS  NUCLEftR   STATION,    UNIT  3 
0.     Ad  judicatovij    correspondence 

7910020700  Applicant    opposition    to    Intorvenor   motion   to   dismiss 
proceedings    ur,  in    altomativo,  to    stay    action.  Draft 
affidavit    by    UH  Dujen    8.  CDrtlCicate    of   Bwc    encl 
MCOARRY,  J.  11.       Dude  Punier   Co.       79/07/25.        llpp, 


™  '-wards    siunod    copy    of   HH  Diuen   affidavit   attached    to   util 

790725    ri  1  ing. 

MCOARRY,  J.  M.        Dnbovoiae    I,    Lisborman.        MCOftRRY,  ,J.  M.        Dule    Power    Co 
79/07/31.       4pp. 

—7910220192  Affidavit    attesting    that    purpcao   of    790M5   tentlnionu 
uias    to    discusa    util    long-ranqu    const    schedulcii  &  plann, 
Ascertains    that    nn    changes    liave    occurred    in   util   uiIUinimeEg 
to   build    facility. 
OWEN,  W.  H.       Duke    Pouior    Co        79/07/24-.       3pp, 


7910170731    ForioarJs     IE    Info    Netice    79-34,     "Dvei-preasuriia  tion    of 
Containment    of    PWH    Plant    After   Main  Steam  Line   Draak. "   No 
action  required. 

O'REILLY,  J,  P.  Rogion    2,     Atlanta,     Office    of    tfin    Director 

79/10/01.        2pp, 


DOCKET   STM-30-491     CHEflPKEE   NUCLEAR    STAT1CM,     UNIT    1 

F.     Securitg.    /nodical,     emergency    t>    Fire    protection   plans 


Notifi.i    NRC    of    it,Htallation    of    Halcon    fire   protection   sgs 
on    79O7O&. 
DAIL,  L.  C.       Duke   Poiuer  Co.       79/07/09.       Ip. 

~7910050isa   Notiflns   NRC    that    implementation    of   calibr    program    fop 
sievas    uill)    be    delayed    until    790B01    due    ta    problems    in 
obtainlna    equipmont  (.  personnel. 
DAIL,L,C.        Uulo    PouiHr   Co.        79/O6/39.        Ip. 


7910020724  Opposes    const    of    facility    due    to    throat    to    livsn   !, 
propertij. 
BAZIUK,  S.       Affiliation  Unknown.       77/OB/22.       Ip. 

7910070361   EiprcesHB    opposition    to    fatilitu    const. 
BA.ZIUK,  S.       Affiliation   Unhnouin.       79/OB/23,       Ip. 

7910B30340  Forwards   NUREO-0511,  draft    GETS   on  U  millinfl,aB   neu    info 
developed    after    evidontiafy    session.  Uthov   new   Info  will    be 
cnntainad    in   NUREQ^CR-0627,NUfiEO/CR-06SH   i,  NUREO/CR-OEJOa, 
avaiUhle    791O01. 
9WANSON,  D.  T.  orancll    1.       79/09/14.       2PP. 

—79102803B6  Submits    effect    of   NUREO/CR-0627  t.  NURtO/CR-Oi2B  on    radon 
emiB»ion   value  a    in    Facilitij    record.  Said    reptt,  issued    au 
Battelle  Pacific    Northwest   Lab,  ind  icate    that    faeility   radon 
relBasa*  ware    conservatively    high. 

WILDE,R,M,          Division    of   Fui»l    Cy<le   fe  Material    Safetg.       79/09/11 
Ip, 


0. 


Inspection   rnporfcB,     IE  Dulletina   d  eorrospondencB 


7910120063  Responds    to    IE  Bullotit!    79-19,     "Dimp   Draft  Pump 
Dof ieiBficies.  "    Eight    deep   draft    pumps    utilized    in    aafs-ty- 
rslated  applications    in  each    facility. 
DA1L.L,  C.       Duko   Pouier   Co.       79/09/Oi.       Hpp. 

7910010003  Forward*    IE  Circular   79-1B,     "Prapsr    Installation   of  Target 
Roct    aafetij-nellnf    Valves."    Ho   action    requires1. 
O'REILLY,  J.P.      -      Realon  2,     Atlanta,    Office    of    the    Director, 
79/09/10.       2pp. 

7910040516   Ack    recoipt    of   790B17    Itr    informlna    NRC    of   steps    takan   to 
correct  violation   noted    in    IE    Insp    fispts    SO-4.91/79-134 
SO-49K/79-1H    !.    30-493/79-13. 

MURPHY.C,  E.  Region  3,    Atlanta,    Reactor  Construction   6,  Engineering 

Support  Branch.       79/O9/1I.        Ip.  9  B 


DOCKETED  ITEMS 


— 7910010324   Reg-ponds    to  NRC    790731    lie    T-B  violations    noted    in    IE    Insp 
Repts    5Q—V71/79-12, 30-492/79-12   t-   Sfl-493/79-IE.  Corroc  tt ve 
actions: neu  welding    spots    added    to    procedures. 
DAIL.L.C.       Duka  Power  Co,       79/03/17.        Ip. 


791O0100O2  Forward*    IE  Circular    79-JB.     "Proper    Installation   of    Tarflet 
Roc*    Safety-Relief   Valves.  "    No   action   required. 
Q'REILLY,  J.P.  Region   2,     Atlanta,    Office    of   the   Director. 

79/09/10.       app. 


— 7910040531    Forwards    IE   Insp    Reptl    50-471  /79-12,  50-492/77-13  tt 
&0-fl93/79-12    an  79O71Q-13   &  notice   of    violation. 
WHPHY.C.E.  Raglan   3.     Atlanta,    Reactor   Construction  & 

Engineering    Support    Branch.       79/07/31.       Epp, 

— 7910040541    Notice    of   violation    From    in*p    on   790710-13. 

*  R*oion  3,    Atlanta,    Office    of    the    Director.       79/O7/31.       Ip. 

— 7910040551    IE   Imp    Ftepts    30-471X79-13.50-492/77-12    tc   30-493/79-12   on 
7907IQ-I3,  NoncompHancB    not»d; fai lure    to    Include 
nonessential   variables    In    gas    tungsten   arc    welding 
procedure    specs. 
•*  Region  2,    Atlanta,     Office   of    the    Director.       79/O7/31.       4pp. 

7910020977  Forwards    IE  Circular   79-19,     "Loose   Locking    Devices   on 
Injurioll-Ranil    Pump    Impeller*.  "   No    action   required. 
O'KEILLY.  J.  P.  Region  2,    Atlanta,    Office    of    the   Director. 

79/09/13.       Ip. 


7910040316  Ack   receipt   of  790B17    Itr    informing   NRC    of    steps    taken    to 
correct  violation  noted    in    IE    Insp   Roots    30-491/79-12, 
3O-492/79-12  *   SQ-493/79-1B. 

MURPHY, C.E.  Region   Z>    Atlanta,    Reactor  Conitruction  b  Engineering 

Support  Branch.       79/09/11.       Ip. 

— 7910040524   Responds    to    NRC    79O731    Itr    PB   violations   noted    In    IE    Insp 
Repta   30-491/79-12,  5O-492/79-12  b   30-493/79-12.  Corrective 
ict ions:  new  welding    spec*   added    to   procedures. 
DA1L,  L.C.       Duke  Power   Co.       79/OB/17.       Ip. 

— 7910040331    Forwards    IE    Insp    Repta    90-491/79-13,30-493/79-13  & 
30-493/79-12  on   79071O-13  &    notice    of   violation. 
MURPHY.C.E.  Region  S,    Atlanta,    Reactor  Construction   b 

Engineering    Support  Branch.       79/07/51.       2pp. 

— 7910040541    Notice    of  violation    from    Insp    on  790710-13. 

»  Region    S,     Atlanta.    Office    of    the   Director.       79/07/31.       Ip. 


7910110343  Forward*    IE    Info   Notice  79-SS,     "dual! f 1  eat i on   of  Control 
BUS."    No  action   required. 

(1'REH.LY, -J.P.  Region   s,    Atlanta,    Office    of    the  Director. 

79/09/17.       Ip. 

791Q1B0086  AE k    receipt    of    IE   Imp    Repts    BO-491/79-1 S.  50-492/79-15  b 
30-493/79-13.  Ho   proprietary    info. 

BAIL. L.C.       Duke  Power   Co.       79/09/30.       Ip. 

— 791Q1B-Q092  Forward*    IE    Insp   Rsjita    BO-491/77-1S,  30-192/79-15  tt 
30-493/79-1&   on  790833-24.  No    noncompl lane e    noted, 
MURPHY,C.E.  Region   S,     Atlanta,    Haactor   Construction   l< 

EnDijiBBrlno    SuppoT't   Branch.       79/09/10.       2pp. 

— 7V101B0095   IE    Insp   Repts    30-491/15,50-492/79-15  4   50-493/79-13    on 
790B23-S4.NO   noncomplianEa    noted. Major   areas    inspected;OA 
program   Implemantdt Ion, nuclear    avc    water    piping    installation 
b   dam   uork. 

BRYANT,  J.  C.  Region  S,     AtlantflP    Reactor    Cona  truetlon   J. 

EnsinBBrlno    Support    Branch.       BAUSCH,  J.  K.  Flexion   Bt    Atlanta, 

Office    of    tliB    Director.       79/09/07.       3pp. 

79100401*7   Fartuards    IE    Info   Notice   79-33,     "Emergencu    Diesel    Oenorator 
Lube   Oil    Coolers."   No    action    required. 

O'REILLY,  J.  P.  Region  S,    Atlanta,     Office   nt    the   Director, 

79/09/2A.       3pp. 

7910190343  Forwards    IE  flulletii)   7t~SA,     "Froien   Lines."   No    action 
r«q.u£r«d. 

O'REILLY,  J.  P.  Region    S,    Atlanta,     Office    of    the   Director, 

79./09/27.       Epp. 

7910170310  Faruard*    IE    Info  Notice    77-23,     "Reactor   Trips  at    Turkey 
Point  Unit*    3  EC   4.  "  No    action    required. 

O'REILLYj -J.  P.  Region    2,    Atlanta,     Office    of    the   Director. 

79/10/01.       2pp. 

791O170731    Forwards    IE    Info   Notice  79-24,     "Overproaiur 1 lalion   of 
Containment    at   PHR   Plant   APtor    Main    Steam  Line   Break. "  No 
action  required, 

0'REILLY>-J.  P.  fltjion  Si     Atlanta,    Office    or    the    Director 

79/10/01.       2pp. 


— 791004Q5S1    IE    Insp    Repts   50-491/79-Ur BO-493/79-12  &   50-493/79-1S   on 
790710-13,Noncompliance    noted: failure    to    Include 
nonesientlal    varlable-s    in    gas    tungiten   arc   welding 
procedure   specs. 
*  Region   S,     Atlanta,    Office    of    the   Director.       79/07/31.       4pp. 

7910020377  Forwards    IE  Circular    79-19,     "Loose   Locking   Devices    on 
Ingerml  1-Rand    Pump    Impellers.  "    No   action  required. 
O'REILLV,  J.  F.  Region   2,     Atlanta,    Office    of    the   Director. 

79/09/13.       tp. 

7910110242  Forwards    IE   In*o   Motice    79-22,     "Qualification    of  Control 
Bys.  "    Ho   action   required. 

O'REILLY,  J.  P.  Region   2r    Atlanta,    Office    of    the   Dimeter. 

79/09/17.       Ip. 

791Q1BOOB6  Ack   receipt   of    IE    In«p   Repti    30-491/79-13,30-492/79-15   d 
30-493/79-13,  No   proprietary    info. 
DAIL.L.  C.       DukB   Power  Co.       79/09/KO,        Ip. 

— 79101G0092   Forwards    IE   Insp    Repti    30-491/79-13.30-493/79-13  & 
BQ-493/79-13   on   790B33-24.  No   noncompl ianca   noted. 
MURPHY.C.E.  fieglon  2,     Atlanta,    Reactor   Construction  & 

Englneerlno    Support  Branch.       79/09/10.       2pp. 

— 79101BOO9S    IE    In»p   Repla    SO-491/1 3r  30-493/79-13  (<   30-493/79-15   on 
770B23-24.Ho    noncompUanco   noted.  Major   areas    Inspected:  QA 
program   imp  1  emOTitation,  nuc lear    svc    water   piping    installation 
&  dam  work. 

BRYANT,J.C.  fieglon  2,     Atlanta,    Reactor   Construction   b 

Engineering    Support   Branch.       RAVSCH.  J,  K,  Region   2,    Atlanta, 

Office   of    the   Director.       79/09/O7.       3pp. 

7910040tt7  Forwards    IE    Info  Notice    79-33,     "Emergency    Diesel    Generator 
Lube  Oil    Cooler*."   No  action  required. 

O'REILLY,  J.  P,  Region    S,     Atlanta,    Office    of    the    Director. 

79/09/Hi,       2pp. 

7910190343  Forwards    IE  Bulletin    79-S4,     "Froien  Lines."   No   action 
required. 

O'REILLVi  J.  P.  Fieglon    3,    Atlanta,    Office    of    ths    Director. 

79/09/27.       3pp. 


JOCK6T   STN-50-492  CHEROKEE  MUCLEAS   STATION,    UNIT  H 

r.     Security,    medical,    emergency    &    fire    protection    plans 


7910170210  Forwards    IE    Info  Notice   79-33^     "Reactor   Tripa    at   Turkey 
Point  Units   3  &  4.  "   No  action  required. 

O'REILLY, J.P.  Region    S,    Atlanta,    Office   of    the   Director. 

79/10/01.      Hap. 


7910030133  Notifies  Mac   of   Installation  Qf  Ha  Leon    fire   protuctipr   »y« 
an  790706, 
DAIL.L.  C.       Duke  Poiusr   Co.       79/O7/09.       Ip. 

-- -79100S01BB  Notifies  NRC    th»t    implementation    of  caLibr    proorem  for 
•  leve*  mill   b»  iteUyed   until   7VOB01   due   to   problem    In 
obtaining   iquipmenlr  l>  personnel. 
DAlLjL.  C.       Dulce  Pouar   Co,       79/06/SBi       Ip.      . 

Q.     Inspection   reports,     IE  Bulletins   &   correspondenc* 

7910120063  Responil*    to    JE/Bulletin   79-18,     "Deep    Draft  Vump 
Deficiencies.  "   Eight    d*»p   draft    pumpi    utiliiad    In    lafaty- 
rtlatRd   applications    In    each    facility. 
DAIL.L.  C.       Dula    Pouar    Co.       79/09/06.       2pp. 


7910170731    Forwards    IE    Info  Notlte   79-24,     "Overpressurliatlon    of 
Containment   of   PWR  PUnt   After' Main  Steam  Line  Break."  No 
action    requlrad. 

O'REILLY,  J.P.          Region  2.    Atlanta,    Office   of   the  Director. 
79/10/01.      Spp. 


DOCKET  BTM-BO-493  CHEROKEE   NUCLEAR   STATION,    UNIT .3 

F.     Security,    medical,     emergency,  k  -f Ire   protection   plans 

7910030133  Notifies    NRC   of    Installation   of   KiUnp   fire    protection    sys 
on  7907O6. 
DAIL.L.  C.      Puko  Pouer  Co.      79/O?/p9.      Ip. 


DOCKETED  ITEMS 


303 


— 79100S019B  Notifies    NHC    that    implementation   of    calibr    program    for 
sieves   lull!    be    delayed    until    790801    due    tn   problems    In 
obtaining    equipment   &   personnel. 
DAIL.L.  C.       Duke   Power   Co.       79/06/29.        lp. 

0.     Inspection   reports*     IE  Bulletins   Ic  correspondence 

7910130063  Respond*    to    IE   Bulletin   77-19..     "Deep    Draft   Pump 
Def IciBnciBs. "   Eight    deep    draft    pomps    utlllied    In   safety- 
related   application*    in    eacJi    facility. 
DA1L,  L,  C.        Duke    Poutor    Co.        79/O9/06.        2ppv 

7910010002  Forwards    IE  Circular  79-16,     "Proper    Installation    of   Target 
Rock    Safety-Relief  Valves.  "    No    action   Enquired. 
O'REILLV,  J.  P.  Region    2,    Atlanta,     Office   of    the   Director-. 

79/09/10.       Spp. 

7910040516  Ack    receipt    of   790B17    1 tr    informing   NRC    of    steps    takon    to 
correct   violation  noted    in    IE   Insp   Repts    50-471/79-13, 
30-492/79-12   h   90-493/79-12. 

MURPHY,  C.  E.  Region    2.    Atlanta,    Reactor   Construction  &   Engineering 

Support    Branch.       79/09/11.        lp. 


DOCKET    6TN-SQ-493    SWE8BAR-P1 

A.    Application/construction   stage    documents   It    correspondence 

79100405BB  Notice    of    issuance  t,  availability   of   Amend    3    to   Preliminary 
Desion   Approval     6. 
HECTEHES,  C.-J.  Standard  i  lation    Branch.       79/Q9/1B.       3pp. 


DOCKET  STN-90-49Q    SOUTH   TEXAS  PROJECT,    UNIT   1 

A.    Application/construe  t  inn   stage    documents   &    c  grrespondence 

7910020690  Notifies    at    no    objection    to  resumption  of    plan    PDF    plac*jn-»nt 
of    all    safety-related    concrete,  Hani  tor  Ing    of    uark 
flc t ivl tiestitiaut    contorls    &    implementation   of    OA  proai-am  uill 
be    continued. 
8EYFHIT.K.  V.  Region   1.    Dallas!     Office    of    the   Director.       79/09/Oi. 


79IOQ3Q695  Requests    addl    Infn    for    review    of   FBAtt. 

PARfl.O.D.  Light  Water   Reactors    Branch    3.       79/09/1S. 


3pp. 


—7910040524   Responds    to    NHC   790731    1  tr    re   violations    noted    in    IE    Insp 
Repts    50-491/79-13,30-492/79-13  t,    50-493/79-la.  Corrective 
actlonsrneu  welding    specs    added    to    procedures. 
DAIL.L.C.        Duke   Power    Co.        79/OB/17.         lp. 

— 7910040331    Forwards    IE    Insp    Repfcs    30-191/79-12,90-492/79-12  fc 
30-493/79-12   on  790710-13   t  notice    of   violation. 
MURPHY,  C.E.  Rug  ion   2,     Atlanta,    Reactor  Construction   (. 

Engineering    Support   Branch.       79/07/31.       3pp, 


7910130234  Notifies    that    Tech  Specs    for    secondary   watsr   chemistry 
monitoring    program   will    be   deleted    fe  secondary    water 
chemlstrg   monitoring    programs/appropriate   procedural   h 
controls, will    be    implemented    In    response    bo   790802    raqueit, 
TURNER, E,A.       Houston  Lighting  t  Pourur   Co.       79/10/01.       lp. 

7910220193  Summary    of   79091B  meeting   u/ufcil    in    Bs-the*da,MD  re    ic.il/ 
structure    Interaction    analysis    far    facility^ 
LIC1THA.E.  A,  Light   Watnr  Reactors   Branch   3.       79/10/11.       3pp. 


— 7910040341    Notice   of   violation    from    Insp    on  790710-13. 

»          Region  2,    Atlanta,    Office   of    the   Director.       79/07/31.        lp. 

—7910040991     IE    Imp    Repts    90-491/79-12,50-192/79-12   t<   30-493/79-12    on 
790710-13.  Noncompl lance   noted: failure    to    include 
nonessential   variables    in    gat    tungsten   arc   welding 
procedure    spec*. 
*          Region  2,    Atlanta,    Office   of    tha    Director.       79/07/31.       4pp. 

7910020577  Forwards    IE   Circular   79-19,     "Loose   Locking    Devices    on 
Ingersoll-Rand  Pump    Impellers."    No   action    required. 
O'REILLV,  J.  P.  Region    2,    Atlanta,     Office    of    the  .Director. 

79/09/13.       lp. 

7910110242  Forwards    IE    Info   Notice   79-23,     "Qualification    of    Control 
Sys.  "   No   action   required. 

O'REILLYi  J.  P.  Region    2,    Atlanta.    Office    of   the   Director 

79/09/17.       Ip. 

791019QOB6  Acli    receipt    of    IE   Inap    Repts    50-491/79-15,30-499/79-13   & 
50-493/77-19.  No    proprietary    info. 
DAILrL.  C.       Duke  Power  Co.       79/09/20.        I  p. 


0.    Ad  judicatoru    corrnspondence 

79IOQ9O14S  Confirms    790B29    telcon    conferon-co   iu/H   Vargo    advising    that 
Unit*    1    d  2  mill    bo   ready    to    load    fuel    in    Sept    19G3    b  Sept 
19BB,  respectively.  Appropriate   updated    Info    re    cast  ft 
schedule   evaluation   will    be    filed    in   proper    time. 
TURNER.E.A.       Houston  Lighting   t.   Power   Co.       79/0&Y29.       Bpp. 

H.    General    correspondence 

7910290095  Respond*    to  790B01    Itr    raquestlng    OB tabt iehmant    of   aridl    LPDff 
in    Ban  Antonio, TX. NRC    Insp   repts    For    Facility   mill    be 
maintained    In    San   Antonio  Public    Library.  Aildl   LPDR    for  DL 
proceeding    established. 
FELTONi  J.  M,  Division    of  Rules    and    Racords.       79/10/09,       app. 

K.    Utilitg   Final    Safoty    Analysis   Report    tFS/iR>    I,    amend* 

7910S30104  Foruiards   Amend    B   to  FBAR. 

TURNER, E.  A.       Houston  Lighting   ti  Pouor   Co.       79/10/33.        lp. 


—7910180092   Foriuards    IE   Insp    Repts   5O-49 1 /79-13,  50-492/79-1 5  t. 
30-493/79-15   on   790823-34.  No  jioncomp  1  iance  noted. 
MUnPHV.C.  E.  Region  2,     Atlanta,     Reactor  Construction  t- 

Engineering   Support   Branch.       79/09/10.       Spp. 

— 79101B0099    IE    Insp   R«ptn    30-491/15,90-493/79-15  t<   90-493/79-15    on 
790B23-S*.  No   none nmpl iance    noted.  Major   areas    Inspac  ted:  (JA 
prooram   implementation, nuclear    svi    uater    piping    installation 
fc   dam  unrk. 

BRYANT,  J.  C,  Region  2,     Atlanta,     Reactor  Construction  ft 

Engineering   Support   Branch.       RAUSCH.J.K.  Region   2,    Atlanta, 

Office   of    the   Director.       79/09/07.       3pp. 

7910040167  Forwards    IE    Info  Notice   79-23,     "Emergancg    Diesel    Generator 
Lube   Oil    Coolers."   No   action    requimd. 

O'REILLY,  J.  P.  Region    2,    Atlanta,     Office    of    the  Director. 

79/09/26.       2pp. 

7910190243  Forwards    IE    Bulletin  79-24,     "FroiBn  Lines."    No    action 
required. 

O'REILLV,  J.  P.  Region    2,    Atlanta,    Office    of    the   Director. 

79/09/27.       Spp. 

7910170210  Forwards    IE    Info  Notice   79-23,     "Reactor   Trips   at   Turlceu 
Point  Unit*   3  *  4.."  No  action  reo.uir.itd. 

O'REILLY,  J.P.  Region   2,    Atlanta,    Office    of    the   Director.     . 

79/10/01.       Spp. 

7910170731    Forward*    IE    Info  Notics   79-B4,     "Overnressuriia tlon   of 
Containmtnt    of  PWR  Plant   After  Main  BU«m  Line   Break."   No 
action   required. 

O'REILLY,  J.P.         .Region    2,    Atlanta.    Office    of   the   Director. 
79/10/01.       Spp. 


— 791Q230236  Amend    Q    to    FSftR. 

TURNER. E,  A.       Houston   Lighting   &  Power    CD,       79/10/22.       900pp. 

M.    Antitrust    correspondence. 

7910110076  Dltcu*ftos    cancellation   of    H   Hardy    791001    deposition   & 
rescheduling    of    D  Chalher   deposition. 
WOQLBEY.W.N.      Dy «r   b  Rsd f ayi.      79/07/17.       lp. 

7910030003  Motion    to  modify    return    tfate    at    subpaenis    Issued    to   C   Stover 
&   keeper    of    records    at   CH  Ournaeui  Inc.  Data   utill    bn    agreed 
upon   b«    int»r«isted    parties.  Recent    developmenta  mat    impact 
deposition.  Draft    of    order  &  Certificate    of   Svc    end. 
LEBSY.fl.P,,     BLUME.M.B.       Antltrus t    Dlvi s ton.       79/07/23.       6pp, 

7910220436  CtartfinH   position  re  Oulf  Btat»«  Utll<   production   of 
documents   per    790723  protective   order    signed    by    partia*    tt 
endorsed  by   ABLD.  Corrects   Poirer   79DB03  diieovery   reptiDQJ 
has    received    document!    requested    ay    parties. 
RADER.R.M.       Conner,     Moore    !<  Corber.       79/OB/OB.       lp. 

— 79IOEB0441   Advises   that  Oulf  Btata*  Utlle   documents,   requfitid   bv 
recipient   k  DDJ  are   available   for   production,  Stamp 
"confidential"    on    face    of   documents    should    be    disregarded. 
RADER,(i.  ft        Conner,    Moore  (.  Corber.       79/OB/09.       Bpp. 

7910190310  Submits    discovery    status    rept    for   Jul    1979.  Central    Power 
t  Lioht   remainlna    documents   to  DDJ, compiled    u/Houston 
Lighting   b  Powsr    Plrst    interrogatories    h  requests    Cor 
documents  t<   part  1  c ipttud    in  .depoil tlons. 
CARNEVjJ.       Ishan,     Lincoln   &  Dea'le.       79/(t9/09.       lp.'. 


DOCKETED  ITEMS 


9IOH6Q434   J&int   application    fop    issuance    up    subpoenas    to   -JD  Robortson 
of  Lsmar   County   Electric   Coop  erati  va,  re    testimony   K 
production    of    documents    on   competition    in   electric    krtil 
market,  H/Csrtif  icate    of   Bvc   *t   draft*   of    aubjcenan. 
LESSY.R.P.,    BLUME.M.B.       Antitrust    Division.       HARRIS.  J.  L. 
Justica,  Dopt.  of.        79/OB/Q9.         13pp. 

910050241    Supplemental    answer    to   uti]    first    set    of   interrogatories   & 
request   for    production    aP   documents.  Discusses 
Interconnect  Ion   between   Electric  Reliability   Council    of   IK  & 
Bput-huost    Pouier    Poo  1.  Certificate    of    Bvc    end. 
8CARTH,  E.  D.       Teias    Utilities   Co.       79V08/31,       7pp. 

9lO1903Sa  Rept   on   discovery    during    J«l    I1???.  Has    responded    to 
interrogatories    from  TX-LA  Conporati  ve   &   has   received 
supplemental    response    from  DDJ    to   util    First    sat   of 
interTogatoriaa.  Certificate    of    8vc    end, 

KHOTTS.J.  B.       Tena-s    Utilities   Generating    Co.       KNOTTS,  J.  D.       Debevolse  (. 
Lleberman.       79/OB/21.       5pp. 

9100B07iS   Request    tar    production    of    documents    bij    TX    Utils    Generating 
Co   &  Houston    Lighting    &  Power.  Documents   requested    should    be 
relevant    to    transactions    between  bath    utila   re    purchase   & 
tale   of    fuel    b  other-   related    info.  W/proof    nf    svc. 

CARNEY,  J.  A.        Central    S.   Southwest   Corjt.        CARNEY,  J.  A.        Central    Ponrer   & 
Light    Co.       CARHEV,  J.  A.       Public    Service   Co.     oF  Oklahoma.       79/OB/22. 
12pp. 

?10O3Q645  Notice   of   appearance    an   behalf    of   Houston   Lighting   fc   Power. 
OREEN.D.O.        Louiensteln,  Newman.  Rels,  Aielrad    Jc   Toll.        79/OB/27.        4pp. 

JI0050&30  Notice    of   appearance    on   behalf    of    NRC. 
CHANANJA.F.  D.        Antitrust   Division.        79/QO/Sa.        3pp. 

710330420   Foryarit=   EA   Turner    of   Houston   Lighting   &  Power   79OB29   Itr 
addressed    to   H   Donton    re    latest   estimates    For-  completion   of 
facility    const,  Certificate    af  Svc    encl. 
EQUKNIOHT,  J.  A.       Louonataln.!  Newman,  Reis.  Aiiel  ra.d    S.  Toll.       79/QB/31. 


?10aa0407   Submits    Central   &  South   West  Corp,«t   al    Aug    1979   diseovorij 
rept.  Filed    request    tar    production   nf    documents    to   TK  Utila 
Oflnarating    &  Houston  Lighting    Si  Power.  Participated    in 
depositions.  Cert  1  Pica  te   of   Svc    encl. 
CARNEY,  .J.  A.       Isham.    Lincoln   S<  Deale.       79/09/01.       5pp. 

MOO?OOB1    Submits    Houston  Lighting    b  Pouer  discovery    rcpt    for  Aug 
197?.  Discovery    activitlBi    include   dapoaitlon    of   JC   Driver, 
JD  Elland    !»  LH  Fish   *   production   of   documents   by   Central 
Pouier  &  Light,  Cer-ttfJcatD   of    Svc    encl, 
FLYNM.P.O.        LoiiienalBir.MabiniaTi.  Bois,  Aselrad    &Tall.        79/OWOS.        3p|i. 

H009QIB7  Submits    Aug    1979   diaeovery    rept.Cltv    of  Austin   has  neither 
Initiated    nor   received   any    discovery    requests.  Carti  flcate    of 
Svc    encl. 
DALOUOH-R.C.       Au  i  tin,     TX.       79/09/05.       4pp. 

>1022039i  Bufrnila  Aug    1977   status   rept   on    discovery,  Bouth    TX  ElectrJc 
Cnnflnrative    k  KBdlna  Electric    Cooperative   neither    initiated 
nor    received    any    dUcoverij    requests.  Certificate    at  Bvc   encl. 
JDHN,  D.  F,       Akin.    Oumpr    Haller   &   Fold.       79/09/Ofi.       9pp. 

'102204O1    Cmifirms    change    in   790913-31    depositions.  Depooiti  DUE    of 
Daap    East   Electric    Cooperative,  TX-LA  Electric    Cooperative   ti 
other    associations    have    been    postponed    inrfeFini  toly.  -JH  Dotta 
il«po»ltion   lias    been    rescheduled    along   nJ/JL  Johns    t,  nlhei-s. 
DURCHeTTE.H.        NortJiiutt    Ely.        79/09/07.         Ip. 


791009O317  Forwarila   profiled    testimony    of  RH  Hartley.  W/o   encl. 
LEBSV,  R.  P.        Antitrust    Division.        79/O9/13.        Ip. 

7910220170  Submits    Jul    1979   discovery    rept.  Obtained    depositions    of 
R   Parks   of    TX   Utils  Bvtu.n    Raymond    of    County    Electric 
Cooperative,  J   Lytle    of   Farmers   Electric    Cooperative    & 
JB   FlobUEk    of     rX   Pouiur   &    Light. 

LEB8Y.R.P.,     CHANANIA.P.  D.  .     HLUME,  M.  B,        Antitrust    Division.        79/O9/10. 
2pp. 

79101S0074  Motion    for   oitunsion    until    790926    to   respond    to   Houston 
Lighting   &   Poiiior    79O71O  notion    to   compel    production    of 
drafts    at  WE  Bcott    teBtlirony.  Burden    of    upcoming    depoattluna 
has   diminished    time   ava  i  lab  te.  Certificate   of   Bvc    encl. 

CVPHERT.S.  li.  .     CLARK,  R,  H,  ,     PflRHENTGR,  F.  H.        Justice,  Dept.  of.        79/09/19. 
4pp. 

7910Q00421    Answer    in   opposition    to   Houston   Lighting   &  Pouer   790910 
motion    to   compel    product  tort   oP    certain   HE  Scott    testimony 
draft*.  Disclosure,  will    impair    eipert  uiitness    testimony. 
Urges    oral    argument.  Cer  ti  f  icate    of   Bvc    encl. 

CVPHERT.S.  B.  ,     CLftRKiH.H.  ,     PARMENTER,  F.  H.        Justice,  Dept.  of.        79/09/Si, 
20pp. 

7910170679  Rept    on    discovery    activities    during    Sapt    1979.  Par  tic  i  pa  ted 
In    dep-oattinna   !<    completed    arranoflmonts    to   produce    documents 
requested    ba  NRC   !.  Central    b  Southyest.  Certif  I  cate    of   Svc 
encl. 
KNDTT8,  J,  B.      Teias  Utilitios   Generating    Co.       79/1O/05.       3pp. 

7910190IBO  Order    denying    Hnugton   Lighting    &  Pouier   !<  TX   Utils   Oeneratinn 
Co   79O403  motions,    for   summary    disposition    of   proceedings. 
Collateral    eatopp  el,  based    on  US  District   Court    decision  CA 
3-76-0633-F,  dues    not  affect   NHC    Hennaing    proceedings. 
MILLER,  M.  E.       Atomic    Safety    and    Licensing    Dnard    Panel.       79/10/03. 
20pp. 

79102603&4  Protective    order    tn    favor    of    Houston  Lighttnn.    &  Poiuer. 
Imposes    restrictions   on   NRC  E<   DOJ  re    USB   &  access    to   utll 
documents   designated    "confidential.  " 

MlLLERiM.E,        Atomic    Safety    and    Licensing    Doard    Panel,        79/10/15. 
3pp. 

791026044B  TX   Util    Generating    Co    motion    to   quash    ouhpoonas    or    in 
alternative    to   quash    testimonial    subpoenas   ti    to   modify    scope 
i.  return   date    of    documents    subpoenaed. 
KNQTTS,  J.  H.       Debevoioa   S.  Liebcrman.       79/10/17.       7pp. 

7910S60141  Foruiarda    TX   Util    Generation  Co   motion    to    quash    subpoenas    or 
in   alternative    to    nuastt    testimonial    subpoenas   It  to   modify 
Bcopa   &   return    date    of    documents    subpoenaed. 
KNOTTB.  J.  D,       Dobevnisfi   «,  LI  HOerman.       79/10/17.       Ip. 

Q.     Inspection   reports,     IE    Bulletins    &   correspondence 

7910020319  Forwards    IE  Bulletin    79-13,  Revis  ton    1,     "Cracking    In 
Foeduiator   3(J3    Piping."   No  action   required. 
8EVFFIJT,  K.  V.  Region   4,    Dallas,     Dfficn   of    tha   Director.       79/08/30. 


7910020260  Forwards    IE    Info  Notice    79-20,  Rovi  si  on    1.     "NRC   Enforcement 
Policy    -  NRC  Licensed    Individuals.  "   Notice    reissued    to 
correct   word    omission  &    punctuation    Error  which    changed 
intent    of   statement.  Changed    statement    underlined    In    text. 
8EYFHir.K.V,  Region   4,    Dallasr     DffUu   of    the   Director.       79/09/07. 

lp. 


10310440  Discovery    staeus    re.pt    for   Cito    of   San  Antonio    Par   Aug    1779. 

Completed    segregation    of    document!   rn    subpoenas    for 

ifepositian   of    uiltneises. 

WODD.J.C.       Matthews,    Moulin,    Kacfarlane    &  Barrett.       79/O9/O7.       4pp. 


79101150193  Ack    receipt    af    790427    1  tr   requesting    extension   of    deadline 
date    for  response    to    IE   Bui Intin   7S-12D    from  790929   to 
791201.  No    further    action    ne-ceaoary. 

SErDLE.M.C,  Rugion   4.    Dallas,     Reactor  Construction   k  Engineering 

Support    Branch.       79/Of/ia.       lp. 


101306O9  Motion   to   compel    production   oif   DOJ    of  certain   drafts   of 

testimony    prepared    by    WE  9cott.  AELB    orrfor,  issued    a,t   790&01 

prehearing    conference, Jlspoms    of   DOJ  objections. Certificate 

af  Bvc    enql. 

BDUKNJOHT,  J.  A.       Houston   Lighting    t.  Power   Co.       HOUKNIGHT,  J.  A.      Dakar 

Botts.       79/09/10.       14pp. 

102S0077  Ropt   on    discovery    activities    during    Au_q    1979.  TX   Utils 

derating    Co   participated    In    depositions    &   received    Further 

reiiuatt    for    production    of   document*    From  Central    & 

fouthuBBt    Carp.Cet-ttf  Icatv   of  Bvc    encl. 

(NOTTS,  J.  B.       Teia»  Utilities    Generating    Ca,       79/O9/I2.       9pp. 

I02204B3  Bubmits   Public    Utils    Board    of   Brownsville, TX    status   ropt    ra 
iufl    1979   dlrcovery    octivi tie*.  Addl    documents    requested    by 
(ouiton  Lighting    d  Power    aisembled.  Certif Icate  of  Svc    end. 
IABLON,  R,  A-       Spingel    E<  (TcDiarraid.       79/09/12.       6pp. 


—  791005O509  -Requests   eitension    rf   deadline    date    for   response    to    IE 
Bulletin    78--I2B    from  790329   to  791201.  Westlnghouse   requires 
five    montlis    to   ossomble   specific    info   on  atypical    ueld    matl. 
TURNER,  E.  A.       Houston  Ligntinn   t,  Pouier   Co.       79/04/S7.       lp. 

7910030310  Forwards    IE  Circular   79-19,     "Loose  Locking    Devices    on 
Ingarsol  1-Rand    Pump    Impellem.  "   No   action   required. 
SEYFRIT.K.  V.  Region   4,    Dallas,     Office   of   the  Director,       79/09/13. 


7910110291    Forwards    IE   Info  Notice   79-22,     "Qualification   of   Control 
Sys.  "  No   action  required. 

BEYFRtT,K.  V.  Region   4,    Dallas,     Office    of   the   Dirsctor.       79/O9/17. 

lp. 
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7710110155  Forwards  IE  Circular  79-20,  "Failure  of  GTE  Bylvania  Unlay, 
Type  PM  Bulletin  73O5.  Catalog  SU13-1  1-AC  ui/120  Volt  ac 
Call."  No  action  required. 

SEYFR1T.K.V.     Region  4,  Dallas.  DFfica  of  the  Director.   79/O9/24. 
IP- 


O.  Ad  jud  icatory  correspondence 


7910030645  Notice    of   appearance    on    baholf    of   Houston 
GREEN,  D.Q.       Louonstein.  Newman.  Rci«,  AHelrad   t,   Toll. 


Poiuer. 
flpp. 


79IOHO179  Forwards    IE    Info   Notice    79-23,     "Emergency    Dieael    Generator 
Lobe   Oil    Coolers.  "   No   action    required. 
SEYFRITrH.  V.  Region    4,     Dallas,     Office    of    the    Director.        79/07/26. 


79101BOO3B  Forwards    IE   Bulletin   79-24,     "Froien  Lines."    No   action 
required. 

SEVFRIT.K.V.  Region    4,    Dallas,    OPflce    of   the   Director,       79/O9/37. 

lp. 

7910170525  Forwards    IE    Info   Notice    79-25,     "Reactor   Trips  at   Turkeg 
Point   Units   3   &    4."   No   action    required. 

9EYFRIT.K.V.  Region   A.     Dallas.    Office    of    the   Director,       79/1Q/01. 

lp. 

7910190203   Forwards    IE    Info   Notice   79-24,     "averpressur  i  la  tion   of 
Containment   of  PUR  Plant   After   Main    Steam  Line   Break.  "   No 
action   required, 
SEYFRIT.K.  V.  Region    1,     Dallas,     Office    of    tha    Direcfcur.        79/1O/O1. 


7910090145  Confirms    790039    telcon   conference   iu/9   Varga   advising    that 
Units    1   &   2  uilll    be   ready    to    load    fuel    in   Sept    17B3  &  Sept 
19a5.reBpaetIvely.  Appropriate    updated    info   re    cost    & 
schedule   evaluation   mill    be    filed    In    proper    time, 
TURNER,  E.  A.        Houston    Lighting    t,   Pouiar    Co.        79/OB/S9.        2pp. 

791O22O401   Confirms    change    i  n  -770913-31    deposit!  ons.  Dap  09  I  tions   of 
Deep    East   Electric    Cooperative,  TX-LA   Electric    Cooperative  tt 
other    associations    have    been    postponed    i  nilaf  inl  tfl  1  g.  JH  Butts 
deposition    has    been    rescheduled1   along    u/JL  Johns  &    others 
BURCHETTE,H.        Northcutt   Fly.         /9/07/O7.        lp. 


H,    General   correop  ondenco 


7910290085  Responds    to    790BO1    Itr  requesting    establishment    of  addl    LPDR 
In    San    Antonio,  TX,  NRC    Insp    repts    for    facility    will    be 
maintained    In    San  Antonio    Public    Library.  rtddl    LPDR    for   OL 
proceeding    estab  1  1  shell. 
FELTON,  J.  M.  Division   of    Rules    end    necc-rds.       79/1Q/O9.       3pp. 


7910230339  Ac  k    receipt    of   790711   tt  091O    Itrs    informing    NRC    of   sticps 
taken    to    correct    violations    noted    in    IE    Insp    Repts 
50-49Q/79-OS   t,   SO-499/79-OB. 

BEIDLE.H.C.  Region   4.    Dallas,    Reactor  Construction   ft  Engineering 

Support   Branch.       79/IO/O3.       lp. 

—  79102S034S  Responds    to   NRC    1  tr    re    violations   noted    in    IE   Insp   Repts 
3Q-49B/79-OB  &   30-499/79-OB.  Correc  tivc    actions:  issuud    neu 
procedure    for    monitoring   melding    operations. 
TURNER,  E,  A.       Houston   Lighting    d  Pnuer    Co.       79/O9/10.       3pp. 


K.    Utility   Final    Safety    Analysis    Report    <F8AR>   i,    amends 

79102301O4  Foruiafds    Amend   B    to    FSAR. 

TORNERjE.A.       Houston    Lighting    &   Pouar   Co.       79/IO/S2.        lp. 

—  7910230856  Amend    3    to    FSAR. 

TURNER,  E,  A.       Houston    Lighting    Si  Power   Co.       79/10/32.       300pp. 

M.    Antitrust    c  DrrHspondenee 


7910310431    Forwards   Revision  2    to    IE  Bulletin  79-13,     "Cracking    in 
Feorfuater    Sijs   Piping."    No    action   required. 

SEYFRIT.K.V.  Region   1,     Dallas,    DPficp    of    the   Uirector.       79/10/17. 

lp, 

B.     Reportable    occurrences,    LERs   &   related    corrosporidence 

7910190413  Forwards    second    interim   deficiency   rept    re    concrete   voids    In 
eighth    lift    of   Unit    1    reactor   containment   Mdfl. 
TURNER, E. A.        Houston    Lighting    &    Poiuor    Co.        79/08/13.        2pp. 

— 77101904B3    Intorlm  deficiency   rept    re    concrete   voids    in    eighth    lift   of 
Unit    1    reactor   containment    bldg. Deficiency   ulll    be    closed 
out    by   S00119.  Final    rept  uiiJl    be    submitted   within    30  daijs. 
•»      Houston   Lighting    ti   Pouer   Co.       7*7/03/15,       12pp, 

7910160435  Foruards    final    Interim    deficiency    rept   re   effects    of 
tornado  uilnd    loadings    on    essential    coaling    uiater    gantry 
crane 
TURNER, E.  A.       Houston   Lighting   h   Power   Co.       79/10/07.       2pp. 

— 79101604S7   Final    interim  deficiency   rept    re    failura    to   prupurlij    include 
effects    of    tornado    wind    loadings    on    essential    cooling    water 
gantry    crane. Crane    rails   mill    bo    extended    to    park    &    lacked 
in    event    of    tornado   uaather    conditions, 
B      Houston   Lighting    &  Power   Co.       79/10/09.       7p|i. 


DOCKET  8TN-SO-499   SOUTH  TEXAS  PROJECT,    UNIT  a 

A.     Application/construction    stage    documents   b   correspondence 

7910020A5B  Notifies    of    no    objection    to    resumption  of   plan    for    placement 
of    all    caf  sty-related    concrete.  Monl  tor  Ing    of  uorh 
activi  ties.maat    contorts    Ii    implementation   of  UA   program  will 
be    continued. 
SEYFRIT.K.V.  Region   4,    Dallas-  .Office   of    t.ha   Director.       79/O9/0&. 


7910030655  Requests   atldl    Info    for   revieui   of  FSAR. 

PARR,  0,  D.  Light  Mater   Reactors   Branch    3.       79/09/12.       5pp. 


7910110076  Discusses,    cancellation    of   fi   Hardy    791001    deposition   t 
rescheduling    of   D   Chatter    deposition. 
WODLSEY.  U.  N.       Dyer   &  Bedford.       79/07/19.        Ip. 

79(0030003  Motion    to    modify    return   date    of    subpoenas    issued    to   C  Stover 
d   keeper  of  records   at    CH   Gums  eij.  Inc.  Date    ui  1  1    be    agreed 
upon,   by    interested,  par  t  i  es.  Recotit    dovalopmants   may    impact 
deposition.  Draft    of    order    &  Certificate   of    five    and. 
,  R.  P.       Antitrust    Division.       79/07/33,       6pp. 


7909260S46  ForuaT-ds    Ju]    1979    discovery    rept    tc   erratum   to    util   790B06 
aniwcr    in   opposition    to   DQJ  motion    compelling    production 
production    of    documents   wMch    utlL    contends    are    privilegod 
FLYHN.P.O.       Lowenstein,  Neuiman.  neisi  Aielrad.  &  Toll.       79/08/07.       ip. 

—  7909260151    Erratum    to    util    opposition    to   DDJ  motion    far    util    production 

of    allegedly    privilogoi!    documents.  Cei-tl  f  i  c  ate    of   Svc    encl. 
FLYNN.P.O,       Houston   Lighting    &  Power   Co.       79V08/O7.       9pp, 

7910E20136  Clarifies    position   ru   Oulf   States    Utlls   productinn  of 
documants   per    790723    protectivo    ordor    signed    by    parties   t 
endorsed    by,   A8LD,  Correc  ts    Poir-er    790903   discovery    reptiROJ 
has    raceivei)    ilocuments    raqir-cated    by    parties, 
RADER.R.M,       Connor,    Moore    &  Carter.       79/08/018.        lp. 

—  7910S20-lflt    Advisns    that   Oulf    States   Utils    documents    requested  by 

recipient   S.    D-OJ   am    available    for   product  Ion.  Stamp 

"conf  iilantial"    on    face    of   documents    nhould    be    disregarded. 

RADEH.R.M.       Connflr.     Moora   &   Corbar.       79/08/08.       2pp. 

791019031Q  SuiimJts    discovery    status    ropt    For   ,JuI    1979.  Central  Pouer 
Ii  Light   remaining    documents    to    DOJ,  comp  i  led    w/Hnuc-ton 
Lighting   tt  Patuer    first    interrogatories    b  reJiuaats    Pur 
documents  &   participated    in   depositions. 
CARNEY.  J.       Ishjm,     Lincoln   8<   Deals,       79/08/01,       lp. 

791036O434.   Joint    application    for    Usuance    of    tubpoetias    to    Ju  Rabertgon 
of   Lantar  C&untij    Electric    Coop  eratl  ve,  re    testimony    it 
production    of    documents    on    competition    in   electric    ulll 
market.  W/Certl  f  Icate    of    3vc   U   drafts   of    subf  nonas. 
LEBSY.ft.P.        Antitrust    Division.        CYPHEST,  S.  H,        Ju*  tice,  Dapt.  Of. 
79/OB/O9        13pp. 


7910190294   Notifies    that   Tach   Specs    for    secondary  water    chemistry 
monitoring    program  ulll    be   deleted   h    cecondary   water 
chemistry    monitoring    prngrami  w/appropriste    procedureii   b 
controls, will    be    implemented    in    response    to   7VOS03  request. 
TURNER, E.A.       Houston    Lfahtinfl   fc  POWBP   Co.       79/10/OI.       ip. 


791O05O24-1    Bupp]Bitiantal    answer    to    util   first    «et    of   i nterragstorios   d 
requoafr    for    production   of    documentn. Dlicutseg 
Intertonnectlon    betuoen   Electric   Rellabllltij   Counclk    of    TX  & 
Southues):  Pouier   Pool.  CertiFicatB    of   Svc    one  I, 
BCARTH,  E.  D.       Texas   Utilities    Co.       79/03/21.       7pp. 


7910220193  Summary    of   7909 IB  meeting   ui/utll    fn  Bethesila,  MD  ra    soil/ 
structure    interaction   analysis    for   facility. 

LICITRA.E.  A.  Light   Water    Reactors   Branch   a.       79/10/11.       3pp. 
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'79IOI90352  Rept   on  discovery    during    Jul    1979.  Has    responded    to 
interroijatories   from  TX  LA   Cooperative  &  has  received 
supplemental    response   from   DOJ    to   utll    first   »et  of 
interrogatoriel.  Certificate   of    Svc    end. 
KNOTTB.J.B.       Teias   Utilities    Generating   Co.       77/00/21.       3pp. 


7910170679  Rept   on   discovery   activities    during   Sept    1977.  Partle  tpated 
It)   demolitions  fc   completed   arrangement*    to   produce    documents 
requested    by   NRC   &  Central    b    Southwest.  Certlf  lea  te   of   Bvc 
•ncl. 
KNOTTQ,  J.  D.       Texas   Utilities    Qeneratino    CD.       79/10/05.       3pp. 


79 £00 3 074 5  Request   far   production  of    documents   by    TX   Utils   Generating 
Co   tt  Houston  Lighting  It  Pouier.  Docum«nts  request  in)    should   be 
relevant   to    transactions   between   both   utils. re    purchase  fc 
sale   of   full    %t  other  related    Irvfo,  H/proof    of   svc. 
CARNEY,  J.  A.       Central    ((Southwest   Corp.      79/OB/23,        ISpp. 

7910030450  Notice   of  'appearance    on   behalf   of   NRC. 
CHANANIA.F.  D-.       Antitrust   Division.       79/Q8/3B.      3jin. 

79I022043Q  Forwards  EA  Turner   of    Houston  Lighting    !t  Power   790339    1  tr 
•ddreslid    to    H  Ben  ton  re    latest   estimates    for  completion    of 
facility   const. Certificate    of   Bvc    end. 

flOUKNIGHT,  J.  A.      Louenstein,  Newman,  Ruis,  Ana  ll-sd   &  Toll.       79/OB/31. 
4pp. 

7910220407  Submits  Central    tc  South    Hast  Corp i  ft  al    Aug    1777  discovery 
rept. Filed  request    For  production    of  documents    to   TX  Utils 
Oeneratlng  &  Houston.  Lighting   &  Power.  Parti c ipa ted    In 
depositions.  Ce-rtif  Icate  of    Svc    and. 
CARNEY,  J.  ft.   '     I«ham,     Lincoln    &   Heale.       7°/0'?/04.        Spp. 

79 1 00700 H 4  Submits  Houston  Lighting    &  Pouier   discovery    rept    for   Aug 
1979.  Discovery    activities    include    deposition    of    -JC   Driver. 
JD  Elland  b  LH  Fish   t  production   of   documents   by    Central 
Power  tc  Light.  Certificate    of   Svc    end. 
FLYNN.P.Q.      Lnuenst»in,N>uiiman,  Rsis,  Aielrad   &  Toll.       79/09/03.       Bop. 

7910090(87  Submits  Aug    1979    discovery    repb.Citij   of   Austin    has   neither 
initiated   nor    received  arm    discovery   requests.  Cert  1  ficate   of 
Svc   encl. 
BALOUOH.R.C.        Austin,     TX.        79/09/O3.        4pp. 

7910220396  Submits  Aug    197?  status   rapt   on  discovery.  South    TX  Elactvic 
Cooperative  b  tftdina   Electric    Cooperative   neither    initiated 
nor  received   ATIU  discovery    requests,  Certi ficate    of    3vc    ancl. 
JOHM.D.F.      flki-n,    Gump,    Hauer  &   Feld.       79/09/06,       4pp. 


7910190180  Order   denuing    Houston   Lighting    &  Pouier    S.  TX   Utils    Oaneratini 
Co  790403   motions    far   summary    disposition   of   proceedings. 
Collateral    estoppel. based    on   US  District    Court   decision  CA 
3-76-0633-F,  does   not   affect  NRC    licensing    procaotfinfls. 
MILLER.  M.  E.       Atomic    BaPety    and   Licensing    Board   Panel.       77/10/09. 
30pp. 

7910360304  Protective   order    in    favor   of   Houston   Lighting    &  Power. 
Impotei   restrictions   on  NRC   It  DDJ  re    UIH    l<  access    to    utll 
documents    designated    "conf idantlal. " 

MILLER.  M.  E.       Atomic    Safety    and   Licensing    Board   Panel.       79/10/13. 
3pp.* 

7910360444  Forwards   TX  Utll    Generation  Co   motion    to    quash    subpoenas    or 
in  alternative   to   quash    testimonial    subpoenas   b  to   modify 
tcope  h  return   date    of    documents    subpoenaed. 
KNQTT8.J.D.       Debavoise    dLleberman.       79/10/17,       lp. 

— 7910260449  TX   Utll    Generating    Co  notion    to   quash    subpoenas    or    in 
alternative    to    quash    testimonial    subpoenas   b   to    modify    scope 
tt  return    date    of   document*    subpoenaed. 
KNQTTSiJ.  u.       Debevalxe   t>  Lieberman.       79/10/17.       7pp. 

Q.     Inspection   reports,     IE  Bulletins   d   correspondence 

7910020319  Forwards    IE  Bulletin    79-13, Revis ion    li     "Cracking    in 
Feeduiatrr   Sys   Piping."    Mo   action   required, 

8EVFRIT.K.V.  Region    4.    Dallas.    Office    of    the   Director.       79/03/30. 

lp. 

7910020260  Forwards    IE    Info   Notice   79-20.  Revision    I,     "NHC  Enforcement 
Policy   -  NRC  Licensed    Individuals. "   Notice   reissued    to 
correct  word    amltainn  &   punctuation   error  uhlch    changed 
intent   of    statement.  Changed    statement    underlined     in    text. 
SEVFRIT.K.V.  Region    4,    Dallas.    Office    of    the   Director.       79/09/07. 

lp. 


7910310440  Discovery    itatus   rept    for    City   of   San  Antonio    for   Aug    1979. 
Complettd   segregation  of  documents    re   subpoenas    for 
d«posltlon  of  ultnesiei. 
HOOD.J.C.      Matthews,    Noullnj    Macfarlana  (.  Barrett.       79/09/07.       4pp. 

7910150609  Motion   to   compel    production  by   DOJ   of  certain    drafts    of 
testimony   prepared    by  WE  Scott,  ABLE    order,  issued    at    790401 
prehtaring   confarence,  di  iposes    of    D-OJ  objections.  C«rtl  fUata 
of  Bvc   encl,  ' 

BOUKNIOHT,  J.  A.       Houston  Lighting   &   Power  Co.       79/09/10.        14pp. 


7910030492  Ach    receipt   of    7904H7    Hr   requesting    extension    of    deadline 
dace    for   response  .to    IE  flullattn  7Q-12B    from  790329    to 
791801. No    further   action   necessary. 

SEIDLEiW.C.  Region   4,    Dallas,    Reactor   Construction  &  Ennlneerlng 

Support   Branch.       79/09/12.       lp. 

— 7910050S09  Requests    extension    of   deadline   date    for   response    to    IK 
Bulletin    7B-12B    from  790529    to  791E01.  WnstlnghouBe   requires 
five   months    to   assemble    specific    info    on  atypical    weld    mat!. 
TURNER, E. A,       Houston   Lighting   ft  Power   Co.       79/O4/S7.       lp. 


7910230077  Rept   on  discovery    activities   durinj   AUff    1979.  TX   Utile 
Generating  Co   participated    in    deposition!   h  received    further 
request  for  production   of   document*    from  Central    t, 
Southwest  Corp.  Certificate    of   Bvc    encl. 
KNOTTSiJ.B.      Teiai   Utilities   Generating   Co.       79/Q9/12.       3pp. 

7910230465  Submits  Public  Ut£I»    Board    of   Brownsville.  TX    status   rep  fc   r< 
Aus    1979  di*eoveru   activities.  Atfrfl    docunnnta    requested    by 
Houston  Lighting  &  Power   assenb  led.  Certl  ficate  of  Bvc    end 
JABLOM.R.A.       Spiegel    &  MeDlarmltf.        79/09/13.        6pp. 

7910090217  Foruiardi   profiled    testimony    of  RH  Hartlay.M/o    end. 
LESSY.R.P.      Antitrust  Division-       79^09/13.       la. 

'910=30178  Submits  Jul    J979  tfiscoverg    rept.Ontained    deposltioni    of 
R  Parks   of  TX  Utili   Svcs.R    Raymond    of  County   Electric 
Cooperative.  J  M|tl«    of  Farmers   Electric   Cooperative   fc 
JB  Robocfc   of   TX  Power  d  Light. 
LES8Y.R.P.      Antitrust  Dlvlsign.       79/09/1B.       Bpp. 

910180074  Motion   for    rilemlon   until    790926    to  respond    fcn   Houston 
Lighting  b  Pouer  790910  motiqn    to   compel   production   of 
drafts   of  H6  Scott    testimony.  Burden    of  upcoming    deposition. 
has    diminished    time   aviIUbl*.  Certificate   of   Bvc    end 

.  CYPHERT.B.B.       Justite-.Dept,  of.       79/09/19.      6pp. 


7910030310  Forwards    IE  Circular    ^9-19,     "Loose  Lockino    Device*    on 
rnuersoll-Rand  Pump   Impellers.  "  No  action  required. 

SEYFRIT.K.V.  Region   4,    Dallas,    Office    of    the   Director.       79/09/13. 

*P- 

7910110291   Forwards    IE   Info  Notice   79-23,     "Qualification   of   Control 
8y«.  "    No  action  required. 
SEYFRIT.K.V,  Region  4i    Dallas,    Office    of    the   Director.       79/09/17 


7910110199  Forwards    IE  Circular    79-SO.     "Failure   of   OTE  Sylvania    Relay, 
Tupe  PM  Bulletin    7303,Catalog    9U12-11-AC    w/120  Volt   aq 
Coll."  Nn  action   required. 
8EYFRIT.K.V,  Region   4,    Dallas,    Office    of    the   Director,       79/09/24 

lp.  , 

7910110175  Forwards  IE  Info  Notice  79-S3,  "Emergency  Diesel  Generator 
Lube  Oil  Coolers."  No  action  required. 

SEVFRIT.K.  V,  '    Region  4,  Dallas,  Office  of  the  Director.   79/07XHA. 
•I1' 

791010003B  Forwards  IE  Bulletin  79-24,  "Froien  Line*.  '•  No  action 
required. 
SEVFfirT,K.V.     Region  4,  Dall»«,  Office  of  the  Director.   79/09/H7. 


79103004S1  Answer   In  opposition    to   Houston  Liohting   b  Pouxr   79091O 
motion  to  conpel  production   of   certain  HE  Scott   tentimonij 
drafts.  Disclosure  will    impair    etpert  uttness    testimony. 
Urges   oral   •roument.  Certlf  (  cate    of   Svc    «ncl 
CYPHERT.8.B.      Justice,  Dept.  of.       79/09/26,.     .20pp. 


7910170523  Forwards  IE  Info  Notice  79-2B,  "Reactor  Tripi  at  Turkey 
Point  Units  3  fc  4.  "  No  action  required. 
8EYFRIT,K.V.     Region  4.  Dallas,  Office  of  tha  Director.   79/10/O1. 


7910190a03  Forwards    IE    Info  Notlc«   79-84,     "Dverpre»Buri»ation   of 
Containment   of  PHR  Plant  After   Main  Steam  Line  Break."   No 
action  required. 
BEVFRIT.K.V.  Region  4,    D«ll*i,    Office    of    the   Director,       79/1O/Q1. 


DOCKETED  ITEMS 


7910230333  Ack    receipt   of   790711    *  0910    Itrs    informing   NRC   of   steps 
tali  on    to   correct  violations    noted    in    IE    Imp   Rents 
SO-49B/79-OB   tt    90-499/79-08. 

SEIDLEiW.C.  Region    4,    Dallas,    Reactor   Construction    tt  Engineerins 

Support   Branch.       79/10/03.       Ip. 


7910180174  Amuor    in    support    of   applicants'    790919  motion   for  aiSensinn 
until    791032    to    tile    petition    for  Commission  review  of 
ALAB-360.  NRC    done   not    oppose   request   for   eitfnllor. 
Certificate    of    Bvc    end, 
LEBSYrR.P.        Antitrust    Division.       79/1O/O4.        4pp. 


— 7910230342  Responds    to    NRC    Hr    re   violation*   noted    in    IE  Insp    Rap t* 
BO-49B/79-OB    ft   50-499/79-OB.  Corrective    actions:  UguBd    naui 
procedure    for   monitoring   Lie  1  ding    operations. 
TURNER,  E,  A.       Houston   Lighting   <-  Pomer   Co.       79/O9/10.       3pp. 

7910310421    Forwards  Revision   B   to    IE  Bulletin   79-13,     "Cracking    In 
Feeduater   B^B  Piping.  "    No   action  required. 

SEYFR1T.K.V.  Region    4.    Dallas,    Office    of    the    Director,       79/10/17. 

Ip. 

8,     Reportable    occurrences,    LERs   &  related    correspondence 

7910190413  Forwards    second    Interim  deficiency   rept   re    concrete    voids    in 
etohth    lift    of    Unit    1    reactor   containment    bldg. 
TURNERrE.  A.       Houston  Lighting   &  Power   Co.       79/OB/1S.      Hpp. 

— 7910190433   Interim   deficiency    rept   re   concrete   voids    in   eighth    lift   of 
Unit    1    reactor   containment    bldg.  Def Icieney    will    be   cloBod 
out   nu.    B00119.  Final    rept  will    be    submitted    within   30   dags. 
»      Houston   Lighting    &  Pouer  Co.      79/OB/13.       13pp. 

7910160439  Forwards    final    Interim   deflciancij  rapt   re    effects   of 

tornado  uiind    loadings    on   Essential    cooling  water    gantry 
crane, 

TURNER.E.A.       Houston  Llflhtlng   Si  Power   Co.  79/1O/09.      3pp. 

— 7910160457  Final    interim   deficiency    rent   ra    failure    to    properly    include 
effects    of    tornado   uiind    loadings    on   essential    cooling  water 
oantry    crane.  Crane   rail*   mill    be    eitendod    to   park    b   locked 
In    event    of    tornado  weather    conditions. 
»      Houston  Lighting   (»  Pounr   Co.       79/10/Q9.       7pp. 


791017O&S7  Order    granting    applicants   &  Duqueme  Lijht  CD  motion*    for 
extension    In    which    to    file    petition*    for    review  of    AUAB-560 
Patitions    due    by    791032. 

CHILK,  S.  J.       Offi-ce    of    the    Secretary   of    the  Commission.      79/10/05 
IP- 

7910310163  Contends    that   no    basis   eilats    for    Imposition    of  civil 
penalties    against    util    for    alleged   violation   of  License 
Condition   3.  DQJ   charges    do    not   suggest    antitrust  violation. 
REYNOLDS,  W.  H.        Bhaiu,     Plttmam     Potts,     &    Trowbridge.        79/10/10.        2pp. 

7910300033  Petition    For    ravletu  of  A8LAO   790906   SBC  Ision,  ALAB-960,  re 
Inconsistency    m/antitrust    laws,  Alleges    that  ABLAH    applied 
erroneous    legal    vtds>  Ignored    Important    factors  &  denied   full 
part Iclpation.  Certificate    of    Bvc   end, 

OLD5.D.  M.  ,     RiVU.  L.  A.       Duqu-eane  Light  Co.       OLDS,  D.  M.       Road,    Smith,    flhau 
l<  McClag.       79/10/H2.        1.3pp. 

7910310016  Petition    For    revieui   of   A8LAB  790904   daclsl  on.  ALAB-36O.  Urpe-s 
re-eiamlnatlan   per    MRC    regulations,  al  laging    important 
antitrust    divergence    from    other  ASLAD    decisions,  Describes 
errors    found    In    decision,  Certificate   of   Svc    BUE!. 
REVNOLDB.H.  B.       Cleveland    EUetric    Illuminating   Co.       79/10/S3.       13pp. 


DOCKET    50-301    DAVIS-BESBE  NUCLEAR  POWER  STATION,    UNIT  3 

A.     Application/construction    stage    documents    tt  correspondence 

7910220033  Forward*    aid!    Info    for  NRC  revtctu  of  PBAR    in  response    to  NRC 
790711    reo.uBst. 
FAY,C,M,       Wisconein   Electric    Power  Co.       79/08/13.      Bpp, 


DOCKET   30-300  DAV18-DEB9E  NUCLEAH  POWER   STATION,    UNIT   3 

—  —«-'«  — *-  —  -——  —  ———««-  —  —  —  —  - . ._  —  —  —  .».»_ . __ ,,-^.^.^m.^  M 

A.    Application/construction    staga   documents    J<   correspondence 


7910320460  DLECtisms    review   of    responses    to    IE  Bulletins  79-05C  fc 
79-06C  re    need    Fov    trippinj)    of   reactor   coolant  pumps    For 
certain   small    break    LOCAi. 
ROBS.D.F,       TMI-2   Bulletins   *   Orderi.       79/10/08.      Spp. 


7910220440  Discusses   ravisu  of   rosponaea    to    IE   Bulletins    79-OSC    & 
79-O6C   re   need    for    tripping    of    reactor    coolant    pump*    for 
certain   small    bread    LOCAs. 
ROB8,D.F.       TM1-S  Bulletin!   fa  Orders.       79/10/03.       2pp. 

M.     Antitrust   correspondence 

791O1S0194  DeclsUn  revising    License    conditions. Applicant*   shall    not 
condition   access    to    uholesale   pouer.  Provisions    of  Federal 
Pouier  Act    should    be    Imp  lamented.  Ratos    subj    to   aoencifla 
approval. 

ROSENTHAL.A.  8.       Atomic    Safety    and   Licensing    Appeal    Panel.       79/09/06. 
319pp. 

7910160103  Motion    for    extent  ion   until    791023    to    file   petitions    for 
rovieu  of   ALAD-B60  by   Commission.  ALAD-560   consist*   of 
lengthly   antitrust   opinion.  Adaquate    tine   needed    For 
meaningful    review.  Certificate    of   Bvc    end, 
REYNOLDS,  W.  B.      Toledo  Edison  Co.       79/09/19.       6pp. 

7910130118  Motion    for    Extension   until    791QH3    to    File   petition 
u/Cammis«lon    for   review   of  ALAD-360.  Dec ision    is    lenothlg 
fc   issues   raised    are    difficult    to   analuie. Cert iflcate   op 
Svc    encl. 

OLDS,  D.  M-       Duquesni   Light  Co.       OLDS,D.M.       Ft«od,    Smith,     Bhaiu  tt    McClau, 
79/09/20.       3pp. 


H.     Antitrust    corrpap undent  a 


791OIB0194  Bs-clslan  rsvliing    liconso  conttl 1 1 ons. Appllcanti   *hall  not 
condition    acceis    to    wholesale    power.  Provisions  of  Federal 
Pouer    Act    should    b-e    imp]  emented.  Rate*    *ubj    to   xgEncles 
approval. 

ROSENTHAL,  A.  B.       Atomic    Safety    and  Licensinn  Appaal   Panel.       79/07/06, 
319pp. 

7910160103  Hntlon    For    extension  until    791022   to   file   petitions   Fur 
review    of  ALAB-9&O    iu    Commission.  ALAB-560   convUts   ef 
lengthly   antltruit    opinion. Adequate    time   needed    Far 
meaningful    revieu.  Certificate    of  five    encl. 
REYNOLDS, W.  B.        Tolodo    Edlsan    Co.       79/09/19,       ipp. 

7910130118  Motion    For    extension    until   791022    to    file   petition 
ui/CommlftBlon   for  revlau  of  ALAD-D60.  Dieision  is   lengthy 
h    Iisues   raited    are    difficult    to  analuia.  CertiFlcaEo   oF 

SVC     BtlCl. 

OLD9,D.M.       Duqueeno    Light    Co.       79/09/BO.       5pp. 

7910310015  Answer    to    applicants'   790919  motion  reijuestlng    •it«n*ion 
until    791021    to    fll«    petition    for   review   of  ASLH  790906 
dicisi-an.RtqUB.sts    that    eitoniion   be  ippllcd   equally    to   all 
parties. Certificate    oF    Bvc    encl. 
HJELMFELTfB.  C.       Cleveland,     OH.       79/07/20.       Bpn. 


7910310018  Answer    to  applicants'    790917  motion   rtquasfcing    e»t»n*lon 
until    791021    to    file    petition   for   revieui   of   ABLB    790906 
dnclslon.  Requests    that   extension   he    applied    equally    to   all 
parties.  Cartificate   of   Bve    incl, 
HJELMFELT,  D.  C.      Clev«Und,    OH.      79/O9/ffO.      Spp. 

7910030667  Errata    re   ALAD-360. 

BIBHOP.C.  J.       Atomic   Safety  :and   Llcnnling   Appeal    Panel.       79/09/H6. 


7910090667  Errata    r«  ALAB-S60. 

BIBHOPjC.  J.       Atomic    Safnty   and   Llcensina    Appeal   Panel.       79/09/S6. 
Spp. 

7910010489  Object*    on    behalf    of    util    to  NiRC   790633  order    requlrlro    mod 
of    Davis-Baste   OL  &  Perry    CP  u/o   prior    evidentiary    hearing 
requested    tij    utll.Suppl    ortfar   of  790B06.  should   stand. 
HEYNOLDS.M.B.       Bhaw,    Plttmam    Potts,    fc    Trtmibridge..      79/09/27.      4pp, 


7910010439  Objfctm    on   behalf    of   uU'l.to  NRC  790623    ord«r    requiri-n*   mod 
of   Davls-Besse  CJL  ti  Perry   CP   u/n   prior    evidentiary    hearing 
requested    bv    util.Buppl    order   of   79QB06    should    stand. 
REYNOLDS,  M.  B.      Sham,  'Plttman,    Pott«,    li   Trowbridgo.       79/09/27.        4pp, 


79101B0174  Ansuiar    In   support  of   applicants'   790919  motion  for  »iten«ion 
until   791  OSS   to   file   petition   for  Commit  lion  rtvieu  at 
ALAB-360.  NRC    doBs    not    oppoie   request  for    extension. 
Certificate    of   Bvc    encl. 
LEBBY,R,P.       Antitrust    Division.      79/10/04.       4pp, 


DOCKETED  ITEMS 


7710170657   Order    granting    applicants    &    Duquesne   Li^ht    Co    motions    for 
e»tenaion    in   which    to    file    petitions    far    reviou   of   ALAB-SfiO. 
Petitions   due    bij    791O22. 

CHILK.S.J.      Office    of    tha   Secretary    of    the   Commit  sion,       79/10/03. 
IP- 

7910310463   Contends    that    no    basis    eiists    for     imposition    of    civil 
penalties    against    util     for    alleged    violation    of    License 
Condition  3.  DQJ   charges    do   not   suggest    antitrust   violation, 
REYNOLDS,  H.  D.        Sfistij.     Pittman,     Potts,     !/    Troubr  idge.        79/1O/10.        2pp. 

791030OQ39  Petition    for    review    of    ASLA3    79Q9Q6    doclsi  on,  ALAB-36G,  re 
inconiistancu.    m/ant i trust    lams.  AHogas    that    flSLAD    applied 
erroneous    legal    strfa,  Ignored    important    factors    {.   denied    full 
participation.  Curt  if  Icate    pf    Svc    end. 

OLD54  D.  M.       DuijuHiTie    Light    Co.        HAU.t.A,        Read,     SmiTh,     Shaw   &   MeClay. 
79/10/23.        13pp. 

7910310016   Petition    fdr    review    of    ASLAB    7909O6    doc  Itiion,  ALAB-SiQ.  Urges 
ro-e  lamina  I  ion   pni-    NHC   reg  ulat  inns,  a  1  leg  ing    important 
antitrust    divergence     from   other    ASLAH    dec iEtons. Descri bes 
errors    found    in    dec  i  sion.  Car  ti  f  1  cate    of   Eve    entl. 
REYNOLDS,  W.  D.        Cleveland    El.octric    Illuminating    Co.        7°/lO/32.        13p|i. 


I.     Financial     information 


7910040279  Forwards    monthly   rept    re    oipenditurea    &  commitment!!,  in 
accordance   u/770916  &  78092"?    i  nstructions.  Ref  lects 
accounting    action    taken    ay    util    as   result   of   MHC   79O302 
order.  IJ/tuo   nverniic   tables. 
BURSTEIN.a.        Wisconsin   Electric    P-ouier    Co.        79/09/26.        5pp. 


DOCKET   BTN-30-503   KUSHKONDNQ    NUCLEAR   PLANT,     UNIT    S 

C.     Utility   Environmental    Report    (ER>,    amends   !<   correspondent 

7910250337  Responds    to   79Q82Q    request    for    comments    re    Onpt    of   Natural 
Resources   of  Amends    13  !<   14    to    environ   ropt    for   proponed 
facility.  Comments    end. 
FAYiC.W,        Wisconsin    Electric    Power    Co.        79/1O/17.        33pp. 


DOCKET   8TN-30-50&   KDEHUQNGNG   NUCLEAR    PLANT.     UNIT    3 

C.     Utility    environmental   Oeport    <ER),    amends   (t   cnrronpondenco 


DOCKET   STN-90-502   HAVEN   NUCLEAR   PLANT,     UNIT    1 

A.     Application/construe  tion    stage    documents    &   corr  e-spondenc 


79102503H7   Responds    to   7908EO   request    for    comments   ro   Dopt    of   Natural 
Resources    of  Amends    13  t>    14    to    environ   ropt    for    propound 
facility.  Comments    encl, 
FAY.C.H.        Wisconsin    Electric    Pcuer    Co.        79/1O/17,        23pp. 


791OS60431    Discusses    velocity     dlserepanc i oa    of    FalrPied     Industries,  Inc 
&   RJ  Wold   calculations    of    depths    of   roclcfcop    t<    subrocl 
reflectors    In    eastern   Lake    Ml    faulting    stud  ie-s.  Changes 
should    not   affect    basic    c  DTI  elusions    of    PSA.R.  Svc     list    enct. 
FAY.  C.  W.       Wisconsin    Electric    Patirer    Co.        79/O9/17.        Spn. 

C.     Utility  Environmental    Report    (ER).     amends   £    correspondence 

79103503S7   Responds    to    790QHO    request    for    comments    of    Slate1    of   HI    llept 
of   Natural   Resources    re    Amends    13   &    11    to   environ    rt-pt    for 
proposed    facil  i  ty  .  Comments    end. 
FAY.C.H.       Hiiconsin   Electric     Pouior    Co.        79/1O/17.        2app. 

0.  Adjudicatory    correspondence 

7910050652   Discusses    delay     in    scheduling    of    DES    5,   SER    for    facility. 
Notice    of   schedule    uill    bo    foruiarded. 
ODLDBEHO,  8.  C.  Branch    2.        79/O9/07.         lp. 

1.  Financial    information 


DOCKET   STN-3Q-S07   KOSHKDNDNO   MUCLEAR    PLANT,     UNIT    4 

C.     Utility    Environmental   Report    (ER),    amends   (.   corraspondsnco 

79102503H7   Responds    to   790B20    request    for    comments   re   Dept   of   Natural 
Resources   of  Amends    13  &    Ifl    to    environ   rapt    for    proposad 
f  ac  il  i  ty.  Comments    encl. 
FAY.C.W.       Wisconsin   Electric    Punier    Co.       79/10/17.       22pp. 


DOCKET   BTN-3Q-303   WPPSS   NUCLEAR    PROJECT,     UNIT   3 

A.     Application/construction    stage    documents   &   correspondence 

7910230335   Advisos    af   renulroment  s    to   submit   matl    transfar   ropt    to   NRO 
whenever    transfer    of    1    g    or    more    of    contained   U-233,  U-23H  or 
Pu    in  SNM.  1,000    kg    or   more   of   U    or    thorium    in   source   matl 
or    1  1  OOQ  Ci    or  more    of    tritium    occurs. 
GPARKa,  E.  Technical    Planning    t<    Information    Draiuh.       79/07/27 


7910040277  Forwards   monthly    rept    ro    eipenriitures    (c   commi  tmen  IB,  in 
accordance  U/77O91A   t,  7B0939    instrue  t  i  one.  RePlec  ta 
accounting  action    tafcon   hy    util    as   rflsult    of  NF1C    790302 
c-rder.  W/tuio   oversiie    tables. 
nUHBTEIN.B.      Wlaconsin   Electric    Power    Co,       79/O9/S6.       9pp, 


BC?CKET  BTH-50-503  HAVEN   NUCLEAR   PLAMT,     UNIT   3 

C.     Utility   Environmental    Report    <ER),    amends    ic   correspondancc 

7"?10a50327  Responds    to  T>OB30   request    for    coraments    of  State    o  (•  UI    D'Bnt 
•of   Natural   Rosources   re   Amends    13    t,    14    to    environ    rept    fur 
proposed    facit  1  fcij.  CorartL&nts    ertcl. 
FAV.C.M.       WiBtonsln   Elsctrit    FDWBT    Co.        79/10/17.        HSp|). 

1.     Financial    information 

.0040379  Foruiard!   monthly    rnpt   r«    E.  pend  1  ture  E    !-   c  ommitmenta,  in 

iccordane*  y/770-?li  &  7B0929    instruc  tions.  (lef  1  ects 

ic-counting   action    taken    by   util    as    result    of   NRC   790^102 

'Pdoi-.  W/tiuo  overtlie    tattles. 

WBBTEIN.S.      Wisconsin    Elactric    Pouor   Co.       79/07/26.       5pp. 


rJCKET   3TN-50-30q  HOBHKDNON8  NUCLEAR  PLANT,    UNIT    1 

:. ^Utility   Environmental  .Deport    (ER),    amends    t,   corresp ondenca 

910330327  Reiponds    to  790820   request,  for   commants    of  State    of  U!    Dep t 
oP   Natural  Resources    i-a    Amends    13   tt   14    to    environ   rept    for 
proposed    facility.  Comment s    and. 
FAV.C.H.       Wisconaln   Elactrlc    Pauiar   Co.       79/1GV17.       SSpp, 


I.     Financ  lal    in  Forma  tion 


7910160509  Annual    Financial    Rapt    FOP    year    endinc.    790630, 

*      Washington    Public    Power    Supply    Bystem.        79/06/30.        E3pp. 

0.     Inspection  repcrts,     IE  Collating    &  corrospondanco 

7710040194    Responds    to    IE  Bulletin  79-07.  Response    spectruni  model 
analysis    methods    (at    and    (b)    b   time   history   aniilysis 
method    (a)    not   used. 

HENHEROER,  D.  L.       Washington   Public   Pawnr   Supply   Bystem.       79/Ofl/OH 
3pp. 

7910030375  Responds    to    IE  Bulletin   79-11,     "Faulty    Ovurcurrcnt   Trip 
Device    in   Circuit   Breakers    for   Engineered    Safety    Sijs.  " 
Revieu   indicates   no  WestlnghouBo    DQ-SO   or    DB-73   circuit 
bveatera    uied    in    safety-ralatod    ays. 

RENHEROER.D.  L.       Washington  Public    Power   Supply    Bystflm.       79/OQ/06 
*fpp. 

7910030734   Forwards    IE   Insp    Repts    50-50B/79-04  t.   30-509/79-05   on 
790709-12.  No   noncompllancB   imted. 

BPENCEFt,  Q.  S.  Region  3,    Chicago,     Roactor  Construction   t, 

EngineerlnD  Support  Branch.       79/03/10.       Spp. 

— 791003073B   IE   Insp    Repts   SO-SOB/79-06  t,   50-309/79-09   on   790709-1B. 
No    noncomplionco    noted.  Major    areas    Inspected; steel 
structures    t,  supports,  safety    re    equipment   storaoe, 
containment   structural    concrete   d  noncnnformance   pepts 
™™Hi   !JUTsaM'T'lJ  fUgton    3-     ChlCdoo,    Office   of    the   Director. 

DODDS.R.T.  Region  3,     Chicago,    Roaetor   Cnnatruction   & 

Engineering   Support   Branch.       79/OS/OB.       Upp. 

7910020302  FortMrdi    IE    Info    Notice   79-20,  Revl  slon    1,     "NRC   Enforcnmtmt 
Policy   -  NRC    Licensed    Individuals."    Notice   roissued    to 
correct   word    omission   d   punctuation    error   uhlch    changed 
intent  of    st«tament..ChangE'd    statement   underllnad    In   toxt 

'^'  "»Bion   5,     San   Francisco,    Offlca   of    the   Director. 


DOCKETED  ITEMS 


7910040035   Forwards    IE    Circular    79-19,      "Loose    Lading    Devices    un 
Ingersoll-Raml  Pump    Impellers,"    No   action   required. 

ENSELKEN,  R.  H.  Region    5,     San    Francisco,     Qffi.cu    af    the    Director. 

79/09/13.        lp, 

7910110309  Forwards    IE    Info   Notica    79-33,     "Qualification   of    Control 
Sys.  "   No   action   required, 

ENQELKEN.n.  H.  Region    3,     San    Francisco,     Office    af    tlie    Diroctar 

79/07/17.        Ip. 

7910120210   Forwards    IE   Circular    79-30,      "Failure    of    OTE    aylvania    Relay. 
TypH    PM   Bulletin    7305.  Catalog     5U12-11-AC    U/12O   Volt    ac 
Coll.  "    No   action   required. 

ENQELKEN,  R.  H.  Rogion    3.     San    Francisco.     Office    of    the    Diructor. 

79/09/24.        Ip. 

7910110201    Forwards    IF    Info   Notics    79-33,     "Emorg  ency    Diesel    QEneratnr 
Lube  Oil    Coolers,"   No    action    required. 

ENQELKEN,  R.  H.  Rogion    9.     San    Francisco,     dffico    of    the    Director 

79/09/26,        IB 

79101B007a   Foruiardfl     IE    Bulletin    79-24,     "Frajen    Linos."    No   action 
required. 

ENGELKEN.  R.  H,  Raglan    5,     9an   Francisco,     Office   of   the   Director 

79/09/27.        Ip. 

7910170343   Forwards     IE    Info    Notice    79-35.     "Reactor    Trips    at    Turkey 
Point   Units   3  &  1.  "   Ha    action    rnqulred. 

ENOGLKEN,  R.  H.  Raglan   9.    Son   Francisco,     Office   of    the   Director 

77/10/01.       Ip, 

7910190334  Foruariis    IE    Info    Nntico    79-24,     "Qvorpreaaiiri  aation    of 
Containment   of  PHII  Plant    After    Main  Steam   Line    Ureaft.  " 
No   action    requirpd, 

ENOELKEN,  R.  H,  flugidn   5.    8an    Francisco,     Office    af    the    Dirnctnr, 

79/10/01.       Ip. 

7910310135  Forwards   Revision    B    to    IE  Butlotin    79-13,     "Ci-ackins    in 
Foeduiater   Sijs   Piping,  "    No    action    requirBj. 

ENQELKEN.n.  H,  Region    5,     Ban    Francisco.     Office    of    the    Director. 

79/10/17,       Ip. 


DOCKET   BTN-50-509   WPPSS    NUCLEAR    PROJECT,     UNIT    5 

A.    Application/construction    stag  a   dc-ciimnnts    t.    correapondiincrj 

7910230313  Adviaes    of   requirement   to    autmit    mail    transfer    rapt    to    NRC 
luhenovar    transfer    of    1    g    or   more    of   contained    U-23D.  U-yaS   or 
Pu    in   BNM,  1,000   kg    or    morn    of    U  or    thorium   in    source   matl 
or   l.OOO  Ci    or  rnoro   of    tritium    occurs, 
SPARKS, E,  Technical    Planning    &    Information   Branch.       79/09/27 


7910D2Q3DS   ForuinrrfB     IE    Info    Notice    79-20,  Revision    1,     "NHC    Enforcsmei 
Policy    -   NJ!C   Liconsad    Individual*."   Notice    ruisEued    to 
correct    uiord    omission   &    p-unctuotion    error    which    changed 
intent    of    statement. Changed    statement    underlined    in    text. 
ENOELKEN.  R.  H.  Rogidn    5,     San   FranciBcm     Office   of    the    Director 

79/09/07.         Ip. 

7910040025  Forwards    IE  Circular    79-19,     "|_OOBB    Uncling    Devices    an 
IngarsoLl-riand    Pump    Impollers."    No   action   required. 
ENQELKeW,  R.  H  Region    5,     San    Francisco,     Office    of    tha    Director 

79/07/13,         Ip. 

7910110309  Forwards    IE    Info   Notice   79-32,     "Qualification    of  Control 
Su-a.  "   No    action    required. 

ENOELKEM,  Fl.H,  Reolon    9,     Son    Francisco,     Office    af    the    Director 

79/09/17.        Ip. 

79I012O210   Forwards     IE    Circular    77-2O,     "Failure   of   OTE   Sijlvania   Rela 
Type    PM    Bulletin    7303,  Catalog    3U12-E1-AC   IU/12O   Volt    at 
Coil.  "    Ho  actinn    required. 

eNGELKEN,  R,  H.  Region    5,     Gnu    Francisco.     Office    of    tlio    Director 

79/0-7/34.         Ip. 

7910110:201    FaruiardE     IE    Info    Notice   79-23,     "Emorflencg    Diesel    Generato 
Uube    Oil    Coolers."   No   action    required. 

ENOELKEN,  R,  H,  Rogion    5,     San    Francisco,     Office    of    the    Director 

79/09/26,        if. 

79101HOQ72   Foruards    IE   Bulletin   77-24,     "Frorun  tines."   Ho    action 
required. 

ENOELKEN,  B.  H.  Region    5,     San   Franc  Km.    Office   of    the    Director 

79/09/27.        Ip. 

7910170545   Forwards    IE    Info  Wotice    79-HS,     "Reactor   Trips  at  Turkoy 
Point    Units    3   t.  A,  "    No    action    required. 

ENOELKEN,  R.  H.  Heglon    5,     San    Francisco,     Office   of    the    Director 

79/10/01,        Ip, 

791019O331    Forwards     IE    Info    Notice    79-24,      "Qverprossur  Udti  on    of 
Containment   of    PWII    Plant   Aftor   Main    Bteam   Line   Dreok.  " 
No   actian   required 

ENSELKEN.R.  H,  Region    5,    San   Francisco.    Office   of    the   Director 

79/10/01.        Ip. 

7910310435  Forwards    Revision   S    to    IE   DuUetln   T>-[3.    "Crackinn    in 
FBeifuater    Elys    Piping.  "    Mo   action    roqulrad. 

ENOELKEMi  ft   H,      '      Region    5.     Ban   Fran-:i9coi    nfifics   of    tlio   Dlrottor 
71/10/17.         Ip. 


UOCKET    50-510    GLUE    HILLS   STftTION.     UNIT    1 

T.     Hearing    transcripts    on    non-ant  i  irupil   matters 


I.    Financial    information 


7910160S09  Annual    Financial    Rept    for    year   ending    790630, 

»     Washington  Public   Power   Supplu    Bijfitem.       79/04/30.       H5pp 

Q,     Inspection   reports,     IE   Bulletini    t,  corrtispotidoncc 

7910010154  Responds    to    IE   Bulletin   79-07.  Re-aponED    spectrtlf.i  mfldul 
anolijsia   methods    (a)    and    IE>>    d    time   historu    analysis 
method    (a)    not   used. 

RGNDERQER.D.  L.        Washington    Public    Power    Supply    SystBm.        79/OEJ/OL', 
2pp. 


22P  PropoEod    cflrrot  tlon*    tn    iraiiutript    nf  770BOD  t.  09  Hearing 
hold    in  Jaspt-r,  TX.  Ccvtif  ic.ato    nf   Svr    cticl. 
WETTlinHAHN.  ».  J.       Oulf-  atates   Utilities   Co.       75/08/3 


3p(j 


nDCFtfT    5O-B1I     DLUC    HILi.S   aTM'JUM,     UNI  I    ? 

T,     Hearing    tr.-inter i pts    or.   nun-ontit-ruBt   matters 


7910030220  F-ropoaod    -OTrectionn    to    rrsnsrript    op  710508  6   09  hoarinfl 
held    in    iJotuar.Tif.  Cer  t:f  icata    nf   !ivc    encl. 
WeTTERWAHN.M  J        fiujf    fltarL-o   Utilities   Co.       79/0[1/2=.       3op 


7V1003037H  Resnor.dH   to    IK   Bulletin   79-11.     "f-'auUg    Owsrcupront   Trip 
Device    in   Circuit  Brcatujrs    for    EnQinCHrocI    Ssfetu    Bva.  " 
Reviou   indicates  no  WD«tln(ihouBp   nn-SL!    nr    Db-71*   circuit 
breaknr!   used    in   tnf fitij-rolateil    sijs 

RENBEfiOER,  D.  L,       Washington    Publlt    Pniuor    Bojiplu    Hust-am.       i9/OF)/OVj, 
3pp. 

7910030734  Focuiartfs    IE   insp    RoptE    50-508/7^-0(1   81  SO-ft(19/7'i'~O&   on 
790709-12.  No  noncomp  1  ianc o    nut"d. 

8PgNCER,O.E.  legion    a.     ChicogD,    Rpju-tnr    Canatrlrrln  nn    fc 

linDinaering   Support   Bi-ancli        79/06/10.        Epp, 

— 79100307^9    IE   Insp   Repta    BO-SOD/79-Oi   &   SO-509/79-O5  on   79070^-iS. 
No   noncomp  1  iance   noted.  Major    aroas    £ti  spec  tail:  atee  1 
itructursi   d   support  a,  safety    re    eqgipmnnt    storafle, 
containment   structural    concrete    t,  noneonf ormanco    rspts. 
KIRBCH.    HUT8aN,T.W.  Hog  I  on   3,     Chicago,    Office    of    the   DirBctor 

DuDD8,R.T.  Ragion   3,     ChlcaBO,    Reactor   Ctin struct  1-on   b 

Enginttaring   Support    Branch.       79/Qfl/OB         Jlpp 


DOCKh™   50-31J   UPPBS  NLJCI.F.AR   PROJtTrT,    UNIT   4 
rt,     Appl  ieabtod'conE  Kvuc  ttpn    stag!?-    documunto  K: 


791OH3!)HrJU   ndulBD-i    c»    roqu  i  I'u.tient    to    submit  matl    ti  snafflT    rapt    tn 
whenever    trnnafcr    of    1    g    C-T-   ir,orp   nf    confcainniJ    O-aniLU-HSS   or 
Pu    in    SHn,  1    OOO    9     n,'    mnrD    aP   tr   or    thcriom    in    sourcH   matl 
pr    1  ,  Of*(>   Ci    or   mere    it    tritium    arcuvi,. 
BPnfiK8,ls,  iPChntcaJ    P  1  ani  1  ng    i   information  Qranrh.       79/09/H7. 

V9  10340733    Nat  If  t-a  I  ion    of    7910J  1     msetinB    -afutil     In    Dutliasda,  MD    to 
tfiacUBt    rooJogica)    &    fajnmologiciil    invHitlgatlona    on 
Hanford    rasorvation. 
I.YNCHiM.  ».  Light   Water    RHilttors   Branch    4.       79/lo/OB.       apn. 


I.     Flnsticial    Inf  nrma  ticnv      * 


79101A0509    Annunl    FinancifO    Hep*    for   «ecr 
*     Waahiiiffton    Public   Power    Supply   SyalBm 


dnifl   7J70i30. 
79/OA/30,       K&ou. 
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DOCKETED  ITEMS 


Q.     Inspection  reports    IE  Bulletins   f<    cDrrospQnd&nce 

7910030373  Responds   to   IE  Bulletin   79-11,     "Faulty    Over-current   Trip 
Device   in  Circuit  Breakers    for    Engineered    Safety  Sys,  " 
RevUbl  indicates   no  Waitinghouse    DD-30   or    DD-73  circuit 
breikeri    used    In    safety-related    syi. 

RENBERGER,  D.  L.      Washington  Pub  1  ic    power-   Supply    System.      79/08/06. 
3pp. 

7910030343  Forwards   IE   Insp  Kept*    50-4AO/79-Og  i    50-S13/79-QQ  on 
790717-20.  H a  noncompllance  noted. 

SPENCER, 0.3,  Region   9.    San   Francisco,     Reactor   Construction  & 

Engineering    Support   Branch.      79/OS/1O.       2fp. 

— 7910030349    IE   Insp  Repts   50-460/79-08  I.   50-513/79-OB    on  790717-20.  No 
noncompl  lance   noted.  Major   are  at,    inspected:  preparations   for 
placement    of  Unit    1   reactor  vassal 

BISHOP,  T.  W.  Region  3,    Chicago.    Office   of   the   Director. 

KLEINSDROErH.P.  Region   9.    San  Francisco,    Office    of    tha    Director. 

DODDSiR.T.  Region  5,    Ban  Francisco.    Reactor   Construction  tc 

Engineering  Support  Branch.      79/OB/09.       7pp. 

79-10030302  Forward*    IE  Info  Notice   79-30,  Revision    1>     "NRC  Enforcement 
Policy  -  NRC  Licensed   Individuals.  "   Notice    reissued1    to 
correct  word  omission  S.  punctuation   error   which    changed 
Intent  of    itatcment.  Changed   statement    underlined    In   text. 
ENOELKEN,  R.  H,  Jit  g  ion   3,    San   Francisco.    Office    of    tne  Director. 

79/09/07.       lp. 


7910310433  Forwards  Revision  2   to    IE  Bulletin  79-13,     "Crackino    In 
Feedtuater    Bys  Piping.  "    Ho    action   required. 

ENOELKEN.  R,  H.  Region    5.    San  Francisco,    Office   of    the    Director. 

77/10/17.       lp. 

B.    Reportable   occurrences,    LER*    &  related    correspondence 

7910240576  Forwards    deficiency    rept   ra   emergency    core    cooling    makeup 
pump   speed    increaser    supports. 

RENBERGER*  D.  L.      Washington   Public   Power   Supply    System.       79/10/1B. 
lp. 

— 7910240SBO  Deficiency    rept   re    Inadequate    thread    engagement    on   hold    damn 
bolts    for   speed    incroasar. Caused    by    probable   mfg    error.  BfcW 
will    review  manufacturer    insp   8.   QA  procedures. 
•»     Washington  Public    Power   Supply   System.       79/10/1B.       3pp, 


DOCKET  30-814  PEBBLE  SPRINGS  NUCLEAR  PLANT,    UNIT    1 

A.    Application/construction    stage    documents   (t   correspondence 

7910030094  Provides   response    to    Itarn    13  of    IE  Bulletin   79-OfiA.Liuts 
design   mods    in   prooreas   at   result    of  review   of   TMI    incident. 
Analysis   will    be    submitted    by    790 60S  re   proposed   mod    to 
safety    Injection    Initiation    logic, 
OQDDWIN.C.       Portland   Oenei-al    Electric   Co.       79/03/1B.       Spp. 


791004002S  FoTiuard»    IE  Circular  79-19.     "Loose  Locking    Devices    on 
IngeriolI-Rand  Pump    Impellers."    No    action    required. 
ENCELKEN,  R.  H,  Region  3.    Ban  Franclscoi    Office   of    the   Director. 

79/09/13.       lp. 

7910110309  Forwards    IE    Info  Notice  79-23,     "Qualification   of  Control 
By*.  "   Ho   action  required. 

ENOELKEN,  R.  H.  Region  5.    San   Francisco.    Office    of    the  Director. 

79/09/17.       lp. 

7910040111   Ack   receipt  of  790B23    1  tr    Informing   NBC   of    step!    taken   to 
correct  violtlon    noted    in   IE  Insp    Repts    50- 4&0/79-G7  ti 
SO-313/79-07. 

SPENCEfi,  0.  S.  Region  3,    Ban   Franciscdi    Reactor  Construction   ft 

Engineering   Support  Branch.      79/09/20.       lp. 

—7910040117  Dticusiai   response   to  NRC    790725  Itr    re   violation  noted    in 
IE  Insp   Rapt*   50-460/79-07  (.   50-313/79-07  on  7903B3-30  & 
Ofiafi-29.  Corrective  action:  contractor   directed    to    change 
callbr    control    procedure.  Full    compliance    by   7V09Q4. 
RENBERBER,  0.  L.       Washington  Public   Power  Supply    System.      77/OH/Sa. 
3pp. 

—7910040122  Foruarda    IE  Insp  fiept*    30-4^/79-07  &    50-313/79-07   on 
790589-30  b  06S6-29  i  notice  of  violation. 

SPENCER,  Q.  8.  Region  Si   San  Francl*coj    Reactor  Construe  t  ion  d 

Engineering  Support  Branch.      79/07/S5.       Spp. 


7910030733  Requests    consultation   &  assistance    per    197B   amends    to 
Endangered    Spades  Act    re    const   t<  operation   of    facility. 
GALLARD.R.  L.  Environmental    Projects   Branch    1.       79/09/14.       3pp. 

O.    Adjudicatorij    correspondence 

7910050636  Discusses    790B02   meeting    ui/lntervenors   Forelauis    on   Board 
In   Portland.  OR    to   discuss    reUtlon   of   TMI    790338  accident 
to    facility.  Proposed    contentions    should    be   sent    to  ASLD. 
NUREQ-0578   &  NUREG-OAOO  will    be    forwarded. 
BDRQENICK,  B.  M.  Branch   4.       79/OS/09.       2pp. 

79100507&4  NptlfiBi    that    RW   Froellch    is   NRC   Environ   Project  Manager. 
RH  Frofrllch    prof   qualiFlcatlons    end. 
BORPEN1CK.  B.  M.  Branch   4..     79/OB/14.       3pp, 


7910090041    N-otice   of    roconst  i  tutlon    of  ASLB.  JR   Yore    in   unabi*    to 
continue    svc    on   Board   b   it    succeeded   by   ES  Dowers. 
LAIO.R.  M.       Atomic   Safety   and   Licensing    Board   Panel.       79/Oa/S?. 


lp. 


7910100336  Forwards   NUREQ-0600,     "Investigation    Into   790328  TMI    Accident 
by    IE."   NUREO-037B,    "TMI-2  Lessons   Learned   Taali    Force   Status 
Rapt  t>  Short-Torm  ft  t  commendation  -  Dfc    of   Nuclear   Reactor 
Reoulot  ion.  "   has   been    sent.U/o    encl, 
BORDENICK.  B.M.  Branch   4.       79/09/07.       lp. 


— 79100401BA  Notice    of  violation   from   insp    on  790529-30  &  063A-29. 
*         Region  3,    Ban  Francisco,    Office    of   the    Director.       79/07/24 
lp. 

-7910040139    IE  Insp   fltpt  SO-440/79-07  &  50-313/79-07    on   790539-30  fc 
062o-E9.  NoncompliancB  noted:  failure    to    establUh  measures 
a»»urlno  properly  eallbr  mtasurlng   1<  test    equipment. 
DODD3,R.  T.  Region  S,    San  Francfscn,    Reactor   Construction  !< 

Engineering   Support  Branch.      BISHOP,  T.  H.  .    HEflNANDEZ.  0.  R*nlon  5, 

San  Francisco,    Office  of   the  Director.       79/07/21.       Ilpp. 

.910120210  Forward.    IE  Circular  79-50,    "Failure    of   OTE  Bulvanla    Relay. 
Typ»  PH  Bulletin  7303,C9talog   SU12-11-AC  w/120  Volt   ar 
Coil."  No   action  retired. 
79/09/24' R" ?'  R"'ion  Sl    Ban  Francisco.    Office    af    the  Director. 

7910110201  Forwards    IE  Info  Notlc.   79-23,     "B»rg«ncv  Diesel   Operator 
Lube  Oil  Coolers."   No  action  required. 

1  Ri  ?'         R'S1""  »•   San  Francisco,    Office   af   the  Director. 


DOCKET  80-318  PEBBLE  BPR INOS   NUCLEAR   PLANT,    UNIT  S 

A.    Application/construction    stage    documents   &  correspondence 

791003009'4  Provides   response    to    Item   13  of    IE  Bulletin   79-06A.  Lists 
design  modi    in   progress    as    result    of   review   of  TMI    incident. 
Analy*ii   will    be    submitted    by    79060B  re   proposed   mod    to 
saf«tu    injection    Initiation    logtc. 
OOODW1N.C.       Portland   0*n«r»l    Electric   Co.       79/09/18.       9pp. 

7? 100 3073 5  Request*   consultation   b  assistance    per    197B  amends    to 
Endangered    Species   Act   re    const   h  operation   of    facility. 
BALLARDiR.L.  Environmental    Projects   Branch    1.       79/09/14.       3pp. 

7*7 103 1031 6  Responds   to  790914  request   for   lilt  of  endangered   t* 
threatened      species    in   area    of   proposed    facility. No    listed 
speclss    in   area.Foruarda    ll*t    of   species   which   may    bs 
Included   In  list   in  foreseeable,   future. 

MEVBR.H.H.       Interior,  De.pt.  of,    Fish   fc  Wildlife   Service.       79/10/1H. 
,2pp. 


7910180072  Forward.    IE  Bull.tin  79-24,     "Fro.en  Lines.  '•   No  action 
required, 


lp. 


Regions,    San  Francisco,     Office    of    the    Director. 


'910190324  Forward*   IE  info  Notice  79-21,    "Dv*rnrei*uriiation   of 
Containaen*  of  pgR  Plant  After  Main  Bt«-m  Line-Draah,  » 
No_actlon  required. 

H.  Region  3,    Ban  Francisco.     Office   of    the   Director, 

•lp.  .  •     .  • 


eorrBspoodence 


7910050636  Discus***   790BO3  meeting   w/lntervanar*   Farelaut.    an   Board 
in  Portland,  OR   to  dl«cu«*  relation  of  TMI  770328  accident 
to   facility.  Proposed   contention*   should   lie   »»nt   to  ABLE, 
NUFtEO-0378   t,  NUREfi-0600  will    be    forwarded. 
BORDENICK.  B.  H.  Branch   4.       79/OB/09.       Spp, 

79100307M  Notlfie*  that  RW  Froellch   it  MRC  Environ  Project  Manager. 
RH  Froelich   prof  qualification*   ancl, 
BOflDENICK.B,  M.  Branch   4,       79/OB/14,       3pp. 
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7910090041   Notice    of    reconst  1  tution    of   ASLB.  JR   Yare    is   unable    to 
continue    «vc    on   Board    Si    is    succeeded    by    ES   Bowers, 
LAZO.R.  M,       Atomic    Safety    and    Licensing    Board   Panel,       79/OS/29, 


Ip. 


7910100336  Forwards  WUREG-OfiOO,     "Investigation    Into   790320   TMI    Accident 
by    IE.  "    NUREO-0570,     "TMI-2    Lessons    Learned    Task    Force    Status 
fiept   &  Short-Term  Recommendation   -    Dfc    of   Nuclear   fieactor 
Regulation,  "    has    been    sent,  W/o   end. 
BORDENICK,  B.  M.  Branch    4.       79/09/07.       Ip. 


791O17O66?  Requests    status    re    remanded    proceeding    on    uti 1    application 
for    certificate    of    environ    capability    to   public    ruled    for 
facility.  Status    should     include    par  tie*'    position*    it   otfter 
related  matters. 

DISHOP.C.J.       Atomic    Safety    and    LicenoinH   Appeal    Panal.       79/10/03. 
Ip. 

0      Inspection   reports,     IE    Bulletins   t   coTrespondence 


DOCKET    BTN-SQ-514   JAMESPORT   NUCLEAR    STATION,     UNIT    1 
0.     Ad judicatory    correspondence 


79100900-19   Second    status    rept   per   A6LAB   790607   order.  NUREG-037S 
forwarded    to  ASLAD    J<  all    parties.  Revi  BUI  &   evaluation 
necessary    to    respond    to   pending    Suffolk    County    motion    aro 
incomplete.  Certificate    of   Svc    encl. 
BORDENICK,  D.  M.  Branch    4.        79/OB/O6.        3pp 


79100S0093   Formariffl    I£    Info   Notice    79-20, Ravi* i on    1.     "NRC   Enforcement 
Policy   -   NttC    Licenses    Individuals."   Notice   reissued    to 
correct  mora1    omission   d    punctuation    orrnr   luhich    changed 
intent    oP    s  tateinent,  Chang  ed    statement    underlined    iti    bent. 
DRIER,  B,  H,  ReBi°H     1.     Phi  ladalphia,     OfPlco    of    the    Director. 

7?/09/u7.         Ip. 

791QD2O524   Forwards    IE   Circular   79-19.     "Loose   Lockins    Devices    on 
Ingersnll-Hand    Pump    Impellers."    Nn    action   required, 
GRIEFi.u.H.  Region    1,     Philadelphia,     Office    of    the    Director. 

79/Oc7/ia         Ip, 


79I02301i9  Status   fiept   3,  par    ABLB   79O607    order  uihich    prantad    indefinite 
eitenslon    for    response    to   Suffolk    County    motion    requesting 
filing    of   supplemental    br 1 ef.  Ei ten* ion   needed    since    review  & 
evaluation    not    yet    cc-mp  leted.  W/Cert  I  f  icate    of   Svc. 
DORDENICK.  B.  M.  Branch    4.       79/09/07.       3pp. 


791009O5S3  Forwards    IE    Circular   79-HO,     "Failure    op   OTE  Sglvania    Relay. 
Type    PM  Bulletin    7309   Catalog    3UI2-11-AC    U/1SO   Unit    ac 
.Coll."   No   action    required. 

QFiIEFI,n.H.  Region    1.     Philadelphia,     Office    of    tfte    Director. 

79/Q9/24.        Ip, 


7910170669  Requests    status   re   remanded    proceeding    on    util    application 
for    certificate    of    environ    capability    h   public    need    for 
facility. Status    should    Include   parties'    positions   &   other 
related   matters. 

BISHOP,  C.  J.       Atomic    Safety    nnd   Licensing    Appeal    Panel,       79/1O/03 
Ip. 

Q.     Inspection    reports,     IE   Bulletins   8.    correspondence 


7910040103  Foruarda    IE    Info   Notice    77-23,     "Emergency   Diaael    Oaneratar 
Lube    Oil    Cooler's.  "    No   action   raitulretf. 

DRIER, B.H.  ftegion    1.     Philadelphia,    Office    at    the    Director. 

79/09/26.       4pp. 

7910180134   Forwards    IE  Bulletin   77-BH,     "Froien   Linei.  "    Action   requirod, 
ORIER.D.H,  Reoion    IP     Phi  lade Iph U.    Office    of    fcha    Oirector. 

79/09/27.        1  p . 


7910020093  ForuardB    IE    Infa   Notice   79-SO, RevisUn    1,     "NRC   Enforcement 
Policy    -  NRC   Licensed    Individual*.  "    Notice    reissued    tu 
correct   word    omiision    (t   punctuation    error  uihich    changud 
intent    of    statement.  Changed    itatement    underlined    In    te»t, 
ORIER.B.H,  Region    1.     Philadelphia,    Office   of    the    Director, 

79/09/07.       Ip. 

7910020524   Forwards    IE  Circular    79-19,     "Loose   Locking    Devices    on 
Ingersoll-Rand    Pump    Impeller*."   No    action    required, 
ORIERiD,  H.  Region    1,    Philadelphia,     Office   of    tha   Director, 

79/09/13.       Ip, 


791QI6Q33Q  Forward!    IE    Info   Notice    79-23,     "Reactor   Trip*   at    Turkey 
Point   Units   36.    4.  "    No    action   requiTBff, 

QRIER.D.H-  Region    1.     Phi  lade  1  oh U,     Office    of    the   Director, 

79/10/01.        Ip. 

791017O606   Forwards    IE    InFo   No-tlce    79-24,     "Dverpm  sour  I  latinn    of 
Containment    of    PUR   Plant   After  Main   Btenm  tine   Drnak. "    No 
action   reiguired. 

SHIER, B.H.  Renton    1,     Phi  lade  1  pN  ic.     Office    of    the    Director. 

79/10/01,       Ip. 


7910090383  Forwards    IE  Circular    79-2O,     "Failure    of   OTE  fiylvania    Rolayi 
Type    PM   Bulletin    7309    Catalofi    3U12-11-AC    UJ/120   Volt    ac 
Coil,"    Mo   action    required, 

0[IIER,B,H.  Region    1.     Philadelphia,     Office   of    the    Director, 

79/09/24.       Ip. 

7910040103  Forwards    IE    Info   Notice   77-33,     "Emergency    Diesel    Oonsrator 
Lube   Oil    Coolers."    No   jictio-n  required, 

OfilER.B.H.  Region    1.,     Philadelphia,     Office    of    the    Director. 

7.9/09/26.       4pp. 

79101B0134   Forwards    IE  Bulletin   79-24,     "Fro.cn  Lines,"   Action   roouired. 
ORIER.D.H.  Region    1.    Philadelphia,    Office   of    the    Director. 

79/09/27.       Ip, 


DOCKET    STN-90-S1S  HAF1TSVILLE  NUCLEAR  PLANT,    UNIT    1 

A.     App  1  icat  ion /-cons  true  tion    stage    documents   b   c  orreipondence 

791001OB50  Notifies    that    HB   Claifton    will    replace   I1J   HcDermott    as 
alternate    on   A9ME  Subcommittee   on    Perf ermanee   TestlnQ. 
MINOOUE.fi.  0.       OFfico    of    Standards    Envelopment,       79/09/03.        Ip, 

7910150127  Forwards   Amend    2    to    CPs    *   notice    of    LBsuan'ce. 

SELLS, D,  E.  environmental    Projects    Branch    2,       79/O9/07,       2pp. 

— 791Q13013A   Amenif   2    to    CP    CPPR-1SO, 

VrtSSALLO,  D.  D.          Division  of    Project   Managemtnt.       79/O9/O7.       3pp. 


7910160530  Forwards    IE    Info   Notice   79-25,     "Reactor    Trips   at    Turkey 
Point   Unlti    3  t<   4.  "    No    action  required. 

GftlER-B.H,  Region    1.     Philadelphia,     Office   of    the    Director. 

79/10/01.       Ip. 

7910170606  Forwards    IE    Info  Notice  79-24,     "Overpressur 1 lation    of 
Containment    of    PWR  Plant   After   Main    Steam  Line   Urea*. "    No 
action   required. 

DRIER,  B.  H.  Region    1,     Philadelphia.    Office    of    the   Director. 

79/10/01.       Ip. 


DOCKET   STN-90-517  JAHEBPDRT  NUCLEAR   STATION,    UNIT   S 
0.    Adjudlcetoru    corrDBpondence; 

7910090049  Second    status    rept    par   ABLAD   790607   order. NUREO-O57B 
forwarded    to   ASLAD   &   all    parties.  Review  &   evaluation 
naeatsary    to   raapond    to    pending    Buffolli   County   motion  are 
incomplete. Certificate    of   Svc    encl. 
HORDENICK.B.  M.  Branch    4.       79/08/06.       3pp, 

7910220149  Btatua   Rept  3,  par   ASLD  790&07    order  which   granted    IndlsfinitB 
•xtinsion    for   raiponie    to   Suffolk   County   motion   requesting 
filing    of    supplBmenbal    brief.  Extenviun    needed    aincr    revleu)  & 
•valuation  not   y»t  eompleted. H/C*rtIficate  of  Sve. 
BORDENICK,  B.M.  Branch    4.       77/09/07.       3pp. 


— 79101SOI40  Amend    2    to   CP    CPPR-1B1. 

VASBALLO,  D.  n.          Division   of    Project   Manaonment,       79/09/O7.       3np. 

— 791O150143  Amand    2    to    CP    CPPR-132. 

VABBALLO,  P,  0,          Division  of  Project   ManagBirent,       79/O9/07.       3pp. 

— -79101BOI46   Amend    2   to    CP    CPPR-133. 

VASBALLO.  ».  U,          Division    of   Project  Manaaoment,       7?/O9/07.       3pp, 

— 79101501S2  NotUe    o*    itsuance    op    Am»nd   S    to  CP*. 

SELLS, D.  E.  Environmental    Project!    OrancJi    2,       79/09/07.       2pp. 

7910020D73  NotlPUatinn    of   79093B  meatlng   u/utll«   S.   GE    In   Bntheida,  MD 
to   discuss   r»visu   schedule   t.  approval    of    load    combination* 
in    licensing    review   of    DWR    plants. 
DOUHNIA'A.  Light   Mater   Reactors   Brareh    3,       79/09/1B-       7pp. 

791029OS34  aunmary    of    7907SS  mooting   u/HE   re    ich«dule    far    reviewina   & 
approvinj    load    combinations    In    Homing    of  BUR    plants. 
BOURMlAiA.  Light   H»tBT  Reactor*    Drench    3.       79/10/11.'      SOpf, 
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0.    Ad  judicature    correspondence 


7910090134   Fpriuardi   79QB01    stipulation   re    sedimentation    deposit    limit 
agreed    to    b«   NRC.ufcil    &   intervenor. Stipulation    is    signed    by 
NttC    far   all    parties.  Stipulation    signed    by   all    parties   mill 
tie    forwarded. 
DAVIS.L.  D.  Branch   *         79/03/01.        ip. 

— 7910090140   Stipulation    to    prohect    pink    muckett   pearly    mussel     during 
const  of   discharge   diffuser,  per  flLrtB-SSfli  signed    by  NRC    for 
all    part  lea.  Certificate    af   Svc    encl. 
DAVIS.L.  D.  Branch   4.        79/OB/01         6pp, 

791O0701H4   Orders    that   CPs    be   amended    to   reflect   revision    re    effects 
of    tiffater    const   activities   on   mussels, Dredging    activities 
will   not   result    in   depositing   on  musafll    bed   of    sediment    of 
roorB    than    1/4    inch.  Revision   encl, 

PULLEY,D.V.       Atomic   Safety   and    Licensing    Appfial    Panel.        79/09/14. 
fipp. 

771O010233  Notifies   that   no   need   etists   for  review  of  ASLAH   decision 
ALAB-9S4   re   BECV-A-79-64.  Ltrs   re    depositions    encl. 

CHILK.S.J.        Office    of    the    Secretory    of    the   Commission.        79/OB/17. 
IP. 

79100404B7    Informs    that    four   Commissioners    agreed    that   no    need    -eiists 
far   revieu   af    ALAfl-554.  CoinmiSfiion    decision    repartsd    in 
SECV-A-79-A4.Dfc   of    General    Counsel    informed    of   action    by 
790817   telion. 

CHILK.S.J.       Office    af    the   Secretary    of    the    Commission.        79/03/17. 
IP 

791OQ3076H  Forwards  790803  stipulation  re   sedimentation   deposit    limit, 
agreed    to   bij   NHdutil    %    intervenor. 
DAVIS.L.D.  Branch   4.       79/09/06.        Ip. 

--79100S0769  Stipulation  bu   NRC, util    &   intervenor    for  protection    of   const 
of   discharge    diffuser.per   ALAB-S54. 

DAVIS,  L.  Et.  Branch   4.        GUTTERMAN,  A.  H,       Tennessee   Va  1  ley 

Authority.       ELLIS,  L.  J.       Ellis.    L.  J.       79/09/06.        4pp. 


I.    Financial    information 


79091004S9   Forwards    Financial    statements    for   FY197B,  pouier    quarterly 
repti  one-year    internal    casJi    flow   projection   I/   narrative 
•statement  re  curtailment  of   capital    eipendlture;   as  required 
by    10CFR14D 
MILLS, L.  M.       Tennessee   Valley   Authority.       79/09/31,        Ip. 

0.     Inspection   reports,     IE   Bulletins    &   correspondence 

7910130431  .Discusses   790710   meeting    ui/util    in   Knoiville,  TN    re 
activities   autliorj»ed    for  all   TVA   facilities   under  const. 
MUHPHV,  C.  E.  Region   3,    Atlanta,     Reactor   Cnnntruction    1   Engineering 

Support   Branch.        79/09/02.        5pp. 

— 791015064S   Summary    af    IE   mgt   meeting    U!/util    ra   a}  I    TVA    facilities    untie 
const. Major  areas    discussed; intp   i   enforcamont. chsnp.es    in 
inap    policy. OA/QC    organization  effectiveness 

OOUOEiM.  J.  flegion  2,    Atlanta,    Office  of   the   Director.       79/-OQ/01. 

3pp. 


7910240042  Forward!  IE  Insp  Flepts  SO-51B/79-18,  5Q-3 19/79- IB, 
50-520/79-1B  (•  90-S2S/79-1O  nn  790030-22,  No  noncnmp  1  iance 
noted, 

MURPHY, C.E,  Region   a.     Atlanta,    Reactor   Construction  !i  Enoloeorinn 

Support    Branch.        79/09/11.        2pp. 

—7910240053    IE    Insp    Repta    5O-31G/79-1B,  SO-319/79-1S,  3O-520/79-1Q    S. 
50-521/79-1Q   on   790030-23, No    noncomp  lianco   noted.  Major   areuB 
inspGcted;  fire    protect  ion/preventi-nn. 

MILLER,  W.  ht.  .     CQNLQN,  T.  E.  Region   a.     Atlanta,     Reactor 

Construction   &  Engineering    Support    Branch.       79/09/11.       tpp- 

79102400B5  Forwards  IE  Insp  Repta  DO-51S/79-17,  HO-319/71?-!?. 
30-920/79-17  tt  50-931/79-17  on  790B14-17.  No  noncomp  1  iancn 
noted. 

MURPHY, C.E.  Region    2,     Atlanta,     Roattor   Construction   5   Engliieq-rinn 

Support    Branch.        79/07/11.        3pp. 

—7910240096    IE    Insp    llepts    30-51S/79-1 7.  50-319/79-17,  50-320/79-17    E- 
BO-S21/79-17   on   790BI4-17, No    noncomp 1  lance    noted. Mojor   areas 
inspected:  steel    structure!!   !.    supporta,  uieldini)    activitiofl    & 
response    to   previous    insp    findings. 

BLAKE, J.J.,     HERDT.A.R.  Region    2,     Atlanta,     Roactor    Conntrurtion 

d  Engineering    Support   Branch,       79/09/11.       4pp. 

7910020593  Forwards    IE  Circular   79-19,     "Laoac  Locking    Devices    on 
Ingeraoll-fiand    Pump     Impellers."    No    action    required. 
O'flEILLVj  J.  P.  Region  2.    Atlanta,     Dfficq    af    the    Dimeter. 

79/09/13.        Ip. 

7910110270  Forwards    IE   Info   Notice   79-23,     "Qualification    of   Control 
Syn. "   No  action    roquired 

O'flEILLV.  J.  P.  Region   a,    Atlanta,     Office    of    the    Director. 

79/09/14.        Ip. 

7910260142  Forwards  IE  Insp  RcptE  50-518/79-19,90-519/79-19, 
50-520/79-19  &  50-531/79-19  on  790830-34. Na  nonrompl iancc 
noted. 

MURPHY, C.E.  Region  S.     Atlanta,    Roactor   Conntruc  tion   b  Enn  innsr  Inn 

Support  Branch.       79/O9/18.       2pp. 

— 79102o0161    IE    Insp    Repta     SO-S10/79-11?!  30-319/79-19,  50-320/79-17    !. 
50-531/79-19    on    790B20-24.  No    noncomp 1 ianco    notod.  Major    arena 
inspected:  fire    protaction   Si   project    status   re    conferonco    nn 
resioont    inspector    Facilities. 

BWAN.W.B.  Region    8,     Atlanta,     Dffico    of    the    Director, 

CANTHELL,  F.  B.  Region   B.     Atlanta,     Reactor    CniiGtructi  Pti    b 

Engineering    Support    Branch,       79/09/16,       tlpp. 

79100401B5  Foriuardit    IF.    Info   Notice   79-23,     "Emeraency    Dieael    (lonorattiv 
Lube  Oil   Coolers,  "    No   action   ruquirod. 

O'REILLY.  J.P.  Region   2.    Atlanta,    Office    nf    the   Diroctor. 

79/09/26.       2pp. 

79I01903BO  Forwards    IE   Bulletin   79-24.     "KVinen   Linen.  "   Nn   action 
required. 

O'REILLY,,).  P.  Region    2,     Atlanta,     Office    of    tnt    Diroctor 

79/09/27.        2pp. 

791OJ70P26  Foruiardc    IE    Info   Noticn   71-33,     "Reactor    'ripb    at    T-jmtju 
Point  Units   3^1."   Nr.  action   roquirud. 

O'nEII-l-V,  J.  P  Region   3,     Atlanta,    npficn    of   tlie    Director. 

79/10/01,       2pp. 


•J9I03502H  Foruiardt  IE  Insp  k=ptb  SO-51H/79-.|5.  50-519/79-15, 
50-380/79-15  fc  50-321/79-15  on  770733-87.  No  noncompl iancs 
noten. 

MUHPHV.C.I!.  Region   2.     Atlanta.     Reactor   Construction    A   Enqinsenng 

Support   Branch.        79/09/04.        2pn. 


7910170755  Forwards.    IE    Info    NoHro   7V-21,     "tJvai  pruosuri intion    r>F 
Containment    of   PIJH   Plant   After    Main   Steam  Lint'   Firfiak.  "    NL 
action   required. 

D'REILI.V,  J,  P.  Rtgion   &,     Atlanva,    Qffico   of    the    tlirce);or. 

79/10/01.        3pp.' 


— 79i0asoai9    IE   Insp   Stpts    SO-31S//9-15,  50-31  ?,'79-li,  30-520/79-  15   & 
50-521/79-15    on   770733-27.  tie    iioncompliantF    notsd.  Major    araas 
inspected:  project    status,  measiires   for   curtsillrig   Plnr.t    U 
Eunst,  Categort)    1    concrete   &   open    iBwir.s. 

CANrflt'LLrF   S.  Hsgiort   2.     Atlanta,     Reatbnr   Construcl  ion    & 

SnginserinB  Buppoi-t  Uvuneh.      SWflNM.H.  B.  Region  2.    Atlanta, 

Office  of    Ui6   Director        79/09/04.      Sp,,. 

7910U10010  FoTuisrH*   IE  Circutar  79-Ja.    "Proper    Installstion   of  Tara*t 
Hock  Safety-Rnlief  Valve*.  '"   No  action  required. 
U'HEILLY.J.  p  Kegtan  S,    Atlanta,    Office  of   the  Director. 

79/09/10.       3pp. 

7910D30S14   Forwards   response    to    IE   Bulletin   79-13,     "Deep   Draft    Pumo 
"eficJencies.  " 
MILLS, L.M.       rennsssBe  Valley  Authority        79/09/10.      7pp, 


5.    Reeortabli!   occurroncss.    LEIia   E.  related    corrgspotidenc? 


Forwards    final    dispicionru   repe    an    breakdown    In   QC   prni 
Industrial    Etiu inner- »itc   tlorks    ro   reecbnr    n rut sure   vetsel 
Bhipld   mall.  Initi.-I    t-    tntsvlm  ropes    nubmitteo    on   790417   «< 
0517. r«Bpectivolu. 
OILulLANui  J.  K.       Tj-nnrtsiou    Vallty   Authoritij.       79/06/a-J.       Ip. 

79i°?i0:UO  Finat    tlP^'Ciency    rept    on   brea*doujn    in   ar   progran;  at. 
Industrial   Englnanring    Uoric;   re    reactor   prussure    VOSEO! 


Bh>«ld   win.].  Faulty    outtEr 

Bit(r. 

*      Tennessee   Vellfcy   Aiithn 


uiiil    ba   repairod    at.    eunst. 
79/06/59.       3po. 


7910100120  Foruiards    interim   rept   on   unacceptable   bending    of  welilod 
stud    anchors    on    nmbeddeiJ    plates.  Causefl    by    const    Fortea    not 
fcllnuinB   design    drawings.  Testing    prugram   bainn    initiobeiJ 
to   determine   effects    of   bending 
HILLS.L.  M.      Tennoasoe  Valleij    Authority.       79/10/O1.       Hpp. 
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31; 


7910100133   Foruards    interim   rapt    on    faulty    welding    by    Lakeside    Bridge   & 
Steel    on   dryuall    vent    structure  !c    reactor    pressure   vessel 
pedestal.  Caused    bg    unaccepted  IB   uork    (.   copper    containment. 
Defective    buttering    fc   pedestal    cracking    uill    be   repaired 
MILLS,  U.  M.       Tennessee    Valley    Authority.       79/10/01.       3pp. 

7910190431    Foruards    final    deficiency    ropt    re    faulty    welding    by    Lakeside 
Bridge    tt   Steal     on    dryuell     vent    structure    &    reactor    pressure 
vessel    pedestdl, 
MILLS,  L.  M.        Tennessee    Valley    Authority.        79/10/01.        Ip, 

—7910190439   Final    deficiency    rept   ra    faulty   welding    by    Lakeside   Bridge 
&   Steel    on   dryuoll    structure   &   reactor    pressure    vessel 
pedestal.  Caused    by    unacceptable    uiork    OB   result    of 
insufficient    notntestruct  iva    oiam. 
*      Tennessee    valley    Authority.       79/10/01. 


4pp, 


7910190493  Forwards  interim  deficiency  rept. 

MILLS.  L.M.   Tennessee  Valley  Authority.   79/10/01. 


Ip. 


— 7910190501    Interim    deficiency    rept    re    unacceptbie    bending    of    melded 
anchor    studs    on    embedded    p lates.  Another   rent    mill    be 
forwarded    bu;   B00601, 
*      Tennessee   Valley    Authority.       79/1Q/O1.       Ip, 

79101B0443  Forwards    final    deficiency    rept    re    invalid    boat    treatment   of 
reactor   pressure   vessel    pedestal    atuda. 
MILLS,  L.M,        Tonnesaee    Valley    Authority.        79/10/11.        Ip, 

—7910180433  Final    deficiency,    ropt   ro    Invalid   heat    treatment   of    reactor 
pressure    vessel    pedestal    studs. Studs    fabricated    by   Acimot 
Mfo    Co    in    lota    exceeding    A8ME  requirements.  Caused    by,    error 
on    purchase    order    in    specs    For   heat    treated   matl, 
«      Tennessee    Valley    Authority,       79/10/11,       3pp. 


DOCKET  9TN-50-S19  HAFtTSVILLE   NUCLEAR    PLANT,    UNIT  a 

A.     Application/construction    stage   documents   &   correspondence 

7910010950  Notifies    that    HD   Clayton  iwill    replace    RJ  HcDirrmott   as 
alternate    on   A8ME  Subc  omraittee    on  Perforinance   Tenting 
MINQGUEiR.  B.       Office    of   Standards    Dovalopraent,       79/09/03.        Ip 


791G03076B   Forwards    79OBO3    stipulation    re     sedimentation    deposit    limit, 
agreed    to    by    NRC,  util   !<    Inlervanor. 
DAVIS,  L.  D,  Branch     4,         79/09/Oi.        Ip, 

-7910050769    Stipulation    hy    NRC.utU    !,   intervenor    for    protection    of  const 
of    diicharge    d if f user, per   rtLAB-S&l 

DAVIS.L.  D.  Branch    4.        OUTTERMAN,  A.  H.        Tennessee    Valley- 

Authority,        ELLIS.L.  J.        Ellis,     L.  J.        79/09/06.        4pp, 

I,     Financial     information 

7909-100439  Forwards    financial    statements    far   FYJ97Q,  p  ouer   quarterly 
rept, one-year    internal    cash    floui   projection   &   narrative 
b^mr"!]4   r°    curlailmi!nt    of    capital    expenditures   as    required 
MILLS.L.M.       Tennessee    Valley    Authority.       79/08/31.        Ip, 

Q.     Inipoction   reports,     IE    Bulletins   t,    correspondence 

7910130631    Discuaaei    790710  meetino    tu/utll    in   Knoiville.TN  rfl 
MimflHv   rSl    autllt"'I'Bt'     f»f    -11     TVA    facilitiei     under    const. 
niWHYiC   E.  Region    2,     Atlanta,    Reactor   Construction    &  Englncerina 

Support   DrancJi.       79/OB/O2.       3pp.  B 

—7910130648   Summary    of    IE  mg  t    meeting    u/utll    re   ell    TVA    facilities   und 
conat.Major   areas    discussed :  imp    &    enforcement,  changes    in 
inop    policy, dA/QC    organiiation    effectiveness 


CDUQE.H,  J. 
3pp. 


Atlanta,    Dfifice    of    the    Director.       79/OB/01, 


7910H502H  Foruardi  IE  Hnsp  Repts  50-315/79-15,30-519/79-15. 
30-830/79-15  (,  90-321/79-13  on  790723-27.  ND  nonco-np  I  larce 
noted. 

MURPHY.C.E,  Rsgic-n  2,    Atlanta,    Reactor   Construction   t,  Enginee 

Bupport   Branch,        79/09/O4.        2pp.  ftiisine. 

— 79102B0219    IE    In»p   Rrpts    30-516/79-15,30-919/79-13,50-520/77-13   (, 
SO-521/79-1B    on   790723-S7.NO    noncomp  1  iartce   noted. Major  aroas 
inapacted:  project    status, mensural    for    curtailing    Plant  B 
const, Category    I    concrete    &   open    itama. 

CANTHELL,  F.  a.  Region   3.     Atlanta,    Reactor    Cnnatruction   t, 

Engineerina    Support    Branch.       9WANM,  W,  B.  Region    »,     Atlanta, 

Office  of    ttie    Diraetor.       79/O7/04.       3pp 


7910130137   Forwards   Amend    2    to   Cfa   !,    notice    of    laauance. 

BELLQ,  D.  E,  Environmental    Projects    Branch   H.       79/09/07.       3pp. 

— 791O150I40  Amond   2    to   €P   CPPR-131. 

VASSALLO,  D.  n.          Division    of    Project    Management.       79/09/07.       3pp. 

— 7910130152  Notice    of    Issuance    of   Amond    2    to   CPs, 

BELLS,  D:  E,  Environmental    Projects    Branch    3.       79/09/07,       Hpp. 

7910030373  Notification    of    7909H8  meeting    u/utils    t.   QE    in   Bothuada,  MD 
to   dlscusa    revieu    schedule    J.  approval    of    load    combinations 
in    licensing    review   of   BUFt    plants. 
BOURNIA.A,  Light  Water    Reattora    Branch   3.       79/09/1Q.       7pp. 


»      t    c,   ,   1_1T':;a''d*    IE  Circular   79-iB,     "Proper    Installation    of  Taroet 

Koclr    Bafety-flelief   Valvea.  "    No   action    renuirad. 

79/09/10' J' 3 '  R^ian   Bl    Atlanta,    Office    of    the    Director. 


DBfMi        foru!!"rd*    r«9P°nBB    t»    IE    Bulletin   79-19,     "Deep    Draft   Pump 
HlLLa.L.M.       Tennessee   Valley    Authority.       79/09/10.       7pp. 

791O240Q4S  Forward*    IE    Irsp    Repts   50-S10/77-1B,  50-319/79-18, 
"        *   S0"52ly77-la   on   ?1W30-33,  No   noncompllance 


7910390234   Summary    of    790939    meeting    ui/OE   re    schedule    for   reviewing    fc 
approving    load    combinations    in    licensing    of   BUR    plants 
BQUHNIA,A.  Light  Mater   Reactors    Branch   3.       79/10/11.       20pp. 

0,     Adjudicotory    correspondence 

7910090134  Forwards   790S01    stipulation   re    sodimentation   deposit    limit 
agreed    to    by    NRC, util    &    intervenor.  Stipulation    is    signed    by 
NRC    for   all    parties,  Stipulation    signed    by    all    parties   will 
be    forwarded. 
DAVIS,  L.  D.  Branch   fl.       79/OB/Q1.        Ip. 

— 7910090140  aitpulation    to   protect    pinV    muckett   pearly   mussel    during 
const    of   discharge   diffuser.per   ALAB-334, signed    bu   NRC    Pop 
•  11    parties,  Certificate   of   Bvc    and. 
DAVIB,  L.  D.  Branch    4.        79/OB/OK        6pp. 

79100901B4   Orders    that   CPs    be    amended    to    reflect  revision  re    effects 
of   dlffu«er   const   activities,    on   mussels.  Dredging    activities 
mill    not   result    in   depositing    on  mussel    bad    of   sediment  af 
more    than    1/4    inch.  Revision    encl, 

PULLEY,  D.  V,       Atomic    Bafety   and    Licensing    Appeal   Panel.       79/OB/14. 
6pp, 

79100404B7    Informs    that    Pour   Commissioners    agreed    that  nn  neid    exists 
for   ravieu   of  ALAB-S54.  Comjniasion    decision   rnaortBd    in 
BECY-A-79-64.  Ofc    of   Oeneral    Counsel    informed    of   action   bu 
790617    telcon. 
CHILK,S.J.       Office   of    the   Secretary    of    the  Commission.       79/00/17. 


—7910240032    IE    Insp    Repts     30-S10/79--ia,  BO-S19/79-1B,  30-SHO/79-1S   S, 
30-331/79-16   on   790330-23,  Ho    noncomp  1  lance   noted.  Major    areas 
inipecteo:  fire    protection/prevention. 

MILLER,  W.H.,    CDNLOM.T.E-  Region   3,     Atlanta,    Reactor 

Construction    tt   Eno  ine»r  Ing    Support   Branch.       79/09/U,       6pp, 

79102-10085  Forward*    IE    Imp    Reptl    30-310/77-17,50-319/79-17, 
°/79"17  *   3°-S2l/79-17  «"•   7"B1- 


—7910240096    IE,    In.p   Rapti    30-31B/79-17,  50-51  9/79-O,  5O-S20/79-17  b 
80-5af/79-f7   on    790814-17.Ho   noncomp  llanc  e  noted.  Major   are« 
inspected;  itael    Htruiturai    t>  -support*.  welding    activities    h 
Tosponse    to   previous    insp    flndlnga. 

BLAKE!,J.J,,     HERDT,A,R.  FUjl  on  a,    Atlanta,    Reactor   Conatruction 

&  Engineertng   Support    Dranch-       79/O9/11.       4pp. 

7910030393  Forwards    IE  Circular   79-19,     "Laoae    Loc  UnB    Devices    on 
Inneraoll-Rand    Pump    Ifnpeller«.  "    Ho   action   raquired 
™^HLLV'  Jl  P-  ""Bion   3-    Atlanta,     Office    of    the   Director. 


7910110H70  Forward.    IE    Info   Nntica  .79-22,     "Qualif  ication    of  Control 
By>,  "    Ma  Action  required. 
79/09/14'  ^  l"  R""lDn   a'    «!•"*".     Office    of    the   Director. 
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„„  =-,^,,r,  """""d*  'E  Insp  Repti  50-51G/79-19.  SQ-51'7/79-19. 
aO-92Q/79~l<J  t,  BO-521/79-19  en  79QH2O-B4.  No  noncon-plianc  e 
notod. 

MUFIPHV.C,  E.  Region    2,     Atlanta,     Reactor   Construction  *   Engineering 

Support    Branch.        79/OW19,       3pp. 

-7V10Ef60I61     IE     Insp    Hepts     30-31B/79-19.  50-519/79-19. 50-52O/7-J-19   & 
30-321/7";- 19    on     790030-24.  No    noncomal  lance    noted.  Major    area  = 
Inaptfctsd:  fipo    protection    &    projact    status    TB    conference    an 
resident    Inspector    facilities 

SWJ\N,W,  D,  Rojjion    S.     Atlanta,     OFrice    of    the    Director. 

CANTfieLL.F,  ES,  Realon-2,     Atlanta.     Reactor   Construction  (- 

Enginoerlna    E3uppo,rt    Branch.        79/07/16.       Bpp. 

9100flOina   Foruiardn     IE    Info    Nolico    79-23.     "EmurHUnca    Dlosel    Generator 
Lube    Oil    Coolers    "    No    action    require*. 

D'RElLLVi  J.P.  Reoioji    ^,     Atlantaj     OPfice    of     the    Birector. 

79/OT/36,        anp. 


-•-79101S0113   Ai3ier.il    2    to   CP    CPFR-S52. 

VASSALLO.D.  B.  Division    oP    Project    Maria g amen t.        79/09/07.        3pp. 


—  7910150152   Notice    of    Issuance    of    Amimd    2    to    CPs. 
SELLS.  D,  E.  Environmental    Projects    Branch   a. 


7910020973   Notification    of    790920    moeting    ni/utiU    t    GE    in    Getheada.MD 
tn    dls.cuoa    revisui    schedule    tt    approval    of     load    combinations 
in    licensing    rovieiu    of   I3WR    plants. 
BOUHNIA,  A.  Light    Water    Reactors    Branch    3.        79/O9/1R        7pp. 


791Q39O334  Summary  nf  790920  meeting  lu/OE  re  schedule  for 
approving  load  combinations  in  licensing  of  GUH  plants. 
BuURNIA,A.  Light  Water  Reactors  Branch  3.  79/1O/11. 


0.      Ad  jud  icatonj    corrospondonc 


20pp. 


910190230  Foruinrda     IE   Bulletin    79-24,     "Froian   Linea,  "    No  action 
roquirm!, 

a'REILLY.0.41,  Region    2.    Atlanta.,     Office    of    tho   Director. 

79/O9/37.       2pp. 

910170226  Forwards     IE    Info    Notice    79-25,     "Reactor    Tripa    at    Turkey 
Point    Unlti    3   ti    4.  "    No    action    required. 

O'REILLY.  J.P,  Region    2,    Atlanta-     DPfice    of    the    Director. 

77/10/01.       Spp. 

910170735  Forwards     IE    Info    Notica   79-21.     "Qverpresaur  i  jatlon    of 
Containment    oF   ("Nil   Plant    APter    Main    atoaai    Line    Break.  "    No 
action   roquirBd. 

U'REILLY.  J,P,  RDJ  ion    S,    Atlanta.    UPPlca    oP    the   Dir&ctor. 

79/1-0/01,       Hpp. 


neportablc    occur  rcndts.    LERs    b   related    correspondence 


910100120  Foruardn     Interim  rapt    an   unacceptable   tending    of 
fltud    anchors    on    vmbadded    plates,  CaoueS    bg    canst    forces    not 
follouiinij    doaign    drauii  ngs.  Toa  1  1  ng    program    being    initiated 
to   dotarrnlno    effect!    of    bending. 
MILLS,  L.  M.       Tenntfuaeo    Valley    Authority.       79/10/O1.       2pji, 


7910090134  Forwards   79QB01    stipulation   re    sedimentation    deposit    limit 
agreed    to    bg    NHC.util    tt    intervenar.  Stipu  lat  ion    la    oigned    by 
MRC   for    all    part  IBB  ,  Stipulatl  on    signed    bg    all    parties    ui  1  1 
be    f  oruiardei). 
DAVIS,  L.  D.  Branch    4.        79/08/01.        lp. 

—  7910090140  Bitpulation    to    protoct    pink    muckett    pearly    mussel    during 
const    of    discharge    diffuEer,per    ALAB-551.  aigned    by    NKC    for 
all    parties.  Certi  ficate    of    Eve     eric  1  . 
DAVIS,  L.  D.  Branch    1.       79/08/01.       6pp. 

79J009O194   Orders    that  CPs   be   amended    to   reflect   revision    re    effects 
of    diffusor   const   activities    on    mua  sel  s.  Dredg  ing    activities 
mill    not    result    in    depositing    on    mussel    bed    of    snJiraent    of 
morn    than    1/<1    inch.  Ravi  sian    end. 
PULLEY.  D.  V.       Atomic    Snfefcy    anil   Licensing    Appeal    Panol.       79/03/14. 


7^10040467    Informs    that    four   Commi  as  loners    agreed    that    no    need    exists 
for    review   of    ALAB-BSfl.  Cammiss  i  on    decision    reported     in 
EECV-A-79-64.  Ofc    of    General    Counsel     informed    of    action    by 
7'90ai7   talcon. 

CHILK.S,  J.       Office    of    tha    Secretary    of    toe   CDrnmiBBiuo.       79/00/17. 
lp. 


910100133  ForunrdE     Into  rim    rept    on    faulty   molding    bij  takoaide   Bridge 
RtBBl    on    (trijuinll    v«nt    structuro    fc  reactor    pressure    vflssel 
podmtal.  Caused    by    unacceptable    uork    Ji   cop  pur    ccntainmo-nt 
UefuctlvB    bub  tor  Ing    tt    pedoital    cracking    uilll    be    repaired, 
HIULB.L.rl.       T»nnBBi»e   Valley    Authority         79/10/01.       9pp. 


Forward!     final    deficiency    rept    re    PauJty    welding    by   Lalnmido 
Brlda*   d  fitaol    on    drijuiotl    vont    structura   E.   reactor    prncsurc 
vflasBl    pmlDB  tal, 
MILLB.L,  M,       Tonnetisoff    ValUy    Authority,       71  f  10/01.       Jn. 

-7910190430  Final    doficlenci/    rapt    re    faulty   ualding    bij   Lakoslda  Urldgc 
tt    H-tcol    on    tfrguiell    mtruiture   A    reactor   pressure    VDO-BE! 
ptdnitul.  Cauiotl    bg    unacceptable    work    as    result    of 
Iniuf  f  it  iflnfc    nonilBS  trvc  t  ivn    eiam. 
*      Tenneiieo-   Valloy    rtulhoritij.       79/IO/OI.       Ipp, 


71?1003076a   ForwardD    790003  stipulation    re    sedimentation    deposit    limit, 
agreed    to    by    NriC,u.til    !i    intervenor. 
DAV18,  L.  I),  Branch    •).       79/Ot?/QA.       Ip, 

— 791005076^  Btipulntion    by    NFIC.util    &    intorvenor    for    protection    of    const 
of    discharge    d  if  f  user,  per   ALAD-554. 

DAVIS,  L.  D.  IJranch    4.        UUTTERMAN,  A.  H.        Tennessee    Valley 

Authority.       ELLIS.  L  J.       Ellis,     L,  J.       7W09/06,       flpp. 


I,     Financial    information 


10190493  Forward*     intoritn    deficioncij    rupt. 

MILLS,  L.M.       ronnoBflee    Valloi;    Authorltu.       79/10/01. 


lp. 


7909100499-  Foruarris    financial    statements    for  FV19/78.  power    nuarterly 
ropt,  ono-uaar    internal    cash    flow    projection   !<  narrative 
Gtatarriont    re    curtailment   of    capital    expend  1  turer,    as    required 
by    1QCFRI40, 
MILLSiL.n.       TonneBBBe   Valley   Authority.       79/00/31.        lp. 


0.     Inspection   reports.     IE  Bulletin's    !>    correspondence 


•79I0190SQ1    luterim    daPlctoncy    rcpt    ro    unaceeptblc    bendinn    of 
author    tiuda    an    Bmbeddid    p lat*o. Another    rept   will    bo 
foru<ardli)   -b  u    BGOfiOl. 
x      Tunnrtseii    ValHu    Authority.       7^/10/01.        lp, 


791O130&3I    Discusses    790710  meutlnD   ui/util    in    Knoiville.TN  re 
activitisB   authariiail    for    all    TVrt   facilities    under    const. 
MURPHY,  C.E.  nagian   2,    Atlanta,    Reactor   Construction   ti   Engineering 

Support    Branch        79/OB/OH,       2pp. 


H'10100443  ForuMfdi    final    deficiency    rapt    re    Invaliif    heat    troatmont    oP 
roactar    prnnuro    veisirl    pedestal    tfciidfi. 
MILLS,  L,  M,      Toni>o»D8o   Valleij    Authoritij.       79/10/11,       lp. 

-7710I004B3  Fliml    doflcloniij    rept    re    invftliil    h»at    treatraiint    of   reactor 
prinmra   vnsi»l     pedttBtal    studs-fitudt    fabricabod    by   Ac  i  mot 
Hfg   to    In    Ipti    aice»oUng    ABME   TiqulromonU.  .Cau««d    by    error 
on   purchase    ordar    In    specs    for    hoot    treated    mall. 
•      T«nTie»«BB    Valley    Aothoritg.       79/JO/ll.       Hpj. 


DCKGT   BTM-130-BaO   HARTBVIULE   MUCLEAR    PLANT,     UNIT  3 

.     AppHcjlloni'c*n.»truttian    itaoe    documents   &   corre-opondencD 


NDtlflt*     that    HQ   Clapton   will    r-nplacfr   F1J   McDormott   aa 

on   ABME   Sulnnmnnl  ttn»    on   Performanca    Testing, 
,  0,       Office   Of    Standard*    Development.       79/0?/05.       Ip. 


— 79101 S064B  Summary    of    IE  mgt   rneotinn   ui/util    ro   all    TVA    facilities    under 
const.  Major    araas    d  1  acusaed  ;  insp    S>   enforccmentj  changes    in 
inap    f a\  icy, OA/OC    orgsniiation    eff EC ti vanesa. 

OOUOE.H.J.  Roq  ion   3,    Atlanta,    Office    of    the    Director.       79/OB/01. 

3PP. 

7"?lOa50aH  Foruards  IE  Insp  Repts  50-310/79-15,  50-'519/79-la, 
SO-520/79-1S  t,  SO-Sai/79-13  on  7=70733-37^0  noncofflpl  ianco 
noted. 

HUF1PHV,  C,  E,  Fleglon  3,    Atlanta,    Reactor   Construction   &  Engineering 

Support   Branch.       79/09/04.       Hpp. 

—  7910230219   IE    Inap    RupU    SO-S1S/79-19.  30-519/77-13.  30-920/79-19   S. 
SO-S21/79-1S   on   790723-27^0   noncomp 1 lanco   noted. Major    areas 
impacted:  project    »tatu»i  moflsuraa    for    curtailing    Plant   II 
conit,  Category    I    concrete   b    open    Items. 

CANTRELLiF.  8.  Region   2,     Atlanta,    Roactor   Construction  & 

Engineering   Support   Brandt.       9WANN,  W.  D.  Region   H.    Atlanta, 

Office    of    the   Director.       79/09/04.       Spp. 


?10150127   Forward*    Amend    2    to    CP*   ti    notice    of    iaouance. 
SELLS.D,  E.  Environmental    Projocta   Branch   H,      79/09/O7, 


3pp. 


DOCKETED  ITEMS 


7910010010   Forwards    IE  Circular    79-18,     "Proper    Installation    of    Target 
Rock    Safety-Relief    Valvea.  "    No    action    required. 
CJ'REILLV,  J,  P.  Region   3,     Atlanta,    office    of    the    Director 

79/09/10.        3pp. 

79(0020511    Foruards    response    to    IE  Bulletin   79-15,     "Doeo   Draft    Puma 
Deficiencies.  "  " 

MILLS,  L.  N.        rennuBBee    Valley    Authority.        79/09/10.        7pp. 

7910340042  Forwards  IE  Inap  Rupts  5Q-51S/77-1S,  5O-519/79-1Q, 
50-320/79-18  ti  50-521/79-18  on  790BGO-22.  No  nontomp  1  ianco 
noted. 

MURPHY.C.E.  Regions,    Atlanta,     Reactor   Construction   8.  enQinEPring 

Support   Branch.       79/09/11,       2pp. 

—7910210052    IE    Insp    Repts    50-51B/79-1B.  50-519/79-10.  SO-52O/79-18   t, 
50-521/79-10    on    79O320-22.  No    noncomp  1  iance    naked.  Major    areas 
Inspected:  fire    prpte  ction/provention 

MILLER,  W.H.,     CONLON,  T.  E.  Region    2,     Atlanta,     Reactor 

Construction   !.   Engineering    Support   Branch.       79/09/11.       6pp. 

791QE400B3  Fonuards  IE  Insp  Repts  30-515/79-17,50-319/79-17, 
30-320/79-17  t.  5O-521/79-17  on  790BM-17.  No  nnncomp  1  ianco 
noted. 

MURPHY.C.E.  Region    2,    Atlanta,     Reactor   Construction  !<   Enn  ineariim 

Support   Branch,       79/09/11.       2pp. 

--7910240096    IE    Insp    HeptE    30-910/79-17,30-517/79-17.50-320/79-17   5, 
30-331/79-17    on    790S14-17.No    noncomp  1  iance    noted,  Major   areas 
inspected:  steel    structures    &    support  s.  we  1  ding    activities   ti 
response    to    previous    insp    findings. 

BLAKE,  J.J.,     HERDTiA.H.  Region    2,     Atlanta,     Reactor    Construction 

S.   Engineering    Support    Branch,       79/09/11.       flpp, 

7910020593    Foruanls    IE    Circular    79-17.     "Loose    Locking    Devices    on 
Ingersoll-Rand.    Pump    Impel  lors.  "    No    action    required 
O'fiEILLV,  J.  P.  Region    2.     Atlanta,     Office    of    the    Director 

79/09/13.         Ip. 

7910110270   Forwards    IE    Info   Notice    79-23,     "Qua!  i  fi  cat  ion    of    Control 
Sys.  "    No   action   required. 

O'REILLV,  J.  P.  Region   3.    Atlanta.     Office    of    the   Director. 

79/09/14,        Ip. 


79102&Q142  Forwards  IE  Insp  Hepts  30-518/79-19,50-519/79-19, 
30-320/79-19  &  30-321/79-19  on  79092O-24.  No  none  omp  1  iance 
noted. 

MURPHY.C.E.  Ronion    2,    Atlanta,    Reactor   Construction  & 

Support    Branch,       79/09/1Q.       2pp, 


Enn  ineerinn 


—  -7910360161     IE    Insp    Repts    30-310/79-19,50-519/79-19,30-520/79-19   h 
50-521/79-19   on   790B20-24.  No    noncomp  J  ianc  e   noted.  Major   areas 
inspected:  fire    protection   fc   project    status    re    con-ferunco    on 
resident    inspector    facilities. 

BUAN.W.B.  Region    3.    Atlanta,    Office    of    the    Director. 

CANTRELL.F.  S.  Region    2,     Atlanta,     Reactor    Construction   & 

Engineering   Support    Branch.       79/09/la.       Bpp. 

79100401B5  Forwards    IE    Info   Notice   79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers,"    No    action   renuirad, 

O'REILLY,  J.  P.  Region    2,     Atlanta,     (Iffico    of    the    Director. 

79/09/26.        3pp, 

7910190260  Foruiarda    IE  Bulletin   79-24,     "Froien  Linos    "   No   action 
required. 

O'REILLY,  J.  P.  Region    2,    Atlanta,     Office   of    the   Director. 

79/09/27.        2pp. 

7910170226  Forwards    IE    Info   Notice    79-25,     "Reactor    Trips    at    Turkey 
Point   Units   3  t,   4.  "    No    action   required. 

O'REILLY,  J.  P,  Region    2,    Atlanta,     DfFico    of    the   Director. 

79/10/01.       2pp. 


7910100133  Forwards    interim  rept    on    faulty    uolding    tit,  Lakeside   Bridie 
Steel    on    dryuall    vent    structure  d   reactor    pressure  vossel 
pedestal.  Caused    ay    unacceptable   work    &    copper    containment 
DaFoctivo    buttering    J.  pedestal    crackino    uill    be   repaired 
MILLS.L.M.        Tennessee    vallsy    Authority.        79/10/O1.        Bpp. 

7910190431    Forwards    final    deficiency    rept    re   faulty    welding    by    Lalesit 
Bridge  t,   Steel    on   dryLJell   vent   structure    &  reactor    pressure 
vessel   pedestal, 
HILLS,  L.  M.       Tennessee    valley    Authority.       79/1O/Q1,       ip. 

—7910190438    Final    deficiency    rept   re-    faulty  uelding    hg   Lakeside   Bridg 
(•   Stool    on    drywell    structure   (.   reactor    pressure   vessel 
poilcstal.  Caused    by    unacceptable   work    ds    result    of 
insufficient    nancies  true  tive    oiatn. 
»       Tennessee    Valloy    Authai-lty,        79/1O/01.        4pp. 

7910190493  Foruiards    interim  rfaficloncy    rept. 

MICLBrL.M.       Tennessee    Valleij   Authority.       79/1O/O1.       Ip. 

—7910190301    Jntorim   deficiency    rept   r&   unaccsptblo    bending    of   [ueliSad 
anchor    studs    on    emoedded    plates.  Another    rept   will   ba 
forwarded    by    SOOiOl. 
«      Tennessoe   Valley    Authority.       79/10/O1,       if. 

7910160443  For^,ardE    final    deficiencif   rept   re    invalid    heat    treatment    of 
reactor   presouro   vesoel    pedestal    studs. 
MILta.L.M.       Tennesaea    Valley    Authority.       79/10/11.       ip, 

--79101Q0453  Final    deficiency    rapt  re    invalid    heat    treatment    nf   ceacfco 
pressure   vessel    pedestal    studs. Studs    fabTicatsd    by   Acimet 
Mfg    Co    in    lota    exceeding   ASME  requiTemon la.  Caused    by    error 
on    purchase    order    (n    specs    For   heat    treate-d    mat!. 
«      Tunnesseo    Valley    Authority.       79/10/11.       Hpp. 


DOCKET    8TN-50-521     HflRTSVILLE   NUCLEAR    PLANT,     UHIT    4 

A.     Application/construction   stage   documents   t<   correspondence 

7910010550   Notifies    that    HO   Clayton    uill    roplaca    HJ    McDoTjnott    ai 
alternate    on    ABME   Subcommittee    on    Porf oi-mance    Toabing 
MINOOUE.R.  D.       Office    qf   Standards    Development.       79/09/05.        Ip. 

7910190137  Forwards   Amend    S   to    const    psrrait   Si  notice    of    issuance 
SELLB.D.E.  Environmental    Projects   Branch    3.       79/09/07.       2pp. 

—79l015014i  Amand    2   to    CP   CPPF1-153, 

VASSAU-OiD-.  B.          Division   of   Project   Management.       79/O9/07.       3pp. 

— 7910150152  Notice    of    issuance    at  Amond   3    to  CPs. 

BELLS,D.  E,  Environmental    Projects    Branch    2.        79/09/O7.       2pp. 

7910020573  Notification    off   7V092B  meeting    u/utils   &   GE   tn    Gethesda,  MD 
to    discuss   review    schedule   (-  approval    of    load    combinations 
in    licensing    review   of    BWR   plants. 
HQURMIA.A.  Light   Mater  Reactors   Branch    3.       79/09/10.       7pp. 

7910290231  Summary    of   79O93Q  meeting    u/QE  re    schedule    for    revieuino    « 
approving    load    comblno tions    in    licensing    of    BUR   plants 
HOURHIAiA.  Light   Watnr  Reactors    Branch    3.       79/10/11.       20pp, 

Q.    Ad judicatory    corrospondence 

7910090134  Forwards    790301    stipulation    re    *Dd Imontatlon    deposit    limit 
ngreed    to    by    NRC.util    Si    Intorvanor.  St  ipula  t  ion    fa.    signed    by 
NRC    for  oil    parties.  Stipulation   signed    by   all    parties    uill 
be    forwarded, 

DAVIB.L.D.  flranth   -4.       79/09/01.       Ip. 


7910170753   Forwards    IE    Info   Notice   79-24,     "OvBrprH3«ur i la tion   of 
Containment    of  PUR   Plant   After    Main    Steam   Line   Break."    No 
action   required. 

O'REILLY,  J.  P.  Region    2,    Atlanta,     Office    of    the   Director 

79/10/01.       3pp. 

S.    Reportable    occurrences.,    LER*   &    related    correspondence 

7910100120  Foruiards    interim  rept    on   unacceptable   bondinB    of   welded 
stud    anchors    on    embedded    p lates. Caus ed    by    const    forces    not 
following    design    drawings. Testing    program  being    initiated 
to   determine    effects    of    bending. 
MILLS,  L.  M,       Tennessee    Valley    Authority.       79/10/01.       Spp. 


—7910090140   Stipulation    to  protect   plnl    mutfcett   pearly   nuas*l    durinn 
const  of    discharge    dlf Fusnr,  per  ALrtB-534. sioned    by   NRC    for 
all    pBrtiae-Cartlf Uate   of    Bvc    encl. 
DAVIS,  L.  D,  Branch    4-.       79/00/01.       opp. 

7910090194  Orders    that    CPs    be   anondeif    to    reflect   revl»ion    re    effects 
of    diffuser    const    activities    on  muasels.  Dredgino    activities, 
will    not  result    in    depositina    on  mussel    bed    of    nediment    of 
more    than    1/4    inch. Revision   encl. 

PULLEY, D. V.       Atomic    Safety   and    Lic»n«ing    Appeal    Panel.       79/OB/14 
6pp. 

7910010233  Notifies    that    no   need    eiistu    for   rtvieui   of   A8LAB    decision 
ALAH-334  re   SECV-A-79-64.  Ltra    re   deponitlona    tncl. 
CHILK.S.J.       Office    of    the   Becretary    of    the    ComnHs«lon.       79/OB/17 
Ip, 
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79100404H7    In  forms   that  (our  Commies  loners    ajreed    that   no   naeif   exists 
Far  review   of  ALAB-554.  Commission   decision    reported    In 
BSCY-A-79-A4.  afc    of  General    Counsel    informed    of   action    bg 
790817  telcon. 
CHILK.S.  J.      Office    of   the   Secretary    op    the    CammUainn,       79/QB/17. 


7710D3O7&B   Forwards   790803   stipulation    re    sedimentation    tfepoiit    limit, 
agreed    to   by  NRCrutil   tc  intervenor. 
DAVIS.L.  D.  Branch    1.       79/09/Oi.         lp. 


7910110270   Forwards    IE    Info   Notice    79-22,     "Qualification    of   Control 
By*.  "    No    action   required. 

O'REILLV,  J.P,  Region   3,    Atlanta,    Office    of    the   Director. 

79/09/M.       lp. 

79102AO143  Foriuards  IE  Inap  Rept*  50-518/79-19,50-519/79-19, 
50-320/79-19  i  50-521/79-19  on  79OB2O-24. No  noncompl ianco 
noted. 

MURPHY.  C.  E,  Region   2,    Atlanta.     Reactor    Construction   4   Engineering 

Support  Branch.      79/O9/1B.       3pp. 


—  791005074.9  Stipulation  bg    N«C,  utl  1    &    intorvsnor    for    protection   of   const 
of   discharge  dlff  user,  per   ALAB-554. 
DAVIS,  L.  D.  Branch  4.       79/09/QA.       4pp. 


I.    Financial    information 


-- 7910260161    IE    Insp   Repta    50- 5 IB/ 79- 19,  50-519/79-19,  50-530/79-19  8. 
50-521/79-19   on    790820-24.  No    noncomp  1  lance    noted.  Major    areas 
InspactHd:  f  ii-a    protection  i  project    status    re    conference    on 
re-sident   inspector    facllltiHE, 

8WAN,W,  D.  Region   3,     Atlanta,     Office   of    the   Director.       79/09/1B 

Bpp. 


7909100459  Forwards    financial    statement*    for   FV197Br  power    quarterly 
r»pti  one-year    internal    cash    flou   projection   &   narrative 
statement   re  curtailment  of   capital    BIJI  enditures   Ha    required 
by    10CFR140. 
MILLS,  UH.       Tennessee   Vallau    Authority.        79/03/31.         lp, 

Q.     Inspection  reports,.    IE  Bulletins    !<  corTespondance 

7910130631    QUculSBB  790710  meeting    ui/util    in   Knoivi  1  to,  TN  re 
activities   authorind    for  all   TVA    facilities    under    const. 
hlfflPHY.C.  E.  Region  2,    Atlanta.    Raactnr   Construction   &  Engineering 

Support  Branch.      79/08/OH.      2pp. 

— 7910150643  Summary   of    IE  mgt   meeting    iu/utll    re    all    TVA   Facilities    under 
const. Major  areas   discussed:  Insp    &   anforcemen  t,  changes    in 
insp   policy,  Ort/QC    organization   effectiveness. 

flQUQE.M.J.  Region  2.    Atlanta.    Office    of    tlie   Director.       79/OB/01. 

3pp. 

79102S0214  Forwards  IE  Insp  Septa  30-319/79-15,50-319/79-15, 
50-320/79-15  &  50-321/77-15  on  790723-27.  No  noncompl  Ianco 
noted. 

MURPHV,C.  E.  Region  2,    Atlanta,    Reactor    Construction   b  Engineering 

Support  Branch.      79/09/04.       2pp. 

— 7910H50219   IE  In«p  Flepts   50-31B/79-15,  SO-51W79-15,  50-520/79-15  Si 
30-521/79-15  on  790733-37.  Ho  noncomp t I anc e    noted.  Major   areas 
inspected :  project   status,  measures    for    curtailing    Plant   B 
const, Category   I   concrete   &  open    Items. 

CANTHELL.  F.  8,  Region   S,    Atlanta,    Reactor   Construction   fc 

Englneerlns   Bupjnrt  Branch.       79/09/04.       3pp. 

"•910010010  Forwards    IE  Circular  79-19,     "Propsr    Installation  at   Target 
Rock   Safety-Relief  Valves,"    Mo  action   require*. 
O'REILLVi  J.P.  Region  2,    Atlanta,    Office    of    the    Director. 

79/09/10.'     3pp. 

30SH  Foruarift  response    to   IE  Bulletin   79-19,     "Daop    Draft   Puma 

Uienclei.  " 

L8.L.M.      Tennessee  Valley   Author!  try.       79/O?/10.       7pj. 

40043  Forwards  IE  Imp  Rflpts  30-513/79-10.  &0-319/79-16J 
330/79-18  lc  50-521/79-1B  on  790B20-22.  No  noncomp  1  lane  e 
,ed, 

-fiPHV.C.E.  Region  3,    Atlanta,     Reactor   Construction   Si  Engineering 

upport  Branch.      79/09/11.      Spp. 

10340052  IE   In»p   50-51B/79-1B,  50-519/79-19,  50-520/79-1B  fc 
30-5H1/79-1B  on  790B20-33.  No  none  ompl  i ance   no-ted.  MBJDJ-    areas 
lnspect«d:Flre  pro teetian/pr even  ted. 

1ILLER,M.H.    -         Region  2,    Atlanta,    Reactor   Construction   J, 
inglneering  Support  Branch.      79/O9/11.       6pp. 

12400B5  Forward)  IE  Insp  fiepta  50-5-IS/79-17,  SO-319/79-17, 
1-530/79-17  !<  30-SH1/77-I7  on  79081 4-17.  N0  noncompl  I  ante 
iteij, 

IRPHY.C.E.  Region  S,    Atlanta,    Reactor    Construction   i   Enoin»e-ring 

ipport  Branch.      79/09/11.      3pp. 

'10340094    IE   Imp  Repti   50-918//v-i  /,  30-&19/79-17,  50-530/79-17    it 
SO-321/79-17  on  7909H-17.  No  noncflmpl i.nce    noted.  Major   ar»a» 
Inspected:  steel    structures  &  supportirueld ing    activlttas   b 
response    to  previous    Imp    findinss. 

BLAKE.J.J.  Region  3,    Atlanta,    fl.actor   Coni truction  d 

Englneerlne  Support  Branch,       79/09/11.       4pp. 

020393  Forwards  IE  Circular  79-19,    "Loose   Locking   D*vic«»   on 
genolI-Rand  Pump    Imp  filer*.  "  Ho   action  roquire-d. 
HEILLV.J.P.  Region  2,    Atlanta,    DPftie    op   th»  DiTector. 

/09/13,       lp. 


7910040105  Foruiards    IE    Info   Notice  79-33,     "Enmrgimcu   Diesel    Generator 
Lube   Oil   Coolers."   No   action   required. 

O'fiElLLV.  J.P.  Region   2,    Atlanta,    Office    of    the   Director. 

79/09/36.        2pp. 

7910190260  FnruiariTs    IE    Bulletin  79-21,     "Froion    Linus.  "   No   action 
requlr  ed. 

O'REILLY,  J.  P.  Region   2,    Atlanta,    Office    oF    the   Director. 

79/09/27.       2pp. 


"Huactor   Trips    at    Turkey 


791017O226  Forwards  IE  'Info  Notice  79-23, 
Point  Units  3  &  4.  "  No  action  required. 
O'REILLV,  J.P,  Region  E,  Atlanta,  Office  of  the  Dlroctor. 

79/10/01.       2pp. 


7910170755  Forwards    IE    Info   Notice  79-31,     "Dvarpressuri  latl  on    of 
Containment   of   PUR    Plant    After    Main  Steam  Line    Break."   No 
action    requirinl, 

O'REILLY,  J.  P.  RBgion   S,    Atlanta,    Pffice    of    the   Director, 

79/10/O1.       3pp. 

B.     Reportable   occurrences,    LERs   &    related    correspondence 

7910IOO120  Forwards    intorim  rept    on   unacceptable    bending    of   uelded 
stud    anchors    on    embedded    plates.  Caused    by    eon*t    forces   not 
following    design   drawings.  Test  1  ng    program   being    Initiated 
to   determine    effects   of   bending. 
MILLS,  L,  H.       Tennessee    Valley    Authority.       79/1O/01.       Snp. 

7910100133  Forwards    interim  rept    on    faulty    melding    by   Lakeside   Drldge    t, 
Bteel    on  drgwall    vont    structure    t  reactor    pVeaaure  vessel 
perieitol.  Causinl    bg    unaccup  table    work    ft   cupper    containment. 
Defective    nutlorlns   (•    pedestal    tracking   mill    be   repaired. 
MILL9,L.M.       Tennessee    Valley   Authority,       79/1O/01.       5pp. 

7910190431   Forwards    final    deficiency    rapt   re    faultg    weldinfl    by    Lakeside 
Bridgs    d  Steel    on   dvyiuell    vent    •structure    d   reactor   pressure 
vessel    pedestal. 
MILLS,  L.  M,       TerniesBBe    Valleu   Authority,       79/1O/01.       lp. 

—  791019043B   Finol    deficioneu   rept   re    faulty   molding    hy   Lakeaide   Bridge 

Jc  Bteel    on   drywell    itructure   &  reactor    pressure   veoBel 
pedBB  tal.  CauB*d   by    unacceptable   mark    as    result   of 
Insufficient   nondestructive    en  am. 
»      Tennessee   Vallng    Authority.       79/10/O1.       flpp. 

7910100143  Forwards    final    d  ef  iciency  !  rep  t   re    invalid    heat    trBatmant    of 
reactor    pressure  vnsse  1    pedestal    studs. 
MlLLSrL.M.       Tennessee    Valley   Authority.       79/10/11.       lp. 

—  7910180453   Final    daficiency   rept   re    invalid    heat    treatment    of   reactor 

prasiure    vessel    pedestal    otuds.  Btut*    fabricated    by    Acimet 
Mfg    Co    in    lots   eitceedins   A8ME   requirements.  Caused    bg    error 
on   purchase    order    in    specs    for    haat    treated    matl. 
it      Tennessee   Valley    Authority.       79/1O/11.       Hpp. 


DOCKET  BTM-SO-522  BKAOIT   NUCLEAR  POWER   PROJECT,    UNIT   1 
0-     Ad jud I  eat dry    correspondence 

79100900B7  Forwards    intervenor  Skagltonians    Concernod    About   Nuclear 
power    prepared    testimony.  H  Darlane1    testifies    re    evacuation 
planning, P    Weber    tnstifie«   on  Ranney   tuells   (<  J  Laiar 
testifies    on   financial    qualifications. 
UENDLEn,M.  H.       Le«d,    Robert  M.       79/07/10.       Spp. 

—7910090093   Testimony   of   HE.  Darland    on    behalf    of    Intervenor 
Skagftonlans    Concerned   About  Nuclear   Pouer,re    evacuation 
planning,  Profaislanal   qualification*   encl. 
DARLAND.M.L.       Affiliation  Unknown.       79/07/10.       ZBpp, 
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rnnrHK^rr    ?'   PK""t'er    °n    *">*>*"    of    interv-nor   Bkagitanian, 
Concerned    About    Nuclear    Pouor.  re    Rannay    uella    Prof 
qualifications   S.   bibliography    end 
WEBER,  P.  R,        Afflllatinn    Unknoun.        79/O7/10.        Opp. 

-7910090108   Testimony    of   J  La.ar    on    bBhalf    of    intervene   Sfcagitonians 
Concerned    About   Nuclear   Power,  re    financial    qualifications 
W/supportlno    documentation. 
LAZAR.J.        Affiliation   Unlmoum.        79/07/10.        79pp, 

7910090294    Forward*    B-EngroBsorf    House    Bill    H370.  enacted    by    State    of    OR 
Legislative   Aasamb  ly.  Q  i  1  1    prohibits    iaauance    of    site 
certificate    for    nuclear    facility    until    001115.  State    of  OH 
SSLfJii    n'iudy    ™'    accldBIlt   <<   radwaste    storage    coeta. 
BANDVIK.R.M.        Oregon,     State    of.        79/07/24.        4pp. 


"?;i!hdllI  *  °rdBr  ALAD-5:)i<  Denies  Intervenes  Forelaws  nn 
Board  t  Coalition  for  Safe  Power  790717  motion  to  disqualifu 
Cha  -n,an  of  ASLB  frun,  further  participation  in  proceedings  " 
Motion  is  untimely  1<  Inaubstantia  1. 
D18HOP.C.  J,   Atomic  Safety  and  Licensing  Appeal  Panel.   79/07/30. 

7910100541  Supplemental  memorandum,  aubm  i  tt«d  by  Intervenorn  Indian 
Tribes  in  response  to  ABLAB  7907O9  order.  Deacr  ibes  erroneous 
rnmJZ  8""s1C  *  somatic  •«•=*•  t"  socio-economic  impacts. 
79/07/30    up""1"""  Le"al  s*™ices.   MEANS,  D.  8.   Means,  Donald  B. 

7910290371  Supplemental  memorandum,  aubm  i  tted  by  IntervenorB  Upper 
Btagit  t,  Sauk-Suiattle  Tribe,  &  SulnomUh  Tribal  Community, 

"™*™'     ina<jB< 


Llarda  lntorVDI""'  akagitonians  Concerned  About  Nuclear 

response  to  partial  initial  decision  In 
Perkins.  Certificate  of  Sve  oncl.  Intervenor  response  nut 

LEED,  R.M,   Lood,  Robort  H,   77/QB/03,   Hpp, 

79100902i7  Rofera  to  Cheney  790730  testimony  re  A  Bhatt.  Cheney  does 
not  represent  Oovt  of  Canada.  Chaney  description  of  Canadian 
£UA»£  ,V  J*!"";*  P°li<:«  *  energy  process  fo  not  accurato. 
BHARPE,  J.  fi.   Canada.   79/08/07.   2pp. 

7910070194  Orders  e>tans  Ion,  unti  1  3O  days  after  Uauanc*  of  A3LAB  final 
rteciaion  on  intervention,  for  NRC  to  detHrmino  uhether  to 


rovieu  ALAQ-3S2.  Doth  dccisionn  concorn.  possible  intervention 
by  three  Indian  tribes, 
CHILK.S.J.   OffiCB  of  th(? 


of  the  Commission.   79/09/OB. 


flM-  ?"!!0nd;    J?    intervenort  Upper    Bfcjglt    Indian   Tribo,  Bauk 

auiflttle    Indian    Tribe   tc  Swinomish    Tribe    790730   supplemental 
memorandum.  ASLAB    should    affirm    ABL.D    denial    of    Intervention 
W/Certif  icato    of    Svc. 

TunSIM"    ^TTVe'D-8-       Pu"ct   SDljnd    P"«f    «•  LlflHt  Co, 
THOMBEN.  F,  T.       Perkins,    Cole,     Stono,    Dl  sen   t-  Hi  1  1  lams.       79/OB/09 
fipp. 


7910110211    F!Bqufl3tB    that    NRC    reviow    ALAB-S5A.  Intervenors    did    not    clai, 
personal    tias    by    V    Deale.ABLAB    not    auiare    of    intervonor 
standing    to    tender    motion    for    dUnual  i  Pleat  i  on.  Motion    uai 
not    untimolu.  Certificate    of   five    enel, 

^DralaluB    Dn    Board,        BTACHOM.E.        Coalition     for   Safe   Pouie' 
3pp. 


79100200:30  Memorandum    re    change    of    counae  1  ,  Effective   790&HO,  HH  Phi  1  Hi 
iB   no    lonoer  roprea  ent  ing    util.  Util    mill    be    roprBtented    by 
M  Durham  i  W  Ha  stlnga.  Carti  f  i  cate    of  Svc    enc  1 
DURHAM,  J.  W,       Portland    OeneraJ    Electric    Co.       79/OB/20.       3pp. 

79IOOS02S4    Interr-ogatories   t.   document    requests    to    util    submitted   bu 
intervenor   Stag  i  ton  i  an  a    Concernad   A&out    Nuclear   Pouer 
Includes   questions    re    oasis    for    design    of   bloiudouin    Flow   t, 
silica    content    of  iua  ter.  Carttf  i  cote    of   Svc    encl. 

LEED.R.M.      Bkagitonians    Concerned   About    Nuclear   Pouur         LEED,  R  M 
Leod,     Robert    M.        79/08/21.        7pp.  cu.n.n. 

7910130097  Response    to    intcrvenor    Skag  i  ton  i  am    Coraceriiod    About  Nuclear 
Power    790H21    interrogator!  e  s.  Intorrogator  i  ea   ara    untimely 
«.   rolate    to  matters    Bn    uihicl.    record    has    bean   closed 
Certificate    of    Bvc    enc  1  . 

THOM8eN,F.T.       FuDB-t    Sound   Paver    t.  Light   Co.       THaMSEW.F.T.       Perkins. 
Coie,    Btone,    0.1  sen   S<   HlltUma.       79/OB/27.       4pp. 

7910090551    Poses    quoitions    raioeil    by    Indian    Tribes   79O717    Itr   re 
commercial    fishing    in  SJrooit    River.  Appeals    to   NHC    to 
consider    request    for    intervenor    atatus. 
MELCHERi  J.        BenatE.        79/OB/39.        3fp, 

7910090335   NotifiaB    of    concern    that   NRC    revieu   Df    rBctumn.ndation!. 
of  Preaidont's    Comrtil  ssion   on    TM1    will    re»ult    in    prolonged 
delay    in  CP   ftearing.Only    TMI-relatod    isaue    open    for   rsceln 


of    evidence   relates    to    site    eharac torlstics. 

ELLIS,  J.  W.      Pugat  Sound    Power   !,   Light   Co.       77/OB/31. 


receipt 
5pp. 


7910110220  nequeatn   denial    of    intervenon   Forelawo    on   Board    t,  Coalltio 
for   Safe   Pou.or    790717   petition    for   NHC    review   of    ALAD-356 
NRC    does    not    have    jurisdiction    over    pet  i  tlnn.  ALAD-596 
presents   no   question    of    fact.  Cert  IPicate    of    Svc    end. 
DAUBER,  M.  A,       Pugut    Bound    Power   S.   Light    Co.       BAU3ER,M.  A. 
LawBnstolniNBuiman.Rflis-Aielrad    &   Toll.       79/Oa/31.       Bpp. 

7910150290   Deciaion  ALAD-5S9,  a*f  i  rmJnn    ABLD   7<70o01    order  nuhich   denied 
Indian    Trlies   peti.tion    to    Intervene.  No    mi  arepreaentation    bu 
NRC.  Intervenor    Skagitonians    Concerned    About   Nuclear   Power 
have    no    litiBable    Interest    in    health    offset    of   radiation 

'  J-'    PrtRRAR.H.C.       Atomic    Safety    and    LUeniirtg   Appeal   Panel. 
41pp. 


7710050431    Seek*    denial    of    infcerv&nors    Forelaiim    on   Board    J.    Coalition 
for   Safe   Power   790317   repeat    for    review    of   ALAB-3B6.  Mot  Inn 
to   disqualify    does    not    prove    bias    of    ABLE    chairman. 
Intervenors    lac*    standing.  Cnrti  F  icate    of    Bvc    encl 
CLACK.R.L.  Branch    1.       77/09/04.        ISpp. 

7710030733  Orders    extension    until    790919   tor    NRC    to    determine  uhethor 
to  rev  lam  ALAD-956. 
CHILK.a.J.      Office    of    the    Secretary    of    the    Commission..       79/09/07 


7910030646   Responds    to   790B02    Itr    &   Skagit   Bus    Cooperative   790301    1  tr 
re   NRC    evaluation    of    impact    of    nucloar    facility    on    Skonlt 
River    fishBries.  MRC  ui  11    discuss    unresolved    issuer 
w/Cooperative    uiolagista. 
BLACK,  R.  L.  Branch    I.       79/08/10.       Hpp, 

7910030237   Response    to    util    interrogator!  eg    t.   document    ronuB.ts.  Submi  to 
answers    re    source    of    info,  wi  tneasoa,  publication    of   repts  t, 
availability    of    documents.  Supportino    documentation   fc 
Certificate    of   Svc    end. 

LEED.fi.  M.       Bkagitonians    Concernod    About   Nuclear   Power        LEED,  R  M 
Leed,    Robert   M.       79/OB/13,        17pp. 

7910110112   Response    to    intervonov    Indian    Tribos    790730   supplomental 
msmarandum  re    petition    for    intnrvsntion.  Indians   ware   not 
furnished    erroneoua    or   misleading    info    in   FEB,  contraru    to 
Indian   al  legations.  Certificate    of    Svc    and. 
QLACK.R.L.  Branch    1.       79/08/13.       7pp. 

7910090449  Certifies    avc    of  NRC   790813  answer    U   p>titianBr    Indian 
Tribes    supplemental   memorandum,  in   response    to   A8LAD    790>?07 
order.  Answer    is    served    to   members    of  ASLAB. 
BLACK.fi.  L.  Branch    1.       79/08/14.       Ip. 


,,n*l!B    ^"*   A8Ln    f18"1"0'    "ill    resume   790827    in  Seattle,  WA. 
v.B.      Atomic   Safety  and  Licensing   Board   Panel.      79/OB/17,      |p. 


7910100456   Requeita    conai  dera  t  i  on    of    end    FD1A  renu«Bt    for    records    re 
removal    of  B  Jansch    as   Chairman    of  ASLD. 
MAQNUaON,  H.  0.       Senate.       79/07/10,        Ip, 

7910260247  Forwards    D-  SUnfiby    affidavit    supporting    Inturroga  torlas 
submitted    to   applicant.  Uraes    issuance    of    ordor    compelllno 
response    if   applicant    refuses    to    respond    on    ouin    Initiative 
to  affidavit. 
LEED,  R.  M.       Leed,     Robert    M.       77/09/12.        Ip. 

--7910SA0253  Affidavit    attesting    that    significant    d»Bign    change  must   OB 
made    by    applicant,  contrary    to    info    disclosed    in   P8AH.  FEB. 
BER   b  hearlnfl    tranicrip  fcs.  Certi  f  icate   of  Sve   encl. 
BTENBBY.D.       Afftllatlon    Unknown.       79/06/30.       8pp.  : 

7910190309  Order    sustaining    applicant    790B37   object  inn*    to    Bhagltonlan* 
Concerned    About    Nuclear    Power.  79OB21    intsrrojator  Irs    t> 
requ«<t«    for   production    of   documents    Aeiepti    p-refiled  ; 

rebuttal    testimony    of    T  Dirnne. 
DEALE.V.  P.      Atomic   Safety    and    Lfcenslna    Board    Panel.       77/09/13.       4pp; 

79103H03iO   Forward!    NUREQ-OS11.  draft   OEIS   an  U   milllnB-fls    new   info  ' 

divelppad    after    evidentiary    teuton.  Other   new    info    mill    be  : 

contain**    in  NUR^O/CR-0637,  NUREO/CR-062S  &  NUREO/Cfl-OBOS, 
aval  lab  la   791001. 
BWANSDN.  D.  T.  Branch    1.       79/09/14,       Spp 
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—7910320396   Submits    affect    of    NUnE«/CB~u&27    b    NUilEG/CR-0630    on    radon 
emission   values    (n    facility   record,  Said    repts.  Ununil    by 
HattelU  Pacific    Northwest   Lab  ,  Ind  Icato    that   'facility   radon 
reloaaes  uers   conscrvat  ivaly    high,  ,,„,„„,.. 

WILuE.R.M.         Division    of    Fuel    C«clo    t,    Material    Safety,        /W09/11. 


7910310504   Proposed    findings    of    fact    b    conclusions    of    l«u    in    form   qf 
partial     Initial    decision    permitting   LWA.LUt    of    oil.ibits   t, 
Certificate  of  Sve    end. 

THOMSEN.  F.  T.  .    LITTLE.D.S.  ,     HAUSEff,  M.  A,        I'uget    Sound    Power    &    Lialit   Co. 
79/09/14.       157pp. 

7910050755  Order  granting    oitenalon    until    791Q05  for   NilC    to    determine 
whether    to   review   ALAD-BDi., 

CIIILH.S.  J.       Office    of    the    BBcr*  tai-y    of    the    Commission.        79/07/18. 
ip. 

7910al50122  Forwards    L   Gittleman  790931    af  Fiiiavi  titorrec  t  ing 
typographical   error    In    testimony    re   util    not    incDmn    for 

SUflNSPN,  D,  T.      Office  at    the   Executive  Legal    Director.       79/09/21,       Ip. 

—  79I0290426  L  Glttleinan   aff  idavi  t.  correct  ing    typooraph  i  cal    error    in 
testimony   re  util    not    incorae    for   CV7B.  Net    incoroe    changed 
from   *26.  1    million    tn    *36.  4   ml  1  1  ion, 
OITTLEHAM.L.       Puge-t    Sound    Power    6   Light    Co.        77/09/21.       Hup. 

791017059B   Schedule    of    addl     evidentiary    hoar  ings,  llearinu  s   ui  1  1    Benin 
791025    in   Seattle.  WA   ro    geology    (i    seismology    i  a  suoa,.  s  i  te 
suitability   far  development    of    evncuattan   |i  lana.  a  1  ternate 
sources  &  other  related   matters. 
DEALE.V,  n.       Atomic    Safety    and    Li  tune  ing    Doard    Panel,        79/1O/01.       3p|>, 

7910220197   Order   grajitino    eitonaion    until    791015    for    Cojmniiso  I  on     to 
determine  whether   /iLAB-559  ahauld    Be    rovieued. 

HOVLEiJ.  C,      Office    of    the    Socrutary    of    the    Commission.       79/10/01. 
Ip, 

7910320426   Concurs    u/reijuest    of   State    of    WA   HOUSE    Knurgy    8-   Utils 
Committee  re  resumption    of   flLBD    hear  ingo,  De  lay    U 
Inordinately   eipensivo. 
MCCORHACK,  H.       HOU9B    nF    Flep.        79/10/01          Ip. 

7910300430  Anauier   in    opposition    to  Greenpeace   Kounilation    790713 
petition    to   intervene.  J>etl  lionet-   failed    to    allege'  affected 
interest   or   to  establish    s  tand  1  tig.  Ejuppnt-ti  ng    doc  umocita  t  i  on   It 
Certificate  of  Eve    end. 

,      THOMSEN,  F.  T.  ,    LITTLE,  D.  S.        Puget   Sound    Pniuivr    t,   l.iglil    Cn. 

THOMBEN.F.T,      Purkina.    Cole,     Htone.    Qlaen   !*  Hi  1  1  iaroo,       79/10/0^. 
27pp. 

7910310021   Ansuor    In    opposition    to  Groenpaacfr  Foundation    7910013 
petition  .  to   Intervene.  Pet  i  tioncr    failed    to    establish 
standing.  Petl  tioti    is    untimely.  -Cert  If  i  cato    of    Svc    enc  1  . 
SWANSON,  D.  T.  Branch     I.        71/10/03.        l^pp. 

791024027B   HBrnoraniJiim    sustaining    applicants'    790921    Dtijectiotiu    tn 
Skagltonians  Concornod    About    Nuclear    Pobior    790914 
interrogator  loo  E.   renuouti   For    production    of    documonto. 
Interrogatories   not    filed    in    proper    time. 
DEALE.V.Q.       Atomic    Safety    and    Licencing    Coard    Panel,        79/10/00.       4p|i. 

7910320497  Change   In    place    at    791025-27   scheduled    heari  ng,  Ui  1  1    be   hell) 
in  North   Auditor  iufflj  Noni  Fpderal    Q)doi  Soatt  1  o<  Wrt. 

.  D.      Atomic    Safety    and   Licensing   Board   Panel.       79/10/11.       Ip. 


79102604B2  ForiiianJi    subpoena   forms    to   be    tompleted    fc  rqturnui). 

,  D.      Atomic    Safety    and   Licensing    Hoard   Panel        79/10/1D,       lp- 


H,    General    correspond  cnce 

7910260332   Interim   statemenL  of   policy    &  procedure    ra   neui  CPsi  LUAa   or 
OU   for  nuclear  (louaar    reactors.  In    light    nf    TMI-2  accident, 
CHILKiB.  J.  Docketing    E<  Services    Branch.       77/10/04.       3pp. 

Q.     Inipectlon  reports,     IE   Bulletins   ft  correapondoiue 

791011030H  Foruards    IE    IhFo  Notice   79-33.    "Qualification    of  Control 
Sys.  "  Ho  action   required. 

ENGELKENjfl.H,  Hagion    S,    San  Francisco,    Office    of    ths   Diractor, 

79/09/17.       Ip. 


U.    C on groaslonal/E iecutive    Corroap on donee 


7t?10020334    Ack    receipt    of    USGS   790917    Itr    to    NRC    ro    prnpoaeri     facility. 
Roquesta    that    N(!C    requiro    U3O5    to    conduct    rtddl    mappinp    t- 
ovoluation    of    alto    area ,  m/part i cular    attention    to    young 
f aul ta, bef ore    approving    LWA 
SWIFT,  ft,        HOIIBO    of    RD[i.         79/09/23.         Ip. 

771O310149    Informs    of    unusually    largo   number    of    complaints    ro    adequacy 
of    uel  smolo-glcnl    review    of    units. Urges    Immediatu    NHC    action 
to   detorrrioe   uihothcr    review   roflects    views    of    broad    range    of 
Boismo  lotjlcal     oipertine,   (n    ardor    to    minimiio    cootly    appoala. 
UDflLL,  H,  H.        House    oF    Fiep.  ,      Interior    t.    Insular    Affairs.        79/10/11. 
ip. 


ROCKET    &TN-SO-S23   SHAOIT    NUCLEAH    PiDHEfl    PROJECT.     UNIT   3 
Q.     Ad  jud  icntory    corr  eipundpnc  o 


79100900137  Forwards    intoi-vonor   SkagitonlanE   Concornod    About    Nuclear 
Pnuiar    praparod    teBtlmonij.M    Uorland    teatiflea    ro    ovacuutitm 
planning*!'    Weber    testifies    on    R  annoy   uio  1  1  a    ti   J   Lfliar 
taetlfiea    on   financial    qual  IFicat  ions 

i  M,  W.        Lood,     flobBrt    M.        79/07/10.        3pp. 


—  7910090093    Teotlmonu    of    ML    Darland    on    behalf    op  intorvunuv 

Skag  i  tonlatis    CancartU'd    Atiout    Nuclear   Pouior,  re  evacuation 
planning.  Profess  lotto  1    qual  ificot  inns    one). 

t  M.  L,        Affiliation   Unknown.        79/07/K).  UBjip. 


—  7910070101    Tastimonij    of    Pll    Wobor    on    bohnlf    of    intnrvsnur   SkanitnninnG 

ConcertieJ   About   Muc  1  ear   Power,  rs   Hannay   uiello.f'rof 

qual  If  icatlana    ti    bibliography    oncl. 

WEPER.  P.  (J.       Affiliation   Unknown.       79/07/10,       Hpp, 

—  7910070100   Tastlmutiu.    of    J  Lniar    on    behalf    uf    IntorvunorB   S31ia])  i  Lonlann 

ConcernoiJ   About   Muc  1  ear   Pnuior.  re    financial    qu.il  i  f  iculionn, 

W/  sup  pur  tin(j    doc  urn  on  tat  ion 

LAZAR,  J.       Af  filiation   Unknown.       79/07/10.       7Vup, 

7910090201   Foruarde    It-Engrossed    House   Dill    3970.  onsc  tod    by    BtnlH    of   Dlf 
Legislative   AflDornblij.  Bill    pr  oh  ib  its    in  nuance    uf    alto 
certificate-    Fur   nuclear    facility    until    1301  1  IS,  State    of   CW 
DUE   ulll    ntudy    TMI    accidont   t,    rndwanto    ntoraoo    cualo. 
SANDVIKi  n.  M.       Orugun,     State    nf.       79/07/H1,       flpp. 

791  01009'!  I    Supplemental    mornornnUumi  nubmittod    liy    inturvwnnrii    Indian 
Trlfios    in    renpoiiBo    to    ASLA9   790707   order.  Doscr  inns    orronooun 
Into    re    genetic    !<    aarnatli    offectu   &   BDI:  io-Dconnmi  c    Impncti. 
BUSCIfiR,  W.       Fvorgrifen    l.naal    Gervicoo.       MEANS,  D.  tl,       Manns,     Donald   0, 
79/07/30.        llpp. 

79IOa9&371    HupplomontaJ    itiomDi'-indum,  nulimllted    by    intorvonoro    Upper 
Bbagjt  &   Bauk-9uia  tt  1  o    Trllipn    t,   Suiinuml  sli    rrltifll    Commuri  1  lyi 
in    rits-ponnQ    to   AGl-D    790709    order    PII    Inadequate    InvoBt  Igatl  an 
or    orroncous    Info    from    fodoral    govt, 

BUBCUi  R.  W.  ,     QUBCHi  [i.  H         Affiliation  unkunuin.       UUOCH.  II,  W.       KvnrorpDn 
Lonfll    Servlcoi.       W/07/30.        llpp, 

79100()0i2nt)  Fovunrds    intorvcnor   Bkau  ilonl  one   Concornod   About    Nueloar 
Pouiar    731  11!)   response    to    partial    Initial    doc  1  3  ion    In 
Pert  lie,  Cor  t  i  f  IcatL-    of    Svc    enc  1    Intervonar   ro»ponsn    nut 
one  1  , 
LEEIl.B,  M.       Luod,    fiabert    M.       7WOQ/OL1.       app. 

7910090-269   Roforu    to    Cfumoij    790730   tastimony    re    A  iJhtitt,  Ciionoy    duns 
not    ropro3ont    Oovfc    of    Camilla.  Cheney    dencrlptlon    of   Coniidlnrt 
authority    i-e    oipot't    policy    !i   onorgu    nrocosi    In    not    nccut-nte. 
HHARPEi  J.  R.       Canada.        79/OB/07.       2pp. 

79100VO<191    Ordora    ex  tons  lorn  un  ti  1    30   days   after    ii^ujinco    of   AliLAU    final 
dBci»ion    on    in  torvont  i  nni  for   NRC    to    detormino   uhethar    to 
rgvieu  ALAQ-SSnV  Doth    docisluns    coneurn  .posslbla    Intervention 
by    threa    Indian    tribes. 

CHILK.B.  J.       Qfflea    of    the   Secretary    of    the   Commlo»ion.       7?/OE9/Ou. 
Ip. 

7<?10iaoi07   ItDSp&nds    tn    intorvonors    Upper    Skagit    Indian    Tribn.Elauk 
Bulnttle    Indian   Trtbu    (.    Bminominli    Tribe    7W7SO    aunplomontal 
meraorandijin.  ASLAH   should    aPPirin  AGLD   denial    of    intervirit  Ion. 
W/CortlPicata    of   Svc. 

THOMSEN.F.  T.  -    UITTUE.  1>,  B.       Pugiet    Bound    Power   S.   Light   Co, 
THOMBENrF.T.       Parkins.     Coin,    atone,    OlnBn.«.   Wi  1  liamB.       79/QR/09, 
6pp. 


7"?  100506-1 6   Respond*    to   790803    Ur    t.  Bkagit   Syi   Cooparatlv*   770Q01    Hr 
ra   NRC   evaluation    at    impact    oP   nuclear    facility    on  9(ca|)it 
River    f  iuharie-9,  NilG    ulll    dlflcuaa    unrasolved    Is  sum 
u/CoDparablve   biolDglsts. 
BLACK,  n.  L.  Branch    1.       79/05/10.       2pp. 


DOCKETED  STEMS 


7910050237    Response    to    util     interrog  atnr  ies    8,    document    requosta.But.mitt 
anaiuora    re    source    of    info,  ul  tnesses,  pub  1  icatioit    of    repts    t 
availability    of    documents.  Supporti  ng    documentation    b 
Certificata    uf-Svc    encl. 

LEEOiH.  II,       Bkagitonians   Concerned    About   Nut  1  oar    Pouer.       LEED.R.M. 
Laed,     Robert    M.        79/OB/13,         17pp. 

7910110412   Responsn    to    intervanor    Indian    Tribes    79O73Q    supplemental 
memorandum  re   petition    for    intervention.  Indians    mere   not 
furnished    erroneous    or    misleading     info    in   FES,  c  otitrarg    to 
Indian  al  legations.  Ccr  t  i  f  1  cate    op    Bvc    encl. 
BLACK.  R.  L.  Branch     1.        79/OB/13.        7op. 

7910090-149   Certifies    svc     op    NFIC    790BJ3   answer    tn    petitioner    Indian 
Tribes    supplemental   memorandum,  in    response    to   ASLAI?  7907O9 
order. Answer     is    served     ta    members    of    ASLAB 
BLACH.fi. L.  Branch     1          79/QB/M.         Ip. 

7910050719    NobicB    that    ASLB    hearings    mill    reaume    790B27    in    Seattle,  WA. 
DEALE.V.B.        Atomic    Safety    and    Licensing    Board    Panel,        79/00/17.        Ip. 

79(0110211    Requests    that    NRC    reviciu   ALAB-556.  IntorvunorH    did    nob    claim 
personal    bias    by    V  Deale.  ASLAB   not    auiaru    of    Intervsnor 
standing    IP    tender   motion    For    d  i  squal  1  ficat  i  on.  Motion   uias 
not    untimely.  Certificate    op   Bvc    encl, 

BTACHGN.E.       Forelaus    on   Board.       8TACHDN.  E.       Coalition    for    Safe  Power 
79/OB/17.        Bpp. 

7910020S30   Memorandum  re    change    of    counsel. Effective    790920j  HH  Phillips 
is   no    longer    represent  irig    util. Util    mill    be    represented    by 
\JW   Durham   lr   W   Hasting s. Certi Pi  rate    of    Svc     end, 
DURHAM.  J.  W.        Portland    General    Electric     Co.        79/08/20.        3pp, 

7910030254    Interrogator  i  ea    ti    document    requests    to    util    submitted    by 
intervenor   Skagitonlans   Concerned    About   Nuclear    I'oiuer, 
Includes    questions    re    Basis    for    design    of    blnmdouin    flou  & 
silica    content    of   water.  Cer  t  i  F  icato    of    Svc    encl. 

LEED.R.M.        Skagitonians    Concerned    About    Nuclear    Power.        LEED.R.M, 
Leed,     Robert    M.        79/08/21.        7pp, 

7910150097   Rosponse    to    intervonor    Sfcag  i  tonians   Concerned    About    Nuclear 
Pouer   790B21    interrogatories.  I  nterr  ogator  i  as    are    untimely 
t<   relate    to    matters    on    which    record    has    been    closed. 
Certificate    of    Bvc    end. 

THOMSEN.F.T.       Pugot   Sound    Pouier   !.  Light    Co.       IIIDMBeN,  F,  T,       Perkins, 
Cole,     Stone,     Dlsen    !,   Williams.        79/OQ/27.        4pp. 

7910090551    Poses    questions    raised    Ijy     Indian    Triben    790717    Itr    re 
commercial    fishing     in    Bkagit    R  i  ver.  App  aol  a    tn    NFIC    to 
consider    request    for    Intervonor    status 
MELCHEH.J.        Senate.        7'7/OB/29,        2pp. 

7910090333  Notifies    of   concern    that   NRC    rovieu   of    recommendations 
of   President's   Commission    or.  TMI    mill    result    in    prolonged 
delay    in   CP   hear ina. Onl u    TM  I-vclated    isoun    open    for    receipt 
of   evidence   relates    to    site    characteristics. 
ELLIS,  J,  U,        Puget    Bound    Power   !(   Light   Co,        79/03/31.        5pp. 

7910110239  Requests    denial    of    intorvDnoro    ForelauiB    on    Hoard    !<  Coalition 
for  Safe   Power   79O717   petition    for   NltC    ravieiu   of    At,rtH-55i. 
NRC    does    not    have    jurisdiction    over    potltton.  ALAD-356 
presents   no   question    of    f  ac  t.  Cert  i  f  i  cate    of   Svc    encl, 
QAU9ER.M,  A.       Puget  Bound   Pouior    i  Light    Co.       BAUSEIl.M.A, 
Louenstein.Newmam  ReiH,  A»elrnd    t  Toll.       79/08/31,       Bpp, 

7910190290  Decision  ALAQ-559,  apf  irmiiie   ASLB   790601    order   mhich    deniffd 
Iniiian    Tribes    petition    to    intervene.  No    misrepresentation   by 
NRC.  Intervonor   Bkani tonians    Concerned   About  Nuclear   Power 
have   no    litigable    interest    in   health    affect   of   radiation 
BISHOP,  C.  J.  ,    FARRAR,M,C.       Atomic   Safety    and   Licensing   Appeal    Panel. 
7f /OB/31.        41pp. 

7910030451    Seeks    denial    oP    intcrvcnors   Forelaius    on    Hoard    (.Coalition 
for   Bafo    Pouier   790B17   request    For    reviaui   nf  ALAB-SSA.  Motion 
to    disqualify    does    not    prove-    bias    of   ASLG    chairman. 
Infcarvsnors    lack    standing.  Certificate    of   3vc    encl. 
BLACK, R.L.  Branch    1.        79X09/04.        12pp. 

79100507BB  OrSers    mtanaion   until    790918    for  NRC   to   determine   uhather 
to   revieu  ALAB-95A, 

CHILK.B.J,       Office   of    the   Secretary    of    the  Commission.       79/09/07. 
Ip. 

7910100456  Requests    eonsi deration   of    and    FD1A   request    fur   records  re 
removal    of   9   Jensch    as    Chairman   of  AStB, 
MAQNUSON,  W.  0.       Senate.       79/09/10.       Ip 


7?102602'J7  Foriijard»    D    Stensbij    affidavit    supporting    Interrogator  1  ea 
submitted    to    app  1  icant.  UrjjeB    laauanco    oP    order    compelling 
response    if    applicant    refuses    to   respond    an    -oun    initiative 
to    affidavit 
t-EED,  R.  M,        Leecfj     Robert    M.        79/09/12.         Ip. 

—7910360353  Affidavit    attesting    that    5ion  i  Fican  t    desion   change    muat 
made   by    app  It  c  ant,  -c  ontr-ary    to    info   disclosed    In  PffAR.FEa. 
SER   d  hearing    tranacrip  t  a.  Ccr  ttf  icate    of   Bvc    encl. 
STENSuV,  D.        Affiliation    Unlnown.         79/08/30.        3pp. 

7910190309   ardor    sustaining    applicant    790B27    objections    to    SHagltoni 
CoTicorned    About    Nuclear    Power.  79OB31     interraga  tarles    & 
requests    P°r    production    gf    documents    Accepts    profiled 
robutlal    testlmnni;    of    T  Dunne. 
DEALE.  V.  P.         Atomic     Safety     and    Licun9ing    Board    PanaL        79/09/13.        4 

79102203*0  Formard-i    NUREO-051  1  ,  dra  ft   GE1S    on  U  milling,  an    neui    Info 
developed    after    evidentiary    EOS  s  i  on.  Other    naui    info  mill    *o 
cnntalnett     In    MUREO/CR-0627,  NUREO/CR-069B   &   NUREO/CPi-OBQS, 
aval  lab  Is    791001. 
BHAN90N.D.  T.  Branch     1.         79/09/11.        2pp. 

~79103203at.   Submits     effect    of    NUREG/CR-06a7    !<   NUREQ/CR-Oi2fl    an    radoi 
emission   values    in    facility    record.  Said    ropts,  i  ssued    till 
Babtelle    Pacific    Nartnuost   Lab,  Ingl  1  cate    that    facility    rjJon 
releases   uioro    c  onaer  vat  1  vo  ly    high, 
U1LDE.R.M.  Division    nf    Fuel     Cycle    4-    Material     Safety.        79/09/11. 


7910310S04   Proposed    findings    of    fact   ft    conclusions    of    laiu    in    form    of 
partial    initial    decision    permitting   LMA.Llst   nf    OKhloits   k 
CoptiFicate    of    Bvc    anil, 

THOHSEN,  F.  T.  ,     LITTLE,  D.  S.  ,     CAUSE*?,  M.  A.       Puget   Sound   Pousr   *  Light   ( 
79/07/14.        157pp. 

7910050735  Order    granting    L-Ktenalon    until    791009   for   NRC    to    determlni 
whether    to    rovieiu   ALAD-55&. 

CHILK.S.J.       Office    of    th»   aecretary    of    the    Comfniailon,       79/C-9/1B. 
In. 

791O390'ia3  Forwards   L    Oittleman    7-70721    af  f  Idavi  t,  eorrec  t  ino 
typographical    error    in    testimony    re   util    net    Income    for 
CY7B. 
BHflNBQN.D.T,       OFfico-    of    the   Eiecutivc   Legal    Uirector,        79/09/21,       I 

—  791OE7012A   L  Oittlmnnn    a  f  f  Ida  vl  t.  corroc  t  ing    typographical    error    in 
testimony    re    util    nat    Income    for    CY7H,  Net    incama    choTiood 
Prom   *2A.  1    ni  1  lion     fco    *36.  4    million. 
OITTLEMrttJ,  L.        Puuet    Sound   Puiuor    (t   Linht   Co.       77./09/21.       2pp. 

7910170S99  Bchedulo    of    addl    ovidontiflrg    lieariroa.  Hear  Lno  s    uilll    togln 
791025   in   Seattle,  WA  re    geology    &    seismology    issues,  site 
suitability    Tor    development    of    evacuation   plan*,  alternato 
sources  Ei   other    relatad    mattnra, 

U.  U.       Atomic    Safety    and    Licensing    Board    Panel.       79/10/01,       yp 


7910230197  Order    granting    citonsion    unfcll    771013    Far    CommUslon    to 
determine    uhother   At_AB~S3*?    should    ba    rBviouieii. 
HOVI-e.J.C,       QPfico    of    the    Secrotary    of    tho   CommisBion,       79/10/01, 


77103O0430  Ansiuer    in    opposition    to    Greenpeace   Foundation   790913 
petition   to    Intervene.  Pet  i  tioner    Failed    to   allege    affoctecl 
interest   or    to    osbahliah    stand  Ing.  Support  ing    documentation   ti 
Certificate    o.p    Bvc    encl, 

THOMSEN,  F.  T.  .     LITTLE,  D.  8.        Pug  is  t   Sound    Pouar   A   Llnht    Co. 
THOMSEN.F.  T.       Perkins,     Cote,     Btono,     Qlnen    li   William!,       77/10/03 
27pp. 

79103100H1    Ananrer    in    opposition    to   QroonpOflca   Foundation   771003 
petition   to    i  ntorvene.  Petl  t  i  oner    fail  ad    to    establish 
standing.  Petition    is    untimely.  Certificate    of   Svc    oncl 
.  T,  Branch    1.       79/1O/03.       19pp. 


791O240270  Memorandum    sustaining    applicants'    790931    objections    to 
Shag  Itcnians    Concs'rnDiI    About   Nuclear    Pouflr    790914 
Intarrogator  las    d    requests    For    production    oP    docufiiBTi  ta. 
Int'orrogatorie-s    rot    filed    in    proper    time. 

fc'j  V.  B,       Atomic    Safety    anil   Licencing    Board   Panol         79/10/04. 


79102H0457  Changa    In    place    of    791O2S-H7   scheduled    hnarlng.  Hi  1  1    b» 
In   North  Aud  i  torium,  Neu  Federal    Dldg,  3natt  IB,  Wrt. 
DEAUE.V.D.       Atomic    Safety    and    Licanains    Board   Panol.       79/10/11, 

7910H6O4S2  Foruiards    subpoena    forms    tp    b  »    complBt«i!    i,  rebuctiBd, 
DEflLE,  V.  0,       Atomic    Safety    anil   Licensing    Do*r<f   Panal.       79/1O/1Q. 


DOCKETED  ITEMS 


R    General    correspondence 


K.    Utility   Final    Safety   Analysis    Report    (FSAR)    &  amends 


791O26Q3B2   Interim   statement   of   policy    61  procedure    re    new  CPs,  LWAa    or 
01»    For    nuclear    power   reactors,  in    light    of    TMJI-a   accident. 
CHILKpB.J.  Docketing    tt   Services    Branch.       79/1Q/O4.       3pp. 

Q.     Inspection   reports.     IE  Bulletins   &   correspondence 

7910110302   Forwards    IE    Info    Notice   79-2H,     "Qualification    of   Control 
BIJS.  "   No    action    required. 

ENQELKEN.R.H.  Region    5j     San  Franci sco.    Office    of    the    Director. 

79/Q9/17.        Ip. 

U,     Congressional /Executive  Correspondence 

7910020334  Aek    receipt   of   UBGB  790917    Itr    to   NRG    re    proposed    facility. 
Requests    that  MC   require   USQS   to   conduct  addl    mapping    fc 
•valuation    of    site   area,  u/partUul  ar   attention    to   aounfl 
faults,  before   approving    LUA, 
SWIFT.  A.       House    of  Rep.       79/09/23.        Ip. 

7910310149    Informs    of  unusually    largo-    number    nf    complaints    re   adequacy 
of    setsmological    revieui   of   v">it».  1/r  jes    immediate   NRC   action 
to    determine   uh«ther   review   reflects   views   of    broad    range    of 
•elsmologlcal    expertise,  in    order    to    minimise    costly    appeals. 
UDALL.M.K.       House    of   Rap.,     Interior    &    Insular   Affairs,       79/10/11, 


DOCKET    BTN-30-32a   PflLO   VEHDE   NUCLEAR    STATION,     UNIT    1 

A,     Application/construction    stage   documents   &  correspondence 

7910100131   Supplements   790911    Hr. Code   Case    1491-1    <N-19l,dtd   740301, 
ua*   acceptable    for    use    in    const   of    components    during    period 
in    efface.     "Code   Caia    1A44-1"    in   790711    Itr    should    read 
"Cade   Case    1644—1,  " 
PARR.G.D.  Light   Water   Reactors    Dranch    3.       79/09/14.       2pp,. 

7910010222  Forwards    "TMI-H  Lessona   Learned    Implementation  Rept, " 
VAN  BRUNT,  E.  £.       Arizona  Public    Service   Co.       79/09/2H.       2pp, 

— 7910010324   "TMI-2  Leftsont   Learned    imp  I  ementatioji   RBpt," 
«     Arlrona    Public    Service   Co.       79/O9/30.       120pp. 

7910H30059  Notifies    that   acceptance    reviciu   of    tended   application    for   QL 
Liill   not   take    place   until    Spring    19HO.  Advises    that 
Application  ullL    not   be    docketed    until    all    portions    fiavn 
Dten    sa  ti  »Fac  tori  lij    rovioiuerf 
PARRfO,D.  Light  Hater  .Reactors    Dranch   3.       79/10/04.       3pp. 

7910160461    Renuests   aeithorl lat inn    to   use    rtSMG   Codo    cases    In    const.  List 
of    ABHE   Code   cat  1,9   encl. 
VAN  BRUNT.E.E.       Ariinna   Public   Service    Co,       79/10/10.       3pp. 

7910320334   Forward*   Revision    1    to  antitrust    info    required    by   Reg    Oulilo 
9-3  re   771001    joint  application   for    issuance    op   I3L. 
VAN  BRUNTiE.E.       Arilona    Public    Service    Co.       79/10/15.       2pp. 

—7910230339   Revition    I    to   general    info    section   of  OL   application. 
Complete!   response   to    antitrust    inPo   required    bu   Heg   Outdo 
9.  3. 
*      Arimna   Public   Service   Co.       79/10/15,       SSOpp. 

.'910230333  Rtquast*    CP  amend    to    permit    use    of    chemical    weed    control 
ffnthods    in    certain   areas    along    uasteuater    conveyance    sys. 
VAN   DHUNTjE.E.       Ariiona   Public    Service   Co.       79/10/1&.       2pp 

7910300291    Requests    preparation    of   supplemental    EIS    to    conairfer    environ 
Impact   of   various  Class   9  nuclear    accidents,  per    IQCFftB.  2O6, 
aALDWIN.W.A.       Friend*    pf    the   Earth.       79/10/34.       3pp. 

D.     NRC   Draft/Final   Environmental    Statements,    luppls   t,   corresponilencB 

79101201B9  Notifies    that    conit   of  uaste   uater    convBuanes  pipeline    has 

iiven    completed.  Requests    exempt  ion    to    Item   31    of    FES   ro  nee 
of  meed    killer    chemical*   along    pipeline   r inht-of-uiay. 

VAM  BRUNT,  E.  E.       Ariiona  Puelle    Bervlce   Co,       79/10/02,  27pp, 

F.     Security,    medical,     energvncu   fc   fire    protection    plans 

7910030314    Forwarifs   physical    ascuritu    plan. Plan  withheld    (ref 
10CFRS,  790). 
VAN   BRUNT.E.E.       Ariiona   Public    Service   Co.       79/10/01.       lp, 


791QQ50363  Forwards    joint  application   bu    five    utils    for    facility    DL. 
antitrust    info   roquired    bu    Reg   Quids    9.  3.  emergency    plan  & 
F8AR,Yol»    1-10.  Environ   rept    for   OL   stage   will    be    sent   uiithln 
»i*   months. Unit    1    must   be    oparating    bu    B30501. 
VAN   DflUNT.E.E.        Arimna    Public    Service    Co.        79/10/01.        203pp. 


—  79100S0364  Application    for   OL. 
*     Ariiona  Public   Service   Co. 

79/10/01. 

800pp. 

—  7910090366   Emergencg    p  Ian.  submi  tted    afi    part 
»      Ariiona   Public    Service    Co.       79/10/01. 

of   FSAR    for    facility. 
100pp. 

—7910050367    FSAR,  Vol     1. 
«      Ariiona   Public    Service   Co. 

79/10/01. 

330pp, 

—  79100S036Q   FSAR,  Vol    2, 
*     Arizona   Public   Service   Co. 

79/10/01. 

330. 

—  79IOOS0369   F9AR,  Vol    3. 
i     Artlona  Public   Service   Co, 

79/10/01. 

390pp. 

—7910050370    FSAfl.Vol    4. 
»      Ariiona   Public    Service   Co. 

79/10/01. 

330pp. 

—7910090371    FBAn.vol    3, 
»      Ariiona   Public   Service    Co. 

79/10/01. 

350pp. 

—7910050372   F9AR.  Vol    6. 
*     Ariiona  Public   Service    Co. 

79/10/01. 

350pp. 

—7910050373   FSrtrl.Vol    7. 
*      Ariiona   Public    Service    Co. 

79/10/01. 

350pp. 

—7710050374   FSAR,  Vol    8. 
»      Ariion-a   Public   Service    Co. 

79/10/01. 

350pp. 

--791005037Q   FSAn.Vql    9. 
*      Arizona   Public   Service   Co. 

79/10/01. 

350(1  p. 

—7910030369  FSAfl.Vol    10. 
*      Ariiona   Public    Service    Co. 

NF?C.        79/10/01.        330pp. 

0.     Inspection    reportsi     IE  Bulletins    !i  correspondence 

7'910I70497  Forwards    IE    Insp   Repta    50-5EB/79-02  S,   50-529/79-OB   on 
770319-23  b   notice    of   violation. 

SPENCER, 0,0.  Region   S,    San    Francisco,    Reactor    Construction   *. 

Engineering    Support  Dranch,       79/O6/21.       2pp. 

—7910170301    Notice    of   violation    from   insp    on   790319-23. 

*          Region    3.    San  Francisco,    Office   of    the  Director.       79/06/20 
3pp. 

— 7910170510    IE    Imp    Ftepts    50-52S/79-03  &   SO-3S9/79-OS    an   790319-23. 
Noncomplianco    no  ted: failure    to   provide    packaging    protection 
to    diesel    generators   &    failure    to    document   damage    to    fluid 
lines    &  valve    fittings   on    emergency    diosol    engine 
ECKHARDT,  J.  H.  ,    MARBUT.P.P.  Region   3.    Ban  Francisco,    Office    of 

the   Director.       DODDB.R.T.  Region    3,    San  Francisco,    Reactor 

Construction    &  Engineerino   Support   Dranch.      79/06/HO.       llpp. 

7910030S63  Responds    to    IE  Bulletin   79-02. Revision    1,     "Pipe   Support   Base 
Plate   Daslgni   Usinfl   Concrete   Expansion  Anchor   Dolts."    Revieur 
of   designs    indicates    position   not    changed    from  previous 
response   on   790906. 
VAN   QRUNT.E.E.       Ariiona  Public    Service   Co.       79/OB/09.       lp. 

7910030597  Amends    790626  response    to    IE  Bulletin  79-09.  Reactor    trip 
suiitchoear    includus    tuio  OE   AKR-30   circuit   breakers    m/samo 
failure    pronlem   as    Type  AK-2. Action   recommended    for    Tupe. 
AK-Z  mill    be    used    for   Type   AKR-3Q. 
VAN  BRUNT.E.E.       Ariiona  Public    Service   Co.       79/OB/30.       Spp. 

79100202B3-  Foruards    IE   Info  Notice   79-20,  Devi sion    1.     "NRC   Enforcement 
Policy   ~   NfIC   Licensed    Individuals."   Notice   reissued    to 
correct    word    omioion   b  punctuation   error   tuhlch    changed 
Intent   of   statement. Changed    itatemont    underlined    in    text. 
ENOELKEN.R.H,  RDDion   9,    San    Francisco,    Office    of    the   Director. 

79/09/07.       Ip. 


DOCKETED  ITEMS 


7910040332   Aclt    receipt    of    790916    1 tr    informing    NRC    of   steps    taken    tn 
correct    violations    noted     In     IE     Insp    Repts    30-533/79-03. 
30-327/79-03   &    30-530/79-01. 

SPENCER. G,  S.  Region    5,     San    Francisco,     Reactor  Construction  t, 

Engineering    Support    Branch.       79/O9/10,        2pp. 

— 7910040335    Responds    to    NRC    77070i    1 tr    re    violations    noted    in    IE    Insp 
Repts    50-328/79-03,50-327/79-03    b    5O-53O/79-01.  Cqrrec  ti  ve 
ac tions: leakag e   minimi z ed, rebar    repositionod    fr   rebar 
obstruction    removed. 
VAN    BRUNT,  E.  E.        Ariiona    Public    Service    Co.        79/OB/16.        4pp, 

—7910040337    Forwards    IE     Insp    Repta     50-526/79-03,  50-529/79-03   fc 
50-930/77-01    &    notice     of    violation. 

SPENCER,  0.  B.  Region    5,     San    Francisco,     Reactor    Construction    I 

Engineering    Support    Branch.       79/O7/Q6.        2pp. 


7910010223  Forwards    "TMI-2   Lea-sons   Learned    Imp  1  im»ntetion   Rept.  " 
VAN    BRUNT, E,  E.        Arliana    Public    Service    Co.        79/Q7/2H.        2pp, 

— 7910&10234    "TMI-2  Leaaons    Learned    Implementation   Rapt." 
*      Ariiona   Public    Service   Co.       79/09/30,        130pp. 

7710S30059  Notifiea    that   acceptance   rovleu    of    tended    application    for 
uilll    not    take    place    until    Spring    1980.  Ad  vises    that 
Application   will    not    be    doc  lot  ad    until    all    part  inns    have 
been    satisfactorily    revlciued. 
PARR.O.  D,  Light    Water    Reactors    Branch    3.        79/1O/04.        3pp. 

79101*0461   Requests    autrtor  i  lation    to    uae   A  SHE  Code    eosns    in    const.  Lt» 
c-f   ASME  Code    cams    end. 
VAN   BRUNTjE.E,       Arizona   Public    Service   Co.       79/10/1O.       3pp. 


-7710040342  Notice    of    violation    from    Inap    on   770430-0504. 

*  Region    3,     San    Francisco,     Office     of    the    Director.        79/O7/06, 

2pp. 


7710SBO334  Forwards   Revision   1    to    antitrust    Info    roqulred    b  \i    Reg    Quid 
V.  3    TB    791001     joint    application    for    issuance    of    OL. 
VAN    DRUNT.E.  E.        Ariiona    Public    Service    Co.        79/1O/13.        Hop. 


—7910040350    IE    Inap    Repta    50-326/79-03,50-327/79-03  t   50-530/79-01    on 
770430-0504.  Noncompl  iancc    noted:  c  on Crete    p  la cement 
activities    In   Unit   2    control    bldg. 

HERNANDEZ,  0.  ,     HA15T,  D.  P.  Region    3,     San    Francisco,     Office     of    the 

Director.        PDDDS,  R,  T.  Raglan     Si     San    Francisco,     Reactor 

Construction   &   Engineering    Support    Branch.       79/Q7/Q&,       flpp. 

7710040017   Forwards    IE   Circular    79-17,     "LDOHH    Locking   Devices    on 
Ingersol 1-Rand    Pump    Impel  1  era.  "    No    action    required. 
ENOELKEN.R,  H.  Region    3,     San    Francisco,     Office    of   th-e   Director, 

79/09/13.         Ip. 

7910110299   Forwards    IE    Info    Notice    77-22,     "fiual 1 f icatlon   of    Cpntrol 
Bye."   No   action    required. 

ENOELKEN,  H.  H.  Region    S,     San    Francisco,     Office    of    the   Director. 

77/09/17.        Ip. 

7910130201    Forwards    IE  Circular    77-20,     "Failure    of   GTE  Bylv-ania    Relay, 
Type   PK  Bulletin    7309,  Catalog    5LMS-11-AC    ui/120  Volt  ac 
Coll."    No    action    required. 

ENGELHEN.R.  H.  Region    3,     San    Francisco,     Office   oF   the  Director, 

79/07/24.        Ip. 

77101101BS  Forwards    IE    Info    Notice    79-23i     "Emergency    Diuaol    Generator 
Lube   Oil    Coolers. "    No    action    required. 

EN8ELKEN.R.  H.  Region    3.     San    Francisco,     Office    of    the   Director. 

79/09/26.        Ip. 


— 79IOS20333  Revision    1    to    jenerjl    info    section    of   QL   application. 
Completes    response    bo    antitrust    info   required    bu    Ren    Guide 
9.  3, 
»      Ariiona    Public    Service   Co,       79/1O/15.       2SDpp. 

7910230332  Request*    CP    ainond    to   permit    use    op   ihemical    weed    control 
methods    in   certain  areas   along    uiasteuiatcr    conveganc*    «v*> 
VAN   BIIUNT.E.  E.       Ariiona    Public    Servica   Co.       79/1O/19.       2pp, 

7910300291   Rea,UBBt*    preparation    oP    suppleraental    E19    to    cons  id  or   envlr. 
impact   of    variou»   CUts    9    nuclear    BC  c  ldont»,  per    10CFR3.  204. 
DALDWINiH.  A.       Frianifa    of    the   Earth.       79/1O/24.       3pp. 

D.     NRC    DraK/Final    EnvironraBntal    Staternents,     auppls   ti    corr»  Bpnndoncn 

7910120IB9  Notifies    that    const    of    uaste    water  cDnvoyanc«  pipeline    has 

been    completed,  Renuests    eiomptlon    to    Item   21    of   FES    re  use 
of   uieed    killer    chemical*    along    pipeline   right-of-way. 

VAN   DRUNT,E.E.       Ariionn   Public    Service   Co.       77/1OYQ2.  27pp, 

F,    Becurlty,    mo J leal,     emergoncy   Si    fire    p,rotoctlon    plans 

7910090314  Foruiards    physical    security    plan. Plan  withhold    <rflf 
10CFRB.790). 
VAN   GRUNT,  E.  E.       Ariiona   Public    Service   Co,       79^10/0],        Ip. 


791O180052   Foriiiards     IE    Bulletin    79-24,      "Froion    Linus.  "    No    action 
required. 

ENQELKENiR.  H.  Region    3-     3an    Francisco,     Office   of    the   Director, 

79/09/27.         Ip. 

7910170535  Forwards    IE    Info    Notice    79-S5,     "Reactor   Trips    at    Turkey 
Point   Units    3  &   4.  "    No    action    required, 

ENOELKEN, R.  H.  Region    5,     Ban    Francisco,     Office    of    the   Director. 

79/10/O1.        Ip. 

,7910190213  Forwards    IE    Info    Notice    79-24,     "Dvorpressuri i ation   of 
Containment    of    FWR    Plant    After    Main    Steam    Line   Break.  "    No 
action    required. 

ENGELKEN.R.  H.  Region    9,     San    Francisco,     DFftca    of    the    Director. 

79/10/01.         ip. 

7910310430   Forwards    Revision    2    to    IE   Dulletin    79-13,     "Cracking    in 
Feeduater    Bys   Piping."    No    action    reo.ulrod. 

ENOELKEN.fi.  H.  Region    5,     San    Francisco,     Office    of    th*    Director. 

79/10/17.        Ip. 

B.     Reportable    occurrences,     LERs    i    related    correspondence 

79101BOaB3  PNO-79-43S: on    7907BO, conf 1 i  ct    op    interest   was    raised 
bHcaUBB   NRC    resident    inspector   iuas    omployod    by    constructor 
of    facility.  No    action    planned. 

HENDERSON,  J.  B.  ,     REINMUTH,  0.  W.  ,     THDRNDURO,  J.  D.        Office    of    Inspection   (. 
Enforcement,     Office    of    the    Director,        77/O7/21.        Ip, 


DOCKET    STN-30-329    PALO   VERDE    NUCLEAR    STATION,     UNIT   R' 

A.     Application/construction    stage    documents    t   correspondBnco 

7910100131    Supplements    790911    Itr.Coda-    Case    J4B1-1    (N-193,dtd    760301i 
uai    acceptable    for    USB    in    const    of    companonts    during    period 
In   affect,     "Code   Case    Ii44-l"    tn   79O711    Ifcr    flhotfld    mail 
"Code   Case    1&44-4.  " 
PARR,O.D.  Lioht   Water    Reactors    Branch    3.       79/09/14.      2pp.  . 


K.    Utility  Final    Safety    Analgsis   lioport    (FSAR)    &   ainsnd  i 

7910030362  Forwards    joint   application    by    five   utlls    For    facility   OL, 
antitrust    info   roquired    by    Rat)    Guide    9,  3i  enDrgency    plan    !( 
FBAHiVols    1-10.  Environ    rept    For   OL    stage   mill    be    sent    within 
sir    months.  Unit    1    must    be    op-  orating    by    030501. 
VAN   DRUNT.E,  E,       Ariiona   PuJilic    Service-   CD.       77/10/01.       H09pp. 

—7910030364  Application    for   OL. 

»      Arliono    Public    Service    Co.       79/10/01.       200pp. 

—  791O03036f)  Emergency    f  Ian.  aubml  tted   as    part   of   FSJArt    for    Facility, 

*  flriiona    Public    Service   Co,       77/10/01.       100pp. 

--7910050367   F8AF1,  Vol     1. 

*  Ariiana    Public    Service   Co.       79/IO/01.       350pp. 


—  7910QS03iB  FSAR^Vol    2. 

«      Ariiona    Public    Service    Co.       79/10/01.       3SO. 


--791005Q369  F8AR,  Vol    3. 

*      Ariiona    Public    Sorvico   Ca.       79/10/01.       390pp. 


—7910050370  FBAR.Vol    1. 

#      ArliOTiB    Public    Service   Co.       77/10/O1.       330pp. 


—7710030371   FBAftiVol    5- 

»      Ariiona   Public    Service   (.o.       7V/JO/01.       350pp, 


"7910030373  FBAR,  Vol    i. 

ft      Arliana   Pub31c    Sorvlce   Co.       7W1O/01.       330pp. 

—  79IOOS0373  FSAR.Vol    7. 

»      Ariiona   Public    Bervice   Co.       79/10/01.       350pp. 

—7910030374  FSAR,  Vol    B, 

*      Ariiona    Public   Service  Co.       79/10/Oi.       350pp. 
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—  7910050379   F9Af!,Vol    9. 

*  Ariiona    Public    Service    Co.        7WIO/O1.        35Opp. 

—  79100S03B5    FBAR,Vol     1O. 

*  Arizona    Public    Service    Co.        NflC.        79/1O/OI,        350pp. 

<l.     Inspection    reports.     IE  Bulletins    &   correspondence 

791Q1704?7   Forwards     IE    !nap    Repts    50-328/79-03   t    SO-529/79-03   nn 
790319-23   !<    notice-    of    violation. 

SPENCER,  fl.  B.  Region    5,     San    Francisco,     Reactor    Construe  tion   *, 

Engineer-ing    Support    Branch,        7WO6/21.        2pp. 

7910170501    Notice    of    violation    from    Snap    on    790319-53. 

*  Region    5,     San  Franclatn,     Office    of    the   Director.       79/Oi/2Q 

3pp. 


.i  IE     Insp    Septs    50-538/79-03   !<    50-529/79-02   on    790319-H3 

.Moncomplfance   noted:  failure    to   provide    packaging    protection 

to    dicsel    generators   t.   failure    to    document    damage    to    fluid 

lines    &   valve    fittings    on    emergency    diaael    engine. 

ECKHrtRDT.J.H.  .     NARBUT.  P.  P.  Region    5,     Ban    Francisco,     Office    of 

the    Director.        DODOS,)).  T.  Region    5.     San   Francisco.     Heactor 

Construction    ts   Engineering    Support    Branch.        77/O6/20.         llpp. 

79I003096S   .Responds    to     IE    Bulletin.   79-O2,  Rovi  aion     1,     "Pipe    Support   Baae 
Plate   Designs    Using   Concrete    Eipansion   Anchor   Dolts."    Review 
of   designs    indicates    position  not   changed    from  previous 
response   on    79090i. 
VAN   BRUMT.E.E.        Arizona    Public    Service    Co.        79/OH/09.        Ip. 

7910020397  Amende   790626    response    to    IE  Dunlin  7-7-09.  Reac  tor    trip 
Buiitthgeor    includes    tuo    QE  AKH-3Q   circuit    breakers    a/same 
failure    proolam   as    Type    AK-3.  Action    rec  ammendnd    for    Type 
AK-H    mill    be    used     for    Type   AKR-30. 
VAN  BIHJNT.E.E.       Ariiona    Public    Service   Co.       79/03/30.       2pp. 


PM™        M:*3    "W0   NDticB   7?-3°'  ^vision    I.     -me   Enforca^mt 
Policy   -    NRC    Licensed    Individuals."    Notice   reissued    to 
correct    word    omisaion    4    punctuation    error    which    chanoHd 
c.m^n1,^!l,\,B,tatement    ctlanS<"i    statsfnsnt    underlined    in    tonl. 
79?09/07         l'  "•»lon    5'    3a"    Fr«nel«o.     Office    of   the   Director. 

7910040333    Ach    receipt    of    790B1A    I  tr    informing    MRC    of    steps     b.k.it    tu 

"  IE  In9p  nepts 


BPENCER.O.S  Region    5.     Ban    Francisco.     Reactor    Construction    !, 

engineering    Support    "ranch.       79/07/1O.       3pp. 

-791004033S    Responds    to    NI1C   7TO70i    1  IT    re    violations    noted     in    IE    TFIBC 
R*Sta    5Q-S2B/79-03. 50-939/79-03   ft    30-330/79-01     Corrective  ' 

aetiona.:  leakage   minimi  led,  rebar    reposi tionpfl   fc    rebar 
ofts  truct  i  nn   removed. 
VAN    BRUNT,  E,  E.        flri  :  ona    Pub  1  ic    5ervi  ce    Co.        79/08/16.        4|,p, 

~79in02^™F°?yfr<la     1E    Ilt9P    "''I1*5    90-523/79-03,  50-529/79-Oi   t, 
50-530/79-01    &  notice    of  violation, 

SPENCER.O.S.  Region   5,    San   Francisco,    «i?actor   Construction   E< 

Engineerins    Huppcrt    Dranch.        79/07/06.        3pp.  """ruction    « 

-79100403'IS  Notice    of   violation    from    inap    on  790430-0504 

«  Region    S,     Ban   Francisco,    Office    of    the    Director.       7°?/07/O4. 


"'  50-539/79-03   t,   50-530/79-01    on 
^7  i("'<<'    "0*»H:*oncrete    placement 

actlvJtiea    in    Unit    2   control     blrig 

m?ector''SD;)DSsIBTTn  P'      „  "I**™    5'    5*"   ^"""-    OHice   oP    the 
rir!*         i.,    DDpDf'"-T  Region   3,     San   Francisco,    Reactor 

Construction   A   Ennineeping   Support    Branch.       79/O7/06.       Bpp. 


7910040017  Forwards    IE  Circular   79-19,     "UOOLO 


Devicea    on 
" 
the    Director. 


79I0110LBB   Foruiards    IE    Info    Notice    79-H3,     "Emerqcncu    Diesel    Oene 
Lube    Oil    Coolora."    No    action    required  oene 

ENOELKEN,  R.  H.  fiegion    3,    San    Fr^ncistiD,     Office    of    the   IMract 

Ip. 


79IQ1BQ052   Foruarda     IE    Bulletin    79-24.     "Fraien    Lines."    No    action 
79/09/27'"'^  R°fl"iri   5'    8an    Franl:tacD'    Opfi"    of    t"-    Director 

X910170535   Foru,ard9     IE    Info    Notice    79-25,      "Reactor    Trips    flt    Turknll 
Point   Unit*   3  !,   4.  "    No    action    required.  J 


ENOELKEN,  Fi.  H. 
79/10/01.        Ip. 


Region    5,     Snn    Francii 


Office    of    the    Director. 


7910190313   Forward*    IE    Info    Notice    79-24,     "Uvernren  S1,ri  I(iti  on    of 
Containment    of  PWR   Plant   After    Main   Steam  Line    Oreoli."    No 
action    required. 

ENOELKEN,  R.  H.  Region    3,     Ban    Francisco,     Dffico    of    the    Director 

79/  10/01.        Ip. 

7910310430   Forward*    Revision    P.    to    IE    Bulletin    79-13,     "CracMno    in 
Feeduiater    fliju   Piping."    No    action   required 

ne9io"    9'     San    Francisco,     Ufflce    of    the    Director. 


79/10/1  ?'  R    l' 


8.    neportflbU    occurrences,    LERs    S,   related    c  iirroDpondonce 

7910iBOa35   PNQ-79-fl32:  on    79O930.  conP  1  ic  t    of     Intercut    u,aU    raised 
bocause   NRC    roaident    inspector    ujas    emploiied    bu    cnnutructnr 
of    Pactlitu.No   action    planned. 

HEHDEfiSON,  J.  D.  ,     REIMMUTH.O.W..     THCRNQURO,  J.  D.        Office    of    Inspection   f, 
Enforcement,    Office    of    the    Diroctor.       79/0'?/ai.       I.  "^poccien  f, 


Ip. 


DOCKET   BTN-SO-530   PALO   VERDE    NUCLEAR    STATION,     UNIT   3 

A,  ^Applicatlon/constructifln    stage    document*    t,    correspondenco 

7910100131    Supplements    790911     Itr.Codo    Cdn«     14B1-1     (N-19),dtd    760J01, 
was    accflptable    for    use    in    co«Gt    of    components    during    perlnJ 
in   effect.     "Code    Cane    1644-1"    in   770711    Iti-    should    rori.J 
"Code   Case    1644-4,  " 
PARR.D,  D,  Light   Uater   Reactors    liranch    3.       79/09/14.       Spp,. 


^Sr*??**!    I'™'"2  L*"on"   '-•"nod    ImpUmentati,,!,   liept 
VAN   DRUNT,E.E,        Arliotia    Public    Service    Co.        71/Q<t/3B.        2(>f 


—  7910010234    "TMI-3  Lessons   Loomed    Imp  lomontat  i  on   Rept    '• 
«      Ariiona   Public    Sisrvico   Co.       79/09/30.        lailpp. 

7910aaO[>39  Nntifie,    that   acceptance    review   of    tended    application    for  01. 
wll      not    bahe   place    until    Hpring    19BU.  Advineu    that 
Application  will    not    tic    dncketod    until    all    portinnn    hove 
been    oat  (nf  actnri  ly    reviewed. 
PARR,  0,1).  Light   Wator   Reactors    tlraiich    LJ.       7V/10/01.       3pp. 


ASMi:    Code 


«er!'lU"ti    -uthD''i«tli.n    to 
or   ABME    Code    casos    cnil. 

VrtN  BRUNT.E   G.       Ariiana    Public    Service   Co.       79/10/10.       3pp. 


7910220334   Forwarrts    Revision    1    to    antitrust    info    required    by    HeD   Ouide 
NAM  ££,,;,?   2        Joint    "PPlieat'on    for    icnuonco    IIP   OL. 
VANaRUNT,E.E.        Arizona    Public    Service    Co.        79/10/15,        2pp. 


r™  vioion    1    to    general     info    section    of   OL   application. 

Completes    reapnnso    to   antitrust    info   required    by   lieg    Quide 

*      Ariinna  Public    Service    Co.       79/10/13, 


CP    omond    *° 


UBO    of    chemical    weed    contrel 


Ariiona    Public    9Brvice    Co,        79/10/15, 


Spa. 


7?/09/t7.'R'"i  Reai£"1    5'    Sa"   Francisco,     Dfflco  of    the    Diracter. 

7910130301    Foriuards^.tE^Circular   79-3O,     "Failure    of 
Coi 1, "   Ho   act  in 


6**   Py°Pa''ati°n    «"    supplemental    ms    to    consider   environ 
2"!    ClaBB    9   Buel««    "Cidenta.per     ItlCFRa.  206. 
Friands    of    tho    Earth,        79/10/24.        app. 


atat*mBn*S'     "uppl*    t,   correspondence 


»n  const    of   1LaBl!0   u"ltor    "nveuanco    pipeline 

S        "mp|?*ad'R'"lu«">t5    BKemptign    to    Item  21    of   FES   re    UB 

r   Cemlt:als    alonS 


injT 
BRUNT,  E. 


right-of-wag. 
Aril  (ma   Public    Service   Co.       79/10/03.       a?pp 


DOCKETED  ITEMS 


32 


F.     Security,     nodical,     omergoncy    &    fii-o    protection    plans 

7910050314  Forwards    physical    security    plan.  Plan   withheld    (ref 
10CFR2.  790). 
VAN    BRUNT,  G.  E.        Ariiona    Public    Service    CD         79/1O/01.        1|). 

K       Utility    Final    Safety    Analysis    Report    <FSAR>    t,    amends 

7910050362   Forwards    joint    application    by    Five    i.tils    for    facility    OL, 
antitrust     info    required    by    Keg    Guide    9.  3,  emergency    plan    S. 
FSARiVols     1-10. Environ    ropt     for    OL    stage    ul  1 1     be    Bent    uiithin 
sin    months.  Unit    1    must   (jo    operating    bij    R3O5QI. 
VAN    BRUNT.  E,  E.        Aritona    Public    Service    Co.        79/10/01          HOSpp. 

—  791QO5Q36fl   Application    for    OL. 

*  Arirona    Public    Service    CD.        79/10/01.        200pp. 

— 7710050366   Emergency    p Ian , submi tt ed    as    part    of    FBftR    for    Facility 
»       Ariiona    Public    Service    CD.        79/10/01.         100pp. 

— 7910050367    FSAR,  Vol     1. 
.      *      Arllona   Public    Service    Co.       79/10/01.       350pp. 

— 791005Q36B   FSAR.Vul    2, 

*  Ariiona    Public    Service    Cn.        79/10/O1.        350. 

— 7910090369   F9AR.V01    3. 

*  Ariiana   Public    Service   Co.       79/10/01.       3SQpp. 

— 7910050370   FSAR, Vol    4. 

v      Ariiona   Public    Service    Co.       79/10/01.       350pp. 

— 7910050373   FSAR, Vol    7. 

n       Ariiona    Public    Service    Co.        79/1O/O1.        330pp,' 


— 7910050374   FSAR.Vnl    (3. 

*      Ariiona   Public    Borvice    CD. 


79/10/01.        350pp. 


— 7910Q5Q37S    FSAR, Vol  9, 

*  Ariiona   Public  Service    Co.       79/10/01,       U50pp. 

— 791QOD03B5   FSAFI,  Vol  SO. 

*  Ariiona    Public  Bervico    Co.        NRC,        79/10/O1.        350pp. 


— 791001035O    IE    fnsp     Repts    50-92B/79-O3,  3O-S39/79-03   &    5O-530/79-O1    on 
790430-0504.  Moncompl  iancc    ntitod:  con  Crete    placemen* 
activities    In    Unit    3    control     bldg. 

HERNANDEZ,  0.  ,     HAIST.D.P.  Keolon    5-     Ban    Francisco,     Office    of     tdo 

Director.        ODDDSi  R.  T.  Region    5,     San    Francisco,     llaactoi- 

Construction    !.    Engineering    Support    Branch.        79/Q7/06.        Bpp. 

791O040Q17    Forwards     IE   Circular    79-19,      "Lonsn    Lot  king    Devices    on 
Ingersol  l-Hand    Pump    Impellers.."    No   action    required' 
ENGELKEN.  R.  H.  Rugion    S,     San    Francisco,     Offico    of    the    Director 

79/09/13.         Ip. 

791O1102'99   Foriuards     IE    Info    Notice    79-22,      "Qualification    of   Control 
Si/s.  "    No    action    required. 

ENGELKEN,  R.  H.  Rogion    5,     San    Francisco,     OfPico    of    the    Director 

79/09/17.         Ip. 

7910120201    Forwards    IE    Circular    79-2O,      "Failure    of    OTE    Bulvania.   Reliiij, 
Typo    PM   Bulletin    7305,Catdlog     5U12-11-AC    U/12O   Volt    ac. 
Coll."    No    action   required. 

EMGELKEN.n.H  Flegion    5,     Bar.    Francisco,     Office    oP    the    Director 

79/09/24,         Ip. 

791O110183   Foruiarda    IE    Into    Notice   79-23,     "EmDrgancy    Diesffl    Generator 
Lube   Oil    Coolers.  "    Ha    action   required. 

ENSEf-KEN.  H.  H.  Region    5,     Ban    Franciacq-,     Office    oF    the    Director. 

79/09/26.         Ip, 

7910180052  Forwards    IE   Bulletin    79-24,     "Froum   Lines."   No    action 
required, 

ENOELKEN,  R,  H.  Raglan    S,     San    Francisco,     Office    of    bhu    Director, 

79/09/27.         Ip. 

7910170535   Forwards.    IE    Info    Notice   79-25,     "Ftcactor    Trips   at    Turkey 
Point  Units   3d    4,  "    Mo    action    required. 

ENGELHEN,  f(.  H.  Roslon    5,     Bail    Franciacn,     Qffico    of     the    Director 

79/10/O1.         Ip. 

7910190213   Fnrmarils     IE    Info    Notice   79-24.      "Qverprsssur  i  la  I  i  on    of 
Containment    of    PUR    Plant   APter    Main    Steam    Lino    ISroak.  "    Ha 
action    required. 

ENQELKEN,  R.  H.  Region    5,     San    Francisco,     Offico    of     the    Director, 

79/10/01.         Ip. 

7910310430   Forwards    Revision    2    tn     IE    Bulletin    79-13,     "Cracking     in 
Feoduater    Sys  Piping.  "    No    action   re-quired. 

ENGEUKEN,  R.  H.  [legion    3,     Ban    Francisco,     Office    nf     the    Dirnctor, 

79/10/17.         Ip. 


Q.      Inspection    reports,      IE    Dullotins    Si    curre-nponderici 


B.     Reportoble    occsirronc  a  a,     LERs    S:    related     corresp  onilenc  e 


7910030563  Responds    tn    IE  Dullotin   79-O2, Ruvi H Ion    1,     "Pipe   Support   Hasp 
Plate    Designs    Using    Concrete    Etpaminn    Anchor    Bolts.   "    Fleviaui 
of    designs    indicates    position   not    changed    from   previous 
reupnnso    on   790906. 
VAN   DRUNT-E.E.       Ariiona   Public    Sorviup  CD.       79/00/07,        Ip 


79101802QS  PNO-79-432:  on    790230.  t  &nf  He  t    of    tntarest   Lias    raised 
because   MRC    rvsident    inspector    was    (uniilo^ffd    big    conitructur 
of    Paciliby.No   action    planned. 

HEMDEREON,  J.  D.        QFPico     of     Inspoction    fc    Enpurcflmei't.     Office    of    tho 
Director.       79/09/21.        1  p. 


7910020597    Amends    790626    reaponao    to    1C    Dullutin    77-09.  Roac Lor    trip 
auiltchgear    includes    tuo   GE  AKI1-30    circuit    breakers   m/same 
failure    problem  as    Type   AK-3.  Action   rncornraentlDd    for    Type 
AK-2    uii  11    be    used    for    Typo   AKR-30. 
VAN   BRUNT,  E.  E,       Arizona  Public    Sorvico   Co.       79/08/30.       2pp. 

7910020295  ForuanJs    IE    Info    Notice    77-20,  Revision    1,     "NHC   Enforcement 
Policy    -  NRG   Licensed    Ind  i  vi  ilua  1  s.  "   Nifties    reissued    to 
correct   word    omiBoion    &   punctuation    error    which    chan((«d 
intent    of    statement.  Changed    statomontj    undurlinBd    in    tout. 
ENGEUKEN.R,  H.  Roglon    D,     Han    Francisco,     Office-    of    thu    DJroetor. 

79/09/07.       Ip, 

7910010332   Ack    receipt    of    790B16    Itf    informing    NRC    of    steps     taken    to 
correct   violations    noted    in    IE    Insp    Repts    5O-33B/79-0:3, 
50-539/79-03   d    30-530/'/7-01. 

BPENCER.O,  B.  Region    9.     San   Francisco,     Reactor   Construction  tt 

Enginuering    Support    Dranth,       79/07/10,       2pp. 

— 7910040333  Responds    to   NRC   79070i    Itr    re   violationn    noted    in    IE    Inap 
Repts    50-52B/79-03,  SO-3H9/79-O3    &    50-330/7^-01 . Corrective 
act  ions:  leakage   min Imi ( Bd, rebar    rap osi tionod    &  rebar 
obstruction  removed, 
VAN  DRUNT.E.E.       Ariiona    Public    Service   Co.       77/OQ/1A.       1pp. 

--79I0040339  Foruards    IE    Inap    Repts    30-320/79-03,50-529/79-03  t. 
30-530/79-01    &   notice    of   violation. 

SPENCER, 0.8.  Region    Si     Ban  Francisco,    Reactor   Construction    & 

Engineering    Support    Branch.       79/07/06,       2pp. 

— 7910040343  Notice    nf   violation    from    insp    on   790430-0504. 

*          Region   5,    San   Francisco.    OPFico    of    the   Director.       79/O7/O6, 


DOCKET   30-537    CLINCH    RIVER    HREED.EK    REACTOR 

A.    Application/cons  true t ion    -stage    documanto   b   corraspnnrfence 

791O3001BB  Forwards    affidavit    confirming    distribution    of   Amend    92  to 
PSAR    to    rioaJgnated     local    public    officials    d  EPA 
roprenentattves. 

CPPELAND,  R.  L.       Enorny,  Oept.  o  f.     Clinch    River   DreeJar    Reactor   Plant. 
79/10/36,        2pp. 

D.    Utility    Preliminary   Bafetij    Analysis    Roport,     nmoitils 

7910320100    Foriuarils    PSAR,  Amend    53. 

COPEUAND.  R.  L.      Energy. Deat.  of,     Clinch    Hivor   Breeder    Reactor   Plonb. 
79/10/19.       4pp, 

— 7910320111    P5AH,  Amend    52. 

*      Energy,  Dept,  of,    Clinch    River   Breeder   (tsactor  Plant.       79/10/19. 
300pp. 


DOCKET    SO-53B   MEMPHIS    STATE   UNIV.     RESEARCH   REACTCR 

A.    App  1  Icati on/conttr uctl  on    stage    documonta    tt   correspondence 

7910050110  Forwards   FR  notice    oP    issuance    ti   avallablltiy    of   amend    io 
License   R-127,  in  response    to    790323  &  0303   requests    for 
potuer    IncTBose    for    AON-201    reactor. 

REIO.R.W.  Operating    Reactors    Branch    4    IPre   79103O),       77/OB/30. 

IP- 
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--7910O50U3   Notice    of    issuance    !.   availability    of    amend    to    License   R-127 
re    pouBp    Increase    for   AGN-201    reactor. 

REID.R.W.  Operating    Reactors    Branch    1    (PrB   771030).        79/08/30. 

4pp. 


— 7910250447  Responds    to    790B15   order    confirming    suspension    of    const. 
NRC    should    assess  It   publicly    address    civil    penalties    insult. 
Requests    participation    in    hearing    as    interested    state. 
STEPHENS,  R.  F.       Kentucky,    State    of.       79/OB/23.       3pp. 


DOCKET    STN-SO-54S   HEBAR-35 

B.     Utility   Preliminary   Safety   Analysis  Report,    amends 


--7910230433  Responds    to   790B1S   order    confirming    suspension    of    const. 
Licensees   uill    comply    w/Part    IV   of    order.  Parts    II    t.    Ill    are 
not   contested. Licensees    do  not   request   hearing. 
SHIELDS, S.H,       Public    Service   Co.     of    Indiana,     Inc.       79/08/31.       Hop, 


7910010007   Environ    ropt    for    fac i I ity. Vols    1-6, 

*      National    Power    Corp.      (Philippines).       79/07/3B.        3500pp. 


DOCKET   STN-30-546   MARDLE   HILL   NUCLEAR    STATION,     UNIT    1 

A.     Application/construction    stage   documents   !.   correspondence 

7910030-694   FOIA   request    fqr    all    repta    made    during   Apr, May    or    Juno    1979 
re  defects    in    concrete  at    facility. 
LAUDJO,  6.       Affiliation   Unlnoun,        79/O7/05.        Ip. 

7910050310  Notification   of    790815  meeting   u/util    in  Olen  Ellijn,  IL   to 
discuss   status   of    upgrading   mgt   &  QA/QC  controls   at    site. 
KEPPLERiJ.O,  Region   3.     Chicago-     Office    of    the    Director,        79/09/10 

IP. 

7910010431    flck    receipt    of    790626   fc    27    Itrs    requesting    suspension    or 
revocation  of    CP, Petition    grantee!    by    end    IE   order 
suspending    all    safety-related    const   activi t ies. Rights    for 
hearing   must    be   established. 
DENTON.H.R.        Office    of   Nuclear   Reactor   Regulation.       79/03/15,        4pp. 

7910040348  Discusses    consequences   of   previously    reported    potentially 
reporiable    Incident    re    interaction   of  nonsaf ety-grade    sijs 
w/staairi  supply    equ 1 pment.  Final   rept  uill    ba    provided    pending 
further    investigation. 
SHIELDS.8.W.       Public   Service  Co.     of    Indiana,     Inc.      79/09/27,       2pp. 

7910160035  Notifies    that  mailings    to    svc    list   may   be   obtained    from 
Frey.  Sassafras   Audubon  Society    should   notify   NRC   of  Frey 
replacement. 
RUBENSTE1N.L.  B,  Light    Water  Reactors   Branch   4.      79/09/27.       4pp. 

79100304,99  Responds    to   FOIrt   request    for   any  !.  all    repts   made    during 
Apr. May    or  June    1979  re   defects    In   concrete   at    facility. 
Faru»rds   documents. 
FELTON.J.M.  Division    of    Rules    and   Records.        79/09/2B.        Ip, 


— 7910250462  Requests    hearing    on   behalf    of   Sassafras   Audubon   Society    of 
Laurence,  Sreoni  Monroe.  Brouinj  Morgan   fc  Omen   Counties,  IN,  re 
790B1S   order    confirming    suspension    of   const. 
EYED,  J.  A.       Sassafras   Audubon   Society,       79/O9/01.       16pp. 

— 79102S0469  Requests   hearing    on   behalf    on  Knob    (.   Valley    Audubon    aocioty 
of  Southern    IN  based    an    info    in   Save    the   Valley   motion    to 
reopen    safety    issues.  ' 

MOUSER.O.J.        Knob    &    Valley    Audubon    Society.        79/09/04.         Ip. 

— 79102S0474  Responds    in    opposition    to   Sassafras   Audubon   Society    hearing 
re(uest.  Specif  it    Interest    has   not    been    identified   b 
necessity    for   public    hearing    has    not    been   demonstrated. 
EPA  790B20   final    dBclsion   re   Environ   Defense    Fund    encl. 
*     LeDoauf,    Lamb,    Lolby    E>   MacRae.       79/09/12.       33pp. 

7910230076   Ac k    receipt    of    79O904    1 tr    requesting    that    matters    re    siting, 
emergency    planning    &  need    for   power    be    considered    In 
conjunction   w/790629  petition, 
DENTON.H.R.       Office    of    Nuclear   Reactor   Regulation.       79/10/11,       4pp. 

7910240169.  Responds    to   petition   on   behalf   of  Padd  leuihoel    Allianco 
requesting    suspension    or    revocation   of   CPs.  Petition 
considered    request    under    10CFR2. 206.  Forwards    director's 
decision   under    10CFR2.  S06. 
DENTDN.H.R.       Office   of   Nuclear   Reactor   Regulation,       79/10/11.        9pp, 

— 7910240177    Director's    decision    under    10CFR2.  206,  Denies    petition    due    to 
absence    of    factual    basis    supporting   Paddleuheel    Alliance 
motion    to    suspend    or    revoke   CPs    or    to   reopen    safety 
hearings.  LB  fiubenstein   790723    Itr    encl. 
DENTON.H.R.        Office    of    Nuclear    Reactor   Regulation.        79/10/11,         Spp, 

79103001Si)  Strongly    opposes    const   practices   &  would    participate    in 
demonstration    to   halt    restart   of    const. 
UEDER.O.       Affiliation   Unknown,       79/10/24.       Ip. 

H.     General    correspondence 


7910310500   Responds    to    790901    Itr    requesting     Info   rs    concrete    placeman! 
activities. Const    Insp   program   includes   review   of    licensee    & 
contractor  nonconPormsnce    repta. NRC  uill   not   discontinue 
Insps    !i   investigations   of    facility   activities, 

KEPPLER.J.O.  Region  3,     Chicago,    Office   of    the  Director.       79/10/01 

3pp. 


7910110532  Responds    to   790627    request    that   NHC    pay    legal    foes    for 
representation   of    Intervenor   Baluda   Township    in    prDceodinn,s, 
NRC   does  not    fund    parties    intervening    in   proceedings. 
Congress    in    reconsidering    decision    on    funding. 
FITZGERALD,  J.  A,       Office    of    the   General    Counsel,       79/07/11.       Ip. 


—7910310503  RBHUBsts    NRC   response    to   Senate    Subcommittee    on   Nuclea 
Regulation   re  evidence    of   breakdown    In  const    supervision 
discovered    during    Apr    insp.Also   requests    response   under    oath 
re   NHC  aid    tn  criminal    investigation   of   alleged    coveruo 
DATT1LO,T,M.       Dattilo,    T.  M.       79/09/04,      2pp. 


0.     Adjudlcatory    correspondence 


790<?aa049B  Forwards    pe'titlo.n    calling    for   revocation  of    facility   CP 
HANDALL.K.      Pa-ddlewh  eel   Alliance.       79/09/34.       ip, 


Q.     Inspection   reports,    IE   Bulletins   b   correspondence 

7910090200  Forwards    IE   Bulletin  79-21.     "Tamp   Effects    on  Level 
Measurements,  "    No  action   required. 

KEPPLER.J.  0.  Region   3,    Chicago.    Office   of    the    Director.       79/OH/13 

ip. 

7910050424   Forwards    IE    Info   Notice  79-30,     "NRC   Enforcement   Policy    - 
NRC  Licensed    Individuals. "    No   action   required. 

KEPPLERiJ.G.  Region    3,    Chicago.    Office   of    the    Director.       79/OB/11 

' 


— 79092HOS04  Petition    calling    for   revocation   of    facility   CP 
*      P«ddleuhBBl    Alliance.       79/09/24,      3Spp. 

7910170093   Notice    Of    appearance    on    behalf    nf   NRC. 

MURRAYrJ.  P.         Ruleraaking  4    Enforcement   Division.      79/10/04,       Ip. 

— 7910170059  Notice   of    appearance   of   behalf   of  NRC. 

LIEDEflMAN.  J.         Rulemaklng   (,  Enforcamunt  Division.      79/10/04.       lu. 

7910170061  Notice   of   appearance   on    behalf   of  NRC,  Certificate   of  Svc 
one  1 . 

BURNSiS.Q.         Rulemaking    a  Enforcement  Division.      79/10/04.       2pp. 

7910330441    Motion    to   deny   Sassafras   Audubon  Society   790901    d  Knob   & 
Valleu    Audubon   Society    790904  requests    for   hearing.  Neither 
party    entitled    to   hearing    as  matter   of  right   on   director's 
ordor.  Discretionary    hearing    not  warranted 

™fJ?i!^lPl'    BURNS'S'°-         Rulemaklng   t,  Enforcement   Division. 
79/10/O4.        16pp, 


79100B0499  Forwards    IE  Circular   79-17,     "Contact   Problam    in   SB-la 
Switches    on   GE  Metalclad    Circuit   Dreaders. "   No    action 
required. 

KEPPLER.J.G.  Region   3,    Chicago,    Office   of    the    Director.       79/00/14, 

Ip. 

7910030660  Forwards    IE   Insp   Repts    50-546/79-14   Si   30-547/79-14    on 
790813. No   noncompllnnee    noted. 

KEPPLER.J.O.  Region   3,    Chicago/    Offica   of    the    Director.       79/00/23. 

2pp, 

—7910030675    IE    Insp   fiepts    30-546/79-14  &   50-547/79-14    on   790H15.  No 
noncompllance    noted. Met    to   dlxcun    content    of   790S13  order 
confirming    suspension    of    con»t. 

HAYE9,D.W.,    WILLIAMS,  C.  C.  ,    FIORELLI,  0.  Region   3,    Chicago,    DfPlcB 

of    the   Director.       79/OB/2H.       3pp. 

7910050500  Forwards    IE    Insp   ftepts    5.0-846/79-13  «   50-547/79-13   on 
790B18-17. 

FIORELLI,0.  Ragion   3.    Chicago,    Reactor  Construction  fc   EnginBoi-Ino 

Support  Branch.      79/OB/29.      2pp.  u 
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—7910050506    IE    Insp    Repts    50-346/79-13    !<    50-547/79-13    on    790B15-17.  No 
noncomp 1  lance   noted. Major    areas    inspected: survei llance    of 
auxiliary    bldg.Unit    1    &  Unit   S   containments   b    storage   areas 
ODNES.C.E.,    HAWKINB.F.C.  ,    WILLIAMS,  C.  C,  Regions,    Chicago, 

Office    of    the    Director.        79/OS/24.        3pp, 

7910140324   Forward*    IE    Insp    Ropts    90-546/79-19   ti    50-547/79-15    on 
790831-24.  No   noncompl  iance    noted, 

FIORELLIiO.  Region   3,    Chicago,    Reactor   Construction   !.  Engineering 

Support   Branch.       79/09/O6.       2pp. 

— 7910160333    IE    Insp    Repts    30-946/79-19    b    90-547/79-15    on    790821-24.  No 
noncomp 1 iance   no  ted. Major    areas    inapectediverlfication 
that   activities    in    progress    comply    w/order    confirming 
•uipenston    of    safety-related    area    const. 

BCHWEIB1NZ.E.  R.  ,    WILLIAMS,  C.  C.  Regions,     Chicago,    Reactor 

Construction   &  Engineering    Support    Branch,       79/09/O6.       3pp. 

7910020218   Forwards    IE    Info    Notice    79-2O, Revis ion    1,     "NRC    Enforcement 
Policy   -NRC   Licensed    Individuals."    Notice    reissued    to 
correct   word    omission   t>   punctuation    error  which    changed 
Intent    of    statement.  Changed    statement   underlined    in    toxt. 
KEPPLER.J.O.  Region    3,    Chicago,     Office    of    the    Director.       79/09/07 

•  ip. 


7710030635  Responds  to  IE  Bulletin  79-15,  "Deep  Draft  Pump 
Deficiencies.  "  No  deep  draft  pumps  of  type  described  are 
u»od. 
SHIELDS, S.  W.   Public  Service  Co.  of  Indiana,  Inc.   79/09/07. 


Ip. 


7910040546  Responds    to    IE  Bulletin   79-03,     "Longitudinal    Weld    Defects    in 
ASME  BA-312  Type   304   Stainless    Steel    Pips   Spools   Mfg    by 
Youngstoun  Melding    &   Engineering    Co."    No    pipe    of    this 
inscription   used    or    planned    for    use    In    safety    related    ays. 
BHrELBB.B.W.       Public    Service   Co.     of    Indiana,     Inc.       79/09/07,       Ip. 

79IO240199  Forwards    IE    Insp    Ropts    50-546/79-12  fc   BO-547/79-12   on 
790807-10.  No   noncomp I  lance   notqd. 

FIORELLIiO.  Region   3,    Chicago,    Reactor  Construction   t.  Engineering 

Support  Branch.       79/09/11.       2pp, 


7910310411    Forwards   Revision    3    to    IE   Bulletin    79-13,     "Cracking    in 
Feedwater    Sys   Piping."   No  action  required. 

KEPPLER.J.O.  Region    3,     Chicago,     Office    of    the    Director.        79/10/19 

Ip. 

8.     Reportahle   occurrences,    LEfis  Ei  related    correspondence 

7910030626  Ack   790S23    interim  rept  re   concrete    surrounding    fuel 
transfer    canal    sump. 

FIDHELUIiO,  Region    3,     Chicago,     Reactor    Construction   t>   Engineering 

Support   Branch.       79/09/11.       Ip, 

7910030631   Ack   790B30    interim  vept   ro    prime    coating    on   polar   cranes. 
FIORELLI.G,  Region    3,     Chicago,     Reactor   Construction   8.   Engineering 

Support  Branch.      79/09/11.       Ip. 

7910090643  Ack    receipt   of    790903    interim  ropt   re    nonconf ormlng    stud 
attachments    to  Class    1    embedments, 

FIORELLI.O,  Region   3,    Chicago,    Reactor   Construction  &  Engineering 

Support   Branch,       79/09/12.       Ip, 

7910H3037B  AcV   receipt   of   790927    Interim  deficiency   rept   m    interaction 
of   nonsafety-grade    sys   w/steam   supply   equipment.  Will    review 
final    rept   upon  receipt. 

FIDRELLI.O,  Region   3.    Chicago,    Reactor   Construction  6  Enoineerlng 

Support   Branch.      79/10/05.       Ip. 

7910240693   Interim  deficiency    rept   re    installation    of   concrete 
expansion   anchors    in  Safety   Category    1    concrete    for    support 
of    temporary   nonsaf  ety-related    p  tp  ing,  Instal  led    uj/o   approval 
procedure.  Structural    integrity   will    be    investigated, 
BHIELDBiS.W.      Public   Service  Co,     of    Indiana,     Inc.       79/10/16,      2pp. 

U.     Congrosslonal/Eiecutive   Correspondence 

7910020718  Opposes   complete  work    stoppage    at   plant    const   site   due   to 
consequences    re    unemployment   ft   const    schedule. 
MVER8,  J.       Houso    of    Rep,        79/OB/01,        Ip, 


— 7910240215    IE   Insp   Repts    50-546/79-12  &   50-547/79-12  un   790807-10.  No 
noncompl iance   noted. Major    areas    inspected :  Category    1    safety- 
related    structures   &   cessation    of    safety-related   work    per 
stop   uiork    order. 

JONEB.C.E.,    WILLIAMS,  C.  C.  Region   3,    Chicago,    Office    of    tho 

Director.       79/09/10.       3pp. 

791Q030S76  Forwards    IE   Circular    79-19,     "Loose    Lockinij   Devices    on 
IngersolI-Rand    Impellers."   No    action    required. 

KEPPLER,  J.G.  Region    3,     Chicago.     Office    of    the-    Director.        79/O9/13, 

Ip. 

79J011O141    Forwards    IE  Circular    79-30,     "Failure   of   QTE  Sylvania  Relay, 
Type   PM  Bulletin   730S.Catalog    5U12-1I-AC   in/120   Volt  ac 
Coil."   No   action   required. 

KEPPLER.J.Q.  Region   3,    Chicago.    Office    of    tho   Director.       79/09/21, 

Ip. 


7910310530  Request   addl    Info  re    involvement   of  Neuberg   Const  Cn, Sargent 
d  Lundy   tt  US  Testing    In   const   of  US   commercial    nuclear 
reactors, 
MOFFETT.  T.       House   of  Rpp,  ,    Government  Operations.       79/09/17.      2pp. 

7910230229  Eipresses    concern   ro   mgt  tt  NRC    supervision  of  const   of 
nuclear   reactor   at   Had  Uonvi  1  IB,  IN.  Demands  NRC    ensure 
presence   of  most   qualified    contractors   d  const  uarters, that 
inspector    be    on    site   b  NRC    technicians   conduct  mostly    Insps, 
MAZZOLIiR.       House   of   Rep,       79/09/2B.       2pp. 

7910310473  Responds   to   790B01    Hr   re  unrk    stoppage    at   facil  i  ty.  Forwards 
chronological    list   of   major   actions    taken.  Continuation  of 
const   under    licensee   current    organimtlon  !i  method   of 
operations    unacceptabl e. 
HENDHIE,  J,  M.       Commission.       79/10/11.      Spp, 


79I004O2S6  Forwards    IE    Info   Notice   79-23,     "Emergency    Biosel    Generator 
Lute    Oil   Coolers."    No   action   required. 

KEPPLGR.J.  0.  Region   3,    Chicago,    Office   of    the    Director.       79/09/36. 

Ip.  ' 

7910040059  Forwards    IE    Info   Notice   79-24,     "Froien   Lines."   No   action 
required. 

KEPPLER.J.O.  Region   3,    Chicago,    Office    of    the    Director.       79/09/27. 

Ip. 

7910170257  Forwards    IE    Info  Notice    79-25,     "lloactor   Trips    at  Turkey 
Point   Unit*   3  d  4.  "   No    action    required. 

KEPPLER.J.O.  Region   3,    Chicago,    Office    of    tha   Director.       79/1O/01. 

Ip. 

7910JB0630  Forwards    IE    Info  Notice    79-24,     "Overpressuriiation   of 
Containment    of   PWR   Plnnt   After   Haln   Steam  Line    Break."    No 
action   required. 
KEPPLER,  J.  0.  Region  3,    Chicago,    Office   of    the   Director.       79/10/01. 


7910350233  Forwards    IE   In»p   Repts    50-344/79-16   t   50-547/79-16   on 
79078S-37.  No  noncomp  1  ianca   noted. 
KEPPLEH.O.  0.  Region   3,    Chicago,    Office    of    the    Director.       79/10/OH. 


DOCKET  STN-90-347  MARBLE  HILL  NUCLEAR   STATION,    UNIT  2 

A.     Application/construction   stage    documents  it  corre  B  pond  en  CD 

7910030694  FOIA  request    for   all   repts   made   during   Apr, May    or  June    1979 
re    defects    in   concrete   at    facility. 
LAUD10.8.       Affiliation  Unknown.       79/07/03,       Ip. 

791005021B  Notification   of   790S15  meeting   w/util    in    Blen  Ellyn.IL   to 
discuss    status   of  upgrading    mgt   b  QA/QC   controls    at   site. 
KEPPLER.J.O.  Rqglon  3,    Chicago,    Office   of    the    Director.      79/OB/IO 

Ip. 

7910040421    Ack   receipt   of   790626  b  27    Itrs   requesting    suspension   or 
revocation   of  CP. Petition   granted   by    encl    IE   order 
•  impending   all    safety-related    const   activities.  Rights    for 
hearing  must   be    established, 
DENTON.FI.R.       Office   of  Nuclear  Reactor  Regulation.      79/08/13.      4pp. 

7910040345  Discusses   consequences    of   previously   roported   potentially 
peportable    incident  re    interaction   of  nonsafetg-grade   sya 
iii/steam  supply    equipment.  Final    rept   will    be   provided    pending 
further   investigation. 
SHIELDS.S,  H.      Public   Service   Co.     of    Indiana.     Inc.       79/09/27.      Spp. 


--7910B50237    IE   Insp    R.ptt    30-546/79-16  fc  30-547/79-16  on   790723-27.  No 
noncompl  lance,    noted.  Major   areas    inspected:  review   of  US 
tasting    lab    tt   field    tasting    procedures    for    QC   measures 
r»    t«*tino    of    concrete   !<  concrete   matls. 

HAYEBiD.  W.  Rfglon  3.    Chicago.    Off  lea    of    tho   Director.       79/09/17, 

Mjtp. 


7910160035  Notifies  that  mailings   to   svc   list  may   be  obtained   from 
Freg.Sastafrai   Audubon  8ocleti(    should  notify   NRC    of  Frey 
replacement. 
RUBENBTEIN.L.  S,  Light   Hater   Reactor*   Branch    4.      79/09/27.       4pp. 
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7910030699   Responds    to   F01A   reque 
Apr. May    or    June    1979   re    defects 
Forwards    documents. 
FELTON,  J.  M,  Division    of   Rules    and    Record 


for    any    tt    all    repts   made    during 
concrete    at   facility. 


7?10310SQO  Respond!    to   790904    Itr  requesting    info  re   concrete   placement 
activities.  Const    insp   program   includes   review  of    licensee   t, 
contractor    nonconf  ormance    repts.  NRC   mill    not    discontinue 
insps   tt    investigation}    of    facility    activities. 
KEPPLER,,;.  O.  Region    3.     Chicago,     Office    of    the   Director.        79/1O/O1. 


—  7910310303   Requests    NRC    response    to   Senate    Subcommittee    on    Nuclear 
Regulation   re    evidence    of   breakdown    In   cnnat    Buperviaion 
discovered    during    Ape     itisp.  Also    requests    response    under    oath 
re  NRC   aid    in  criminal    investigation    of   alleged   coverup. 
DATT1LD-T.  M.       Dattilo,     T.  M.        79/09/04.        2pp. 


0.     Ad  jud  icatorij   correspondence 


7910300154   Strongly    opposes    const    practices   &   mould    participate    in 
demonstration    to    halt    restart    of    canst. 
UEHER,G.       Affiliation   Unknown,       79/10/24.       lp. 


K.     General    correspondence 


7910110533   Responds    to    790427    request    that   NRC    pay     legal     foes    For 
representation   of    intervenor   Saluda   Township    in    proceedings, 
NRC   does   not    fund    parties    intervening    In   proceedings. 
Congress    is    reconsidering    decision    on    funding. 
FITZGERALD,  J.  A.        Office    of    the    General    Counsel.        79/07/11.         lp. 


Q       Inspection    reports,     IE    Bulletins 


:orrespondenc  a 


7910090200   Forwards    IE    Dulletin    79-21,     "Temp    Effects    on    Level 
Measurements.  "    Nn    action    required. 

KGPPLER,J.  G.  Region    3,     Chicago,     Office    of     the    Director.        79/08/13. 

IP- 


79092B0498  Forwards   petition  calling    for   revocation   of    facility   CP, 
RANDALL.  K.        Paddleuheel    Alliance.        79/09/24.        lp. 


— 7909S905CM  Petition   calling    for  revocation   of    facility    CP. 
«      Paddleuheol    Alliance,       79/09/24.       33pp. 


7910170053  Notice   of  appearance    nn   behalf   of   NRC. 

MUHRAV,  J.  F,         Rulemaking    &  Enforcement  Division.      79/10/01. 


79100S04S4   Forwards    IE    Info    No  t  Ic  e '79-20,     "NRC    Enf ore emont    Colicy     - 
NRC  Licensed    Individuals.  "   No   action   required. 

KEPPLER,  J.  ft.  Region    3.     Chicago,     Office    of    the    Director.        79/09/11. 

lp. 

79100S0499  Forwards    IE   Circular   79-17,     "Contact    Problem    in   80-13 
Switch 03    on   GE  Metalclad    Circuit   Breakers    "    No   action 
required 
KEPPLER,  J.  0.  Region   3,    Chicago,     Office    of    the    Director.       79/08/1-1. 


— 79I0170O59   Notice    of    appearance    of    behalf    of   NRC. 

LIEBERMAW,  J.          Rulemaking   t,   Enforcement    Division.        79/1O/Q4.        lp. 

— 79101700&1   Notice   of   appearance   on    behalf   of  NHC. Certi f icate   of  9vc 
end. 
BURNS,  S.  0.         Rulemaking   6  Enforcement   Division,      79/10/04.      2(ip. 

7910390441    Motion    to   donij    Sassafras   Audubon  Society   790901    &  Knob   t 
Valley   Auduban  Society    7909011   requests    for    hearing.  Nei  ther 
party    entitled    to   hearing   as   matter  of   right   on   director's 
order.  Discretionary   hearing   not   warranted 

MURRAY,  J.  P.  ,     BURNB.S.O.  Rulemakinq   I;   Enf orcerfient   Division. 

79/10/04.         lipp, 

— 7910250447  Responds    to   790615   order   confirming    suspension   of    const, 
NRC    should    assess   !(   publicly    address    civil    penalties    issue. 
Requests    participation    in  hearing   as    interested   state 
STEPHENS.!!.  F.       Kentucky.    State    of,        79/08/23.       2pp. 

—  7910250453   Responds    to    790815    order   confirming    suspension    of    const. 
Licensees    mil!    comply    w/Part    IV   of  order.  Parta    II   ti    III    are 
not   contested.  Licensees    do   not   request   hearing. 
SHIELDS,  S.  H.       Public    Service   Co.     of    Indiana,     Inc.        79/03/31.        2pp. 

— 7910250462   Requests    hearing    on    behalf    of   Sassafras   Audubon   Society    of 
Lawrence,  Green,  Monroe.  Drawn,  Morgan  t<  Ouion   Counties.  IN.  re 
790315   order   confirming    suspension   of   const. 
EYED,  J.  A.        Sassafras   Audubon    Society.        79/09 /IM.        16np. 

— 7910250469  Requests   hearing   on    behalf   nn  Knob   &  Valley   Audubon  Society 
of  Southern    IN  based    on    info    in   Save    the   Valley   motion    to 
reopen   safety    issues. 
MPUEER.Q.J.      Knob   (.  Valley   Audubon  Society.      79/09/01.       lp. 


7910030660  Forwards    IE    Insp   Flepts    90-546/79-14    !,   50-547/79-14    on 
7909! 3.  Wo    noncomp  1  iancc    noted. 

KEPPLERiJ.G.  Renlon   3,    Chicago,    Office    of    the    Director.       7'?/OB/a3. 

3pp. 

— 7910030679    IE    Insp    Repts    50-54A/79-14    t.    50-517/79--14    on    790013.  No 
noncomp 1  lance   noted.  Met    to    discuss    content    of   790S315    order 
conPirmlno    suspension    of    const. 

HAVES,  D.  W.  ,     WILLIAMS, C.  C.  ,     FIGRELL1.Q.  Region    3,     Chicago,     Office 

of    the    Director.        79/OB/22.        3pp. 

7910050500  Forwards    IE    Insp    Repts    50-546/79-13  &   50-547/79-13    on 
790B19-17. 

FIORELLIiQ,  Region   3,    Chicago,    Reactor    Construction   I,    hlnfl  Ine  ortna 

Support   Branch.       79/OH/29,       2pp. 

— 7910050506    IE    Insp    Ropts    50-546/79-13   b    50-517/79-13    on    790QlS-17,Nn 
noncomp 1 iance   noted. Major    areas    inspected : sorva! 1  lane o    of 
auiiliary    bldg.Unit    1    81  Unit    2   containments    fc    storage    areas. 
JQNES.C.E.,     HAWK1NB.F.C.  ,     WILLIAMS,  C.  C.  nogion3,     Chicago, 

Office    of    the   Director.       79/OB/24.       3pp. 

7910160324   Forwards    IE    Insp    Repts    50-34t>/79-l  5  &   fiO-547/79-1 5   on 
790BH1-24.NO    noncomp  1  lance    noted, 

FIORELLI.G.  Region    3.     Chicago,     fieactor    Construction    Si    E«g  Ineorinfl 

Support   Itranch.       79/09/06.       2pp. 

— 7910160332    IE    Inap    Ropts    50-546/79-15   !,    90-547/79-19    on    790B2I-24.MD 
noncomp 1  lance   noted.  Major    areas    inspected:  verifieatl on 
that   activities    in    progress    comply    ui/orifor    conPirming 
sutpnnslon    of    safety-related   area    const. 

SCHWEIBINZ.E.  H.  ,     WILLIAMS,  C.  C.  Region    3,     Chicago,     Reactor 

Construction   k  Engineering   Support    Dranch.       79/O9/06.       3pp. 


— 7910250474  Responds    in  opposition    to  Sassafras   Audubon   Society   hearino 
request,  Specif Ic    interest  has   not   been    identified   & 
necessity    for   public    hparinfl    has   not   been    demonstrated. 
EPA  790B20    final   decinian  ra   Environ   Defense  Fund   end. 
«     LoDneufi    Lamb,    Loiby    &  MacRae.      79/09/12.      35pp. 

7910230076  Ack    receipt   of   790904    Itr    requesting    that  matters   re   siting, 
emergency    planning   (<  need    for   pouer   be   considered    in 
conjunction  u/790629   petition. 
DEMTONiH,  R.       Office   of  Nuclear  Reactor  Regulation.      79/10/11.      4pp. 

7910240169   Responds    to    petition   an   behalf   of  Paddleuheel    Alliance 
requesting    suspension   or    revocation   of   CPs,  Petition 
considered   request   under    10CFR2.  206.  Forwards   director's 
decision    under    IOCFR3.  206. 
OENTON.H.R.        Office    Of   Nuclear    Reactor   Regulation.       79/10/11.        8pp. 

— 7910240177  Director's    decision    under    10CFR2.  206.  Denies   petition   due    to 
absence    of    factual    basis   supporting  Paddleiuheel   Alliance 
motion    to    suspend   or   revoke   CPs    or    to  rnopen   safety 
hearings.  LS  Rubenatein    790723   Itr   end. 
DENTON.H.H.       Office   of    Nuclear  Reactor  Regulation.      79/10/11.       3pp. 


791002021S  Forwards    IE    Info  Notice   79-20,  Revi si  on    1,     "NRC   Enf nrcomenb 
Policy   -  NRC   Licensed    Individuals, "    Notice   reissued    to 
correct  uiard    omission   tt   punctuation    error   which    changed 
intent   of    statement.  Changed    statement    underlined    in    teit. 
KEPPLEH.O.Q.  Renion   3,    Chicago,     Office    of    the    Director.       79/09/07. 

lp. 

7910030635  Responds    to    IE   Bulletin   79-15,     "Deep    Draft   Pump 
Deficiencies."    No   deep    draft   pumps    of    type    described    are 
used. 
SHIELDS, 8.  W.       Public    Service   Co.     of    Indiana,     Inc.       79/09/07.       lp. 

79100-10946  Responds    to    IE  Bulletin    79-03,     "Longitudinal   Wnld    Defects    In 
A5ME  BA-312  Type   304   Stainless   Steel    Pipe   Spools    Mfg    bu 
Youngsbown  Melding   h  Engineering    Co."   No   pipe    of    this 
description   used1   or   planned    for    use    in    safety    related    ays, 
SHIELDS,B.W.       Public   Service   Co.     op    Indiana,     Inc.       79/09/07.       lp. 

7910240199  Foruiards    IE    Insp   Repta    50-546/79-12   t.   50-547/79-12   on 
790807-10.  No    noneompl lance    noted. 

FIDRELtl.O,  Region    3,    Chicago,    Reactor   Construction   tt  Engineering 

Support   Branch.       79/09/11.       3pp. 


DOCKETED  ITEMS 


327 


—  7910S4O213    IE    Insp    Repts    50-546/79-12    !.    50-547/79-12    on    790B07-10.  No 
noticompl  iance    noted.  Major    areas     Lnspee  ted  :  Category     1    safety- 
relatod    structures    &    cessation    of    safety  -related    uo1*k    par 
atop    uior  I    order 

JONEB.C.E.,     WILLIAMS,  C.C.  Region    3-     Chicago,     Office    of    the 

Director,        79/09/10.        3pp 


7910030376   Forwards     IE   Circular    79-19,     "Loose    Locking    Devices    on 
Ing  arson-Hand    Impel  1  ers.  "    No    action    required. 

KEPPLER.  -J,  G.  Region    3.     Chicago.     Office    of    the    Director         79/09/13 

Ip. 


7710310520  Request   andl    info   re    involvement    of    Newberg    Const    Co, Sargent 
&   Lundg    fc   U9   Testing    in    conat    of    US   commercial    nuclear 
rent  tors. 
MDFFETT,  T.       House    of    Rep.,     Government    Operations.        79/09/19.        2pp. 

7710330225  Eiprosses    concern   re  mot  &  NfiC    supervision    of   const    of 
nuclear   reactor   at   Mad isonvi 1 le, IN.  Demands  NRC   ensure 
presence    of    moat    qualified    contractors    d    const   workers, that 
inspector   fae    on   site   (.  NftC    technicians   conduct  mostly    insos 
MAZZQLI.R,       House    of    Rep.        79/09/23,        2pp. 


7910110141    Forwards     IE   Circular    79-20,     "Failure    of    GTE    Sylvania    Relay. 
Type    PM    Bulletin    7305,  Catalog    5U12-11-AC    UJ/12O   Volt    at 
Coil."     No    action    required. 

HEPPLEH.J.Q.  Region    3,     Chicago,     Office    of    the    Director         79/09/21 

IP- 


7910310473   Responds    to   790BO1     1  tr    re   work    stoppage    at    fac  1 1  i  ty  .  Foruarili 
chronological    list    of    major    actions    taken.  Continuation    of 
const   under    licensee    current    organliation  !.   method    of 
operations    unacceptable. 
HENDRIE,  J.  M        Commission.        79/10/11         Bpp 


79100402S6   Forwards     IE    Info    Notice    79-23,     "Emergency    Diesel    Generator 
Lube    Oil    Coolers."    No    action    required. 

KEPPLER,  J.  0.  Region   3,    Chicago,     Dfflce    of    the    Director.       79/09/26 

Ip, 

79100-10059  Forwards    IE    Info  Notice    79-34,     "Froien   Lines.  "   No   action 
requ  1  red. 
KEPPLER. J.G.  Region    3,     Chlcaoo,     Office    of    the    Director.        79/09/27 

IP- 


DOCKET    90-549   GREENE   COUNTY   NUCLEAR   POWER    PLANT 
0.     Adjudicatory    correspondence 

7910260234  Forwards   revised    responses    to    intervunor  Friends   of    the 
Earth    790308    Itr    re    effect    of    WASH-1400    on   1=  I  B.  llevi  soil 
response  will    mention    that   application    for   CP    has   been 
int  thdrawn. 
FITZGERALD,  J.  A.        Office    of    the    Ganeral    Counael.        79/OB/Q9.        Ip. 


7910170257  Forwards    IE    Info  Notice   79-25,     "Reactor   Tripu   at   Turkey 
Point    Units    3  &   4.  "    No   action    requirnd. 

KEPPLER,  J.  0,  Region    3,     Chicago,     Office    of    tho    Director         79/10/01 

In. 

79101BOi,ao  Forwards    IE    Info  Notice   79-24,     "Overprcasuri nation   of 
Containment   of   PWR    Plant   After    Main   Steam  Line    Break.  "    Nil 
action    required. 

KEPPLEH.  J.  G.  Region   3,    Chicago,     Office    of    the    Director.       79/10/01, 

In. 


7910260239   Comments    that    FES    is    inadequate    re    economic    & 
radiob.iological    effects   of   Class   9  accident    on   surraundino 
area   I.  population.  Requests    auppl    to   FES   or    justification   for 
denial    of   request. 
PARNES.  M.        Friends    of    tho   Earth.        79/03/09.        j!pp 

— 7910260241   Forwards    four   draft   responses    to    Intervenes  Frienda    of    the 
Earth   790309    Itr    re    effect    of   WASH-1400  on   GIB. 
FITZGERALD.  J.  A.       Office   of    tho   Ooneral    Counsel.       79/07/16.       9pp. 


77102S0333   Forwards    IE    Insp    Repts    50-546/79-16    t,    170-347/79-16    on 
790725-37.  No    noncomp  1  lance    noted. 

KEPPLERh  J,  0.  Region   3,    Chicago,     Office    of    thu    Director        79/10/02 

Hpp. 


-7910260244   Responds    to    79030B    Itr    re    UASH-1400. Applt cation    for    CP 
<al  thdraum.  NHC  may    study    environ   const  deration*   of    Claaa   9 
accidents. 
DENTON.H.R.       Offlco    of    Nuclear    Reactor   Regulation.        79/09X13,        Hpp. 


—  7710B50337    IE    Insp    Repts    50-546/79-li   (,    50-547/79-16    on    790725-27.  No 
noncomplianco    noted.  Major    areas    inapec  tod  ;  review   of   UB 
testino    lab   &    field    testing    procedures    for    OC   measures 
re    testing    of    concrete   l<   concrete    matls. 
HAYES,  D.  M,  Region   3,    Chicago,     Office    of    the    Director.       79/09/17. 


79103104J1   Forwards   Revision   2    to    IE   Bulletin    79-13,     "Cracking    in 
Fee-dujator   Sys   Piping,"   No   action   required. 

KEPPLER,  J.G,  Renion   3,    Chicago,    Offlco    of    thu    Director.       79/10/19. 

Iji. 

B,     lieportablo    ocKurrences,    LEHs    tr   related    correnpondenc  a 

79100306H6  Ack    790S33    interim   rept    re    toncreto    surroundinn    fuel 
transfer    canal    sump. 

F10«eULI,G,  Reoion    3,     Chicago.     Reactor    Construction   S.   Engineering 

Support    Branch,       79/09/11.       Ip. 

7910030631    Ack    790830    interim   rept    re    prime    coating    on    polar    cranes. 
F10RELLI.G.  Region   3,    Chicago,     Reactor   Construction   5.  enoineerinn 

Support    Branch,       79/09/11.       Ip. 

791007QM3  Ack    receipt    of    790905    interim   rept    re   nonconf  arming    stud 
attachmonts    to   Class    1    embedments. 

F10RELL1.O.  Region   3,    Chicago,    Reactor   Construction  t<  Engineerino 

Support    Branch.       79/09/12.       Ip. 


-7910360246  Revises    draft   response    to    intervenes   Friends   of    the   Eai-th 
re    WASH-1400.  NRC   vieua    not    inflexible    re    poEsibility    of 
occurrence    of  Class   9  accident. 
KELLEY,  J.  L.      Office   of    tho   Gcnoral   Counsel,       77/04/25,       Ip. 


DOCKET   STN-50-5S3   PHIPP9   DEND   NUCLErtR   PLANT.     UNIT    1 

A.     Application/construction   stage   documents  !.   correspondence 

7910360412  Revises   response    to   noncomplianca    items    in    CE  Murphu,    790R31 
1  tr. 
MILLBrL.  M.       Tennessee   Valley   Authority.       79/08/34.       If. 

7910020573  Notification   of   79092S  meeting    w/utilo  t.  GE    in  Dothosda.MD 
to    discuuE   revieiu   schedule  t  approval    of    load    combinations 
in    licensing    review  of   BUR   plants. 
BOURNIA.A.  Light   Hater   Reactors   Branch   3.       79/09/1B.       7pp. 

7910330031  Requests   consultation   &  assistance    to    further   purposos    of 
1970  Endangered    Species   Act   amends.  Requests    inFo   bo 
forwarded   whether   any    plants   &  animals   arc    in    vlcinitg   of 
proposed    transmission    lines. 
SELL9j  D.  e.  Environmental   Projects   nranch    2.       79/10/05.       Ip. 

7910290234  Summary    of  790928  meeting   u/GE  re   schedule    For  reviewing    b 
approving    load    combinations    in    licensing    of   BUR   plants, 
BOURNIA.A.  Light   Water   Reactors   Branch   3.       79/10/11,       20pp. 


791023O37B   Ack    receipt   of   790927    interim  deficiency   rupt   re    interaction 
of   nc-nsafoty-grade    sys   u/steam    supply    enuipment,  Wil  1    review 
final    rept    upon    receipt. 

FIQRELLIrG.  Rogion   3,    Chicago,    Reactor   Construction   It   Enoineoring 

Support    Branch.       79/10/05.       Ip. 


7910240602  Responds    to   791005  request    for    info    ra   endangered    species    in 
vicinity    of   proposed    transmission    line   const. Info  will    be 
forwarded    after    rovlow  by   Ashovillo   area    ofc. 

BLACK.  K.  E,       Interior,  Dopt.  of,    Fish   fc  Wildlife    Oervico,       79/10/17 
Ip. 


7910240693    Interim   deficiency    rept    re    installation   of    concrete 
nipanaion   anchors    in   Safety    Category    1    concrete    for    support 
of    temporary   nonsaf ety-rolated    piping.  Instal  led    w/o   approval 
procedure.  Structural    integrity    will    be    investigated, 
BHIELDSrS.W,       Public    9ervlce    Co.     of    Indianor     Inc.       79/10/16, 


U.     Cansroasional/Eiecuti ve   Cor re  spend ence 


2pp. 


7910030718   Opposes    complete  work    stoppage   at    plant    const    site   due    to 
consBnuences   re    unemployment    ti    const    schedule.    , 
i  J.       House    of  Rep,       79/OB/01.       Ip. 


7910300155  Confirms   790924   telcon   re  add!    earlh    Faults    in  area    of  Unit 
1    pumping    station  &   forwards   detailed    description.  Three 
color   photographs    end. 
MILLBrL.M.       Tennessee   Valley   Authority.       79/10-/24.       3pp. 

0.     Inspection  reports.    IE  Bulletins   !•  correspondence 

7910130631    Discusses   790710  meeting    w/util    in  Knoiville,  TN  re 
activities   authorlied    for   all    TVA   facilities   under   const. 
MURPHY.C.E.  Region  2,    Atlanta,    Reactor   Construction  &  Ennineerina 

Support   Branch.       79/08/02.       2pp. 
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-- -7910150A40  Summary    of    IE   ingt    meetinii    ui/util    re   all    TVA    facilities    under 
const.  Major   areas    discussed ;  insp    &  enforcement,  change*    in 
imp    policy. flA/flC    ornflnlia t ion  « f  PectiveneSB. 

QDUGEiM.J.  Region   S,     Atlantaj     Office    at    the    Director.        79/09/01. 

3pp. 


— 79102BQ313    Responds    to    NRC    790913    Itr    ft    violation    notod    in    IE    Innp 
Rept    3O-S53/79-1E.  Corrective    act  ions:  coma  lute   rovleiu   !. 
approval    of   Oft  program   plan    for    preservice    insp    will    flu 
par  formed    bij    791102. 
MILLS,  L,M        Tennessee    valley    Authority.       79/09/21.       4pp. 


7910010010  Forwards    IE  Circular   79-1B,     "Proper    Installation  of   Target 
Rock   Haf eiy-Rellef   Valves."  Mo  action   required, 
O'HEILLY,  J.  P.  Rooion  a,    Atlanta.    Office   of    the    Director, 

79/09/10.        3pp. 


— 7910350522    Format-da    IE    Imp    Rept    30-5&3/79-12    on   790BO7-09   (<    notice    of 
violation. 

MURPHVjC.E.  Region   Hi     Atlanta,     Reactor    Conofcruction   fc 

Engineering    Support   Branch.       79/OS/31.       2pp. 


7910020314   Forwards    response    to    IE   Bulletin    79-15,     "Deep    Draft    Pump 
Deficiencies.  " 
M1LL3.L.  M.       Tennessee   Valleij    Authority.       79/O9/10.       7pp. 

791Q0302&1   Responds    to   IE  Bulletin  79-15,     "Deep    Draft  Pufflp 
Deficiencies.  "   Three   deep    dr.aft    pumps    -similar    to    those 
identified   are   planned    for   use    in    safety-related    stfs.  Pumps 
ant   iitt    tested, No   deficiencies    found    in   recont    insp, 
HILLB.L.  M.       Tennessee   Valley    Authority.       79/O9/1O.       7pp, 

7910240IJ20  Forwards    IE   Insp   Flepts   50-353/79-13   !<   50-551/79-12    on 
790B2?-3I.Mo  nancompl  lanes  noted, 

MURPHVi  C.  E.  R»glon    3,    Atlanlai     Reactor   Construction    &  Engineering 

Support   Drancb.       79/09/12.       2pp. 


— 7910250529    Notice    of    violation    from    itvsp    on    770(307-09. 

«  Region    2,    Atlanta.    Office    of    the  Director.       79/08/Sa.        lp. 

— 77IOS50536     IE    Insp    Rept    30-553/79-13    on   790B07-Q9.  Honcuinp  1  iance    noted: 
Insp    plan   uia»   not   approved, 

KLEINSDF!OE,H,  P.  ,     CROHLEY.  B.  R:  Region    2,     Atlanta,     Office    of    the 

Director.       IIERDT.A,  R.  Region    Si     Atlanta,    Reactor  Construction    & 

Engineering    Support   Branch.        79/03/2B.       ipp. 

7910250392  Ack    receipt   of    710334    Itr    informing    NRC   of    steps    taken    to 
correct   violations    noted    in    IE    Insp    Rapt*    50-353/79-03  t 
90-534/79-03. 

MU/lPHYr  C.  E.  Region    S.    Atlanta,     Reactor    Construction  It  Engineering 

Support   Branch.       79/10/16.        lp. 


— 7910K40323    IE    Imp    Hoptl    50-533/79-13   &   30-591/79-12    on,   790929-31 .  No 
noncompl  iance   no  tad.  Major    areas    inspec  tad :  uiald  ing 
activities. 

KLEINSDRCE,  H.  P.  Region   2,    Atlanta,    Office   of    the    Director. 

79/07/13.      1pp. 

791.0020593  Forwards    IE  Circular   79-19,     "Loose    LocUng   Devices    on 
IngBrsDll-Rand  Pump    IrapellETi,  "   No    action   required. 
a'REltLY,  J.  P,  Region   2,     Atlanta,     Office    of    the    Director. 

79/09/13.        lp. 

771O11027Q  Forward!    IE  Info  Notice  79-2B,     "Qualification    of  Control 
Sy«.  "   No  action    required. 

Q'REILLV.  J.  P.  Ragion  3i    Atlanta,    Office    of   the    Director, 

79/09/11.       lp. 

7910030427  Ack   receipt  of   790911    Itr    Informing    NRC    nf   steps    taken    to 
correct   violations   noted    in    IE    Imp   Repts    SO.-553/79-11    t- 
50-S54/79-11. 

HUHPHY.C.E.  Region   HP     Atlanta,    Reactor    Construction  ti  Engineering 

Support  Branch.       79/09/19.       lp. 

— 791005043A   Responds    to    NRC  790B17    Itv    re   violations   noted    in    IE    tn=ji 
Rtpts    50-333/79-11   &   50-554/79-1 1.  Corrective    action*: 
puncturad   b  u>t    cadu«ld    cartridge  uj»  removed    from  unit 
reactor  &  disposed   of, 
MlLLS.L.rt.      T-enn8SSfl«   Vfllleij   Autharitu.       79/09/11.       3pp, 

— 7910050442  Foruarda    IE    Insp    Repts    3Q-S53/79-U    (.   50-554/79-11    nn 
790731-0303  &  notice    nf  violation. 

MURPHy, C.E,  Hegion   2j    Atlanta,    Rtractor   Construction   tc 

Engineering   Support   Branch.       79/08/17.       2pp. 


— 7910050446  Notice    of  violation   from   inftp    on    79073'l -OEM, 

*          Rejion  S.    Atlanta^    Office   of    lJi»   Director,       79/03/17. 


lp. 


--  791Q0304B3    IE   Insp   Repts    50-553/79-IJ    t<  50-931/77-11    on   790731-0903. 
Noncamp  1  ianco   noted  :  improper   hamHing    t   -stlirane    af   caduield 
matl*. 

(JRIOHT.F.H.  Region.  Br    Atlanta,    Office    of    the   Director. 

CANTRELL.F.  S.  Regions,    Atlanta,    Reactor  Construction  fe 

EnsinBBPinB  Support   Branch.       79/OB/17.       7pp. 

7910040165  Forwards    IE   Info  Notice   79-23.     "Efliergencu  Die  it  el    Qanerator 
Lube   Oil   Cooler).  "   No    action    required. 

O'REILLY.  J.  P.  Regions.    Atlanta,    Office    of    the    Director. 

79/09/26.      app. 

7710190283  Forwards-   IE  Bulletin  79-24,.     "Frozen  Lima."   Ha   action 


B.    Reportable    occurrences,     LEFts    t<  related    correspondence 

7910100120  Forujirdt    interim  ropt    on    unacceptable    bending    of    uie-lded 
»tud   anchors    on   Embedded    plolas.  Cauaed    bij    const    forces   not 
fallowing    design   drauii  ngs.  TBS  ting    program  being    initiated 
to   determine    effects    of    bending. 
MILLS,  L.  M.       Tennessee    valley   Authority.       79/10/01.       2pp. 

7910100133  Foruiards    interim   rHpt    on    faulty    melding    by    Laiaslde   Bridge    fe 
Steel    on    dryvuall    vent    structure  t   reactor    pressure   veasel 
pedattal.  Caused   t"j    unacceptable   uiork    b   copper    containment. 
Defective    buttering    &    pedestal    cracking   >uill    be   repaired. 
MILLS,  L.  M.       Tennessee    Valley    Authority.       79/10/01.       5pp. 

7910190431    Foru-ardt    final    deficiency    r-ept  re    faulty    molding    by   Lakeside 
Bridge    b  Steel    on    irywell    vent    structure   (.   reactor   pressure 
vessel    pedeet-al, 
HILLB,L.  H.       Tennessee    valley    Autho-ritu.       79/10/01.        lp. 

— 791019043B    Final    deflciencij    rept   re    faulty   ueldin<|   by    Lakeside   Bridge 
tc  Bteel    on    dryuiell    itructure    tt   r-eactor    prossurs    vesael 
pedaital.  Causeil    hy    unacceptable    uiork    as    result   of 
insufficient    nondestructive    a  urn, 
«      TinneftEEB    I/a  1  ley    Authority.       79/10/01.        4pp. 


7910190493   Forwards    interim   deficiency    rept. 

MILLB.L.M.       Tennessee    Valley    Authority.       79/10/01. 


lp. 


O'REILLY.  J,  P. 
79/47/S7.      ap 


Region  3,    Atlanta,    Office    of   Ue  Director, 


— 7910190S01    Interim   deficiency    rept   ro    unacceptblo    bending    of  welded 
anchor    studs    an    embedded    p  la te-s.  Another   rept   will    bo 
Forwarded   by   B00601. 
»      Tennessee    Valley    Authority.       79/10/O1,        lp. 

79101BQ443  Faruiards    final    deficloncy-    rept   ra    Invalid    heat   tr»atmant    af 
reactor   prassure   VBSIB!    pedestal    studs. 
MILL8iL.il.       Tennessee    Valley    Authority,       77/10/11.       lp. 

— 79101B0453   Final    defiilency    rept    re    invalid    heat    treatment   of   reactor 
pressure    vessel    pedestal    studs.  Stud*    fabricated    by    Ac i met 
Mfg    Co    in    lots    exceeding    ABME  requirement*.  Caused    by    error 
on    purchase    order    In    specs    for   heat    treated    mat  I. 
«      Tennessee    Valley    Authority.       79/10/11,       2pp. 


DOCKET   BTN-50-554  PHIPPS    DEND  NUCLEAR   PLANT.    UNIT  2 

A.    Application/construction    staga  documents   &    correspondence 

79102&041S  Revises    rnBponae    to    nancompl ianco    itnms    In   CE  Murphy    790931 
Itr. 
MILLB.L.  M.       Tennessee    Vail  ay    Authority.      77/OS/S4.        lp. 


7?101702Hi  Forui*ril»   IE    Infn  Notice   79-SS,     "Reactor    Trips   at   Turkey 
Point  Units   3  &   4."   No    action,  required. 

O'HEILLY,  J.  P,          Ragion  2.    Atlanta   Off  it*   at   the  Director. 
79/10/01.       2pp. 


79100SOS73  Notification    of    79O928  meeting   u/utllB  tc   QE   in  B«thesda,HD 
to   discuss    revi*u    schedule   Ic   approval    of    lead    conblnatlonB 
In    licensing    review   of    BUR    plants. 

BOURN! A. A,  Light  Water   Rn actor*    Drench    3.       79/09/1B.       7pp. 


791029049Q  Ack   receipt  flf   ; 90 924    Itr    informing   NRC    of    steei    talen   to 

eoi-reefc  violations  noted    in    IE    Insp   Rept    SO-3S3/79-1B. 

HUHPHV-C.E.  Region   S.    Atlanta,    R«»ctor    Construction   d  Englneerlns 

Bupjort  Branch.       79/10/14.       lp. 


7910S3O054  fiatiti*»tt    consultation   ti   amiatance    to   further   purpotes    of 
197B   Endangered  Species   Act   amends.  Raquests    Info   bi 
faruMrded    ufinthsT   any    plant*    <i   animals    are    in   vicinity   of 
proposed    transmission    lines. 
SELLS,  D.E.  Environmental    Projects   Branch    8.      79/1O/OS.       Jp. 
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7910390234  Summarij    of   790938   meeting    iu/GE   re    schedule    for   revieuing   !, 
approvino    load    combinations    in    licensing    of    UWR   plants. 
BOUflNIA.A.  Light    Water    Reactors    Branch    3.        79/10/11.        20pp. 

7910340602  Responds    to   791005   request    for    info   ru    endangered    species    in 
vicinity    of    proposed    transmission    line    const.  Info   uill    be 
forwarded    after    rovieu   by    Anheville   area    ofc. 

BLACK.K.E.       Interior.  Dept,  of,    Fish    t>   Wildlife   Service.       79/10/17 
Ip. 

7910300133  Confirms   790991    telcon   ra   addl    earth    faults    in   area   of   Unit 
1    pumping    station   t.    forwards    detailed    description. Throe 
color    photographs   oncl. 
MILLS,  L.  M.        Tennessee    Valley    Authority.        79/10/24.        3pp. 

fl.      Inspection   reports,     IE   Bulletins    b    correspondence 

791Q1S0631    DiscusBBs    790710  meeting    u)/util    in   Kno>ville.TN  re 
activities   authoriied    by    all    TVA    facilities    under    cnnnt. 
MUfiPHY.C.E.  Regions,    Atlanta,    Reactor   Construction  t  Engineering 

Support   Branch,       79/08/03.       2pp. 


--79100SQ433    IE    Imp   Rafts    30-553/79-11    (.   50-334/79-11    on    7?O731~OB03. 
Noncomplianco    noted:  improper   handling  !,    storage    of    caduo<ld 
matll. 

WRIGHT, R.W,  Region   3,    Atlanta,    Office-    of    the   Director. 

CANTREUL.F.  B.  Region  2,    Atlanta,    Reactor  Construction   tc 

Engineering   Support   Branch,       79/00/17,       7pp. 

7910040195  Forwards    IE    Info  Notice  79-23,     "Emergertcg   Diesel    Generator 
Lube   Dil   Coolers."   No   action   required. 

O'REILLV.  J.  P.  Region  2,    Atlanta,    Offlc*    of    the    Dlraetnr. 

79/09/2i.       2pp. 

7910I902B3   Forwards    IE    Bulletin    79-24.     "Froion   Lines."    No   action 
required. 

O'REILLY,  J.P,  Region   5,    Atlanta,    Office    of    the   Director. 

79/09/27.       2pp. 


actor    Trips    at    Turkey 


7910170226  Forwards  IE  Info  Notice  79-25, 
Point  Units  3  &  4,  "  No  action  required. 
O'REILLY,  J,  P.  Region  2,  Atlanta,  Offico  of  the  Director, 

79/10/01,        2pp. 


— 7910190MB  Summary    of    IE   mgt   meeting    w/util    re   all    TVA   facilitiea   under 
const.  Major   oreas    discussed:  Inap    fc   enforcement,  changes    in 
Insp    policy, QA/QC    organization    of f actl venesu, 

GOUGE, M.J.  Region   2,    Atlanta,     Office   of    the    Director,       79/OB/Oi 

3pp. 


7910170735  Forwards    IE    Info  Notice   79-24,     "Overpres  auri  latlon   of 
Containment   of  PWH  Plant   After  Main   Steam  Line   Braalc.  "    No 
action  required. 

O'REILLY,  J. P.  Region  2,    Atlanta,    Office    of    the    Director. 

79/10/01,       3pp. 


791001OQ10  Fnruarila    IE  Circular   79-18,     "Proper    Installation   of   Target 
Rock    Safety-Relief   Valves,"    No   action    required. 
O'REILUY,  J.  P.  Region    3,     Atlanta.     Office    of    the    Director, 

79/O9/10.        3pp. 


7910280992  Ac  It   receipt   of   790824    1  tr    informiri)  MRC    of   stops    taken    to 
correct   violations   noted    in    IE   Insp   Repts    50-553/79-03    b 
30-554/79-05. 

MURPHY,  C.  E.  Region  2,    Atlanta,    Reactor    Construction,  &   Engineering 

Support   Branch.       77/10/16,       Ip. 


7910020814   Forwards    response    to    IE  Bulletin   79-19,     "Deep    Draft   Pump 
Deficiencies.  " 
MILLS.  L.  M,       Tennessee    Valley    Authority.       79/09/10.       7pp. 

7910030231    Responds    to    IE  Bulletin   79-19,     "Deep    flraft   Pump 
Do Fie iencles.  "   Throe    deep    draft    pumps    similar    to    those 
identified    are    planned    for    use    in    safety-related    aya. Pumps 
not    yet    tested.  No   deficiancios    found    in   recent    insp, 
MILLB.L.M.       Tennessee   Valley    Authority.       79/09/10.       7pp, 

79103<1O320  Forwards    IE    Insp    Repts    90-533/79-13   b   SO-5S4/79-12   on 
790EJ29-31.  No    noncompl  ianc  e    noted. 

MURPHY,  C.  E.  Roglon   S,    Atlanta.    Reactor   Construction   b  Engineering 

Support   Branch.       79/09/12.       3pp. 

—7910340323    IE    Insp    Ropts    SO-5S3/79-13   &    90-554/79-13    on   79QB29-31.ND 
noncompl ianco    noted. Major    areas    inspected: melding 
activities. 

KLEINSDnOE,  W.  p.  Region   2,     Atlanta,    Office    of    the   Director. 

79/09/IE.       4(ip. 

79100S0993  Forwards    IE  Circular   79-19,     "Loose   Locking   Devices   on 
Ingarsol  1-Rand    Pump    Impellers."   No   action   reo,uired. 
Q'HEILLY,  J.  P,  Region  2i    Atlanta,    Office    of    the    Director. 

79/09/13.       Ip. 

7910110270  Forwards    IE    Info   Notice    79-22,     "Qualification   of   Control 
By*,  ."    No   action    required, 

O'REILLV,  J,  P.  Region   2,    Atlanta,    Office    of    tlie   Director. 

79/09/14.       Ip. 

791O03Q427  Ack    receipt   of   790911    Itr    informing   NRC   of    stops    taken   to 
corrnct  violations    noted    in    IE    Insn   fiepta    50-853/79-11    (. 
BO-534/79-11. 

MUJIPHY.C.E.  Region   2.     Atlanta,    Reactor   Construction  &  Engineering 

Support   Branch.       79/09/19.       Ip. 

— 79100S0436  Responds    to   NRC   790B17    Itr    re   vlolatlona   noted    in    IE    Insp 
Rtpts    90-333/79-11    h   30-581/79-1 1. Correc tive   actions: 
punctured   b  uiot   cadweld    cartridge  was   removed    from  unit 
re-actor   b   disposed    of. 
HIU_BiL.M,       Tennessee   Valley    Authority,       79/09/11.       Spp. 

— 7910030442  Forwards    IE    Insp    Repts    30-533/79-11    b   30-554/79-11    on 
79O731-OB03  b  notice   of    violation. 

MIPRPHY.C.  E.  RBgion'2,    Atlanta,    Reactor    Construction  & 

Enulnaering    Support   Branch.       79/08/17,       Spp. 

— 7910050446  Notice,    of  violation    from   Insp    on  790731-OQ03. 

*  Region  S.    Atlanta,    Office    of    the   Director.       79/08/17.       Ip. 


S.     Heportablo   occurrences,    LERs   5  related    torreapo-nd  enc  e 

7910100120  Forwards    Interim  rept   on   unacceptable   bending    op    uclded 
stud   anchors    on   embedded    p  lates.  Caused    by    const    force-e    not 
folloulng    Design    drawings,  resting    program   being    initiated 
to   determine    effects    of   bending. 
MILLS.  L,  M.       Tennessee  Valley   Authority.       79/10/01,       Spp, 

7910100133  Forwards    interim  rept   on    faulty   welding    by   Lakeside   Bridge    6 
Bteel    on    dryuiall    vent    structure  !<  reactor    pressure   vessel 
pedestal.  Caused    by   unacceptable  work   ft  capper   containment. 
Defective   buttering  Si  pedestal    cracking   uill   be  repaired. 
MILLS,  L,  M.       Tennessee   Valley   Authority.      79/10/0.1.       Spy. 

7910190431    Forwards    final    deficiency   rept   re    faulty    welding    by   Lakeside 
Bridge  d  Steel    on   ilryuell    vent    structure   &   reactor    pressure 
vessel    pedestal, 
MILLS,  L.  M.       Tennessee  Valley    Authority.       79/10/01.       Ip, 

— 7910190438  Final    deficiency   ropt  re    faulty    ueldin-g    by   LafcoGiiin    Bridge 
d  Steel    on    dryiuell    structure  &  reactor   proasuro    vessel 
pedestal.  Caused    by    unacceptable   uiorlt   ag    result   of 
Insufficient   nnndestruc tiue    eiam. 

•  Tennessee  Valley   Authority.       79/10/01.       4pp. 

7910190493  Foruards    interim  deficiency    rept. 

MILLS, L,  M.       Tennessee  Valley   Authority.      79/10/01.       Ip. 

— 7910190301    Interim   deficiency    rept  ro   unaccaptble    bending    of   molded 
anchor    studs   on   embedded    plates.  Another   rept  mill    be 
forwarded    by  600401. 
»      Tennessee  Valley   Authority.       79/10/01.       Ip. 

79101B0443  Forwards    final    deficiency   rept  re    invalid    heat    treatment    of 
r (act or   pressure   vessel    pedestal    studs. 
MILLS,  L,  M.       Tennessee   Vallny   Authority.       79/10/11.       Ip. 

— 79101B04B3  Final    deficiency    rept   ra    Invalid    heat    treatment    of    rune  tor 
pressure  vessel    padestal    studs.  Studs    fabricnted    by  Acimet 
Mfg   Co    in    lots    exceeding   A  SHE  requirement!.  Caused    bg    error 
on   purchase   order    in   specs    for   heat    treated   matl. 

*  Tunnessee  Valley   Authority.      79/10/11.       Spp. 


DOCKET   90-395  TRIGA  MARK   II! 

Q.     Inspection  reports,     IE  Bulletins   b  correipundenc* 

7910170739  Forwards    IE    Info  Notice   79-24i     "OverpreBstirliBtlon   of 
Containment   of  PHR  Plant   After  Main  Steam  Line   Broak. "   No 
action  required. 

O'REILLY, J.P.  Region  2,    Atlanta,    Offico    of    the    Director. 

79/10/01.      3pp. 


DOCKETED  ITEMS 


DOCKET  STN-50-556  BLACK  FOX  STATION,  UNIT  1 

A.  Application/construction  stage  documents  &  correspondence 

7910230473  Responds  to  791010  Itr  re  NRC  position  re  status  of  TMI 
review  efforts  ta  pending  CP  applications.  Commitments  to 
NUREG-0578  will  be  documented  by  amend  to  PEAR  prior  to 
reopening  of  hearings  an  radiological  health  i  safety. 
EUINO,  T.  H,   Public  Service  Co.  of  Oklahoma.   79/10/12.   3pp. 

7910340397  Updates  6  confirms  conversations  re  eicavation  of  Unit  2, 
Mass  fill  of  lean  concrete  uill  be  required  to  bring  entire 
eicavation  up  to  design  base  foundation  elevation.  Analyses 
ulll  bo  provided  for  NRC  prior  to  taking  action. 
EHINQ.T.N.   Public  Service  Co.  of  Oklahoma.   79/10/19.   3pp. 


0,  Adjudicate 


7910050645  Foruiards  util  790727  Itr  to  3A  Varga  per  full  disclosure 
stds  of  ALAB-143.W/0  end. 
CALLQ,  J.   Isham.  Lincoln  t  Beale.   79/07/31.   2pp. 


79I026021S  Response  liy  intervenes  to  util  790811  request  for  hearing 
b  motion  establish  hearing  schedul e.  Hear  ings  should  be  held 
after  study  of  TMI  rapts. Operating  data  should  be  available 
Certificate  of  Svc  encl. 

FARRI9,  J.  R.   Feldman,  Hall,  Franden,  Hoed  S.  Wooduard.   79/OB/27. 
Bpp. 

7910050669  Order  granting  NRC  request  for  extension  until  79090i  to 
file  response  ta  util  790S1 1  request  for  hearing. 
WOLFE,  S,  J,   Atomic  Safety  and  Licensing  Board  Panel.   79/OB/2B,   lp, 

7910150662  Request  for  extension  until  790917  to  Hie  responso  to  util 
request  for  hearing  ti  motion  to  establish  hearing  schedule 
an  effects  of  TMI  accident  on  fac i 1 i ty.  Certificate  of  Svc 
enc  1. 
DAVIS,  L.  D.     Branch  4.   79/09/04.   flpp. 

7910050690  Notice  of  util  790905  request  for  ASLB  action  fc  guidance  in 
proceeding.  Requests  adoption  of  HR  Denton  790020 
recommendation  that  licensing  action  resume. NRC  should 
direct  A3LD  to  grant  util  motion  for  further  hearlno;s. 
GAULO,  J.   Isham,  Lincoln  t.  Beale.   79/09/05.   3pp. 


7910Q30632  Responds  to  790419  tt  0726  Itrs.  Counsel  for  util  invited  MHB 
Technical  Associates  to  discuss  deposition  fees  ui/util 
manager  of  licensing. 
WOLFE,  3.  J.   Atomic  Safety  and  Licensing  Board  Panel.   79/OB/01.   lp. 

7910050090  Responds  to  J  Farris  790716  Itr  re  Black  {,  Vealch  OA  program 
on  structure  of  organi jation.  NRC  testimony  on  intervenor  OA 
contention  t>  Questions  1O-1  through  10-4  is  not  affected  by 
NRC  revleu  of  OA  program. 
OALLO.J.   Isham,  Lincoln  !<  Beale.   79/O9/03.   3pp. 

—7910050096  Foruards  revised  BVTR-1-0,  "QA  Program  Description." 
Responses  to  790430  raquest  for  clarification  encl. 
BLAISDELL.R.  E.   Black  i  Veatch.   79/O7/03.   36pp. 


—7910050097  Revised  BVTR-l-O.  "OA  Progr 
«  Black  ',  veatch.   79/07/02.  •  73pp. 


Description.  " 


7910050739  Petitions  for  limited  appearance  to  be  made  during 
re-opening  of  hearings.  Requests  disclosure  of  Reed  rept  t, 
demands  open  hearing  sessions.  Support  ing  info  re  decisions 
on  re-opening  of  hearings  requested. 
HASLOM.E.D.   Sunbelt  Alliance,  Oklahoma  City.   79/08/06.   lp. 

7910030B11  Notice  of  appearance  of  LA  Uilson-Zalko  on  behalf  of 
State  of  OK.  Certificate  of  Svc  encl 
UILSQN-ZALKO.L.   Oklahoma.  State  of.   79/OB/1O.   3pp. 

7910030549  Discusses  applicant  desire  to  reopen  hearing  record  to 
eiplore  aspects  of  Tfl!  pertinent  to  proceedings.  Intervenors 
t  Atto  Genera)  for  State  of  CK  are  unwilling  to  go  forward 
u/o  recommendations  of  President's  Commission  on  TMI. 
OALLO.J.   Isham,  Lincoln  !c  Beale.   79/OB/ll.   3pp. 

—7910030554  Raquests  that  ASLB  deny  State  of  OK  790419  notion  for 
indefinite  stag.  Seeks  reopening  of  hearings  to  eiplore 
aspects  of  TMI  pertinent  to  proceedings.  ABLE  should  reopen 
record  fc  establish  hearing  schedule. 

°rCD-  of  0klahomH 


-7910030559  Discusses  util  intent  re  SEfl  suppl.Util  analysis  of 
accidents  1  anticipated  operational,  occurences  uill  use  Red 
Oulde  1.70.Hevision  2.  TMI-related  commitments  uill  be 
included  in  F9AR.  Certificate  of  Svc  enc  1 
EWINO.T.N.   Punlic  Service  Co.  of  Oklahoma.   79/oa/OB.   4pp. 


7910090357  Discusses  util  790905  motion  for  Commission  action  ra 
nuclear  licensing  moratorium.  Motion  is  procedural  ly  unique. 
Requests  ALSO  order  giving  NRC  20  days  &  all  other  pnrtles 
15  days  to  respond.  Certi  ficate  of  Svc  and. 
QALLQ,  J.   Isham,  Lincoln  &  Beale.   79/O9/11.   5pp. 

7910090167  Responds  to  790806  Itr  to  8  Wolfe  re  reopening  of  limited 
appearances,  public  disclosure  of  Reed  rept  fc  reopsnlnn,  of 
hearing.  No  decisions  have  been  made  as  to  whether  hearings 
mill  be  reopened, 

ENQELHARDT,  T.  F.   Office  of  the  Eiccutlve  Legal  Director.   79/09/13 
2pp. 

—  7910090171  Petitions  ASLD  to  grant  limited  appearanc  en,  to  order  public 
disclosure  of  Reed  rept  &  open  hearings  to  public. 
BARLOW.E.D,   Sunbelt  Alliance,  Oklahoma  City.   79/OH/06.   lp. 

7910050736  Order  granting  NRC  790904  request  for  extension  until 
790917  to  respond  to  util  790Q11  request  for  hearing  & 
motion  to  establish  hearing  schedule. 
WOLFE,  S,  J,   Atomic  Safety  and  Licensing  Board  Panel.   79/09/17.   In. 

7910160045  Requests  'that  ABLB  nrant  extension  until  791007  for  NRC  to 
respond  to  util  790811  request  for  hearing  &  motion  to 
establish  hearing  schedule  re  effect  of  TMI  on  proposed 
facility.  Certificate  of  Svc  encl. 
DAVIS.L.D.     Branch  4.   79/09/17.   1pp. 

79:10220293  Responds  to  790716  comments  re  Black  !<  Veatch.  Potential 
deficiencies  in  program  have  minimal  bearing  on  facility. 
Matl  has  not  been  served  on  ASLD  d  parties. 
DAVIS.L.D,     Branch  4.   79/09/lfl.   2pp. 

7910190314  Order  granting  NRC  790917  motion  fop  »>t.n.sion  util  791007 
to  respond  to  applicant  790B11  raqunst  for  haaring  h  motion 
to  establish  hearing  schedule.  Good  cause  for  exUnllon  has 
been  a  noun. 
WOLFE.B.J.   Atomic  Safety  and  Licensing  Board  Panel.   79/09/81.   4pp. 


H. 


General  correspondence 


im  Stflton"mt  of  P"»««  &  Procedure  re  neu  CPs.LHAs  or 
r  Po^r  reactors,  in  light  of  TM1-2  aceldsnt. 
Docketing  fc  Services  Branch.   79/10/04.   3pp. 


oui7n2nSS   a  *SLB  9"nt  B"t"s"'n  "»"1  750907  for  r.ipon. 
to  util  790B11  request  for  hearing.  State  of  OK  t,  intervenors 
do  not  object  to  motion.  Certificate  of  Bvc  encl 
DAVIS.L.D,     Branch  4.   79/OB/H4.   3pp. 

7910090143  Foruards  intervenor  State  of  OK  790927  response  to  util 

c  S'  £?*'  &  "Si1?"  t0  eat»bHBh  hwlni  schedule. 
S.C.  S.   Oklahoma,  State  of.   79/OB/S7.   lp. 


r*   ;"«,*£  5ub(BiUEd  *«  Intervenor  State  of  OK  to  util  790911 
request  that  ASLB  reopen  record  for  hearings.  Public  interest 
requires  reopening  record  for  litigation  of  TMI-relat.J 
^™o'2Upp0rtinH  rt^  "Dentation  &  Certificate  of  Bvc  «ncl 
ROGERB.C.S.,  THDMAS.J.O.   Oklahoma,  State  of.   79/08/W.   IBpp. 


t  "Hng  u/util  |n  Knqxvllle.TN 

fluth"1"d  "Jl  ""  TVA  f.cilltu.  under  const 


De?ic?encresW"rdS  r"pon"  to  I£  =""«tln  79-13,  «DOHp  Draft  Pump 
MILLS.L.M.   Tennessee  Valley  Authority.   79/09/tO.   7pp. 


BTN-50-957  BLACK  FOX  STATION,  UNIT  E 

11  BtflD  "«=««"i*« 


™ 

S»  "  "  ;  ;  r"'r™'":!-!';""''"'""  GS," 

EWINQ.T.N,   Public  Service  Co.  of  Oklahoma.   79/10/12:   3pp. 


DOCKETED  ITEMS 


79IOS4O39-7    Updates   t  confirms    conversations   re   cicavation    at   Unit  a 
Ham    fill    of    lean    concrete  mill    bo   required    to   bring    entire 
•acavation    up    to    dnslgn   base    foundation   elevation.  Analyses 
ulll    be    provided    for    NF1C   prior    to    taliinn   action 
EHINQ.  T.  H.        Public    Service    CD.     of    Oklahoma.        79/10/19.        3pp. 


7910130662   Bequest    for    ertenslnn    until    7=70917   to    file    response    to    util 
request    for    hearing    &   motion    to    establish   hearing   schedule 
on    effects    of   TMI    accitfecit    on     Fad  1  ity,.  Certificate    of    Svc 
one  1 . 
DAVIS,  L.  D,  Branch    4,        79/09/04.        4pp 


O.     Ad jud 1  eatery    correspondence 


79(0050645    Forwards    utll    790727    Itr     to    3A   Varoa    per    full    disclosure 
stris    af    ALAB-143  W/o    end. 
QALLOrJ.          loham,     Lincoln   *   uBalo         79/07/31,        3pp. 

7910050632    Responds    to    790619   «,   072ft    Itrs,  Counsel    for    util     invited    MHQ 
Technical    Associates    to    discuss    deposition    fees   u/util 
manager    of    licensing. 
HOLFEi  S,  J.       Atonic    Safety    and   Licensing    Board    Panel.       79/09/O1        lp 

79100S0090    Responds    to    J  Farris   790716    Itr   ro   Black    5,  veatch   GA   program 
on    •structure   of    nrganiifltlon,  NflC    testimony    on    intsrvenpr  QA 
contention    &   Questions    10-1     through    10-4    in    not    affected    by 
HRC   rovteu    of   QA   prog-ram, 
QALLOi  J.         I  ah  am,     Lincoln    ti    Deals.        79/QO/O3.        3pp. 

—  79I005O096  Forioards    rBvisud    BVTR-1-0!     "GA  Program  Description    " 

Reaponsoa    to  79043O  request    for    clarification    end, 
DLAIBDELL.  Ft.E.       Black    t,   Voflteh,       7V/07/02.       36pp, 

—  79I003OQ«?7    Revised    BVTR-l-0,     "QA  Program  Duscript  ion.  " 

»      Black    &  Veatch,       79/07/OS.       70pp. 

7910QS07S7   Petitions    For    limited   appearanco    to   be  made    during 
re-opening    of    hearings,  Fleo.uenta    dlsclDsuro    of   Hoed   rept   & 
d(nnaniJ»    open   hearing    sessions.  Gupporlinfl    info   re    decisions 
on  re-opuining    Df    hearings    requested, 
BnHLOH,  E.  D.       Sunbelt    Alliance,    Oklahoma   City.       79/OB/06.       lp. 

791O030H1I    Notice    of   appearance    of   LA  Wl  1  aon-Za  1  ko   on   behalf    of 
Bta  to    of    OK.  Certificate    oP   Svc    oncl 
WILBQN-ZALKO.  L.       Oklahoma.     State    of.       79/00/10.       Gjip, 

7910030549    Discusses   applicant    desire    to    roupaii   hearing    record    to 
elplDre    aspects    of   TMI    pertinent    to    proceed  inga,  Intervonors 
&   Attt|    General    for   State    of   OK   are    unwilling    to    go    Foruard 
u/o   recommendations    of   Prosldent'n   Commiasion   on   1MI. 
OALLDi  J,         Isham,    Lincoln   tt  lloolo.       79/OQ/ll.       3pp. 

—7910030394   Requests    tliot   ABLH    denij   Btato    of   OH  790419  motion    for 
indefinite    stay.  Seeks    reopening    of   lionrlngo    to    ejplore 
anpecti    of    TMI    pertinent    to    proceedings.  ADLB    should    reopen 
racoril    *c   establish    hearing    schedule, 

QftLLOi  J.        Public   BurviCD    Co,     of    Oklahoma,       OALLO.  J,       Isham,    Lincoln 
•!<   Pealu.       79/oa/Ii.       Hpp. 

™  7910030SS7   Uiicusaes    util    intent    i-o   BED    suppl.Util    onalysia    of 
accidents    !*  antlcipnlcd    aperdtional    occurencDs   ulll    use  Reg 
Oulde     1.  70,RovUion    a,  TMI-rolaUd    commitments   ulll    ho 
included    in  FQrtFi.  Corti  f  (cot  o    of    five    end. 
EMINQ.  T.  N.       Public   Service  Co.     o.f   Oklahoma.       79/Oa/OQ.       -Vpp, 

79l0110fl2a    Roquests    tliat   rtSLB   grant    ontonBian   until    790907    COT   response 
to    utll    770811    request    for    hoar  Infl,  State    of   OH  d    intorvenors 
da  not    abject    to   motion,  Certi  flcato    of   live    Bncl. 
DAVIS,  U.  D.  Branch   1.       79/00/Sfl,       3pp, 

79I009O143   Forwards    intervenes    Btnto    of   PK  79Q027  rouponse    to  utll 
riqunt    far    hearing   b   motion    to    OBbahllsh    hearing    schedule, 
HOOERS,  C.  B,       Ollahnmj,     Btatu    of-,       79/OQ/H7.       lp, 

—  7910t>?O149   Rosponso    submitted    li»    intBrvonor   Stata    of  OK    to   utll   790011 
request     that   A8L.D   raopun    record    for   hearings.  Public    interest 
require*    reopenino    record    for    litigation    of  TMI-related 
Itiues.  Supporting    documentation    t>  Certificate   at  Svc    end. 
F1Q.OERS,  C.B.i    THOMAB.J.O.       Ohlalioma,    Btntoof.       79/OB/B7.       IBpp. 

79102&OZ15    Response   eu    Intervenes    to    utll    7900U   rsquest    for   hearing 
ti  motion    establish    hearing    schedule.  Hearings    should    be   held 
after    tfcudij    of   TMI    reptv  Operating    data   should    be   available 
CartiPIcate    of  Svc    end. 

,  J,R.       Feldman.    llsll,    Frande-n,    Reed    li  Woodward.       79/OB/37, 


79100SOAi9    DrJer   granting   NRC   roque«t    for    ox  tens  ion   until    790906  to 
fill   response    to   util    790811    request    for   hearing. 
WOLFE,  a.  O-       Atomic   BaPnty   and   LlcBnalng   Hoard  Panel.      79/OQ/SB,      lp. 


7910030690  Notice    of    util    79O905    raqueat    for  AStB   action   *   guidance    in 
proceeding.  Bequest  3   adoption    of    HR   Denton  790820 
recommendaHon   that    licensing    action   resume. NUC    should 
dirsct  A9LB    to   orant    util    motion    for    further    hearing*. 
OALL.O.J.        Isham.    Lincoln   &    Deals.       79/O9/05,       3pp. 

7910070357    Diacusees    util     7907O5   motion.    Tor   Commission    action   re 
nuclear    licensing    moratorium.  Ho  1 1  an    is    procedurally    unlijue. 
Requests    ALSB   order    giving    NBC   2O  days    d  all    other   parties 
15    days    to    respond  .  Cert  1  Mca  te     of    Svc     end. 
OALLQ.J.         Is^am,     Lincoln    !-    ffaale         79/09/11.        9pp. 

7910CV30167    Responds     to    790806     Itr     to   8   Wolfe   re    reopening    of    limited 
appearanc es> publ ic    disclosure    of    Reed    rept  b  reopening    of 
hear  ing.  Wo    decisions   have    been   made  as    to  whetfle-r   hearings 
will    be    re'apenod. 

ENOELHAnO-T.  T.  F.        Office    of     the    Eiecutive   Legal    Director.        79/O9/I3, 
3pp. 

— 7910070171    Petitions   AELB    to    grant    limited   appcaranc ea, tn    order    public 
disclosure    of   Reed   rep-t   &    open    hearings    to   public. 
BARLOW,  E.  D.       Sunfcelt    Alliance,     Oklahoma   City.        79/-OB/06.        lp. 

79100507S6   Order   gronting    NfiC    79O9C-4  request   for    eitenslon    until 
790917  to    respond    to    util    790811    request    for  hearing    t. 
motion   to    establish    hearing    e.chedifle. 
WOLFE,  S.  J,       Atomic    Safety   antf   Licensing   Board    Panel.       79/O9/17.       lp. 

79101iOOfl5   Requests     that    A3LB     grant    eitension   until    791007    for   NRG    to 
respond    to    util    790BI1    request    for    hearing  !.  motion    to 
establish    hearing    schedule   re-    effect    op   TMI   on    proposed 
faci  lity.  Certificate    of    Svc    &nc  1 . 
DAVIS,  L.  D.  Branch    4.        79/O9/17.        4pp. 

7910230392  Responds    to    79O71fi    comments   re  Black    &   Veatc  h.  Potentia  1 
dePlc  ienc  1  as    in    program    have    minimal    bearing   on    facility. 
Matl    has    not   been   served    on    ASLC    &  parties. 
DAVIB,  L.  D.  Branch    1.        79/O9/18.        2pp. 

79IQI90314    Order    granting    NRC    790917   motion    for    eitanaion    util    791007 
to    respond    to  applicant    7908IJ    request    for   hearing  i  mntion 
to    establish    hearing    schedule.  Oaod    cause    for   eitenslon    has 
been    shouin. 
UDLFE.B,  J.       Atomic,    Safety    and    Licensing    Board   Panel.       79/09/31.       4pp. 

H.     General    correspondence 


79102&O382    Interim   statement    of    policy  &    procedure    re  neui  CPs.LWAs    nr 
OLs    for   nuclear    power   reactorsiln    light    of   TMI-B   accident. 
CHILK.B.J.  Docleting    t  Services   Branch.      79/10/04.       3pp. 


DOCKET   8TN-50-546    YELLOW    CREEK   NUCLEAR   PLANT-    UNIT    1 

A.     Application/construction    stage    documents   tc  correspondence 

791QQ4O532  Reviews    info    provided    to    support  decommi ssion Ing    of 
temporary   meteorological    touier    Si   concludes   decommissioning 
is    accepbab  1  e. 
BAEH.R.  L.  Light   Water   Reactors    Branch  2.       79/O9/19,       2pp. 

7910390329  Requests    comments    ujithin   45  days   re  rep*s   on   TVA  const 
effectB,  transmitted    to    NRC    on   781025  81  790437. 
PATR1CK.J.R.       Environmental    Protection   Agencu.       79/1O/S3.       lp. 

Q,     Inspection    reporbsi     IE   Bulletins   fc  correspondence 

7910150649  Bummar«    of    IE  mgt    meeting   ui/utll    rB  all    TVA    facilities    under 
const. Major    areas    discussed :  insp    5(   enforcemanti  changeo    in 
insp    pal  £cy,  QA/QC    organ! ut  Ion    ef  f  ectlvEness. 

ODUQE.M.J.  Region    Z,     Atlanta,     Office    of   ths   Director.       79/OB/01. 

3pp. 

771023004B  Forwards    IE    Imp   flepts    SO-56i/'79-13  It  50-567/79-ta  on 
790808-10.  No    noncumpliancB    noted. 

MUfiPHY.C.  E.  Region    2.    Atlanta,    Reactor  Construction   d  Engineering 

Support   Branch.       79/09/05.       2pp. 
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DOCKETED  ITEMS 


— 7910230056    IE    Insp   FJopts    50-566/79-12   &    50-567/79-12   on   790BOB-IO,  No 
nnncomp  HancH    noted. Major    areas    inspec  tad:  foundations   & 
structural    concrete   work    at  tivi  ties.  1  evel    1)   storage,  concilia 
t    sails    lab   &   const    status. 

LENAHAN,  J.  J.  Region   2.    Atlanta,    Office    of   the   Director. 

CdNLONiT.E.  Region   2,    Atlanta,    Reactor  Construction   t, 

Engineering   Support    Branch.       79/09/04.      4pp. 

7910010010   Forwards    IE   Circular   79-IB.     "Proper    Installation   of   Target 
Rock    Baf  ety-Rel  iet   Valves.  "    No   action   required. 
n'REILLV.  J.P.  Region   2,    Atlanta,    Office    of   the   Director. 

79/O9/1O.        3pp. 


791023004B   Forwards    IE    Insp    Repta    30-366/79-12   k    30-567/79-12    on 
790B09-10.  No   noncompl iance    noted. 

MURPHY, C.E,  Region    2.     Atlanta,     IlBaetor    Construction   &   Engineering 

Support   Branch.       79/09/03.       2pp. 

--7910230056    IE    Insp   flopts    SO-566/79-12  t.   50-367/79-12   on   790BQB-1Q.  No 
noncomplianco    notod. Major    areas    inspected  ;  foundations   & 
structural    concrete  work    ac  tl  vi  ties,  1  ovel    D    storage,  concrete 
It    soils    lab    &    const    status. 

LENAHAN.  J.  J.  Region   2,     Atlanta,     Office   of    tho    Director. 

CONLON,  T.  E.  Region    3,    Atlanta,     Reactor   Construction   & 

Engineering    Support    Branch.        79/09/04.        4pp. 


7910O3023B   Responds    to    IE  Bulletin  79-15.    "Deep   Draft  Pump 
Deficiencies."  Pumps    utilizing   deep    draft   design  are   planned 
for    use.  Contracts    not    yet  awarded. 
MILLB,i-.«,       Tennessee    Valley    Authority.       79/09/10.       7pp. 


7910010010  Forwards    IE  Circular   79-IB,     "Proper    Installation    of   Target 
Rock    9af ety-Rel ief   Valves."    No    action    required. 
D'REILLV,  J.  P.  Region    3,     Atlanta,     Office    of    tho    Diroctor. 

79/09/10.       3pp. 


7910020593   Forwards    IE  Circular   79-19.     "Loose   Locking   Devicns    on 
Ingerao  1 1-Hand  Pump    Impellers."  No   action   required. 
O'flEILLY.  J.P.  Region    2,     Atlanta,     Office    of    the   Director. 

79/Q9/13.        Ip. 

7910110270   Forwards    IE    Info  Notice   79-22,    "Qualification   of  Control 
Sys.  "   No    action   required. 

Q'flEILLY,  J.P,  Raoion   2,    Atlanta,    Office   of   the   Director. 

79/O9/14.        Ip. 

7910260130  Forwards    IE    Insp   Repts   50-366/79-13  t.   50-567/79-13  on 
79-Q9O4-07.  No   noncomp  1  i  ance   noted. 

MlfflPHY.C,  E,  Region  3,    Atlanta,    Reactor   Construction  !>  Engineering 

Support    Branch.        79/O9/1B.        2pp. 

— 79102A0139   IE   Iixsp  Repts    SO-566/79-13  t<   30-367/79-13  on  790'?04-07.  No 
•nnncamp  1  ianco   noted.  Major   areas    inspected;QA  records  t 
audits, containment    ueldlng,  IE  bulletin    follawup.d 
licensee    identified     items. 

GOUQEtM.J.  Region  2,    Atlanta,    Office   of   the   Director. 

CANTRELL.F.  B.  Region  2,    Atlanta,    Reactor   Construction   h 

Engineering   Support    Branch,       79/09/1B.      6pp, 

79100401B5   Forwards    IE    Info  Notice   79-23,     "Emergency   Diesel    Generator 
Lube    DU    Coolers."   No    action    required. 

O'REILLY,  J.P,  Region   2,    Atlanta,    Office   of    the   Director. 

79/09/26.        3pp. 


9101902B6   F 
required. 
O'REILLY,  J.P. 
79/09/27.      2pp. 


arda    IE   Bulletin   79-24,     "Froien  Lines. "   No  action 
Region  2,    Atlanta.    Office   of    the  Director, 


10170236   Forwards    IE    Info  Notice   79-25,     "Reactor   Trips  at   Turkey 
Point   Units  3  &  4,  "  No   action   required 

O'REILLV,  J.P.  Region   2,     Atlanta,     Office    of    the    Diractor. 

77/10/01.       3pp. 

7910170755  Forwards    IE    Info  llotice  79-24,    "Uverpressuriiati  on    of 
Containment   of  PHU  Plant  After   Main  Staam  Line   Ureak. "  No 
action  required. 

O'REILLY,  J.P.  Region   3,    Atlanta,    Office   of    tho  Director, 

79/10/01.       3pp. 


DOCKET   BTN-50-567    VE(.LnH   CREEK.   NUCLEAR   PLANT,     UNIT   2 

A.     Application/construction   stage   documents  ti  correspondence 


7910020514  Foruards    response    to    IE   Bulletin   79-15,     "Deep    Draft   Pump 
Def ic  lent  1 es,  " 
MILLS,  L.  M.       Tonnosseo   Valloij    Authority.       79/O9/1O.       7pp. 

7710030338   Responds    to    IE    Bulletin    79-15,     "Deep    Draft    Pump 
Deficiencies,"    Pumps    utilizing    deep    draft    design    era    planned 
for.   use.  Contracts   not    get    awarded. 
MILLS,L,M.        Tennessee    ValUy    Authority.        79/09/10.        7pp. 

7910020593   Foruards    IE   Circular    79-19,     "Loose    Locking    Dovicos    on 
IngsrsDl  1-Rand    Pump    Impellers."   No   action   required. 
O'HEILLV,  J.P.  Region    2.     Atlanta.     Office    of    tho    Director, 

79/09/13,        Ip. 

7910110370  Forwards    IE    Info    Notice   79-22,     "Qualification    of    Control 
Sys.  "   No   action   required. 

O'REILLV,  J.  P.  Region   2,    Atlanta,    Office    of    tho    Director. 

79/09/14.       Ip, 

7910260130   Forwards  .IE    Insp    Repts    50-3A6/79-13   t,    50-367/79-13    on 
790904-07,  No   noncomp  1  ianco   notud. 

MUfiPHViC.E,  Region  2,     Atlanta,    Reactor   Construction   t.  Engineering 

Support   Branch.       79/09/10,       2pp. 

— 7910260139    IE    Inap    Ilopts    50-366/79-13   &    30-367/79-13    on    790904-07.  No 
noncompl  lance    noted.  Major   areas    inspoc  ted:  QA  records    !< 
audits,  containment   iitelding.lt-    bulletin    followup,Ii 
licensee    identified    items, 

QOUQE.M.J,  Region  2,     Atlanta,    Office    of    the    Director. 

CANTRELL,  F.  S.  Region   S.    Atlanta,    Reactor   Construction   tt 

Engineering    Support    Branch.       79/09/10.       6pp. 

7910040195  Forwards    IE    Info   Notice    79-23,     "Emergnncy    Diesel    Generator 
Lube   Dil    Coolers."   No   action   rc-quirei!. 

O'REILLV,  J.  P.  fiegion  2.    Atlanta,    Office    of    the    Director. 

79/09/26,       2pp. 

7910I902B6  Forwards    IE   Bulletin    79-24,     "Froinn   Linns.  "    No  action 
required. 

O'REILLY,  J.P.  Region  2,    Atlanta,    DfFite    of    tlio    Director. 

79/09/37.       2pp. 

7910170753  Forwards    IE    Info   Notice    79-24,     "Overprassur i istion    of 
Containment   of   PUR  Plant   After   Main   Steam  Line   Break.  "   No 
action   required, 

O'REILLY,  J.P.  Region  2,    Atlanta,    Office    of    tho    Director, 

79/10/01.      3pp. 


7910040522  Reviews    info    provided]    to    support  decommissioning    of 
temporary    meteorn 1 ogital    tower   i  concludes   decommissioning 
Is   acceptable. 
BAER.lt. L.  Light  Water  Reactors   Branch  2.      79/09/19.      2pp. 

7910290325  Requests    comments  within  45  days  re   repts   on  TVA  const 
effects,  transmitted   to  NRC   on    781025  &  790127. 
PATRICK.J.R.      Environmental   .Protection  Agency.      79/10/33.       In. 

Q.     Inspection  reports,    IE  Bulletins   &  correspondence 

7910150631    Discusses   790710  meeting   w/util    in  Knoxville.TN  re 
activities   authorlied    by    all    TVA   facilities   under   const. 
MURPHY, C.E.  Region   2,    Atlanta,    Reactor  Construction  S,  Engineering 

Support   Branch.       79/OB/03.      ffpp. 

— 79101S064B  Summary    of    IE  mgt    meeting   u/util    re   all   TVA  facilities   under 
const.  Major   areas   discussed:  insp   ti   enforcement,  changes    in 
Imp    policy, OA/GC  organiiation   effectiveness. 

OQUoe.  M.  J.  Region   2.    Atlanta,    Office  of    the  Director.       79/08/01. 

3pp. 


DOCKET  BTN-50-56B  NEP  NUCLEAR,    UNIT    1 

A.    Application/construction    stage    documents    b   correspondence 

7910030417  Forwards    "Impact    of   Const   &   Operation   of    Cooling    Water   Bys 
App   0, Section   316, Type    II    Demonstratl on, in    support    of   7702SB 
application   for    const   &  operation    of    once-throuol)    cooling 
sys. 
DORET,  8,  C.       NBUI  England   Power   Co.       79/09/24.       Ip. 

— 7910020420  "Environ    Impact    of   Const   t,  Operation   of   Cooling    Mater   B^ 
App   0.  Section   316, Typo    II    demonstration. 
*      Yanfcee  Atomic    Electric    Co.       79/09/30.       417pp. 

E.    NRC   Safety   Evaluation  Report    (BER),     suppls   If   correspondence 

7910020149  9ER  Suppl    1    re   const    of    facilities. 

«      Office   of  Nuclear  Reactor   Regulation,       NUREO-0424.       79/07/20. 
63pp.       Available    at  NTIB.       *3.  00. 
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0.  Adjudicatory  correspondence 


7910120003  Forwards  SER, Suppl  1. 

CUTCHIN,  J.M.     Branch  3.   79/QB/Q3.   2pp. 

7910110281  Opposes  Intervenor  Concerned  Citizens  of  RI  790713  motion 
FOP  reconsideration  of  CP  app 1 Icat ion. Motion  Is  deficient  on 
jurisdictions!  grounds  (.  on  merits.  Certificate  of  Svc  end 
CUTCHIN,  J.  M,     Branch  3.   79/OB/06    Qpp 


79IOIB0010  Mutton  to  amend  79011?  petition  to  Intervene  b  reouest  for 
hearing.  Participation  will  draw  Filipino  attention  to  risks 
b  haiards  created  by  reactor.  Certificate  of  8vc  end. 
ASHER.T.fi.,  BaQIN.M.G.   Movement  for  a  Free  Philippines   79/10/03 
4pp. 

—  79101H0013  Affidavit  attesting  author!  .ation  to  intervene  on  behalf  of 
Movement  of  Free  Ph  i  1  ipp  inea.  Certi  f  icate  of  Svc  end 
ALVAREZ,  H.   Affiliation  Unknown.   79/08/31.   4pp, 


DOCKET  BTN-90-969  NEP  NUCLEAR.  UNIT  2 

rt.  Application/construction  stage  documents  t,  correspondence 


s"PPlomB"ta'  memorandum  in  support  of  Ctr  for  Development 
etition  to  intervene  !.  request  fop  hear  ing.  Alleges 
discovery  of  contradicting  applicant  suomittal 

ASHER.T.R..  BDOIN.M.D.   Canter  for  Development  Policy.   79/10/03 
1pp. 


7910020417  Forwards  "Impact  of  Const  t,  Operation  of  Cooling  Hater  SUB.' 
App  0, Section  314, Type  II  Domonstrati on,  in  support  of  770228 
application  for  const  J.  operation  of  once-through  coolina 
sys. 
DDnET,9.  C.   Nem  England  Power  Co.   79/09/24,   lp. 

— 7910020420  "Environ  Impact  of  Const  b  Operation  of  Cooling  Water  Sys, 
App  O, Section  316. Tope  II  demonstration. 
*  Yankee  Atomic  Electric  Co.   79/07/30,   117pp. 

E.  NHC  Safety  Evaluation  Report  (SEH),  suppla  &  correspondence 

791002O149  SER  SuppI  1  re  const  of  facilities. 

*   Office  of  Nuclear  Reactor  Regulation.   NUREG-0421.   79/07/20 
69pp.   Available  at  NTIS.   *3.  00. 


0,  Adjudicator!]  correspondence 


— 79101B001S  Affidavit  attesting  that  Ctr  for  Development  Policu  conducts 
independent, nonpartisan  research  of  US  development  programs, 
in/primary  attention  focused  on  Nanot  Point  reactor  project 
Requests  Intervention  to  present  evidence. 
MATTISQN,L,   Center  for  Development  Policu.   79/09/2B,   6pp. 

79I01001B6  Supplemental  antucr  to  Ctr  for  Developmunt  Policu  b 
Philippine  Movement  for  Environ  Protection  790419  petition 
to  Intervene  &  request  for  hearing. Hearing  should  be  held 
only  on  Issue  of  military  installations  in  Philippines. 
DORIAN, T.F,    Regulations  Division,   79/10/03.   13pp. 

7910170583  Supplemental  memorandum  in  response  to  NRC  supplemental 
answer.  P6AR  b  other  primary  evidence  uera  prepared  by 
members  of  group  applying  for  full  participation  in 
proceeding.  Certificate  of  Bvc  k  affidavits  end, 

ASHER.T.R.,  BOQIN.M.B.   Movement  for  a  Free  Philippines   79/10/09 
13pp. 


7910120003  Forwards  SER, Suppl  1. 

CUTCHIN,  J.  M.     Branch  3.   79/OS/O3.   2pp. 

79101102B4  Opposes  intervonor  Concerned  Citizens  of  HI  790713  motion 
for  reconsideration  of  CP  app 1 1  cation.  Motion  is  deficient  on 
jurUdlc  tional  grounds  6  on  merits.  Certificate  of  Svc  end 
CUTCHIN,  J,  M,     Branch  3.   79/08/06.   0pp. 


DOCKET  STN-30-371  BAGNAC  NUCLEAR  POWER  PROJECT 

rt.  Application/construction  stage  documents  &  correspondence 

791QH0910  Foruiarila  Position  Papers  2  &  3  t.  firat  position  paper  re 
nuclear  pouier  b  safety  in  Ph  1 1  i  pp  inos.  Reques  ts  info  on 
f  I  ant  9  in  CA. 

tAZARQ.A,   Not.  Soc.  for  Seismology  f,  Earthquake  Eno.  of  the 
Phllipplnoa.   79/08/11,   lp. 

—7910110917  Forwards  Position  Papers  2  &  3  (,  first  position  paper  re 
nuclear  poiuer  J.  safety  in  Ph  11  ipp  ines.  Requests  comments. 
LAZARO.A.   Nat.  9oc,  for  Seismology  &  Earthquake  Enn.  of  the 
.Phil  ipp  inos.   79/OB/15.   27pp, 

7910160381  Summary  of  790918  mooting  u/J  Guerrero,  lawyer  for  Dataan  Bat- 
As  aoclatlon.  re  public  hearing  on  export  licenses  for 
fadlity.  equipment  design  b  possibility  of  volcanic 
eruptions  on  plant  Bite.  IAEA  1977  mission  rapt  end. 
LAFLEUR.J.D,   Office  of  International  Programs.   79/09/19.   199pp. 

7910300011  Notifies  of  status  of  Ctr  for  Development  Policy  791005 
request  for  assignment  of  investigatory  personnel  re  charge 
that  Ebasco  Svc  had  engaged  In  covorup  of  technical  evidence 
about  seiamic  S.  volcanic  risks  in  Philippines. 
SHEA,  J,  R,   Office  of  International  Programs.   79/10/12.   3pp. 

— 7910300014  Forwards  request  by  Ctr  for  Development  Policy  for 
assignment  of  investigatory  personnel  &  L  Mattison  Itr  to 
JR  Shea  re  charges  against  Ebasco  avc.  W/o  end. 
DORIAN.T.F.   Office  of  the  Executive  Legal  Director,   79/10/11 
lp. 

--791030Q01B  Discusses  allegations  that  Ebasco  Bvc  may  have  engaged  in 
improper  activitiea  re  reactor  Facility  in  Philippines  & 
requests  cooperation  in  transmitting  Info  to  Philippine 
gtwt, 
SHEA.J.R,   Office  of  International  Programs.   79/10/iS.   lp. 

0.  Adjudicatory  correspondence 


7910250236  Answer  in  opposition  to  Hovomnnt  for  Free  Philippines  motion 
to  amend  791003  petition  to  intervene  4  request  for  hearing, 
Petition  is  ontlmely  b  does  not  satisfy  requirements. 
Separate  intervention  status  should  not  be  granted 

COHAN,  D.Z.,  DAUQHERT¥,T,  M.   Uestinghouaa  Electric  Corp.   COWAN,  D  Z 
Ecfcert,  Beamana,  Cherln  b  Mellott,   79/10/09,   9pp. 

7910290153  Discusses  intorvenor  Ctr  for  Development  Policy  alleging  of 
improper  actions  in  preparation  of  PSAR  by  Ebaaco  Bvcu,  Inc. 
Issues  raised  should  be  considoreil  re  intervention  petitions 
on  Philippine  reactor  export. 

BHEA,J.R.   Office  of  International  Programs.   SECV-79-100/J 
79/10/09.   2pp. 

—7910390160  Alleges  th'at  Eoasco  Bvcs.  Inc  covered  up  or  dismissed 
evidence  re  seismic  &  volcanic  risks  at  site  in  preparation 
of  PSAR.  e 

MATTISON,  L.   Center  for  Development  Policy.   79/10/03,   3pp. 

7910220005  Notice  of  Friends  of  Filipino  People  Intention  to  file 
791O16  petition  to  intervene,  along  u/oppoaltion  t<  request 
for  participation.  States  ciperienco  gained  In  representing 
US  citiiens  concerned  about  UB-Phi  lipp  ines  relations. 
DREU.J.E.   Affiliation  Unknoun.   79/10/10.   Spp. 

7910390332  Answer  to  c  tr  for  Development  Policy  791003  motion 
requesting  oral  hearing  re  intervention  issue  b  hearing 
scope.  Motion  uaa  addressed  in  Commission  791010  meeting 
Request  moot.  Certi  f  icatE  of  Svc  end. 
DORIAN,  T.F.    Regulations  Division,   79/10/11.   3pp. 

T.  Hearing  transcripts  on  non-antitrust  matters 


r"""-'lB  JT  Haiak  790B16  Itr  t<  testimony  from  Republic  of 
Philippines  Commission  on  Nuclear  Power  Plants  hearings  on 
safety  of  proposed  facility. 
SHEA.J.R..  Office  of  International  Programs,   79/OB/22.   lp. 

7910260033  Forwards  currently  available  testimony  from  Republic  of 
Philippines  Commission  on  Nuclear  Power  Plants  hearings  on 
safety  of  proposed  facility. 

HAZAK.J.  T.   Ebasco  Services,  Inc.  {subs,  of  Enserch  Corn  ) 
79/OB/16,   2pp.  K 

7910260039  Transcript  of  Republic  of  Philippine*  Commission  on  Nuclear 
Power  Plants  790711-13  hearings  in  Manila,  Philippines. 
Transcript  divided  into  sections  by  stenographer 
PUNO,  R.C.   Philippines.   79/07/11.   206pp. 


7910310131  Supports  petition  filed  on  790419  by  Philllpine  Movement  for 
Environ  Protection  ro  proponed  export  of  nuclear  reactor  Et 
fu*l  to  Philippines  by  Uestinohouse. 
DELEOENCIA.O.  ,  ERESTAIN,  J.  ,  KHO,  W.   Philippines,   79/06/12.   Epp. 
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DOCKETED  ITEMS 


DOCKET   STN-50-5BQ   ERIE    NUCLEAR    PLANT,     UNIT     1 

A.     Application/construction    stage    documents.   &  t  c-rre-spomlonco 


DOCKET    BTN-30-5B1    ERIE   NUCLEAR    PLANT,     UNIT   2 

A.     App  1  icaSion/construct  ion   stage    documents   &   correspondence 


7710290337    Responds     to    79IO1O     Itr    re    Pollouup    actions    resulting     from 
NRC    revie-us    re-    TMI,  Study     of    scheduled     inservica    dates 
continues.  Lie  enaing    manpower    reduced.  Dates    cannot   TIQUJ   be 
amo-nded    to    include    six    items    noted    in    Itr. 
MCUHDRTER,  R,  J.        Ohio    Ediaon    Co.        79/1O/33.         Ip. 


7910390337  Responds   to  791O10    Itr    ra    follouup   actions   resulting    from 
NRC    reviews    re    TNI.  Study    of    scheduled    Inservice    dates 
continues.  Li cens ing   manpower   reduced. Dates   cannot   now  be 
amended    to    Include    six    items   noted    in    Itr. 
«CHHDRTER,R.  J.       Ohio  Edison    Co.       79/10/53.       Ip. 


7910310310   Responds    to    791O10    Itr    re    threatened    !<  endangered 
species     in   vicinity    of    proposed    Fad  1 1 tg,  Federal     lam 
requires    biological    assessment. Lists    info    for    inclusion    in 
asssssmen  t. 

KtETT.W.E.        Interior,  Dept.  of.     Fish    &    Wildlife    Service.        79/1O/24. 
IPP- 


791031O3IO   Responds    to   791Q1Q    Itr    re    threatened    &    endangered 
species    in   vicinity    of    proposed    faci 1 i fcy. Federal    lau 
require!    biological   assessment.  Lists    info    for    inclusion    in 
assessment. 

KLETT.U.E.       Interior, Dopt.  oF,    Fish    S,  Hild.life   Sorvica.       79/10/24. 
4pp. 


0.     Inspect  ion   reports,     IE   Bulletins    Ei   correspondence 


Q.     Inspection    reports,     IE  Bulletins   &    correspondence 


791Q090QHA   Forwards    IE    Bulletin   79-17,     "Pips   Cracks    in  Btagnant 
Derated    Hater    Sijs   at    PUR    Plants.  "    No    action  required. 

KEPPLER,  J.Q.  Region    3,     Chicago,     OFFice    of     the    Director.        79/O7/26. 

Ip. 


7910090026  Foruiards    IE  Bulletin   79-17,     "Pipe   CracVs    in   Stagnant 
Borated    Water    Bye   at   PUR    Plants."    No    action    required. 
KEPPLEBrJ.  0.  Region   3,    Chicagoi    Office   of    the   Director.       79/07/26, 

Ip. 


7910Q9019B    Forwards    IE    Bulletin    79-21,      "Tamp    Effects     on    Level 
Measurements. "    Ho   action    required. 

KEPPLERj  -J.  8.  Region   3,     Chicago,     Office    df    the    Director.        79/03/13. 

Ip. 


7910D9019B  Forwards    IE  Bulletin   79-21,     "Temp   Effects    DO  Level 
Measurements.  "    No  action    required. 
KEPPLER.J.O.  (legion    3,     Chicago,    Office   of    the   Director.       79/08/13. 


7910050420   Forwards    IE    Info    Notice-   79-20,     "NRC   Enforcement  Policu    - 
NRC    Licensed    Individuals."    No   action    required. 

KEPPLER,  J.  O.  Region   3.     Chicago,     Office    of    the    Director.        79/OB/I4. 

IP- 


7910050430   Forwards    IE   Info   Notice  79-20,     "NRC   EnforcDmnnt   Policy    - 
NRC   Licensed    Individuals."    Ho   action   required. 

KEPPLER,  J,  0.  Region   3,     Chicago,    Office   of    thu    Director.       79/OQ/I4. 

lp. 


7910050^95    Forwards    IE    Circular    79-17.      "Contact    Problem    in    SB-13 
Switches    on   GE   Metalclad    Circuit    Breakers."   No    action 


KEPPLER,  J.  0. 


Reginti   3,     Chi 


of     the    Dlreitor.        79/09/14, 


79100SQ499  Foruiarda    IE  Circular   79-17,     "Contact   Problem    in  SB-IB 
Switches    on    OE   Metalclad    Circuit   Braakera. "   No   action 
required. 

KEPPLER,  J.  0,  Region    3,     Chicago,    Office   of    the    Director.       79/OB/H. 

lp. 


7910020219  Forwards    IE    Info   Notice    79-20, Rovi sinn    1,     "NUC    Enforcement 
Policu    ~   NIC    Licensed     individuals.  "   Watico    raisaued    to 
correct   word    omiision    &    punctuation    error   which    changed 
intent    of    statement. Changed    statement    underlined    In    taut. 
KEPJ>LER,0,  0.  Region    3.     Chicago,     Dffice    of    the    Director.        79/09/07. 


7910020219  Foruiards    IE   Info   Notice   79-30,  Revision    1,     "NRC   Enf orcomBnt 
Policy   -  NRC    Licensed    Individuals. "    Notice   reissued    to 
correct  uiord    omission    i   punctuation    error   which    chanoud 
intent   of    statement.  Changed    statement    underlined    in    teit. 
KEPPLER,  J.  Q.  Region   3,     Chicago,    Office    of    the   Director.       79/07/07. 

lp. 


7910030273  Forwards    IE  Circular   79-19,     "Loose   Locking    Devices    on 
Ingeraoll-Rand   Pump    Impel  J-ers.  "    Ma    action   required. 
KEPPLER.J.  0.  Region    3-     Chicago,     (Iff  lea    of    the    Director.        79/09/13. 


7910030373  Forwards    IE  Circular   79-19,     "Loose   Locking    Devices    on 
Ingersol  1-Rand    Pump    Impellers.  "    No   action   required. 
KEPPLER.J,  G.  Region   3,     Chicago,     Office    of    tho    Diroctor.       79/09/K1. 


7910110139  Forwards    IE   Circular   79-30,     "Failure    of    OTE  Sylvania    flBloy. 
Tap*    PM   Bulletin    7303,  Cata  1  c-g    51M2-11-AC    ui/IHO   Volt    ac 
Coil,"   No    action    required 

KEPPUERrJ.  0.  Raglnn   3,     Chicago.     Office    of    thu    Director.       79/09/24. 

lp. 


791011013?  Forwards    IE  Circular   79-20,     "Failure    of   OTE  By  1 van i a   Relay, 
TypB    PM   Bulletin   7305,  Cataln-fi    5U12-U-AC   ui/120   Volt    ac 
Coll."   Na   action   required. 

KEPPLER,  J.  G.  negian   3,     Chicago,     Office    of    tho   Director,       79/09/84. 

lp. 


7910040253  Forwards    IE    Info   Notice    79-23.     "Emei-goncij    Dicsa!    Generator 
Lube    Oil    Coolers,"    No    action    required. 

KEPPiER,  J.  0,  JJe-gion   3,     Chicago,     Office   of    tho   Director.       79/09/26. 

Ip. 


7910040333  Forwards    IE   Info  Nptice   79-23,     "Emergency    Diosul    Generator 
Lube   Oil    Coolers.  "   No    action,  required. 

KEPPLEfli  J.  0.  Region   3,     Chicago,    Office    af    the    Director.       79/09/SA. 

lp. 


79t004009i  Foriuards    IE    Info  Notice    79-24,     "Froioti   Linss.  "    NP   a,ction 
requ  ired, 

KEPPi-Eft,  J.  0.  Regior.    3,     Chicago.     Office    of    the    Director.        79/09/27. 

lp. 


7910040036  Forwards    IE   Info   Notice  79-24i     "Frozen   Lines.  "   No    action 
reqwirod, 

KEPPLER.J.Q,  Region   3,     Chicago,    Office   of    the    Diroctor.       79/09/27. 

lp. 


7910170236   Forwards     IE     Info    Notice    79-23,     "Reactor    Trips    a.t    Turfcoy   . 
Paint, Units    3  Si  4."   No    action   required. 

KEPPLER.J.fl,  Region   3-     Chicago,     Office    of    trtn    Director.       79/1O/G1. 

lp. 


79101702S6  Forwards    IE   Info   Notice   79-35,     "Reactor    Trips   at 
Point    Units   3  It   4.  "   No   action   required. 

KEPPLER.J.Q.  Region   3,     Chlcaoa,    Office   of    the    Diractor. 

lp. 


77101B0429  Forwards    IE    Info  Notice   79-34,    "Ovororos sur i lat Ion    of 
Containment    of   PHR    Plant   ftftsr   Main  Steam  Line    Unfair.  "    Ho 
action   required. 

KEPFLEn,  J.  0,  Region    3,     CJiicago,     Office    of    the    Director.        79/1O/01. 

lp. 


79101B062?  Foruiards    IE   Info  Notice  79-24,     "Ovarpressuriiation    of 
Containment    of   PUR  Plant    After    Main    Stpam  Line    Or  salt.  "    No 
action  required. 
KGPPLER.J.G.  Reoion   3.    ChicaBO'     QffUs    of    the    Director.       79/10/01. 


7"?10310a09  Foruarda    Rovlsion   2    to    IE    Bulletin   79-13,     "Cracking    in 
Feerfwatsr    Bys  Piping."    Mo   action    required. 

KEPPLER,  J. «.  Region   3,     Chlcaooj     Office   nf    tho  Dii-ector.       79/10/19, 

lp. 


791031040?  Forwards   Revi»ion   S   to    IE  Bulletin  79-13.     "Cracking    In 
Feeduiater   Sy  s    Piping."    No   action  required. 

KEPPLER, J.Q,  Region   3,     Chlcaoa,    Office   of    the    Director.       79/10/19. 

lp. 


DOCKETED  ITEMS 


335 


JOCKET   8TN-50-592   PALO   VERDE   NUCLEAR   STATION.     UNIT    4 
D.    Ad  judicature   correspondence 

7910Q50648  Orders    joint   applicants    to    submit    status   rept   re    CP 
application  within    10  dags    of   avc    of   order. 
LAZD.R.M.      Atomic   Safety    and   Licensing    Hoavd    Panel.       79/O9/OH.        lp. 

7910040496  Joint   applicant   withdrawal    of    application    for   CPs   &  OLs. 
Certificate   of  Svc    end, 

OEHH.A.C.i    BISCHOFFiC,  A.       Ariiona  Public    Service    Co.       GEHFli  A.  C. 
Snell   !<  Ullmer.      79/QB/24.       3pp. 


DOCKET  BTN-50-593  PALO  VERDE  NUCLEAR   STATION,     UNIT    5 
3.    Adjudicatory    correspondence 

7910050649  Orders    joint   applicants    to    submit    status   rept   re    CP 
application  within    10  day!    of    five    of    order. 
LAZQ,  R.  M.       Atomic    Safety    and   Licensing    Board    Panirl.       79/09/08.        lp. 

7910040454  Joint  applicant  withdrawal    of   application    fnr   CP*.   fc  QLs. 
Certificate   of  Svc    encl. 

CEKR.A.C.,     BISCHDFF.C,  A.        Ariiona    Public    Service    CD.        OEim.fi. C. 
an  til    l>  Wilmer.       79/00/21.       3pp. 


DOCKET    BTN-50-596   NEW   HAVEN.     UNIT    1 

*.    Application/construction   stage   documents    &    correspondent  e 

79)0070712  Forwards   response    to  NRG    brief    on    standing    of    petitioners    «. 
applicant  memorandum  on    legal    argument   re    standing. 
KEEPIN8.W.  .    BTftAUS.D.      QardlnoTr    NY.       79/O8/O3.        lp. 

— 79I00907li  Toujn   of   Gardiner, NY  response    to    NflC   t.    applicant    brlnfe    ra 
Toiun   of  Gardiner  790713   amended    petition    to    intervene.  NUC 
should   recommend    Toum   of   Gardiner   as    intcrvenor   &    eitcttd 
intervention    limit    from  SO   to   200  miles. 
KEEP1NO.H..    STRAUB.D.       Gardiner,    NY,       79/OH/O3.       9pp. 


7710110249  Requests   denial    of   petition  to    Intervene   submitted    by 
petitioners  Columbia   County,  Tcun  of  Stuyvesant   (.  Concerned 
Cltli»n*    for   Safe  Energy,  Peti  t  loners   hove    not    demonstrated 
interest   or    in  jury,  Certif  I  cato    of   Bvc   encl. 
MOORE,  J,  E.  Branch    2.       79/OB/03.       10pp. 

7710030640  Forwards  util    77QB06   response   to    intervene™  Stats   of  NY 
Dept    of   Environ   Conocrvat  ion>  Colurali  ia  Coirnty,  Toun  of 
Btuyvesant    (•  Concerned   Citliens    for  Safe    Enoeroy    ccmmnnts    re 
State    of   NY  Public  Svc   Commission   790735    recommendations. 
SCHUTT,R.       Unbar.    Hagill,    Laurence    li  Parrel  1.       79/OB/06.       lp. 

—7910030443   Reeponte    to  State   of  NV   Dapt   of  Environ   Conservat  1  on. 
Columbia    County, To.un  of    9tuyve»ant  ((Concerned   Citizens    for 
Hafa   Energy    comment  a  re    State  of    NY  Public   Svc    Commission 
790729    recommendations,  U/Certif icate  of   Svc. 
BrtliRETT.E.  M.       Long    Island   Lighting   Co.       BARRETT,  E.  M.       Huber, 
Mogill.     Lawrence  t.   Farrell.       77/08/06.       15pp. 

771OIOO(j7H   An»wer»    util    790725   b   NY   Dspt    of    Environ   ConBei-vatrion 
responses    to  Puolic    Svc   Commisaion    790710  order    re 
Lntervonor   Ecology   Action    of   Dswego   motion   For    dismissal    of 
application.  Urges  dl  imlsaal.  W/Cert  1  f  icate   of    Bvc. 
OBEV.  ft.  ,     INDYHE,  C,        New   York.     3tate    of.        77/OB/06.        3Spp. 

7910090295  Orders    intension    until   790917  far   filing    of  revised 
contantions   &    extension  until    790938  for    filing    of   pflplles. 
E«ten>(an    IB   needed    due    to    problems   w/revlsions   of 
Intervenar    contentions. 
WENNEH,  B.       Atomic   Safety    and   Licensing  Unard    Panel.       79/09/15.       lp. 

7910040553  Opposes    briefs  of    intervcnors  State    of  MY   Atty    General, 
Public    Svc    Commission   b  Ecology   Action  of  Osuego    submittal 
In   reBpnnae    to    util    brief    in    opposition    to   interlocutory 
appeal.  Cor  tiflcata  of   Svn    encl. 

BCHUTT.R.       Neui   Vork    State    Electric    tt  Qaa    Corp.       SCHUTT.  R.       Huber. 
Maglll,    Laurence    !<  Farrell,       DARRETT.  E.H,       Long    Island  Lighting   CD. 
79/08/16.         13pp. 

7710050733   Forwards  util   770823    Itr    to  State  of  NV  Public    Svc 
Commission    re    NRG  order   certifying    appeal   &    recommending 
dismissal    of  application    of   environ    compatibility    b   public 
neeil, 
MADISON.  B.  FI.       May  York.    State    of.       79/OS/S7,       4pp. 


7910310460  Requests    that   NV  Dopt    of  Public    Svc    runsu  State    of   NY   790B03 
request    to   dismiss   app  1  ication.  No  viable    applicants    to    build 
proposed    plant,  OuinerBh  lp    plan    set   Forth    In   application 
could    be  altered    to  meet    Future    conditions, 
ftDBAMS.  R.  ,    BIALIK.  E.  1.       Neu  Vork,    State    of.       79/09/OS,       7pp. 


77100S0761    Order    establishing   sc Kedu  1  e. Revised    contentions    must    be 
submitted    by   791061.  Status    reptj   on  stipulations^ 
indicating    uihen    rBspnnaes    to    remaining   contentions 
ulll    be    lubmlttedi  ora    due    791029. 
WENN£f(,3.        Atomic    Bafety    and    Licensing   Board    Panel.       79/09/18.        lp. 


3.     A-d  JUdicatory    corrHspondence 


7910090590  Brief   on    behalf    of   Tnun   of   Kindephooh    recommending    that 
application   for  DL   be    dismissed    for   reasons    stated   by 
Ecology   Action   of   Dsuiego   &  NV  State   Public    Bvc    Commission. 
CURTIN.  A.  F.      Affiliation   Unknown.      79/07/23.       lp. 

791019O3B3  Requesti  aubmi ttod    by    intervenor    Touin    of    Kinderhaoki  that    MY 
State   Board    on  Electric   Generation   Siting    &  Environ    dismiss 
util    application.  Grounds    Far    dismissal    thoroughly    stated    by, 
Intervenor   Ecology    Action   of   Osuiejfo, 
CURT!H.A.F.      Kinderhoak,    Taiun   of,    Valatio,     NY.       79/07/23,       lp. 

7710110909  Requests    dismissal    of   application    by    NY   State    Electric    fc    Oan 
tt  LI  LCD   ta   build    generating    facility   at    Naui   Haven/ 
Btuyvesant    be   dismissed    due    financial    difficulties. 
DRALEVi  C,      Columbia  County   Farm  Bureau.       77/07/24.        lp. 

7910Q&Q015  Forwards   response    to  NRC  Ji  applicant    briefs    re    amended 
petition   to    Intervene    filed   790713. 
KEEPINO.W.  i    STflAU3,D.       Oardiner.    NY.       77/OH/02,        1pp. 

—7910050017  Response   to   NRC  fc  applicant    briefs    re    770713    amenood 
petition   to    Intervene.  NRC    response    inadequate,  Requests    rtSLD 
vxpand    geographical    area   under   consideration  based    on 
radiation  measured    during    actual    event. 
KEEPING,  W.  ,    STRAUS.  D.      Oardiner,    NY.       79/03/02.       Bpp. 


77101BOafl3   Foriuards  announcement    of    771012   public   meeting    In  Albanij*HV 
to   discus!    Ecology  Action   of    Qauogo  motion  to    dismiss   util 
application    For    CP. 
nOBCHUITZ,  B.  C,       Neu  York,     State  of.      77/09/37.       Hpp. 

7710.lSuiI2   Amends    790509   statement  of  contentions    per  NRC    request. 
Opposes    litins    of    facilitfos    1.9  miles  mast    of  village 
because    of   health   of focti,  financial  ri»k,  climate   tc  property 
value    loiees. 
SFtrtV.ll.C.       Mexico,    NV.       79/07/36,       3pp. 

77101flOfl20   Forwards  reviled    contentinno   per   conversations    b  meetinon  w/ 
NRC-ASLB    attention    In    drawn    to  77O7S7   filing    uihich    stated 
that    case    should    be    dismicied, 
DALV,H.       Eeologu   Action  of  Dauego.       79/10/01.       lp. 

— 79101B04SB  Suppl    to   petition    to    intervene    submitting  revised 
contentions.  Includen   allegation    that  assessment   d  other 
related    matters  re   alternative    fuel    sources. submitted    by 
applicant    to   NRC,  arc    inadequate. 
HEBER.S,  ,     DALY.H.       Ecology    Action  of  asuiego.      77/IO/O1.       7pp, 

771O19034S    Order    ditffliBsing   application  by   NY   State   Electric    fc  Oaa 
Corf    tt  LI  LCD   for   certificate    of   enviran   compablltby   b  public 
need    to   construct  p  lant.  Applicant!   have   not    demonstrated 
stattnildo    need    For   facility. 
MAD1SON.8.  fl.       Now  York.    State   of,       79/10/12.       6pp. 


7710O902B&  Answers   NRC  response    to    IntervenoT   Uleter  County    7^0511 
tuffl    to   pitltian   ta    intervene.  Contentions    TB   PCQ    dispersal 
Into   Ulster  County    environ  are    unique  problems    relating    to 
*ltlng  at  Oardiner. NY  or  Stuyvesant,  NY. 

STAPLETON.  J.  J.        Ulster    County.     NY,       79/O8/O2.        lp. 

79101 L0062  Brief   submitted    by    intorvenor   State    of   NV    in  response    to 
util    790725  brieF.  Supports    intervenor  Ecology    Action    of 
a*uego    interlocutory   appeal    re   diimlssal    of    util    7B1123 
appltcation.  Certif  icate    of   Svc    encl. 

ABRAMS,  R.  ,    SHEA.  J.  F.  ,    BIALIK.E.  I.      Neu   Yorfc,    State    of.       79/03/03. 
IBpp. 


0.     InspBctlan  reports,     IE  Bulletins    b  corretp andence 

79101A018B   Foruai-fia    IE    Insp    Repts   30-596/79-01    fa  50-597/79-01    on 
790 to 3- 06.  HP    noncompllance   noted, 

CARLSON, R.  T.  Region    lr    Philadelphia,    Reactor   Construction   b 

EnsinaBring   Support   Branch,       79/03/31.      2pp. 
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— 7910160191    IE    Insp    Repts    50-596/79-01    !.    90-597/79-01    on   790603-06.  No 
noncomp liance   noted.  Major   areas    Inspected  ;  QA   program 
activities    Including    organi ifltion, document  review  EC  control 
procedure   review  d  audits, 

NARROW,  L.  ,    NAPU»A,Q.  Region    1,    Philadelphia,    Office   of    the 

Director.      MCOAUQHY,  R.  W.  Rogion    1,    Philadelphia,    Reactor 

Construction    &   Engineering    Support    Branch.       79/OB/30.       6pp, 


DOCKET   STN-50-397   NEW   HAVEN,     UNIT   S 

A.     Application/construction    stage   documents  &  correspondence 

79KJ090713  Forwards    response    to-  HRC   brief   on   standing    of   petitioners   1 
applicant:   memorandum  on    legal    argument   re    standing. t 
KEEPING, W.,     STRAUSiD.       Oardineir,     N¥.        79/OB/02.        Ip, 

— 7910090716   Toun    of    Qardiner.NY    response    to   NRC   d   applicant    briefs    re 
Taiun    of    Gardiner   790713  amHnfled   petition    to    intervene.  NRC 
should    recommend    Town  of  Gardiner  as    intervenor  &   extend 
intervention    limit   from  SO    to  200  miles. 
KEEPINO,M.,    STRAUS.D.      Gardiner,    NY.       79/08/03.      9pp. 

7910310460   Henueati    that   NV   Dept    of   Public    5vc    renew   State    of   NV    790B03 
requsat   to  dismiss    app 1 icati on.  No   viable   applicants    to   build 
proposed    plant.  Ownership    plan    set    forth    in  application 
could    be   altered    to  meet   future   conditions, 
ABRAMB.R.  ,     BIAL.IK,E.  I.       New   York,     State    of.        79/09/05,        7pp. 

O,     Adjudicator^   correspondence 


791OIQ0670  Answers    util    790725  &  NV  Dopt    of   Environ   Conservation 
responses    to  Public    Svc    Commission   790710   order    ra 
intervenor   Ecology    Action    of    Dauego    motion    for    dismissal    of 
application.  Urgos    dismissal.  W/Certif icate   of   Svc. 
CREV.n,,     INDVKE,  C.        Neu   York,     Btate    of.        79/00/06.        22pp. 

7910090253  Orders    eitention    until    790917    for    filing    of    revised 
contentions   d   eitension   until    7909S3   for    filing    of   replies. 
Extension    Is   needed    due    to    problems   in/revisions    of 
intarvenor   content! on a. 
HENNER.S.      Atomic    Safety    and    Licensing    Board    Panel.       79/08/13. 


Ip. 


7910040SB3  Opposes    briefs    of    intervenors   State   of  NY  Attu    General. 
Public   Svc    Commission  &  Ecology    Action    of   Osuego    submittal 
in   response    to    util    brief    in    opposition    to    interlocutory 
appeal.  Certificate   of  Bvc    end. 

BCHUTT.R.       New   York    State    Electric    J.   flos    Corp.        8CHUTT.  R.        Mubor, 
Hagill,    Laurence    S>  Farrell.       BARRETT,  E.  M,       Long    Island    Lighting    Co, 
79/OB/16,        13pp. 

7910050733  Forwards   util    79OQ23    Itr    to   Btato    of  NY  Public    Svc 
Commission  re  N/1C   order    certifying    appeal    &  recommend  ing 
dismissal    of   application    of    environ    compatibility    &   public 
need. 
MADlBDNiS.R.        Nay   York,     State    of.        79/OG/29,        4pp. 

7910050781    Order    establishing    schedule.  Revised    contentions   must    be 
submitted    by    791OO1.  Status    repts    on    stipulations, 
indicating   when   rasponsos    to    remaining    contentions 
uill    bn    submitted,  are   duo   791039. 
WENNER.S.      Atomic    Safety   and    Licensing    Hoard   Panul.       79/09/18,        1|>. 


7910090S9O  Brief   on    behalf   of   Tniifn  of  (Underline*    recommending    that 
application   for    DL   be   dismissed    for   reasons    stated   bu 
Ecology    Action    of  Osuego  b  NY   Btate  Public  Svc   Commission. 
CURT1N,  A,  F.      Affiliation  Unknown.       79/O7/33.       Ip. 


7910130243  Forwards   announcement    of   79J012   public    meeting    in  Albany, MY 
to   discuss  Ecology   Action   of   Oswego   motion    to    dismiss    utll 
application    for    CP. 
BOSCHHITZ.B.  C.        Netu   York,     State    of.        79/O9/27.        3pp. 


79IO1503S3  Request,  submitted    by    intervenor   Toun   of   Kinderhook,  that  KY 
State    Board   on  Electric  Generation  Siting   d  Environ   dismiss 
util    application. Grounds    for   dismissal    thoroughly    stated   by 
intervanor   Ecologu   Action   of  OBiuego. 
CURTIN,  A.  F.      Kinder-hook,    Touin    of,    valatio,    NV.       79/07/H3,       Ip. 

7910110509  Requests   dismissal    of   application  by  NY  State  Electric   Si  Oas 
tt  L1LCO   to    build    generating    facility   at  Neu  Haven/ 
Btuyvesant   be   dismissed   due    financial    difficulties. 
BRALEY,  C.        Columbia   County    Farm    Bureau.        79/07/24,        Ip, 

79100S0013  Forward*   response   to   NRC  t  applicant  briefs   re   amended 
Petition   to   intervene    filed    790713. 
KEEPING,  H.  ,    6TRAU9,  D.       Gardiner,    NV,        79/OB/02.        1pp. 

--79100SOOJ7  ResporsE    to  KRC   t,  applicant   briefs   re   790713  amended 
petition    to    Intervene.  NRC  response    inadequate.  Requests  rtBLD 
expand   geographical   area   under  consideration,  based    on 
radiation  measured   during    actual    event 
KEEP  1WQ,  W.  ,    STRAU8.D.      Gardinar,    NY.       79/09/03,      BPii. 

79100903BA  Answers   NFIC   response    to   intarvenor  Ulster  County   790S11 
suppl    to   potition  to   intervene.  Contentions   re  PCD   dispersal 
Into   Ulster  County    environ   are    unique   problems   relating   to 
sltins    at   QardinnriNY  or  Btuyveaant.NY. 
STAPLETON,  J.  J,       Ulster  County,    WY.       79/09/03.       Ip, 

7910110063  Brief   lubmitted   by    intorvenor   State  of  NY    in  response    to 
util    79O72S  brief,  Htipports    intervenor  Ecology   Action   of 
Oiuega    intorlocu  tory,   appeal    re    dismissal    of   util    7B1122 
appltcatlon. Certificate  of  Svc    end, 

ABflAMS.R.,     SHSA.J.F-,    BIAL1K.E.  J,       NauYorl,     State    of        7WQB/03 
10pp. 


7910130612  Amends    790509   statement    of    contentions   per    NRC   roquest. 
Opposes    siting    of    facilities    1.3  milas    uiast   of   villagu 
because   of   health    ef  fects,  f  Inane  ial    risk, climate   !.   property 
value    losses. 
QRAV,R.C.       Mexico,     NY.        79/09/3B.        3pp. 

7910130420  Forwards   revised    contentions    per    conversations    t.   meetings   ui/ 
NRC.  ASLB   attention    ia    drawn    to   790737    filing   which    stated 
that   case   should    bo   dismissed, 
DALY.H.      Ecology    Action    of   Osiuogo.       79/10/01.       Ip. 

— 79101B0430  Suppl    to   petition    to    intervene    submitting    revised 
contentions.  Includes   allegation    that    assessment   &    other 
related   matters    re    alternative    fuel    sources,  subml tted    by 
applicant    to  NRC, are    inadequate. 
UEDEH.S.,    DAUY.H.       Ecology    Action    of   Osuego,       79/10/01.       7pp. 

7910190345  Order    dismissing    application    by    NY   Btatc   Eloctric    &  Oas 
Carp   (.  L1LCO   for    certificate    of    environ    compability    tt   public 
need    to   construct    p lant.  App 1 icants    have    not    demonstrated 
statewide   need    far    facility, 
MADISON,  S.  R.        Now   York.     Btate    of.        79/1O/12.        6pp, 

(».     Inspection   reports,     IE  Dulletina    ti   correspondence 

7910I6Q1BS  Forwards    IE    Insp    Ropts    50-596/79-01    d   50-597/79-01    on 
790605-06,  No   noncomp I iance    notod. 

CARLSOhj.R.  T,  Region    1,    Ph i ladolph ifl,    Reactor   Construction   & 

Engineering   Support   Branch.       79/00/31.       2pp. 

— -7910160191    IE    Insp   Itepts    50-376/79-01    t,   SO-597/79-01    on   790603-06.  No 
noncompl lance   noted.  Major    areas    Jnopocted: OA  program 
activities    including    organ!  iat ion,  document   review   (<   control 
procedure  review  b   audits. 

NARROH.L.,    NAPUDA.G.  Region    1,    Philadelphia,    Office    of    the 

Director,      MCQAUOHV.  fi.  W.  Region    1.    Philadelphia,    Reactor 

Construction   It   Engineering    Support   Branch.       79/OB/30.       ipp. 


DOCKET    30-599  CARROLL  FACILITV    I 

A.    Application/construction   ntago    documents   &   correspondence 


7910330232   Discusses    790917-1B   site   visit.  Also   discusses    79O919    special 
hearing    conference    in   Mt   Carroll, IL    to    determine   whether 


specific    Individuals    or   nroups    yjn    DB   admitted   a« 

intervenors    in   early    site    proceedings. 

HAUPT.C.A.  Environmental    Projects   Branch    1.       79/10/03. 


Ip. 
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C.     Utility   Environmental    Report    (ER>.     amends   (.   correspondent 


H.     Oenoral    correspondence 


7910100346   Discusses    review    of    Suppl    2    to    environ    ropt    POP    six 
archaological    sites    to    bo    impacted    bg    facility    const 
Evaluation  fc  mitigation   plan    should    be   coordinated    u/IL 
Historic   Preservation   officer. 
PIERCE, R.L.        Interior.  Dept.  of.        77/10/04.        Ip, 


Q.     Ad  judicatory    correspondence 


791007018S  Order    scheduling    79OB13    special    prohaaring    conference    in 
Savanna,  !L.  Parties   uiho    hava    filed    petitions    to    intervene 
must    file    Hat    of    contentions    to    bo    litigated    by    790731    ND 
limited   appearance    statements    allouied    at   hearing. 
WDLF.J.F.      Atomic    Safety    and    Licensing    Board    Panel.       79/O7/10.       3pp. 

7909350344  Motion    far    reconsideration    of   ABLE)    790718   order    denying    NHC 
790713  motion    to    defer    special    prahearlng    conference 
Continuance    through    790914    is    requested    fnr    negotiations 
W/Cortificate    of   Svc, notice    of    appearance   (<   documentation 
CHfilSTENDURV,  E.         Hearings   Division.       QODDARD.R,  Branch   2 

79/07/23.       llpp. 

77100505S7  Order    granting   NRC   motion    to   defer    special    prehearing 
conference    until    at    least   790914, Time   &   place   mi  1 1    bo 
advised    in    future    order. 
HQLF.J.F,      Atomic    Safety    and   Licensing    Board    Panel.       79/07/37.       Ip. 

7910030161    Motion    to   defer   790919-BO   special    prehearing    conference 
because    of   conflicting    commitment. Requests    postponement   or 
changing    second    day    of    conference    to    790921. Certi flcate    of 
Svc    ercl, 
BCHWAD.J.C.       laua   Public    Intermit   Research    Group.       79/OS/06.       3pp. 

7910040001   Answer    to    IA  PIRO  790806  motion    advising    of    schedule 
conflict  in/second    day    of    special    prehearing    conference,  on 
790930,  Urges   A3LB    to   maintain    selioduloi  1A  PIHQ    interests 
tan   be  concluded    on    first    day.  Certi ficato   of   Bvc    encl. 
STEPTOE.P,        Commonweal  th    Edison    Co,        79/00/13.        3pp, 

791OOS0757  Order    denying    IA  PIRO   790906  motion    to   pootpone   790917-20 
•special    prohuaring    conference   or    to    change    second    day    of 
conference.  IA  PIRO  right    tg    reneiii   mutlon   during    firat   day    of 
con-parence  will    be  maintained. 
WDLF.J.F.      Atomic   Safety    and    Licensing    Hoard    Panel.       79/OB/16,       Ip. 

7910190131   List   DP    contentions.  Applicant   hao    ntit    sufficiently    examined 
environ  matters,  long-term    local    economic    ofPecta   J<   has 
failed   to   provide    sufficient    data   re    agricultural    concerns   S. 
otJier   related   matters.  Certificate    of   Svc    encl. 
CQJC.J.  H,       Jo   Davlas   County   Ad   Hoc    Committee    on   Nuclear   Enerou 
Information,      79/09/03.      I0pp. 

791015-0314   Contentions    submitted    as    ouppl    to    petition    to    intervene. 
Safety    i>  environ    issues   are    not   resolved    or    investigated 
fully.  Certificate    of   Svc    (<  notices    of    oppoarance    of   SN 
Giluler  &  JV  Vranken    end. 
BENKETT.N.  J.  .    SCOTT,  H.  J.        Illinois,    State   nf,       79/09/04,       16pp. 

7710280480  Forwards,  per   D  Ooddard    request, Comm  Ed    79Q6H7    Itr   anneuniinn 
delay    until    1990  ft    199i    in    fuel    load    da  ton    Change    in 
schedule    Is   caused    by    TMI-3   accident    procedures   t,   reflected 
In  Au-D    1779  Carroll    County    site    suitability   ropts, 
8TEPTOE.P,  P.       laham,    Lincoln   (<   Gealo.       79/09/07.       Ip, 

7910130344  Suppl    to   petition    to    intervene    per   ASLB    order. Applicant 
Failed    to  meet    environ   &   safety    aspect    requirements,  failed 
to.   consider   alternative    sources    of    energy    l<  other    portlnont 
factors   fe  did   nut    demonstrate    financial    qualifications. 
•      louu  Socialist   Party.       79/09/1O,       Ip, 

7910160042  Amended    petition    to    intervene   t.    requaat    for    hearing. 
Applicant   did   not   adequately    account    for    decreased    nood    for 
electricity   dus    to   u»u    of   alternative    energy    sources    by 
customers.  Unsigned    affidavits   &  Certificate    of   Qvc    end 
OOOOL,E,.    RUNVON.J.       Citiiens   Against   Nuclear   POUJBP,       79/07/10, 


7910170594  Response    to    supplemental    contentions    filed    by    State   of    IU. 
IA  PIRO, Jo  Davless    County    Ad   Hoc    Committee    on    Nuclear   Energy 
iv  fa,  IP,  Socialist  Party.  Catholic    Worker   fc   other    pat  it  loners. 
Certificate   of  Bvc    etiel. 

6TEPTDE-P.      Commonwealth   Edison  Co,      BTEPTOE.P.       I  sham,    Lincoln  fc 
Dial*.       79/09/10.       30pp. 

7910260260  Memorandum  i  order   from  790919  pmhearlng   conference. 
Grants    petition!    to    intervene    from  States    of    IL  h    IA, Jo 
Davi»»t  County   Ad    Hoc    Commlttaa    on   Nuclear   Energy    Info, IA 
S2,*™,1**  Psrt«' IA  "10  t<   CUliens    Against  Nuclear  Pouier. 
HOLTON.R.L.,    BR10HT.O.O..    WOLF.  0.  F.       Atomic    Bafnty    and   Licensina 
Board    Pan»l.       79/10/10.       13pp. 


7910010364  Diicus.ei  reorganisation  of  des  ign,  operations  &  lieenBina 
ac  t  ivi  ties.  " 

REED,C.   Commonwealth  Edison  Co,   79/09/21.   Ip. 

T.  Hearing  transcripts  on  non-antitrust  matters 

7910010463^TranIcript  of  prehearing  conference  nn  79091-7  in  Mt  Carroll, 
WDLF.J.F.   Atomic  Safety  and  Licansing  Board  Panel.   79/09/19,   90pp. 

DOCKET  50-600  CARROLL  FACILITY  II 

A.  Application/construction  stage  documents  5.  correapondnnco 

7910330222  Discusses  790917-18  site  viait.  Also  dlicuu.i  790917  special 
hearing  conference  in  Mt  Carroll,  1L  to  determine  uhcttior 
specific  individuals  or  groups  will  lie  admitted  as 
intervanors  in  early  sita  proceedings, 
HAUPT.C.A.     Environmental  Projacta  Branch  1.   79/10/09,   Ip, 


!Vir0nml'nl!1  "^port  IEH)l  amends  t,  corrospondance 

7910100346  Discusses  review  nf  Suppl  3  to  environ  rept  for  si* 
arcnoological  sites  to  be  impacted  by  facility  const 
Evaluation  t  mitigation  plan  should  be  coordinated  u/IL 
Historic  Preservation  officer, 
PIERCE,  R.  L.   Interior.  Dept.  of,   79/10/04. 


Ip. 


0.     Adjudicator!;   correspondence 


79100901B5  Order    scheduling   790815  special    prehearing    conf.rence    in 
aavanna.  IL.  Parties  who   have    filed    petitions    to   intervene 
must    file    Hat    of  contentions    to   be    litigated    by    790731.  No 
limited    appearance    statements   alloiutd   at   hearing. 
WOLF.J,  F.      Atomic   Safety    and   Licensing   Board   Panul,       79/07/10. 


3pp. 


??"0!!    T   ro':ilnsi<1  <"•<":  ion   »'   "SLD  71071O  order    denying   NRG 
motion   to  defer   special    prohearing    conference 
Continuance    through    790914    is   requested    for   negotiation*, 
™o?I^KmM™0r-0f  Bvc'notl"   "f   appearance   t,   documentation, 
™™^NGURY'E  Barings    Division.       CDDDARD,  R,  Dranch    g. 

/v/07/23,        llpp. 

7910030327  Order   granting   NRC   motion    to   defer    special    prehoartna 
conferenco   until    at    least   790914.  Time  J.  place  will    ta 
advised    in   future   order. 
WOLF.J.F,       Atomic   Safety    and   Licensing    Board   Panel.      79/07/27.       Ip. 

7910030161    Motion    to   defer   790919-20   special    prehearing    cpnferorKe 
because    of   conflicting    commi  tment.  Requests    postponement    or 
changing    second    day    of   conference    to   790921,  Certl  Picatc   nf 
Bv  c    e  n  1  1  . 
8CHWAB.  J,  C.       loua  Public    Interest   Research   Group.       79/09/06.       3pp. 

7910040001    Answer    to   IA  PIRO  790BO6  motion   advising    of   schedulo 
™«ii        in/second    day    of   special    prahearing    conference,  an 
/9Q920.  Urges   ASLB   to  maintain   schedule!  IA  PIHO   interests 
can   bo    concluded    on   first   day,  Certificate   of  Svc    end 
STEPTOE.P,       Commonwealth   Edison   Co.       79/08/13.      3pp. 

7910050737  Order   denying    IA  PIRO  790806  motion    to  pontpono    790919-HO 
special    prehearing   conference   or    to  change   second    day   of 
conference,  JA  PIRO  right    to   rsnem  motion   during    first   d-au    of 
conference   mill    be  maintained. 
UQLF.J.F.       Atomic   Safety   and    Licensing   Board  Panel.      79/OB/1A.       Ip, 


Biamined 


79101S0131    List   of    contentions. Applicant   has   not   *uf f iciunt ly 
environ  matters, long-term   local    economic    effects   &  has 
failed'  to   provide   sufficient    data   re   aoricul toral    concerns  t, 
otnnr   related   matters.  Certificate    of  Bvc    end, 
COX,  J. U.      Jo   Davles   County   Ad   Hoc    Committee   on  Nutlear   Energy 
Information.      79/09/03.      10pp. 

791 01  SOaM  Contentions    eubmlUed    as    suppl    to   petition   to    Intervene 
Safety   fc  environ    Issues   are   not   rosolvod   or    investigated 
fully, Certificate   of  Svc   t  notices    of   appearance    of   BN 
Bekuler  !<  JV  Vranhon   encl. 
BENNETT,  N,  J.  ,    SCOTT,  U.  J,       Illinola,    State   of.       79/O9/04         lipp 


l™fMP?K)l'i'?«?  Ooddard   request,  Comm  Ed   7-J06H7   Itr   announcing 
delay    until    1990  (.    1991    In   fuel    load   dates.  Change    In 
schedule    Is    caused   by   TMI-2  accident   procedures  h   reflected 
in  Aug    1979  Carroll    County    site   suitability   repts 
STEPTOE.P.P.       Ishaffl.    Lincoln  (.  Deale.      79/09/07.       Ip 
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7710180344  Suppl    to   petition    ta    intervene    par   ASLQ    order. Applicant 
failed    to   meet    environ   fi    safety    aspect   r  equivement*.  fat  lod 
to  consider  alternative    sources    of    energy    >f   other    pertinent 
factors  !i   did   not   demonstrate    Financial    qualifications. 
»      Iowa  Socialist  Party.       79/09/10.       tp. 

7910160043  Amended   petition    to    intervene   &    request    far   hearing. 
Applicant    did    nnt  adequately   account    for    decreased    need    Far 
electricity   due    to   use    of    alternative    energy    sources    by 
customers.  Unsigned   affidavits   &  Certificato   of    Svc    end, 
OD80L.E..     IIUNVDN.J,        Citiien!    Against    Nuclear    Poiuer.        79/09/10. 
10pp. 

791017059'!   Response    to    supplemental    contentions     filed    by    State    of    IL, 
Iti  PIRQiJo  Daviess  County    Ad   Hoc   Committee    on    Wuclear  Energy 
Info.  1A  Socialist   Party,  Cathol  ic   Horler   ti    other    petitioners. 
Certificate  of   Svc    end. 

STEPTOE.P.       Commonwealth    Edison   Co.        STEPTDE.P,        Isham.     Lincoln    t 
Beale,      77/07/10.      30pp. 

7910260260  Memorandum  ti   order    from  79O919    pruhearing    conference, 
Grants    petitions   to    Intervene    from   States    of    IU   &    IA.  Jo 
Daviess  County    Ad   Hoc   Committee   on  Nuclear   Energy    Info.  IA 
Socialist   Party, IAP1RQ   !<    Citiicns    Against   Nuclear   POUET. 
HOi-TON.R.L.  .     BRIGHT, 0. 0..     WOLF.  J.  F.        Atomic    Safety    and    Licensing 
Board    Panel.       79/1O/1Q.         13pp. 


H.    General    correspondenc  i 


7910010364   Discusses    reorgan  i  lat  ion    of    des  i  gti.  operations    !t    licensing 
activities. 
flEEO.C.       Commonwealth    Edis-on   Co.        79/07/21.         ip. 


T.    Hearing   transcripts    on   non-antitrust    matter! 


7910010463  Transcript    of    prehear-ing    conference    oai   790919    in    Mt   Carroll. 
IL.  Pp.  1-B7. 
HDLF.J.F.        Atomic    Safety    and    Licensing     Board    Panel.        79/Q9/19.        9Opp. 

DOMESTIC  LICENSING  OF  SPECIAL  NUCLEAR  MATERIAL 


DOCKET   70-OQOB   BATTELLE   COLUMBUS    LABORATORIES 


7910090535   Forwards    IE   Bulletin   79-19,     "Packaging    of    Low   Level    Raduiaste 
for   Transport   d   Burial.  "    Action  required. 
KEFPLER,J.G.  Region    3,    Chicago,     Office    of    the    D-irector.       79/03/10. 


791O11O191    Forwards    IE    Insp    Rafts    30-0572Q/79-03, SO-OO6/77-O1    fc 
70-0008/79-04   on  790807-10.  No   noncompliance   noted. 

DAVIS  A.B.  Region  3,     Chicago,    Fuel    Facility    &   Materials    Safety 

Branch.        79/08/27.        2pp. 

—79101 1019B  Notice   of    devlatinn    from   insp    on   790807-10. 

*          Region   3,    Chicago,    Office   of    the   Director.       79/03/34.       Ip. 


— 7910170053    IE    Inap   Rept   70-OO27/79-1 1    on   790806-09.  No    noncomp liance 
noted. Major   areas    ins-pec  ted:  1  imi  t   of    error    re    inventory 
differences   E<    independent    Insp    of    Fundamental    nuclear   matl 
control    plan. Details    withheld    (rof    10CFR3.770). 

JONES,  t).  N.  Region    2.    Atlanta,     Office    of    the    Director.       79/08/29. 

IP. 

7910040225   Responds    to    790BI5    Itr    requesting    six-month    extension    nf 
nip  Irat ion    date   of    badges    issued    per  License   Condition 
9.  4.  He).  Amends  Matl    I.    Plant   Protection  Amend    MPP-1 
accord  ing  1  y.  Amended    section-encl. 

MCCGRKLE,  O.W.  Physical    Security   Licensing    Branch.       79/09/07. 

2pp. 

7910030179   Ack    receipt    of    790713    Itr    forwarding    revisions    to    guard 
qualification   &   training    p  Ian.  Revi  sions   acceptab  la. Section   9 
of  ttatls   t,   Plant    Protection  Plan   tfPP-1    to   License   SNM-42 
amended    ac  cord  ing  1  y.  Info   withhold    Iref    10CFR2.790). 
MCCORKLE.G.  W,  Physical     Security    Licensing    Branch.        79/09/11. 

2pp. 

7710190192  Approves    790207   request    for    exemption    to    store    up    ta   7.5   lg 
U-23S   of   93'/.   enriched    scrap.  Requea  t   deemed    proprietary 
(ref    10CFRH.  79O), 
BURMETT.R.  F.         Division    of    aaFe-guflrtls.       79/09/2-1.       Ip. 

79102S04BO  Refunds    check    submitt&d    iu/791002    Itr    to    cover    page    changes 
for    License    SNH-42, Changos    tiled    under    IOCFR70. 32c    not 
subject    to    fee. 
WEISB,  D.  License    Fee   Management   Branch.       77/10/12.       Ip. 


DOCKET   70-0033   TEXAS    INSTRUMENTS,      INC. 


79101HG321    ForuardB     IE    Inap    Rept    70-0033/77-09    on   770i26-afl. No 
none  orap  1  lance   noted, 

BHITH.  O.H,  Region    1,    Philadelphia.    Fuel    Facility    (.Materials 

Safety    Branch.       79/O8/32.       2pp. 

— 7710180535    IE    Insp    Ropt    70-0033/79-09   on   770636-20.  No   noncompl ianco 
no  ted,  Major   aruas    inspected:  nuclear    safety,  radiation 
detection    instruments, pac kag 1 ng    of   radioactive   matl    for 
transport   t<  maint. 

KRJNEY.  H.  W.  Region    1,     Philadelphia,    Office   of    the    Director, 

CROCKER,  H.W.  Region    t,    Philadelphia,    Fuel    Facility    &  Materials 

Safety    Branch,       77/09/20.       7pp. 

7910110010  Notifies    that   Amend   MPP-1    to   License    BNM-23    is   revised    to 
allow    for    eiemptians    in   measurement    control    plan   which 
deviate    from   requ  iremetl  ts    of    rogul  ations,  Amend    also    deletes 
three    obsolete    license    conditions. 
PARTLOW.J.O.  Material    Control    Licensing    Branch.        79/09/07.        8pp. 

7910290441    Responds    to    IE   Bulletin   79-19,     "Packaging    of   Loui  Level 
Raduaste    for   Transport   i  Burial."    Maintains    conies    of    burial 
contractor    1  ic  ense.  Pro  jec  t   manager    of   nuclear    safety    Ei 
manager    of    nuclear   mat  Is   responsible   for    transfer   EC  packing. 
SHEHMAN.  F.  L.        Texas     Instruments ,     Inc.        77/09/07.        3pp. 


— 7910110206    IE    Insp   Rept    30-0572S/79-03.  SO-006/79-01    ti   70-0008/77-0-1 
on  770B07-10.No   noncnmp  1  lance   noted.  Major   areas    inspected; 
facility    changes   &  mod    operations   reviewed    &   internal/ 
external    eiposure  rcvieui. 

PECK,C.C.,    NILLER.D.E.  ,     GREGER,  L.H.  Region    3,     Chicago.     Office    of 

the    D-ireKtor.        79/OB/24.        6pp. 

7910030797  Ltsis    for  approval   alternate    truck    route*    for   shipments    of 
irradiated    BUR    b   PUR    Fuel    rod    uastes    be  turn  en    Heat.  Jefferson, 
OH  &  Richland.UA. 

FAUST,  H.M,       Qattelle    Memorial    Institute.     Columbus    Laboratories, 
79/08/30.        2pp, 


791037010H  Foriuard!    IE    Insp   Rept    70-0033/79-07   on   790611-13.  No 
noncompliance   noted.  Octal  Is   withheld    (rof    10CFR2.790). 
MARTIN.W.G.  Region    1,    Philadelphia,    Safeguards    Branch.       79/09/13. 

2pp. 

— 7910290105    IE   Insp    Rept    70-0033/79-07   on   790611-15.No   noncompliance 
no  ted.  Major   areas    inspected :facility    organ iiation, facility 
op eratlon,  storage   &    internal    contrql    of    records   &  rapts. 
Details   uiithhold    (ref    10CFRS.  790). 

ZIBULSKY,  H.  ,    COHEN,  I.  Hegion    t,    Philadelphia.    Office    of    thn 

Director.       JOYNER.J.H.  Region    1,.  Philadelphia,    Reactor 

Construction   &   Engineering    Support   Branch.       79/08/31.       Ip. 


7910130013  Ack  receipt   of   770913    Itr    informing   NRC   of    iteps    taken   to 
correct    deviation  noted    in    790B29    Itr   &    IE    insp    repts. 
DAVIS,  A,  D.  Region  3,     Chicago.    Fuel    Facility    &  Materials   Safety 

Branch.       79/09/21,       Ip, 

—7910120046  Responds    to  NRC    790B37    Itr   re    deviation    noted    in    IE    insp    on 
770807.  Corrective   action»:new   stack   monitoring    sijs    Installed 
at  hot  cell, 

TOY.H.L,       Battelle   Memorial    Institute,    Cnlumttls   Laboratories. 
77/09/17.       Ip. 


DOCKET  70-0027  BADCOCK  k  W1LCOX   CD. 


79101700*9  Forwards    IE    Insp    Rept   70-OOH7/79-1 1    on.   790B06-Q-9.  No 
noncompliance   noted. 
KENNA,H.  B,  Region   2.    Atlanta,    BaPeguards    Branch.       79/OB/30. 


2pp. 


7910120423  Requests    reg  istrati.on   4S    user   of   Model    Core    II    fuel, 
SHERMAN.  F.  L.       Teiaif    Instruments,     Inc.       79/09/17.       Ip. 

7910110477  Ack    receipt    of    790904    Itr    informing    NRC    of    steps    taken    to 
correct   violations   noted    in    IE    Insp   Repl   70-0033/77-0(3, 
SMITH, O,H.  Region    1.    Philadelphia,    Fuel    Facility    t.  Materials 

Safety    Branch.       79/O7/2O.       Ip. 

— 7910110500   Responds,  to   NRC    790B14    Ifcr   re   violations    noted    in    IE   Inap 
70-0033/79-00.  Corrective    act! DOB; fixed   alpha   activity 
measurement*   now   comply   ujlth    license   requirements. 
HOPPER,  C.  M.      Texas    Inatrumants,     Inc.       79/07/04.       Bpp. 

— 7710110S02   Foruards    IE    Insp   Rept  70-0033/79-OH    on   770619-21    &  notice  at 
violation. 

BMITHrO.H.  Region    1,     Philadelphia.    Fuel    Facllitu   t,  Materials 

Safety    Drapch.       79/08/14,       2pp. 
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-771011051S  Notice    of   violation    from    insp    on    790619-21. 

*  Region    1.    Philadelphia,    Fuel    Facility   &  Materials    Safety 

Branch.       79/OB/02.       Ip. 

~7710il031fl    IE    Insp    Rept    70-0033/77-QB    on    790619-21.  Noncomp  1  iance    noted: 
failure    to  make   removable    beta-gamma    survey    8.   failure    to 
make    fixed    alpha    survey. 

CLEMMQNS.P.  E.  Region    1.    Philadelphia,    Office   of    the   Director. 

CROCKER,  H.W.  Region    1,    Philadelphia,    Fuel    Facility    (.  Materials 

Safety    Branch.        77/OS/02.        Spp. 


— 771Q09Q7S9    IE    Insp    Rept    70-0135/79-13    on    79Q6Q4-OB.  No    none omp 1 i ante 
noted.  Major   areas    inspected :  shipper/receiver    difference    of 
low   enriched   f   heiafluoride    receipts  fc   measurements   & 
statistical    control s.  Detai IB    withheld     <ref     10CFF13.  790). 
ZIDULSKY,H,  ,     jaVNEF!,J-H,  Region    1,    Philadelphia,     Safeguards 

Branch.       79/OB/31.        Ip. 

7910050308  Notifies    that    Amend    MPP-1    to    License    BNH-14S  uia  a    amended    on 
790629    to    Incorporate    safeguards    contingency    f Ian. Refund 
mill    bo    lent   re    overpayment    tor    review  &   approval    of    plan. 
MILLER,  W.  O.  License    Fee    Management   Branch,        77/09/13.         Ip. 


DOCKET   70-0036   COMBUSTION   ENGINEERING,     INC. 


7910010049   Forwards    IE    Insp    Rapt    70-0036/79-05    on    79Q717-20.  No 
none amp  1  lance    noted. 

DAVIB,A.B.  Region   3.    Chicago,     Fuel    Facility    S.  Materials   Safety 

Branch.        79/08/08.        2pp. 

—7910010054    IE    Insp    Rapt    70-0036/77-05    on    790717-30.  No    noncomp  1  iance 
noted.  Major   areas    inspected: emergent g    planning   t   environ 
protection. 

AXELSQN.  W.  L.  ,    ESSIO,  T,  H.  Region   3,    Chicago,    Office    oP    the 

Director.       77/08/06.       7pp. 

7910050952  Forwards    IE   Bulletin    77-17,     "Packaging    of   Loio  Level    Radtuastn 
for   Transport   t  Durlal. "    Action   required. 

KEPPLGR.J.Q.  Region   3,    Chicago,    Office    of    the   Director.       77/OB/10, 

IP- 

7910030672   Forwards    IE    Insp    Ropt    70-OQ36/79-O6    on    770716-30. 
Mo   noncomp 1  lance    noted. 

DAVIS,  A.  D.  Region   3,    Chicago,    Fuel    Facility    t.  Materials   SaFetij 

Branch.       77/08/22.       3pp. 

—7910030680    IE    Insp    Reot    70-0036/79-06    on    790716-20.  No    noncomp  1  iance 
noted. Major   areas    Inspectd: nuc  1  ear    critlcality    safety, 
radiation    protection    program  t,   radioactive    waste    mgt. 
PECKiC.C.  Region    3.     Chicago,     Office    of    the    Director. 

OREOER.L.  R.  Region   3.    Chicago,    Fuel    Facility    «.  Materials  Safety 

Branch.       79/OB/15.       6pp, 

7910960176  Requests    addl    info    to    complete   review   of    gamma   counter 
callbr  procedures.  Requests    vlait    to    facility    to    observe 
procedures   &  practices. 
PARTLOH,  J.  G.  Material    Control    Licensing    Branch.       79/10/12.       4pp. 


79102901Q9   Ack    receipt    of   7709^1    Itr    Informing    NRC    nf   steps    talen    to 
correct   violations    noted    in    IE    Insp    Rept    70-0135/79-14. 
flRIER.B.H.  Region     lr     Philadelphia,     Office    of    the    Director. 

77/10/09.        Ip. 

—  7910270114   ForiuardB    responses    tn    NRC    790830     Itr    re    violations    noted     in 

IE    Insp   Kept    70-0133/79-14,  Correc  tive    ac  tions:  emergency    etlt 
cleared    of    all     it  -a  ma    on    79O72O   &    security    eiploslves 
detector  mill    be    located. 
AUSTIN,  H.  A.        Bab-cock    &   Wllcoi    Co.        77/09/21.         Ip. 

—  7910E9O117  Foruards    IE    Inap    Rept   70-013S/79-  14   on   790714-20  fc    notic-e    of 

violation. 

BMITH,  0.  H.  Region    1,    Philadelphia,     Fuel    Facility    &    Material* 

Safety    Branch,       79/OB/30,       2pp. 

—  7910270120  Notice   of    violation    from    insp    on   77Q7I6-2O. 

*  Region    1,     Philadelphia.    Office    of    the   Director.       79/OB/2Q, 


—  7910270122    IE    Inap    Rept    70-O135/79-14    on    7907  16-30.  Noncoinp  1  lance    notoit: 
failure-   to   maintain    em-urgency    e«it    clear    of    obstruct  inn  u   ti 
failure    to    maintain    pecorda    of    routine    determination 
conducted   on    each    shipment    package. 

ROTH,  J.  Region    1,    Philadelphia,     Office   of    the   Director. 

CROCKER,  H.W.  Region    I,     Philadelphia,    Foel    Facility    b   Mater-lain 

Safety    Branch.       7-J/OB/2B.        12pp. 


DOCKET    70-0143    NUCLEAR    FUEL    SERVICES.      INC. 


7 90 92 BO 070   Ack    receipt    of   790B06    Itr    Informing   NRC   of    stops    taken    to 
correct    violation    noted     In    IE    Inap    Rapt    70-0143/79-13    on 
770405-06. 
HENNA,  H.  D.  Region   S,    Atlanta,     Bsfoguat-da    Drancli.       79/OB/27,        Ip. 


DOCKET   70-0113   PENNSYLVANIA   STATE   UNIV. 


791O310077  Forwards  IE  Insp  Repta  30-GO3/77-02, 70-01 13/77-02, 
70-0144/79-02  fc  70-0242/77-09  on  770508-11.  No  noncomp 1 ianco 
noted. 

MARTIN.W.O.  Region    1,    Ph i lade  1  ph ia ,    Safeguards    Branch.       79/09/07. 

2pp. 

--79103100B6    IE   Innp    Rapts    30-005/79-02,70-0113/79-02,70-0144/79-02   & 
70-0343/77-02    on    77050B-ll.No    nnncomp 1  lance   noted. Major 
areas    inspected: nuclear    matl    control    &  accounting. 
ZIBUL8KY.H.  Region    1,    Ph  1  lade  Iph  i  H,    Office    of    the    Director, 

JOYNER.J.  H.  Region    1,    Philadelphia,     Safeguards   Branch. 

77/OB/BO.       Bpp. 


DOCKET  70-0134  WISCONSIN,     UNIV,     OF,    MADISON 


7910110316  Foruards    IE    Inap    Repta    50-136/77-02  t  70-0134/79-01    on 
790731-0802.  No   noncamp 1 iance    noted. 

DAVIB,A.D.  Region   3,    Chicago,    Funl    Facility   i  Materials   Safety 

Branch.       79/08/27.       Spp, 

— 7910110320    IE    In*p    Repts    30-I56/79-O2    l<    7O-0 134/79-01     on    790731-OB03. 
No  noncomp 1  lance    noted. Major    areas    Inspected; audits, 
radiation   protection    procedures,  training, instruments, 
exposure    control, surveys, qualifications    &   effluent    controls. 
OREOER,L.R.,    DUHRY,  N.  E.  Region   3,     Chicago,    Office    of    the 

Director.      79/QB/24.      app. 


DOCKET  70-0135  BADCOCK  t.  HILCDX   CO, 


7910090730  Foruardi    corpBctad    Page   7   to    IE    Insp   ftept*    70-0133/78-20   t 
70-0364 /7B-23.  In*p    conducted    on   7B0926-11O3. 
»  Region   1,    Philadelphia,    Safoguarda  Branch.      79/06/23.      2pp. 

7?10090787  Foriuards    IE   Insp    Rept   70-0135/79-13    on   79Oi04-OB.  No 
noncompllance   noted. 
MARTIN,  W,0.  Region    1,     Ph  1  lade  Iphiaj    Safeguards    Branch.       79/OB/30. 


— 79092S0079  fiaaponds    to   NRC    79041B    Itr    TV    vioJotion   noted    in    IE    Inep 
Rept    70-0143/77-13    on    790405-06.  Corvee t ive    ac tions :  Inf o 
uithtiald    (ref    10CFR2.  790>. 

MANSER,  W.  C.       Nuclear    Fuel    Services,     Inc.     (subs,     of    Oetty    Oil    Co.  ). 
79/Oo/25.       Ip. 

7*>lQl8QSt>7   Forward*    IE    Insp    Hop  t    70-0143/79-26   on   790709-13    t<  notice   of 
violation.  Notice    of   violation   ulthhe-ld    (reff    10CFD2.  79O1. 
KENNA,  W.  D.  Region   2.    Atlanta.     Safeguards    Branch,       79/QB/31.       2pp, 

—7710180276    IE    JnEp    Rept    7O-O143/79-2&    on    7907O9-13   fc   0730-0802. 
Noncompl lanco    noted :  fa  1  lure    to    fallow    liquid    £<   uiaeta 
ifispoaal    procedure    for    discharge    tank.  Details   withheld 
<ref    10CFR2.  770). 

DATES,  J,  W.  Region    3,     Atlanta,     Office    of    tho    Diructor. 

OILLESPIE.F.  P.  Region   2,    Atlanta,     Safeguards    Branch.       77/OB/31. 

Ip. 

7910040083   Ack    receipt    of    IE    Inap    Sopt    70-143/79-34    on    790731-0607.  No 
proprlo-tary    Info. 

MANSER,  W.  C.       Nuclear    Fuel    Services,     Inc.     (subs,     of   Oottij    0)11    Co.). 
79/07/11,       Ip. 

— 7910040090  Forwards    IE    Inap    Rep fc   70-0143/79-34    on   79O731-OB07.  Mo 
noncompl lance    noted, 

KENNA,  W,  D,  Rug  ion   S,    Atlanta,     Safeguards   Branch,        79/08/24, 

2pp. 

— 7910040099   IE   Inap    Rept    7Q-Ot43/79-34    on    790731-0907.  No    noncqmnl ianco 
noted. Major   areas    inspected: a lr   monitoring    program, 
contamination    control    program   &  malnt    of    record*    of   BNM 
transfers. 

TDDD,O.A.,    CLAY.E.i-.  Jtegion   2,     Atlanta.    Dffiee   of    the    Director. 

OILUESPIE.F.P.  Region   2,    Atlanta,     Safeguarils    Branch,       7 ?/ OS/2 3. 

10pp. 

7910030720  Responds    to    79090k    Itr    request inc-    relief    from   requirement* 
r«  790Blfl  plant    physical    inventory.  Approves    addition   of 
license    condition    to    Amend    MPP-1    at    Ulc-ense    8NM-1Z4   granting 
4-day    ilalay    for    calculating    U  elamenb    ID   value. 
PARTLOH,  J.  8.  Material    Control    &   Aecountal i  litij    Development 

Branch.       77/09/13.        Ip. 
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77100202I6   flck    receipt    of     IE    Insp    Rapt    70-0143/79-33   on    790709-OB09.  No 
proprietary    info, 

MANSER,  H,  C,       Nuclear   Fuel    Services,     Inc.      (subs,     of   Qettu    Oil    Co    1 
79/09/13.        lp, 

—  7910030234   Forwards    IE    In*p   Rept    7O-Q143/79-33   nn   790707-OBOB,  No 
noncompliance   noted, 

HENNA,  W.  B.  Region    S,     Atlanta,     Safeguards   Branch.       79/08/30, 

2pp, 

— 7710020230    IE    Insp    fiapt    70-0413/79-33    on   790709-0809.  No   noncompl lance 
noted. Majnr   areas    insp ected: work    assignment   control    for 
restricted   amp  loy BBS,  measurement   control    fc  verification    for 
liquid    discards   t<    strike   plan    imp  lementatlan, 

OILLESPIE.  F,  P.  Region  2,    Atlanta,    Safeguards  Branch.       LEE,  T.  D. 

Region   2,     Atlanta,     Office    of    the    Director.        79/00/30.        4pp, 

7910030206  Ack    receipt    of   790911    Itr    informing   NRC    of   steps    taken   to 
correct  violation   noted    in    IE   Insp    Rept  70-0143/79-35. 
KENNA.W.  B.  Region  3,     Atlanta,    Safeguards   Branch.       79/09/18.       lp. 

— 7910030213   Rasponds    to   NflC   79QB32    Itr   re    violation   noted    in    IE    Inap 
Rept  70-0143/79-35.  Corrective   ac  t  ions;  cy  1  inder   moved    to 
comply    u/9urface-to-5urf ace   separation   space   of   at    least 
15    inches, 

MANSER, W.C.       Nuclear   Fuel    Services,     Inc.      (subs,     of   Qettu    Oil    Co    ) 
79/O9/11.       2pp. 


7910220466   PN8-I  I-79-102F    supplementing    790925   PNS-I  I-79-103E:  V  esul  ts 
of   analysis    indicate   presence   of    law   enriched    U   consistent 
W/typical    plant    discards.  Resul  ts    of    soil    samples    essay    STB 
consistent   m/ORNL  analysis. 

CQRVELL.G.  P.  .     OILLESPIE,  F.  P.  Region   2,     Atlanta.     Office    of    the 

Director.       79/09/2d.       lp. 

7910180410  PNS-II-79-102Q,  supplementing    790926  PNB-1  1-102F:  NMSS 
measurement    overchecfc    team   began   checking    activities    on 
770926  re  weight   &   gamma-scan.  Environ    surveys    completed. 
No   problems    d  iscovored.  More    environ    samples   being    analyied. 
CGRVELL.O.P.  Region    3,     Atlanta.     Office    of    the    Director,        79/09/27. 


79101B0247  PNS-I  I/79-103H   supplementing    PNS-1020:  mobi  le    lab    in    ready    to 
begin   measurements    in    safeguard    verification    samples.  IE/NMBB 
inventory   measurement    ovorchock    teams    continue    activities    on 
tuo    shifts.  Inventory    completion    estimated    at   appro*    SOX, 
COf?VELL,  0.  P.  ,     OILLEBPIE,  F.  P.  flegion    2,     Atlanta,     Office    of    tlio 

Director.        79/09/23.        lp. 

79101B0229  PNS-I  I/79-103I  :  on   79100fl,  1  iccnsee    began    invontorij,  NRC 
inventory    team   is    observing    actions    of    licensee   &  will 
remain   onsite    until    completion    of    production   area    inventory 
Hating,  Completion   e*pocted    on   791009. 

OILLEBPIE,  F.  P.  Region   2,    Atlanta,    Office    of    the    Director 

79/10/04,        lp, 


— 7910030319    Forwards     IE    In-sp    Rept    70-0113/79-35   nn   770B06-QB   t,   notice 
of    violation. 

SUTHERLAND,  J.  T.  Region   2,     Atlanta,     Fuel    Facility    fe   Materials 

Saffftu   Branch,        79/03/33.       3pp. 

—  7910030223  Notice    of   violation   frnm    insp    on  790B06-QB. 

*  Region   2,     Atlanta,     Office    of    the    Director.       79/OB/22.        lp. 

—7910030332    IE    In>p    Rept    70-0143/79-33   on   770806-05,  Noncomp  liance    noted; 
Failure    to  maintain   required    spacing    for    interacting   units 
CORYELL.O.P.  Region    H.    Atlanta,    Office   of   the  Director. 

PATTER,  J.  P,  Rogion   2,    Atlanta,    Fuel   Facility  h  Materials  Bafetii 

Branch.       79/OB/3a.       4pn. 


79101B0255  Ach    receipt    of   79091B    Itr    informing   NRC    of    stops    tafcan    to 
correct   violations!   noted    in    IE    Insp    Rept   70-0143/79-2i. 
HENNA,  U.  H.  Region    2,     Atlanta,     Safeguards    Branch.        79/1O/05,        lp. 

— 79101002A8  Responds    to   NRC    790831    Itr   re   violations   noted    in    IE    Innp 
Rept   70-0143/79-26.  Corrective   actions:  detai  Is   uilthheld 
(ref    10CFR2,  790). 

MANSER.  W.  C.        Nuclear   Fuel    Services,     Inc.      (subs,     of    Qettu    Oil    Co    ) 
79/09/1B.         lp. 

7910260112   Forwards    IE    Insp    Rept    70-0143/79-13    on    790911-14    Notice    of 
violation   withheld    (ref    10CFR3. 790), 
KENNA.W.D,  Rngion  S,    Atlanta,    Safeguards    Branch,       79/10/11.       3pp. 


79100500119   Act    receipt    of    7¥0911    Itr    informing    NRC    of    ateps    taken    tn 
correct   violations    noted     in    IE    Insp    Rept    70-0143/79-32. 
KENNA.  H.  B.  Region  2,    Atlanta,    Safeguards   Branch.       79/09/1B,       lp, 

—7910080093   Responds     to   NRC    790822    Itr   re    violations   noted    In    IE    Insp 
Rept   70-0143/79-33.  Corrective  actions   withheld    (ref 
10CFR2.  790). 
MANSER,  U.  C.      Nuclear   Fuel    Services.     Inc.     (subs,     of   Oetty    Oil   Co.). 

/  T/O*?/1   1  ,  lp. 

--  -7910050106  Forwards    IE   Inso   Hept  70-0143/79-33  on  790717-20  &  notice   of 
violation.  Notice    of  violation  withheld    (ref    10CFR2  790) 


791005010B    IE   Insp    Rept   70-0143/79-32  on  790717-20.  Noncompl  lance   noted: 
failure    to  use  appropriate   statistical   methodB    to  evaluate 
measurement   errors.  Detai  la  withheld    (ref    10CFH2  790) 
OONES.D.  U.  Reuion  Z,    Atlanta,    Office   of    the  Director 

OILLESPIE.F.  P.  Region?,    Atlanta,    Safsguards  Branch,       79/OB/22 


—7910260114    IE    Insp  .Rept    70-0143/79-43    on    79091 1-14.  Noncomp  1  lance   notod' 
detection    aids.  Details   withhold    (rof    10CFR2,  790). 

TODIN.H.J,  Region   2,    Atlanta,    Office    of    the   Director,       ERYIN,  N. 

Rogion   2,    Atlanta,    Bafeguni-ds    Branch,       77/10/10.       lp. 


DOCKET   70-0144    PENNSYLVANIA   STATE   UNIV. 


7710310079  Forwards  IE  Inap  Jtoptu  50-003/79-02,70-0113/79-02, 
70-0144/79-OH  !,  70-0243/79-02  on  790508-1 1.  No  noncompl  lance 
noted. 

MARTIN, U.S.  Region    1,    Philadelphia.    Safeguards   Branch.       77/07/07 

2pp. 

--79103100B6    IE    Inap    Roots    30-005/79-03,  70-01 13/77-02,  70-0144/79-OS   !t 
70-03-12/79-02   on   770508-11.  No   noncomp  1  lance    noted.  Major 
areas    inspec  tod  ;  nuc  loar    matl    control    t<  accounting. 
ZIBULSKY.H.  Region    1,    Philadelphia,    Office    of    the    Director. 

JOYNEFl.J.H.  Region    1,    Philadelphia,    Safeguards    Branch. 

77/OQ/aO.       Bpp, 


7910190222  Confirms   order  d   amend   orally    issued   790717  t  advises    of 
rights    per    10CFR2.  201    to   request   hearing   on  all    or   part 
o-P    amends    lisued   within   2O    days    of    notice   date.  Request    for 
hoaring    will    not  defer   effactive  date 
BLJRNETT.fi.F.          Division    of    Safeguards.       79/09/1B,        2pp. 

79102S0447  PNS-77-102C    supplementing    79091B  PNS-77-103, 790719  PNB-79 
102A  8.   790921   PNS-79-102B:  cleanup    of    shut   floun  areas   has 
started.  No    discrepant les   have  been    found   by    insp    team,  Neu 
intp    t*am  mill    start   overchecklng    inventory 


DOCKET   70-0152   PURDUE   UNIV. 


7910090502  Foruards  IE  Bulletin  79-19,  "Packaging  of  Low  Level  Raduiaoto 
for  Transport  &  Burial."  Action  roqutrad. 

KEPPLERiJ.O.     Region  3,  Chicago,  Office  of  the  Director. 
lp. 


79/OB/10 


7910090503  Forwards    IE  Bulletin    79-19,     "Packaging    of   Loui  Level    Raduasta 
for    Transport   t<   Burial.  "    Action    roqulrod, 

KEPPLER.J.O.  Region  3,    Chicago,    Office   of    the   Dlroctor.       79/OQ/tO 

lp. 


7710230451   PNS-77-102D    supplementing   790921   PNS-79-10aC:  overf  1  ight  I, 
ground    surveus   completed    on   790934.  Data    is   being    analuiad   It 
pft-yslcal    aaarch    in    fabrication   plant    In   nroaress 
CORYELL.fl.P    ,     KENN^W.B.  Region    S,     Atlanta,     Office    of    tl.e 

Director.      NRC.      79/09/24.        lp. 

7910BS0439  PNS-I  I  -79-1  03E   supplementing   790924  PN9-1I-79-102D'  lab 
results   of    noil    samp  las   confirmed   presence   of    low  enriched   U 
con«I«tant   in/normal    off  luenbs.  Detailed   environ   surveu    ia    in 


Re9lotl  2l  Atlflnta< 


thfl 


.DOCKET  70-0242  PENNSYLVANIA   STATE  UNIV. 

7910310079  Forwards  IE  Insp  Repta  SO-OOS/79-03,  70-01 13/79-02, 
70-0144/79-02  It  7O-OB42/79-02  on  790808-11,  Mo  noncomp  1  lance 
noted. 

MART1N.W.O.  Region    1.    Philadelphia,    Safeguards    Branch.       79/09/07 

3pp, 

— 79103100B6   IE    Insp   Hepts    90-005/79-02,70-0113/79-03,70-0144/79-02  & 
70-0242/79-02    on   790308-11.  No   noncomp  1  iance   noted.  Majoi- 
areas    inspected: nuclear   matl    control    fc  accounting. 
ZIBULSKYiH.  Region    1,    Ph ilfldB loh la,    Offlca    of    the   Director- 

79/Oa/HO.       8pp. 
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DOCKET   70-0364    PARKS    TOWNSHIP    SITE,     BABCOCK    t,    WILCQX   CO 

7910090730   FormariU    corrected    Page    9    to    IE    Inap    Repts    7O-0135/7Q-30   fc 
70-036-1/79-23.  Insp    conduc  tod    an    760736-1103.  UUJ//B   20   t, 

»  (legion    1,     Philadelphia,     BafoQUardc    Branch.        79/OB/22.        2pp. 


7910070796   Forwards    IE    Insp    Rept    70-0361/79-1  fl    on    790939-0601    No 
noncomp 1  lance    noted. 
MARTIN,  H,  G. 
2pp. 


Region    1,     Philadelphia,     Saf  efluards    Branch.        79/03/30. 


-7910090799    IE    Insp    Rept    70-0364/79-lfl    on    790329-0601 .  No    nonco 
noted. Major    areaa    insp ec ted : nuc lear    matl     control    t 
accounting.  Detai Is    withheld     (rpf    1OCFR2    790) 


7?l00206a3  Notification    of   790913-lfl   meeting    u/Armu   Corpa   of   En9inBerB 
in_Pttt«l""-ph,PA    to    assess    riaka     from    flood    damage    on    U&W      tn9'nBOrB 

Fuel    Process.     !.    Fab.     Branch     (Pro    790727).        79/Q9/H. 


reactors. 
ROUSE-  L.  C. 
Ip. 


7910310034    Discusses    IE    ITIBP    of    License    QNM-414    on    790605-QB   No 
noncompliance    noted,  Majur    areas    inopnc ted : aocuri tu    plan,SNN 
protection,  security    organliatiun   &    detection   aids 
MARTIN.W.Q.  Region    1,    Philadelphia,    Office    of    the   Directpr 


7910010363  NotiPloa    that    refund    will    be 
9°637   plant    P'-^Gction 
Licenso   Foo    Mannpaniiin  t   Branch.       79/09/13.       Ip 


LI  cense. 
MILLER,  W.  0. 


rded    ro    pvorpounujnt    of    Fen 
plant    P'-^Gction   fliod,A»Dnil   MPf'-l    tp 


AUSTIHrM.ft,       Dobcoek    (.   Uilcoi    On,       79/09/17.        lp. 


79J03I0080  Responds    to   790725    Itr    re    ,tor.Bt    UF    U  at   Parks   Tounohip 
Blto.  Sacurltij    cnntrols    as    described    mill    adtniiratclu 
sorve   at   acceptable    search    ron,u  IroranntB,  Onal  to    storane 
of  U  compund   acceptable. 
MCCDRKLe,  0.  W. 


Phyalcol    Hecurilij    Licpnulnn    llrunch.       79/09/26. 


7910230037  Ac  k    receipt    of   790911    Itr    roquotUnit    rolief    From 
10CFR70,  9H»)(&>    requirumonts.  Minor    safogunrda   amend    tea 
ffncl. 
WEISS,  B.  Llcenso   Pee   Manapoirmnt    Dmnch.       79/10/03,       lp, 

7910390331   Forwards   Amend    2    to    Indnrani  tij    AarHompnt    Q-l 
rtUSTIN.M.A.       Dabcock    t,   Wileo.    Co,       79/10/H4.       lp, 


DOCKET  70-0371    UNITED  NUCLEAR   CORP. 


«M       Ro,Q-.l'BBtB  reBistratio,.  a,   llBBr   of  Modal   NNFD-10. 
KlflK.W.F,       United    Nucloar   Corp,       79/09/11.       lp. 


a3    ttr    '"'<"-mlna    NRC    it,p.    tfl!Bn    to 
violations    noted    In    IE    imp    Flopt   70-0371/79-00 

*  Mflt°rlalB 


„   "i»^j23rK,.'-J.K-;j:.-i:i:y-s.'Bl"S,'.J'K"'  "  - 

level    radyeste.from   June    197B-June    1979  '«-»"•=     »°u 

pu.E,       United    Nuclear   Corp. .Naval   Products   Div.       79/1O/02.       lp. 


.. 

License   Fee    Management   Dranch.       79/10/03.         lp, 


Details    withheld     IreF    10CFR2   790) 
HARTIN.W.Q.  Region    ,,     PniladBjphlfl, 


t">    ''     PhiladBlPhlfl'     B.f.Bu.rdf    Branch. 


-7910390070   Notice    of   violation    fr°m    inaP    on    "0416-30   J,    a^-26. 

*          Region    1,    Philadelphia,    Office    nf    the    Director.       79/OB/20. 


-79102900B1     IE    Insp    Rept   70-0371/79-07   on   79MU-M   f,    34-26 
"°"":M'^°   "«*•": '"llu"    *°   ™f°rt   date    of   receiver 


DOCKET   70-0411    CORNELL    COLLEOG   -    IA 


genered"1"""15    tD    IE  Dulletl11  "-19-  No    lo 
ORAQER.H.C,        Cornell    College.        79/09/31.        |p. 

DOCKET   70-0116   COLOHADQ   STATE   UNIV, 


iuu    insp    Pindinga:no    items    of   npncomp  1  ianca   noted. 

i..  u.  Heglon  4,    Dallas,    Office   of    the    Director.      79/OD/OB. 


Ip. 


nOCKET70-Q57S  MONSANTO  RESEARCH  CORP. 


r!    I?'""1*    ?'    7<?°736    Ur    infor^ 
correct  violations   noted    in  NRC  770706    Itr 


of    step*    takrr,    to 


-7910150435  Responds    to   NfiC   79O706   Itr   re   notice  of  vi  alat  1  m,*. 
Corrective   act  ions:  incident   added    to   health    physic*    \oa    h 
og    format   modified    to  reflect    three    item,   needed    to  rept 
incidents,  ' 

8CHIMMEL,n.  L,       Honsantn   Research   Corp.       79/O7/26.       Spp, 


DOCKET   70-0620   ADRIAN   COLLEGE 


2np 


^  NBC    7907ai    Ur    r"   vi«l-"onf   not.d    in    IE   m 
.C(irp«tiVD    actions:  .one   n.rklng    and  .uork 

n,*,  ?oi"ld    to   mooli    '<"10    "«"lP««ntt" 
Unltod    Nucloar    Corp.,  Naval    Products   Dlv,       79/OQ/as, 


7910180077  Notice   of   violation    from    ln«p    on   790417-30, 


lp. 


Region    1.    Philadelphia,    OfPico    of    the    Director.'       79/07/30. 


CROCKER 

SSS 


li  Dn   790fl  17-20.  Noncomp  1  lane*  n0ted; 

!?  "••»>«    Mtl    not    located    In    tbr»    d^arked 

i  ,7    ""S"    fori    corrQ9'o"    cuupon    tost    aperntlon. 

'°      ''    ''""•'lilph**.    OfflB.   OP   th«  Director. 


7909210406  Responds    to    IE  Bulletin   79-19.  No    law    level    r 
generated. 
VODER,  L,  L.      Adrian  College,    Michigan.      79/OB/2B.       lp. 


70-069B  WALTZ   MILL  BITE,    WESTINOHOUSE  ELECTRIC  COJ1P. 

791012051Q  Forwards    IE   Insp  Kept   70-0690/79-01    on   790613-14   No 
noncnmplianco   noted. 
MARTIN.IJ.O.  fieoion    1.    Philadelphia,    Safenuavds  Dranih.       79/08/34. 


—7910190921    IE   Insp   Ropt   70-0698/79-01   on  790613-14.  No    noncamp  1  lance 
noted.  Major   areas    Impeded;  facility    organiiation,  tmeratlnn, 
shipping   d  receiving,  storage  !<  control,  physl  cal    invontoru, 

reiords   fc  roots,  * 


7910310040  Discussat    IE   insp   of  License  SNM-770   nn  790923. No 
noncompliance  noted.  Major  areas    inspected:  procedures   & 
ropresentotivH  records. 

79/09/I?CK'?'°'  ft°Di°"    ''    Phila(lBjPhi'"    °'fl"   •"  'th»  Director. 
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DUCKET    70-0725   WILLIAM    !.    MARY.     COLLEGE   OF 

7710320003  Responds    to    IE  Bulletin    79-19   re    packaging    i   disposal    of    lou 

level    radiuaate.ftaduaste  handled    by    RAO   5vc.Inc.No    shipments 
of   raduaste    made. 

PERDRI8AT..C.  F.        Hilllflm  &   Mary.     College    of.        7*7/10/01.        3pp. 


DOCKET    70-O734    GENERAL    ATOMIC    CO. 


7910150705   roruard*    IE     Insp    Rent    70-073 4/79- 09    on    79O904-07,  1 icenae 
commitments   &  notice    of    vi  ol  ati  on.  Enc  1  s   withheld 
Iret     10CFfl2.  790). 

NDRDERHAUQ. L.  Region    5,    San    Francisco,     Safeguards   Branch. 

79/09/21,        Hpp. 


DOCKET   70-0754   VflLLECITOS    NUCLEAR    CENTER,     GENERAL   ELECTRIC    CO. 

7910Q3Qfi05    Order    eitending     time    until    790017    for    Comtnission    to 
determine    uihether    to    revieu   Director    of  NH5B  790ii39 
decision. 
CHILK.B. J.        Office    of    the    Secretary    of    the    Commission.        79/07 


791031O007  Ack    receipt    of    79O906    Itr    informing    NRC    of    steps    taken    to 
correct    violations   noted    in    IE    Insp    Rapt   70-0820/79-10. 
MARTIN,  W,  0.  Region    1,    Philadelphia,    Safeguards   Branch.       79/09/27. 

Ip. 

— 7910310008   Responds    to   NSC    790B15    Itr   ro   violations    noted    IE    Inup    Ropt 
70-0820/79-10.  Corrective    actions   withheld    fref    10CFR3,  790). 
BOWERS,  C.  E.        United    Nuclear    Corp.,     UNC    Recovery    Systems    Dlv. 
79/09/06.         Ip. 

— 7910310009   Forwards    IE    Insp    Rapt   70-0630/79-10   on   790423-27   fc   notice   of 
violation, 

MARTIN,  W.  0.  Region    1.     Philadelphia,     Safeguards    Branch. 

79/08/15.       2pp. 

— 7910310010    Notice    of    violation    from    insp    on    790423-27. 

•  Region    1.     Philadelphia.     Office    of    the    Director.        79/OB/OB. 

IP- 

— 7910310012    IE    Insp    Rept    70-0820/79-10    on   790123-27.  Noncomp  1  lance    noted: 
failure    to    submit    required    SNM   loss   rept   uiithin    15    dago 
Details   withheld    <ref    10CFH2.  790  I . 

QODV,  A.  Region     1,     Philadelphia,     Office    of    the    Director. 

JOYNER.J.  H.  Region    1.    Philadelphia,    Safeguards   Branch. 

79/QB/OS.       Ip. 


7910190236   Forwards    advance    route    approval     Info    for     shipment     to 
Kanford, WA  roatl    containing    irradiated    reactor    fuel . Planned 
food    &    fuel    stop*    should    he    final  lied    upon    route    approval, 
YQUNOiW.       General    Electric    Co.,    Nuclear   Energy    Products    Oiv. 
79/OB/1&.        4pp. 

7910050631    Orders    extension    until    790931    For   fJRC    to    determine    whether 
to   revie-u  NMBS  790639  decision, 

CHILHjS,  J,       Office    of    t-he    Secretary    of    the   CDHimiu-s  i  on.       79/<W17. 
Ip. 

7910030193  Order    extending    time    until    7<?O93B   for   Commission    to 
determine   whether    to    revieui    Director    of    NMSS    790639 
dads  ion. 

CHIUti  B.  J,       Office    of    the   Secretary    of    the   Commission.       79/OB/30. 
Ip. 


DOCKET    70-0334    BAQCOCK.    J.   WILCOX    CO. 


7910150710  Responds    to    IE    Dullotin   79-19  re    packaging    &   disposal    of 
IDU    level    radwaBte.  Bui  1  et  in    requirements   uiill    be    implemented 
by   791115. Bii    shipments    of    1  oui    level    radwaste    totalling 
1229.02    cubic    ft   uiere   made    from  Jan    1978-June    1979. 
OLSEN.A.F.       Babcock    &  Wilcoi    Co,       79/09/24.       Hpp. 

7910230277  Requests   registration   as    user   of   Westinghouse   Model    Super 
Tiger, 
OLSEN.A.F.        Babcock    &   Wilion    Co.        79/09/21.         Ip. 


DOCKET   70-0925   CIHMARON   FACItlTY.     KERR-MCOEE    CORP, 


79l0170iifeil  Order   granting    eitension    until    791013    for    Commission    to 
decide    whether   director    of  NHSS   790i29   decision   should    bo 
reviewed. 
CHIUKi  S.  J.       Office    of    the   Secretary    of    the   Commission.       79/10/04. 


7910050599  Foruiarda    IE  Bulletin   79-19,     "Packaging    of  Lou  Level    Raduastc 
for    Transport   t<  Burial.  "   Action   required. 
KEPPLER.J.O.  Region    3.     Chicago.     Office    of    the    Director.        79/OB/10, 


791Q2SO437   Memorandum   &    order    permitting    Congressmen    Del  1  urns,  P    Durton    ti 
JL  Durton    to    continue    i  ntervent  t  on.  Plead  inga    (<   related 
matters    should    be    signed    by    congressmen    or   authorited 
attya. 
QROBSMANjH,       Atomic    Safety   and  Licensing    Board    Panol.       79/10/09. 

12pp. 

91023G393  Eiecutcd   Amend    2    to    Indemnity    Agreement    0-4,  mtidi  fy  ing 
prefatory    language   re  'transportation.,  hand  ling    &    temporary 
storage   of    radioactive    matl. 

SALTIMflW.  T.  Antitrust    &    Indemnity    Oroup.        DARMI  TZIL,  R,  W.        General 

Electric    Co.        79/1O/17.         tp. 


DOCKET    70-OB07  NAErt 


7910190133   Responds    to     IE   Bulletin    79-19    re    packasin!)    &    dispgnal     of    loiu 
lev*  I    raduaste.  One    aft  iprrent,  containing    32.9  Ci    rarfiuaste,  was 
mad*    during    Jan    197B-Juna    1977. Memo    establihing    committee    to 
sarvfr   audit    function    end. 

S.  J.  M.       National    Aoroneutics    fc  Bpscs    Adnin.       79/09/27,       2pp. 


DOCKET   70-OBaO  UNITED  NUCLEAR    CORP. 


7910130010  Forwards    IE    Insp   Rept  70-0320/79-13   on   790S21-25.No 
noncoinplianice    noted, 

MflftTIN,U.-0.  Region,    t.     Philadelphia.    Safeguards    Branch.       79/OB/24. 

2pp. 


7910020100  Forwards   K0rr-McGne   radiological    health    program.  revised 
to    incorporatu    info    requested    in   NRC   790916    Itr. 

HGNNIQAN.Q.  R.       Korr-McOee    Chemical    Corp.     (subs,     of  Kurr-McOoo  Corp.  I. 
79/08/23.        Ip. 

--791002&106   Korr-McOco    radiological    health    program. 

•»      Rerr-Mcflee  Chemical    Corp.     (subs,     of  Korr-McGee   Corp.  ). 
79/08/23,        13pp. 

79101SOM1    Submits    coirmDnts    re    technical    procedures    at    Facility    in 
response    to    IL  State   Atty    General    790B1&    1  tr.  Commants    on   air 
raonl  tor  ing  ,  surface   runoff    &   nonrad  inactive    chemicals. 
Invanto-ry    of   chemicals    enc  1, 

HENNIQAN.  0.  R.       Kerr-McOeo    Chemical    Corp.     Oilba,     of   Kerr-McOoe  Corp.). 
79/09/04.        3pp. 

7910090773  Submits    rooponac    to    IE  Bulletin   79-19,     "Packaoing    of  Log 
Loval    Radioactive   Wasto    for   Transport  &  Burial.  " 
BHELLEY.W.  J.       Kerr-McOoe   Nuclear   Corp.       79/09/19.       3pp. 


BOCKET  70-09B4  PACIFIC  NORTHUEBT  LAB 


7910260349  Hotifien    of   receipt   ti   docketing    of    application    for   reneufll 
of  Licanae    SNM-942. 
CROW.W,  T.          Division    oP   Fuel    Cycle   &  Material    Safety.       79/09/21.       Ip. 


DOCKET  70-1100  COMBUSTION  ENGINEERING,     INC. 


—  79101S0015   IE    1-nr.f   R«pt   70-0920/79-12    on   790521-39.  No   none  ompl  i  ance 
notad.  Majnr   Areas    inspected:  nuc  lear    mat)    control    accounting 
In   measurement    fc  verification    of   statistical    controls  & 
exports. 

ZIBULSKY,  H.  .     (H3DY.A.  .     JAYNER,  J.  H,  Region    1>     Philadelphia. 

BaPeouarda   Branch.       79/03/H3.        Ip. 


7910100041    Responds    to   790807    Itr   ro    licensing    changes   &    fees. Foe   not 
raqulrsd. Change    in   dates    for    taking    inventories    will    not   be 
valid    unless   NRC   receives    mod    to   Page   5.  1    of    fundamental 
nuclear   matl    control    plan. 
FARTLOW.  J.  0.  Material    Control    Licensing    Branch,       79/09/07.      2op. 

7910110469  Ack    receipt    of   790834    Itr    informing    NRC    of    steps    taken   to 
•correct   violations    noted    In    IE    Imp   flept  70-1100/79-04. 
SMITH'S.  H.  Region    1.    Philadelphia.    Fuel    Facility   fc  Materials 

Safety    Brunch.       77/09/13.       Ip. 
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-7-MOI10-47S   Responds    to    NRC    790809    Ur    re    violations    noted    in    IE    Inso 
Rept    70-1100/79-04.  Corrective    ac tions;  insta 1  led    addl    alpha 
aurvey     instruments    J,    revised    procedures    on    pro-dry    airflow   b 
fiiol    handling. 
LICHTENUERGER.H      Combustion    Engineering,     Inc.        79/O8/34.        app. 

-7910110160   Forwards    IE    Inno    Rapt    7O-1 100/79-O4    on    79O605-OH   fc   notice    of 
violation, 

SHITH.C.H.  Region    1,     Philadelphia,     Fuel    Facllitu    &   Materials 

Safety    Drench,        79/OB/Q9.        3pp. 

-791011Oflai    Notice    of    violation    from    insp    on    790605-OB. 

»  Region    1,     Philadelphia,     Office    of    the    Director         79/OB/O2 

IP- 

-79101104BS    IE    Insp    Rept    70-1100/79-04    on   790405-00.  Noncomp  1  iance    noted' 
failure    to    wear    gloves    uihen    handling    unclad    U    fuel,  Failure 
to    establish    radiological    safety    controls    (,    instructions    & 
failure    to    e»amine   S3   of   23   safety    procedures 
RQTH.J.  Region    1,     Philadelphia.    Office   of    the    Director 

CROCKER,  H.  W.  Region    1,     Philadelphia.     Fuel    Facility    (.Materials 

Safcta    Branch.       79/OG/02.       15pp. 


—7910310074     IE    In.p    Rept    70-1 143/79-O4    on    79O326-B9.  Nincornp  I  iance    noted: 
failure    to   limit    •stnrag*    of    scrap    6HM  measured    tu/uncertalnty 
greater    than    10X    to    lest    than    sii    months.  Detai  Is   withheld 
<ref    IOCFH2.  790). 

SUKMEHS.ff. ,    QDDY,A.  Region    1,    Phi  laJelph  ia,     Office   of    the 

Director.        JQYNER.J.H.  Regjon     1,     Philadelphia,     Safeguard. 

Branch.       79/03/00.       Ip  * 


DOCKET   70-1151    WEBTINGHOUSE    Et-ECT.RIC    COUP. 


7910190146   Application    by    Nesting  house    to    amend    License    SNM-11O7   re 
const   &   use    of   waste    storage    bide. 
DIP1AZZA,  R.  P.       Westtnghouse    Electric    Corp.        79/O9/03.        3pp. 

79103101017   Forwards    Amend    MPP-1     to    Licenae    SNM-11Q7 

PARTLOW,  0.  0.  Material    Control    Licensing    Branch.       77/10/O9.        Ip. 

—7910310107  Sections    1.  0-8.  O    of   Matl    t.  Plant    Protection   Amend    MPP-1    to 
License    SNH-1107. 
*  Material    Control    Licensing    Branch.        79V1O/05.        7pp. 


DOCKET   70-1113   GENERAL    ELECTRIC    CO. 


77103103H4   Responds    to    IE  Bulletin    79-19   re    packaging   t,    disposal    of    low 
level    raduiasto.  Made   37    ah  ipments,  containing    0.  BIB  Ci 
?aduaste, from  Jan    197fl-June    1979. 

KAPLflN,  A,  L.        General    Electric    Co..     Nuclear    Energy    Products    Div 
77/09/36.        Hpp. 


DOCKET   70-1190   CIMAFIRON   FACILITY,     KERR-MCQEE    CORP. 

7910090773  Suamits  response    to    IE  Bulletin    79-19,     "Packaging    of    Lou 
Level   Radioactive   Waste    for    Transport  t,    Burial." 
SHELLEY,  W,  J.       Kerr-McGee   Nucloar    Corp,       79/O9/19.       3pp 


791(Ha020a    Informs    that,  effect  ive    791001, OE  will    report    all    element   fc 
(•ntope    values    on   NRC/DOE   741    form    to   nearest    gram 
PftnrLCW,  J,  0,  Material    Control    Licensing    Branch.        79/O9/27.        Ip. 

791O240fl01    Formai-ds    comments    on   proposed    reg    guide:  over  looks   auirfcl  inee 
ft   Biamples    appropriate    for    1  arg  e-scal  e.  h  igh-vol.  loui 
•nrichmEiit    fuel    fabrication    Facilities*  definition   required 
of   objectives    for    security    requirements    for   SNM. 
KAPLAN,  A.  L.       General    Electric    Co.       79/10/03,        llpp. 

7910340660  Ack    roceipt    of   790931     Itr    informing   NHC   of    stops    taken    to 
correct   violation   noted    in    IE    Insp    Ropt    70-1113/79-15, 
KEWWA,  M.  D  Region   2,    Atlanta,    Safeguards    Dranch.       79/10/10.       Ip. 

--7910240iS3   Roaponds    to    NRC    79O82B    Itr    re    violation    note.!     in     IE    Imp 
liept    70-1113/79-15.  Forwards    response    to    item    of 
noncomp  1  lance,  Responso    withheld    (ref    10CFRH.790). 
KAFLAN.rt.L.       Qnneral    Electric    Co.,    Nuclear   Energy   Products    Div 
79/09/21,        l|i, 

—791 02-1  OfaS6  Forwards    IE    Insp    Rept   70-1113/79-15   on   7907IH-I9   Notice   of 
violation  withheld    (ref    10CFR2. 790). 

K6WNA,  U.  B.  Region    2,     Atlanta,     Gafeguards    Dranch.        79/OB/sg 

2pp. 

—7910310491     IE    Insp    Rept    70-1113/79-15    on   7907IQ-20,  Moncon^pl  lance    noti'd' 
failure    to   conduct    Insp    of    offaito    storage    location    at 
ren,uire.d    frequency.  Detai  1  s   uilthheltl    (ref    10CFR2  790) 
FIHLEY.iVQ,,    PATTERSON,  J.  P.  .     KENNA.W.D.  Regions.    Atlanta, 

Safeouards   Branch.       79/OB/20.        Ip. 


DOCKET   70-1201    UF   6   CONVERSION   FACILITV,     DABCQCH    (,    WILCOX    CO. 

7910090632   Submits   respanoe    to    IE   BullBUn    79-19   requeatinD    info   re 
plan   of   actions    t.   schedule    for    imp  1 ament ing    packaging    of    low 
level    radwaste   For    transport   (,    burial. 
ZEFF.D.  W.        Habcoclr    R   Mlltdi:    Co.        79/09/H1.        app. 

79102fl0320  Ack   receipt    of   791003    Itr    informing    NRC    of    steps    taken    to 
correct    violations    noted     in    IE     Insp    Rept    70-1301/79-13 
KENNA.W,  D.  Region    2,     Atlanta,     Safeguards    Drar.cn.        79/1O/13.        tp. 

—7910340344    Responds    to   NRC    790919    Itr   ra    violations   noted    in    IE    Inep 
Rept  7Q-1201/79~13.Corrective    act i ons: d etal 1 s    withhold 
trsf    lOCFIta,  790>. 
ZEFF.D.W.       Babcucli    fc   Wilcoi   Co.       79/10/O2.        Ip, 

—7910240351    Foruiarda    IE    Insp    Rept    70-1301/79-13    on   790S14-16.  Detai  1  s 
withheld    (ref    1OCFR2.79Q). 

HENNA,  W,  D.  Region    3,     Atlanta,     Safeguards    Dranch,        79/09/19 

2pp. 

—7910240361    IE    Inup    Rept    70-12OI/79-13   Dn   790BI4-14.  NoneompHance    noted 
maintained    scrap    on    inventory    over    1-u.r   u/no   rept    from   corp 
S<   plant   mflt    for    ltcens,oe   annual    audit,  Detai  Is   uithfielif 
Irof    10CFR3,  790). 

FINLEV,A.O.  Region    3,     Chicago.     Office    of    the    Director 

KENNA,  U,  B.  Region    3,     Chicago,     Qafeguards    Uranch.        79/09/EB. 

Ip, 


DOCKET   70-1220   GENERAL   ELECTRIC    CD. 


SOCKET   7O-1143   WESTINOHOUBE    ELECTRIC    CORP. 

7910380146   Responds    to    IE  Bulletin   79-19,     "Packaginfl    of   Lou  Level 
Radioactive   Haute    for   Transport    J<  Burial."   Forwards    list 
of   waste    shipments. 
HODREi  J.  S,        Weatlnghousc    Electric    Corp,        79/OH/2Q.        6pp. 

7710310064    Act;    receipt    of   790910    Itr    informing   NRC    of   stops    taken    to 
torrsct  violation  noted    in    IE   Insp    Rept    70-1143/79-O4. 
HARTINiH.  G-.  Region    1,    Ph  1  ladelpli U,    Safeguards   Branch.       79/09/26. 

Ip. 


7910090B96   Fnr^arda    IE    Bulletin    79-19,     "Packaging    of    Low   Level    Radiate 
for    Transport  t  Burial,  "    Action    roquired. 

KEPPLEH.J.O.  Resian   3,    Chicago.    Office   a*    the    Director.       79/03/10 

Ip. 

7710330693  Faruiarns  tiographij    of   JE   Van   Hootniasen  mho  will    raplace 
LL   Z«hn  as    manager   of    Spent   Fuel    Svca    Operation,  Nuclear 
Fuel    Svcs   Biv  on   791O01. 

DAWSQN.D.M.       Oenaral    Electric    Co.,    Nuclear  Ennrgy    Products    Div. 
79/O9/27.       3pp. 


-79103100A7   Responds    to   NRC   790BS4    Itr   re   violations    noted    in    IE    Insp 
Rept   70-1143/79-04.  Corrective    actions   withhold    (ref 
10CFR3.  790). 
MOORE,J.S.      Westingnou»e  Electrin    Corp.       79/09/10.       Ip. 

-7910310070  Forwards    IE    Insp    Rept   70-1143/79-04   on   7903H4-S9  k  notice    of 
violation. NoticB   of   violation    withheld    (ref    10CFR2.790). 
liARTIN.H.O.  Region    1,    Phi  Udelphia,    Safeguards   Branch. 

77/OB/21.        2pp. 


DOCKET   70-1336   HALAHA700  COLLEGE 


7910190434   Rfiponds   to    IE  Bulletin   79-19  re    packaging   &  dlsposa 
level   raduasbe.One    ihipment    confcainino    less    than    one    Ci 
radwoste   wag   made  during    Ja.n    1973-June    1979 
PICCARDiR.  0.       Ka  lama?  DO   College.       79/10/O2        Bpp 


1    of    1 ou 


DOCKET  70-1337  AIR   FORCE,     DEPT.     OF,    AEOPB  OU1D.     fc   HETRO.  ,  NEWARK,  OH 


790924073B  Responds    to    IE  Bullatln    79- 1*.  Low    level    i-aduasta   not 
generated    unrfer  Llconie   SNh-llB4. 
MCKNIOHT,  B.  H.       Army,  De.pt.  of.       79/OB/2S.       Ip. 
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DOCKET   70-1357   MIXED   OXIDE    FABRICATION    PLAMT,     EXXON   NUCLEAR    CO-  ,     INC. 

7910100691    Responds    to    770813    Itr, Revised    security    guard    training    & 
qualification    plan    accop tabl e.  Amends    Sett  i  on  -9.  0  of    Matle    a 
Plant  Protection   Amend   WPP-2    to    license    tiy    modifying 
Condition    9.  l.C. effective    in   AO  days.  W/o    encl. 
MCCOHKLE,  0.  W.  Fhy.sic.al    Security   Licensing     Branch.        79/OB/27.         Ip. 


791022O37O   Requests    to   moke    limited    appearance    statement   at    hearing    on 
renewal    of    license   for    spent    fuel    storage    facility, 
SHINEFLUG.M.        Illinois    Safe    Energy    Alliance.        79/10/O3.        Ip. 

7710250532    Summary    of   7910O4  meeting   w/GE    in   Silver    Spring. MD  re    plans 
for   work    at    facility. 

EMPSON.F-M.  Division    of    Fuel    Cycle    (.Material    Safety.        79/10/17. 

2pp. 


DOCKET   70-130S   MORRIS   OPERATIONS,     GENERAL   ELECTRIC   CO. 

7910030556   Forwards    IE    Bulletin   79-19.     "Packaging    of   Lou  Louol    Raduiaste 
for  Transport  d   Burial."    Act  Jon    required. 

KEPPLERiJ.O.  Region    3,     Chicago,     Office     of    the    Director.        79/GB/ 10, 

Ip. 

7910030067    Notice     at    special    prchearing    conference    to    be    held     in 
Morris,  IL   at    time    !,    place    to    be    set   in    near    futuro. 
Intervention    p  stl  t  ions,  spec!  f  ic    issuos   &    schedule    for 
further    actions,   mill    oe    cons  idereif. 

GOODHOPE,  A.  C.        Atomic    Safety    and    Licensing,    Hoard   Panel.        79/08/13. 
3pp. 

7910030715  Order    allowing    State    of    IL   to    Intervene  as    interested    party 
&    interested    state.  Also    grants    intorvenors    DL   ftorem, R  Re-rum. 
K   Storey    tc  E  GuinglBij    petitions    to    intervene.  rtpplBEeeU 
petition    IE   denied. 

GDODHOPE.  A,  C.        Atomic    Safety    flnrt   Licensing     Doard   Panel.        79/08/13, 
4pp. 

791O180095  Response    In    sup  port    of   State    o*    IL   790521    petition    t 
BL   Rore.il, 8    RoTBm.K   &torey,e   Oulgley   **    AppleseeiJ    790525    joint 
petition    to    intervene, NRC    790AO-1    i   14   responses    to    petitions 
adequately    state   OE    pos  1 1 1  on,  W/Corfrl  f  tcate    of    Sfc. 
•*      General    Electric    Co,        *     Mflij  or,  Broun   &    Platt.       79/OB/1S,       3pp. 

791022006-9   Bequests    info   on    licensing   prohearin-g    coniforenco    It 
evi dent iary    h  ear  ings. 
HALSH.E.        Affiliation    Unknown.        79/03/29.         Ip. 

791O230102  Objects    to    oipansion    of   nuclear    waste    plant.  Request,    guidance 
aa    to  fioui   objections    should   be    filed    in    proceeding. 
H1LL.L.       Save    Energy    Now    to  Save    the   Environment.       79/00/31,        Ip. 

79I0220i)95  Requests    to    participate   at   hearings  re    continued    operation 
of    fociUty. 
JOYCE,  J.  J.        Affiliation    Unknown.        79/OB/31,         Ip. 


DOCKET    70-1309    MORRIS   OPERATIONS,     30UHCE8   fc    STANDARDS,     GENERAL 

79100503Si    Forwards     IE    Bulletin    79-19,     "Packaging    at    Low   Level    Radujaste 
for   Transport   &  Burial."    Action    required. 
KEFPLER.J,  0,  Region    3,     Chicago,     Office    of    the    Director.        79/OB/10. 

IP- 


DOCKET   70-1319  U.S.     NUCLEAR,     INC. 


7910040163    Forwards     IE    Insp    Rept    70-1319/79-02    on    790B16.  No 
noncomp liancc    noted. 

SUTHERLAND,  J.  T.  Region   S,     Atlanta.     Fuel    Facility    &   Materials 

Safety   Branch.       79/08/21.       Hpp. 

— 79100-1O16B    IE    Insp    Rept    70-1319/79-02    on    790B1A.  No    noncomp  1  lone  a    notifd 
Major    areas    Inspected :  survey    activities    by    Oaft    Rlilge 
Associated    Uni vs.  onvi ron  &   smear    samples    &    followup    on 
noncomp  1  iancc 

KAHLE,  0.  0.  Region   2.    Atlanta,     Office    of    the   Director. 

POTTERj  J.  S.  Region    2,    Atlanta,    Fuel    Facility    (•  Materials    Safety 

Branch,       79/08/31.       9pp. 


DOCKET    70-14-13   VET,     ADMIN.     HOSP.     SD 


79'lO100'tai>   Requests    1  tr    forwarding    license   renewal    application    bo    sent 
to    licencing    branch.  Insp    on    790423   confirmed    that   License 
3NM-M23    had    eipired    &   renewal    application    had    not    betm 
Bubml tted, 

BOOK,  H.  E.  Region    5,    San    Francisco,    Fuel    Facility    (.   Materialo 

Safoty   Branch.       77/OS/O9.        Ip. 

— 7910100190  Forwards    IE    Insp    fiopt    70-1143/79-01    on   790433,  In-ofc    imiiri 
ti   ipecial    inap    conducted    on   790323-0430   on   Licenae   SNM-1425, 
BOQK.H.E.  Reoion    5.    Ban   Francisco,    Fuel    Facility    b  Material* 

Safety    Branch.        79/O9/23.        tp. 


7910320162  Forwards    recipient   contentions    reflecting    changeo    auggeatod 
durino   7908BB   meeting.  Bta tement    of    contention!    will    assist 
in    further    discussions    but    is    subj    en    changB. 
ULMANiM,  D.         Oparatlons    ?i   Administrative   Division.        79/09/19.       Ip, 

7909270337    Responds    to    FOJA   request    for   matl    re   Mitt    findings    or    current 
InvDitigatiotis    concerning    violations    by    OE    of    any    law   ur 
regulation   administered    by    NFiC.  Documents    in   PPI1.  ForuardE 
To-1  evant    document9r 
FELTON,  J.  M.  Biviaion   of    Ruins  flnd    Racqrds        79/09/30.       3pp. 


-7910100493    IE    Insp    Rept    70-1143/79-01    on    790332-0123. No    license 
conditions    had    been    violated    since    previous    innp. Now 
license,  5NM-1B57,  Issued    on  790916.  regulat  inn.    same   matl 
aa    old    license. No    action   required, 
ZURAKOWSKI.P.  R.  Region    3.    9an   Francisco,     Office    nf    the   Director. 

DDOKiH,  E.  Region    S,    San   Francisco,    Fuel    Facility    b   Materials 

Safety    Branch.       79/09/20.       Ip. 


DOCKET    70-14B9   ODODVEAR    AEROSPACE    CORP. 


7910230234   Submit  a    follouiup    to    790B21    Itr.  Parties    should    have 
opportunity    for    ooconil    round    of   meetings    q-n   79101B  &    19 
prior   to    prehearing    conference, 
ULMAN.M.  B.         Operations   (.    ftdmtn  1  strativu    Division.        79/0-7/HO. 


771O0909SB   Forwards    IE  Bulletin   79-19,     "Packaging    of   Lou  Level    RaduiDste 
for   Transport  &  Burial.  "    Action    required. 

KEPPUER,  J.  0,  Region   3,    Chicago.    Office    of    the    Director.       79/08/10. 

IP. 


7910290310   Notification   of    791O04   meeting   ui/QE    In    Silver  Spring,  MD    to 
discuss    propotoiT   addl    UIDT  k    at    facility. 

EKPEONiF.M.  Assistant    Director    For    Fuel    Cycle-  Bafety    &   Licensing. 

79/09/23.        Ip. 


7910050-559   ForuardB    IE  Dullotin   79-19,     "Paclaglng    of   LDIU  Level    Radtuaste- 
for   Tran-Eport   !<  Durlal."    Action    required. 

KEPPLER.J.Q.  Region   3.    Chicaflo,    Office    of    the   Director,       79/00/10, 

in. 


791O230431    Rasponds    to    790B31     Itr . Sufimi SB    info   re    ASLB    790B13    notice    of 
hearing    !'  methodB    of    participation    in   NRC    proceedings.  Nam? 
uill   be    added    to    distribution    list  re    notices    of  conforence 
d    hearing 
BKAPAR.H.K,       Office    of    the    Executive   Legal    Director.       79/09/Bi.       3pp. 

791O310083   Approves    change    to-  site   physical    security    plan   at    stated    in 
790B31    Itr. Encl    to   770B31    Itr   uill    bo   uilthtisld    (ref 
10CFR2,  7901. 
MCCORKLE.O.  H.  Physical    Security  Licenning    Branen.      79/09/26,        Ip. 

7910330693   Foruards    biography    of    JE  Van   Hooinissen    uiho    uill    replace 
LL    Zahn    a*   manager    of   Spent  Fuel    Svcs-   Operation,  Nuclear 
Fuel   Bvcf    Div    on   791O01. 

DA1fSONiD.l1.       OanerBl    Ela-ctric    Co,  <    Nuclear   Energy   Products    Dlv. 
79/09/27.       3pp. 


DOCKET   70-1621    CONOVER   &  ASSOCIATES,     INC. 


7910170277    Forwards    Endorsement   3d. 

DARNETT.J.E.        Duquosne    Light    Co.        79/10/09.        3pp. 


DOCKET   70-1B10   HEQTINeHDUBE   ELECTRIC 


771002O697    Requests    NRC    Interpretation   of    10CFR71    re   DOE   shipments    of 
Pu. 
DIPIAZZA.R.P.       General   Electric    Co.       79/09/O7.       Ip. 

7910090631    Responds    to   790907   request    for    Info   re   DOE   shipment    of 
llcen-sed    matl    from   facility. DOE    shipments    must   meet  NRC 
approval    stds. Use    of   DOT    Spec   &M    packaging    unacceptable    for 
over   30  Ci    at   Pu    poiuder. 
MACDONALDi  C,  E.  Transportation   Dranch.       79/09/14.       2pn 
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DOCKET   70-1021    PLUT.  PROD.  FACIL,  ,     ALLIED   OENERAL    NUCLEAR    SERVICES   CORP. 

7910170075  Responds    to   7902O&  i   0410    lira    re    refund    of   application 
fee   paid    in  Jan    1973,  App  1  icatl  on    toa    paid    by   Al  1 1  ed-Qenera  1 
Hue  1  Bar  Svcs    Is    nut    refundable. 
DQNAQHUE,  D.  J.       Office    at   Administration.       79/09/24,       ip. 


DOCKET   70-3319   EXXON   NUCLEAR    CO, 


791Q04Q022  Forwards    Revision    3    to   application    for    BNM    llconseito 
facilitate    Future   revision    changes. 

NILSDNi  R,       E»  « on   Nuclear   Co.  ,     Inc.     (subs.     ofEiionCovp.  ).       79/00/30 
I  p. 

—7910040034  Application    for    SNM    license    authoriiing    possession,  use, 
import  t<   export    of   30    fco    U-233    in   exporimunt    test    facility, 
*     Exon   Nuclear   Co.  ,     Inc.     (subn,     of    E««on  Corp.  ).       79/00/31. 
375pp, 


DOCKET   70-SS96   WESTINQHOUSE   ELECTRIC    CORP. 


7?10300076  Responds    to  FOIA  request    For    Info    re    nucluar   exports    to 
Braiil,  Forwards    documents,  Certain    documents    entirely 
withheld    (ref  FOIA  Exempt  ion    3)    &   others    partially 
withhold    (ret  FOIA  Exemption    1). 
FELTON.J.M.  Division   of   Ruins    and    Records.       79/10/32.       4pp. 

7910300133  Bubmits    editorial    changu    to   760409  Westinghuuse   application 
for    license   X8NM-0909, in    order    to    include   uso    of   Mudol    RCC-3 
ti|p>  container, 
KRtBE.D.L.      Mcstlnnhause   Eloctric    Corp.       77/08/07.       Ip. 


DOCKET  70-3301    GREENWICH  HOSP.     ASSOCIATION  GREENWICH.  CT 


7909340709  Discusses    IE    insp    of   Licenses   Oi-09522-OI, 06-09522-02, 
06-09522-03  ti  SNM-16.44   on   790620,  No   noncomplianco   noted. 
Major  arose    Inspected: rad lat ion    safety    procedures   Ei   records. 
MCCLINTOCK.R.  0.  Region    1,    Ph  1  ladol  pli  ia,     Office   of    the   Directs 

79/07/10,      app. 


79102200ID  Forwards  NRC   supplemental    rept,     "Spent   Fuel    Storage    of 
Oconee  Spent  Fuel   at   McQuirD  Nuclear  Station  -  Unit    1"   !, 
draft  ASLH   protective   order    on   security   measures   re    transit 
(c   storage   of   spent   fuel.  Affidavit   end. 
KETCHEN.E.  0.  Branch    4.       79/OB/31.       Iflpp. 

7910110229   Response    to    opposition    to   NRDC   79O813   motion    to    strike   NKC 
testimony.  Testimony    la   not   conclusortj    or  argumentative  nor 
comprise    legal    cone lus ionsi  therefore, testimony    is   reliable    I> 
should    be   admitted,  Certl ficate   of  Svc    encl 
KETCHEN,  E.  0,  Branch    4.       79/09/04.       Hipp, 

79101S0699  Motion   for   directed   certification   of   ASLT3  ruling   denying    NflC 
request   for    in  camera   hearings  d  protective   order  re 
safeguards    info, Requests    Interim  protective   order   pending 
ruling   on   motion, Certificate   of  Bvi    encl. 
KGTCHENiE.e,  Branch    1.       79/09/04,        llpp. 

7910190121   Forwards. per   790007  discussions   between  ASLD   h  pai-tiesi 
supplemental    testimony   of  L  LciuUiL  Hamilton, RW   Bostian, 
JH  Elliot  t,  DJ  Oarrict. 
MCOARRY.J.H.       Dabevoiao   t,   l.ieberman.       79/09/04.        In, 

—7910190121  Supplemental    testimony,  Cone  lusions   previously   reached   re 
proooaed   route   are   applicable   to  approved   routes.  Total    risks 
t  risks    to    individuals  are  very    small. 
HAMILTON, L.       Affiliation   Unlnoiun.       79/09/04.        2pp, 

—7910190127  Supplemental    testimony.  Proposed   route,  reflected    in    initial 
testimony, has   not   been  approved    as    consequence   of  new  NftC 
regulations. Appeal    being   pursued    to   obtain  approval    For 
proposed   route. 
BQSTIAN.R.W,      flf f  1 1  iatinn  Unknoum.      79/09/04,       3pp, 

—7910190133  Supplemental    testimony.  Proposed   route,  reflected    in    initial 
testimony, has  not   been  approved   aa  consequence   of  neu  NRC 
regulations.  Radiation   doses  associated   ui/ap proved   routes   ara 
not   different   from  those   associated   u/proposed   route, 
LEUIB,L.       Affiliation   Untnomn.       79/09/04.       3pp. 

— 7910190150  Supplemental    testimony.  Proposed  route  mak«s  niai    use    of 
interstate   roads  uhereas   approved    routes   male   min   use  of 
same   roads, Likelihood    of   successful    sabotage    ie    greater   or 
non-Interstate   roads. 
ELLIDTTjJ.M.      Affiliation  Unknown.      79/09/04,       3pp. 


DOCKET  70-2623  MCCUIRE  SPENT  FUEL  POOL,     DUKE  POWER   CO, 

7910110063  Forwards    RH  Btaroatockl    7fl07lH    1  tr    u/oncl    t<  LC   Douse   790113 
Itr    u/encl    re   amend    to   License    BNM-1773  concerning    opont 
fuel    tranaportaion   d   storage, 
KETCHEW.E.  0.          Drnnch   4.      79/07/09.       Ip, 

--7910110069  Approves    design    proposed    in   BWECO-7601,     "Interim  Bpent  Fuel 
Btorage  Facility,  "    Evaluation    of   rept    encl, 

BTAROSTECKl.R,  H  Fuel    Roprocaso.     d   Recyclo    Branch    (Pro  790727), 

7B/07/12.       Ip. 

— 7910110073  Evaluation    of   BWECO-7601,     "Interim  Bpent   Fuel    Btorage 
Facility. "   Ropt   acceptable, 

*  Fuel    Reprocess.    &  Recycle    Branch    (I're   790727),       78/07/12. 

S5pp, 

79 100 J 0032  "Proposed    Transportation   Routes"    re    shipment    of  Oconeo 
spent   fu«l    to   HcOuirn, Info   partially    withheld    (rof  FOIA 
Eiemption  4). 
*     Duke  Power   CD.       79/07/30,        14pp, 

791QOH0921   Advises    that   NRC    proposed    addl    testimony    has    been   reviewed. 
Urges  ASLB   to  reject   testimony   an   redundant   d  untimely, 
RaiBMAN.A.  Z.       Natural   Resources    Defanso    Council,       79/OB/03.       Hpp. 

79(0110063  Request*    that   NRC   assist    Motklenuuro   County, NC    in    evaluating 
adequacy   of  Civil    Defense    emergency    response    capability. 
NRC  has   expressed    concern   re    chain   of   authority   !< 
reapDnslbliiltv    f°r    public    health    &    safotij, 
DLAISBELL,  e.  C.      Mecklenburg   County,  NC,      79/OB/13.      Ip. 

7910050323  Notice   of   further  resumption   of   evidentiary   hearings  on 
790910-14    In   Bethesda,  KD. 
MILLER, M.E,      Atomic    Safety   and    Licensing    Board    Panel.       79/OB/17.       Ip. 

7910030165  Request    for    subpoena    to    be    Issued    to   W  Dateman. Deputy 
Undersecretary,  DOE.  Proceeding,    revealed    that    plans  b    . 
attitude*  of  DOE  re   interim  storage   of   spent   fuel   ore 
relevant   to    lltfgatld    issues.  Certificate   of    Svc    end. 
HDISMAN.A.  I,       Natural    Resources    Defense   Council.       TI/OB/2S.      Iff. 


— 7910190155  Supplemental    testimony,  Cone lusions   reached    In   Initial 
testimony   are  not   changed.  Proposes  route    specified    in  NHC 
EIA.Page  9,  Figure  2-6,  Pic kard, Lowe •&  Garrick    790903   rept   re 
transportation   risfc   analysis   encl. 
OARRICK- D.  J.      Affiliation  Unknown.      79/09/04.       113pp. 

7910220491   Testimony    in  response    to  anonymous   allegation  re   cask    drop. 
Dives    technical    Pacts   re    fuel    cask   rotation   in    tipping 
ace itfent,  Cone ludes    that   safeguards  against   cask    drop    into 
pool   are  necessary. 
RILEV.J.L.      Carolina  Environmental   Study   Group.       79/09/04.       Spp. 

7910090107  Forwards  negative   declaration  re   proposed   amend    to  License 
SNM- 1773. 
KETCHEN.E,  0.  Branch    4.       79/09/03.       Spp. 

7910130243  Buppl    to  79O904  motion   for   certification   of   ABLB   ruling 
denying   NRC  request    for    in   camera   hearings   Si  protective 
order   re   safeguards    info.  Transcript  Pages  3021-49,3125-39, 
3337-40  k  3915-B2  are    of  f  Bred.  W/Certl  f  Uate   of   Svc. 
KETCHEM,  E.  Q,  Branch    4.       79/09/05.      Spp. 

7910340033  Submits   corrections    to  NHC  790904  response    In  opposition    to 
NRDC  motion   to  strike    testimony. App   re   specific    responses   to 
particulars  of  NRDC  motion   should    be   corrected    to   include 
more    Info. 
KETCHEN,E.O.  Draneh   4.      79/09/03.       Ip. 

7910030236  Memorandum  &  order   denying   NRC   request    for    Interim 
protective   order  re   certain    Info  pertaining    to   approved 
routes    for    spent   fuel    shipment   between  Oconee   &  HcOulre- 
BIBHOPiC.  J,      Atomic   Safety   and  Licensing   Appeal    Panel.      79/O9/0&. 
3pp. 

7910040465  Opposition   to  NRC  motion   for    Interim  protective   order   re 
routes   for   shipments.  Granting   of  motion   mould   reward   NRC   for 
unconscionable   conduct  affecting   scheduling    for    hearing. 
ROISMAW.A.  Z.      Natural    Reiources  Defense  Council.      79/09/07.       3pp. 

—7910040475  Response   to  ABLB  request    in  790909   transcriet.PaHe    3713. 
Discusses   options   of   utll    reprocessing    of   spent   fu*l. 
Certificate   of  Eve    encl. 
ROI8HAN,A.Z.      Natural   Resources   Defense  Council.      79/09/07.       Spp. 
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7910090172  Order    implying    that    info    identifying    spent    fuel    shipments 
.alternative   mutes    not   be   disclosed   eieept   per 
10CFR2.  7?0<d).A5LB    790B07   ruling    is    stayed.  Commi  5  sion   will 
meet   on  790910   to    hear   parties   re   NRC    petition    for  review. 
CHILK.S.J.       Office    of    the   Secretary    of    the   Commission.        79/07/O7. 
3pp. 

7910190216  Motion   to    defer    consideration   of  matters    requiring    specific 
route    identification.  Deferral    15    requested    pending 
resolution   of  me    790907  petition    seeking    ruviem   of   ASLB 
790906  memorandum    !c  order.  Certificate   of   5vc    and. 
HETCHEN,  E,  0.  Branch    4.       79/09/07,       4pp. 

7910150654    Petition    for    review   of   ASLAB   790906    urder   which    denied    NFIC 
790904  motion   seeking    in   camera   hearing   re    fuel    shipment 
route    exempt    from    d i sc loiure. Prctec ti ve    interim    order    is 
requested. W/notice    of  appearance   &  avt    list, 

CHRISTENBURY.E.          Hearings   Division.       KETCHEN-E.  0.  Branch    4. 

79/09/07-        13pp. 

7910180674    Notica    of    appearance    on    behalf    of   NRC.  Certificate    of    9vc    of 
end, 
OLMSTEAD,  U.  J,  Branch    4.       79/09/10.        3pp. 

791015QSH3  Further  response   in   opposition   to  NRC   motions    for   frotectivo 
order    re    spent    fuel     shipment    routes.  Reasonab 1 e    assurance    of 
adequate    protection   of    clearly    marled    spent    fuel     shipments 
cannot   be   guaranteed.  Cer  tlficate   of  Bvc    end, 
ROIBMAN.A.  Z.       Natural    Resources    Defense   Council,        79/09/13,        Spp, 

7910330440   Drains    attention    of   parties    to    three    matters. per    79O910   oral 
argument.  Views   on    spent    fuel    truck   routes   should    be 
submitted   along    u/comments    on    end    draft    of    protective 
agreement.  Raquest-s    proposed    schedule    of    shipment. 
BICKWIT.L,       Office    of    the   General    Counsel.        79/09/13,       4pp. 

7910190222  Response    to  Commissioners   request    for    info.  Keeping    routes    of 
tpent   fuel    shipments   secret    is   not   useful    since   routes   mill 
be    known    after    hear  ing. Proposed    agreement    is    not    acceptable 
unless   certain   principles  are    eic  luded.  W/Cert  i  f  icate    of   Svc. 
ROISMAN.A.2.       Natural    Resources    Defense    Council.        79/09/13.        6pp. 

'910150333  Responds    to  Commission   790912   inquiry.  Protecting    route    info 
not    logical  when    1 argei uel 1-marked    trucks  make    300  shipments 
per   yr.  Suggests  mod    of   proposed   protective   agreement. 
H/Certificate   of  Bvc. 
HOEFLIN3.  Fl.K.  ,    OLMETEAD,  H.  J.  Branch    1.        79/O9/14.        10pp. 


— 791QQ10039   "Spent   Fuel    Route   Survey. 
FDIA   Exempt  ion    4). 
«      Commission.        79/07/30.        Bpp. 


Rept    contents   withheld    Iref 


— 791O010Q46   Forwards    "Proposed    Transportation    Routes"    for    shipment   uf 
Oconee    spent    fuel    to    McOuiro   &    info    re   communications 
network    far    shipment    of    spent    fuel    to   McOuire. Info    partially 
withheld     (rof    FOIA   Enemption    4), 
PARKER.  W.  0.       Duke  Poujer   Co.       79/07/13.       Ip. 

7910260475  Order    eitonding    time. until    further    order. for   Commission   to 
consider    NRC    petition    POT    review, 

CHILK.B.J.        Office    of    the    Secretary    of    the    Commission,        7WO9/27. 
IP- 

7910590326   Response    in    opposition    to    Carolina    Environ    Study    Group 
791003   petition    to   compel    discovery    responses    re    Cane   3 
cask    drop.  Pet ition   purpose    is    to    prolong    proceeding    rather 
than    solving    issues   already    eip lured.  W/Cortl f icate    of   Svc, 
MCOrtfiflV,  J.  H.  ,     PORTER,  W.  L.        Duke    Power    Co.        79/10/17.        7pp. 


DOCKET   70-2B3B    CINCINNATI    GAS   (<    ELECTRIC    CO. 


7910110088   Requests    amend    of    7903DS    license    application    on    behalf    of 
utll   t   as   agent    for   Columbus   &  Southern   QH  Electric    fc  Dayton 
Pouier   &  Uight.Applicati.on   requests    storage    only    of 
unirradiated    reactor    fuel    t.  radioactive   matl. 
FLVNN.J.D.       Cincinnati    Gas    &  Electric    Co.       79/07/30.       Ip. 

7910050338  Memorandum  «<   order    denying   Miami    Valley    Power   Project  790Q07 
motion    to    delay    delivery    of    fuel    to    Fac  i  1  i  tg.  Al  so    denies 
D  Fankliauser    790807  motion    seekinn    olmilar    relief. 

HQDPER,  E.  F.  .     BRIGHT,  0.  O.  ,    BECHHOEFEn,  C.       Atomic    Safety    and    Licensing 
Hoard   Panel,       79/OB/15.        12pp. 


DOCKET   7Q-2B71    .PHILLIPS   PUERTO   RICO    CORE.     INC, 


7910010479   IE    Insp   Findlnos   !<  Licenae   Ac  k    otd    790731    of  License 
SNM-18H4,  Inso    findings:  Form  NRC-3    not    properly    posted. 
»  Region   2,    Atlanta.    Office    of    the   Director.       79/07/31,       Ip. 


DOCKET   70-3873   PUERTO   RICO,     UNIV,     OF 


/910230220   Responds     to   790912    Hr.No   active    position    has    been     taken    by 
applicant  re  disclosure    of   fuel    shipment   routes..  App  1  leant    in 
willing   to   sign  protective  agreement   Ji  proposes    to   ship 
spent    fuel    upon   approval    of   application. 
MCQARRYi  J.  M,       Douglass    t,    Barham.        79/09/14.        Hpp. 


7910010466    IE    Insp    Findings   J,  License   Ac  k    dtd    790B03   of   License 
BNM-1Q36.  Insp    findings:  Form  NRC-3   not   properly    posted. 
WOODRUFF.  R  Region  3,    Atlanta.     Office    of    the   Director.       79/OB/Q3, 


7910240721    Responds    to  790912   I  tr.  Protection    of    fuol    shipment    routes 
mill   not    servo  any    matl    porpose.  Eipresses   no    objection   re 
proposed    protective   agreement   on   confidential    session,  Infa 
re   schedule   of   shipjnent    is  not   presently   available, 
HIL80N.R.P.       South    Carolina,     State    of.       79/09/17.        3op. 

7910220355  Formal-da,  p  er  ASLB    instruc  tion.  CA  Environ   Study   Group    Eihibit 
31;A  Schuencer  790910   1  tr   to  utll    w/Amend   32   to   DPH-39,  Amend 
32  to  DPR-fl7,  Amend    29  to   DPR-55,  safety   evaluat  ion,  EIA  d  FR 
notice. 
KETCHEN.E.  0.  Branch    1.       79/O9/19.        Ip. 

7910220395  Submits  chronological    facts   re  CA  Environ  Study   Group 
Exhibit  31   t  cask    drop   matter.  Exhibi  t  31    is   provided    to 
ABLDj  parties  !<  court  reporter.  Cask    drop   matter   uas  raised 
&   addressed    in   FSAR,  Revisions   3,6   &   36-3B. 
KETCHEN.E.O.  Branch   fl.      79/09/19.       Ip. 

7910020939  Forwards    specific    portions   of  utll    transcripts.  W/o    oncl. 
SPITALNV.D.        Division  of  Fuel   Cycle  J.  Material    Safety,      79/O7/30. 


7910220435  Foruiards   NRC  790920  response    to  OC  Blaisdoll   790Q13    1  tr. 
KETCHEN.E.O.  Branch    1.       79/09/24.        Ip. 

7910010016  Responds    to  FOIA  request    far   documents    ro   transport    routes 
for   irradiated   reactor    fuel.  Forwards   requested    info.  Info 
partially   withheld    (ref  FQIA  Exemption  4). 
FELTON.J.  M.  Division  of  Rules   and  Recordt.       79/09/86.       4pp. 

—  7910010027  Forwards    "Spent  Fuel   Route  Survey"    containing    info    re    local 
lau  enforcement   response  capabil  itiaa.  saf  e   ba.vensi  food   (.  . 
fual    stops  tt  pertinent    route    info.  Info  withheld    (ref  FOIA 
Exemption  4). 
MCCOHKLG.  0.  M.  Physical   Security  Licensing    Branch.       79/O3/1S. 

IP- 


DOCKET  7O-3913  TENNESSEE   VALLEY  AUTHORITY 


7910110452  Forwards    application    for    SNM    license    for    facility. Requests 
license    by   7909H4. 
rllLLS.L.M.       Tennessee   Valleij   Authority.       79/07/23.        Ip. 

— 771O110461    Application    Tor   SNM    license    For    authority    to   receive   & 
ppasess    facility    fuel    assemblies    &   up    ta    100    louse    Fuel    rods 
For    Initial    core   of    reactor. 
f      Tennessee  Valley   Authority.       79/07/33.       16pp. 

PACKAGING  OF  RADIOACTIVE  MATERIAL  FOR  TRANSPORT  AND 
TRANSPORTATION  OF  RADIOACTIVE  MATERIAL  UNDER  CERTAIN 
CONDITIONS 


DOCKET  71-0001    ANEFCO.     INC. 


7910260231    Responds    to   request    for    addl    info    re    qualifications    of  OA 
manager  !<    safety-relato-d    structures,  sys    &   components 
controlled    by    Qft   program. 
MURPHY.  J.  D,       Anefco,  Inc.       79/09/26.       3pp. 

7910260045  Forwards   OA   program  approval    for   radioactive  matl    package. 
MACDONALD.  C.  E.  Transportation    Branch.       79/1O/I3.       Ip. 

—7710260090  OA    program  approval    for   radioactive   mat)    package:  OOOli 
Revision  0. 
MrtCDDNALD,  C.  E.  Transportation   "ranch.       79/10/19.       Ip. 


DOCKEf  71-0004   GENERAL  ELECTRIC   CO. 


7910210213  Forwards   QA   program  approval    for   radioactive   matl    package. 
MftCDONALDi  C.  E.  Tranapor tatton    Branch,       79/10/03.       Ip. 


DOCKETED  ITEMS 


~-7910a.402SO   QA    program    approval     for    radioactive    matl    packaqa    O004, 
Revision    0.  a"    U»KI, 

KACDONALD,  C.  E.  Transportation    Dranch.        79/10/05.        lp. 


DOCKET   71-0007    AMERICAN   SHIP    BUILDING   CO. 


7910260010   FqruarSB    OA    program. 

MARTIN.  J,  ff.        American    Ship    Building    Co.        79/O9/1S.        If,. 

—7910360012   OA    program    re    organ  1  iat  i  on,  d  c-cumont    cnntrol,  insp     tasting, 
audits    t,    handling.  storage    k    shipping    of    radioactive    mat! 
#      American    Ship    Building    Co         79/O9/IS,        Bpp. 

791025000B   Forwards    GA   program    approval     for    radioactive   matl    nAi-ban,. 
MACDQNALD,  C.  E.  Tranaporta  ti  on    Dranch.        79/Wia         Tp          P«kag.. 


Tran^porta  t  !<,„    Drench  .        79/OB/03.        lp. 


K  r  ;  ™-.. 

HAIR,  A.        Pullman,     Int..     Pullman    Pouer    Products    Div.        79/09/S6.        lpp. 

^r"""    °A    P"fl"-n.H/o    on,!. 

Pullman,     me    .    Pollma.,    Pnla]Br    Products    Div,       7BX06/09.       lp. 

°rpMMS    radjD9'-a'lh^    OA  Pr«Sr«  ..nu.l.M/o    .nel. 
.        Pullman,     Inc.,     Pullman    PDu,er    Products    Div.        7B/04/17, 


—7910290010    OA    program    approval     for    radioactivE   matl    nactaoa-  (1DO7 
Revision   0.  *      """" 

MACDONALD.C    G.  Transportation    Branch,        79/10/12.        lp. 


DOCKET    71-0021    UNW.      TECH.      TEST  INQ   LADS.  ,     INC. 

7910100728   Forwards    QA    program    approval     fnr    radioactive    matl    oa< 
MACDDNALD,  C.  B.  Tranapor tail  on    Branch.        79/09/17.        lp. 


m  aPI>rovaI  f["-  radioacUvo  matl  pac  laoe:  0021  , 
Transportation  Branch.   79/09/17.    lp. 


MACDONALD,  C.  E. 


77/09/26:         lp 


for    PulUa.     tnc,MH 
lma"    ^'P""-" 
lfrm   790501). 


EnBinj    Dranch     (PrO    79O50I  ). 


71"00'16    TELEDVWE    ENERGY   SYSTEMS 


DOCKET   71-0023   TENNESSEE   OAS    PIPELINE 


7910190289   Responds    to    790S13    Itr    rP    OA    prngram.  Fdpu,.rdB    currant 
organ!  melon    chart. 

Nj     '  L-       T  <"»""'  "".  .T0nnCHOBD    e«   I'fp.Hn,  (;„.     Div. 


F 
C.  E. 


°T  program  «PP"v«l  for  radioactiVE  matl  pnckagc. 
Trnnspor  tat  ion  Dranch.   79/09/17,    lp. 


—7910020565  QA  pro.jram  approval  for  radioactive  mat]  paclnm 
Revision  0.  -nu 

MACDDNALD,  C.  E.       Transp  or  tat  i  un  Dranth,   79/09/17.    lp. 


DOCKET   7I-OOS4    HITTMAN   NUCLEAR    tt    DEVELOPMENT    CHRP. 


aruiards    request    For   aiiifl    inf-n    to   completo 
MACDONALD.  C.E.  Transportation    Branch.         79/09/1O, 

^ 

DOCKET  71-0059  MSI    NUCLEAR 


MACDONALD,  C.  E.  Ti-an.p-rtation    Branch.       79/09/17.       2pp. 

DOCKET    71-OQ4B    INTERMOUNTrtIN   PIPE   4,    U£LD1NO 

791009003B   (ioquosts    reEpon3n    ta   NfiC    7-J0427     Itr 

MACDDNALD.C.E.  Transpor  tat  ion    Branch.        79/09/14.        lp. 

DOCKET   71-0019  NAVV,DEPT.CIF 


"c.lp  t,  hand  1  ing    S, 


ranr 

.,ISE   ,  I   Of    sP°clfll    f^m    raJloactiva   matl, 
HARD,  C.E.        Navy,  Daft.  of.        79/09/13.        lp. 


—7910080770  QA    pragram    for    r«tlpt,  h»niHnB   &    transfer   of    special    f 

""1  ui/ourt  Liconse  °B-™3a-« 


HACDDNfiLD,C.E.  Transportation    Dvanirh.        79/09/S7.        2pp. 


79100B0147  Foruarda   vendor    QA    program 

GRIFFITHS,  W.  B,       MSI    Nucloar.       79/09/17.        In. 


DOCKET  71-OOD2  NAVV,  DEPT.  OF 


79102904S2  Foryards   Hevislc-n   a    ta    QA   prngran 
ORIFFITHB,  H.  6.        C16I    Nut  loar.        79/10/03          lp. 


77/10/02: 


71-0035  ROCKWELL    INT6RNATIONAI. 


.       HHI    Nuclonr. 


«.  ""P<""11    tQ   79C8°3    ltr-Farulflr'15   "vi..d    QA    plan    for    shipping 
COREY.D.A.       Nav^.ftBpt.  DP,     Naval    MocUar   Pouor   Unit.       79/07/19.       |p. 

--79IC-040619  QA   program  j>lon    for   shipping    packages, 

«      Navg.Dapt,  of.     Naval    Nuclear   POUIHT    Unit.       79/09/19.       7pp. 


FrrrflHs   °£   pr°9ram   Approval    far   radioactive  matl 
.C.  E,  Transportation    Dranch.       79/1Q/O5.        lp. 


:  OOS2, 


HACDDNALD.C.  E,  Transpo^tatinn   Dranch.       79/10/05.        lp. 


"prf^m4  FoTMri*   rotlu°3t    »"   addl    info    to    completo    rev 
MACDONALD, C.E.  Transpor tation   Oranc h.        79/10/09.       9, 

DOCKET  71-0040  TECHNICftL  OPERATIONS,     INC. 


anspartation   Crunch.       79/OB/03.       lp, 


DOCKET    71-0053    BDEINO    SERVICES    INTERNATIONAL.      INC. 

""*""'  -  —  -•"•  -*-  —       -- 


?    P'""11-?   -PPfOv.l     for    radUactlva    ..tl    package. 
Transportation    Oranch.        79/O9/17.        lp. 


""7?fievlslon  0A  Pr°flt'flm  a''ProvaI    for   ratfioa 

MACDDNALD.  C,  E.  Transp  ortatinn   Dr-anrh.       79/09/17.       Jp, 


natJ    package:  0093, 


DOCKETED  ITEMS 


3CKET    71-0054    OKLAHOMA    TESTING   LABORATORIES 


DOCKET   71-0097   NONDESTRUCTIVE    TESTINQ   SERVICE 


J10S40647   Forward    revised    OA   program    for    shipping    *<  receiving 
radiaac t iva    matl. 
W1TTE.M.A.        Oklahoma    Testing    Labs.        79/1O/IK.         Ip. 


7710150663   Responds    to    790B03    Itr    ro    OA    program.  Requests    60-day 
extension    to    prepare    mare    detailed    rept. 
HAULDREN,  H.  M.       Nondestructive    Inspection   Service.       79/09/04.       Ip, 


-791O240649   QA    program    For     shipping    R    receiving    radioactive    mat]. 
*       Qtldhoma    Testing    Labs.        7=7/10/04.        15pp. 


DOCKET    71-009B   NEWPORT   NEWS   SHIPBUILDING    i.   DRY    DOCK 


3CKET    71-OOSS   NAVY,  DEPT.OF 


P1002O307   Forward v    QA    program   approval    for    radioactive    matl    packag 
rtAC&QNALD,  C.  E.  Transportation    Branch.       79/09/17.        Ip. 

-791Q0303CV9   O.A   program   approval    for    radioactive  matl    package:  0058, 
Revision   O. 
MACDONALD,  C,  E,  Transportation    Branch.        79/O9/17.        Ip. 


JCKET   7l-00l,0   rICRJfrsON-KNUDSEH   CO.  ,     INC. 


7"?  10040041   Forwards   QA  Program    for    industrial    radiography. Requests 
revision   of    780627   submlttal    to    include    rept.Ack    use    of 
790913  outline    to   clarify    program   description    requirements, 
CLAFtKift,  T.        Me  tup  or  t    Neua    Shipbuilding    &   Dry    Dock    Co.      (subs,     of 
TENNECO   Corp.   ).        79/09/10,    .    ip. 

— 7910040030   QA    program    for    industrial    radiography, 

*      Newport    News    Shipbuilding    &   Dry    Dock    Co,      (subs,     of    TENNECO 
Corp,   I.        79/09/10,        3pp. 

791O1300BS  Forwards   request    for    addl    info    to   comploto    revieiu   of   QA 
program. 
MACDONALD,  C.  E,  Transportation    Branch.       79/09/26.       Hop. 


HQ26QQQ5  Forwards    QA  program    for    industrial    radiography. 
P*TERSuN.B,  H,        Mori-ison    Knurisen    Company.      Inc.        79/10/OB,        Ip. 


BOCKET   71-01O9   UNION   CARBIDE   CORP. 


•7910360008   OA   program    for    industrial    radiography. 
•      Morrison   Knudsen  Company,     Inr.       79/1O/OB.       'J 


7910150QB1   Foryards   renuest    for    addl    info    to    complete    review   of   QA 
program, 
MACDDNALD,  C.  E.  Transportation   Branch,       79/09/23.       3pp. 


ttKET    71-OOA&   H.  P.     t.   ASSOCIATES.      INC. 


'10050477   Request!    rosponae    to    NRC    790437     Itr, 
MACDOMALD.  C,  E,  Transportation    Branch,        7W09/M.         Ip. 


•WET    71-007H    TOWNBEND   ft    BOTTOM,      INC. 


Forwards    revised    QC    plan    fur    shipping    cont 
OLDER,  0.  R.       Tounsend    fc  Bottum,  Inc.       79/09/a?.        Ip. 


DOCKET    71-01  IS   NAW,  DEPT,  OF 


791005OOB3  Forwards    revised    OA   program   plan    For   Navy    yard    radiolsotope 
thermoelectric    generators    in   response    to   NRC   790913    Itr, 
HENDRIXi  Q..H.        Navy.Dept.  of.        79/O9/14.        Ip. 

— 79100300B7    "QA  Prugram  Plan    for   Navy    Rail  ioi  sotope   Thermoelectric 
Oeneratarsr "    revised    to   reflect    changes    suggested    by    NRC 
790913    Itr. 
*      Navy.  Dept.  of.       79/09/11.       Bpp. 


79102£D(117   Revised    QC   plan    for    shipping    containers. 
»      Toiunsend    (j  Bnttum,  Inc.       79/O9/27.       3pp. 


7910150115  Foruacds   QA   program  approval    for    radioactive  matl    package, 
MACDDNALD.  C.  E.  Transportation   Dranch,       79/09/37.       Ip. 


•10300373   Forward*    Oft    program    for    industrial    radiography    lieeni 
ELDCRiQ'.  R,        Tauns*nd    &    Bottum,  Inc.        79/10/11,         Ip, 

79t0300'37B  OA   program   for    Industrial    rad  i  narap  hij    licensee. 
«      Toiunaenil    d  Bottum,  Jnc .       79/10/11,       3pp. 


— 7910150133  OA   program  approval    for    radioactive    matl    pac  kage:  01 12, 
Revision  0. 
MACDDWALD,  C.  E. 


Transportation   Branch.       79/09/27.       Ip. 


DOCKET   71-0117   ADEX    COUP. 


CKET  71-0079    &AOCOCK    !.   U1LCOX   CD. 


10300440  Responds    to    NRC    request    For    addl    info    ra   responsible    parsons, 

for   radiographer    ter  tif  ieation   ?<    document    control.  HC    Qralier 

it   rejponalble    individual    For    entire    radiation    safety 

program. 

OHABERj  H.  C,       Babcock    d  WilcoK    Co.       79/10/10,        4pp. 


79101 2031Q  Forwards   revised    QA   program   for    shipping    packages    for 
tranapor  tetlon    of   radioactive   motls. 
REOINA,A.F.       Abei   Corp.       79/00/27,       Ip. 

— 7910130322  Revised   QA   program   for    shipping    packages    for    transportation 
of    radioactive   ma  tie. 

,  M.       Abei    Ccrp.       79/08/a4.       i(ip. 


7»1030O44fa  Operating    Procedure    7,Rev(*ion    2,     "Procedure    for   Receipt 
OpBnln?    of   Pactagsi    Containing    Llcenied   Matl.  Hemnva  1    EC 
Ecchartge    al    Sealed    Eourcfs   &  Preparation   of   Licensed    Matl 
for   Bh  1  pmon  t.  " 
OHABER.H.C.       DabcDCfc   &  Wllco*    Co.       79/O2/27.       Upp, 

7?!0300450  Op-eratlng    Procedure  it,     "Maint    of  Records.  " 
ftflABER.H.C.        Babcock    &   Wilcoi    Co.        7&YOS/O2.         13pp. 


CKET  71-O092  EfiBTMAN    KODAK   CO. 


10010A1B   Foruards   QA    program  approval    for   radioactive   matl    packag 
MACDONALD,  C.  E.  Transportation    Branch.       79/09/01.       I  p. 

79100106I9   QA    program  approval    for  radioactive  matl    pac kaae:O09H, 
ft»vlsion   0. 
MACDQMl,!).  C.  E.  Transportation   Branch.       79/09/04.       Ip. 


79'lOOaC<329  Forwards   request    for   addl    info    to    complete    review   at  QA 
program. 
MACDuWLD,  C.  E.  Transportation   Branch.       79/09/17.       2pp. 


DOCKET   71-01  IB  KABT  METALS    CORP. 


791D0506Bi>  Responds    to  NRC    790803    Itr.  Forwards   rewritten   QA   program  at 
orlg  inali  not   revision. 
WOODRUFF.  H,  T,       Kast   Metals    Corp,       79/08/31.       Ip. 

—  7910050689   "Technical    8ve  s    -  Radlographic    Div.  " 

RQEENTHAL.  D.       Affiliation   Unknown,       79/OB/24,       3Bpp. 

7910020332  Forward*   request    for   addl    info    to   complete   review  of  QA 
program. 
MACDONALD,  C.  E,  Tronsportation   Branch.       79/09/17.       Hpp, 

7910310098  Forwards   r»vlsod   OA   program  w/addl    Info    requested    bu   NRC 
7909J7   Ur. 
WOODRUFF,  H,  T.       Kast  Matali   Corp.       79/10/03,       Ip. 


DOCKETED  ITEMS 


—7910310093   HA    program    for    technical     avcs, rad i oaranhi c    rfi, 
*      Ka.t    Metals    Corp,        79/OB/24.        Hnn  "•"Phi «    "»^ 


"P,        79/OB/24.        Bpp, 
BDCKET   71-0133    J.  L.      SHEPHERD   &<   ASSOCIATES 

program5  F°™ar<"    rflq'"?St    f(Jr   add]    in^    *"   con,Pl.t.   revieu,   of 
MACDONALD,C.E.  TranspQrtatl  D»    Dranch,        79/10/01.        13pp. 

DOCKET   71-0129    NAVV, DEPT. OF 


DOCKET    71-0136    PARKER    IND.  X-RAV    L  AIL  CORP. 

7910110317  Forward  i    OA   program   approval    far    raditiarH™  ™»n  L 

MACDDNALD.C.E.  Tr.n.p'oPt.tlon    DrsncT      79«WO4         Tp          ' 

""fio'vmon    0A    t>raaram    "P(lr°Vai    toF    "d^actlv.    «.tl    »«  kago:  O1M, 
MACDCNALD.  C.E.  Transportation   Branrh.       79/09/04.       Ip, 

DOCKET  71-0141    ROCKWELL    INTERNET  I  ONrtL 

^T1'''8    °C    P™31"3?    W™™1     '«'    radio.ctiv,    matl    pocbal] 
,  C.E.  Transportation    Branch.        7-7/09/O1.        Ip. 


HACDONALD,  C.  E.  Transportation   Branch,       7V/QV/Q4.       |p. 


DOCKET   71-0113   CHICAGO   DRIDQE   &    IRON    CO. 


7910300319  Foruinrds  QA  program  ravlued  to  IncluJo  terma  "Had 
fi-P-ty  Office"  ft  "AsaUtBd  Radiation  Gafotg  OfPlcpr"  na<I 
CHFtlaTOFFERSON  Chicago  DrlJgo  &  U,,,"  Co  77/10/OP  '  Ip. 


B. 
Chicago    Dr(dflo    t,    Iron   Cn.       79/OB/20.       flpp. 

DOCKET  71-0141   NAVY,  DEPT.  OF 


SEEfiHOLTZ.J.  n.       Navu.Dcpt.of,     Forcea    Afloat.       79/1O/10.       App. 
DOCKET  71-0140  OMAHA   TESTING    LABS,  ,     INC. 

7910090336  Rtipnndi    to    7-70B13    Itr.DC    O.vl.   no    lnnflBr    BmPloUBd    at 
!«ii!    ¥       5PiiC**IOn    submlttctl    »«    DaylS    on    790iS4,P.,«.linfl 
«Dl?«ti™    »      PrD"T'fl"''""'»'t    b»    Ue«t.d.R.,u..t   P,t2rn   of 
application    for    corrocbion. 


. 
MERTZ.L.R.       Omaha   Testing    LaboratorloB.     Inc.       77/09/OS. 


If. 


7*i°.;|*5°p3_/oruiardB   OA    program. 

Omaha   Nando* true tivs 


Tt,tlng,     Int. 


prDBP<"n   re    "ctlp*.  handling    t,   ehipmanfc   of   P*dlo.Btivi 
Omaha  Nonde.tructivo  t,  MBtnllurDlcal   Tasting,.  Inc.      79/10/02. 

71-0163  CLARK    INSP.     SERVICE.     INC. 


Ip. 


DOCKET   71-017i   NAVV.  DEPT.  OF 


—  771031010A    OA    program. 

»      Wavy-Dept.  of.        79/O9/25.        4pp. 


7I-OI7B   ENEROy    PRODUCTS    GROUP 


rn     Indu.tPl..,     Inc         79/09/07. 


o 
MACDONALD,  C.  E.  Trantp  ortatlon  Branch.      79/10/09.       lp, 

NUCLEAR   CdNTAIMERS,     INC. 


prcr  '"    —  1    i"r0    to    compute   rBv!EU  of  QA 

MACDONALD.C.E.  TranspOrtation   Branch.       79/10/09.       15pp. 

ENQINEERINO   CO.,     INC. 


IL9;dSh0\rOBrarn    m3t    aUlllt   r.,uiP.«,.nt,. 

Corabustion    ensinuerlng,     Int         79/07/13.        Ip. 

—7910020763    QA    program    n,  t    audit    requlromDnhs 

*      Combustion    Engineering,     Jnc.       79/09/12.       lp, 


F?7Hr<"    °?    PrPSTan'   -""«>    '«    radioactive  «tl 
.C.  E,  TTonEportation  Branch.       79/07/26.       lp. 


vson   0A    Pr09ranl    approval    for   "dioactlve   rnatl    pac  kaBe:  01B2. 
MACDONALD,C.E.  Transportation   Branch.        79/09/S6,        Ip. 

DOCKET    71-01B1    PULLMAN   POUER   PRODUCTS 


wU»n«d"         ,"   d!rBctivo    ""-mi-iatlng   ^th^Uation    to 
*«    innl   1      !??      ^atl     *°    <ra'1Tler    for    trantport-due   to 
failure   to    file    HA    proDram.  QA    program  was    filpd    760609  & 

S5«P1"1    Sn,T90'l27-Collfl'5i1"1    "^    "«    »"»P««    nam.    ™"J. 

BAIR.A.      Pullman,     Inc,  ,    Pullman   POU.P  Product.   Div        79/09/26.       Ipp. 

--791OHA0217   Forwards    Q-A   program.  U/o   oncl. 

DAIfl.A.       Pullman,     Inc.,     Pullman   Power  Producto  Div,       78/06/07.       Ip, 

™79iNMnn211Q,F°IT??a    Ttti°*r»W   °"  Program  manual.  W/o   and. 

MUNRa,J.  J,       Pullman.     Inc.,    Pullman  PouBP   Product*   Dlv.       7H/06/17. 


'       . 

,         1  p, 


1    fcr  Pullman    Inc.HW 

namfl    n    UIlMn  "«=••"•»•« 

onalng  nranch   <PrB  7905011 


Ratflol«°topi!*    Licensing   Branch    (Pre   790SO1J. 


. 
CLARK.R.L.       Clark    Inspoctlon   BorvUo,     Inc.       79/10/01. 
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DOCKETED  ITEMS 


DOCKET   71-0190    TEXAS    INSTRUMENTS,     INC. 


7910020323   Forwards    request    for    addl     into    to    complete   review    of    OA 
Transportation    Branch.       79/09/17,       3pp. 


program. 
MACDOWALD.  C.  E. 


7910260064  RenuBBts    extension    until    791IJ 3   to    file   add!    info    re   HFIR 
project   OA   program, 
SHERMAN, F.L.       Texas    Ins  truments.     Inc.       7?/10/<M.       If. 


—7910150170   Reviafld    CIA   program   re    basic    policieo   t.   procedure*    uaed    to 
establish    aft  requirements    for    all    activities    affecting 
safely-related    functions    of    aya    t,   components, 
*      Chem-Nu clear  Systems.     Inc.       79/09/06.        33pp. 


DOCKET   71-0236    AMERICAN   AIRLINES 

79092?Q540   Forwards    QA    program   approval     for    radioactive    mail     package. 
MACDONALD,  C.  E.  Transportation    Branch.        79/09/07.        lp. 


DOCKET    71-0196   SOONER    X-HAV    ft    MAO..     INC. 

79IQ04O511   ForuardB    revises    QA    program    in    response    to  Nfif,   790B03    1  tr. 
MCCOY,  H.        Sooner    K-Ray    &   Mag.,      Inc.        79/OS/29.        lp. 


—  79100^0514    OA   program    for    ftatl/Dyprodue  t    Licensa 

HCCOV-H.A.       Sooner    X-nay    &  Mag.  ,     Inc.       79/08/-39.       Jpp- 

7910120309  Forwards    QA   program  approval    for   radioactive   mat!    package. 
HACBQHALD..C,  E.  Transportation    Branch.       79/09/26.       lp. 

—  7910120506   QA   program   approval    for    radioactive    matl    packflg  e:  O19o.i 

Revision   0, 

M/iCDONALD,  C.  E.  Transportation    Dranch,        79/09/26.         lp, 


—7910130570  OA   program   approval    for    radioactive    matl    pac kago: O23&, 
Revision   O. 
MACDDNALD.  C.  E.  Transportut  ian    Branch,        79/09/07.         lp. 


DOCKET   71-023B    AGRICULTURE,     DEPT.     OF 

7910O40S3O   Informs    that    proposed    audit    portion    of   QA  program   doos    not 
meet    requirements    of    10CFR71,App    E. Program    does    not    apoiify 
that    audit    team  members    should    havo    no    roa  pons  lli  i  I  i  tij    for 
activity    being    auili  ted.  Annual    audit   required. 
MACDONALDi  C.E.  Transportation   Branch.       79/09/07,       lp. 


DOCKET    71-0241     UNITED   NUCLEAR   CORP. 


DOCKET    71-0199   NUCLEAR   FUEL   SERVICES,     INC. 

7910150623  Forwards    modified   Oft  program  TO    transport    Df   radioactive 

CLARKiJ.n.       Nuclear   Fuel    Services,     Inc.     tsuhi.     nf   Ootty    Oil    Co.). 
79/09/04.       lp, 

— 7910190623   Modified   OA   program    for    operationo. 

«      Nuclear   Fuel    Bervlces.     Inc.     (aubs.     of   Getty   Oil   Co.  ),       79/09/30. 
31pP- 


DOCKET    71-0310   GULF   OIL    CORP. 


7910110110  Notifies    that   790914    Itr   deleting    vendor    flfl   user    of   NI1C- 
appraved    package-    designs   mas    sent    in    error. 
HACDONALBi  C.  E.'  Transportation   Qraiuh.       79/09/36.       lp. 


DOCKET    71-0225    WftvY,  DEP1 .  OF 


7910090693   Requests   amend    to    flA    program   approval    for    radioactive 
matl    package   0225,  Revision    OP  to    include    approval    for 
shipment    nf   antj    type    B    or    largo    iiuaiititij    of    radioactive 
matl    In    normal    or    special    form    in    specified    packaging. 
HENIFIN^E.E,       Navy, Dept.  o f ,     Naval    Research   Laboratory.       79/09/09. 
lp. 


7910O20E"!1?  Forwards   request    for    addl    info    to    complete    review   nf    HA 
program. 

E.  Transportation    Dranch.       79/09/10.       Cpp. 


DOCKET    71-0246     INSPECTION   SERVICES   CORP. 


7910Q5Q230  Forwards   QA    program  approval    for    radioactivo  matl    package. 
MACDONALD,  C.E.  Transportation    Branch.       79/09/04.       lp. 

— 7910050232   QA   program    approval    for   radioaetivn    matl    pac  kage:  Q2<Vi. 
Revision   0. 
MACDONALD,  C.  E.  Transportation   Dranch,       7"?/09/04.        lp. 


DOCKET   71-0218    MDNBANTO    RESEARCH   CORP. 


7910150616  Foruardg   revised   QA  Program  Manual    ro    Type    D    shipping 
packages. 
TAYLOR.  R.  R.       Hotisanto   Research    Corp.       79/00/31.       3pp. 

— 7910150410    OA   Program   Manual    re   mfg    of    nuclear    equipment, 
*      Monsanto   Research   Corp.       79/08/31.       74pp, 

7910O30316  Forwards   rotitiDSt    for    odd!    info    to    complete   review    of    (1A 
prng-ram. 
MACDDNALDi  C.  E.  Transportation    Dranch,        79/O9/17.        Spp. 


791015007B  Foriiiarrfs    rtquBst    for    addl    info    to    complete   revlou  of    QA 
Transpurbat  ion   [francf.       79/10/O1.       lap  p. 


program. 
KACDDNALDiC.  (£, 


DOCKET   71-0230   CAPITAL    X-RAY   SERVICE 


DOCKET   71-024?   NUCLEAR    FUEL    SERVICES,  INC. 


7910220539  Forwards   request    for   addl    info    to    complete    rnvlaui    of    CIA 
proo-ram. 
MACDONALD,  C,  E,  Transportation    Dranch.       79/10/09.       9pp. 


7910110143   Forwards   revision    of  Paragraph    6.0   of   QA   manual    application 
r»   audits.  9amp le    audit   checklist    deifltoi!, 
JOHNSON,  0.  W,       Capital    X-Rav    Sorviea.       79/08/30.        lp. 

— 7910110153  Revision    to   OA   manual    application   Paragraph    6.0  TB    auditn. 
*      Capital    Jt-RfliJ   Bervlco,       79/00/HO.        lp. 


DOCKET   71-0350   TRANSNUCLEAR,     INC. 


7710180562  Forwards    request    for    adill    info    to    complete   revieu    of    OA 
program. 
HACDONALD,  C.  E.  Transportation   Branch.       79/10/09.       7pp, 


7910020BS3  Faruiarils   OA    program  approval    For    raokoHc tivt   matl    packane. 
MACDONALDiC.  E.  Transportation  Branch.       79/09/10.      lp. 


DOCKET    71-0351    HESTINGHOUSE  ELECTRIC   CORP. 


— 7910020Ba9  OA    program  approval    for   radioactive   inatl    package:  0320, 
Revision  0. 
MACDONALD,C.  E.  Transportation    Branch.       79/09/10.       lp. 


DOCKET  71-0231    CHEM-NUCLEAfl    BVSTEMB,     INC. 


7910130169  Forwards    revlted    OA   program. 

REVHOLDB,  L.  E.       Chom-Hui:!  ear   Byttemsi     Inc.       79/09/06.       lp, 


7910020769  Forwards   QA   program. Revi B ion    1    in   response    to  NRC    ^UBstl 
DIPIAZ7A.R.  P.       Westinghousa  Electric    Corp,       79/09/21.       lp. 

— 7910020786   QA   program. Revision    1    for   License   SNM-1460. 
*      Wostinghouse   Electric    Corp.       79/09/21.       app. 

791022QE47  For-ujards    request    for    addl    info    to    eomplnte   rivl*u    of    OA 
program, 
MACDONALDiC.  E.  Transportation   Branch,       79/10/09.       12pp. 


DOCKETED  ITEMS 


DOCKET   71-0258   NUCLEAR   ENGINEERINQ   CO.  ,     INC, 


7910240170   Requests    intension    until    791O1 5    to    revise    GA    program 
description. 

EAEON.C.F.      Nuclear  Engineering    Co.,     Inc.     (su(,s.     Df    Teledgne,     Inc    ) 
79/1O/OS.        Ip.  '      ' 

791Q89041B   Forwards    QA   program    in    reaponao    to    NRC    790903    1  tr 

BAER,T.S.      Nuclear   Engineering    Co,,     Inc.,     (aubs.     af    Teledune,     Inc     > 
79/10/15,        lp-  '      ' 

— 7910H90419   OA    program    fur    order    analun  i  a.  p  lanning    t,    design    control, 
document    control,  procurement    control,  process    control,  Inup   b 
tast   control,  calibr    of   measuring    (.    test   equipment 
»      Nuclear   Engineering    Co.,     Inc..     (subs,     of   Toledune.     Inc    ) 
79/10/05,        33pp. 


DOCKET   71-033?   WISCONSIN    CENTRIFUQftL, INC. 

791Q050f>3<l   Foriuarila    QA    program    for    Licnase    49-11A41-CH 

PENDER,  T.  L.        Wi  Bcansiti    Contrlf  ugal,      Inc.        79/O7/1H.         lp. 

— 7910050635    QA   program    for    License    19-11641-01. 

PENDEH.T.  L.       Wisconsin   Centrifugal,     Inc.       79/07/13.       4pp. 


DOCKET   71-0341    ARKAMSAS    POWER    i,   LIGHT    CO, 

7-710040530   Diicuis.s    Qrt    rapt    APL-TOP-IA    B,    I-BV  i  sir-na    comprising 
program    document     utiJ     intends    to    UBO    to    rnii-et     IOCHR71    31 
rs-quiromesits. 
THIMBLE,  D.  C,       Arkansas    Power    t.    Light    Co.        79/O3/27.        Bpp. 


DOCKET    71-0239   UESTINGHOUSE    ELECTHIC    CORP, 


79.10320247  Forwards   request    For   addl    info    to    complete   review   of    QA 
Transportation   Branch.       79/1O/09.       12pp. 


program. 
MACDDNALD.  C.  E. 


M™. 
MA(,DONrtLD,  C.E. 


Qrt   fTr">Ti"n  approval    For   radioactive   mat  I    package, 
Transportation    Di-flnch.        79/09/17.        If. 


7910010102  OA  program   approval    for    radioactive  matl    nacliane- 
[tuvi  s  ion   0. 
HACDCWALD.  C.E.  Transport  at  inn    Branch.        79/09/17.         lp, 


DOCKET    71-0260   ASTROTGCH,      INC. 


791002Q380  QA  Program    For    shipping    packages    of   radioactive    matl 
HVKVTA.L.       Aatrotach.     Inc,        79/09/1O.        13pp. 


™Trd5  °A  Pr°9'-am   approval    far    radioactive  matl    package. 
HrtCDONALD.  C,  E,  Transportation   Branch,       79/09/E6.       lp. 

—7910120904   Oft  program  approval    for   radioactive   rnatl    pac  kano  •  0260, 
Revision  0. 
MrtCDQNALD,  C.  E,  Transportation    Branch.       79/O9/26.        lp, 


DOCKET   71-0346   PUBLIC    SEfiVICE    CO.     OF    COLORADO 


A  'iri>0ra'n    approval    for    radioactive    n-atl    package,. 
rrannporta  t  i  on   Dranch  .       79/09/17.       lp, 


7910030110  QA  program   approval    For   radioactive    matl    packaa  e  •  0346, 
Bevlalon   0, 
MACDONALD,  C.  E.  Trancpor  ta  t  ion    Dranch.        79/09/17,        lp. 


QA    Pr°9ranl   "PP>-oval    Par    radioactive    mat!    paclcaga. 
Tranaportat  i  on    Branch.        79/OV/24.        lp. 


DOCKET    71-0261    AUTOMATON    INDUS. . INC. 

79I0090762  Forwards   QA   program, 

BANTORQ.M.P,       Automation    Industries,     Inc.       79/O9/17.       lp, 

—  7910090764  QA  program  covering    deal  gn,  fnbr  icat  ion.  tes  ting,  main  t   5,   USD 
of    shipping    pociages    for    radioactive   matl. 
BANTORO,  M.  P.        Automat  ion    Industrioo,     Inc.        79/09/17.        21pp. 

7910210234  Forwards   QA  program   approval    for    radioactive   matl    pacJage 
HACDONALD,  C.  E.  Tranflpor  tati  on   Branch .       79/10/09,       lp. 

—7910210220  QA   program  approval    for    radioactive   matl    pac  kaoe-  02A4. 
Revision  0,  KM."., 

MACDDNALD,  C,  E.  Transportation   Branch.       79/10/09,       lp. 


DOCKET  71-0377  ALLIED  CHEMICAL   CORP. 


—7910070755   OA  program   approval    for   radioactivo   matl    pac kage : 0346, 
Revision    1, 
MrtCDONAUD.C.  E,  Tr  ansporta  t  ion   Branch,       79/O9/H4.       lp. 


DOCKET   71-0347   STONE    &    WEBSTER    GNOINEERINO   CORP. 

791012030E3  Responds    to    79O9H    I  br,  Foruiarda    radioacttvo  matl    QA    prograi 
liaquoats    prompt    review   (,   author  i  lation    to    deliver    licensed 
matl    to   carrier    for    transport    bac*    to   manufacturer    after 
dacag    to   unusable    strrninth. 
OIQBDN,  J,  D.       atone    &   Webster    tnginoefing    Corp.       79/09/BO,        Ip, 

— 7910120313   naUioocttve    mat]    flA   program. 

OIDSOM,  J.  D.      Stone    (.   Ueostor   Engineering    Cflrp.       79/OJ/O1.        13pp. 

791oaa0009   Forward*    request    for    addl    info    to   complete    revlflu  of   <IA 
program, 
MACDONALD,  C.  E.  Transportation   Dranch,       79/10/09.       2pp. 


7910020352  Forwards    request    for   addl    info    to    complete   rovleu.  of   OA 
program. 
HACDQNALD,  C.  E.  Transportation   Branch.       79/09/1O.       Spp, 


DOCKET^  71  -0331    NORTH   CAROLINA    STATE   UNIVERSITY   AT   F?ALEIOfl 


Sr!!:ilrd*   °A   Ppo91'am   Approval    for    radioactive   matl    package. 
.C.E.  Transportation   Dranch.       79/10/09.       lp. 


DOCKET   71-031Q   MICHIGAN,     UNIV.     OF 


79IG250Q50  Foruartfs   OA    program   submitted    to    iflroctor    of   Ofc    op   Nueloar 
Raactor   Reaulation.  Intends    tD   mako    spent    fuel    shipment    In 
Nov.  tub.)    to  NfiC   approval. 
GODK.O,  M.       Michigan.     Unlv,     of,       79/07/21.       tp. 


DOCKET   71-0349  CATERPILLAR    TffACTOfl    CO. 


—  79I02S0179  QA  program  approval    for    radioactive  mata    package;  0391. 
Revi  sion  0.  •      ,- 

MACGONALO,  C.E.  Transportation   Dranc  h,       79/10/09.       lj.  •' 


DOCKET  71-0337  CALUMET   TESTING   SVC,  INC. 


79102&OOOI    Forwards    QA    program. 

VOOEL.R.  J.       Caterpillar    Tractor  Co,       79/09/26.        lp. 

— 7V10B60002   O.A  program    for    irtdustrlal    radiography    licensees 
»      CaterpllUr    Tractor    Co,        79/09/2fi.        1pp. 


2r!l!arlj9   OA  Pr°9ram  approval    for    radioactive   matl    package, 
C,  E.  Transportation   Branch.       79/09/10.       lp. 


--791  0030761   QA  program  approval    for   radioactive   matl    pactnos:  0337, 
Ravi  si  an  0.  r  a  ~»  • 

MACDQNrtLD,  C.  E,  Transportation   Branch,       79/09/10.       lp. 


DOCKET  71-0330   PICKER   CORP. 


791O29Q233  Foruarns    OA   pronram    in  response,    to    MRC   7909IO    Itr 
refflstratlon    as   user    nf    Models    la  1361,  1B1371    8. 
E-HEH-00-00004. 
PENOOV.C.A.       Picker   Corp.       79/10/03.        lp. 
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DOCKETED  ITEMS 


DOCKET    71-0190   TEXAS    INSTRUMENTS,      IMC, 

7910020325  Forwards   request    Far    adtfl    info    to   complete    review   of   OA 
M«MSSLD,C.E.  Tr-n.port.li.rn    Branch.        79709/17.        3pp. 

79102£.0064   Requests    eitonsion    until    791113   to    fiU   add  1    Info   re  HFIR 
project   QA   program.  ,„.,.„,.,,,         , 

SHEKMAN.F.  L.       Teras    Instruments,     Inc.       79/10/O*.       ip. 


— 79I0150I7B   Revised   QA  program  re    basic    policies   t,  procedures    used    to 
establish    QA  requirements    for    all    activities   affncting 
saf  e  ty-rs  lated    functions    of    ays   &   components, 
»      Chem-Nuclear   Systems-     Inc.        79/09/06.        55pp, 


DOCKET    71-0236    AMERICAN   AIRLINES 

7909290540   Forwards    OA    program   approval    for    radioactive   mat!    package. 
MACBONALD,  C.  E.  Transportation   Branch.       79/09/07,       lp. 


DOCKET   71-0196    BOOMER    X-RAY    fc   MAG.,      INC. 

7910040511    Forwards    revised    OA    prooram    in    roapnnse    to    NFiC    790B03    Itr. 
M-CCDYiH.        Sooner    X-Raiji    t<    M-iig    •     Irtc,        79/OB/2?,        lp. 

—79100-10514    OA    program    for    Matl  /By  produc  t    License    35-17257-01. 
MCCOY,  H.  A.        Sooner    X~Ray    S.   Mag.  ,     Inc.        79/09/29.        3pp. 

791Q1B0503  Forwards   OA   program  approval    for   radioactive   raatl    patkaoe. 
MACDONALD.  C.  E.  Transportation    "ranch.        79/09/afr,         lp, 

—  7710ia050t    DA    program   approval     For    radioactive    matl     pac  lage:  019d. 
MACDONALD,  C.  E.  Transportation    Branch.        79/09/2i.         lp. 


DOCKET    71-019B    NUCLEAR    FUEL    SERVICES,     INC. 


— 79101H057O  GA  program  approval    far    radioactive   matl    package;' 
MACDDNALD,  C.  E.  Transportation    Branch.       79/09/07.       lp. 


DOCKET    71-0239    AGRICULTURE.     DEPT.     OF 


7910040'a20    InCnrms    that    proposed    audit   portion    of   OA  program   dues    not 
meot    requirements    of    10CFf)71,App   E,  Program   does    not   spnclfy 
that    auilit    team   members    should    have   no   rosponsib  1 1  ity    for 
activity    toeing   aud  1  ted.  Annual    audit    required, 
MACDONALD,  C.  E.  Transportab  i  on    Branch.        79/09/07.        lp. 


DOCKET    71-0241    UNITED    NUCLEAR   CORP. 

79IQ020BQ.'?   Forwards   request    for    addl    info    to    complete   rovicdi   ap  QA 
program. 
MACDONALD,  C.  E.  Transportation   Branch.       79/09/10.       2pp. 


79101504S2  Forwards   modified    QA   program   re    transport   of   radioattiva 

CLARK. J.R.       Wuclear    Fuel    Services.     Inc.      (subs.     oFQottu    Oil    Co.), 
79/09/0*.        lp. 

—7910190625  Modified    QA    program    for    op  erat  ianc.  -,ofrw,i*tn 

*       Kuclear    Fuel    Services,      Inc.      (subs,     of    Setty    Oil    Co.   t.        79/09/30. 


DOCKET    71-0310  OULF   OIL  CORP. 


7910110440   Notifies     that    790914     ttr    deleting    vendor   as    uner    of    NHC- 
approved    package    designs    was    sent     1 n    orrdr. 
MACDQNALD,  C.  E,  Trans  portatkon    Branch.        79/09-/36,         lp. 


DOCKET    71-0225   NAVY, DEP1 .  OF 


791QOSQ6BS  Reiiuests    amend    lo  HA   prosram  approval    for    radlQactlve 
rratl    package   0225,  Revi  s  i  on  0,  to    include    approval    for 
snipmant   of   any    type   B    or    largo    quancitv    af    radioactive 
matl    in   normal    or    special    form   in    specified    packaging. 
HENIFIN.E.  E,       Navu.Dept    of.     Naval    fteae.irch   Laboratory.       79/O7/O5, 


PDCKET   71-OH46    INSPECTION   SERVICES   CORP. 

7710090230   Forwards   QA   program  approval    for    radioactivo   matl    package. 
MrtCDPNALD.  C.  E.  TTBnsportatl  on    Branch.        79/09/0-1.        lp. 

— 791-0030252  «A  program  approval    for    radioactive    matl    packag  e:  0246, 
KB-viaion   O, 
MACDONALD,  C,E,  Transportation    Branch.        79/09/01.        lp. 


DOCKET   71-O24B   MONSANTO   RESEARCH    CORP. 


7910150614    Forwards   revised   OA  Program  Manual    re   Type   B   shipping 
packages. 

.n.       Monaanto  Jleaearch    Corp,       79/06/31.       3pp. 


—  79101506.1B   OA  Program  Manual    ra    mfg    of   nuclear    equipment. 
«      Monaanto   Rflsaareh    Corp.       79/OB/31.       74pp. 

7910030319   FoTiuards   request    for   addl    info    to    complete    review  of 
pTograra, 
MACDONALDrC.  E.  Transportation    Dranch.        79/09/17.        3pp. 


79101&007B  Forwards   requesb    for    adill    info    to   compUto    revieti    of   QA 
program, 
MACDOMALD,  C,  E.  Tranapor  tation    Dr cinch.        79/10/01.        12pp. 


DOCKET    71-OffaS   CAPITAL    )C-RAY    SERVICE 


DOCKET    71-0349   NUCLEAR    FUEL   SERVICES,  INC, 


791-022023?  Forwards   request    for    addl    info    to    completo    review  c*  OA 
Transportation   Branch.       79/10/09,       9pp. 


program, 
HACDDNALD.  C,  E. 


7910110149   Forwards   revision    of   Paragraph    d. 0  of    OA  manual    application 
r«    audits.  Sample    audit   checklist    deleted, 
JOHNSDN.O.  W.        Capital     K-Ray    Bervlca,        79/09/30.        lp. 

— 7910110193  Revision    to   Oft  manual    application   Paragraph   A,  0  ra    audits. 
»      Capital    X-Ray   Bervice.       79/00/30.       lp. 


DOCKET   71-0350  TRANBNUCLeAR,     INC. 

7910180202  Forwards    request    For    flddl    info    to    cnmplete   revleui  of  OA 
program, 
KACDQNALDi  C,  E.  Transportation   Dranch.       79/10/07.       7pp, 


791OOaOBS3   Forward*   QA   program  approval    For   radioactive   matl    pacVagc. 
HACUDHALD.  C.  E.  Transportation  Branch.       77/09/10.       lp. 

— 7710020B55  OA    program  approval    for   radioactivo   matl    package:  Q22B, 
Revision  O. 
MACDOHALDiC.  E.  Transportation   Dranch.       79/09/10.        lp. 


DOCKET  71-0231    CHEN-NUCLEAR    SYSTEMS,     INC, 


7910130163  Forwards   revised    OA  'projrjjm. 

flEYNOLDBi  L.  E.       Chem-Nuc  1  e-ar    Systems,     Inc.       77/09/06.        lp. 


DOCKET    71-OH5I   UEBTINGHOUSE  ELECTRIC   CORP. 

79100207S8  Forwards   OA.   pronram,  Ravi  s  ion    1    In   response    to  NRC    quittiani. 
DIPIAZZA,  R.  P.       HestlnghousB   Electric    Coi-p,       79/09/21.       lp. 

—  7910020764    OA  prog-ram.  Elevl  sion    1    for   License   8NM-1460. 
»      Mestinghoifse   tlectrlt   Corp.       79/09/21.       3pp. 

791022O247  Forwards    roquast    for    addl    info    to    complete   revttui   of   QA 
pi- OB  ram, 
HACDDNALDi  C.  E.  Transportation   Branch.       79/10/09.       12pp. 


DOCKETED  ITEMS 


DOCKET    7I-025B   NUCLEAR   ENGINEERING   CO..     INC. 


DOCKET    71-0339  WISCONSIN    CENTRIFUGAL.  INC. 


7910260170    Requests    intension    until     791013    to    revise   QA    program 
description. 
EAEQN.C.F.       Nuclear   Engineering    Co.,     Inc.     (suba.     of    Toluene,     Inc.). 

7910290415    Forwards    QA    program    In    response    to    NRC   790903    Itr 

BAEfl.T.B.        Nuclear    Engineering    Co.,     Inc.,      (subs,     of    Teledune,      Fnt.   >. 

— -7910290419   GA   program    for    order    analijs  i  s,  p  lanning    t,    design    contra], 
document    control,  procurement    control,  process    control,  Insp    & 
test    control,  callhr    of    measuring    4    test    equipment, 
*      Nuclear   Engineering    Co.,     Inc.,     (subs,     of    Telodunn,     Inc     1 
79/1 Q/OS.        3Bpp.  '      ' 


791005063'!   FonuarcU   QA    program    for   UicneBe    48-11641-01, 
RENDER,  T,  L.       Wl  sc  ons  tn    Cen  trlf  ugal.     Inc.        79/07/12.        Ip. 

— 7910050635  QA  program    Par   License    4B-11641-01. 

RENDER, T.L.       Hi  sconain   Centri  f  jga  1 ,     Inc.       79/O7/J3.       4pp, 


DOCKET    71-0341    ARKANSAS    POWER    t   LIGHT    CO. 


7910040320.   Discusses    OA    rapt    APL-TOP-1A    t,    revisions    comprising    Of, 
program    datumant    util     intends    to    use    to   moot    10Cr"H71    91 
rcnulrnmonts. 
TRIMBLE,  D.  C.       Arkansas    Puuicr    b   Liaht    Co.        79/OB/27.        2pp. 


DOCKET    71-0259   HESTINQHOU5E    ELECTRIC    CORP. 

7910220247  Forwards    request    for    addl    info    to   complete    review   oP   QA 
program. 
KACDD.NALD,  C.  E.  Transportation    Dranch,        79/10X09.        ISpp. 


Foriuarda    OA   proaram    approval    Par    radioactive    matl    package, 
MACDDNALD.  C.  E.  Transportation    Branch,        79/09/17,         Ip. 

79100^0402  QA  program   approval    for    rnoioactivo   raatl    pac tagv  0301 , 
Revision    0. 
HACOONALD,  C.  E.  Transportation    Drancb.        79/09/17.         Ip. 


DOCHET   71-0260   ASTHOTECH,     INC. 


DOCHET   71-0346  PUBLIC    SERVICE   CO,     OF    COLDFIADO 


7910O203BO   QA  Program    for    shipping    pac<taget   of   radioactive  mat! 
MYKVTA.L.        Astro  tech,     Inc.        79/O9/IO.        13pp. 


Forljards   QA  Pi-nsram    approval    ifor   radioactive  matl    paqbaos, 
MACBONALn.C  E.  Transp  orta  1  1  on   Dranch.       79/09/17.       Ip. 


,mSI'U'aP(IS   QA  Pr°B'-am   approval    for    radioactive  matl    packaoe. 
MAC  DONALD,  C.  E.  Tranapqr  tati  on    Branch.        79/09/26,        Ip. 

--7910120S04  QA   program  approval    For    radioactive   matl    pac  lags;  0260, 
floviaion  0,  * 

MACOONALDiC.  E.  Transportation    Branch.        79/09/36.        Ip. 


—  79100S01-10-  Ort   program   approval    for    radioactive    matl    package:  0346, 
Revision   0. 
MA-COdNALO.C.E,  Transpor  tatipn    Branch.       79/09/17.        Ip. 

7910090733  Forwards    QA    program  approval    for    radioactive   matl    packigo 
HACDOMftLD.C.E.  Transportation    Branch.       7'f/<W24.       I  p. 


DOCKET    71-0264   AUTOMATON    INDUS. , INC. 

7910090762  Forwards   QA   program, 

SANTORO.M.  P.       Automation    Induetrlas,     Inc.       79/09/17.       Ip. 

—7910070764    QA    program    coverinfl    d  es  i  gn,  fahricat  ion,  testing,  main  t    8,    me 
of    shlppins    packagos    for   radioactive   mabl. 
BANTURO.M,  P.       Automation    Industries.     Inc.       79/09/17.       S4pp. 

7910240234    Forwards   QA  program  approval    for    radioactive  matl    package 
MACDONALD,  C,  E,  Transportation    Branch.       79/1O/O9.       Ip-, 

7910240220  QA   program   approval    fur   radioactive    matt    oac kaae  •  02&4, 
Kavis  ion   0. 
MACBDNALD,  C,  E.  Transportation    Branch.       79/10/09.       Ip. 


DOCKET  71-0377  ALLIED  CHEMICAL  CORP. 


7910030B52   Foruiarda    request    for   addl    Info    to    compute   ravinui  of    QA 
program. 
MrtCDONALD.C,  G.  Transportation    Branch,       79/09/10.       2pp. 


DOCKET    71-0331    NORTH   CAROLINA    STATE   UNIVERSITY   AT   RALEIGH 


HArn^A,  nF£TrdS   °T    pr°9Ta?    approval    for   radioactiva    matl    package. 
HACDOHALD.  C.  E,  Transportation   Branch.       79/10/09,       Ip. 

7910320179    QA  program  approval    for    radioactivo   mutl    package:  OM1, 
Ravi  &  ion    0.  •     ,.•' 

MflCDOWALDiC.E.  Transportation    Branch,       79/10/09        In  '•'" 

r  •    / 

DOCKET   71-0337  CALUMET   TESTING   SVC,  INC. 

:oruiards   QA   program   approval    for    radioactivo    matl    pacUja. 
C.E.  Transportation    Branch.       79/09/1O.       Ip. 

—7910030761    OA   program  approval    for   radioactivo  jnatl    packaas   0337, 
Rovliion   O. 
MACDOWALD.C.  E,  Tranaportati  on   Branch.       79/09/10.       Ip. 


— 79SOO"?07Sg    Qrt  program    approval    Far    radioactive    matl    pac  hag  „ ;  034i,, 
Revision    1, 
MACDD.NALD.C.E.  Ti-anaportati  on    Drantti.       79/09/24.       Ip. 


DOCKET   71-0347  STONE  t.   WEBSTER   GNOINEEfl  INQ   CORP, 

7910120303   Respond,    to    790914    1  tr.  F  oruard  a   radioactive   niatl    OA   program 
Requests    prompt    rovieiu   E.   ooth  or  i  i  a  tlon    to    deliver    lieunied 
matl    t'D    carrlar    tor    transport    back    to    manuf  actor  up   after 
decay    to    unusable    strength, 
QIBSON.J.D.       Stone    (.   Webstor    ling  inoerlng   Corp.       79/09/20.        Ip, 

—7910120313  Radioactive    matl    OA   program. 

OIDBONiJ.D.      Stonp    &   Webster   Enjj  inoer  ing    Corp.       79/O1/OI.        12pp. 

791023000B   Forwards    request    for    addl    infa    tn    compute    revieui   of    art 
program. 
MACDONAE.D,  C.  E.  Tranaport.it I  PH   Brnnch.       79^/10/07.       Bpp. 


DOCKET    71-0348   MICHIGAN,     UfllV.     CF 

79102S0050  Forwards    CIA    program   submitted    to    director    of   Oft    oP   Nucleor 
fiaactor    Regulat iart.  Intends    to    make    spent    fuel    n-fiinment    in 
Mov,ai/bj    bo    NJiC    approval. 
CDDK,  0.  M.       Michigan.     Univ.     of.       79/09/21.       Ip. 


DOCKET    71-0349  CATERPILLAR    TfiACTOR   CD. 


7910360001    Foruards    QA    program, 

VO3EL,  R,  J,       CatsrpilUr   Tractor    Co.       79/09/26.       Ip. 

— -791024OQ02  QA  program    FOP    induatflal    radiography    licensee j 
*      Caterpillar    Tractor   Co.       79/09/26,       4pp. 


DOCKET  71-0330  PICKER   CORP. 


7910290335  Foruards   OA   program    in   m»pon*a    to    NRG   790910    Itr.  Raqtiii  t< 
rBOi»tratlon   es    user   of    Models    1B1361, IB1371    S, 
E-MEH-0  0-00004, 
PEN8QV.C.A,       Picker    Corp,       79/1O/O3,        Ip. 
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DOCKETED  ITEMS 


--7910290238  GA   program    re    shipping    !<    receiving    rad  io  isotop  ea. 
»      Picker   Corp.       OAD-1199.       79/09/28.        4pp. 

7910250006   Forwards    QA   program   approval    fop    radioactive    mfltl    packagi 
HACDDNALD.C.E.  Transportation   Branch.       79/10/10.        lp. 

—7910350007  QA  program   approval    for   radioactive    mat!    pac  kage:  0330, 
Revision  0. 
MACDONALD.C.  E.  Transportation    Branch.        79/1O/10.        lp. 


DOCKET   71-0351    TELEDVNE    DHIOCAST 


DOCKET    71-9090   MODEL:     D34710-1,     U.  S.     NUCLEAR,     INC. 

7910030791    Notifies    of    termination    of    NRC    author  i  lat  ion    to    transport 
licensed    mail.  Amended     1OCFR71.  IS    on    771O1B    to    require    that 
licensee    have   approved    OA   p rogram. Approved    GA    program    is 
necessary    prior    to   registration    as    package    user. 
MiftCDONALD.  C.  E.  Tranapor  tation    Branch.        79/09/14.        lp. 

7910030799  No tlfiea    of    termination    of   NRC    author i lation    to    transport 
licenced    ma tl. Amended    1OCFR71.  12    on   771O1S    to    require    that 
licenses    have   approved    QA   p rogram. Approved   QA    program    is 
necessary    prior    to    registration    as    package    user. 
MACDONALD.C.  E.     ,  Transportation    Branch.        79/09/14.        lp. 


7910230982   Foruards   QA   program. 

JDRDAK.J.      Teledyne  Ohio  Cast.       79/O9/27.       lp. 

— -79102505B7   QA   program    for    License   34-00412-03.  Cover    page    to    Certificati 
of  Compliance  9006  end. 
*      Teledyne   Ohio   Cast.       79/09/27.        12pp. 

-- 79102S05B9  Notifies    that   author! lation    to  deliver    licensed    matl    to 
carrier   for    transport   i>    terminated.  No  QA  program    filed. 
HACDDNALD,  C.  E.  Transportation    Dranch.        79/O9/14.        lp, 


DOCKET    71-5149   MODEL:     O14A,     DABCOCK    &    UILCOX    CO, 

7910390010  Forwards    renewal    of   Certificate   oP    Compliance    5149   for 
shipping    container   Model    Bl4AiContainor    description, 
evaluation    &   drawings    referenced    in    container    description 
teit.Encl    withheld    (ref    10CFR3,  7901. 
CORDANI.R.A.        Balicock    It    Wilcoi    Co.        79/09/3O.        2pp. 


DOCKET   71-53-11    MODEL:     NFP-55,     BABCOCK   &   WILCOX    CO. 


DOCKET   71-0352   NILE8   STEEL   TANK   CO. 


7910360230   Forwards   QA   prog-ram 

HOOD.J.C.       Nilss   Stee!    Tank.       79/IO/04.        lp. 


— 7910260232  OA  program. 

*      Miles   Steal    Tank.       79/10/04.        llpp. 


DOCKET   71-0353   TRICO    INDUSTRIES.     INC.,     SUPERIOR    DIV, 

7910300279  Forwards  Gamma   Industries   791003   1 tr    re    TRICO    Industries 
10CFR71   Oft  program. 
ELLIOTT.O.D.     .  TRICO   Industries.     Inc.,     Superior    D1v,        79/1O/O5.        lp. 

— 79103O0290   Forwards   TRICO    Industries    OA   program    for   Licenso    2141-70, 
Amend    10. 

ELLIQTT.0.0.      Nuclear  Systems.    Inc..    Gamma    Industries.     Inc.    Div, 
79/10/03.        lp. 


7910010403  Requests   renewal    of   registration   as    user    of   Models   NFP-33i 
660B    b   iiOC,NNFD-SA-a,  961A    !i   NNFD-10, 
CQRDANI.n.A.       GaoCQck    fc   Hilco!    Co,       79/00/27.        lp. 

7910940257   Forwards    Revision    3    to    Certificate    of    Compliance    5341     far 
shipping    package    Model    NFP-35. 
HACDONALD,  C,  E.  Transportation    Branch.        79/10/09.        3pp. 

— 7910340264    Certificate    of   Compliance   5341. Revision   3, for    radioactive 
matl    shipping    package    Model    NFP-93. 
MACDONALD,  C.  E.  Trans  p  or  tot  i  on   Branch.       79/10/09.       2pp. 


DOCKET   71-3413   MODEL:     LA-36,     GABCOCH   &   MILCOX    CO. 

7910030794  Notifies    of    termi nation    of    NRC    author i rati on  to    transport 

licensed    matl.  Amended    lOCFim.  1H   on   771018    to   require  that 

licensee   have   approved    QA  program. Approved   QA   program  ia 
necessary    prior    to   reg i strut  Ion    as    package   user. 

MACDONALD.  C.  E.  Tran  sportati  on   Branch.       79/09/14.  lp. 


— 79103QQ31B  OA  Program    For   License   314  1-7O.  Amo-ni!     10, 

«     TRICD  Industries.     Inc.,    Superior   Div.      7V/1O/O3.       3pp, 


DOCKET  71-4949  MODEL:    UNC-1494,  COMBUSTION  ENGINEER  INO  CO.  ,  INC. 

7910240445  Foruiards  application   fop   ranelual    of   CertiFicote    of 
Compliance   4949,  Revi  s  ion    1,  f  or    Model    UNC-1494    shipping 
container. 

.     DREOSiR.J,      United  Nuclear  Corp..    UMC  Recovery    Systems   Div. 
79/10/Ofl.       lp. 


7910030801    Notifies    of    termination    of   NRC    author  1 lation  to    tronipart 

licensed   matl. Amended    1OCFH71.  13   on   771018    to   require  that 

licensee    have   approved    OA  program. Approvod    QA   program  is 
nBCHlsary    prior    to   registration    an    package   user. 

HACDDNALD.  C,  E.  Transportation    Brnnch.       79/09/14.  lp. 

7910030B10  Notifies   of    termination    of   NRC   author i ration  to    transport 

licensed   matl, Amended    10CFR71.12   on   771018    to   require  that 

licensee    have    approved    QA   program. Approved    QA   program  is 
nocessortj    prior    to   registration    as    package    user. 

MACBONALD,  C.  E.  Trflnspor  toti  On    Branc  h.        79/09/14.  lp, 


— -7910240fl50  Application   for  renewal    of    Certificate    of   Compliance   1949, 
Revision    l.for  Model    UNC-1494   radioactive   shipping 
container. 

»     United  Nuclear  Corp.  .    UNC  Recovery  Systems    Div,       79/10/05, 
IBpp. 


DOCKET   71-S5A3   MODEL:     6(iOC,     HADCOCK    &   WILCOX    CO. 

7910030390  Requests   registration    as    user    of   Model    660C. 
ODDIfliC.E.       Energy,  Dept,  of.       79708/34.       lp. 


DOCKET   71-3036   MODEt.:  BC-4B-320,     ATCOR.  INC. 

7910020009  Foruards  Revision  3   to  Certificate   of   Compliance    5036   for 
shipping   package  Model   DC-4B-230, 
HflCDONALD.C.E.  Transportation  Dranch.      79/09/OB.       2pp, 

—7910020010  Certificate   of   Compliance    6036,ReviBion   5   for    radioactive 
matl    shipping    piCkage   Model    BC-49-220. 
MACDONALD,  C.  E.  Transportation   Pranch.       79/09/05.       3pp. 


77I00104B7  flequoBts   renewal    of   rag  I  s  fcration   as    user    of   Models  NFP-S5. 
660Q   (<    660C,NNFD-SA-a,961A    t.   NNFD-10. 
COnUANI.R.  A,       Babcoct    fc  Hllcoi    CD.       79/03/27.        lp. 

7910150353  Notification    of    rogistration   as    user    of   Modals   660C  fc  A60H. 
MACDDNALD.  C.  E.  Transportation   Dranch.       79/09/31.       lp. 

791026024.5  FuruarilB   flovlsion    3    to   Certificate    of   Compliance    5363    for 
shipping    package    Modal*   460C   fc   b60B. 
MACDONAUD,  C.  E.  Transportation   Branch.       79/10/15,       3pp. 


7910310416  Requests   registration   as   user    of  Models    CMS  0-fl.  l-a,3-!iB, 
4-43,  4-BB,  6-79.  6-90-2.  6-101,  7-100.  B-120.  14-190  (.    U-193H. 
P1BUILER.T.R,      Battelle  Memorial    Institute,    Columbus   Laboratories. 
79/09/34.       12pj. 


— 7910260273   Certificate    of    Compliance   3563, Revi H ion   3,  f or   radioactive 
matl    shipping    package   Models    66DC   b  fiiOB, 
MACDDNALD.  C,  E,  Transportation   Branch.       79/10/19.       2pp. 


DOCKETED  ITEMS 


DOCKET   71-3734   MODEL:     nMG-172, NUCLEAR    FUEL    SERVICES,  INC. 


DOCKET   71-3910   MODEL:     NNFD-SA-2,     BABCOCK   t.   WILCDX   CO. 


7710030571   Forwards   Revision    2    to    Certificate    of   Compliance    5754    Par 
shipping    package   Model    F1MQ-172. 
HACODNALD,  C.  E.  Transportation   Branch.       79/09/11.       lp. 


79 10030290   Requests    registration   as    user    of    Models    NFP-S5,  d6QD, 
NNFD-SA-2,  961A   b   NNFD-10. 
CORDANI.R.  A.      Babcoek   ti  Hilcoi   Co.       79/08/27.       In. 


—7910030972  Certifiate    of   Compliance    5754, Revis ion   S.  far   radioactive 
matl    (hipping    package    Model    RMQ-172. 
MACDONALD.  C.  E.  Transportation    Draich.        79/09/11.        2pp. 


7910300338  Forwards  Revision   S   to  Certificate    of  Compliance-    5910   for 
shipping   package   Model   NNFD-BA-2, 
MACDONALD,  C.  E.  Transportation  Branch.       79/10/19.       3pp. 


DOCKET   71-576B   MODEL:     11H-2DO-2.     COMBUSTION   ENG1NEERINQ    CO.  ,     INC. 


7910030573  Notifies    of    eipiration    of    Certificate    op   Compliance    5760 
faT   Model    BD-250-2,  To    continue    ustng    pac  kage,  should 
submit   consolidated    application    for   renewal. 
MACDONALD,  C.  E.  Transportation   Branch.       79/09/07.       Ip. 

7910120507  Notification    of   registration   as    user   of  Model    DB-250-2. 
MACDQNALD,  C.  E.  Transportation    Dranch.        79/09/30.        lp. 


DOCKET   71-3796   MODEL:     181361,     PICKER    CORPORATION 


— 7910300346  Certificate    of  Compliance   5910,  Revision   S,  POT   radioactive 
matl    shipping    package  Model   NNFD-SA-3, 
MACDONALD,  C.  G.  Transportation    Branch.        79/10/15.        Spp. 


DOCKET   71-5939   MODEL:     GE-1900,     GENERAL   ELECTRIC   CO. 


7910040384  Requests    registration   as   user   of   Model   GE-13OQ, 
FITZSIMMONS,  T.  R      Energi).  Dept.  of.       79/00/31.        lp. 


7910040429  Requests   registration  as   user   of   Model   GE-15QO. 
HART.  6.  J.      Consumers  Pouer  Co.      79/09/04,        lp. 


7910030313  Forwards    Revision    1    to   Certificate    of   Compliance   S796   for 
shipping    package   Models    181373  5.    181361. 
MACDONALD,  C.  E.  Transportation    Dranch.        79/09/10.        lp, 

— 7910030818  Certificate    of    Compliance    5796, REV! s Ion    1, for  radioactive 
matl    shipping    packago    Models    1S137D   t>    131361. 
HACDDNALD.C.  E.  Transportation   Dranch.       79/09/10.       3pp. 


•DOCKET   71-3942   MODEL:     QE-700,     GENERAL   ELECTRIC   CO. 


7910030799  Notifies   of   termination   of   NRC  authorization    to    transport 
licensed   matl.  AmontJed    10CFR71. 12  on  771018    to  require    that 
licensee   have   approved   OA  program.  Approved    QA  program   is 
necessary    prior    to   registration  as    package   'user. 
MACDONALD,  C.  E.  Transports!  1  an  Branch.       79/09/14.       lp. 


DOCKET   71-5797   MODEL:     HFIR,     ENEROY    DEPT   OF 


7910110312  Requests    addl    Info    re   780514   application    seeling    approval    to 
deliver   Modedl    HFIR    unirrodlatod    packaging . to   carrier    for 
transport.  Needs    demonstration    that    packaging   uiill    withstand 
accidents   at    lou   temp, 
MACDONALD,  C.  E.  Transportation   Dranch,       79/09/11.       Bpp. 


791003070E)  Notifies    of    termination  of  NRC   authoriia  t  ion    to    transport 
licensed   matl. Amonded    10CFR71. 12  on   77101B    to  require    that 
licensee   have   approved   QA  program.  Approved    OA  program    is 
necessary   prior    to  registration   as   package    user. 
MACDONALD,  C,  E.  Transportation  Dranch,       79/09/14.       lp. 


DOCKET   71-H957   MODEL:  BMI-I,     ENERQV.  DEPT.  OF 


7910100664   Forwards   DRNL    engineering    drawings    far    inner   t   outer   HFIR 
un irradiated    fuel    element    shipping    containers    per    790914 
tolcon.  Containers   mill    be    shipped   uhen   ambient    temp    is   above 
32  F  or    in    Insulated    trailers. 
TRAVIS,  W.  H.       Enorgg.Dept,  of.       79/O9/17,       lp. 


7910030799  Notifies    of    termination   of   NRG   author! id t Ion  to    transport 

licensed   matl.  Amended    10CFR71.  12  on  771013    to  require  that 

licensee   have   approved    QA  program. Approved   flA  program  is 
necetaarg    prior    to  registration   as   package    user. 

MACDDNALD,  C.  E,  Transportation   Branch.       79/09/14.  ip. 


— 7910100667    "Shipping    Container    for   Unlrrad iatud    Inner  HFIR   Element.  " 
DUQGAN.H.G,       Union   Carbide   Corp.       65/06/23.       lp. 

7910120433  Requests    reg  1  strati  o.n  'as' user    of   Model    Core    II    fuel. 
SHERMAN,  F.  L.       Taxaa    Instrument!^..     Inc.       79/09/17.       lp. 

7910120043  Forwards    Revision    0    to   Certificate    of   Compliance   5797   far 
shipping    package   MadorHFlft. 
MACDDNALD.C.  E.  Transportation   Dranch,       79/09/20.       lp. 

--7910I2004B   Certificate    of    Compliance   5797. Revision  0. for   radioactive 
matl    shipping    package    Model    HFIR. 
HACDONALD,  C.  E.  . Transportntion   Dranch,       79/09/SO.       7pp. 


DOCKET   71-3D30   MODEL:     CN9.  3-95<LL~57~i5> ,     CHEM-NUCLEAfl    SYSTEMS 


7910030796  Notifies   of   termination   of  HRC   aotharliat ion  to    transport 

licensed   matl. Amended    10CFR71.  12  on  77101B    to  require  that 

licensee   have  approved   OA  program.  Approved    OA  program  is 
necessary    prior    to   registration  as    package    user, 

MACDONALD.  C.  E.  Tran»portation  Branch,       79/09/14.  lp. 

7910030798  Notifies    of    termination   of  HRC   author! la t ion  to    transport 
licensed  matl.  10CFR71.  12  uas   amended   771010    to  require    that 

licensee   have  approved   QA  program. Approved    QA  program  is 
necessarg    prior    to   registration   as    package    user. 

MACDDNALD.  C.  E,  Transportation  Dranch,       79/09-/H,  lp. 

791QQ30SO3  Notifies    of   termination   of  NRC   authoriiafc ion  to    transport 

licensed  matl. Amended    IOCFR71.  12  on  77101B    to  require  that 

licensee   have  approved   QA  program.  Approved    QA  program  Is 
necessary    prior    to   registration  as    package    user. 

MACDDNALD,  C.  E.  Transportation  Branch.       79/09/14.  lp. 


7910310416  Requests    registration   aa    user    of   Models   CN9  0-4, 1-0,  3-59, 
4-45,4-83,6-75,6-80-2.6-101,7-100,8-120.14-190   (.    14-195H. 
EMBHILEfi.T.  R.       Hattello   Memorial    Institute.    Columbus   Laboratories. 
79/09/24.       12pp. 


DOCKET  71-3894  MODEL:     2.  7   NEW  FUEL,    ENEROY,     DEPT.    OF 


7910020032  Forwards   Revision    1    to   Certificate    of   Compliance    5B94   for 
niu   fuel    shipping    package    Model    2,7. 
HACDONALD,  C.  E,  Transportation   Dranch.       79/09/05.       lp. 

— 791002002B   Certificate    of    Compliance    9894, Revision    1. for   radioactive 
m«tl    new   Fuel    shipping    package   Model    2.7. 
HACDONALD,  C.  E.  Transportation   Branch.       79/09/05.       3pp. 


DOCKET  71-5964  MQDEL:     3984,    J,  L.    SHEPHERD  !i  ASSOCIATES 


7910110440  Notifies    that  790914   1  tr   deleting    vendor    as   us.er   of  NRC- 
approvod    package    designs  uas    sent    In   error. 
MACDONALD.  C.  E.  Transportation   Branch.       79/O9/26.       lp. 


DOCKET  71-6009  MODEL: B3-1,    NUCLEAR  ENGINEERING  CO. 


7910030383  Requests   registration  as   user   of    Models    Q3-1    t,  4141. 
CRANErP.A,      Pacific   Ofl»  &  Electric   Co,      79/OB/1B.       lp. 

7910030Q9Q  Notifies   of   a>plratlon   of  Certificates    of  Compliance   &05B  & 
6144   for  Models   B3-1   ti  6144.  To    continue   uiing   packagei  ahould 
submit   consolidated   application    for   renewal, 
MACBDNALD.C.  E.  Transportation  Branch.       79/09/13.       lp. 
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DOCKETED  ITEMS 


DOCKET   71-6144   MODEL:  6111,     NUCLEAR    ENGINEERING   CD. 


79100303B3   Requests    registration    as    user    of   Models   03-1    t.   4141. 
CRANE, P. A.        Pacific    Gas   !-    Electric    CD.        79/03/15,        lp. 


7910OflO$9a   Requests    registration   as    user    of   Model 
*      Gettysburg    College.       79/09/30.       lp. 


-- 7910110429   Certificate    of    Compliance    4260    for    radioactive    matl     shipping 
package    Model    A-01O9. 
MACDDNALB,  C.  E.  Transportation    Dranch,        79/03/29.        77pp. 

7910110440   Notifies    that    79O914    1 tr    deleting    vendor    as    user    of    NRC- 
approved    package    designs    was    sent    in    error. 
MACDONALB.C.  E.  Transportation    Branch.        79/09/26.        lp. 


7910030999   Notifies    of    eipiration    of    Certificates    nf    Compliance   6O59 
4141   for   Models    Q3-1    &   6144. To    continue    using    pac  kage,  should 
submit   consolidated    application    for    renewal. 
HACDONALO,  C.E.  Transportati  on   Branch.       79/09/13.        lp. 

7910030901    notifies    of   termination   of  NRC  authori lation    to    transport 
licensed    matl.  Amended    10CFR71.  12   on   771013    to   require    that 
licensee    have    approved   QA    program.  Approved   QA  program    is 
necessary    prior   to   registration   as   package   user. 
MACBDNALD,  C.  E.  Transportati  on   Branch.       79/09/11.        lp. 


BDCKET    71-6291    MODEL:     100 


7910110529  Forwards    Revision   2   to   Certificate    of   Compliance    6391    for 
Snipping    package   Model    40O. 
MACBDNALO,  C.  E.  Transpor tat  ion    Branch.        79/O9/11.        lp. 

— 791O110S4S  Certificate    of    Compliance    6291 , Revi ai on   3, for    radioactive 
matl    shipping    package   Model    400. 
MACDONALD,  C.  E,  Transportation    Branch.        79/09/11.        Hpp. 


7910150373   Notification    op    registration   as    user    of   Model    6144. 
MACDQNALD.  C.  E,  Transportation   Branch.       79/09/20.        lp. 


DOCKET   71-6316   MODEL: FSV-1 .     GENERAL    ATOMIC    CO. 


791O1S0395   Notification    of    registration   as    user    of   Model    6144. 
MACDONALD,  C.E.  Transportation    Branch.       79/09/20,        lp. 

7910150401    Notification  of   registration  as   user   of  Model   6144. 
MACDQNALD,  C.E.  Transportation    Branch.       79/09/20.        lp. 


7910030663  Forwards   Addendum    liliovislon   C    to    "Final    Design  Rapt    for 
Fort   St  Wain   Fuel    Shipping    Cask. "    &   requests    issuance    of 
revised    certificata   aligning    use    of    alternate    lid    cloauro 
BUS. 

MaWKY.U.  R.       General    Atomic    Co.     (subs,     of   Oulf    Oil    Corp.).       79/09/06. 
4pp. 


7910340065  Requests    registration  as    user    of  Model    6400, Type   B    overpack 
&  Model   Super   Tiger. 
TAYLOR.  R.  R,       Monsanto  Co.       79/09/39.       lp. 


— 7910050664    "Final    Design   Ropl    for   Fort   St   Wain   Fuel    Shipping    Cask." 
Addendum    1.  Revision   C. 

MODRE.R.L.       Oeneral    Atomic    Co.     (subs,     of   QulP   Oil    Corp.).       GADH-35. 
79/09/31.        20pp. 


DOCKET   71-6173   MODEL:     961A.     BAQCOCK   J<   HILCOX    CO. 


7910010491    Roquests    renewal     of    registration   as    user    of    Models    NFP-55, 
i60D   t.   660C,NNFD-BA-2,  961A    b   NNFD-10. 
CORDANIiR.  A.       Baocock  S,  Hi  Icon   Co.       79/OB/S7.       lp, 

79102602B1   Forwards    Revision    3   to   Certificate    of    Compliance    6172    for 
shipping    package  Model   96IA. 
MACBDNALD,  C.E.  Transportation    Branch.        79/10/13.        2pp. 

— 7910260356.   Certificate    of    Compliance    6172i  Revision   S,  for    radioactivg 
matl    shipping    package  Model   961A. 

,  C.  E,  Transportation   Branch.        79/10/15.        3pp. 


7910260032  Forwards   Revision   3    to   Certificate    of   Compliance   6346   for 
shipping    package   Model    FBV-1. 
MACBONALD,  C.  E,  Transportation    Branch.        79/10/13.        lp. 

— 7910560040  Certificate    of   Compliance   &316,  Revls i on   3    for    radioactive 
matl    Shipping    package    Modol    FBV-l. 
MACDDNALD,  C.  E.  Transportation    Branch.       79/10/23.       3pp. 


DOCKET   71-6337   MODEL:  NNFD-10,     BABCOCK    &   WILCOX 


7910D30270  Requests    registration   as    user    of   Models   NFP-53, 660R    t,  660d 
NNFB-8A-2,  961A   S-   NNFD-10. 
CORDAN1,R.  A.       Babcock    t,  Wilco.    Co.       79/00/27,        lp. 


DOCKET   71-6244   MGDEL:  6244,     CHEM-NUCLEAR   SYSTEMS,  INC. 


7910110029  Requests    all    correspondence    re   Model    6244    shipping    packagt 
be    directed    bo   UP   Steuart, 
STEWART,  H.  P.        Florida   Pomer   Corp.        79/09/17.        lp. 

7910310416  Requests    reoistration  as   user   of  Models   CNS  0-4,1-6,3-35, 
4-43,  4-B5,  6-75,  6-30-2,  6-101,7-100,8-120,  14-190   I<    I4-19DH. 
EMSWILEB)  T,  R.       Dattelle  Memorial    Institute,    Columbus  Laboratories. 
79/09/24.        13pp. 


791019036fl   Requests    registration   as    usor    of   Model    NNFD-10. 
KIRK.W.F.       United    Nuclear    Corp.       77/09/11.       lp, 

7910330103  Forwards   Revision    a    to   Certificate    of   Compliance   6337    for 
shipping    package   Model    NNFD-10. 
MACDONALD,  C.  E.  Tranaportat  i  on    Branch.       79/10/10.       2pp. 

— 7910220186  Certificate    of   Compliance   63B7,  Revi sion    2, for   radiooctivo 
matl    shipping    pacfcanc   Modal    NNFB-10. 
MACDQNALD,  C,  E.  Transportation   Branch.       79/10/1O.       lp. 


SOCKET   71-6275   MODEL:  LL-aB-fl,     CHEM-NUCLEAR   3YSTF.M8,  INC, 


DOCKET   71-6379  MODEL: PQ- I,    CHEM-NUCLEAR   BYBTEM9, INC. 


7910030007  Forwards   Revision    5  to  Certificate    of  Compliance   6275   for 
shipping    package  Model   LL-2B-4. 
MACBDNALD.C.E.  Transportation   Branch.      79/09/05.      2pp. 


7710010369  Requests    extension    of   Certificate    of    Compliance   6375    to 
791331.  Eitenslon    fee    nncl. 
CORBETT,  J.  B.      Chem-Nuc  lear   Systems,    Inc..      79/00/35.       lp. 


— 791003QOOB   Certificate    of   Compliance   6275,  Revia ion   5, for   radioactive 
matl    shipping   package   Model   LL-28-4. 
MACDOMALr-C.  E.  Transportation   Branch,       79/09/05.       3pp. 


7910030B73  Forwards   Revision   6    to   Certificate    of   Compliance   6373    for 
shipping    package   Model    PB-1, 
MACDONALD,  C.  E,  Transportation   Branch.       79/09/10.       9pp. 


7910310416  Requests    registration  as    user   of  Models  CNS  0-4,1-0,3-55, 
4-43,4-83,  ,6-73,  6-BO-2,  6-101,7-100.8-120,  14-190   &    14-195H. 
EMawiLER.T.  R.       Battrlle   Memorial    Institute,    Columbus  Laboratories. 
79/09/24.        12pp. 


BO-CKET  71-6280  MODEL:  A-0 109 


791Oil042S  Requests   renewal    of  Certificate  of  Compliance  62BO   for  Model 
A-0109. 
SHEPHERD,  J.  L.       J.  L.    Shepard   &  Associates.      79/09/OS.      2pp. 


—7910030976  Certificate    of   Compliance    6373,  Revision   6.1  for   radioactive 
matl    shipping    package   Model    PB-1. 
MACBDNALDiC.  E.  Transportation    Branch,       79/09/10.       3pp. 

7910310416  Requests   registration   as    user    of  Modal*   CUB  0-4, l-H, 3-93, 
4-43,  4-S3,  6-73,  6-80-2,  6-101.  7-100,  B-130,  14-19O  b    11-193H. 
EMSWILEIi.T,  fi.       Battelle   Momorial    Institute.    Columbus   Laboratories 
79/09/31.       13pp. 

7910260337  fUqueati    paument    of   amend    fae    for   Revision   6    to   cnrtlficat* 
of    compliance, 
HE18S,  D.  License   Foe   Management   Branch.       79/10/03.       lp. 


DOCKETED  ITEMS 
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DOCKET    71-6400   MODEL:  SUPER    TIGER,     IJESTINOHOUSE    ELECTRIC    COflP. 


DOCKET   71-69B1    MODEL: S1O32-I    t.    1A,     EXXON   NUCLEAR    CO.  ,  INC. 


7910090059   Requests    amand     to    Certificate    of    Compliance    MOO    for 
shipment    of   waste   matl    in   Supertiger    shipping    container. 
Forwards    "Info    for   Pu   Waats    Shipments"   &   phatn   Fee    sent 
under    separate    cover,  Photo   not    encl. 
ftUBTlN.M.  A.        Babcock    t,    Wllcoi    Co.        79/O9/14.        Ip. 


— 7910030063    "Info    For    Pu    Wants    Shipments," 
»      Hancock    &   Wllco«    Co.        79/09/14.        6pp. 


—  7710050066    Supplements    790914    1 tr.  Forwards    administrative    amend    Pee    per 
10CFR170.  31<lMc>. 
AUSTIN.K.A.       Babcock    &  Wilcoi    Co.       79/09/17.       Ip. 

— 7910050070    "ATMX-600   Railcars     for    Radioactive    Waste    Shipments." 

ABCOCK.F.E.        DOOJ   Chemical    Co.        AT    (29-11-1106.        79/01/07.        37pp. 

791.0230277  Requests    registration   as    user    of   West  ing  house   Model   Super 
Tlaer. 
CLSEN.A.F.        Habcock    «,   Wilcoi    Co.        79/09/21.        Ip. 

7910390170   Requests    registration    as    user    at    Model    Super    Tiger. 
CUNNINGHAM,  Q.  E,       General    Electric    Co.       79/09/26.       Ip. 

791O24Q069  Requests    registration   as    user   of   Model    6400 1  Type    D   overpack 
t*   Modal   Super   Tiger. 
TAYLCH.R.  R,        Monsanto    Co.        79/09/29.         Ip. 


791010QQ32   Forwards    cover    Itr    for    79O61S    application   re    roneiual    & 
revision    of   Certificate    of    Compliance    65B1. 

MECHQDDM,  U.  S,       Enon    Nuclear   Co..     Inc.      (subs,     of    Euan    Carp.   ). 
79/09/05.        Ip. 

— 7910100026   Forwards    consolidated    application    for    renewal    t    revision    of 
Certificate    of   Compliance    6901     in   response    to    HRC   790133 
Itr. Requests    that   certificate   of    compliance   be    sxtBndad 
ponding    completion    of   NRC    rovloui, 

rJECHQDQM.  H.  8.      Enon   Nuclear   Co.,     Inc.     (aubs.     of   Enon  Corp,). 
79/06/15.        2pp. 

79IQ3Q03B4   Ack    receipt    of    790615   application    for    renewal    &   amend     nf 
license    to  allow  delivery    of  Models   31033-1   &  M03H-1A 
packaging    to    carrier    for    transport. Requires   add  1    info   re 
drawings   &   design  changes. 
MACDONALD,  C,  E,  Transportation    Dranch.        79/10/18.        2pp. 


DOCKET    71-6601    MODEL: LL-30-100,     CHEM-NUCLEAR    SYSTEMS. INC, 


7910310416   Requests    registration    as    user    of   Models    CN9   0-1,1-0.3-53, 
4-43,  4-85,6-75,6-80-2,6-101,7-100,8-120,  14-190    &    14-195H. 
EMSWILER.T,  R.       Dattel  lo  Memorial    Institute,    Columbus  Laboratori  es. 
79/09/24,        12pp. 


DOCKET    71-669Q  MODEL:    NFB-4,    NUCLEAR   FUEL  SERVICES.     INC, 


DOCKET    71-6406   MODEL:     NONE,     ENERGY,  DEPT.  OF 


7910020035  Forwards   Revision   2    to    Certificate    of   Compliance   6406    for 
shipping    package   Model    6406, 
MACDDNALD.C.  E.  Transportation   Branch.       79/09/14.       Ip. 

— 7910020041    Certificate    of   Compliance    6406,  Revis i on  2, for    radioactive 
mat]    shipping    package    Model    6406. 
MACDONALQ,  C.  E.  Transportat  i  on    Dranch.        79/09/14.        4pp,  . 


DDCKE7    71-6473   MODEL:     HN-200 


7910-350379  Requests    6-month    eitensiun    for    certificate   of   compliance    in 
order    to   prepare    revised    BAR- Forwards    oversize    Drawing 
CO(ll-5-930Q.RiJvlsion     1,  drawings    of    cask     lid     lifting    device    & 
analysis   of    shipping    cask    tie    downs. 

KOrt,  Q.       Hiltman  Nuclear    !<  Development   Corp,     (subs,     of   Hittman  Corp.), 
79/10/10.       24pp. 


791Q10051B  Discusses  QA  Program   Insp   Rep t   99900331/79-01    on  790731    at 
Eicelco  Development    Inc    in  Silver   Crecki NY.  Responds   to 
notification   of   deviation.  Foriuards   ftEC   rapt   of    inap   at 
Eicelco    on    740612   t    101S-17. 
DQNNELLiJ.R.        Nuclear    Assurance    Corp.        79/09/3^.        6pp. 

7910300023  Discusses    tuo  NFS-4   spent    fuel    shipping    casks   &  requests 
Certificate   of  Compliance   669B   be   rencucd    far   addl    five 
gears  ui/undcrstandlng    that    until    conditions   of   NHC   7904O6 
order   aro  met, use   of    two  NFS-4    casks    is    prohibited. 
CLARK,  J,  R.       Nuclear  Fuel    Services,     Inc.     (Bubs,     of  Getty   Oil    Co.  }. 
79/10/09.       Ip. 


DOCKET    7I-90D1    MODEL:     IF-300,     GENERAL   ELECTRIC   CO. 


7910230693   Forwards    biography    of    JE   Van   lloomissen:   who   uill    r»pla(e 
LL    Zahn   as  manager  of   Spent  Fuel    Bvct  Operation,  Nuc lear 
Fuel    Svcs   Div   on  791001, 

DAHSONi  D.  M.       General    Electric    Co.,    Nuclear  Energy   Products    Div. 
79/09/27.        3pp. 


DOCKET   71-6B6B   MODEL:     LL-60-1 50,  TVA 


7910360167  Requests    revision    to   Certificate   of   Compliance   636S   to 
permit    shipment    of   radioactive   matl    in    shipping    casks 
u/nmallsr    disposable, look-tight    steel    liners, 
CALHOUN.J.R,       Tennessee   Vallaij    Authority.       79/10/05.       ?pp. 


DDCKET  71-6571  MODEL:  HN-200,    HITTMAN  NUCLEAR   i,   DEVELOPMENT  CORP, 

7910100004   Requests    renewal    &   extension    of   current   Certificate   of 
Compliance   6374    to    permit   review   of    updated    SAR. Hevisufl 
BAR   withheld    (ref    10CFR2. 790) .  Af f I  davit    encl. 

TBIOIL ID,  0.  <J.       Hittman   Nuclear    &   Development   Corp.     laubs.     of   Hittman 
Corp.   }.       79/09/11.        3pp, 


7910250113  Requests   renewal    of  Certificate   of  Compliance  9001 .  Foriuard  s 
NEDD-100B4-2,     "IF-300   Snipping    Cask    Consolidated    BAR," 
Vols    1    Si   2,  NEDQ-100B4-2   consolidation    guide   Si   application 
feu. 

DAHSONi  D.  M.       General   Electric   Co.,    Nuclear  Energy   Products   Div. 
79/10/09.        I0pp. 

—7910230116    "IF-300   Shipping    Cask    Consolidated    BAR,  "    Vol     1,  Aval  latin     in 
PDR. 

*      General    Electric    Co.,    Nuclear  Energy   Products  Div.       NEDD-10QB4-a 
VI.        79/10/31.        400pp, 

--791023Q119   "IF-300  Shipping   Cast    Consol  idfltod   SAW,"   Vol    S.Availatile    in 
PDfi. 

«      General    Electric    Co.  ,    Nuclear   Energy   Products  Div.       NEDO-lOQa4-3 
V2.        79/10/31.        400pp, 


791O1204SO  Notification    of   rag i atration   as    user    of   Model    HN-2DO. 
MACDPNALD.C.  E.  Transportation   Branch.       79/09/20.       Ip. 


DOCKET   71-9005  MODEL:    MAL-1 


7910090017  Requests    Inclusion    of   vendor    drawings   C001-5-9200, Revision 
Hi  Sheets    1-3    in    extension    to   current    certificate    of 
compliance, In    lieu    op    specified    drawings    currently    listed. 
All    end    withheld    (ref    10CFR2.790). 

TRIOILIOi  G.  J.       Hittman   Nuclear   &    Development   Corp.     (BUDS,     of  Hittman 
Corp.  ).       79/09/B4.        Bpp.. 


7910090606   Informs    that   authorization    to   deliver    licensed   mabl    to- 
carrier   for   transport   ti   to   uie  NRC   approved    package   design* 
arc    terminated    because    of    failure    to   file  QA  program  by 
790101.  Approval    of  OA  program  necessary    far  reinstatement, 
MACDONALDj  C.  E.  Transportation   Branch.      79/O9/07.       Ip. 


7910260129  Forwards   Revision   3    to   Certificate    of  Compliance   6974    for 
shipping    package   Model    HN-200. 
MACDONALD,  C.  E.  Transportation    Branch.       79/10/11.       Hpp. 

— 791O3fi01EB  Certificate    of   Complianee   6374, Revision   3,     for   radioactive 
mat!    shipping    package   Model    HN-200. 
MACDONALD,  C.  E.  Transportation    Dranch.       79/10/11.       3pp, 


DOCKET   71-9006   MODEL:     500   BU,     ARQONNE   NATIONAL   LAUCWiTOHV 


7910030710  Notifies   of   termination   of  NRC  author! ration    to   transport 
lieBn»eiJ  watl.  Amended    10CFR71.  12  on  771018  to  require    that 
licensee   have   approved   CIA  program.  Approvad   QA  program   Is 
necessary    prior    to  registration  aa   package   \isar. 
MACDONftUDi  C.  E.  Transportation  Branch.      79/09/14.       Ip. 


DOCKETED  ITEMS 


79102905G2   ForuiardB   QA    program, 
JQHDAK.J.        Teledyne   Ohio   Cast. 


7910350587   QA   program    for  License  34-00413-03.  Cover    page    to  Certificate 
of  Compliance    9006    end, 
*      Teledyne    Ohio   Cast.       79/09/97.        12pp. 

79102B05B9   Notifies    that  author!  tatino   to   deliver    licensed   mat]    to 
carrier    for    transport    is    terminated.  No   QA   program    filed. 
MACDONALD,  C,  E.  Transportation    Branch.        79/09/14,        lp. 


— 7910020052  Certificate    of   Compliance   9022,  Revi sian  2,  for   radioactive 
matl    shipping    package   Model    CE-25Q-2. 
MACDONALD,  C.  E,  Transportation    Branch.        79/09/11,        3pp, 

7710120316  Request!   90-day    extension    of   Certificate    of   Compliance  9023 
to   allou   preparation    of    consolidated   renewal    application. 
HAKGvICH,  0.  J.       Combustion   Engineering,     Inc.       79/09/20.       lp. 


DOCKET   71-9023   MODEL:  NLI-10/24.     NL    INDUSTR IE5, INC. 


DOCKET   71-9009   MODEL;  FL    10-1,     GENERAL   ELECTRIC    CO. 


7910040325  Requests   official   Nile    interpretation   of    10CFR71    re  DOE 
shipments    of  Pu. 
DIPIAZZA.R.  P.        Hestinghousf!    Electric    Corp.        79/09/07,        lp. 

7910290414  Reque-sta  amend    to  Certificate   of  Compliance    9009  authgriiing 
inner    container    mentioned    in    Item  9   to   be   constructed    of   300 
series    stainless    steel     pipe   u/outside    diameter    of    4.5    inches 
fc  0.  12    Inch    mall    thickness. 
DIPIAZZA.R.  P.        Uestinghouse    Electric    Corp.        79/10/03.        lp. 


DOCKET   71-9010   MODEL:  NL1-1/3,     NL    INDUSTRIES,  INC, 


791029040B   Requests    registration    as    user  nf   NL    Industries    NL1-1/2 
radioactive    shipping    cask. 

UTLEV,  E.  E.        Carolina   Pooler   t,   Light    CQ.  79/07/19.        lp. 

7'?I02?Oia9   Requests    regit  tration    as    user  of   Model    NLI-I/2 

SILLYMAN,D.        Hiltman    Corp.        79/09/25.  lp, 

79102901*4  Requests  registration   as    user  oP  Model   NLI-l/a, 
KALW1ANAK1B,  N,        Commonwealth    Edison   Co,       79/O9/2B.        lp. 


DOCKET  71-9011   MODEL:    E-HEH-00-00004,    TRANSPORTATION,    DEPT.     OF 

7910030B13  Forwards  Revision    1    to   Certificate  of  Compliance   5796   for 
shipping    package   Models    ID1375  J.    1B1361. 
MACDONALD,  C.  E,  Transportation   Dranch.       79/09/10,       lp. 

— 7910030B1H   Certificatn    of   Compliance    5796,  Revision    1, for    radioactive 
matl    shipping    package   Models    1B1375  (•   1B1361. 
MACDONALD,  C.E,  Transportation   Branch.        79/09/10.        3pp. 


DOCKET   71-9019   MODEL:     DU-7,    GENERAL    ELECTRIC   CO, 


7910310498  Forwards   Revision    1    to   Certificate    of   Compliance   9023  for 
shipping    package  Model    NLI-10/24. 
MACDONALD,  C.  E.  Transportation    Branch,        79/10/12.         lp. 

— 7910310461    Certificate    of    Compliance   9023,  Revi s ion    1,  for    radioactive 
matl    shipping    package   Model    NLI-10/24, 
MACDDNALD,  C.  E.  Transportation    Branch.        79/10/13.        3pp. 


DOCKET   71-9028   MODEL:     6B4,     TECHNICAL    OPERATIONS,      INC, 


7910250195  Requests    renewal    of   Certificate    of   Compliance    902B    Issued 
for   Models   AB4  &  6B4E   Type   D  Pac kages.  Pac kage    description    of 
models    &    Itr    to   DOT  requesting    IAEA   certificate    of    competent 
authority    encl, 
MUNRO.J.  J,        Tech/Dps     (Technical    Operations,     Inc.).        7<?/Q9/27.       fipp. 

7910290167  Requests   registration   as    user    of   Models   A60,  650,  6B4,  fiBO,  71 S 
fc   771, 
YEOMAN,  W.        Hunt  ing  ton    Testing.        79/09/27,        Spp, 


DOCKET   71-9029   MODEL:     676,     TECHNICAL    OPERATIONS,      INC. 


7710100670  Responds    to   790723    Itr.  Requests    renewal    of   Certificate 
of  Compliance  9029.  Forwards    consolidated    application    for 
Technical    Operations    Models    676  &  676E   Typo    D    packages.  Fee   & 
copy    of    application    to    DOT    end. 
MUNRO.J.  J.       Tech/Bps    (Technical    Operations,     Inc.).       79/09/10,      2pp. 

--7910100672    "Package    Doscr  lp t Ion: Techni ca  1    Operations   Model    676, 
UBA/9029/D.  " 

MARZILLI.D,       Tech/Bps    (Technical    Operations,     Inc.),       79/09/11, 
73pp. 

7910300037  Confirms   791001    telcon    re    application    for    renewal    &   foruiar 
revised    drawings   of   Models   676  b   676E  Type    D    packaging 
(Certificate    9039), 
HUNf)0,J.  J,       Tech/Ops    (Technical    Operations,     Inc.).       79/10/04,       6PP, 


7?101BOBfla  Re-quests    regi  e-tration   as    user   of  Model   DU-7. 

CREOO.R.J,        United    Nuclear   Corp.,     UNC   Recovery    BustemH    Div 
79/07/10-       lp,  * 


DOCKET   71-9021    MODEL:     780,     TECHNICAL   OPERATIONS,  INC. 

791003056B  Forwards   Revision  S   to  Certificate   of   Compliance   9021    for 
shipping    package    Model    750. 
MACDDNALD,  C,  E.  Transportation   Dranch,       79/09/07.       lp. 

--79I0030369  Certificate    of  Compliance   9021,  Havision   3, for    radloaetiv 
matl    chipping    package    Model    750. 
MACDDWM.D.  C.  E,  Transportation  Branch.      79/09/07,       3pp. 

7910030622  Advises    of   completion   of    review  of   Tech   Bps   Corp    79072S 
application   requesting    reneual    of   Certificate    of  Compliance 
9021    for    Model   750  paclago,  Pactaoe  meets    IAEA  requirements. 
MftCDQNALD,  C.  E.  Transportation   Dranch.       79/09/H        lp 


DOCKET  71-9022  MOBEL:    CE-35Q-2,    CBMDUSTION  ENGINEERING  CD.  ,     INC, 

7910150340   Requests    registration   as    uner   of  Model   CE-2SO-2, 
NECHQDBH,  H.  S.      Exion  Hue  1  ear  Co,,     Inc.     (subs,    of  Enon   Corn    I 
79/09/10.       lp,  r      ' 

7910030047  Forwards   Revision  2   to  Certificate   of  Compliance   9022   for 
shipping    package    Model    CE-230-2, 
MACDDNALD, C,  E,  Transportation   Draneh.      79/09/14.      2pp. 


DOCKET   71-9032   MODEL:  650,     TECHNICAL    BPERATIQNS,  INC. 

791003071S  Notifies    of    termination    of   NRC    authort lation  to    transport 

licensed   matl.  Amended    10CFR71.  12   on   771010    to    require  that   . 

Ilcnnteo   have   approved    QA  program.  Approved    QA   program  is 
necessary    prior    to    registration   as    package    user. 

MACDONALD,  C.  E,  Transportation   Dranch,       79/09/14.  lp, 

7910030730  Notifies   of    termination    of   NRC    authcrl latt on    to    transport 
licensed   mat  1.  Amended    10CFR71,  13   on   77101(3    to   require 
that    licensee   have    approved   QA   program.  Approved    QA   program 
is   necessary    prior    to    registration   as    package    user. 
MACDONALD,  C,  E.  Transportation   Dranch,       79/09/14.       tp, 

7910030733  Notifies   of    termination    of   NRC    author i lation    to    transport 
licensed   matl. Amended    10CFR71,  12   on   771018    to   rnquiro 
that    licensee   have   approved   OA   program.  Approved    QA   program 
is   necessary    prior    to    registration   as    package    uaor. 
MACDONALD,  C.  E.  Transportation   Dranch.       79/09/14.       lp. 

7910030737  Notifies   of    termination   of   NRC   authorization    to    transport 
licensed   matl.  Amended    10CFR7I.  12   on   771016   to    requir* 
that    licensee   have   approved    OA   program,  Approved    QA   program 
is   necessary    prior    to   registration   a.»   package    user. 
MACDONALD,  C.  E.  Transportation   Dranch.       79/09/14.       lp. 

7910030740  Notifies    op    termination   of   NRC   author! ration    to    traniport 
licensed    matl.  Amended    10CFR71.  IB   on   77101H   to   require 
that    llcansee   have   approved    OA   program,  Approved    QA   program 
Is   necessary    prior    to    registration   as   package    user. 
MACDDNALD,  C.  E.  Transportation   Dranch,       79/09/14.       lp. 


DOCKETED  ITEMS 


367 


7910030793    Notifies    of    terminatl  on    of    MRC    author  1  lation  to     transport 
licensed    mat  1.  Amended     10CFR71.12    on    771O1B    to    require 
that    licensee    have    approved    GA    program.  Approved    QA   program 
il    necessary    prior    to    registration    as    package    user. 

HACDQNALD,  C.  E.  Transportati  on    Branch.        79/O9/lfl,  lp. 

7910030803    Notifies    oP    termination    of    NRC    authorization  to    transport 

licensed    mat;  1.  Amended    1OCFR71,  12   on    771O18    bo    renuirs  that 

licensee    have    approved    OA    pr  ogr-am,  Ap  proved    QA    program  is 
necessary    prior    to    registration    as    package    user, 

MrtCDD-NALD.C.  E.  Tranaportatl  on    Branch.        79/O7/14.  lp, 


™  ^fi"    Sf    *""'"•*'«"    -"  NF(C  autncri.stion    to    transport 

Uenaed    matl.  Amended     10CFR71.   12    on   771O1B    to    rcqulro    that 
llcenuee    havo    approved    Qfl    proBram.  Approved-   QA    program    is 
necessary    prior    to  registration   a5   packaoe    os*r 
MACDDNALD,  C,  E.  Transportation   Dranch."       WW/14.        lp. 

7910030837  MDtifie.    of    t.r»in.ti^    of  NRC  authpr  i  ,  atiDn    to    transport 
licensed    mat  1  .  Approved    QA    program    is   necessary    prior    to      "anB|!Qrt; 
Tegis  trat  ion    as    pa-cKage    USBT, 
MACDONALD.  C.  E.  Transportation   Branch,       77/09/14.       lp. 


7910030B23   Notifies    of    termination    of    NrtC    author!  lat  1  nn  to    transport 

licensed    matl.  Amended    1QCFR71.12   on    771013    to    require  that 

llcinaea    have    approved    QA    program.  Ap  proved    GA    program  in 
necessary    prior    to    registration    as    package    user, 

MACDONALD,  C.  E,  Traneportdtlnn    Branch.        79/09/14.  lp. 

791Q030B30   Notifies    op    termination    of   NHC    auth  or  i  lation    to    transport 
licin-gg-d    matl.  Approved    QA   program    is    necessary    prior    to 
registration   as    package    user. 
HACDONALDi.  C,  E,  Transportation   Branch.       79/09/14.       lp, 

7910020542   Forwards   Revision   3    to    Cert  i  f  Icata    of   Compliance    9032   for 
ihlppln?    package   Model    650, 
HACDONALD,  C.  E.  Transportation   Branch.       79/09/17.       4pp. 

—7910030540  Certificate    of   Compliance    9O32,  Rovl  s  Jon    2   for    radioactive 
matl    shipping    package    Model    630. 
HACDOWALDj  C.E.  Transportation    Dranch.        79/09/17,        2pp, 

7910290480   Ack    receipt    of    Certificate    of   Compliance   9032,  IJe  vis  ion    2  re 
Model    630.  Requests    that    future    q  orroapoitdonco    be    transmitted 
to   RL  Rogers.  Wilmington,  NC    facility, 
OIDBON.D.L,       Dabcock    (.IJilcoi    Co,       79/OW34.        lp, 

7910150106   Forwards   Revision   2    to    Certificate    of   Compliance    9033   For 
ihipplng    package   Model    690. 
HACDDNALDi  C.  E.  Transportation   Branch.       79/09/37,       lp, 

—7910190111    Certificate    of   Compliance    9033,  Rovisi  on    a,  fnr    radioactive 
matl    chipping    package   Model    690. 
HACDONALD.  C.E.  Transportation   Dranch,       79/09/17.       Hpp. 

V9I0290167   Requests    registration   an    u«or    oP  MoJoln.   i60i  690,  6H4,  6GO,  71  5 
YEOMAN,  W.       Huntlngton   Teating,       79/07/27.       3pp. 


DOCKET   71-9033   MODEL: 660   &    660G-     TECHNICAL    OPERATIONS, INC, 

_   ____.,.,..„.„.,..._ — _,„„,.,.. -«  ^  ««-—-——-«-_  _^_*.-,_.____MM_____^^ 

7910040643   Requests   registration    an    user    of   Model    660 
HELM5.H.E,       Mavu.Dopt.  of,     Forces    Afloat.       79/OB/HO.        J|i. 


7910290167   R.qu»,ti    registration    as    user    of    Models    660,  650,  4B4,  iSO,  713 
Huntington    Taoting.        79/09/27.        Spp. 

fc    rfCaipfc    °f    NtlC    79072S   ltr   r"    "ntinUed    USB    of   Mo«lHl« 

::!!;^.™*11"*1  9tanflinB  °n  uat  -  ...... 

PETERSQN.B.H.       MorriBon   Knuilson  Company    Inc.       79/10/03.       lp. 


?1'    °f    "•"f-t'-n  ••  »"r    of    Mode],   660 

Transportation    Branch.       79/10/05.       lp. 


Of 


«       oaM 
us«r    oP   all    NRC   approved    package    designs.  Requait*    approved 

QA   prngram   be    obtained    prior    ta  registration   as    pactage    UBar 
S*    "«"«d    Mil    to   carrier    far    tran^ort 
E.  Transportation    Dranch.        79/10/V        lp. 

NDtifiBB  "•"""»•    »P   TeffiBtration  BB    u.er    Dp    Hod.ls   6 
MACDQNALD,  C.  E.  Transp  orta  t  i  on    Branch.       79/1Q/1B.       Ip. 


TBstlnB    Co    fls 


71-9034    MODEL^    TRIOA-1,     OENERrtL   ATOMIC    CO, 

7910020193  Submits   ragistration    fpr    shipment    of    TRIOA    fuel    rod.    using 
shipping    container    types    TRIOA-1    &  TRIOA- 1 1,  Certificates   of 
Compliance    9O31   t,  7037    dtd    7B0324,  Issued    to  OA   Co 

.E.         Washington   State    Univ.        79/00/21.        lp. 


DOCKET   71-9039    MODEL:  6BO,     TECHNICAL   OPERATIONS,     INC. 

7910030030  Not. Fie,    Qf    termination    of  NRC  author i latinn    to   transport 
llconaail   mat  1.  Approved    QA    program    is   necessary    prlpr    to, 
registration    as    package    user, 
MACDONALD,  C.E.  Transpor  tatlon    Dranch.       77/09/11,       lp, 

77S,<>77?167  Ra<lueat!   re3l*ti'ation    as    user   of   Mode  IB    £,60,  6.50,  6B4,  tao,  713 
YEOMAM,  W.       Huntington   Tuatino.       77/09/37.       5pp. 


7910030371    Requests   registration    as    usor   of   Models    66O  t>  66OE 
JACK50N,C.        Curliss-Wrinht    Corp.        79/00/31,         lp, 

—7910030376   Notifies    of    expiration    of   Certificate    of    Conipliance   9033    POP 
Models    660    !.  6iOE,  To   continue    uainp    packngo,  should    reqm,»t 
continuation   by    771331. 
MACDONALD,  C.  E.  Transportation    Branch.       79/07/HB.       lp. 


DOCKET   71-9037   MODEL:    TRIOA-S,    QENERAL  ATONIC    CO. 

7910020193   (Submits    rBDlstratlon    for    shlpmant    of   7HIQA    fuel    rods    using 
shipping    container    tgpes    TflIOA-1    &  TftIOA-1 1,  CortlPlcnt**   of 
Compliance    9O34  *,  9037    dtd    7H03S4,  issued    to    OA  Co 
WILHONi  W.  E.       Washington   Stato    Univ.      77/00/31,        lp. 


Ro(lUBata    T-BSlstratlon    aa    usBr    of   Models    66O  fc  660E. 
D.R,       Pullman,     Inc.,    Pullman   Pouior    Products    Dlv        79/09/05 


-791001047^    For^rcrs   Certificate    of   Compliance    9033,  R.vislon   3,  for 
nods-Is   i&O   ti   660E, 

MACDONALO,  C.  E.  Transnortati  tin   Branch.       79/O7/H3.       lp, 

--791M1H7A    Certificate    of    ComplUnco   9033,  nBvi.  ion  3    for  rjidioactl 
n.tl    shipping    pact  age  HodeU    660  t.  660E. 

.E.  Transportation   Dranch.       79/07/SS.       Bpp. 
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nnsportat  ion    Dmncli.       79/09/14.       lp. 


DOCKET   71-9039   MODEL:    71S,    TECHNICAL   OPERATIONS,     INC. 

7910030737  Notifies    of    tsrminatlon  of  NRC  aulhoi-iia tion  to    transport 
licensed   mat!.  Am  end  id    10CFR71,  12  on  771010    to    ren,uirB 
that    licensee    have  approved    OA    program.  Approved    OA    pronram 
IB    necessary    prior    to    registration   as    paclaee    uaor, 
HACDONALD,  C.  E.  Transportation    Branch.       79/09/1 4.       1P. 

7910030036  Notifies    of    termination  of  NRC   authorliat ion   to    transport 
licensed   matl.  ApprovoJ   OA    program    ii   necessary    prior    to 
registration    an    package    usar, 
MACDDNALD,  C,  E.  Transporta  ti  an   Branch.       79/09/U.       lp, 

7910390167  Requests   reo i »tra fclon    a*    user   of  Models   ito, 6BO,  604,  i80,  716 
tt   771. 
VEOMAN,H.       Huntington    Testing.       79/09/87.       Spp. 
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ion    Qritnch.       79/09/H.       lp. 


DOCKET   71-9044   MODEL: QE-1600,     OENEHAL  ELECTRIC  Cp. 

7910030B04  Notifies   of    termination  of  NRC   author itation   to    transport 
Honied   m»tl,  Amtnoed    1OCFR71.  12  on  771019    to   require   that 
licnn«»B   have    approved    QA    progT«.n.  ApnrovmT   OA   pragran  i« 
ni-c»sfl»r((    prior    to  registration    ••    package    user-. 
MACDONALD,  C.E1.  Tr«n»pcrt«tlon  Branch,      79/09/14.       Ip. 


DOCKETED  ITEMS 


7910230153  Notifies    of   delation   of   DQUJ  Chemical   Co    as   user    of  all   NHC 
approved    package   de. I  gns. Requests  approved   O.A  program  be 
obtained   prior    to    registration   as   package  user    ar   delivery 
of    licesened    matl    to   carrier    for   transport. 
MACDD.NALD,  C.E.  Transportation    Branch.        79/10/10.        lp. 


DOCKET    71-9097   MODE*.:     CNSI-14-193L,     CHEM-MUCLEAR    SYSTEMS,     INC. 

791QQ3O62B   Forwards     info    request    re    770002   application    for    approval    to 
deliver    Model    CN6I-14-195L    packaging     ta    carr-ier    for 
transport.  Info    should    be    in    form   of    consolidated    SAfl, 
MACDQNALD,  C,  E.  Transportation    Branch.        79/09/10.        2pp. 


DOCKET   71-9070   KQDEL:  N~35,     ENEROV, DEPT.  OF 

7910310416   Requests    registration   as    user    of   Models    CHS    0-4,  I-B,  3-59. 
4-45,  4-85,  6-75.6-BQ-2,  6-101,  7-100,  B-130,  14-190   !•    14-195H. 
EMSUILER.  T,  R.       Battelle    Memorial    Institute,     Columbus    Laboratories. 
79/09/34.        12pp. 


DOCKET   71-9077    MODEL:     HN-100   SERIES   2.     HITTMAN   NUCLEAR    &   DEVELOPMENT 

79102901BO  Requests    registration   as   user   of   Model    HN-100,  Series   a, 
AHDOQNINI.G.  C.       Boston   Edison   Co.        79/09/27.        lp. 


DOCKET   71-9031    MDDEL: CNBI-1600,     CHEM-NUCLEAR   SYSTEMS,  INC. 


DOCKET    71-9105   MODEL:     PAD-WASTE   Cfi,  I.     CHEM-NUCLEAR    SYSTEMS,     INC, 

791Q31O414   Requests    registration    as    usor    of    Madelo    CMS    0--1,  1-H,  3-55, 
4-43.  4-S5.  6-7&,  6-BO-H.  6-101,  7-10O,  B-I2O,  14-190   &    14-195H. 
EMEWILER,  T.  FJ,        Dattelle    Memorial     Institute,     Columbus    Laboratori  ea, 
79/09/34.        12pp. 


DOCKET    71-9107   MODEL:     771.     TECHNICAL   OPERATIONS,     INC. 

791D29D1&7   Requests    registration    as    user    of    Models    660, ABO,  6Bfl,  680,  71 9 
i    771. 
YEOMAN, W.        Huntinoton    Testing.        79/09/27,        5pp. 


7910050475  Requests    registration   aa   user   of  Model    CNSI-1600, 
VOIBT.A.F.      Ames  Laboratory.    Energy  &  Mineral   Resources 
Rea.  Institute.       79/09/03.        lp. 

7910030770   Notifies    of    termination   of   NRC   author!  lation    to    transport 
licensed    mat  1.  Amended    10CFR71.  12   on    77101S    to   require    that 
licensee   have   approved    QA   program.  Approved   OA   program    is 
necessary   prior    to   registration   as   package   user. 
MACDQNALD.  C.  E.  Transportation   Branch.        71/01/14.        lp. 


DOCKET    71-9108   MODEL:  AU -33-90,     ATCOR,  INC. 


7910030379  Requests    registration   as    user    af    Model    CN  i-79   Spec    7A 
transportation    cask, 
KAL.WIANAKIS.N.        Commonwealth    Edison    Co.        79/03/29.        lp. 

771009Q741?  Notification   of    registration   as    usar    of   Model    AL-33-90. 
MACDONALD,  C.E.  Transportation   Branch.       79/09/20.       lp. 


7910090751    Requssts    registration    as    user    of   Model    CNSI-1600, 
ENGLISH, R. A.      Consumers   Power   Co.       77/09/14,       lp. 


791012O41B  Notification   of    registration   as    usor    of   Model    AL -33-90. 
MftCDGNALD.  C.  E,  TTanspor  tat  ion    Branch.        79/09/30.        lp. 


7910150382   Notification    of    registration    as    user    of    Moflel    CNS-I60Q. 
MACDONALD,  C.  E.  Transportation   Branch.      79/09/20.       lp. 

7910150330   Notification    of    registration   as   user    of    Model    CNB-liOO. 
MACDONALDiC.  E.  Tranaportati  on    Hranch.        71/01/31.        If. 

7910260355   Bequests    addl    info    re    790717   amended    application    for    amend 
to  Model    CNSI-1AOO   package. 
MACDDMALD,  C.  E.  Transportation   Branch.        79/1O/02.        4pp, 


DOCKET   7I-90B6   MODEL:  HN-1QO   SERIES    1,     HITTMAN   NUCLEAR   (.   DEVELOPMENT 

79102901H5   Requests    registration    as    user    of   Model     HN-100, Series    1. 
ANDOGNINI.G.  C.      Boston  Ellison  Co.      77/09/24.       lp 


791O31O41cj  RoquBBts    registration   as    user    of   Modols   CNB  0-4,1-0,3-35, 
4-15,  4-05,6-73,  i-BO-2,  6-101,  7-100,  B-120,  11-170   !<    14-193H. 
EMSWILER,  T.  R.       Battelle    Memorial    Institute,     Columbus    Laboratories. 
79/09/21.        12pp. 


DOCKET    71-7111    MODEL:     CN6-SOA,     CHEM-NUCLEAfl,      INC. 


7910310416  Requests    registration   as    user    of   Models   CMS  0-4,1-3,3-55, 
4-45j  4-BS,  6-75,  i-BO-a,  6-101,  7-100,  B-1HO.  11-L90   &    14-195H. 
EfieUILER,  T.  R.       Battolle    Memorial    Institute,     Columbus   Laboratories 
79/09/2'*.        12pp. 

79IO31O011  Requc-sts    registration    aa    usor    of   Modol    CN6-BOA. 
HOODiE.C.       Maine    Yankee    Atomic    Pouier  Co.       77/10/09.       lp. 


DOCKET   71-90B9   MODEL:     NH-100   S,     HITTMAN   NUCLEAR   !<    DEVELOPMENT   CORP. 

7910390176   Requests    registration    as    user    of   Model    HN-lOuB. 

STARK.M.O.      General   Public   Utilities   -  CPU  Service  Corp.       77/09/24. 


DOCKET    71-9074   MODEL:  CNSI-H-195-H,     CHEM-NUCLEAH   SYSTEMS.  INC. 


7910120SOB   Notification    of   registration    as    user    of    Model    CNSI-14-19&-H. 
MACDDMALD,  C.  E.  Transportation   Branch.        77/09/20.        lp. 


DOCKET    71-9113   MODEL;  7-100,     C  HEM-NUCLEAR    SYSTEMS,  INC. 


7910120427  Noti Pita tion    of    reo istration   as    user    of   MDUB!    7-iOO. 
MACDONALD.  C.E.  Transportation   Branch.       79/09/20.       lp. 

791QI303BB  Not t fita tion    of    registration   aa    user    of   Model    7-100. 
MACDONALD,  C.  E.  Transportation   Dranch.       79/09/20.       lp. 

7910310416  Requests    registration   B9    user    of   Models   CNS   0-4, 1-8. 3-95, 
4-45,4-89,6-75,6-00-2,6-101,7-100,8-120,14-190   fc    14-199H. 
EMSWILGFJ,  T.  R.       Dattelie    Memorial    instltutu,     Columbus   Laboratories, 
79/09/24.        13pp. 


7910120435  Notification   of  registration  as   user   of   Model   CNBI-14-19&-H. 
MACDONALD,  C.  E.  Transportation  Branch.      77/09V21.       lp. 


DDCKET   71-9116  MODEL:     CN&-SOB,    NUCLEAR   PACKAGING,     INC. 


7910310416  Requests    registration  as   user    of  Models    CNS  0-1,1-8,3-55. 
4-45,  4-S5.  6-75.  6-BO-2,  6-101,  7-100,8-120,  14-190   fc    14-195H. 
EK8HILER,  T.  H.      Battelle   Memorial    Institute,    Columbus  Laboratories. 
79/09/24.       12pp. 


7910170154  Forwards    requests    for    addl    info   ro    780320   application   to 
deliver    Modol    CN6-BOD    packaging    to    carrier    for    transport, 
MACDQNALD,  C.  E.  Transportation   Branch .       79/07/27.       4pp. 


DDCKET   71-9096   MODEL;     CNSI-21-300,     CHEM-NUCLEAR   SYSTEMS,     INC. 


7710290173  Requests    registration   as   user   of  Model    CN3I    21-300. 
MftVER.L.O.       Northern  States  Pouer  Co.      79/09/25.       lp. 


791029016B  Requests    registration  as   user   of  Model    CHSl   21-300. 

EMSWILER,  T,  R.      Battelle  Memorial    Institute,    Columbus  Laboratories. 
79/09/29.       lp. 


DDCKET   71-91  IB  MODEL:     4    INCH   LEAD,    PROTECTIVE    PACKAGING,  INC. 

7710050193  Requests    reconsideration    oP   application    deniad    in  NRC  790709 
Itr.  Submit tal    of    addl    info   delated.  Describes    standard  1  jati on 
of    Hnnr   dBsiun   model,  drop,  penetration   h   tiudroatatic    tests  & 
hydrostatic    tests    &    const   op   analytic    model. 
HALL.W.C.       TaLadyne    Energy    Sgstems.       79/09/IB.       Ip. 


DOCKETED  ITEMS 
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7-J 1O11 0028   Notifies    that    reu    application  may    be    submitted    in    liaht    of 
donial     of    7B0332    request    for    approval    to    deliver    disposable 
liners    &    tmo    shielded    packages     to    carrier    for     transport. 
MACDONALDi  C.E.  Transportation    Branch.        79X10/01.         Ip. 


—7910300374    "Test    Rapt     for    Lou    Specific    Shipping    Containers. 
ZIDAK,  J,  A.        General    Elc-ctric    Co.        79/09/OQ.         19pp. 


DOCKET       1-9353   MODEL: 


-    DNL    -   NDS      UN   FUEL    CONTAINER,     ENERGY, 


DOCKET    71-9190   MODEL.  TN-12,     TF1AN5NUCLEAR   CORP. 


7910030233    Supplements    approach     in    790406     Itr    for    demonstrating 
suitability    of    TN-12    containment    vessel     stools    from    fracture 
toughness    aspec  t.  Di  BCUSSOS    mat!     acceptance     criteria    !< 
toughness    demonstration    tests. 
GQLDMAW,  K.        Transnuc 1 uar.      Inc.        79/09/11.        Spp. 


DOCKET    71-9131    MODEL:      1.25    INCH   LEAD,     PROTECTIVE   PACKAGING,  INC. 

7910050193   rinquosts    reconsideration    nf    application   denied    in    NRC    790709 
Itr,  Suoffilttal    of    addl     infc-    delayed  .  Descr i bes    standard i lation 
of    liner    design   model .  drop*  pone  tra  tion  S.   hydrostatic    testa    & 
hydrostatic     tests    !t    const    of    analytic    model. 
HALL,  W.  C.        Toledyne    Energy    Systoma.        79/09/1B.        Ip, 

79I011002S   Notifies    that    new   application  may    be    submitted    in    light   of 
denial    of    7B03S2  request    for   approval    to    deliver    disposable 
liners    &     two    shielded    packages     to    torvior    For     transport. 
MACDONALDiC.  E.  Transportation    Pranch.        79/10/01.        Ip. 


DOCKET    71-7139   MODEL:     UNI    LA-SQ,     NORTHEAST   UTILITIES 

7910010379    Discusses    700028  application    Par   approval    IP    deliver   Model 
UNI    U4-5Q   packaging    to    carrier    for    transpor  t.  App  1  icatlon 
deni  edi  since   applicant    has    failed    tu    furnish    info   renuealeil 
In    NRC    7EM207    Itr. 

CUNNIN3HAM.R.  G.       Office    of   Nucle-ar    Malarial    Safety    S.   Safeguards 
79/09/17-        Ip. 

DOCKET    71-9132   MODEL:     T~3,     NUCLEAR    PACKAQINQ,      INC. 

7910030201    Revision   2    to    "SAR    for    FFTF  Fuel    Pin   Shipping   Cask 
Model -T3.  " 
*      Nuclear   Packaging,     Inc.       79/00/15.       70pp. 

DOCKET    71-9133   MODEL: C-10,  GAMMA    INDUSTRIES 

7910QSOS69    Forwards    request    for    add)     info    re    7TO5S5   application    for 
approval    to    deliver    Model    C-10   packaging    to    carrier    for 
transport.  Drawings   must    bo   revised    &    justification   of 
Ji  ypothO'tltal    accident    provided. 
HACDDNALI),  C.  E.  Transportation   Branch.       79/O9/I1.       Jp, 

DOCKET    71-9131    MODEL:     ETR    FUEL    ELEMENT   BHIPPINO   CONTAINER, 

79100302*1    Requests    registration   as    oner   of   Model    ETFt    shipping 
e-ontoinar. 

CUNNINGHAM,  0,  E.       General    Electric    Co.,    Nuclear    Energy    Products    Div, 
7t/QB/S<t.         Ip. 

7910090713   Notification   of    reg i stratton   aa    user    of   Modal    ETR. 
MACQDNALDi  C.  E,  Transportation   Dranch.       79/09/30.       tp. 


DOCKET    71-7136    GENERAL   ELECTRIC 


7910050134    ForuariJa    Certificate    of   Compliance    9853,  0.RNL/ENG/TM-1  S, 
ORNL/CSD/TM-77    t.    Unlnn    Carbide    790910     internal    rept, 
"fta-Evaluation    of    ORR    Shipping    Packaoe,  "    Requeots    high 
priority     review    of    shipping    container. 
QLALDCK.L.        Oak    Ridee    National     Laboratory.        79/O9/01.        1pp. 

—7910090133    "He-Evaluation    of    ORR    Shipping    Package    " 

THOMAS.  J.  T.        Dafe    Ridge    National    Laboratory.        79/09/10.        3pp. 

--79100S0142   Certificate    of    Compliance  9B33    for   CRNL   uni  rrad  i  ated    fuel 
shipping    container. 
TRAVIS,  W.R        Energy,  Dopt.  of.        79/O6/04.        3pp, 

—  7910050154    "Nuclear    Crlti-cality    Safety    Assossmejit    of    OFtn,  NDS   S, 
High-Flui    Beam    Reactor    Fuol    Element    Shipping    Packaga     " 
TKOMrtS.  J.  T.        Dak    Ribge    National    Laboratory.        ORNL/CSD/TM-77 
79/09/14.        11pp. 

--791003Q166    "Ravio.ii    of    Rept    QRNL/ENG/TM-15-  BAfl    for    Packaging' 
Unirradlated    Fuel    Element    Shipping   Container    " 

MAURIS,  n.  A.,     PfiVOn.W.A.        Oah    Ridge   Mfltionat    Laaoratoru.        79/09/14 
flpp. 

—7910030181    "SAR    for   Pac  kog  i  ng  :  Unirradi  atari   Fuel    Shipping    Canatiner    " 
EVANS,  J.A..     BHIPLEV.W.D.  .     MOWINQ,  R.  W.        Oak    Riiloe    National 
Laboratory.        ORNL/ENO/TM-  15.        79/O9/01  .        75pp. 

791O1600-14    Foruiards    six    OONL   engineering    drawings    for    design   & 
fabrication   qf    now    shipping    containera    For    untrradiatei!    fuel 
olBfnents    ner  Certificate    of    Compliance    9093,  p  or    telcon 
between   R    Odegaardon    &    MA  Pryor. 
TRAVIS,  W.  H.        Energy,  Dnpt.  of  .        79/09/18.         Ip. 

--7910I60049    "Uniri-adiated    Fuel     Element   Shipping    Container    Assembly,  " 
prepared    for    DRNL. 

EVftNa.J.A.,     MDURINQ.R,,     DRI  DOES,  H.  E.        Union    Carb  id  »   Corp 
79/01/E4.        Ip.  K 

—  7910160055    "Unirradiated   Fuel    Element   Shipping    Cqnta  1  ner,  Detai  1  s,  " 

prepared    for    DRNL. 

MaURING.R.,    nniDOES.n.E.  ,     EVANS,  J.  A.       Union    Carbide   Corp 

79/01/24.        Ip.  * 

—  79101600A1    "Unirradinted.    Fuel    Elements    Shipping    Gun  ta  inor,  Aasamb  ly,  " 

prepared    for  OUNL. 

MDUniNO.J),,     DnrDGES.R    E.  .     EV/INS.J.A,        Union    CarbidD    Corp 

79/01/34.       [p.  v 

—  77L0160066    "Unirrad  in  ted   Fuol    Element  Shipping   Conto  iner,  Dotai  U,  " 

prepared    for  GitNL, 

MDUHINO.fi.  ,    BniDGEB,H.  E,  ,     EWlNS.J.A,       Union   Carbide    Corp. 

79/01/H4.       Ip.  ' 

—7910160072    "UnfrraJated    Fuel    Element   Shipping  Contalneri  Aasomtly,  " 
prepared    for   ORML 

MDURINU-R-,    DRIDOE8,It.  E.  ,     EVANS,  J.  A.       Union  Carbide   Corn 
79/01/24,       Ip,  P 

—7910160073    "UnirradEated   Fuol    Element  Shipping   Container,  Detai  la.  " 
preparod    for  QRML. 

MDUHIH3,  R.  ,    tmiDOES.R.  E,  ,     EVANS,J.A.       Union   Carbido   Corn 
79/01/21.       Ip. 


771030O373    Requests    cert i Pieab i on    of    wooden    shippino    container   dosignoJ 
for    tranaport    of    loui   specific    activity   motLTest   results    Si 
overiiie    draiuings    of    container    PDruiarded. 

CUNNINGHAM.  0.  E.       Oottaral    Eloctric   Co.,    Nuclsar    Energy    Products    Div. 
79/09/27.       Hpp. 


79101DQ210   Request*    addl     info    ra    790914  application    to   delivar   Hoflal 
OIJm.-GNL-NDS  unlrradiated    fuel    shipping    container. 
MACDQNALO.  C.  E.  Transportation  Dranch.       79/10/01,       Sop. 


COMMISSION  MEETING  RECORDS 


7910020223  Transcript    of   Affirmation   Session   79-25  on    790905    in 
Washington,  DC   rn   BECY-79-4B4   on    reappointment    of  ACR8  member 
b  SECY-79-BQ1.  on   approval    aF    employniBnt    por   Section    L4Sb.Pp 

HENDR1E,  J.  M..     BRADFORD,  P.  A.  ,     AHEARNE,  J,  F.        Commission         79/09/OS 


HOpp 


"|j"    SI!   **"<cMPTO»^r    6"*l«ncB    Panning   Action   Plan. 
SANDERS,  M.       Office    of    state    Programs.       79/OB/Of,. 


t  e-..r|.n«V    Planning   Ac  blot.   Plan.  - 
""Hinatlon   Standard*    Branch. 


7pp 


7910030241    Transcript    oP   790913   public    mooting    In  Wash Ington, DC    re 
BECY-79-330E  fc  8ECY-79-30F,  on   reo.uireir.on  to   &   guidance    to 
licensees    for   qualification    of    reactor    operators,  Pp    1-65 
OILIN8KY,  V.       Commit*  ion.       ENQELHftHDT,  T.  F.       Office    of    the   Executive 
Legal   Director.       CABE,  E.  0.       Office    of   Nuclear  Reactor   Regulation 
79/O9/13.       iipp. 

—7910020236   BECY-79-330E 

aummariios   results   of    review    of    operator    licensing    program  A 

present*    recommendations    for    consideration. fievlom   up 

operator    licensing    program   ropt   fc  Operator   Licensing 

Branch    manpower   requirements    end. 

DENTON.H.R.       Office    of    Nuclear    Reactor    regulation.       79/07X30 

74pp. 


.. 

Office    of   the    Executive    Director    for    Operations.       79/09X13, 


h»rnnraH"riEl    °f          "14    pUbllC    m«oti"3    1"    Washington,  DC    re 
hearing    board   rapt    on   clearance    rule    proceeding    Po    1-32 
supporting    documentation    end. 
HENDRIE.J.M.  .    DRABFOflD,  P.  A.  ,     AHEARWE,  J.       emission.       79/09/14. 

7910160435   Transcript    of   Affirmation   Beiolon   79-H3    on   790Q09    in 
Washington,  DC, 
HENDFilE,  J.  M.        Commission,        79/O8/O9.        6p. 


7910030279   BECY-79-330E 

Bupplements   SECY-79-330E  re   recommends!! ono    to    improve 
op»i-atcir    licensing    program    in    response    to   SJChilk    790430 
request    to   LV  Oossick.  Implementation   t<    rulemaking    duciEiona 
Tor   all    recnmmendatlans    discussed. 
DENTON.H.  R.       Office    of   Nuclear   Reactor    Renulation,        79/09/11 


79101*0941    Transcript    of   Affirmation   Ses.ton   79-34    on   790BI4    in 
Waahlngtan,  DC.Pp    1-4. 
HENDniE.O.M.        Coitimlislon.        79/08/14.        3pp. 

7910140551    Tranicript    of   Affirmation   Session  79-29    on   791004    in 
Has  h  ing  t  DTI,  DC.  Pp    1-17. 
HEWBRIE,  J,  M.       Commies  Ian.       79/JO/04.        17^. 


7910020*94  Draft   memo   requesting    definition    of   Class    9   fc   design    basin 
acclds-nts    within   30   days. 

CHILK.S.J.       Office   of    the    Secretary    of    the   Commission.       79/09/04 
ip. 

7910020303  Transcript   of   public   meeting    In  Hashing  ton.  DC   rs 

SECY-79-499. Task   Force   Rept    on   EmBroencv  Planning   Pp    1-77 
HENDfilE,  J.M.  ,    OILINBKY.V.  ,     BRADFORD,  P.  A.       CommisHion.       79/09/13 
7Epp. 

— 7910020339  QECY-79-499 

Bg™m»ri»Bs    status   of   recommendations   of   Task   Forca    on 

Emergarscg    Planning.  Proposes   NRC    consider   roiommendat  Ions 

as    soon   at    possible.  Page   2, revised    on    790901   (.   insuncJ    for 

font  I  tferat  Ion    in   rulemaking,  encl. 

GO8BICK,L,  V.       Office    of    the    Executive   Director    for   Operations 

79/09/10.       27pp. 

— 7910030943  Final    rapt   of   Task    Force    on  Emergency    Planning. List    of 
member*,  description    &  critlq.uo    of   NRC    current    emergency 
preparednoB*    proce**.  comprehensive    action    plan  d   draft 
propo»»d    amends    to    10CFR50    encl. 
CARTER.T.F.         Dlvtulon    of   Foul    Cucle   (.   Material    Bafety.       79/OB/09, 


7710O20B59    "WRC   Action   Plan    for   Emergency    Preparedness.  " 

DURBTp  J,          Dlviilon    of    Bafeguards.    Fuel    Cyclo   ft  Environmental 
Re-search.       79/OB/OFJ,       19pp. 

7910020844    "Ofc    of   Nuclear    Reactor   Reoulation   Action  Plan." 
ORIMEBiB.  K.         Assistant    Dlractor    for   Systems   Engineerlno    [Pr» 
7910301.       79/09/03.       Spp. 


-79iQ030SBl    "NMBS  Action  P 
FISHER-  F..     KLIOF1ELD.O. 
79/OS/OB.       21pp. 


tn    for    Emergency   Preparedness." 
LOMAX,  F.  Technology    Ai-so.sment    Drarcl. 


791Q030392    "IE  Emergtncij    Planning    Action   Plan." 

THOMPSON.  D.  ,    8NIEZEK,J.,     HEONER,  J.       Office   of    Inspection  &, 
Enforcement.    Office    of    the    Director.       79/00/03.       17pp. 


—  7910160583   SECY-79-179 

Recommerds    chanjo.    to-    10CFR71,requirlna    shipments    of 
radioactive  matl    be    in   accordance   u/O-DT  rBgulations 

*  .to    11>CFR71    h    statement    af    considerations    entl. 

"ff'ce    °?   Nuclear  Maleriftl    Safety   fc   3afBfluardn 


7910170113  Transcript   of    Affirmation    Beisian   79-30   on   791004    in 
Washington.  DC.  Pp    1-fi. 
HENDRIE.J.M,       ComnvlBSien.       79/1O/OH.       7pp. 

7910170326  Transcript    of   791010    public    meeting    in  Washington,  DC 
Pp    1-40.  8ECV--79-S87  &  BECY-79-100    encl. 

H6NDRIE,J,M.,    OILIHaRY.V.,    KENNEDY,  R.  T.       Collision.       79/10/10 
42pp. 


legirlattons.  Pp    1-bl. 
OJLINBKY.V,       Commission.       79/07/27.       61pp. 

7910190471    Transcript    of   7909HB   public    meiitina    In    Washington,  DC    re 
radioactiveli)    contaminated    tuater   at    TMI   fc   rvlateiF    tub  is 
Pp    1-89.  *  . 

OILrNBHY.V.      Co/niniBsion.       79/09/30.       40pp. 

7910190477    Transcript    of   Afflrmotic-n   SH«aion    79-SB    on  710927    in 
Washington,  DC.  Pp    1-E, 
OILIHBKY,  V.       Commission,       79/09/37.       4np. 

7910190104    BECY~79-«fiB 

flumaariies   proposed   changes    In   10CFR2  h  SO  ro  renuJrad 

antitrust    Inf o. Recommends   approval    of    final    rule. 

DENTON.H.R.       Office    of  Nuc  1  par   Reactor    Regulation.       79/OB/02.       20pp. 


ran"crl(>t   of    "0927   public    meBtlnq    In   U»hing ton.  BC    rn 
HECY-7?-397  b  of  prac«»ding   to  atine-a  Cammitsion   eonfldincs 
In   «-if«   rilipOMl    of   nuclear    uiaitis.  Pp    1-64. 
OILINSKYiV.      CominlBgioiv.      79/09/a?.      ASpp. 
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IMONDOCKETED  ITEMS 


re  Commission   confidence    In  waste   disposal   methods. 
Recommend,  use    of   hybrid    hearing    procedures  as    outlined    in 

draft   FR    notice    attached.  CUI.DAD    u   u          ntfics    at 

B1CKUIT.L       Office   of    the   General   Counsel.       5HAPAH.H.K.       Office    af 
the   Eiecutive   Legal    Director.       79/09/39.       23pp. 

7910220109   Notice    of  Commission  determination    that    transcript   of  7-7Q91B 
personnel    matter   discussion   should    be  withheld    frc-n.   public 
disclosure   per   Sunshine  Act.  -ro/mj/o-i 

CH1LK,S.J.      Office   of    the  Secretary    of    the  Commission.       79/09/25. 


7910220365    Tran.cript    of    790314   uiorkshop    in   HcLt.an.VA   re   alternative 
site  rulemaking.  Pp    1-267. 
ERNST.M.  L.       Mitre   Corp.        79/03/14. 


—7910230372  Transcript   of   790315  workshop    in    McLean,  VA  re    alternative 
Bite    rulemaktno.Pp    26B-610, 
ERN5T.M.L.       (litre    Corp.        79/03/15,       313pp. 

—7910220374  Transcript   of   790316  workshop    in   McLean,  VA  ra    alternative 
site   fulemaking.Pp   611-741. 
ERNST,  M.  L.       Mitre   Corp.        79/03/16.        131pp. 

7910220651    Transcript   of  791019  public   hearing    in   Wash  inflfcon,  DC  re 
siting    policy    task    force    rept.Pp    1-36,  Vieugraphs    end. 
HENDHIE,  J.  M.       CommisBion.        79/10/19.       65pp. 

7910260141    Transcript   of  790914  wnrkshap    (plenary    suasion)    In  Columbia. 
SC   for    state   review  of  NRC  decommissioning   policy.  Pp    1-30. 
SCHWARTZES.      Office   of  State  Program!.       79/O9/14.       Slpp. 

7910300040  Transcript  of  791015  public   hearing    in    Hash  inn  ton,  DC,  ro 
improving   Commission   procedures   (.   full    accesa   provision, 
HENOR1E.  J.  M.  ,    KENNEDY,  J.  T.  ,     BRADFORD,  P.  A.       Comrni  ssion.        79/10/18. 
50pp. 

79103002°i  Transcript   of  791004  meeting    in  Wash  ingtnn,  DC.  Pp    1-6B, 

*  Commistion,   79/10/04.   60pp. 

—7910300304  Discusses  790914  meeting    in   uethesda.MD  re   options    involving 
Commission   license    issuance,  including   various    interim    mods 
of  NfiC   adjudicatory   &  appellate   sys   !<   Immediate 
effectiveness   rule. 
BICKHIT.L.      Office   of    the   General   Counsel.       79/09/36.       6pp. 

7910300313  Forwards   proposed    interim  statement    on    licensing. 
Stipulations   ensure  no  new   licenses  tuill    be    issued    u/o 
Commission  action  (.   that    no   decisions  tuill    be   matfe 
authoriiing    license    Issuance. 
BICKMIT.L.      DfficB   of    the  General   Counsel.      79/O9/at.       1pp. 

7910310090  Transcript   of  791016  public   meeting    in   Hashing  ton,  DC    to 
discuss    Commission   dec  is  ionmak  ing   role    in  emergency 
responses.  Pp    1-34. 

*  Commission.   79/10/16.   53pp. 

—  7910310149  Responds   to   roijuest    for   eiaminat  1  c-n   of    Commission  role    in 
nuclear  emergencies.  Commission   should   not    directly 
participate    in  doc  tsionmak  Ing    for   emergency    rBBpansao. 
KENNEKE,  A.      Office   of   Policy   Evaluations.       79/0-9/14.       7pp. 


7910020667  Discusses    problems    associated    uj/preparation    of   LER.  Cannot 
assure    that    BUR   reactor    shutdown    sys   would    protect   against 
transient    caused    by    dropped    rod    during    startup. 
EPLER.E.D.        Elaert    P.     Eplor.        79/07/O9.        9pp. 

79100SO67S  Forwards    tables    for    sulimittal    to   LEH    subcommittee    Cor 
confederation  as   addition    to   ACRB  LER    ropt    re    setpoint    drift 
LERH    for   PWRs.Hill    perform  comparison   of   NSIC    Files    used    to 
prepara    tables    to    identify    cause    for    differences. 
LIPINSKIi  H.  C.       Argonne    National    Laboratory.       79/07/10.       7pp. 

7910030963   Comments    on    790613    memo    from   F    Arsenault    re    uiasto    mgt 
rosearch    program,  Program   summary    fails    to   note    factors    of 
mgtj  avaluat  ioni  t  Iming,  coord  ination  m/neads   ii   Establishment 
of   prior itieB. Waste    burial    ground    care   requires    study. 
BTENDLERi  M.  J.       Argonna    National    Laboratory.       79/06/20.       lp. 

— 7910030867  Forwards    outline    of    Ofc    of   Research   wasto   mgt   re-search 
pTogam   showing    chanflBS    occurring    sinco    7B1011-1S  ACRS 
br  ief  ing. 

AFIBENAULT,  F.  J.         Division    of   Safeguards,    Fuel   Cycle   !<  Envirtmmental 
Research,       79/06/13.       3pp. 

7910090019  Forwards   detailed    comments   on  Dfc    of    Nuc loar   Hesaareh 
summary    of   nuclear   waste   mgt    research    programh  ui/ indicated 
changes, Inc ludes    comments    on    high    level    waste    resoarch. 
waste/rock    interaction's   d   hydrological    characteristics. 
PARKER,  F.  L.       Vanderbil  t   Univ.       79/O6/26.       flpp. 

7^10050022  Responds    to  790618    Itr    re   NRC  waste   mgt   research    prooram. 
Incongruity    eilsts    betueen    types   of    generic    questions    asked 
b   problem-spBcif ic    composition    of   overall    research    program. 
WRENN.M.  E.       Utah.    Univ..     of.       79/07/02.       lp. 

7910030026  Comments   on   LLL  Jan    1979   presentation    in  Las   VegaspNV, 
Future    meetings    should    focus    on    technical    details   ui/omphails 
nn   ulhy    &  hou, 
TRIFUNAC,  M.  D.      Southern   Calif  or  niai    Univ.     of.       79/07/16.       Lp. 

7910050030  Summariies    comments    re   Dailly    site   v i si t, presented    at    flCRB 
790713   meeting.  Satisfactory    load-bearing    sus    can   be 
developed    w/pllos    bearing    in    intorbedded    glacial    lacustrine 
deposit. 

RICHARTiF.  E,  ,    SCOTT,  R.  F.       ACRS   -  Advisory   Committas    on   Reactor 
Safeguards.       79/07/19.       1pp. 

7910050037   Forwards   JW   Mealy    cammonts    on   NRC    waste    mgt    research 
program. Overal 1    program   cavers    mast   areas    of    interest. Effort 
should    be    devoted    to   developing    criteria    for   was  to   disposal. 
MULLER.fl.       ACRS   -  Advisory   Committee    on   Reactor   Safeguards. 
79/06/S7.       Spp. 

7910090041    Comments   o-n   reactor    coolant    sys    conditions    in   conjunction 
in/steam   generator    secondary    blowdoun.  NRC    should    be   requestad 
to    present   ECCfl  analysis   which    will    form   basis    for    emergency 
ins-tructions. 

M1CHELSON.C.      ACRB   -  Advisory    Committee    on   Reactor   Safeguards. 
79/06/SB.        Hpp. 

7910030043  Cammonts   on  790710   ACRB   subcommittee    meeting    on  <n«tal 
component*.  Much    inPo   noeded    in    corrosion-rola ted    aruae    la 
already    available.  HRC    should    sponsor    rosearch    in   areas  uherfl 
nevdod    info    is   not    available. 

BEF1RY,  H.       ACRS  -  Advisory   Committee   nn  Reactor   Safeguard*.       79/07/1?. 
Spp. 


ADVISORY  COMMITTEE  ON  REACTOR  SAFEQUARUB 


7910020637  Discusje*    in  detail    problem  of   separation   of  control   rod 
from  rfrlVB.LER  summary   uiould   be    inadequate. 
EPLER.F.  P.      Elbert  P.    Epler.      79/07/02.       llpp. 

79100206-14  Notifies   that    safety    goals  project   has    titan  aoBlgnid    to  ACRS 
Subcommittee  an  Reliability   &  Proballstic   ABiaasmant. 
Recommendations  may    take  appro*    on*   yr   to   develop. 
CARBON.  U.K.      ACR9  -  Advisory  Committee   on  Raactor   Safeguards. 
79/OB/14.       lp. 

7910020663  Bequests  review  of    10CFR20  re   ratllatlon   Biposure-    leveli    to 
organs. 
HEflLYjJ.W,      Los   Alamos  Scientific  Laboratory.       79/08/01.       lp. 

77100206h:4  Summary    of  b  recommindationt   af  ECCS   subcommittee  maiting    nn. 
790619-20  re   B&W  small   break   analysis  ti  NRC   ureter   reactor 
L DC A /ECCS  research. 
GARHD.  K.  L.      Washington,    Univ.    of.      79/06/29.       Spp. 


7110050031   Comments   on    Intl    Structural    Engineers   Mar    1979   final    rapt 
re    buckling    criteria   !>  application    to   design    of    iterl 
containment   shall. Use    of    different    factors    for    different 
stress    yield*  meaningless    prebuckling    data. 

ZUDAN8,  Z.       Franklin    Institute/Franklin   Rosearch   Center.      79/06/10. 
3pp. 

79100B0097  desponds    to  request    for   comments    following   790931-0-601 
moating    on   TM1-2  accident    implications,  Safety    deficienclis 
primarily    responsible    for   TM1    accident    should    be    Identified 
in   more    generic    fashion. 
THEOFANDUS.T.  0.       Purdue  Univ.       79/06/OB,       3pp. 

7910050226   Discusses    790180  re   flESAR-414    integrated    protection   ays  t 
submits   addl    recommendations    NRC    should    review   design   of 
H-IPB.  obtain  Weatlnghauee    Interdlvisional   Review  Group    IPS 
documents  &  entun    IPS  reliability   analysis, 
LIPINSKIiW.C.      Argonna   National    Laboratory,       79/07/31.       Hpp. 

7910090343  Responds    to   7906 IB    Itr   requesting    cammentii    an  NRC    research 
program    In   nuclear    waste   mgt.  Program  contains,    same 
fundamental    bleakness   noted    in   ACRS  Dct    1978   briefing    re 
gtologlc    &  subsurface    conditions    affecting   niaste    storage, 
PHILDRICK.S.  B.       Affiliation   Unknown.       79/06/1?.       2pp. 


NONDOCKETED  ITEMS 


3ft 


7910030727  Forward's    partially    corrected    draft    of    section   of    UER 
Subcommittee  rapt.     "Results.    of   Statistical    Analyses    " 
BURNS,  R.  D.       Los    Alamos    Scientific    Laboratory.       79/07/10.       ipp. 

791Q09QB1Q   Rept    on    "Statistical    Analysis    cf    LERs:Trial     Study     " 
SAUNDERS,  B.  C.        Affiliation    Unknown.        79/O9/OH.        2pp. 

7910100031   Comments    on   79Q710-I  1    joint   meeting    in  Hash  ing  ton,  DC    uf 
ACRS   Subcommittees    on  Metal    Components    &   £grtr«me    External 
Phenomena,  Lack    of    presentation   on   DDE   research    program)    re 
LHR    safety   questions    wan    serious    omission 
HECHSLER.M.  S,        I  oua    State    Univ.        79/07/13.        3pp. 

7910100034   Discusses    joint    meat  ings    of    Subconunit  tees    on   Metal 
Components,  Combination   of    Dynamic    Loads    &    Ettremo   .External 
Phenomena.  Overall    needs    of   reactor    safety    research    being 
met.  Coordination    fa   step    funding    need    attention, 
PENSE,  A.  W,       Lehigh,  Univ.       79YO7/1B.       3pp. 

791010QOSB  Suppls    7906B7  S,   O710    Itr.   re   LERs    involving    setpDint    drift 
Cause    oF   discrepancy    in    total    LERs   for    1970-197B    identified 
&    corrected    by    using    RECDM  sua    to    eliminate    duplicates 
Ravi  sed    tables    unc  1. 
LlPINSKt,W.C.       Argnnne   National    Laboratory,       79/Q7/17.       6pp. 

7910100060  Forwards    tables    re    setpaint    drift   LERs    for    PWRs    t,   BWHs    for 
submlttal    tu   LER   Buocomrnl  t  toe    an    possible   addition    to   LEtt 
rept.  Tables    indicate    some    LERs   not    identified   u/Kpccific 
plants.  Mil  1    Investigate. 
L1PIN5KI.W.  C.       Aroonne   National    Laboratory.       79/O7/1O,       7pp. 

771Q1000AB   Comments    an   waste    mgt    research    program.  Prior  ity    sua 
iLJ/corttinuous    updating    motnod    required.  Wri  tinfl    should    be 
underway.  Human   Affairs   Re  march   Cnnter    studies.    suggest 
consideration   of    public    comments. 
ORTIf.D.A.       Affiliation  UnJmoun.       79/Oi/23,       3pp. 


7910160159   Discusses    rod    drop    problem    for    referral    ta   appropriate 
subcommittee    For   action. 
EPLSR,  E.  P.        Affiliation    Onln.ouin,        79/O7/02.         10pp. 

79101601i.fr  Comments    on   piping    break    cri  t»ria,  dynaml  c    pipe    uihl  p    analysis 
program,  dissection    of    gurry    steam  generator    t,  buckllnc 
criteria    development   prajram 


™.  ACRS   ~    ftdvlll>ry   Committee   on    Reactor   Safeguards. 

'T/O7/10.        1  p  , 

—7910160166   Comments    on   piping    break    crit«r  ia.  dynamic    pip*    uhip    anal-jsit 
prosram,  iJiaiection    of   Sorry    steam   generator   *  bucliling 
criteria    development    program. 


79/07/in' 


~   Airvi51|]p''    Committee   nn   Roactop  Safeauards. 


791014.01B2   Di.cussei.    rept    on    LERs     from    790713-19    ACRE   meeting    5, 
connection   betwEcn    filed   LERs  &    TM!    inc  ident.  Eiperienc  e 
contained    in    LER5    must    be    fed    back    to    plant    operators, 
™"£aCtk"'Br'i<d"l3rlBTB   &    "cense    application   raviewers. 
SEALE,  R,  L.       Arliona,     Univ.     of.       79/07/34.       3pp, 

79I0160J03   Transcript    of    234th    ACRS  meeting    on  791004   in   Hash  ington,  DC. 

S^S'i,!?1       rtCfla  ~  Advis(>rW   Committee   on   Reactor   Safeguards 
79/10/04.       123pp. 

7-J10170363  forwards    •aummarif   of    790fil9-20   meeting:    of    HCRB  ECCB 
Bubcommittoe    In  Uauh  f  no  ton.  DC. 
HU-T.Y.        California     Institute    of    Technology.        79/07/27.        Ip. 

—  7910170375  Bumrnary    of   79O619-20  meeting    of  ACR3  ECCS   Subcommittee    in 
WflShinBtan,DC    re   fl«,W  mall    brea*    analusig   &   HrtC  water 
reactor   LOCA/ECCS   research, 

'  AC5B    ~   Advls"T«    CommittEc    on    Reactor    Safeguards. 

3p  p  , 


79IOIOOOH6  Responds    to    79O61B    1  tr.  Comments    on  MRC   nuclear  masts 
not   Teaearch    program.  C  itos    need    for    tima    schedule    h 
asaignment    of  pr  iori  ties.  Recommend  i    prBssure    on   EPA    for 
definition    of   acceptable    dose    or    risk    criteria 
FDSTEH.R.F.       Aff  i  1  iation    Unknown.       79/06/Si,,       4pp, 

77101005^7   Notifies,    of    topico    for   790711    TMI-2    Imp  1  1  cati  dns 
BjbcommitteB   meeting:  results    of    task    forco    studies,  upgrading 
of    instrumentation    for    accident    use,  moil  Brn    control    room 
coiriputer    S4ja    t,   RHH    sga    do«lsn    requirements. 
CATION.  1.       ACRB  -  Advisory    Committee    on    Reactor    Safeguards 
79/O6/H?.       2pp. 

79)0100660  Comments    on    advanced    reactor    research    raview   on    790907   US 
proaran   is    «tmno    da  terminant    In    ISBUOE    addressed    in 
European   progrann  specif  Ically   Kai-lsruhe   fc  CEA    labs    at 
Cjdarothe  &  Valduc. 
SEALS,  fl.L.       Affiliation  Unfcntnun.       79/OB/HO.       2pp. 

7910100673  Discusses    77O734-23    Beismll    Safety    Harflins    Uesearch    Program 
iriBBtinj    In   MD.  Topics    Included;  Pro  ject    1    -    plant/site 
selection,  data    co)  lee  t  ion<  Projec  t    7  -    sys    analysis, 
computfltional    prociKlu-rMsi  Pro  ject    4  -    no  limit    Input. 
ZUDANS.  I,       Franklin    Institute/Franklin   Research   Cento-r.       79CDS/Oi 
SOpp. 


Bpp, 


,""*£«.  °f   A1"S  79051°-13  meEting.  Proposed   agenda    ou 
3.  d.       Office    qf    the   Becrfltanj    of    ths    Co«imi  sslon. 


""ting.  Propped   agenda    outlined. 


7-JIOI903S.6   Notice    of    ACBS  Subcommittee    on  Reliability   fc  ProBao  i  list  I  c 
Assessment  71Qt,Q3   meeting    to    discuss    177?  review  1, 
evaluation  of    NRC    lafotu   research    program 

«ACRB   ~   Mvi'°TV    Committee    on  Reactor    BafeRuards. 


ta   •»••"*«    of  ACRB  Bubco^mittee    on 
rQfcfl'>Hlstic   Assessment   790603  meeting. 

j.™        .  ~   Mvl*<>rV   Conmittee    on  Reactor  Safnouarda. 

f  T/O3-/E2.        Ip. 

7910190333  NotUe    of   ACRB   Buhcommlttee    on    Reactor   Fuel    790ill-13  0i,Bn 
.       maelinj    to   discjsa    turrent  &  proposed   NRC   research    programs 
in  fuel    behavior. 

C'    mACRQ  ~  *dwlsoru   Committee   on   Reactor   Bafenuards. 


79101O0706  Summariies   UH   Uarren    consultant    ropt    on   waste  managesnant 
prooraminBeil    to    quantify    acceptable   risk.,  analyie    5*    list 
typni.   &   depth    of    itifn    required    to    establish    criteria    for 
mflt    of   vadiuaite    b    estobllfh    prioriti/    listing    for    info, 
*      ACRB   -  AuVUovu    Comrr,itt*B    o-n  Reactor   BaFejiuarils.       79/O7/30,        Ip. 

7910120364  Submit*  minut«>  of  790419-2O  meetinn  of  ACRS  ECCS 
SubeommlUae  in  »avbi.nq ton,  DC  re  DU  amall  break  analusU  (. 
NHC  uatar  reactoj-  LOGA/ECCS  retBai-cn, 

•CATTON,  I.       ACRB   -  Advliory    Committffo    on   Reactor   aapeoifarus 
79/OA/27.       tpp. 

7910120911   Commants    on   ACHB    lubtommi tteo    79O007  meeting. ttncommendB 
termination    of  gas-conlBd    reactor    safety    research    in    Pavoi- 
of    tncraated    risearch    r«    TMI    &   LMFBR   as    lonn-tsrm   «ffort. 
BlEQELrB,      Advanced    Energy    Salterns,       79/OH/IB.       Hpp. 

7910150717  Forwards    Biimmsrv    table   r.    dioitl    g«neratoT    LER   rtviau.  Tab  li 
InittCMtBs    arvas   which    have    c«u*id    diftdel    generator    problem* 
at    Bpociflc    plant*. 
CDLCLABER,  R,  0.      Pibt.burgh,    Univ.     of.       79^07/34,       leap. 

791016O199  Dimcu.BBi    rorf    drop    pT-oblsm   For    rnferral    to    appropriate 
subcommittea   for  action. 
EPLER.E.P.      Af f  11  l«tti>n  Unknown.      79/07/OH.       10pp. 


7910170334  Notice    of  ACHS  Subcommittee   on  Regulatoru   Activities    790613 
meeting    to   discuss    propose*   reg    guides  &   revl.Ions. 

™ACRB   ~  MvL*arV    CommittBe   on   Heactov   Safeguards. 


7910190350  Notice   of   ACR8  Subcommittee    on  ECCB  790ol9-2O   open    meeting 
J™r£Vl,*S  ECSS  fn0d*1*    f°r    *man    broaki    in    BtlW  «-"ctor    s«B.       mootllls 
„  ~  Advi«QI"V   Committee    an  Reactor    Safspuards. 


:!iv;0K"e™M.T  meetlnss  of  Acna  "*»«•»* 

/CRS  ~   Advl*°"V    Committee    on  Reactor    Safeguards. 


7910190356   Notice    of    ACRS    Improved    Safety    Bys    Subcommltte*   7906S6 
niBB  t  ing- 

/CRa  ~  Advisory   Committee    an  Rector    aafeguardt. 
3pp. 


7910190339  Notice    of   ACRB   Subeojnmitfle   on   Radiological    EFf«cts   A   Site 
Evaluation   790i27  meeting    to    dUcus,   chanae«    in   NRC   re.'arch 

orij   Committee   on   Reactor  8flfeoiiards, 


program  budget. 

C-       ACRB  " 
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NONDOCKETED  ITEMS 


7910190366  Notice   of  ACHB   Subcommittee    *n  ECCH   790904  open    meeting    to 
lilscuBB  NRC  research    plans    for  assessment    of   advanced 
LOCA/ECC6   computer    codes.  „._._„          ,        t  -,air\a.i\  i 

CHILK.S.J.      Office   nf    the    Becrotai-y    of    the   Commission.       /v/ui/n. 

2pp. 

7710190420  Notice    of   ACRE   Sub  e  offlmi  ttee    on    Evaluation    of    LER  E    770628-29 
-  Advlaury    Comrrti  ttea    on    Reactor    Safeguards. 


77/Oi/OB.       2pp- 

7910190421    Notice    of   ACRS   Subcommittee     an    Regulatory    Activities   790509 
J.  ^Office   of    the   Secretary    of   the   Commission.       79/O4/IB. 


2pp. 

7910I9012B  Notice  of  ACRB  Bubcommi  ttee  an  Reactor  Fuel  79Q5OB  open 
meeting  to  discuss  NHC  activities  on  f  ua  1-rolated  Jssue9-  n.  ..  _ 
CHILK.B.J.  Office  of  th«  Secretary  of  the  Commi  ssion.  79VU4/1/. 
3pp. 

7910170132   Notice    of    chaiioea     in   790424    PR    notU*    re    ACRS    Subcommittee 
on  Combination    of  Dynamic   Loads.    7-J05Q9  meeting    to    discuss 
shutdown  of   five   nuclear    pouior    plants    due    to    seismic 
structural    inadenuacies. 

HOVLE.J.C,      ACRS  -   Advisory    Committee    on    Reactor    Safeguards. 
77/04/26,       lp. 

7910190445  Notice   of   ACRE   Subtommi  ttee    on    Comb  inatici.  of    Dynamic    Loads 
790309  open  maetlng    to    revieu  methodolog  y    for    combining 

CHILK,S.jnfl  Office    of    the  Secretary    of    the  Commlsulon.       79/01/10. 
2pp. 

791019044B  Notice  of  proposed  1979  meetings  of  ACRS  subcommittees, 
working  groups  !<  full  committee. 

HQYLE.J.C.      ACR8  -  AdvUory    Committee    on   Reactor    Safeguards. 
79/05/21.       6pp. 

7910190452  Notice   of    rescheduling    of   ACRB  Bub  c  ommittee   DTI   Combination 
of  Dynamic  Loads  790S09  meeting    to   790530   to    discuss   oasis 
for   shutting    down   Five    nuclear    plants    due    to    seismic 
Inadequacies. 

HOVLEiJ.C,       ACRB  -  Advisory    Committee    on   Reactor    Safeguards. 
77/05/10,       lp. 

10190442  Notice   of   ACRB  Subcommittee    on   Evaluation   of   LEflu 
790S34-23  open  meeting. 

HOVLEiJ.C.      ACRB  -  Advisory    Committee   on   Reactor    Safeguards. 
79/05/OB.       2pp, 

7910190461  Notice   of   ACRS  Subcommittee    on   Safeguards  t.  Security   790533 
meeting    to   discusB    «af  eguai-ds   events-  consul  tant    advice    Si 
1979  revleu  J<   evaluation   of  NRC    safety    research    program. 
HOVLEiJ.C.      ACRS  -   Advisory    Committee   on   ReactoT    Safeguards. 
79/03/08.       Hpp, 


7910190483   Notice    of    ACRS   Subcommittee    on    Regulatory    Activities 
79OB09    open  meeting. 
HQVLEiJ.C.       ACRB   -  Advisory   Committea   on   Reactor   Safeguards. 

79/07/19.        2pp. 

79101904B6  Notice   of    location    change    for   ACRB  Subcommittee   on  Eitreme 
Eitornal    Phenomena   790711    open   meeting. 

HOYLE.J.C.       ACRS   -  Advisory   Committee    on   Reactor   Safeguards. 
79/06/HS.         lp. 


79101904BB  Notice   nf   ACtiS   Reactor   Safety    Research    Subcommittee   770719 
rig. 

ACS 
79/06/19.        3pp. 


open  meeting. 

HOYLE.J.C.       ACfiS    -  Advisory    Committee    on   Reactor   Safeguards. 


7910190490   Notice    of    ACRB    Subcommittee    on    Advanced    Reactors    770B07    opart 
meatlna    to   review  matters    related    to   NRC-flponsorotf    research 
on    safety    of   advanced    reactor    designs, 

HOVLEiJ.C.       ACRB   -  Advisory    Committee   on    Reactor   Safeguards. 
79/07/14,        2pp. 

7910190492  Notice   nf   7B0710-11    Joint   mooting    of   ACRS  Subcommittees   on 
Metal    Components    It  Combination    of   Dynamic    Loads    to   discuss 
KRC    safety,    research    program   on   metallurgy    &   minerals   l< 
basis    for    combination    loads    on    sy E. components   &   structures. 
HOYLE.J.C.       ACRS   -  Advisory    Committee   on    Reactor   BaPeguardB. 
79/06/19.        2pp. 

7710190496  Notice   of   ACRB   Subcommittee   on   ECCS  79QS27-a0   open  meeting 
to  TBvieu)  NRC   research    programs. 

CHILK.  S.  J.       OffUe    of    the   Secretary    of    the    Commission.       79/09/Oi. 
2pp. 

7910190498   Notice    of    ACRB   Subcommittee    on    Extreme    Eiternal    Phenomena 
790711    meeting    to   rovleiu  NffC-sponsored    research    in   areas    of 
entremi!    external    nliflnomena    ti   proposed    revisions    to 
lOCFFUOOi  App   A,  . 

HOVLEiJ.C.       ACRS   -   Advisory    Committee    on   Reactor   Safeguards. 

79/06/21.        lp. 

7910190SOO  Notice    of   ACRB  Ad    Hoc    Subcommittee    on   Combination   of 
Dynamic   Loads   790022   open   meeting    to   review    combination   of 
dynamic    loads   on    struc lures, component   &   nys. 

CHILKiB.J.       Office    of    the   Secretary    of    tho    Commission.       77/O7/31. 
2pp. 

7910190304   Notice    of    ACRB  Bulicommi  ttoe    on   Advanced   Renctnro   790711 
open  meeting    to    review   matters    related    to   NRC-sponnorod 
research    on   advanced   reactor    designs. 

HOYLEi-J.C.       ACRB  -    Advisory    Committee    on   Reactor   Safeguards. 
79/06/31.       2pp. 

791Q2202B1    Transcript    of    23flth    general    meeting    of   ACRE   on  79100S   in 
Washington, DC. Pp    129-273. 

CARBON. M.       ACHB   -  Advisory    Committee   on   Reactor   Snfeouarila. 
79/10/19.       151pp. 


791019046fl  Notice   of   ACRS  Bubcomm 1 ttoe    on   Evaluation  of   LERB   790717 
open  meeting. 

HQVLEiJ.C,      ACBB  -  Advisory   Committee    on   Reactor    Baf nnuarils, 
79/06/27.      2pp. 

••tice   of    extension   of    ACRS  Subcommi  ttiPB    on  Evaluation    of 
leetino    to    include    79071H. 
:SB  -   Adviflorij   Committee   or    Reactor   Bafe0uard«. 


proposed    1979  meetings   of   ACRS  Subcommt ttoes. 

1 1    committee. 

*idvisorg   Committee   on    Reactor   Safeguards. 


AORGEMENT        STATE   AOnEEMENTH  AND  PROGRAMS 

791002042B  Hequests    draft   repts    fc   memos    developed    to   date   by   TasV    lror(f 
on   Emorjennu   Planning.  Draft   ropts    scheduled    to    be    completed 
in   Jill    1979  8.   final    ropt   d   outline    to    be    complotod    790B03. 
Agenda    for   7vOB31    committee   meeting    end. 
BURT-L.       MnssachuaattB,    State    af.       79/OB/27.       8pp. 

79100402B3   Responds    to   770313  request    for    all    NRC    branch    technical 
positioner renulatory    positions    d   formal    actions    of   NRC 
Regulatory   Rsnuironienta   Review  Comml ttoe.  BRP    available    from 
NTiaiminutes    of    Flevieiu  Committee   available    From  PDH. 
DENTONiH,  R.       Dffico    of    Nuclear   Reactor   Regulation.       77/09/14.       lp. 


5pp, 


ppoposerf   agenda    for   ACHB   full    committoe   79O7I3-14 
X  -  Advisory   Committee   on    Reactor   Safeguards. 


— 7710010270  lteq,uests   NHC   branch    tachnical    positions,  all    other  NF!C 
poiltloin*    excluding    rog    guides   t.  all    formal    actions    of 
Regulatory   Requlremsnti   Revieu  Committee, 
HGARNEi  T.  J.       Missouri,    State    of.       79/OB/13.       Hpp, 


,-iB2  Notice   of    ACRS   Subcommittee   on    Rctiabllltv   d  Probabilistic 
.ssment  770911-12   aptn   meeting. 

/LE,J.C.      ACRS  -  Advisory   CommitfcBB    on  Reactor   Safeguards. 
,9/08/20.       2op. 

* 

/910190483  Notice   of   ACRS  Subcommittee   on    Haste   Mot   79091B-I9  open 
meeting. 

HDYLC.J.C.      ACRS  -  Advisory   Cnmmlttoe    on   Reactor   S«feBuarrf». 
79/08/27.       2pp. 


COMMISSION      NRC  COHMIS8IDNERB 

7907210134   Re«pon-ds    to    oncl    WaldinB«r    Itr    to    Commissioner   Ollinsfcy   ra 
vulnerability    of   nucloar    power   reactors    to    sabotnaa. 
DHcu«sefl    Feb    1977   rovUlon    to    10CFR73.  33    Bstflblishing 
on*lta  sDcurlty   against   industrial   sabotage.  ^,nr,,,,       ,„ 

DENTON-H,  R.       Qffie«    of   Niieleai'    Reactor   Rioulation.       79/OB/16.       lp. 

— 790921019B  Expre*»«»   eoneern  re  nuelaar   power   plants  as   stralegie 
target!    of    sabotage. 
WALDINOER,  J.       Affiliation  Unknown.       79/09/11.       lp. 


NONDOCKETED  ITEMS 
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7909370182  Forwards    statement    re   actions    taken   by   NHC    In   reoponss 
US   Comptroller   General    rept,     "Higher    Penalties   Could    Deter 
Violations    of   Nuclear   Hegula  tions.  "    W/o    end. 
HENDRIE,  J,  M.        Commission.        79/OB/14          lj) 


-- 79IOOSO713    Advises     that    reactivation    b  if    NRC    DF    QRBORT    it    not    warranted. 
Many    nuclear    engineering    educational    programs    can   meet   new 
training    requir emtmts. 
LYKOUOIBrP.  S.        Purdue    Univ.        77/OB/30,         ip. 


-790927017O  Forwards    statement    re   actions    taken   by    NRG    in  response    to 
UB   Comptroller  General    rept.     "Higher  Penalties    Could   Deter 
Violations    of    Nuclear    Regulations."    U/o    end. 
HENIMIE.  J.  M.       Commission.       79 /OS/ 1 4,        Ip. 

-7909270193  Forwards    statement   re   actions    taken   hy    NRC    in   renponoe    to 
US   Comptroller   Oenoral    rept.     "Higher   Penalties    Could    Deter 
Violations    of    Nuclear    Rogu  latinn.  "    W/o    end, 
HENDHIE,  J.  M.        Commission.        79/OB/14.        Ip, 


7910090741    Ueafcly.     info    rapt    tor    week     ending    790921. 

REHM,  T.  A.       Office    of    the   Executive    Director    for   Qpnratlons. 
79/09/25.        27pp. 

7910150013  Concurs   u/V  Atiuoh    790629   appraisal    oF  M  Orainey.  Unab  1  o    to 
extend    asaignmant    for    another    ur,  due   to    strain    an   NRC 
manpower  resources. 
HENDRIE,J.M.       Commission.       79/O9/36.       Ip. 


-79O927019A   Faruiards    statement    re    actions    taken    by    NRC    in    response    to 
US   Comptroller   General    rapt,     "Higher   Penalties    Could    Deter 
Violations    of    Nuclear    Regulations.-"    W/o   encl. 
HENDRIE.J.  M.       Commission,       79/OB/14,        Ip. 

-7909270199  Foruiards    statement   re   actions    taken   bu    NRC    in  response    to 
U3   Comptroller   General    rept-     "Hloner   Penalties   Could   Deter 
Violations    of    Nuclear    Regulations.  "    W/o   encl. 
HENDRIE.J.M.        Commission.        79/OB/14.        Ip. 


—7910150016  Requests    extension    of    Intergovernmental    Personnel    Act 
assignment    oP  M  Graineij    For    third    ur. 
ATIVEH,  V.       Oregon.    State    of.       79/Q6/H9.       Ip. 

7910180214  Ac*    receipt    of   79O904    Itr    re   NRC    lieenslna    schedules    tar 
Burry    1   Si  North    Anna    3.  License-   approval    mill    not    be    issued 
for    several   week  a.  Informs    that    correspondence   uilll    be    placad 
in    PDR    h  mill    be    served    on    parties    in   proceeding. 
OILINBKV,  V.       Commission.       79/09/29.       Ip, 


— 7907270205  Forwards    statement   rs    actions    taken  by    NRG    in  response    to 
US  Comptroller   Oenaral    rept.     "Higher   Penalties   Could   Deter 
Violations    of    Nuclear    Regulations."    W/o    end 
HENDRIE.J.  M.       CommiBBion.       79/08/14.        Ip. 

— 7909270211    Forwards    statement   re   actions    taken   by    NRC    in   response    to 
UB    Comptroller    General    rept,     "Higher  Penalties    Could   Deter 
Violations    of   Nuclear    Regulations. "    Continuing    Items   of 
noncomp 1 iance    &   each    eiample   are    treated    separately. 
HENDRIE.J.M.        Commission.        79/09/11.        3pp. 

79092BO461    Foruiards    info   re    kite   anemometar   developed    by   Approach    Fish. 
Inc.  Requests    comment.  W/c-    end, 
DANIEL,  D.        House    of    Rep,        79/07/10.         Ip. 

79O92Q0319  Supplements    7908,16   response    to    790724    Itr   re   nuclear    energy. 
Thermal    efficiencies    of    coal-flrnd   l<   nuclear   power   plants 
am    equivalent.  Small    amount   of    electricity    is   needed    to 
implement    proposed    raduasto    disposal    method, 

QOBSICK.L.  V.       Office    of    the    Ejecutivn   Director    for  Operations 
77/08/24.       2pp. 


— 79101BO140   Requests   resumption    of    licensing    of    North    Anna   2. 
DAi,TQN,  J.  N.        Virginia,    State    of.       79/09/23.       Ip. 

7910230364  Offers    reapp  ointment    to  ACBB   for    4-ijr    term    to   begin   791101. 
Mod    eitending    Itr    of   appointment  will    be    sent  upon 
accef  tance. 
HENDRIE.J.M.       Commission.       79/09/26.       Ip. 

7910B3O376  Responds    to   79O709    telegram   re    shipment    of   radwaHte    from 
CPC    to    burial    Dite.  CPC   agreed    to   have    12    cnTitain»rs    eiamined 
for    liquid    contents. but    unable    to    locate    licensed    contractor 
to    perform    tests. 
HENDRIE.J.M.        Commission.        79/07/21.        Ip. 

— 791022O379   Requests   NRC    to    analgie   CPC    shipment    to   ascertain    whether 
llq-uid    is   also    In    nonloaUng    containers. 
LIBT.R,       Uavada,     State    of.        79/O7/O5.         Ip. 

7910230307  Weekly    Info   rept    for   ueek    ending    79100H. 

REHM.T. A.      DPPlce    of    the  Eiecutlve   Director    por   Dppratlons 
79/1O/1  I,      27pp. 


— 79092B0330  Forwards   M   O'Connell    790724    Itr   re   nuclear   energy. Requests 
comment. 

i. -J      House    of   Rep,       79/07/24,       4pp. 


7910250425  Weakly    info  rept    fo-t-   meek    ending    79101H. 

REHM.T-A.      Office    of    tho  E«eculive    Director    for   Operations 
79/10/18.      26pp. 


79092BO445  Discusses    application    of    kite   anemometer    developed    by 
Approach    Fish, Inc.  NRC    tasft    farce    is    evaluating   need    For 
independent   NRC   micrameteorologlcal    data    from  each   power 
plant    site, 

GOSBICKiL.  V.       Office    of    the   Executive1    Director    for   Operations 
79/OB/13.       Spp. 


791026016S  Responds    to  791015    Ur   ra    TMl-fBlated    NRC    act  1 ons,  Prompt 
decontamination    of    Intermediate    lavs]    uiaste    water    by    use    of 
EPICdn-II    sys    ia    necessary    to    control    immediate    impacti    of 
emergency    situation. 
8PETH.O.      Council    on  Environmental    Quality.       79/10/16.        Ip, 


— 79092B0463  Forwards    info    re    kite    anemometer    developed    by    Approach   Fish, 
Inc.  Requests   comment.  H/o    end. 
DANIEL, D.       House    of    Rep.       79/07/10.       Ip. 

— 79092SQ466  Forwards    info    re    kite    anemometer    developed    by    Approach   Fish. 
Inc.  Requests    comment.  W/o    encl. 
DANIEL,  D.       House   of    Rep.       79/07/10.        Ip. 

— 7907200469  Forwards    Info    re    kite    anemometer    developed    bu    Approach   Fish, 
Inc.  Requests  comment.  W/o  encl. 
DANIEL, D.       House    of    Rep.       79/07/10.       Ip. 

771QO20119  Weekly    Info  rept    for    weak    ending    790914. 

RGHM.  T.  A,       Office   of    the    Executive   Director    for  Operations. 
79/09/19.       26pp. 

7910020631    Meekly    info   rept    for    week    endinfl   790831. 

REHMr  T.  A,       Office    of    the    Eiecutlve   Director    for  Operations. 
79/09/07.       30pp. 


— 7910260164  Responds    to    791O10  request    for   meeting    ra   TMI    cleanup 
operations.  Public    health    &    safety    bait    served    bu.    proceoainn 
TMI    intermediate    level    uiante   water    through    EPICOft-Il    *(fa 
prior    to  pre-par-atlon    of    environ   asSBiements, 
HENDRIE.J.  H.       Commission.       79/1O/1S,       3pp, 

7910300364  Forwards    meekly    Info   rept    for   uiaek    ending   79092B.  Sunwarg    of 
Key    Events   enc  1. 

REHMi  T.  A.      Dfflce    of   the   Executive    Director    for   Operations, 
79/1O/03.      2pp. 

— 7910300367  Weekly    Info   vept    for    uieek    ending    790923. 

REHMi  T.  A,      Office    of    the    Executive^   Director    for   Operations 
79/1O/03.       32pp. 

7910310329  Ack   receipt    of    petition   requesting    public    hearing*    on 
General    Public    Utlli    proposal    to    release    radioactive    gee 
from   TMI-2.0ff itial    proposal    utll    ba   mads   within    nil    wlis. 
Proposal   will    be   published    for    public   comment   at    that    time. 
CHILK,  B.  J,      Office    of    the    Sotrstary    of    the   Commission.       77/10/13. 
IP- 


791003O3S9  Meekly    tnfo  rept    for    meek    ending    790907. 

REHM.T.A.       Office   of    tha    Executive   Director    for  Operation*. 
79/09/12.       26pp. 

79100B070S  Ack    receipt    of   790B3O    Itr   to    Chairman  Hendrie,  Agrnan 
u/Mittion    Itr.Nn    plans    axlit    to   reactivate   OfiaQRT.  Role   of 
educational    institutions    in   education    of   nuclear    engineers 
cant Inuea. 
DENTON,  H.  R.       Office    of   Nuclear   Reactor   Reoulatlon.       79/07/17.       Ip. 


— 7910310340  Responds    to   790904   Itr  requssttng    issuance    of    EIB   before 
radioactive    gases    T*l««*«d    from  TMI-2.  Utll    will    submit 
proposal    re   methods    For    disposing    of   radioactive   gases. 
Proposal   will    ba    published    for   public    commsnt. 
CHILKiS.J.       Office    of    the    Secretary    of    the   Commission.       79/1O/12 


— 791Q31034B  Requests    public    hearings    re   Oenaral    Public    Util*    proposal 
to  vmt  radioactive    gases    Into   atmoiphera    from  TMI. 
POLLOCK,  R.  P.       Critical    Mass  Enemy    Project.       79/OB/aa,       app. 
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7710310360  Declines  participation  in  Gatl  inhurg,  TN  worfcshnp  due  to 
prior  coijmi  tments. 
HENDRIE.  J.M.   Commission.   79/10/17.   Ip. 

—  7910310363  Extends  invitation  to  participate  in  791210-12  wort  shop  on 

acceptable  nuclear  energy  sys  in  Qatl  inburg,  TN. 
UEINBERQ.A.M,   Oak  Ridge  Univs.   79/09/33.   4pp. 

7910310377  Responds  to  Subcommittee  on  Environ,  Energy  t>  Natural 
Resources  790907  request  for  info  re  HRC  proposal  for 
inereserf  civil  monetary  penalty  author!  ty,  Forwards  listing 
of  utll  u/more  than  one  civil  penalty. 
HENDRIE,  J.M.   Commission.   79/1O/12.   5pp. 

—7910310392  Forwards,  to  all  1  icensees,  mod  if  ied  criteria  for  determining. 
enforcement  action  &  categories  of  noncompl  ianece  w/AEC 
regulatory  requirements. 

KNUTH,  D.  F.   Atomic  Energy  Commission.  Directorate  of  Regulatory 
Operations,   71/19/31.   I1pp, 

—  7910310410   Requests    info   re   NRC    790320   proposal     to   Congress    for 

increased    civil   monetary    penalties. 

MDFFETT,  T.      Housa  of  Hep.  ,    Government  Operations.      79/09/07.       2pp, 

7910310420  Responds    to  Subcommittee   on  Environ,  Energy   b  Natural 

Resources  790919  request    for   info   re  companies  m/reactors 
operating   or  under  const. 
HENDRIE,  J,  M.       Commission.        79/10/13,        15pp. 

—  7910310444  Requesti    suomittal    an   behalf   of  Subcommittee   on  Environ, 

Energy   E<  Natural   Resources    for    info   re   companies  w/reactnra 

operating   or   under  const. 

HQFFETT,T.       House    of   Rep.,    Government    Operations.       79/09/19.        2pp, 

7910310446  Responds   to  790831    request    for   criteria   re   eiclusion   of 
Charleston,  SC    from   list   of    heavily   populated   areas   for 
raduaste    transport   purposes.  Forwards   790613  FH  notice  & 
NUREG-Q561.FH   notice    only    end. 
HENDRIE.  J.M.       Commission.       79/10/11.        6pp. 

—  7910310150  Requests   criteria   used    to    classify   heavily   populated   areas 

for  radwaste   transport  purposes. 

JENHETTE,  J.  W,       House    of    Rep.,     Appropriations,        79/00/21.        Ip. 

7910310454  Declines   comment   on  H.  R.  1766.  amend    to  Federal    Tort   Claims 
Act  rs  atomic    testing.  Proper   party    to   comment    is   DDE. 
HENDRIE,  J.M.       Commission.       79/10/12.        Ip. 


—  7910310437  Forwards  H.  R.  4766.  Requests  comment. 

RODINO.P.H,   House  of  Rep.,  Judiciary  Committee. 


79/09/04. 


Spp, 


7910310439  Responds  to  7910IO  request  for  transcript  of  791010  meeting 
re  legal  aspects  of  use  of  EP1COR-II  at  TMI.  No  transcript 
per  Sunshine  Act.  Minutes  prepared  from  meeting  notes  will  be 
available  for  Congressional  review. 
HENDRIE,  J.M.   Commission.   79/10/19.   Ip. 

7910310464  Requests  complete  transcript  of  79101O  meeting  re  legal 
aspects  of  me  of  EPICOR-1I  at  TMI. 
MOFFETT.T.   House  of  Reo.,  Government  Operations.   79/10/10.   Ip. 

7910310463  Responds  to  790613  request  For  info  re  British  gas  cooled 
reactor  designs.  Uniform  reactor  designs  would  be  more 
efficient  re  licensing  process.  Forwards  NUHEQ-043B.  Cover 
sheet  only  encl. 
HENDRIE,  J.M.   Commission.   79/10/1S.   9pp, 

—  7910310467  Requesti  info  on  British  gas-cooled  reactors. 

DUfiENBERGER,  D.   Senate.  Governmental  Affairs,   79/06/12.   Ip, 

7910310469  Responds  to  790703  Itr  re  utlliiation  of  reduced-fare  air 
travel  options.  NRC  applies  consistent  efforts  to  take 
advantage  of  travel  cost  reduction  opportunities. 
HENDRIE,  J.M.   Commission.   79/10/11.   Ip. 

—7910310470  Announcement  32  re  official  travel.  Reservations  must  be  made 
through  travel  svcs  branch.  Prior  approval  require*  for  first 
clin  air  travel. 

"  Vn  °ffi"  °f  the  E»eu«vt  "'rector  for  Operations. 
3pp. 


—7910310471  Announcement  122  re  official  air  travel,  Travelers  must  use 
•yes  of  travel  svc*  branch.  Early  reservation  ensures 
discount  fc  off-p»ak  fares. 

Ll  V'.   0"lct  °f  th"  E>"»»ve  Director  for  Operable. 
.   Ip. 


— 7910310472  Urges   all    NRC    employees    to   utilize   reduced~fare 
transportation    options.  Period ic    checks    should    bo    made    to 
audit    improvements  Si   savings, 
QLICKMAN.D.        House    of    Rep.        79/09/03.        2pp. 

7910310476  Responds    to  790731    Itr   re    public    availability    of   NUREQ/ 
CR-01Q1,    "Barrier   Penetration   Database."    Document    not    eiompt 
per   FQIA. NRC    soaking    amend    to  Atomic    Energy   Act    to    keep 
document   from   public    disclosure. 
HENDRIE.  J.  M.        Commission.        79/10/05.         Ip. 

—7910310477  Responds    to   7907S4    Itr   re    public    availability    of   NUJ1EO/ 
CR-01Bli     "Barrier   Penetration    Database. "    Documpnt    not    eiumpt 
per  FQIA.  NRC    seeking    amend    to   Atomic    Energy    Act    to    kuop 
document    From   public    disclosure. 
HENDRIE,  J,  M.       Commission.       79/10/05.       Ip. 

— 7910310179  Responds    to   790709    Itr    re    public    availability    of   NUREQ/ 
CR-01B1,     "Barrier   Penetration   Database. "    Document    not 
exempt   per  FQIA. NRC    seeking    amend    to   Atomic    Energy   Act    to 
keep    document    from  public    disclosure. 
HENDRIE,  J,  M.        Commission.        79/10/05.        Ip. 

—79103104B3   Responds    to    790726    Itr    re    public    aval  lob  i  1  i  tij    of    NUI1EO/ 
CH-O181,     "Harrier   Penetration    Database."    Document    not    eiompt 
per  FQIrt.  NRC    seating    amond    to   Atomic    Energy    Act    to    keep 
document    from   public    disclosure, 
HENDRIE, J.M.       Commission.       79/10/03.       2pp, 

—7910310495  Requests    removal    of    "Barrier   Penetration    Database"    from 
public    access. 
CDELHD.T.        House    of   Rep.        79/O7/Q9.        Ip. 

— 7910310103  Requests   reconsideration    of    decision    to    pivo    "Barrier 
Penetration   Database"    publicly    disclose   !<   rovieu)   of 
procedures    leading    to    document   release. 
HARKIN.T.        House    of   Rep.        79/O7/31.        Ip, 

— 7910310492  Opposes    public    availability    of    "Barrier    Penetration 
Database,  "   Chicago  Sun-Times    790724   article    end, 
O'CONNER,  J.  J,       CommoniUHfllth   Edison   Co.       79/07/36.       3pp, 

—7910310197  Opposes    public    availability    of    "Barrier    Penetration 
Database."   WA   Post   79O721   article    encl. 
PRICE,  M.        House    of    Rep.,     Armed    Services.        79/07/21.        3pp. 


CONTRACT  NRC    CONTRACTS    AND    MODIFICATIONS 


7910010045  Notification   of    contract    Biecution.Mod    3    tn    "Study    of 
Regional   Tectonics   and   Soismlcity    for    NE.  " 

HABEY.H.  Research   Contracts   Branch,       FIN  B-5774.       NRC-01-76-319 

79/07/01.       Ip. 

— 7910010010  Mod   a,  increasing    funds    for   renewal    of    fourth    ijr    of    five-yr 
contract    to    "Study    of   Regional    Tectonics   t.  Bnimlcltii    fur 
NE".     Contractor;Univ    of    NE-Lincoln. 

MORTON,  K.  V.  Hesoarch    Contracts    Branch.       FIN  B-S771 

NRC-01-76-315.        79/07/01.        4pp. 

7910010100  Notification   of    contract    execution:     "Microfiche   Hves-Oak 
Ridge, TN,"   awarded    to   Microtech    Industries,  Inc. 
HAOAN,  T.  Administrative   Contracts    Branch.       FIN  31X0200-409 

NRC-10-79-45B.        79/09/03.        Ip. 

—7910010115  Contract:     "Mlcroflcho    Bvcs-Oak   Ridge, TN"    awarded    to 
Microtech    Indus tries, Inc. 

MATTIA,  M.  J.  Administrative   Contracts   Dranch.       FIN  31X0200-409 

NRC-10-79-658.        79/09/05.        64pp. 

7910010210  Hotlfitation   of    contract   execution, Mod    a    to    "Development   of 
atrainrange   Partitioning    for   Creep-Fatigue   Attainment    in 
Nuclear   Components  Operating    at   Elevated    Tempo.     "Contractor' 
Case  Western  Reserve   Univ. 
JACOBS, A.  Research   Contracts   Branch. 

79/08/30.       Ip. 


FIN  H-6232.       NRC-04-77~13a. 


—7910010232  Mod   2.  extend  ing      period   pf   performance   and   increasing   funds, 
to    'Development   of  Btralnranoe   Partitioning    for   Creop- 
FatiguH   Assessment    in  Nuclear   Components   Operation    at 
SiSV-.t.Bd   Tfl(l|PSi     "Contractor:Caso   Western   Reser-ve   Univ. 

.        Research    Contracts    Branch.       H-6B3a.       NRC -04-77- 13?. 


7910010367  Notification   of    contract   ixecution,  Mod    3    to  "Seismologlcal 
Studu   of  Nothern   Extent    of   Neu  Madrid    Seismic    Zone" 
Contractor;  Bt   LouU   Univ. 

,    RBBIlarch  Contracts   Branch.      FIN  D-B964.  NRC- 04 -76 -202. 
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— 791OQ6Q272  Mod   3,  adding    Funds   t.    extending    period    of    performance,  to 
"Seiimological    Studg    of   Northern  Extent    of    New 
Madrid   Seismic    Zone."   Contractor:  St    Louis    Lfniv, 
MORTON. K.V.  Research    Contracts    Branch.       FIN   B-596fl. 

NKC-04-76-Sa2.       79/07/01,        11  pp. 

79I001Q333   Notification    of    contract    8*etutlon:     "State    Transportation 
Survei  1  lanco  Program'"    awarded    to   State    of    WA  Health    Svc 
Div.  Dept   of  Social    t<  Health    Eve. 

WIGGINS, E,  Administrative    Contracts    Branch.        FIN    D-1613. 

NRC- 06-79-303.        79/09/07.        lp, 

— 7910010335  Contract:     "State   Transportation   Surveillance   Sys.  "    awarded 
to    State   of   UA  Hoalth   Svc    Div.Dopt    nf   Social   &   Health   Svc. 
MATTIA.M.J.  Administrative  Contracts    Dranch.       FIN  B-1612. 

NRC-05-79-305.        79/Q9/2H.        17pp. 

791001O660  Wotification  of   contract    e.uc  tut  ion,  Mod    9    to    "Study    of   Now 
England   Selsmlclty   U/Emphasis    on  HA  &    NH.  "   Contractor: 
HIT. 

HAGEY,  H,  Research   Contracts    Dranch.       FIN   A-409S.       NRC-04-76-30?. 

79/03/01.       lp. 

— 7910010664   Mod    3.  intending    period    of    per  form  a  nee     from    790-430    to    BOO-K3O 
ti    increasing    funding,  to    "Study    of   New  England    Seismicity 
W/ErophaBis   on  MA  l>  NH.  " 

HDRTDN.  K.  V.  Research   Contracts    Branch.       FIN  A-405S. 

MR  C-Qfl- 76-209.       79/03/01,        4pp. 

79I001Q676  Notification   of   contract    eiec  utlan.  Had    9    to    "3ei smlc i ty    & 
Tsctonic   Relationship    for   Upper   Groat    Lakes    Prscambrian 
Shield  Province."  Contractor:  Unlv    of    UN 

HAGEY,  H.  Research    Contracts    Dranch.        FIN    B-3992,        NH.C- 04-76-20  9, 

79/O7/01.        lp. 

— 7914)010695  Mod    9,Eitendlng    period    of    performance    From   79043Q    to   B00630 
b    increasing    fundingito    "Baismi c ily    &   Tectonic    H0latf nnshlpfl 
for   Upper   Great  Lakus   Pracarabri  an   Shield    Province.  " 
NORTON,  K.  V.  Research    Contracts    Branch.        FIN   B-S952. 

NRC-04-76-2S9.        79/07/01.        4pp. 

7910010691    Notification   of   contract    elocution:     "Evaluation  -of  Marble 
Hill    Concrete   Testing   Lab,"   awarded    to   US    Army  Engineer 
WatoriiJaijB  Ei  peri  men  t   Station. 

HOYLE.A.  Division  of   Contracts.       FIN   D-100B.       NRC    O3-80-2ib7. 

79/00/14.        lp. 


— 791 0020063  Contract:     "Advisory   Committee    for   Const   During 
Adjudication)"    awarded    to    Butiel    b   Kaas, 

ItARGETT,  D.  J.  Division    of    Contrasts.        FIN   B-1360.        NHC-17-79-7O1. 

79/07/l(b.        4pp. 

7910030008   Notification    of   contract    Execution:     "CarEer   Counse  ling.  " 
aurarded    to   Dinderi  Els  t&ri  Hendelson   t   HhBe  1  er.  Inc. 
WIOQINS.E.  Administrative  Contracts   Branch.       MC- 10-79-307. 

79/09/14.        lp. 

— 79100BOO91   Contpaet:     "Career   Counseling,11    ayarded    to  Bi  nder,  Elatsr. 
Hendolaon  It  WhEoler 

MATTIftiM.  J.  Administrative    Contracts    Branch,      NRC-10-79-3B7. 

79/09/17.       60pp. 

7910030110  Noti  Ficat  ion    of    contract    emcution:     "Re-vieui  flroup    on  Man- 
Machine    Conil  derat  Ions,  "   awarded    to   AoroepacB  Corp. 
PERLMAN,  J.  Purchasing   Saction.       NRC-IO-790-6(.7.       77/09/17.       lo. 

— 791002-0115  Contract:     "Raviou  Orojp    on    Man-MachinE   Cons iderations.  " 
aiuarded    to   Aerospace    Corfl. 

HARC£TT,  D.  J.  Purchni  infl    Section.        NRC-10-79-6ib7,        79/O9/17. 

5pp. 

7910030638  Notification    of   contract    execution      "Mar   Simulation   of 
First    170  MinutBt    off    TMI    TTflnsient>"    auarded    to    Battelle 
Columbus   Laljs.  Neon  Task    Agreement    11. 

MVMflTT.A,  Roseareh    Contracts    Dranch.       FIN  B-dSOO.       NRC-04-76-296. 

79/09/1-1.       lp. 

— 79100B0618  Contract:     "Har  Simulation    of   First    190  Minutes    of  TH1 
Transienti"    awarded    to   Ddttelle    Columbus   Labs. Neon   Task 
AgraeiDBnt    It. 

MORTON,  H-V,  Research    Contracts    Branch.        FIND-iSOO, 

NRC-04-7t-273.        79/09/14.        3pp. 

791O020634  Notification    of    contract    eia-cutlon:     " AerDmagnEtlc    Survea    of 
Parts    of   Northeast   AFi,  "    auJflrdid    to   Alt  Geological   Commission. 
HVNATT.A,  Research    Contracts    Dranch.        FIN   0-^790,        NRC-04-77-213, 

79/09/11.        lp, 

— 7910Q20bS9  Contract:     "AeronaBnetl  c    Survey    of   Parts   of    Northeast   Atli  " 
awarded    to   AR  CeoliiDlcal    Commission. 

MQRTDH,K.V.  RsBsarch    Contracts    Branch.        FIN   D-6790. 

NRC-D4-79-213.        79/09/13.        1pp. 


—  7910010697  Contract:    "Evaluation   of   Marble   Hill    Concrete  Testing   Lab, 

awarded    to  US  Army   Enginoer  Waterways    E«por  Imunt    Station, 
MATTIA.H.J.  Administrative  Contracts    Branch.       FIN  B-10QB.       NRC 

03-79-247.      79/OB/lfl.       7pp. 

7910020033  Notification   of   contract    Elocution:     "43   Qu&sc  ript  ions    to 
Inside  NRC,"   awarded    to  MeGraui  Hill,!nc 

QILDENHORNi  A.  J.  Administrative   Contracts    Branch,        NHC-  10-79-663. 

79/OB/a?.        lp. 

—  7910030030  Contract;    "42  Suhscr  ip  tions    to    Insido    NUC,  "    auiardeo    to 

HcQrau  Hill,  Inc. 

MATTIA.M.J.  Division   of   Contracts.       NRC  -10-7  9-6  63.       79/OH/20. 


7910020040  Notifiiation   of   contract    BIOC  utl  on.  Moil   9    to    "Assessment    of 
Huclaar    Industrial    Impact    on  Environ."    Contractor:  Univ  of 
WAj  Seattle,  MA. 

HAGEY-H.  RoBoarch  Contracts    Branch.       FIN   B-B679.       NRC-04-75-B&2. 

79/O9/17.       lp. 

—  7910020046  Hod   9   to   contract:    "Assessment    of    Nuclear    Industrial    Impact 

on   Environ."   Contractor:Univ  of   HAi  Seat  tie,  Mfi. 
HAOEV.  H.  Research    Contracts    Branch,       FIN  D-5679. 

NRC-04-75-223.       79/09/17.        Spp. 

7910030053  Notification  of   contract    execution:     "ADC   Stenoscrlpt 
Shorthand,"   auarded    to  Kontgomery    Counter  HE   Public    Schools. 
D«pt    of  Adult   Ed. 
MCNULTYiA,  Purchasing    Section.       NHC-1O-79-666.       79/07/12.       lp. 

—  79100H0057  Contract:    "ADC   Btenoacript    Bhc-rthandi  "    awarded    to  Montgomory 

CountgiMO  Public   Schools,  Dept   of   Adult   Ed. 

HftRQETTiD.J.  Administrative   Controcto    Pranch-       NRC-  10-77-666. 

79/07/13.      4pp. 

7710020061    Notification  of   contrast    elocution:     "AilviBoru.    Committee    POP 
Const   During   Adjudication,"   awarded    ta   Buti«l    b   KSE-S. 
TRAOE8ER,  C.  M.  Purchasino   Bsetion.       FIN   B-1SAO.       NRC-I7-7'?-7Ol. 

79/09/13.       lp. 


7910020669  Notification    of    contract    e  iccut  I  on,  Hod    3   to    "Haniial    of 
Energy    Analysis   H&thoil ologg    For   Program  Plan   Bi tlnn:  Enerny 
Value    of  Land."   Contractor :  tlniv    of   FL, 

HAOEV.  W.  REsearch    Contracts    Pranch.       FIN  D6195.       NRC-O177-123, 

77/09/19.        Ip. 

— 77100206,75  Mod   3,eitondJing    period    of    performance   &    increasing    fundsj  to 
"Manual    of   Energg   An-alusia   Methodologu    far  Program   Plant 
Biting:  Enargy   Valuo    of  Land." 

HORTONi  K,  V.  Research    Contracts    Branch,       FIN  D-6155. 

NRC-04~77-123.       79/09/19,       -1pp. 

79I0030Hi>  Notification    of    contract    e«DcutlanP  Mod    5    to    "Develop 
Certification  Criteria    for    Industrial   HfliJ i ographerii  " 
Contractor :  Unlv   of  L -DUB  11 

OUSTAVE.R.P.  Research   Contracts    Dranch.       FIN  D-1027A. 

NRC-01-7i-337.        79/09/1B.        I  p. 

— 7910030152   Hod    3, extending    period    of    performance   h    increasing    funds. to 
"Develop    Certi Picat i an   Criteria    for    Industrial 
Radiographers.  " 

HDRTON,  K.V,  Research    Contracts    Branch.       FINB-10274. 

NRC- 01 -74 -337.       79/09/1B.       App. 

7910030163  Notification    of    contract    *  incut  ion.  Mo-d   3   to   "decant  Vertical 
Cruital    Hovements:  Eastern   U9,  "    Contractor  :  Cornel  1   Univ. 
HWJEV.H.  Research    Contract*    nran(;h.       FIN  Q-B997.       NRC -01 -76-367. 

79/09/IS,        lp. 

— 7710030171    Hod   3,  extending    period    of   performance   b    Increasing    funds,  to 
"Recent    Vertical    Cruvtal    Movements:  Eastern  US." 
MQRTON.K.V.  Research    Contract*   Branch.      FIN   H-Sg'JT. 

NRC-Ofl-7  6-367.       79/09/18.       3pp. 

7910030179  Notification   of    contract    e^ecutlon-Mod   6    to    "Hudr-ndY"3*1'1    *• 
rlefceorologlcal   Meaflurefflent*   of    l-ligh,  Winds  Over   Snallou  Water 
Alonj    Eflit   Cgait    of    FU.  "    Contractor:  Univ  or   FL. 

HAQEYiH,  Raseareh   Contracts    Branch.       FIN  11-5865.       NH.C-04-Q6-I75. 

79/09/lG.       lp. 


368 


NONDOCKETED  ITEMS 


~~7*J°°;)01*3  M°d  6"»«tenijin9  period  of  performance  t,  Increasing  funds,  tc 

Hydrodynamtc  &  Meteorolog  leal  Measurements  of  High  Minds 
Over  Shallow  Hater  Along  East  Coast  of  FU.  " 
MORTQN.K.V.      Research  Contracts  Branch.   FIN  B-SB65 
NRC-04-76-175.   79/07/01,   4pp. 


—7910010603  Mod  1, adding  addl  man-days  i,  increasing  funds,  to 
"Implementation  of  Eiecutive  Development  Program, " 
HARGETT.D.J.      Purchasing  Suction.   NRC-10-77-3&B    79/09/06 
2pp. 


7910040343  Notlficatinn  of  contract  elocution, Hod  3  to  "Continuation  of 
Study  of  Near  Bui-face  Qeology  of  Reelfnot  Lake  District 
nf  Neu  Madrid  Earthquake  Region."  Contractor; Vanderbilt 
Univ. 

HABEY.H.      Research  Contracts  Branch.   FIN  B-5960   NRC-Q4-76-299 
79/09/17.   Ip. 

7910040332  Hod  3,  extending  period  of  performance  b  increasing  funds,  to 
"Continuation  of  Study  of  Near  Surface  Geology  of  Reelfoot 
District  of  Neu  Madrid  Earthquake  Region."  Contractor' 
Vanderbilt  Univ. 

MORTON, K.V.      Research  Contracts  Branch.   FIN  B-5960 
NHC-04-74-S99.   79/09/17.   4pp. 

7910040389  Notification  of  contract  elocution, Mod  3  to  "Testing  of 
Reinforced  Concrete  Containments  Undor  Combined  Membrane 


Tension  &  Tangential  Shear."  Conlractor:Portland  Cement 

Association. 

WOLLETT.S.     Research  Contracts  Branch. 

NRC-OA-77-1 10.   79/09/05.   Ip. 


FIN  B-6203, 


—7910040395  Mod  3,  increasing  funds,  to  "Testing  at  Reinforced  Concrato 
Containments  Under  Combined  Membrane  Tension  b  Tangential 
Shear."  ContractorrPortland  Cement  Association, 
MORTON, K.V.     Research  Contracts  Branch.   FIN  B-6203 
NRC-04-77-11B.   79/09/03.   lp. 

7910040407  Notification  of  contract  e.ecution:  "NRC  Monitor  for 
Heiisdampfreaktor  Seismic  Tests,"  awarded  to  ANCO  Engineers, 
Inc. 

MDLLETT,  S.     Research  Contracts  Branch.   FIN  B-6758 
NRC-04-79-203.   79 /09/ 17.   1  p. 

-7910040410  Contract:  "NRC  Monitor  far  Heissd-mpfreaktor  Seismic  Tests, 
awarded  be  ANCO  Eng ineers, Inc. 

MdRTON,K.  V.     Research  Contracts  Branch,   FIN  B-6738 
NRC-04-79-203.   79/09/17,   2pp, 


7910040575  Notification  of  contract  execution:  "West  Valley  Wasto 
I,!!'™  ..  Stora8e  Facilities,"  guarded  to  State  Univ  of  NV. 

HesBflreh  Contracta  Branch.   FIN  B-6330.   NHC-04-79-209 
IP- 


HAOEY,  H, 
79/09/01. 


—  7910040S81    Contract:    "Hest  Valley  Waste   Burial 
auarded   to  State  Univ  of  NY. 
MDRTQNiK.V.  Research  Contracts  Branch.      FIN  B-6350 

NRC-04-79-205.       79  /OB/01.       9pp. 


Storage  Facilities, 


7910040593  Notification  of  contract    execution:    "Courses    in  C-E  Facility 
Design  &  Operation,"   auarded    to  C-E. 

BAISDEN.L.  Research   Contracts   Branch.      FIN  X-1180.      79/07/0? 

'p. 


"C°ur"9  ln  C-E  P-eMlty  lesion  t,  Operation, 

™*1  Brflnch-  FIN  X~"BO- 


7910040605  Notification    of   contract    uiecution,  Mod    S   to    "Assessing 
Capability    of   Eiistlng    Pu   Facilities    tn   Withstand    Natural 
Phenomena,"   Contractor:NM  Newmark, 

OLAOOLA.A.F.  Technical    Assistance   Contracts   Branch.       FFIN 

B-il50-9.        NRC-03-70-130.        79/09/11.        Ip. 

—7910040606  Mod    2,e«tendlng    period    of    perforraanca,  to    "Assessing 
Capability    of   Existing   Pu   Facilities    to   Withstand   Natural 
Phenomena.  " 

DOUGHERTY,  D.  J.  Technical    Assistance   Contracts   Dronch        FIN 

B-6150-9.       NRC-03-7Q-190,       79/09/11.       Ip. 

7910040607  Notification    of   contract    execution,  Mod    3   to    "State 
Transportation   Surveillance   Program."    Contrac  tor:  State    of 
MI.Dept   of   Public   Health. 

FLVNN.M.  Administrative   Contracts   Branch.       FIN   B-1612 

NHC-06-77-051.        79/09/SO.        Ip. 


—7910040610  Mod    3,  ei  tending    period    of    performanc 
*'3tato  Transportation   Surveillance   Program." 
MATTIA,  M,  J,  Administrative    Contracts    Branch. 

NRC-06-77-031,        79/09/20.        3pp. 


(<    increasing    funds,  to 
FIN  D-14.12 


7910040614  Notification   of    contract    executi  on.  Mod    15    to    "Steam  Water 
Mixing    J.  Bys   Hydrodynamics.  "   Contrac  tor:  Battel  lo   Columbus 
Labs, 

M^o™',^  Research    Contracts    Branch.        FIN   A-4048.        NRC-04-76-393. 

/y/07/lo,       Ip. 

—7910040619  Hod    15,e«tending    period    of   performance,  increas  ino    funds   E, 
revising   mark    scope,  to    "Steam  Water  Mixing    b  Sus 
Hydrodynamics.  " 

MORTON,K.  V.  Research    Contracts    Branch.       FIN   A-404S 

NRC-04-  76-293.       79/09/1B,       2pp. 

79100B037B  Notification   of    contract    e»  ecution,  Mod    7    to    "Insp    of   Nuclear 
Raactor  Welding    of   Acoustic    Emission.  "    Contractor:  SARD,  Inc 
WOLLETT.  S.  A.  Research   Contracts   Branch.       FIN  A-4032 

NRC-04-74-187.        79/09/11.        Ip, 

—  79100S02B3  Mod   7,  extending    period    of    performance   fc    increasing    funds,  to 
Insp    of   Nuclear   Reactor    Welding    of   Acoustic    Emission." 


MORTON,  K.  v 
NRC-04-74-1B7 


Research  Contracts  Branch. 
79/09/11,   Ip. 


FIN  A-4QB2. 


7910090429  Notification   of   contract    execution. Mod    3    to    "Critical 
Experiments,  Measurements   fc  Analysis    to   Establish    Crack 
Arrest  Methodology    for   Nuclear   Pressure   Vessel    Steels    " 
Contrac tor: Battel lo   Columbus    Labs, 

M!=™'A'  Research   Contracta    Branch.       FIN  A-4046.       NRC -04 -76-293 

79/09/19,        1  p. 

—7710090434   Mod    5,  revising    word    scope    S.    increasing    Funds,  to    "Critical 
Experiments,  Measurements    d  Analysis    to   Establish    Crack 
Arrest  Methodology    for   Nuclear   Pressuro   Vessel    Steels. " 
MORTON,  K.  V.  Research   Contracts    Branch.       FIN  A— 1046 

NRC-Q4-76-H93.       79/09/19.       Ip. 


7910040590  Notification  of   contract   execution:    "Reproduction   of 
Copies,"   auarded    to  Northern  CA  Power   Agencg. 
PERLMAN,  d.  Purchasing   Section.      NRC-  10-  79-391.       79/09/21.       Ip, 

-7910040393  Contract:    "Reproduction   of  Copies,"   auarded    to  Northern  CA 
roiuer  Agency, 

HAROETTiD.  J.  Purchasing   Section.       NRC-10-79-39I        79/09/14 

4pp. 


n.racorDc)^irn   of.cont:a(:t   t.ecu61on,Mod    3   to    "Malnt   of  Data 
General   Corp  C/330  Computer*  &  Aisoclated  Peripheral*.  " 
Contractor:  Data  Consultants,  Inc. 

.         fldministrative  Contracts  Branch.      NRC-  10-77-  196. 


funds,  to    "Malnt 


905°^±MD*1Si"Ji0n   °f   "»*••«*   ex.cution.Med    1    t0   'implementation 
of  Executive  Development  Program."  Contractor:  Project 
Associates,  Inc. 
PERLMAN.J.  Purchaslno  Section.      NRC  -10-7  9-368.      79/09/19,       lp. 


n11  Slr!vl"nfl,  Ericing  i':'"dulB  »•  inci-ta 
of  Data  General  Corp  C/330  Computers  t,  Associated 
Peripherals.  " 

r,         "•««»rch   Contracts  Branch.      NRC-1  0-77-  196. 


79I00907BB  Notification   of   contract    e.ecution:     "Reviout  of  Proposad   Pile 
Foundations    for   Ballly   Nuclear   Qannratlng   Btation, "    auarded 
to    MT   Davisson. 

PERLMAN.J.  Purchasing    Snction. 

79/07/23,       lp. 


FIN  B-6B15.   NRC-03-79-137. 


.—7910090760  Contract;  "flevieiu  of  Proposed  Pile  Foundations  for  Dallly 
Nuclear  Generating  Btation."  auiarded  to  MT  Davisson. 
HAROETT.D.J.      Purchasing  Section.   FINC-6013.   NflC-03-79-157. 
79/09/23.   4pp. 

7910090781  Notification  of  contract  execution;  "Transportation 
Survelllanco  Program,"  auarded  to  State  of  FL.Dept  of  Health 
&  Rehabilitative  Bvcs, 

HIOOINS.E.O.      Administrative  Contracts  Branch.   FIN  B-1612 
NRC-Ofi-79-307.   79/09/20.   lp. 

— 79100907B2  Contract:  "Transportation  Surveillance  Program,"  awarded  to 
State  of  FL.Dept  of  Hoalth  d  Rehabilitative  Bvcs. 


RATTIA.H.  J. 
NRC-Ofi-79-307. 


Administrative   Contracts   Branch. 
79/09/SO.       97pp. 


FIN  B-1612. 


7910070783  Notification  of  contract  execution:  "Stanislaus  Nuclear 
Project. Unit  1,  NRC-  Docket  P-S64-A,  "  awarded  to  City  of 


Riverside, CA. 

HOYLE.A.  Purchasing    Section.       NHC-10-79-397.       79/09/17. 


lp. 
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— 79100907B4   Contract:     "Stanislaus   Nuclear   Project. Unit    l.NRC   Docket 
p-364-A,  "    awarded    to    City    of    Rivera  ido.  CA. 

HARQETT,D,J,  Purchaaing    Section.       MFIC-1 0-77-377        77/04/15 

4pp. 

7910070797   Notification    of    contract    Elocution:     "ThermDluminescent 
Dosimeters    (TLD   Badges),"    awarded    to   Radiation  Mgt   Corp. 
MEDROW,  L.  K.  Administrative    Contracts   Branch        FIN  U-1011 

NRC-03-79-269.        79/09/25.        Ip. 

7910090795   Contract:     "Thermo luminesc ant    Dosimeters    (TLD   Badges)," 
auiarded    to   Radiation   Mgt   Corp. 

KATTIA.M.J.  Administrative    Contracts    Branch         FIN   B-lOtl 

NHC-05- 79-269.        79/09/25,        30pp. 

7910070BDO  Notification    of    contract    eiacution:     "Technical    Assistance    in 
Development    at    Regulatory    Framework    fur    Nuclear    Waste   Mgt." 
awarded    to   Burns    t<  Hop    Industrial    Bvc    Corp, 
HENCZER,  W.  B.  Technical    Aaalstance    Contracts    Branch. 

NRC-02-77-201-19.        79/O7/21.        Ip. 

—7910090801    Contract;     "Technical    Assistance    In   Development   of   Regulatory 
Frameuiork    for   Nuclear    Waste   Mgti"    auiarded    to   Burns   &  Roe 
Industrial    Bvc    Corp. 

DOUGHERTY.  B.  J.  Technical    Assistance    Contracts    Dranch 

NRC-03-77-201-49.        79/09/24.         13pp. 

7910100061    Notification    of    contract    eiacution:     "ACRB  Presentation   on 
Soil   Structure    Interaction,"    awarded    to   D'Appolonia 
Consulting    Engineers. 

PEARLMAN,J.  Purchasing    Section.        FIN   B-6B00,        NRC-03-79-153 

77/07/27.        Ip. 

—7910100071    Contract:     "ACRS  Presentation    on   Soil    Structure 

Interaction,"    awarded    to   D'Appolonla   Connaulting   Engineers. 
HARGETT,  D.  J,  Purchasing    Section.        FIN    B-6BOB.        NRC-03-77-1 53 

79/09/11.        5pp. 


7910100693  Notification    of    contract    elocution, Mod    1 
Transportation   Surveillance   Program,"    awarded    to 
Commonwealth    of    KY. 

WIOOINSiE.J.  Administrative    Contracts    Branch. 

77/OB/08.       Ip. 


NRC-06-7B-359. 


— 7910100697  Mod  1,  extending  period  of  performance  for  three  addl  months, 
to  "State  Transportation  Surveillance  Program." 

MATT1A.M.J.      Administrative  Contracts  Branch.   NRC-06-7B-357, 
79/OB/OS,   2pp. 

7910100699  Notification  of  contract  elocution, Mod  1  to  "State 
Transportation  Surveillance  Program,"  awarded  to  State  of 
GA, Radiological  Health  Svca. 

FLYNN,  M,      Administrative  Contracts  Branch,-  FIN  B-lil2 
NRC-06-7S-362.   79/09/26.    Ip, 

—7910100701  Mod  1,  extending  period  of  performance  far  one  yr,  to  "State 
Transportation  Surveillance  Program," 

MATTIA,M.T.      Administrative  Contracts  Branch.   FIN  B-1612 
NRC-Q6-7B-362.   79/09/26.   3pp. 

7910110054  Notification  of  contract  execution, Mod  1  to  "State 
Transportation  Surveillance  Program,"  awarded  to  State  of 
SC  Dnpt  of  Health  f.  Environ  Control. 

FLYNN.M.      Administrative  Contracts  Branch.   FIN  B-1612. 
NRC-Q6-7B-337.   79/09/36.   Ip, 

— 791011006)  Mod  1. extending  period  of  performance  for  one  v^i to  "State 
Transportation  Surveillance  Program. 

MATTIA.M.J.      Administrative  Contracts  Branch.   FIN  B-1612.   NRG 
06-78-337.   79/09/26.    10pp. 

7910110097  Notification  of  contract  execution;  "Mechanical  Engineering 
Case  Review, "  auarded  to  Naval  Research  Lab. 

MENCZER,  W,  B.      Technical  Assistance  Contracts  Branch.   FIN  B-6823. 
NRC-032-79-166.   79/09/23.    Ip. 

— 7910110113  Contract:  "Mechanical  Engineering  Case  Reviews,  "  awarded  to 
Naval  Research  Lab. 

DOUGHERTY,  D.  J.      Technical  Assistance  Contracts  Branch. 
ROJAB,  R.R.   Navur  Dept.  of.  Naval  Research  Laboratory.   FIN  B-6B29. 
NRC-03-79-166.   79/09/23.   3Ipp. 

7910110731  Notification  of  contract  elocution,  Mod  4  to  "Audit 
Calculation  of  Exxon  fc  BWJ  Critical  Hoat  Flux  Correlation," 
awarded,  to  OA  Inst  of  Technology. 

MENCZER,  H.  B.      Technical  Assistance  Contract*  Branch,   FIN  B-6553. 
NRC-Q3-7B-fe71,   79/09/34.   Ip. 


—7710110733  Mnd  4.  firmly  fixing  price  mod  for  delivery  of  final  rept  by 
791201, to  "Audit  Calculation  of  Exxon  &  B&U  Critical  Heat 
Flux  Correlation.  " 

BQU8HERTY.  D.  H.     Technical  Assistance  Contracts  Branch.   FIN 
B-6S55.   NRC-03-7B-(j71,   79/09/34.   2pp. 

7910110733  Notification  of  contract  elocution.  Mod  7  to  "Investigation 
of  Post-Critical  Heat  Flux  Heat  Transfer  For  Hater-Cooled 
Reactor  Application."  Contractor: Leh ion  Univ. 

HAQEY,  H.      Research  Contracts  Branch.   FIN  A-4035,   NRC-04-71-1BO 
79/09/01.   Ip. 

7910110734  Mod  7, extending  period  of  performance  to  "Investigation  of 
Post-Critical  Heat  Flux  Heat  Transfer  For  Wator-Coolod 
Reactor  Application.  " 

MORTQN.K.V.     Research  Contracts  Branch.   LIBSCH,  J.  F.   Lehlgh 
Univ.   FIN  A-4055.   NHC-04-74-1EJO.   79/07/01.   3pp. 

7910110735  Notification  of  contract  execution.  Mod  4  to  "Commercial 
LMFDR  Safety  Study."  Contrac  tor:  UCLA. 

MYNATT.A.  IJ.     Research  Contracts  Branch.   FIN  n-3019, 
NRC-04-76-246.   79/09/ 11.   1  p. 

— 7910110737  Mod  4, changing  principle  investigator, to  "Commercial  LMFBR 
Safety  Study.  " 

KORTON.K.V,     Research  Contracts  Dranch.   HILLON.H.D. 
California,  Univ.  of,  Los  Angeles.   FIN  B-3019.   NRC-04-76-S16. 
79/09/11.   2pp. 

7910120033  Notification  of  contract  execution.  Mod  5  to  "Effects  of 
Nuclear  Pouer  Plant  Operations  on  Populations  of  Boring  i 
Fouling  Invertebrates.  "  Contrac tor; Lehigh  Univ. 

JACOBS, A,     Research  Contracts  Branch.   FIN  B-3744.   NRC-04-76-347 
79/07/01.   Ip. 

—7910120040  Mod  5,  extending  period  of  performance  through  770930,  to 
"Effects  of  Huclear  Pouer  Plant  Operations  on  Populations 
of  Boring  l<  Fouling  Invartebratas.  " 

MORTON,  K.  V.     Research  Contracts  Branch,   LIBSCH.  vt.  F.   Lehinh 
Univ.   FIN  B-3744.   NRC-04-76-347.   79/09VOI.   2pp. 

7910120103  Notification  of  contract  execution,  Mod  2  to  "Programming  in 
Support  of  Payroll  3i,s  Development."  Contractor:  Bmal  1 
Business  Administration.  Subcontractor:  Technassnciates,  Inc. 
OILDEMHOBN,  A.  J.     Administrative  Contracts  Branch.   NRC-10-79-373. 
79/09/21.   Ip, 

— 79101BOI09  Mod  3, extending  period  of  performance  b  increasing;  estimated 
level  of  effort  d  celling  price, to  "Programming  in  Bupport 
of  Payroll  Syi  Development.  " 

OILDENHQRN,  A.  J.     Administrative  Contracts  Dranch. 
NRC-0 1-79-373.   79/09/21.   3pp. 

7910130116  Notification  of  contract  execution.  Mod  10  to  "Stenographic 
Reporting  8vc».  "  Contractor:  Ace  Federal  Reporters,  Inc. 
HIOOINBiE.     Administrative  Contracts  Branch.   FINB-1311. 
NRC-17-77-117.   79/09/2B.   Ip. 

— 79101S0123  Mod  10,  extending  period  of  performance  d  Increasing  amount 
obligated, to  "Stenogrphic  Reporting  Bvti.  " 

MATTIAjM.J.     Administrative  Contracts  Branch.   FIN  B-1311. 
NRC-17-77-117.   79/09/3B.   Ip. 

7910120129  Notification  of  contract  execution.  Mod  6  to  "Document 
Control  Sy«. "  Contractor;TERA  Advanced  Bvcs  Corp. 
LEBO.C.D.     Administrative  Contracts  Branth.   NRC-10-7B-5BO. 
79/09/23.   Ip. 

—7910130135  Mod  6,  Increasing  incremental  funding,  to  "Document  Control 
Sys.  " 

MATTIA.M.J.     Administrative  Contracts  Branch.   NRC-IQ-7B-5BQ. 
79/09/23.   Ip. 

7910120133  Notification  of  contract  elocution:  "Qeotechnical 
Engineering  Case  Reviews, "  auarded  to  US  Army  Corps  of 
Engineers. 

MENCZER. W. B,     Technical  Assistance  Contracts  Branch.   FIN  B-6B26. 
NRC-03-79-167.   79/09/25.   Ip. 

--7910130143  Contract:  "Oeotechntcal  Engineering  Case  Review*,"  auarded 
to  US  Army  Corps  of  Engineers. 

DOUGHERTY,  D.  J.     Technical  AsiUtanta  Contracto  Branch. 
ROBERTSON,  0.  R.   Army.  Dipt,  of .  Corpi  of  Engineer*.   FIN  B-6B26. 
NRC-Q3-79-167.   77/09/31.   7pp. 

79101201S3  Notification  of  contract  execution.  Mod  5  to  "0»otechnical 
Enolneerlno  »vc».  "  Contractor: Corp*  of  Engineers. 

MENCZER.  W.  B.     Technical  Assistance  Contracts  Branch.   FIN  B-1134. 
NRC-03-77-002.   79/09/27,   Ip. 
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— 7710130196  Mod    9, extending    period    of    performance   through    BQ0930,  to 
"Qeotechnical   Engineering   Svcs. " 

DOUGHERTY.  T.  A.  Technical   Assistance  Contracts   Branch.       FIN 

B-1134.       NRC-03-77-002.       79/09/37.        5pp. 


79101701A9  Corrected    copy    of   notification   at   contract    execution- Mod    1 
to    "State    Transportation    Surveillance    Program."    Contractor: 
SC   Dept   of   Health   &  Environ    Control. 
FLYNN.R.  Administrative   Contracts    nranch.       79/Q9/2B.       lp. 


7910120247  Notification  of   contract   e«ecution:     "Mobile  Lab,"    awarded    to 
Mobile  Sus. 

WIGGIN3.E.  Administrative  Contracts   Branch.       NRC-03-79-257. 

79/09/23.       lp, 

— -7910120253  Contract:    "Mobile  Lab."    awarded    to  Mobile  Sys. 

MATTIA.M.J.  Administrative    Contracts    Granch.       NRC-O9-79-397. 

7-J/09/2B.       60pp. 

791016O35B  Notification  of    contract   execution,  Mod    9   to    "Geotecfini  cal 
Engineering  Svcs.  "   Contractor:    Corps   of   Engineers. 

MENCZER.W.H.  Technical    Assistance   Contracts    Branch.       FIN   B-1134. 

NRC-03-77-002.       79/09/27.        lp. 

— 7910IAO26B  Mod   Si  extending    period   of   performance,  to    "Geotechnical 
Engineering   Svcs.  " 

DOUGHERTY.  D.  J.  Technical    Assistance   Contracts    Branch. 

ROBERTSON,  G.  fl.       Army,  Dept.  of ,     Cnrps    of   Engineers.       FIN   B-1134, 
NHC-03-77-002.       79/09/27.        9pp. 

7910160335   Notification    of    contract    execution,  Mod    6    to    "Technical 
Assistance  on  Resistance  Ductility    oF   Two-Hay   Slabs  Under 
Biaiial   Tension.  Bending   !<  Shear.  "   Contractor:  SKI    Intl. 
MENCZER.W,  B.  Technical    Assistance   Contracts    Branch.       FIN   B-11H6 

NRC-03-77-161.       79/10/05.        lp, 

—7910160342  Mod   6,setting    firm  fined    price   for   delivery   of    final    rept, 
to    "Technical    Assistance   on  Resistance   Ductility   of  Tuo-Uay 
Slabs  Under  Biaiial    Tension.  Bending   t.  Shear." 
DAU8HERTV,  N.  Technical    Assistance  Contracts   Branch.      FIN 

B-1196.       NHC-03-77-161.       79/10/03,        lp, 

7910170062   Notification   of    contract    execution, Mod    S    to    "Structural 
Framework    of  MS  Embayment  of  Southern    IL,  "  Contractor' 
Univ    of   IL. 

JACOBB.A.  Research   Contracts   Branch.       FIN  fl-6351.      NHC-04-77-139 

79/09/37.        lp. 

— 7910170070  Mod   2   Increasing    funds   t.   scope,  to    "Structural   Framework    of 
MS  Embay  merit  nf  Southern    IL.  " 

MDRTON.K,  V.  Research  Contracts    Branch.       FIN  B-6251 

NRC-04-77-1B9.       79/09/37,        4pp. 

791017007B  Notification   of   contract   execution:    "Eastern  TN/Western  NC 
Regional    Seismic   Network."    awarded    to   Memphis    State   Univ. 
HAGEV.H.  Research   Contracts  Branch.      FIN  B-6673.      NRC-04-79-214 

79/09/37.       lp. 

— 7910170083  Contract:    "Eastern  TN/Western  NC  Regional    Seismic   Netuiork," 
awarded    to  Memphis   State  Univ, 

MDRTDN,  K.  v.  Research   Contracts    Branch.      FIN  B-6679 

NRC-04-79-214.       79/09/27.        7pp. 


7910170166  Notification    of    contract    execution,  Mod    4    to    "Aasessmont    of 
Tornado  Risks    tt   Analysis    of   Neai — Ground   Windfields." 
Contractor:  TX    Toch    Univ. 

HAYCRAFT.  I.  Research    Contracts    Branch,        FIN    B-599B. 

NHC-04-7ii-34S.        79/09/13.         lp. 

—7910170173  Mod    4, adding    funds,  to    "Assessment   of   Tornado   Risks    fc 
Analysis   of   Near-Ground    Windfields." 

MORTON, K.V.  Research    Contracts    Branch.        FIN    D-999B. 

NRG -04-7  6-34  9.        79/09/13.        flpp, 

7910170329   Notification    of    contract    oiocuti on, Mod    4    to    "Set smotec tonic 
Study    of  Neu  England    Si  Adjacent   Areas."   Contractor:  Boston 
Col  lege. 

HAGEY,H.  Research   Contracts   Branch.       FIN  B-S961.       NnC-01-7c.-29l, 

79/07/01.       lp.       Available    at    NRC.       b-79. 

—7910170346  Mod    fl,  extending    period    of   performance    t<  adding    funds,  to 
"Seismntec  tonic    gtudy    of   Neui  England    b  Adjacent    Areas,  " 
MORTON.K.v.  Research    Contracts    Branch,       SMITH.  J.  P,       Boston 

College.        FIN   B-9961.        NRC -04 -76- 391 .        79/07/01.        9np. 

79101B0012  Notification   of   contract    execution:     "Steam  Generator    Tube 
Rupture    I   Transport   Mechanisms,"   awarded    to  Battelle 
Columbus  Labs. 

UDLLETT.S.  Research   Contracts    Branch.       FIN  D-670ci 

NHC-04-76-293.        79/09/23,        lp. 

— 79101S0017  Contract:     "Steam   Generator   Tube   liuptura    I    Transport 
Mechanisms,"    awarded    to    Dattelle    Columbus   Labs, 
LUHZ.F.J.  Roaaarch    Contracts    Branch.       OWGNB,  D.  H.       Dattolle 

Memorial    Institute,    Columbus   Laboratories.       FIN   D-6706, 
NRC-04-76-393,        79/09/SB.        33pp. 

79101B0031   Notification    of    contract    execution, Mod    I    to    "Study    to 
Determine  Feasibility    of   Conducting   Epldomiologic 
Investigation   of   Health    Effects    of   Lou  Level    lonliing 
Radiation,  "   Con  tract  or  :SyBtemodics,  Inc. 

GUSTAVEiR.P,  Research    Contracts    Branch,       TIN   D-10909 

NRC-01-79-01O,        79/10/02,        lp. 

— 79101B0023  Mod    1, increasing    funds, fco    "Study    to    Determine   Feasibility 
of   Conducting    Epldemiologic    Investigation    nf   Health    Effects 
of   Lou  Level    lonliing    Radiation.  " 

MORTON. K.V.  Research    Contracts   Branch.       BOWERS,  J. 

Systemedics,  Inc.        FIN   B-10909,        NltC-OI -79-010.        79/10/02,        2pp. 

7910180029  Notification   of   contract    execut ion, Mod    4    to    "Study    of 
Earthquake  Hfllards    in  NY   State   S.  Adjacent   Areas.  " 
ContractonNY  State   Energy    Rt,D  Authority. 
MVNATT.A.  Research    Contracts   Branch.       FIN  B-6046,       NFtC-04-76-369. 


910170089  Hotification  of   contract    execution, Mod  a   to    "Coordination 
of  Cooperative  Seiimotectonic   Study    in  New  Madrid    Area    " 
Contractor;  Bt  Louis  Univ. 
79/09/34  B""arch    Contracts    Branch.        FIN   B-6335,       NRC-04-7S-351. 

—7910170093  Hod   2,  extending   contract    for   otie  year   (,   increasing    funds,  to 

Coordination   of  Cooperative  Seismotec tonic   Study    In 
Hem  Madrid  Area." 

HORTON.K.V.  Research   Contract.    Branch.      FIN  B-6333 

NRC-Ofl-78-3Sl.       79/09/24.        4pp. 

7910170111   Notification   of   contract   execution:    "Historical   Seismliity   t. 
LatB  Cano.oic   Faultinj    In  AZ.Part    1,"    warded    to  State   of 


AZ. 
MYNATT,  A. 
79/07/20, 


IP- 


Research  Contracts  Branch.   FIN  B-679B.   NRC -04 -79 -2 13. 


Faulting    in 


--791Q1G0037  Mod    4,  extending    period    of    performance,  to    "Studu    of 
Earthqualo  Haiards    in   NY   State  [<  Adjacent   Areas.  " 
MPRTON,H.V.  Research    Contracts   Branch.       PRINE.W.J        Heia  York, 

State    of.      FIN  B-6046,       NJ1C  -04-7  (,-367.       79/09/2-1.       app. 

79101S0063  Notification   of    contract    execut  ion,  Mod    6   to    "Study    of 
Pattern  t<  Ages    of   Post-Motamorphism  Faults    in   Port    of 
Northern  Piedmont    of  VA  i  NC.  "   Contractor:  VA  Tech, 

!Jil^'H'  Research    Contracta   Branch.       FIN  A-9027.       NRC-04-73-H37 

79/OS/lo.       lp, 

—79101  B0069  Mod   6,Hitendina    period    of   performance   w/addl    funds    to 

Study    of   Pattern  &  Ages    of   Post-Metamorphlsm  Faults    in   Part 
of  Northern  Piedmont    of   VA  b  NC.  " 

MQRTDN.K.V,  Research    Contracts   Branch.       KREBS,  A.  H.       virointa 

Tech.       FIN  A-9027.       NRC-04-7S-B37.       79/OS/li.       gpp.  ro.ma 


FIN  B-5749.       NRC-04-76-33S. 


t'f^'tion   of   contract   aiecot  Ion,  Mod    9    to    "Distribution 
Coefficients    for    Transuranic    Elements    in  Aquatic    Environ    " 
Contractor;Univ   of   WA. 
77/09/27        1   RB3Bflr<:h   Contl''":ts    Branch. 


J«   "«J   ?  Corrected   copy    of   notification  of   contract  execution,  Mad    1 
o?   "Sta*'  T"nBP°ft»t">n  SurveilUnce   Prooram.  "  Contractor: 
State    at  OA,  Radiolooical   Health  Bves. 

UAl)m1VB 


"nh        "    3'"«*a'ii''l"3    period    of    performance   fc    Increasing    funds,  to 

Distribution   Coefficients    for   Transuranic   Elements    in 
Aquatic   Environ. " 

MORTON,  K,  V.  Research    Contracts    Branch.       TRIEDEL.  W  C 

Washington,    Univ.     of.       FIN  D-S749.       NRC-04-76-39H.       79/07/37.       8pp. 


7910180233  Notification   of    contract    execution, Mod    1    to    "Survey 
M^numerltl-      Cf"itr«tor:EberHne   Instrument  Corp. 
79/10/03  AdrainiitratlvB   Contract*    Branch,       NRC-03-79-S62. 
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-79101BQ234   Mod    1.  increasing    quantity    of    supplies   I,   svcs   at    no   change    in 
estimated    amount    of    contract,  to    "Survey    I nstrumenta.  " 
HAITI  ft,  M.  J,  Administrative   Contracts    Branch.       NnC-05-79-2i2 

79/10/OS.        2pp. 


7910180602   Notification    of    contract    eiectition:     "Nuclear  Reactor 
Concept]    Course.  "    awarded    to   ML   Rouih. 
MCMJLTV.  A.  Purchasing    Section.        NRC~IO-79-67eV        79/O7/3B.        Ip. 


79101B0293   Notification    of    contract    elocution, Hod    5    to    "Manpower    Sys 
Malnt    Info   Sys   Main*    Support."    Contrac tor: Smal 1    Business 
Administration,  subcontracted    to    Logical    Technical    Svcs. 
HAGANiT.F.  Adinicii  strati ve    Contracts    Branch.        NRC-Q7-77-17B 

79/09/2B.        Ip, 

—  7910190260   Mod    5,  increasing    funds    &    o. tending    period    of    performance, to 
"Manpower   Syg   Maint    Info    Sys    Malnt   Support." 

MATTIA.  M.  J.  Administrative    Contracts    Branch.        NHC-O7-77-178 

79/OW2B.        Ip. 


— 79101B04Qi  Contract:     "Nuclear    Reactor   Concepts  Courser"    awarded    to 
ML   Roush. 

HARGETT,  D.  J.  Administrative    Contracts    Branch,        NRC- 10-79-676. 

79/09/23.        4pp. 

79101B0612    Notification    of    contract    elocution;     "Behavioral    Observation 
Program    to    Assure    Continued    Reliability     aP    Employees," 
awarded    to   Personnel    DHC i sLons.  Inc . 

OUSTAVEiR.  P.  Research    Contracts    Branch.       FIN   B-10B29. 

NRC-0 1 -79-003.        79/09/25,         Ip. 


79101B0265   Notification    of    contract    elocution:     "Sys    Analysis    of    Shallow 
Land   Burial,  "    awarded    to   Science    App  1  Icationsi  Inc. 
HEMGZERi  W,  D.  Technical    Assistance    Contracts    Branch,        FIN 

B-642B-9,        NRC-02-79-O32.        79/09/26,        Ip, 


— 7910180617  Contract:     "Behavioral    Observation   Program    to   Assure 
Continued   Reliability    of    Employees,"    awarded    to   Personnel 
Dads  i  ons,  Inc  . 

MARTQN,  K.  V.  Research,    Contracts    Branch.      FIN  D-10B29. 

NRC-01-79-003.        79/09/25.        4pp. 


— 79!Oia026fl   Contract:      "Bys    Analysis    of    Bhalloui   Land    Burial,"    awarded 
Sc  ience   App 1 i cati  on a,  Inc. 

DOUGHERTY.  D.  J.  Technical    Assistance   Contracts   Branch.       FIN 

0-6430-9,        NRC-02-79-03a,        79/09/26.        10pp. 

79H)ia044fl   Notification    of    contract    execut  ion,  Mod   2   to    "Has   Maint 
Programming.  "    Contractor; Intl    Business    Svcs.  Inc. 

GILDENHOfiN,  A.  J.  Admini  Strati  Vo    Contracts    Branch.        NRC-10-79-372. 

79/09/2B.        Ip. 

— 79101B044B   Mod    2,  increasing    ceiling    amount    t<    level    of    effort   by 
corresponding    amount,  to    "Bys    Haint   Programming." 
MATTIS.M.J,  Administrative    Contracts    Branch.       NRC-10-79-372. 

79/09/3B,        3pp. 

7910130466   Notification    of    contract    Diecut ion . Mod    6    to    "Keypunch    Svcs. 
Contractor:  Federal    Prison    Industries. 

QILDENHQRN,  A.  J.  Administrative   Contracts   Oranch.       NRC-10-7£>-33<l. 

79/09/37.        Ip. 

— 79101BOfl9O  Mod    6, extending    period    of   performance  ic    increasing    total 
estimated    cost    &    obligation    of    Funds, to    "Keypunch    Bvcs." 
MATTIft.M.J.  Administrative    Contracta   Branch.       HANDLE,  H. 

Federal    Prlaona    Industries.       NRC-10-7i-334.       79/09/37,       2pp. 

79101B0491    Notification   of    contract    elocution, Mod    5   to    "Document 
Control    Sys.  "    Contrac tor; TERA  Advanced    Svca    Corp. 
LEDd.C.D.  Administrative   Contracts   Branch,       NRC-10-7B-SBO. 

79/09/2B.        Ip. 

— 791O1SQ493  Mod    3. increasing    incremental    funding, to    "Document  Control 
By  s.  " 

tKVTTIAiM,  d.  Administrative    Contracts    Branch,        NRC-10-7B-580. 

77/09/30.        Ip. 

7910190194  Notification    of    contract    cuecution.    Mod   2   to    "Kys   Maint 
Proflramming.  "    Contractor:  Rehab    Oroupi  Inc. 

QILDENHOI1N.  A.  J.  Admini  atrative   Contracts   Branch.       NRC-10-79-375. 

79/09/37.       2pp. 

— 791O1B0496   Mod    2, incress ing    estimated    level    of    ef f ort, CB  11  ing    price 
ma  i   amount    withhold,  to    "Oijs   Maint   Programming." 

MATTIA.M.J.  Administrative    Contracts   Branch.       NKC- 10-79-373. 

79/09/30,        3pp. 

7910100902  Notification   of    contract    execution:     "Better    English   Usage,  " 
awarded    to   Montgomery   County   MD  Bchoola.Dept   of   Adult    Ed, 
MCNULTY.A.  Administrative    Contracts    Branch.        NRC- 10-79-672. 

79/09/27.       Ip, 

— 791Q180S07   Contract:     "Better   English   Usage. "    auardod    to   Montgomery 
County   MD  Public    Schools, Dept    of   Adult   Ed. 

HAROETT,D.J.  Administrative   Contracts    Branch.       NRC-10-79-i72. 

79/09/27.       App. 


791O190013    Motificalion    of    contract     e lecu t ion. Mod   2    to     "Economic    Study 
of    Industrial   &   Consumer   Product  Areas    of   Rad ionuc  1  i des 
Industry,  "    Contractor:  Centaur    Ansoc  latea  i  Inc. 

MEDRGU,  L,  K.  Adminislrat ive    Contract*    Branch.       NRC-O7-79-431. 

79/09/S7.         Ip, 

— 7910190016  Mod    2,  changing    time    of    delivery    &   entenijing    period    of 
performance   ui/no    change    in  eo-st.  to    "Economic  Study    of 
Industrial   (,   Consumer   Product  Ar«4s    of   Radlonucl  i des 
Industry .  " 

MATTIA.M.  J.  Aidninistrative  Contracts   Drench.       NRC~07~7S-431, 

79/09/27.       4pp. 

7910190073   Notification    OF    contract    elocution:     "Nuclear   Flad  iatton.  Hou 
Dangerous    Is    Iti"    auarded    to  Natl    Academy    of   Sciences, 
PERLMANiJ.  Porchaslna    Section.        FIN   B-6931-7.        NRC-02-79-057. 

79/09/S7.         Ip. 

— 79101900B2    Contract;     "Nuclear    Rad  iatl  on.  Hou  Dangeroui    IB    It,"    awarded 
to   Natl    Academj    of    Sciences. 

HAROETT,  D.  J.  Administrative    Contracts    Branch.        FIN    B-6931-9. 

NRC-02-7  7-037.        79/O9/37.        Spp. 

79101900B7   Notification    of    contract    eiecution:     "Method    for   HnSifylng 
Snismic   Response    or   Nujclear   Poiutr    Plant    Bites,"   auarded    to 
Regents    of    Unlv   of   CA. 

JACOBS.  A.  Uesoarch    Contracts  Dranch.       FIN  H-6677.       NRC-04-77-202. 

79/09/li.        Ip. 

— 79101900B9   Contract;     "Method,    for  Modifying    BuismU   Responao    of  Nuclear 
Power  Plant  Sitest  "    awarded    to  RH^ents    OF   Univ   of    CA, 
MORTOM.K.v.  Research    Contracts   Branch.       FIM  D-6677. 

NHC-04-7'?-20a,       79/09/16.       5pp. 

7910190092   Notification    of    contract    aiecution:     "Independent    Assessment: 
Destructive   Testing    (t  Analysis,"    awarded    to  Franklin    Inst. 
BAISOEN.I-.  Research    Contracts    Branch.        FIN   D-1212.        77/O9/27. 

Ip. 

— 7910190097   Contract:     "Independent    Assessment: Destructive   Testing    & 
Analysis."   auarded    to   Franklin    Inst. 

MDRTON.K.V.  Research    Contracts    Branch.        FIN   B-1B1E. 

NRC-03-7'9-a53.        79/O9/27.        llpp. 

7910190103  Notification    of    contract    eiecution,  Mod   4   to    "Tula-Phase   Flou 
Phenomena    in  Nuclear   Reactor  Technology.  "    Contractor: 
He>nsselaer    Polytechnic    Inst. 

JACOCS.A,  Research    Contracta    Branch.       FIN  B-3B73.       NRC-04-7A-301. 

79/09/2B.        Ip. 

— 791017O10S  Mod   4,  extending    Funding    t   data    For   final    rept< to    "Tun-Phase 
Flotu  Phenomena    In   Nuclear    Reactor    Technology." 
MORTON.  K.  V.  Research    Contract*   Branch.       LPOIUDICE.  J.  M. 

Runsselatr  Polutechnic    Inst.       FIN    B-3B73.       WRC~04-76-3Ol . 
79/09/SS.        3pp. 


791O1B03B3  Notification    of    contract    execution:     "Technical    Assistance    in 
Pump    Operation   Tenting    6  Reliability,"    auarded    to  Franklin 
Research    Ctr. 

PERLMAN.J.  Purchasing    Section.        FIN   B-i819.       NRC-03-79-161. 

79/09/27.       Ip. 


7910190112   Notification    of   contract    execution.  Mod    1    to    "Kin&titi   oF 
Nuclear   Wa ste/Repositori;    Interface   Reactions."  ContTactor: 
San  Jose   State   Unlv  Foundation. 

HAOEY.  H.  Research    Contracts    Branch.       FIN  B-6625.       NRC-04-7B-2S8. 

79/10/02.         Ip. 


--79101B0592  Contract:     "Technical    Assistance    in   Pump    Operation  Testing   Si 
Reliability,"    awarded    to   Franklin   Research   Ctr. 
HAROETT,  D.  J.  Administrative   Contracts    Branch.       FIN   B-oB19. 

NRC-03-79-161,        79/09/37.        4pp. 


— 7910190116  Hod    i,  extending • per iod    of   performance    to    790930, to    "Kinetics 
of  Nuclear  WasteVReposi tory    Interface   Reactions." 
MORTON,  K.  V.    .          Research    Contract!    Branch.       FIN  B-A625. 
NRC-04-7B-HSB.       79/ 1 0/02.       Sp  f  , 
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7910190119  Notification  of  contract  oiecuti on.  Mod  1  to  "Coordination  of 
Cooperative  Seismotectoni c  Study  of  Nem  Madrid  Area.  " 
Contractor:  State  of  AL. 

MYNfiTT, ft.      Research  Contracts  Branch.   FINB-6617.   NRC-04-73-26a. 
79/09/2Q,   Ip. 

— 7910190122  Mod  I,  increasing  uork  &  funding  t.  altering  terms,  to 
"Coordination  of  Cooperative  Seismotectonic  Study  of  Neu 
Madric  Area.  " 

MORTON,  K,  V.      Research  Contracts  Branch.   FIN  B-6617. 
NRC-04-7B-263.   79/09/23.   3pp, 

7910190129  Notification  of  contract  eiecution,  Hod  2  tn  "Word  Processing 
Svcs."  Contractor: Automated  Correspondence  Bys, Inc. 
WIGGINS.  E,  J.      Administrative  Contracts  Branch.   NRC-10-7S-59B. 
79/09/27.   Ip. 

— 791019012B  Hod  2, extending  period  of  performance, Increasing  ceiling 
amount  6  changing  spec,  to  "Hard  Processing  Svcs," 
MATT1A.H.  J.      Administrative  Contracts  Branch.   NRC-10-7Q-59B. 
79/09/37.   2pp, 

7910190126  Notification  of  contract  eiecution, Mod  4  to  "Electrostatic 
Copying  Svcs."  Contractor:  Literature  Research  Co, 
UIQOINS.E.      Administrative  Contracts  Branch,   NRC-IO-79-361, 
79/10/01.   tp. 

— 7910190129  Mod  4. increasing  amount  obligated  by  govt  &  atercising 
option  to  Eitend  period  of  performance, to  "Electrostatic 
Copying  Svcs.  " 

HATTIA.M.J,      Administrative  Contracts  Branch.   NRC-10-79-361 
79/10/01.   Ip. 


7910220399  Notification   of    contract    execution:     "Imp lemontat  Ion    of 
Supply    !,   Hoint    Subsys    of    Property    It    Supply    Sys,  "    amarded    to 
Small    Business   Administration.  Subcontracted    to 
Technaasoc  iates,  Inc. 

HAGAN,  T.  F.  Administrative    Contracts   Branch,       NRC    10-79-660, 

79/09/29.        Ip, 

— 791022040B  Contract:     "Implementation    of   Supply    &   Maint    Bubsys    of 
Property    fc   Supply    Sys"    awarded    to    Small    Business 
Admintstrat ion.  Subcontrac ted    to   Technassoc lates,  Inc. 
CHISHOLH,  J,  R.  Division    of    Contracts,        YTH1ER,  P.        TERA   Corp. 

NRC- 10-79-660.        79/09/20.        107pp. 

7910330033  Notification    of    contract    omcutian:     "NRC/TMI    Spocial    Inquiry 
Rapt   Bvcs,"    awarded    to  JF  Hoi  man   ti  Co,  Inc. 

HAGAN,  T.  F.  Administrative   Contracts   Branch.       NFlC-lO-79-fttfi. 

79/09/27.        Ip. 

--7910330033  Contract:     "NRC/TMI    Special    lnn,uiry   Hupt   9vcs.  "    awarded    to 
JF    Hnlman   &   Co.  Inc. 

MATTIA.H.J.  Administrative   Contracts   Branch.       NRC-10-79-6&R 

79/09/27.        72pp. 

7910240702  Notification   of   contract    elocution.  Mod    4    to    "Keypunching   t, 
Verification."   Contractor: Bma 1 1    Business    Admini otrati on, 
Subcontractor:  Intl    Business    Bvcs    Inc. 

WIGGINS. E,J,  Administrative    Contracts    Branch.        NRC-10-77-071, 

79/OB/aO.        Ip, 

— 791024070S  Mod    1.  increasing    funding,  to    "Keypunch  ing    t<  Verification.  " 
MATTIA.M.J.  Administrative    Contracts   Branch.       NflC-10-77-071, 

79/09/20,       Ip. 


7710190134  Notification  of   contract   elocution, Mod    1    to    "Evaluation   of 
Buckling   Stress   Criteria    for  Steel   Containment   of   Watts 
Bar."  Contractor:  Intl   Structural   Engineers. 

PEHLHAN.J,  Administrative   Contracts    Branch.        FIN   B-6BB1 

NHC-Q3-79-124.       79/09/24.        Ip. 


791QS40706  Notification    of    contract    o lecut ion,  Mod   2    to    "Add!    Logistical 
Support    for   Stanislaus   Nuclear   Project, Unit    1, Antitrust 
Hearings."  Cnntrac  tor:  Pac  i  f  I  c    Gas    tc  Electric    Co. 

WIOOINSjE.J,  Administrative   Contracts    Branch.       NRC-1O-7B-604, 

79/10/11.        Ip. 


—7910190344  Mod    !•  attending    period    of   performance   b  authorliing    partla 
payment, tn    "Evaluation   of   Buckling   Stress   Criteria    for  Steel 
Containment    of   Watts   Bar." 

HAROETT-D.  J.  Administrative  Contracts   Granih.      *      International 

Structural    Engineers,     Inc.        FIN   B-6591,       NRC-03-79-124         79/09/24 
IP- 


1  --791024O711   Mod    2, eitendtng    period    nf    parf ormanca,  to    "Addl    Logistical 

Support    for   Stanislaus   Nuclc-ar    Project, Unit    1, Antitrust 
Hear  Ings,  " 

MATTIA,  H.  J.  Administrative    Contracts    Brunei).        BERTA,  R.P. 

Pacific   Oas   &   Electric    Co.       NRC-10-78-604.       79/10/11.       Ip, 


79101°0136  Mntification   of  contract   eiecution, Hod   7   to   "Performance 
Testing   for  Personnel    Dosimetry.  "   Contractor: Unlv  of   HI. 
GUSTftVE.R.P.  Research    Contracts    Branch.       FIN   B-10499 

NRC-Oi-77-lBO.       79/09/27.        !p. 


7910340712  Notification    of    contract    oincut ion, Mod    1    to    "Nucloar 
Radlation:Houj  Danoerous    Is    It."   Contrac  tor:  Natl    Academtj 
of   Sciences. 

PERLHAN.J.  Purchasing   Sactlon.       FIN  B-6931-9,       NltC-OS-79-057 

79/10/02,       Ip. 


—7910190137  Hod   7,eitendlno   date    for    submittal    of    final   rep  t,  to 
"Performance   Testing    for  Personnel    Dosimetru.  " 


HORTON,  K.  V. 
NRC-0 1-77-1 BO. 


Research  Contracts  Branch,   FIN  B-10199 
79/09/27.   Ip. 


?1019013a  Notification  of  contract  execution,  Mod  B  to  "DWR-Bloiudoiun 
Heat  Transfer  Research."  Contractor:  QE. 

MVNATT,  A,     Research  Contracts  Branch.   FIN  B-3014.   NRC-04-76-219, 
79/10/03.   ip. 


--7910I90142  Hod  B,  attending  funding,  to  "BWR-Blouidoun  Heat  Transfer 
Rasearcfl.  " 

MDRTON.K.  V.     Research  Contracts  Branch 
NRC-04-76-215.   79/10/03.   2pp. 


FIN  B-3014. 


7910190145  Notification  of    contract   elocution:    "Stony  Brook   Seismic 
Network   on  Long    Island,  NY;  Operation  i  Malnt,  "   awarded    to 
Foundation  of  State  Univ  of  NV, 


FlB9earc'1    Contracts   Branch.       FIN   B-4,616.       NJiC  -04-79-209. 


. 

1  p, 


—7910190149  Contract:  "Stony  Brook  Seismic  Network  on  Lono  Island,  NY- 
Operation  t,  Malnt,"  awarded  to  Research  Foundation  of  State 
Unlv  of  NY. 

MORTCN.K.V.     Research  Contracts  Branch.   FIN  B-6616 
HRC-04-79-20B.   79/09/28.   6pp. 


—7910240713  Mod    1,  deleting   Clause    93   of    general    provisions    i.   changing 
period    of   performance, to    "Nuclear   Had iatton: How   Dangerous 


Is    It, 
HAROETT.D,  J. 
NRC-02-79-QB7. 


Administrative   Contracts    Branch.       FIN   B-6931-9 
79/10/02.        Ip. 


79102407SO  Notification    of    contract    execution:     "Statistical    llovieu   of 
Documents   fc  Statist  leal    Mothods    in   Risk    Assessment, "    auardml 
to   Small    Buttness   Administration.  Subcontractor; Automated 
Sciences  Croup    Inc. 

OILDENHQRN.A.  Admlnlstrati  vo   Contracts    Branch.       NRC -07-77-3 1  a, 

79/09/27,        Ip. 

—79102407S3  Contract:     "Statistical    Revleu  of  Documentn    &   Dtatistical 
Hetnods    In  Risk    AstBBsment,  "    aiuardod  'to   Small    Business 
Administration.  Subcontractor:  Automated    Sciences   Oroun 
inc.  ' 

HATTIA.M.J,  Administrative   Contracts    Branch,       DECHETi  L  J 

Small    Business    Administration.       NRC-07-79-312.       79/09/27,       9pp. 

7910250991   Mod    1, extending    period    of    performance, to    "Analysis    of   Limit 
of  Error    Inventory    Difference   Calculations    at   Specific 
Nuclear  Facility.  " 

HARGETT.D.J.  Administrat  ivo   Contracts   Branch.       FINDLEY.  D  E 

Science   Applications,     Ine.       FIN  B-6432-9.       NRC-02-79-0-14        79/06/13 
Ip. 


7910190173  Notification   of   contract    e.ecution:    "Post-Licensing   Studi 
of  aocioeconomic    Impacts    of  Nuclear  Pomor  Station  aitina,  " 
awarded    to  Mountain  West   Research, Inc. 

6'  Research   Contracts   Branch.      FIH  B-626B. 


™  N">»f'=«tton   of   contract    execution, Mod    1    to    "D*«lBn   of 

1FMIS.      Contractor;9mall   Duslnans  Administration 
Si)bcontractor;TechnaB»ocial;eai  Inc. 
NfiTo9-79-349.    *-»*"«   «•"*'«*•   flr.«h.       FIN  0- 


rait:    "Post-Licensing   Studies   of  Spc Jo economic    Impact 
war  Station  Siting."   award. d    to  Mountain  West 

R*iearch  Contracts   Branch.      FIN  B-426H 
9/09/Bl.      4pp. 


i>iria    deliv"y    >ctledul8   *    Increa.in,    funding,  to 
HATTIA.M.J.  AdmtnistrativB   Contract*   Branch         VTHIER,  P 

'Til"J-     *• 
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7910290370  Notification    of    contract    elocution, Mod    1    to    "Workshops    for 
6 tat a  Revleui   of   NRC  Policy    on    DHcommi ssl onlng    of   Nuclear 
Fac 1 1 1  tin a.  "   Contrac  tor: Smal 1    Business   Ad mini  strati  on, 
Bubcontrac tor:  Peer    Consultants,  Inc. 

HIGOINB.E.J.  Administrative    Contracts   Branch.       MHC-06~79-304, 

79/09/29.        lp, 

— 791029Q3B1    Hod    liadding    fourth    rapporteur   !t    increasing    Funding. to 
"Worlshops    for   State   Rev  I  em    of   NRC   Pol  Icy    on    Decommissioning 
of   Nuclear   Facilities." 

MATTIA.M.J.  Administrative    Contracts    Branch,       ADRON.L.A.       Peer 

Consultants,     Inc.       BECHET,  L.  J.       Small    Bus  ine  ss   Administro  tion. 
NflC-Oo-79-304.        79/O9/2B.        3pp. 

7910290386   Notification    of    contract    execution:     "<SE   Test   Reactors;  ACF1S 
fc  Hearing   Appearancei  "    amardod    to   E)B   Slemmons. 

PERLMAN.J,  Purchasing    Suction.        FIN    B-k8a9,        NRC-03-7-J-170. 

79/09/2B.        lp. 

— 7910290399   Contract:     "GE    Tost    Reactora :  ACflS   &   Hearing    Appearance," 
awarded    to   DB   Sleroinans. 

HAKQETT.D.J.  Administrative   Contracts    Branch.       SLEHHONB,  D.  B. 

aiommons,     D.  B.        FIN    B-6829.        NRC-03-79-170.        79/09/2B.        Spp. 


7910300100  Notification    of    contract    e  i  ecuti on, Mod   4   to    "Evaluation    of 
Thorium   Contsnt    of    Human    Tissues    from   Grand    Junction.  CO.  " 
ContractorrNV  UrUv   Medical    Ctr. 

HAQEY.H,  Research    Contracts    Dranch.        FIN    G-9736.        NRC-Ofl-7ci-3Ha. 

79X10/11.        lp. 

— 79103001OS  Mod   4i  Eitending    period    of    performance   at   no  cost. to 
"Evaluation   of    Thorium    Content    of    Human   Tissues    from  Grand 
Junction.  CO.  " 

MORTON.K.v.  Resaarch    Contracts    Branctt.        POTTER.  J.  L.        Neiu   Vorfc 

Univ.        FIN   0-3736.        NHC-04-7C.-35B,        71?/ 10/11.       3pp. 

7910300241  Notification    at    contract    ei  ecuti  on,  Mod    1    to   "Assessment    of 
Options    for  Long    Term    Disposal    of    Nuclear   Waste.  " 
Contractor ;  Harvard    Univ. 

JACOBB.A.  Research    Contracts    Branch.        FIN    D-6623.       NRC-04 -78-260. 

79/10/12.        lp. 

— 791 03002*17  Mod    1.  extending    period    of    performance  at    no   cast,  to 
"Assessment   of   Options    for   Long    Term  Disposal   of  Nuclear 
Waste.  " 

MQRTON.K.V.  Reioarch    Contracts    Branch.        HARQUEBREUCK,  M. 

Harvard    Univ.        NKC-Q4-7 9-260.        79/1Q/O5.        Hop. 


7910390392   Notification    of    contract    elocution . Mod    3    to    "Subscription 
to  nucleonics   Week."    Contrac  tor:  McQraw-Hli  1 1 .  Inc. 
MEDRDW.L.  Admlnistrativo   Contracts    Branch.       NRC-10-78-40B. 

79/10/09.        lp. 

— 79IO290394  Mod   3i  increasing    number    of    subsc  rip  tions   &   funding,  to 
"Subscription    to   Nucleonics   Week." 

MATTIA.M.J.  Administrative   Contracts    Dranch.       COLLINS.P, 

Nucleonics   Weeks,     pub.     of    McGraui  Hill,     Inc.       WRC-10-7O-40B. 
79/10/09.        2pp. 

7910270436  Progress   Rept   24    for    Sept    1979    re    pilot    study,  proc  eiJures 
manual.  Interagencii    policy    committee    meeting  ,  refiul  ts    of    doses 
from   processors    in   Aug    t,    plans    for   Health   Physics    Society 
working    group    791016-17  meetings. 
PLATO.P,        Michigan.     Univ.     of.        NRC-01-77-18O,        79/10/01.        Spp, 

7910300071    Notification    of    contract    exocut ion, Mod    3    to    "Gap    Conductance 
If  Temp   Profile    in   MPD   it  Median   Lethal    Dnso    Experiments." 
Contractor:  Univ    of    MD. 

OACOBSiA.  Research    Contracts    Branch.        FIN    0-6274.        NnC-04-7B-201. 

79/10/10.        lp. 

— 7910300077  Mod    3,  eitending    period    of   performance   at   no   cost    to    "Oaii 
Conductance    !t   Temp    Profile    in   MPD  It  Median  Lothal    Dose 
Experiments. " 

NORTON,*. V.  Research    Contracts   Branch.       FIN  B-6274. 

WRC-04-7B-201.       79/10/10.       3pp. 

79IO3000BO  Notification    of    contract   elocution, Mod   4    to    "Properties   of 
Reactor   Matls   at   Constant   True    Stain   Rates.  "   Contractor: 
(Jniv   of   FL. 

HAQEY,  H.  Research   Contracts   Branch.       FIN  B-594B.       NRC-Oi)-77-039. 

79/10/lt.       lp. 


791O30024E)   Notification    of    contract    e  iccut  i  on.  Mod    l.to    "Cost    of    NEPA 
Alternatives."  Contractor  :  Uni  tad    Engineerings    !i  Contractors. 
Inc. 

OUSTAvE.H,  P.  Reiearcli    Contracts    Branch.        FIN   D-1077B. 

NIJC-0 1-78-  002.        79/  10/05.        lp 

— 7910300331    Mod    1    Bitimding    period    of    cerf nrmatice  at   no  coal,  to    "Cost 
of  NEPA  Alternatives.  " 

MORTON,  K.y.  Research   Contracts    Branch.       KDORE,  fi.  W.       United 

Engineers  t  Constructors,     Inc.     (subs,     of   Raythnon   Co.  ).       FIN 
B-1077B.        NllC-01 -79-003,        7^/09/29.         lp. 

7910300252   Notification    of     contract    B « ecution. MOD   2    to 
"Character  iiation  &  Classification    at    Geologic  Faults  t< 
Fractures    in  Appalachian    Foldhelt.  "    Contrac  tor:  FL  State 
Univ. 

QUSTAVE,  R,  P  Resoarch    Cantracti    Branch.        LAWTDN,  R.O,        Florida 

State    Univ.        FIN    B-1OS39.        NnC-Ol-79-OOfl,        79/09/24,        lp. 

— 7910300255   Moil   2,  cjtending    period    oP   performenco   for  3-months    u/o    cos 
to   govt,  to   "Character!  latton    !<   Clasai  f  ica  t  i  on  of  Geologic 
Faults   I:   Fractures    in  Appalachian    Koldbelt.* 
MDRTQN.  k.  V.  Reloarch    Contraeta   Branch.       FIN  D-10539. 

NRC-01-7H-001.        79/O9/-&5.         lp. 

791030035B  Notification    at    contract    execution:     "Presentation    of    Course! 
In    DttU  Facility    Design   &    Operation."   awarded    to  Dt>W. 
OAISDETN.  L.  Rasuarch   Contracts    H  ranch.        FIHX-11B1, 

NRC-05-79-aS5.        79/09/30.        lp, 


—7910300261    Contract:     "Presentation   of   Coui-ofli    in  DMJ  FacUitij    DE 
Operation,"    auiarded     to    D«<W 

MORTON,  K.V,  Division    of    Contracts.       NELSON,  B.D,       Dabcoct    & 

Uilcoi    Co.       F1M   X-I1H1.        NRC-OS-79-295.        79/09/01.        9pp. 


i  i  gn 


— 7910300081   Hod    4.  extending    period    of    porforman-cs   at   no   cost,  to 
"Properties    of   Reactor   Matls   at   Constant   True  Stain  Rates." 
MORTON, K.V.  Research    Contracts   Branch.       BCHMIDT.P.L.       Florida, 

Univ.     of,    Gainesville.       FIN   B-394B.       NHC-04-77-039.       79/10/11. 
3pp. 


7910300370  Notification    of    contract    iuBcutton.  Mod  2  to    "Evaluation    of 
Gross   Operator  Error   Ratea    Baa-od    on   Past   Experience    in 
Commercial    Nuclaar   Power    Plants,"    Contractor:     Irt  State  Univ. 
HAOEV,  H.  Re  a  Bar  ch    Contracts   Dranch,       HASQUT.H.  E.       louia    State 

Univ.       FIN   B-6303.        NRC-04-70-2E1,        79/07/11.        lp. 


7910300087  Notification    of    contract    e«ecution, Mod   fi   to    "Critical 
Eiperiments, Measurements    t  Analysin    to  Establish    Crack 
Arrest   Methodology    for   Nuclear   Pressure    Vessel    Steels." 
Contrai tor: BattellH   Columbus    Labs. 

MYNATT.  A.  Research   Contracts    Branch.       FIN   A-404fi.      NRC-Q4-7A-2'i'3. 

79/10/01.       lp. 

— 7910300091   Mod    6. extending    period    of    performance   at   no   cost, to 
"Critical   Eiperiments,  Measurements   &  Analysis   to  Estaolimh 
Crack   Arrest   Methodology    for   Nuclear   Pressure  Vessel 
Steels.  " 

MORTON, K.V,  Research   Contracts   Brancli.       LUKZ.F.J.       Battelle 

Memorial    Institute.    Columbus   Laboratories.       FIN  A-4046. 
NRC-04-76-293.        79/10/01.        lp. 

7910300093  Notification    of   contract   execution, Moo   2  to    "Kinetics    of     • 
Chlorine-Ammonia    in   Sea   Water."    Contrac  tor:  Univ  of   NC. 
HAOEY,  H.  Research   Contracts    Branch.       FIN  B-624S.       NRC-04-77-I19. 

79/06/01.       lp. 


— 7910300274   Mad   2,  B  x  tend  ing    period    of   performance    for   eight   months    at   no 
co.at   to    "Evaluation    of    Oross   Operator    Error  Hates    Based    on 
Past  Experience    in   Commercial   Nuclear    Power   Plants.  " 
MQftTON.K.v.  Research    Contracts   Branch.       HflSDUTiM.E.  Division 

of  Contracts.       FIW   B-6303.       NJiC-01-7e-221.       79/09/11.       2pp. 

7910310017  Notification    of    contract    execution:     "Reviso  PWR  Gaseous    k 
Liquid   Effluent    (PUR-Gale>    Computer  Code   &   Write   Description 
of   Cade    in   Detailed    U*er    Document."    auardad    to  A  Refra. 
PERLMAN.J.  Division    of  Contracts.       FIN   B-ci83a.      NRC-03-BO-l  15. 

79/10/18,       lp. 

—7910310019   Contract:     "RaviBe   PWR   flasoou*    !t  Ltquitf  Effluent    (PUR-SALE) 
Computer   Code    b  Urite   Description    of    Code    in  Detailed   User 
Document,"  awarded    to   A  Refre, 

HAROETT.D.J.  Admin  1  itra  tlvo   Contracts    Branch.       REFfiE,  A, 

Affiliation  Unknown.       FIN  E-&Q3B.       NRC-03-BO-l  IB.       79/09/01.       4pp, 


— 7910300096  Mod    2, extending    period    of    performance   at   no   cost   to 
"Kinetics    of   Chlorine-Ammonia    in   Sea   Water. " 

MORTON.K.V.  Research   Contracts   Dranch.       HOLCDMB.C.R.       North 

Carolina,    Univ.     of.       FIN  B-624B.       NRC-04-77-119.      79/Oi/Ol.       2pp. 
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33010177   Provides   NRC    understanding    of    790117    telcon    re    distribution 

if    Xe-133   not   approved    for    human    use.Uill    cease    distribution 

if   Xe-133  supplied   by   Union   Carbide  b   distribute   onlu    Xe-133 

from    suppliers   uho    comply    u/FDA   rules. 

tEPPLER.J.O.  Region   3,     Chicago,     Office    of    tho    Director. 

1B-17466-Q1MD.        79/01/18.        lp 

37300447  Request  by  Environ  Coalition  on  Nuclear  Power  that  Director 

if  Nuclear  Reactor  Regulation, NMSS  &  IE  permanently  revoke 

]L  u/prejudice. 

JOHNBRUD,  J.  H.   Environmental  Coalition  on  Nuclear  Pouor.   79/06/29. 

I  Opp. 

W110316  Forwards  notice  of  violation  t.  notice  of  proposed  imposition 

if  civil  penalties.  Requires  response  in  writing,  uh  icfi  will 

le  considered  in  determining  uhether  License  49-17466-01HD 

ihould  be  modi  fied.  suspended  or  revoked. 

!TELLC,v.   Office  of  Inspection  !t  Enforcement,  Office  of  the 

lirecior,   4B-17466-01MD.   79/OB/17,   Spp. 

0010012  FOIA  request  for  info  re  all  proposed  routes  for  transport 
if  irradiated  reactor  fuel  fc  NRC  responses  to  licensees 

oncerning  clearance  of  routes, 
lUDINiL.   Affiliation  Unknown.   79/03/13    lp. 

0010027  Forwards  "Spent  Fuel  Route  Survey"  containing  info  re  local 

aw  enforcement  response  capab i lities,  saf e  havens, food  & 

uel  stops  &  pertinent  route  info. Info  withheld  (ref  FOIA 

.lemption  4). 

CCORKLEiO.  W.      Physical  Security  Licensing  Branch.   79/08/15.    Ip, 

910010035  "Spent  Fuel  Route  Survey."  Rept  contents  withheld  (ref 
FOIA  Eiemptinn  4). 
«   Commission.   79/O7/30.   Spp, 

910010066  Approves  planned  routes  for  shipment  of  irradiated  reactor 
fuel. Forwards  CR  Hillman  790709  memo  u/suppl emental  info. 
Info  partially  withheld  (ref  FOIA  Eiemption  4). 

MCCORKLE,  0.  W.      Physical  Security  Licensing  Branch.   79/O7/I3 
lp. 

910010077  Discusses  supplemental  info  provided  on  790705  ro  spent  fuel 
shipment. Info  partially  withheld  (ref  FOIA  Eiemption  4). 
HILLMAN, D.R,      Physical  Security  Licensing  Branch.   79/07/O9 
2pp. 

J100IOOB3  Requests  approval  of  irradiated  reactor  fuel  transport 
route.  Info  partially  withheld  (ref  FOIA  Eiemption  4). 
MANGUSI.J,   Transnuclear.  Inc.   79/07/13.   3pp. 


77100302B8   Responds    to   FOIA    request    for    info    re    fuel    uaod    by    or 
acquired    for    USS   Sea    Uolf.No    records    available    at    NHC,  DOE 
assumed   responsibility    for    AEC   records    concerning    nuclear 
submarines. 
FELTDN.J.M.  Division    of    Rules    and    Records,        79/O9/SB.        lp, 

791003030B   Responds    to    FOIA    request    for    documents    re    U    tallinno    apiil 
at   United   Nuclear    Corp    mine    in   Church    Roc  k,  NM.  Forwards   31 
documents    subj    to    request.  Out  1  ine    of    documents    end, 
FELTCN,  J.  M.  Division    of    Rules    and    Records.        79/O9/27.        4pp. 

--  79IOQ3Q327   Forwards    title    pages    of    geotechnical     investigation    ropt, 
"Stability    ti    Integrity   Assessment,  Church   Roc  I    Tailings    Dam, 
Church    Rock.NN,  "    Vols    1-4. 

nOOTH,R.  D.        Sergent,     Hauskins    !,    Becfcyith.        DECKWITH.Q.H. 
Affiliation    Unknown.        79/07/20.        Spp. 

~  791003033&  Requests    issuance    of    technical    assistance   work    order    to 
BNWL    tn   provide    radiological      analytical    support    at   Church 
RocK.NM    site.  Work    urgently    needed    to    effect    EIA    of    U   mill 
tailings   dam   fai  lure.  Statement    of  uiark    Bncl. 
MARTIN,  J.  Program  Support    Branch,       79/09/27,       3pp, 

—7710030342  Survey    of    standing    poola    of   water    to    determine    whether   water 
was   affected    by    U   spill.  No    pools    contained    significant 
amounts    of   Ui  no   removal    of    solutions    is    required. 

*  United    Nuclear    Corp,        79/O9/27.        9pp, 

—  791003034B  Discusses   results    of    review   re    tailings    impoundment    folium 

at   Churcn    Rock    U  mill.  Confirm*   NRC    discussions    re 
radioactive    contamination    c  leanup.  Evaluot  ion    of    potential 
eiposure    pathways,  addl    Info   request   (<  rncommondabionu    one], 
0038ICK.L.V.       Office   of    the   Executive   Director    For   OpcrationD, 
79/09/23.        9pp. 

—7910030352   "Evaluation    of    Integrity    of   Remaining    Starter   Dam  l>   Prononb 
Divider   Dike.  "    Title    page    only, 

*  Jacobs  Engineering    Group,     Inc.       79/OB/29.       lp, 

—  7910030360  Discusses   meeting    schedules   &    postponements    re   Church   Rock 

tailings    dam    failure.  IP    further   postponements    are    necessary, 
meeting    should    be    scheduled     for    79O913    or    later    so    efforts 
can    bo    mad  a    to    accommodate    schedule. 
NELSON,  J.  D.        Colorado    State    Univ.        79/09/31.        lp. 

—  791Q0303M    "Status   Ropt    on   Sampling    Program   to   Determine   Environ    Imnoc  t 

of   United   Nuclear   Corp    Mill    Tailings    Spill," 
»      New   Meiico,     State    of.        79/OB/3Q.        13pp. 

—7910030366   "Cleanup   Criteria    for  U  Mill    Tailings   Spill." 
»      United   Nuclear   Corp.       79/OB/31.       <Jpp, 


?IOOJ0092  Forwards   data   sheets    for  Portsmouth,  VA   to  Savannah    River,  SC 
transport   route.  Info   partially   withheld    (pef  FOIA 
Eiemption   4). 
BLACK.H.  Physical    Security    Licensing    Branch.        79/O7/Q3.        10pp. 


—7910030401    Draft    of    "Dosa    Assessment    for   Cleanup   Criteria    for    U  Mill 
Tai  lings    Spill.  " 
*      Eberlino    Instrument   Corp.       79/OS/I5.       61pp. 


'10010096  Informs  of  intention  to  cpntinuo  irradiated  reactor  fuel 
shipmants.  Requests  rnute  approval.  Info  partially  withheld 
(ref  FOIA  Eiemption  4). 
UTLEY.E.  E.   Carolina  Power  !<  Light  Co.   13372.   79/06/2B,   Spp. 

1010067  IE  Insp  Rept  30-12H31/79-01  on  7901  14-17.  Noncomp  1  iance 
itedidistntution  of  matl  for  human  use  &  procurement  of 
idloactive  gas  from  supplier  who  distributes  product  not 
tended  for  human  use 

^;B-B"n^RiE^°'C-J-     "*3i°n  3'  ChU.go.  Office  of  th. 
rector.   DAVIS,  A,  B.     Region  3,  Chicaso,  Fuel  Facility  (, 
terlals  Safety  Branch.   19-17466-01MD.   79/01/17.   12pp. 

030623  FOIA  request  for  info  re  environ  release  of  radiation  b 
iHr  ,,    mfltli  &  """Pat'onal  eiposure  of  all  personnel 
DDE  U  enriched  plant  in  Portsmouth,  OH,  Jan  1970  to 

esent. 

LLQCK.fl.P.       Critical    Mass    Energy    Project.       79/O9/81.       3pp. 


,P°!!?B  *?.FDI*  r'"»u"t  f"  1"F»  ri  environ  release  of 
iiation  !,  radioactwe  matls  &  occupational  e>posure  of 

j    at  DOE  U  enrichment  plant  in  Portsmouth,  OH.  No 
cords  available  at  NHC.  DOE  now  has  recortfs  for  facility. 
-TON.  J.  M.    Division  of  Rules  and  Records.   79/09/27.   lp. 

130374  FOIA  request  for  all  info  recoverable  by  search  re  fuel 
.d  by  or  acquired  for  USS  Sea  Hoi  f,  including  all 

«M^TtraJt,S'!"?1'inVlta*Ion*  *"  "i<l,  correspondence 
nails  on  amount  b  nature  of  fuel. 

FMAN.J.B.   Uevt,,  Outraan,  Qoldbero  (.Kaplan.   79/09/17.   2pp. 


—7910030104  Order    to  amend    Radioactive    Matl    License   NM-UNC-ML    to    comjily 
ui/recommendationa    for   adequate    cleanup    program   contained 
in   790913    1  tr    re   radioactive   matls    b   associated    radioactive 
contamination. 
BACA.T.E.       New  Meiico,     State    of,       79/OB/13.       lp, 

—7910030403  Order    to   amend    License   NM-UNC-ML    to    include   minimiiinn 
further    dispersal    of    contaminants    in   fiio  Puorco    channel    &    to 
recover   contaminants   wliich    have    escaped    from    tailings    pond. 
BACA,  T.  E.       Neui  Mexico,    State    of,       79/07/13.       lp. 

--7910030409  Order    that   License   NM-UNC-ML   be   amended    to    incorporate 
requirement    that    company    ceaso    discharge    of    slurry    into 
tailings   retention  area    until    further   approval    by    NM 
Environ    Improvement   Div. 
DACAjT.E.      Nciu  Meiico,    State    of.       79/07/16,       lp. 

-79(0030414   Discusses    unsatisfactory    progress    in   removing    tailing*   matin 
which    have   betm    deposited    along    beds    of   Rio  Puerto   River   t. 
tributaries.  Submits    outline    of   adequate    cleanup    prooram    to 
be    implemented    immediately. 


ly. 
DACA.T.E.      Noui  Mexico,    State    of.       79/OB/13. 


4pp. 


7910030419  Orders    that    eicavation    of    tailing    aands    within    130    ft    of 
upstream  creat   of    tailings    dam  be    terminated   &   uiistinn 
•icavntion   be    refilled   w/taillno    sands.  No    further    const    of 
dam  alloued   w/o   uirttten   approval    of    state   engineer 
REYNOLDS,  S.  E.       New  Mexico,     State   of.       79/08/09.       Ip. 

791003043S  Orders    that    InvBBtigatipn   of   790716   dam    failure    be   *Bde   bv 
prof    engineer   registered    in   NM.Also   orderi    lubmtttal    of 
findings    to    state    engineer.  Order    Issued    to    protect    life  fc 
property   douin  stream, 
REVNOLDB,  5.  E.       Neu  Meiico,    State   of.       79/07/1B.       lp. 
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-79  1 OQ30444    Forwards     tailings    dam    breach    folloiuup    rep  t    from    790B10-33. 
in    raaponBB    to    TE    Daca    790B13    request.  Also    foriuarda    fact 
aheeta    presenting    current    data    on   broach, Uni ted    Nuclear  Corp 
actions    «j   roaulta. 
MILLER, T.        United    Nuclear    Corp.        79/08/24,        7pp. 


-7910030712    LiBta    individuals    of    HA    Hsactor    Safety   Commission     that    have 
been   processed    for    "d"    security    c  1  earance. Purpose    of 
clearance   is    to    discuss    classified   rept    on    mac  tor    sabotage. 
Names    withheld     (not    within    scape    of    request). 
KINO.rl,  J.  Division    of    Security.        73/O6/1B.         Ip, 


-791OD3O451    Forwards    complete   results   of    analyses    on    crystal  1  i  i  ed    salt 
samples    taken   790718,  in    response    to    790313   Itr    to    DD 
Tunervil IB,  W/reaul ta    of    analyses    on    surface   water    samples 
taken   on   weekly    oasis    since    dam   breach. 

F!,  D.        United    Nuclear    Corp.        79/03/22.        Bpp 


-7910030719   Respond!     to    7fal2O&    1 tr    requeating    procedural     info    for 
obtaining  NRC   security    c learances, Sug gests    submittal    of 
specific    categories,  types    !>    levels    of     info    needed. Names 
withheld    (not  within    scope    of    request), 
BRADY,  R.  J.  Division    of    Security,        76/12/22.         Ip. 


— 7910030fl57   Forwards    list    of    state    orders    &    nous   releases   re    spill    nf 
radioactive    matl.  in    response     tn    request, 
BTEWAflT,  G.  H.        Now    Me<ico,     State    of.        79/OB/ai.        Ip. 

— 7910030463   Submits     copies    of    state    orders    &   news    releases    re    spill     of 
radioactive   matl    followed    up    by    State    of    MM, 
KINO,  D.        Now   Mexico,     State    of.        79/OB/21.        3pp. 

— 79100301613  Forwards    resolution    re    diacharge    of    radioactive    waste   mater 
from  United    Nuclear   Corp    U  mill.W/o   end. 

DUnOISE.J.       Navaja   Nation,    Manuelito    Chapter.       7143,       79/OB/21. 
Ip. 

— 791O030476  Forwards    resolution    of   Manuelito   Chapter   ra    declaration    of 
emergency    b  request    For    technical    assistance    in   making   Rio 
Pusrco  Rivor    aafo    for    human   &    livestock    use   b    irrigation    of 
plants. Neuis    article    end. 
DUDOISE,  J.        Navajo    Motion,     Manuelito    Chapter.       79/OB/lfl.        9pp, 

— 79100304B2  Domands    that   NRC    close    down   United   Nuclear  Corp    activities 
in    Navajo    Indian    country,  including   U  mill    &    supporting 
mines, until    outsido    investigation    of    dam    disaster    has    been 
completed    &    recommendations    are    complied    u/by    all    mines. 
MACDONALD.P,       Navajo    Nation,     Manuelito   Chapter.       79/OB/15,       3pp. 

— 7910930-193   Requosta    addl    info    for   review  t,    analysis    of    tailings    dam 
failure. Suhmi ts    outlined    list    of    info    requested. 
NELSON,  J,  D.       Colorado   State    Univ.       79/OB/15.       2pp. 

— 7910030499   Discusses   NRC    role    In   response    to    failure    of    tailings 
Impoundment   at    f a c i 1 i ty.  Proposed    remedial    action   related    to 
broached    portion    of    tailings    plan. as   well    as    overall 
stability    of    structure,  mi  1 1    be   reviewed    by   NRC. 
8CARANQ.  R.  A.  Uranium   Recovory   Licensing   Dranch.       79/QB/Q1.       Ip. 

— 7910030504   Fnriuarda    memo    "flopt    on   Dam  Failure   at   Church    Rock."    in 
response    to   790717    telcon   requoat.  Memo    contains   rept    of    insp 
e ip Drlenco, recommendations    For    evaluating    cause   of    failure  & 
chronology    nf    insp    from    790717-21, 

KNIGHT.J.P.  Assistant    Director    for   Engineering.       79/07/31, 

llpp. 

— 7910030B07   Bubmito    chronological    insp    events   d   eiperiences   which 
occurred    during    790717-21    vialt    to    dam   site    bo   determine 
cauiB   of    failure, 
KAN5.  J.  D,  Decadences    Dranch.       79/07/31.       13pp. 

— 791O030S11    Forwards    790B03    Itr    to    DD  Tuborvllla  which    forwards    BJ  Roth 
790727    Itr    to   TE    Daca   t  SE  Reynold   790BOB   engineer    order   re 
United   Nuclear    Corp    tailings    dam   at   Church   Rock, 
WHITEMAN,  J,  L.        NeuMeiico.     State    of.        79/OB/OB.        app. 

— 7910030937   Data    sheets    of    breach    mater    criteria   of    samplings  t<    findingi 
re    U   tal  1  ing  a    sp  1 1 1. 
*      United    Nuclear    Corp.       79/07/17.       9pp. 

7710030317  FDIA  request    for   all    documents   re    U   tailing1*    spill    at 
United   Nuclear    Corp    Church    Rock. NM  mine. inc  lud ing   memoranda, 
ropts.test    results    &   correspondence    between   NRC  tt  NM  DPc 
af   Environ    Impravememt. 
HCLEOD.C.        Affiliation    Unknoun.        79/09/06.         Ip, 

7710O30703  FOIA  request    for    all    documnntfli Inc luding    directives, 
memoranda  &   Biecutive    orders, re    procedures    &   stds    For 
persons    outside    NRC    to    obtain   classified    documents   b 
itds    under   uhlcli  .documents   will    bo   made    available. 
HANBELL.D.       Illinola.    State    of.       79/09/05.       1pp. 

7910030707  Rasponils    to  FOIA  request   for   records   re   procedures  b 
conditions    in   which    persons    outside   NRC  maij    obtain   access   to 
cla*siFiad    documents, Forwards    documents.  Some   names 
withheld    (not   within   scope    of    request). 
FELTdN.J.M.  Division    of    Rules    and    Records.        79/09/20.        3pp. 


—7910030735   Supports    FD   Miller    of  State    of    OR    DOE   request    that    certain 
member    of    staff    be    given    necessary    security    clearances     to 
facilitate   OH    review    of    Trojan    security    &    emergency    plans. 
Name    withheld    (not   within    scope    of  request). 
SCHWARTZ,  8.  A.        Office    of    Stata   Programs.        77/13/12.         Ip. 

— 7910030723    Requests    review    of    confidential    documents    prepared    bu,    Sand  i  a 
re   potential    impacts    saboteur    could    havo   nn    nuclear   power 
plant,  in    order    to    facilitate    review   of   Trojan    security    plan, 
Name    of    reviewer    withheld     (not   within    scope    of    request). 
MILLER.  F.  D.       Oregon,     State    of.        77/13/07.        2pp. 

—7910030732  Notifies    of   access    authorisation   granted    to    individual    for 
NRC    security    program. Name    withheld     liint    within    scope    of 
reques  t ) , 
BRADY,  fl.  J.  Division    of    Security,        7S/01/O7.         Ip. 

— 7910030736    Forwards    JA    Edmundsem   79OS29    Itr    requesting    subj.    clearance 
•for    ind  i  vidua  1.  Requests    that    clearance    remain,    in   active 
status    si    long    as    Individual    is    employed    in   HW.  Name  & 
position    withheld     (not    uiithin    scope    of    request), 
RVAN,  R.(J.        Office    of    State    Programs.        79/OA/Ot.         Ip. 

— 7910030711     Requests    that    security    clearance    cf     individual     remain    active 
within    MW, in   order    to    facilitate    review   of    licensee 
emergent  i)   response    plans   &    environ   monitoring    programs    in 
NW, Portions  withheld    (not   within    scope    of   request). 
EDMUNDSON,  J.  A.        Nevada,     State     at.        79/OS/29.         Ip. 

— 7910030713  Provides    addl    info    in   support    of   790606  request    for   active 
clearance    for    individual     employed    by    NV    radiological    health 
program. Clsarance    is    important    to    carry    out    responsibilities 
of    state    d  NRC.  Name   (withheld    (not    within    scopa   of    request). 
nYANpR.Q.        Office    of    State   Programs.        79/O7/11.         Ip, 

— 7910030744    Grants   790606   request    for   NRC    security   clearance    for    certain 
NV   state    empl  otjee.  based    upon    justification   given    in  79O7 1 1 
memo'.  Name   of    state    employee    delated    (not   within  scope    of 
request ), Supporting    info    encl. 
BRADY.R.  J.  Division   of    Security.       79/OQ/21.       230pp. 

7910050741    FQIA  request    on   behalf    of    D   Aleck   &  W   Ruvoles    for    all 
documents    re  AEC   nuclear    teat*    b  studies    measuring    health 
effects   resulting    from   oiposure    to    1  ou    level    ratflation. 
STOLJZ.Q.D.       Burch,    Morton.     Bittner    Ji   Monroe.       79/OB/14.       3pp. 

7910030742  Responds    to   FOIA   request    for    info    re    AEC   nuclear    tests    li 
studies   measuring    health    effects   resulting    from   eiposure    to 
low   level    radiation. No    documents   av<i  i  lab  Is.  Sug  nests 
contacting    DDE    for    info. 
FGLTON,  J.  M.  Division    of    Rules   and   Records,       79/10/03.        Ip. 

7910090437    Responds    to    790BI3   F01A   request    for    Info   PE    radioactive 
discharge    into  atmosphere    from   NF3    facility    at    Eruiin.TN   for 
past    10  urs. Forwards    pertinent    pages    of   NUREG-043Q. 
Monitoring    info    is    in    Region  3    ate    in    Atlanta.  SA.  W/o    encl. 
FELTON.  J.H,  Division    of    Rules,   and    Records.        79/1O/09.        2pp. 

'7910090462  FOIA  request    for    documents    re   radioactive    discharges    into 
atmosphere    from  NFB    facility   at    Erwin.TN    far    pint    1O    yrs. 
FAIN.J.       Affiliation   Unknown.       79/08/13.       Ip. 

7910090467   Responds    to   FQIA   790923  requoat    for   NUREG-0575,  Vol  B    1-3  8. 
Aug    1979   final   OEtS   on    handling    tt   storage    of    spent   LUK    fuel. 
Documents    can  bo    purchased    through   NTIB. 
FELTON,  J.  H.  Division    of    Rules  and   Records.       79/10/05.        Ip. 

7910090472  FOIA  retuest    For    NUflEG-0575,  Vols    t-3   b  Aue    1979    final    OEIS 
on    handling    ti  storage    af    spant    LWR    fuel. 
ROQDINS.R.L.      Late    Michigan   Federation.       79/O9/25.        Ip. 

79 100904 BO  FOIA  request    for    620109  press   announcement    b  Sept    1763    final 
rept   by   general    manager    re    &1O103    Incident    at    rnactor  SL-1 
in    Idaho   Falls.  ID. 
TROMHETTA.R.       Affiliation    Unfcnoun.        79/1O/OS.        Hpp. 
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I0904B7  Responds  to  FOIA  request  for  620109  press  announcement, 

pt  1962  memorandum  &  final  rept  by  general  manager  re 

.-1  incident.  Foryards  requested  documents.  U/o  end, 

I-TON.  J.  H.    Division  of  Rules  and  Records.   79/10/04.   Ip. 


-7910100722  "Technical  Rept  on  neinau  Unit  1  Incident  of  740H2Q; 
TQ-1  Trip/Reactor  Trip/Safety  Injection  Actuation.  " 
LATA1LLE.  J.  P.  .  OALLETLY.il.,  CECCHI.T.   Westlnghouso  Elcc  trie  Corp.  . 
Wyoming  Mineral  Cnrp,   74/09/02.   40pp. 


'090494  Responds  to  FDIA  request  for  all  document!  re  preparation 

NUREG-0439  &  upgraded  physical  protection  regulations  in 
'CFR73.  Document  being  prepared  re  NUflEQ-0439.  Remainder  of 
quest  does  not  meet  3U5C552<a> (3)  requirements. 
LTQN.J.M.     Division  of  Rules  and  Records.   79/10/O3.   3pp. 

090497  FOIA  request  for  all  documents  re  preparation  of  NUREG-0459 
upgraded  physical  protection  regulations  in  10CFR73. 
IBMAN.A.Z.   Natural  Resources  Defense  Council.   79/09/06.   Ip. 

09O510  Responds  to  790919  FQIA  renuest  For  info  re  number  of 

cliar  gauges  in  paper,  teiti  le  It  related  industries. 

rwards  computer  printout  of  licensees.  Requests  f ee.  W/o 

cl. 

LTDN.J.M.     Division  of  Rules  and  Records.   79/10/09.   Ip. 

090516  FOIA  request  for  info  re  number  at  nuclear  gauges  in  paper, 

xtilg  &  related  industries. 

RTQSZEHICZi  J.   Intec  Corp.   79/09/19.   Ip. 

090655  Responds  to  FOIA  request  for  all  documents  pertaining  to 

clear  Matls  6  Equipment  Corp  i  NRC  investigation  into 

ecutlve  Director  For  Operations  previously  withheld 

'arks. 

-TON.J.N.   Office  of  Administration.   79/09/04.   Ip. 

D9Q658  FOIA  request  for  all  documents  pertaining  to  Nuclear  Matin  (. 
jipment  Corp  b  to  NRC  investigation  into  Executive 
rector  for  Operations  ramarfcs  previously  withheld. 
M-KA.J.  J.   Affiliation  Unknown.   7B/11/30.   Ip. 

100063  FOIA  request  for  SNM  license  issued  to  Atomics  Intl  For 
ioga  Park.CA  &  Santa  Busana,  CA  faci I ities. Request  includes 
:ense  amends,  annexes  &  apps. 
iE.H.   Committee  to  Bridge  the  Dap.   79/09/3O.   2pp. 

.OOOiB  Responds  to  FOIA  request  for  all  documents  re  BNM  license 

,ued  to  Atomics  Intl. Forwards  partial  listing  of  requested 

:ument«  being  reproduced.  Remaining  documents  still  under 

•lew. 

.TQN.J.M.    Division  of  Rules  and  Records.   79/10/03,   2pp. 

00073  FOIA  request  for  all  documents  re  economic  or  market  studies 
icerning  radiopharmaceutlcal  industry  or  related  to 
inornlc  activity  associated  w/rad ionucleid  market  of 

lear  reactor  industry  &  nuclear  pharmacy  industry. 
•ERICg,  T.V.   O'Connor  b  Hannan.   79/09/12.   Ip. 

00077  Responds  to  FOIA  request  for  all  documents  about  economic  or 

let  studies  re  radlopharmaceutical  industry.  Forwards 

t  re  determination  of  economic  parameters  of  radionuclide 

uslry  w/special  ref  to  nuclear  medicine  marlet.  ' 

TON.J.M.    Division  of  Rules  and  Records.   79/10/01.   Ip. 


7910100724  Technical  rept  on  Special  Event  74-13  re 
TG-1/Reactor  TiMp/BE  Trip. 

"  Wustinghouse  Electric  Corp.  j  Wyoming  Mineral  Corp.   79/05/39. 
Spp. 

7910100725  Discusses  stuck  open  power  operated  relief  valve  at  foreign 
PWR.  Recommends  that  all  operating  Wast  inghouae  reactors 

modify  pressuriier  level/pressure  coincidence  ECCS 

actuation, 

THADANI.A.  Division    of    Systems    Safety.        79/O5/19.        4pp. 

7910100727    Informs    of   failure    of    pressurilflr    relief    valve    to   roclase 
at   Deznau    I    foci  1  ity.  Caused    by    poorly    supported    discharge 
line   due    to   violent  move    during   valve    opening.  To   remedy 
s  1  tuation.  frame   replaced    by    cast    steel    design. 
*      Westinghouse   Electric    Corp.  ;    Wyoming   Mineral    Corp.       79/03/16. 


79I01007S9  Responds  to  FOIA  request  for  Senator  Golduotcr  &  Congreuaman 
McCormack  770913  statement  that  no  nuclear  weapons  have  been 
made  from  nuclear  waste  mat!  It  770914  document  re  1962  Pu 
bomb  detonation.  NRC  has  no  documents  re  request. 
FELTON.J.M.     Division  of  Rules  and  Records.   79/10/03.    Ip. 

7910100731  FOIA  request  for  Senator  Qolduator  b  Congressman  McCormack 
790915  statement  that  no  weapons  have  been  made  from  nuclear 
waste  matlt  b  770914  document  re  detonation  of  Pu  bomb  in 
1963. 
TROMBETTA.fl.   Affiliation  Unknown.   79/09/17.   2pp. 

7910UOOOI  FOIA  request  for  all  documents  re  chemical  gradu  fc/or 
pharm  grade  of  Xc-133  l<  any  liaison  agreement  or 
understanding  between  NRC  b  FDA  re  jur  isdic  tional  t. 
enforcement  responsibilities. 
vAKERIC8,T.  V.   O'Connor  St  Hannan.   79/08/30,   3pp. 

7910110002  Responds  to  FOIA  790G30  request  for  documents  ro  Xe-133, 
Forwards  partial  list  of  documents  re  Xe-133iNRC  has  not 
completed  review  of  remaining  documents. 
FELTONi  J,  M.     Division  of  Rules  and  Records.   79/10/05.   2pp. 

—7910110004  Matl/Byproduct  Liconse  20-00330-19  for  New  England  NucUflr 
Corp  is  amended  in  its  entirety  per  7(30323  app  1  ica  t  ion.  Amend 
2  authoriiCH  USD  of  licenced  matl  by  JV  Dimnnt  b  individuals 
designated  by  Environ  Control  Div  or  corp. 
DA9SIN,N.      Radlolsotopes  Licensing  Drnnch  (Pre  790501) 
20-00320-19,   7B/03/  15.    1  p  . 

—7910110007  Hatl/Dyproduct  License  20-00330-1?  for  New  Enfllnnd  Nuclear 
Corp  is  amended  in  its  entirety  per  700109  application. 
Amend  1  authoriies  use  of  3  Cl  Xe-133  gas  calldofto  refills 
to  distribute  for  receip  ti  storage  It  handling. 
BASSlNiN.      Radlolsotopes  Licensing  Branch  (Pre  790501) 
20-00320-19.   78/01/19.    Ip.  . 


01000B1    "Determination   of  Economic   Parameters   of  RadionuclidP   S. 
adionuclide  Devices    Industry   W/Special   Ref    to  Nuclear 
edicine  Market,"   final   rept. 

Arthur   Young   &  Co.       NRC- 12-77- 193,        7B/06/03.        143pp. 

00109  Responds   to  790B23  FOIA  request   For   documents   re  Makepeace, 
or  Englehard,  Inc.  Documents    temporarily    located    in  NRC 
awaiting    insp   b  copying. 

TOM.J.H.  DiviJion  of  Rules   and   Records.      79/10/02.       Ip. 

30113  Aek    receipt  of    info  requested   7902S2  under  FOIA.  Inquires  re 
lure  of  NRC   to   send    info   on  Makepeace   or  Englehard, Inc 
jests    that  docum»nts   be    sent   re   both    firms. 
-IVAN,  J.W.      Aff  illation  Unknown.      79/09/23.       2pp. 

J0719  FOIA  reiu.st   on  behalf   of  UCS   for  rept!   made   to  NRC   by   Swiss 

t  re   avent   at  Bemau  reactor  which    bears   similar 

•act»ristics    to  TMI    incident. 

iS.G.R.      Sheldon,    Harmon  b  Weiss.       79/09/04.       Ip. 


-7910110016  Matl/Byproduct   License   20-003BO-13    for   New  Ennlnnd    Nuclaar 
Carp.authorijing    use    of    15  Cl   Mo-99  &  Tc-99m  prepacfcnged 
radioactive   matls    for   receipt,  storage   I>   handling    for 
distribution    to   author! led   recipients. 

BASBIN.N.  Radlolsotope!   Licenslno    Branch    (Prn   790901), 

20-00120-19.        77/12/Ot.        2pp. 

-7910110030  Mall/Byproduct   Lionm   SO-003BO-13   for   Noiu  Enoland    Nucloar 
Corp    is   amenoBd    in    entirety    per   760223   application.  Amend    11 
authoriies    use    of   700  Ci    C«-137   sealed    sources    for 
possession  storage   tt   distribution. 

DELL.J.M.  Radioisotopas   Licensino   Branch    (Pre   790S01). 

20-00320-13.       76/03/23.       Ip. 

-7910110026  Matl/Byproduct   License   20-00330-13    for   New  England   Nuclear 
Corp    is   amended    in    entirety    per   760421    &  0926  applications 
Amend    12  authorizes    use   of    possession   of    1000  Ci   Kr-B3  &  DOO 
Ci    Sr^^O- 

RadioiiotopftH   Licinting    Branth    IPr*   790301),       20-00320-13. 
Ip. 


(0720  Rtipondi    to  790904  request    for  repts   to  NHC   by   Swiss   oovt 

ivent  at  Bemau  reactor.  Forwards   repts  fc  memoranda  re 

dent    Info   partially  withheld    (ref  FOIA  E.emptlon  4), 

UN.J.  n,  Division   of  flutes   and   Records.      79/10/03.      Spp. 

s   technical   rept   on  740020   incident  at  Dginau 
land. Summarlies    observations    on  course   of 
.ations  re   extent   of   damage, conclusions  fc 

'   Corp.,    Wyoming   Mineral   Corp. 


-7910110030  Matl/Byproduct   Hc«m»e   20-00320-13    for    Neui  England    NucUar 
Corp    Is   amended    in   entirety    per   770110   application.  Amend    13 
authoriies   possession   b  use    of    licensed   mat!. 
BGLL.J.H.  RadiolsntopRs   Licensing    Branch    (Pro    790SQ1). 

30-00330-13.       77/04/29.       Ip. 

-7910110037  Matl/Buproduct   Licen.t   30-00320-13    for    New  England    Nuclear 
Corp    U   amend. d    in    antirety    pet   770929   application,  Amend    14 
changes   amount    of    licensed    mat!    to   500  Ci. 
20-00330-?3  "J*f)loisot<IP"  Lloniing   Branch    (Pra  790301). 
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-7910110049  Matl/Byproiluct   License   20-0032O-13    for    Ncui  England    Nuclear 
Corp    Is   amended    In   entirety    per   760310   app  1  ication.  Amend    IS 
changes   amount   of    licensed    matl, 

WRIGHT,  E.G.  Radioisotopes   Licensing    Branch    (Pre   7903011. 

20-00320-13.        70/06/29.        Ip. 

-7910110033   Matl/Byproduc  t   License    2D-O032O-13    fop    Neiu   England    Nuclear 
Corp    is   amended    in   entirety    per   781105   ap  pi  ication.  Aenond    It, 
authorliea   USB   &  possession    of    10,000   Ci    Hi—  83    in    amj 
chemical    form, 

BflSBIN.N.  Radioisotopes   Licensing    Branch    (Pro    770501). 

30-00320-13.        7B/  11/27.        Ip. 

-7910110060   Matl/Byproduct    License    20-00330-13    for    Neiu   England    Nuclear 
Corp    IB   amended    in   entirety    per   750715   gp  p!  lea  t  ion.  Amend    10 
authorises   use   of   no   more    than    10  mCi    of    any    byproduct   matl 
m/Atomic   Numbers    3-83. 

HELLiJ.M.  Radioisotopes    Licensing    Branch     (Pre    770301). 

20-00320-13.        75/11/11.        4pp. 

-79101100B3  Matl/Byproduct   License   20-00330-09    for   Neiu  England    Wuclsar 
Corp    is    amended    In    its    entirety    par   7BQ&B3   applies  tioti.  ftmond 
3fl  authorlies   use   of   no   more    than    1O  Ci    of   any    byproduct 
matl   u/Atomic   Numbers    1-63. 

GulNN.P.R.  Radtoisotopes   Licensing    Branch    (Pre    7905QU. 

20-00320-09.        79/05/18.        2pp. 

-7910110101   Recommends   civil    penalty    far    Nuclear   Pharmac  y,  Inc    for 
miElabelllng   t>   distributing    Xo-133  uihlch    haa    not    been    tasted 
for   human   USB.  Hatter    should    possibly    be    repaired    to   DQJ, 
KEPPLER,  J.6.  Region  3,    Chicago,    Office    nf    the  Director. 

4B-17'1fi6-QlMD.        79/04/1R        2pp. 

-7910110106  Forwards   draft    IE    Insp   Rapt   30-1303  1/7-J-O1    on   790116-17, 
draft   notice   of  violation  !<  notice   proposed    imposition    of 
civil    penalties. 

DAVIS,  J.C.      Office    of    Inspection   t  Enforcement.     Office    of    the 
Director.       4B-1746fr-01MD.        79/04/18.        3pp. 


—  7710110210   Opposes    proposed     enforcement    action    against   Nuclear 

Pharmacy,  ]nc     Involving     issuance    nF    civil     penalty    S.    ordar     to 
shou   cause   why    license    should    not    be    revaVe-d    in    part.  Actions 
are    unpreced  entDd    ti   itifn    just    cause. 

KEPPLEH.J.O.  flegion   3.     Chicago.     Office    of    the   Director. 

77/O7/17.        3pp. 

—  -7910110244   Diicusses   reconsideration    op    position    re    1-ssuance    of    order 

to    show   cause   to    Nut  1  ear   Pharmacy,  Inc.  Order    to    t  ho  lit  cause 

inappropriate.  No    leg^l    objection    to    rest    op    package. 

LIEBERMftN.J.         RulemaUng    t.  Enforcement   Division.       77/OB/01.        Ip. 

—  7910110247  Buomlta    draft    Itr    to   J   Flaavls    re    intent    to   propose    civil 

penal  tij. 

SACHHAN.  D.    Rulemaling  *.  Enf  orcemont  Division.   4B-17fl6i-OlMD. 

77/08/01.   Ip. 

—  771Q11Q292   Discusses    enforcement    recommendations    for  Nuclear  Pharmacy, 

Inc   It  Ch  icogo/Elmhurs  t.  flccommonds    that    both    licensees   be 

treated    separately    due    to    differences    in    inap    findings. 

DAVIS,  A,  D.  Region    3,    Chic-agOi     Fuel    Facility   6  Haterials    Safety 

Branch.        la-IBOfll-OlMD.       79/03/29.       3pp. 

791O110214   Responds    to  FOIA  request    For    documgntl    generated    or   utillied 
by    Task    Force   on   Safeguards    Pol  i  c  y.  ForuariJs   F»J  Brady    7703O7 
memo    fot-uiarding    draft    o.f   r-cpt.Rept   withheld    Crop    FdlA 
EiemptianB    1    ti   E). 
FELTON.J.M.  Division    of    Rules    and    Records.        77/10/09.        3pp. 

7910110221    Discusses    classification   review  of    draft   rept   re    task    force 
on   NRC    safeguards    policy.  Rept    should    be    considered 
confidential. 
DRADY.R.  J.       Office    of    Administration,       77/03/O7.        Ip. 

7910110231    FOIA   r*q.ueat    for     info    on    effects    on   Southern   CA    nf    nuclear 
atmospheric    testing    in.   NW   desert    before    1963. 
COLVIN.T.       Riverside  Press    -  Enterprise,    Rivera  Ida,  CA.      79/07/28. 


-7910110113  Draft   notice   of    violation    from    insp    on   77O1  lfr-17. 

«          Region   3.    Chicago,    Office    of    the    Director.       4B-17466-Q1MD. 
77/04/18.      3pp. 

-7910110165  HEW  certificate    re   JA  Halperln    custody    of    official    federal 
records    concerning    human   drugs.  Affidavit    enc  1. 

LAVENDER,  A.      Health.    Education  &  Welfare^     Dept.     oP.       79/03/1O. 
3pp. 

-79101101B7  EN-77-09:  Informs    NRC    that   notice    of    violation  &   notice    of 
proposed    imposition   of   civil    penalties    will    be    issued    on 
790517   to  Nuclear  Pharamacy-  Inc. 

BROCKET!.  T.  W.  ,    OQHER.O.C.       Office   of    Inspection   t.   Enforcement, 
Office   of    the   Director.       4B-  174  64-01  HI>.       79/03/15.        Ip. 

-7910110212  Notice    of   violation    from   Insp    on   7901  It-  17. 

*    •      Region  3,    Chicago,    Office   of   the    Director.       1  B-l  7466-0  1MD, 
79/OB/17.       4pp. 

-7910110216  Notice    of    proposed    imposition   of    civil    penalties    For 
distribution   of    untested    drugs    for   human    use. 

«          Region   3.    Chicago,    Office   of    the    Director.       4B-17466-OIMO. 
79/08/17.       Ip, 

-7710110330  Comment*    on   proposed    enforcement    package    for    Nuclear 
Pharmacy,  Inc    civil    penalty   b   or  dor. 

ENIEZEK.  d.  H.         Division    of   Fuel    Facility    &   Materials    Safety. 
1B-1746i-01MD.       79/06/28.       3pp. 

-7710110224   DUcuten   770816   telcon  w/R   Mood    of    FDA  re    potential    health 
haiarda    Involved    in   chemical    grade   Xe-133.  Potential    health 
haiard    includes    possibility    of   contamination    by    other 
rad  lonuc  lides. 
BACHMflNN,fi.         Rulsmaling    (.Enforcement:   Division.       79/08/16.       Ip. 

-7710110227  Discusses   J  Keppler   790717  memo    re   Nuclear  Pharmacy.  Inc. 
Hitholdi   concurrence   on   enfarcimnnt  action    pending    outcome 
b  review  of   discussions   w/IE. 
LIEDERMAN.J,         Rulemaklng    t>  Enforcement    Division,       77/07/2O,        Ip. 

-7910110234  Draft   order    ta   ihou   cause   re    revocation    of  License 
4fl-l  7466-0  1MD. 

BTELLD,  y.      Office   at    Inspection  fc  Enforcemsnt,     Pfflct    of    the 
Director.      4B-174i6-01MD.      79/OB/17.       IBpp. 

-7910110236  Submit!   data  re    shipments   of    X>-133  rteeiveir   (.   distributed 
in   bulk    by   Union  Carbide   Corp    during    781122-790111. 
BROCKET!,!.       Office   of    Inspection  fc  Enforcement    Office    of    the 
Director,      79/07/07.       3pp. 


7910110337  fleiponoi    to    FDIrt    request    for    info   ro    ePPects    on    Southern  CA 
oP   nuclear    atmospheric    testing    in   NV    desert   before    17fi3.WRC 
has  no    records    re   nmuasted    sub/. 
FELTDM,  J,  M,  DivlEion    of    ftulfl*    and    Records.        79/O7-/28.         In, 

7910110367   Supplements    response    to   FOIA   renuest    for   NflC  Annual   Ropt 
I97B.  NRC    study    of   !MI    causes   &    other    documents.  Forwards 
FES  for   Ohorehafli   Unit    1     (WUHEQ-038A)  .  Unab  1  B    to    locate  parts 
oP    info   requested. 
FELTON,  J,  M.  Division   of    Rule*    and    Rocords.       79/1O/09,       3pp. 

7710110374   FOIA  reqirast    for    NRC  Annual    Rent    1970,  NRC    study    of    causes 
of   THI-2    incident,  rept    indicating   methods    used    to   tool    TMI-3 
corejstudij    op    environ    ufFecte    of   certain    facilities    t*   info 
re   reopening    of    Indian   Point    1, 
JOHNSON,  Fi.       Affiliation   Unknown.       77/O5/O2.       2pp. 

791011O3Q9  Fesponds    to    FO1A    request    for   certain    documents   re   1MI. 
Apps    Hat    doeuwents    subj    to   revues  t.  Info    partialltj    withheld 
(ref    FOIA   Eiemptlons    6   !•    7C1. 
FELTON.J.M.  Division    of    Rules    and    Records.        79/10/01,        4pp. 

7710110399  Respond*    to   FDIA  request    for    inPo   r«    shipment    op    high    level 
nuclear   matls    tnroujh    Mumphls,  TN  area   *   safety    measures 
uhlch    shipper*    are   required    to    take.  No    records    found   re 
shipment  request,  Forwards    remaining^    requested    info.  W/o    encl. 
FELTON.J.M.  Division    of   Rules    and    Records.        79/10/09.        2pp. 

77  1  Ol  10403  FOJIA    request    for    Info    re    shipment   of    nigh    level    nuclear 
matls    through   Memphis,  !H    area    h   safety    measures    s-hippers 
are   required    to-   bate. 
BRIBTER.  B.       Affiliation  Unknown.       77/09/15.        Ip. 

7710130264    FOIA   request    for    info   re    removal    of    raduieftte  &   rock    Prom 
PM-3A   Bite    in  Antarctica    to   Ventura   County.  CA. 
DANEAU.D.E.       APf  11  tatlon    Untnoiun.       79/07/11.       Ip. 

7910120273   Respond*    to   FOIA   request    for    inPo  re   removal    oP   radwaats 
h  rock    from  PM-3A    site    in   Antarctica    to  Ventura   County,  CA. 
Forwards    documents    listed    in   App   A. 
FELTONiJ.H.  Division    oF   Rules    anfl   Records.       79/10/10.       Knp. 

77101203B4    Resoondi    to  FOIA  request    Par    info    rr   abnormal    settlements   & 
NFIC   rea*an*   for   not    levying    civil    penalty   against    util    In 
1972,  Forwards    list    of   ru  Levant   riocumentB.  Info   partially 
withheld:  names    of    individuals    Craf    FOIA  Exemption    7). 
F6LTON.J.M.  Dlvitton    of   Rules    and   Hecorils.       77/10/07.        ll?pp. 
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0407  Responds    to   FDIA  request   for   all    unclassified    documents   re 

unctions    of    nuclear  reactors   outside  US    in   past    five 

roruards    documents    1 isted. e  icept    those    In    foreign 

jages. 

QN.J.M.  DiviEic.fi    of    Rules    and    Records.        79/10/09.        3pp. 


7910170353   Supplements    response    to    FOIA    request    by    DCS    for    all 
documents    re   Action   Plans   A-40  &   A-41 .  records    on    seismic 
Issues,  documents    by    HFt   Denton  !i  C   Stepp    &    insp    repts    for 
Beaver    Yal  log.  Forwards    addl    documents. 
FELTGN,  J.  M.  Division    of    Rules    and    Records.        79/1O/19,        3pp. 


0409  FOIA   request    for   all    unclassified    documents    re    malfunctii 
uclaar   reactors    outside    US    in   past    five    yrs. 
HAM.D,       Neu   York    Times.        79/OB/30.        Ip. 


791QI71G59   FOIA    request    for    -film    being    produced    on    LOFT    experiments    b 
si  1    info  re    film. 
CANNON,  J.  M.       Mid-America    Legal    Foundation.        79/07/12.        Ip. 


0003   Responds    to    appeal     of     initial    FOIA    decision    denying 

PS  ted    info.  Grants    appeal     re    Documents   d,  HC.  BE   >j    9.  Info 

h  eld:  prel  iminary    opinions    Iref  FOIA  EiemptionS), 

H.S.J.      Office   of    the  Secretary    of    the   Commission.       79/10/11. 


7710171061    Suppls    791O12    telean    n?    790713   FDIA   requeot    For    film    being 
produced    on  LOFT    eiperiments    !.   all    info   relating    ta    film. 
Foriuards    list   of    requested    documents.  Documents    in   PDR    in 
Washington, DC. 
FELTON,  J.M.  Division    of    Rules    and    Records.        79/10/16.        2pp 


0007   Supplements    790710    appeal    of    initial    FOIA   decision    denying 

»st   for   documents    re    issuance   of    shou  cause   order. 

ifies    info    not    being    withheld    under   Exemption    5.  Response 

90629  failed    to    support    exemption   claim. 

QR.  T,  D.       Conner-    Moore    &    Corber.        79/07/20.        3pp. 


3599  FOIA   request    for   documents   re    development   of    Form   for 
car    energy    policy     for    nirclear    power    plant    facilities 
10CFR140.  91. 
ENHE1MEH.K.       Cozen.    Digier    I*  O'Connor.       79/09/19.       Ip. 

Ji07  Flesponds    to  FOIA  request    for    documents   re   development    of 

for   nuclear    energy    policy    for   nuclear    power    plant 
litles   per    1QCFR14O.  91.  Requested    document  a   at  PDI»    in 
ington. DC. 
JN.J.M.  Division    of  Rules   and   Records.       79/10/10,       3pp. 


1233   Responds    to   731130    FOIA   request    for    Nuclear    Matl    S>   Equipment 
records.  Part  Ions    of   Documents   7   k  9  are    classified). 
DN,  l.tt  Division    of   Rules    and    Records.        79/09/27.         Ip. 


160351    FOIA    re-quest    for    all    documents    pertaining 
jipment    Corp    tt   remarks    of    Enecutive    Director    for 
orations   withheld    from  previous   FOIA  requests. 
\LKA.J.  J.       Washington  Star.       70/11/30.       Ip. 


MB8  Follouiup    to  FOIA-79-16S  request    for    documents    re    pout-Leuiis 
use    of   WA5H-1400    by    NRC. Requests    NRC    documents    about 
:t   of  UASH-1400  repudiation   on   f aci 1 iti ei. Reed   rnpt   fc 
ted    correspondence. 
:R,P.       Prairie    Alliance.        79/O9/36,        3pp. 


7910180011    Supplements    response    to    FOIA    request     For    documents    ra    U 
tailings   spill    at   United   Nuclear    Corp. Church   Rock.NM  mine, 
Addl    documents   uill    be   .placed    in   PDR. 
FELTON,  J.  M.  Division    of    Rules    and    Records,        79/1O/15.        2pp. 

79 1 0 1 9Od 94  Responds    to   79O937   FOIA    request    for    documonto   re    unrenolvud 
generic    issues    for    Byron.  It.   nuclear    power    p lant.  Forwards 
requested   documents. 
FELTON.  J.  H.  Division    of    Rules    and    Records.        79/10/17.        app. 

7910190400  FQIA  request    Fur    documents    re    unresolved    generic    iss.uoo    Par 
Hyron>  1L  nuclear    power   plant. 
JOHNSON. D.       League   of   Women   Votors   of    Hoc  k  ford.  IL.       79/09/27.        Ip, 

791019010"!  FOIA  request    for    access    to    repts,     "Uarrler   Penetration 
Databane."    "Advanced   Admittance    Bys,  "    "Guards"   &    "Resources 
Requirements    for    Malevolent    Actions." 
GEE.  E.        APf  11  iati  on    UnVnouin.        79/09/32.         ip. 

7910I9041O  Responds,    to  FOIA   request    for    access    to    ropts.     "Harrier 
Penetration  Datab-asei"    "Advanced    Admittance   Sysi  "    "Guards" 
t    "ReEources   Requirements    for    Malevolent    Actions,"    First 
three    documents    in   PDR,  Unable    to    locate    fourth    document. 
FELTON.  J.  M.  Division    of    Ruins    and    Records.       79/10/17.       3pp. 

79101901JB  Suppleme-nts   791O01?    Itr   t.   responds    to   FOIA   requoot    for    irPo 
re    process    used    in   determining    routes    for    shipping    Fuel 
rods.  FoTiuards    document    re    transportation    routes,  Info 
partial  ly   luithhol  d:  surface    routes,    (ref   FOIA  Eiomption   4), 
FELTON.J.M,  Division    of    Rules    and   Records.       79/10/18.       Ip. 


M93  Partially    responds    ta   FOIA  request    for  Reed    rept.  Rept 

leld    <ref   FOIA  Exemption    4). 

i.B.J.  Division    of   Rules   and   Records,       79/10/15.       2pp, 


791019042H  FOIA   request    for    namosi  grade,  dop t   d/cr    oPc    of   all 
civilian   employees   assigned    to   NRC  Region   2. 
DAVIS,  E,  P.        United    Services    Life     Insurance    Co,        79/09/09,        Ip. 


3197  Supplements   response    to  FOIA  request    For   nine    categories   of 

nentsr  including    records    re    chemical    grade   t/or  phartn 

>    Xe-133   gas  &   jur i sdict 1  anal   responsibilities   of   NRC 

"OIA,  Forwards    documents    listed    in   app. 

IN.J.M.  Division    of   Rules    and    Records.        79/1O/13.        2pp. 


791019042A   Responds    to   790905   FQIA    roquost    For    names, grade. dept    d/or 
nfc    of    all    civilian   employees    assigned    to   NRC    Region   3, 
Formaryl-s    organl  la  ti  onal    computer    listing    as    of   790B31. 
U/o   end. 
FELTON,  J.  M.  Division    of    Rules    and    Records.       79/10/10,       Ip. 


IHOH   Supplements    response     bo   FOIA   request    For    documents    i 
ince   of  SNM    license    to  Atomics    Intl    for    Canoga  Park.CA  & 
i   Sutanai  CA   fac  i  1  ities,  Requested    Info  uithheld    Cref 
Exemption   4). 
3N.J.M.  Division    of   Rules   and    Records.        79/10/13.         Ip. 


7710S30534  FOIA  roquost    for   35   documents    submitted    to   Chairman   Udall    of 
Subcommittee   an   Energy   Si  Environ    re    case    histories    & 
vulnerability    studies    of    1  icensoe-s.  matl    accounting  throat 
analya  is.  inc  idanta.  JH  Canran    repts   &    other    relevant    tnfo. 
COCHRAN,  J,  D.       Natural    Resources   Defenne   Council.       77/03/31.       4pp. 


>30i  Discusses    CH  Buckley    FOIA  request   far    details    an   Philippine 

;orinuclear    fuel    &   component  ciport    licensos.  DQE    has 

'ered   four    docunent-i   relevant   to  request.  Requesta 

iw  of  requested    documents. 

UARAi  I,  L.       Energy,  Dept.  of.       79/10/05.       Ip. 

1319  Forurards    four    documents  referred   by    DOE    for    response    to  FDIA 

ist  re   details    on   Philippine  nuclear   pomer   reactor, 

par   fuel    b   component   eiport    licenses.  Documents 

.ouslij   sent    under   FO1A~79-314.  H/o   end, 

IN.J.M.  Division   of  RuUs  and   RecoriH.       79/10/19.        Ip. 

1329  FQIA   request    for    info    an  U  milling    permits    for    facilities    in 
I.N.      Affiliation   Unfcnomn.       79/09/36.       Ip. 

G40  Responds    to  FOIA  roqueit   for    info  on   U  millins    permits    for 

ities    in    BD.FOIA   appline    only    to   requests    for  acceis    to 

di.Ltr  roF»rreil    to   NRC    ofc    responsible    for   milling 

Ities   for    responsa. 

H.J.M.  Division   of  Rules   and   Record*.       79/10/13.        Ip. 


7910S904iO   Supplements   790911    FOIA    79-393. Requests    NRC    7QOHOO 
"immediate    action"    Itr  &  770501    response. 
GABRIEL, H,J,       Norton  (•  Criatenson.       79/07/36,       2pp. 

791Q30007&  llesponds    to   FOIA   request    for    info   re    nuclear    eiporta    to 
Hraill.  Foruards    documents.  Certain    documents    entirely 
withheld    Iref   FOIA   Eiemption    5)    (.    others    partially 
withheld    (ref   FOI A  Exemption    1). 
FELTON.J.M,  Division    of    Rules    and    Records.       79/10/22.       4pp. 

— 79103000S3   Supplements    7Q050B   resnonoa    to    J   Qlenn    7B0339    Itr    re    NRC 
export    licensing    responslb i 1 i tl es.  9ubmi ts   response    to 
Question    5  re    export    licensing    criteria    Par    Angra    I    reactor 
in   Qraiil    in    light   of   Nuclear   Nonprolif eratton   Act    of    1978. 
HENDniE.J.M.       Commission.       78/O6/21.       Hpp, 

— 79103000B9   Finds    sufficient    legal    baail    For    issuing    License    XBNM-0909 
to   oiport    lau   enriched    U    to   Drai il.  Al th ough    Brazilian 
Btatement    is   ambiguous,  Commissl on    Is    assured    that   matl    uill 
not    b«   used    to    produce    explosives,  Di scuasea    «<port    policy. 
aTOFuEfi.C.R.       Office   of    the   General    Counsel.       78/02/31.       lOpp, 


NONDOCKETED  ITEMS 


-77103000?-')    Notifies   of  NRC    acceptance    of    LV   Qossick    recommendation 
that    license    be    issued    for    eiport    oF    31  .BE?   kg    U>  enriched    to 
3.157.  U-235.  to   Drai  i  1.  Submi  ts  NRC    comments    re    use    of   US 
nuclear    mfltl    !.    equipment    for   nuclear    eialoetve    purposes. 
CH1LK.  B.  J.        Office    of    the    Secretary     of     the    Conunls*  ion.        7B/O4/21. 


-7910300157   SECV-7i-2M 

Requests  Commission    tomraente   on   proposed    arrangement 
u/Braiillan  Camissao   Naclonal    da   En erg  I a    Nuclear    For 
exchange    of   technical    Info    t<   cooperation    In   IJJtD  of    stds. 
Supporting    documentation    encl. 
LAFLEUR,J.  D.       Office    of    1  nternatioTia  1   Programs.      79/10/29, 


13pp. 


-7910300098  Requests  various    info    re   NSC    rulings    on    oioort    licenses    In 

light    of  Nuclear  Nonprol  1  f  era  tl  on   Act    of    1979.  e  spec  lal  I  y    in 

relation  to   eiport    of   reactor    fuel    to    Bra  i  i  1    It    licensing 

criteria  used    for   approval. 
GLENN,  J,        Senate,     Governmental     Affaire.        79/03/31.        2pp. 


7?I03G0166  Forujards   draFt    cable    to  Brasilia    requesting    status   rept 
concerning    physical    security   me-aaures   of   Angra    nuclear 
reactor    site   near   Angra    des   Rel  Si  Bra  it  1.  in   order    to    update 
physical    security    files.U/D    cncl. 

CPLlNOEft.G.  Q.          Assistant   Director    for   Eipot-t/  Import   fc 
rnternatlonal    Safeguards.        7B/OB/O3.        lp. 


-791O30010*   ftdvisea    of    NRC    concurrence    in    proposed    Itr    re  Draiillan 
eiportsito    be    dispatched    by    Director    of     Intl    Programs    to 
OB  ft    of    State,  sub  j    bo   editorial    revi  si  on.  Bradford    7  803  23 
response     shoot    end. 

CHILH.,  3,  J.       Office   of    the   Secretary    of    the    Commission.       7B/01/17. 
3pp. 

-7710300112   SECV-77-601 

Bunwiariie!  NRC    roviou   of   proposed    issuance    of    llcilnse    for 
Wastlnghouso    to    eiport    31.GB7   kg    Uj  enriched    to    3.  IS-/.  U-235. 
to   Brai  i  1  .  Flocommends   closed    meeting    ui/Dept    of   State    as    soon 
as    passible. 
SHEA,  J.  R.        Office    of    International     Programs.        77/12/05.        flpp. 

-7910300116   Forwards  Heatinohouse    application    for    licenso    bo    export    up 
to     1,393    Kg    U-335    to    Braill. 
KENGRBON,  D.  A.        Mestinghouse    Electric     Corp.        76/04/OV.        lp. 

-7910300121    Application   by    Uea  ting"  nuse    for    licenso    to    eiport    up    to 
1,392    kg    U-235,  contained    In    up    to    51.039    kg    U.  to   Bralil.End 
use    statement    encl. 

KENEREON,  D.  A.        testing  house    Electric     Corp.        ZUJ1T    90000   AK. 
76/04/09.        3pp. 

-7910300126  Submits  name   i-   address    of    export  mat!    packager    per 
application   for    fuel    export    liconse    Fur    Angra   nuclear   pouier 
generating    plant    In    Braiil. 
K.ENERBON.  D.  A.       Westinghouae    Electric    Corp.       76/04/15.       lp. 

-771030013O  Provides   addl    info    in    support    of    Angra    fuel    eiport    license* 
including   more    detailed)    util    end    u-se"    statement, 

KENERBQTJ,  D.  A.        Westinghouae    Electric     Corp.        ICS-3411.        76/05/17. 
2pp. 

-7910300133  Requests   assistance    in    aipeditins    issuance    of  License 
XSNH-09O9   for   uiport    of   nuclear    fuel    assemblies    to    Bra  t  i  1  . 
udETTINQER.H.  L.       WestinghouBe  Electric    Corp.        1CB-&3B&.       77/11/39. 
Lp. 

-7910300137   Executive  Branch    position    ro    application    by   Wes  tlnghouse   for 
license    to   eiport   up    to    1,392   kg    U-335    to    Di-ai  1  1  ,  Li  cense 
should    ba   granted, 
TARNDFF,  P.       State,  Dept.  of.        8/B    7603677,        79/1  1  /!•).        6pp. 

-791O30O139   Forwards   Dept    of  State    770437    Itr    re   U3   functional    approval 
rlghti  including    European  Community    poeltioni  in    response    to 
770223    request    for   addl    analysis. 
BHEA.J.R.       Office  of    International    Programs.       77/04/39.       lp. 

-791Q30014!    Discusses    Interpretation    of   US  agreemants    For    cooperation 
iii/Europcan  Community   t,   Japan   ro    re  trans-  Per    of   SNM    produced 
through    UB-aupji  1  ied    source    or   EMM,  Includes    European 
Communi  ty   post  t  ion. 

HQYLE,D,B.       Btato.Dept.  of,    Bureau    of   Oceans    !.    Internatl  ,  Environ.     & 
acientific   Affairs.       77/04/27,       9pp. 

-791Q3GQ149   Diicuases  Comnissi  oner    concurrence    in    signing    of 
NRC/flrai  Ulan   arrangement    for    eicnange    or    technical    Info    !< 
coopnration    in   RiiD  of    atds.Alio    concurs   u/HflC    luche-on    in 
honor    of    Qrailllan   delegation. 

CHILR.B,  J.        Office    of    the   Secretary     of    th*    Commltm  i  on,        76/O5/19. 
lp. 


—  79I030CH71   ForuiardB    questions    raised    by    NRC    re    Eiecutlve    Branch 
affirmative  racommendatlons    on    Angra    I   eiport    license 
application.  Questions    withheld     Cref    FOIA    Eiemptton     I). 
PEDERSEN.tt.       Commission.        77/1  2/OB.        lp. 

7910310-164   Appeals    791  DOS    initial    response    to    FOIA   request     far    -free 
topu,    of    NUItEO-0573. 
RODBINB,  R.  L         Lake    Michigan    Federation.        79/10/0?.        lp. 

791O3104B4   Appeals    7<?1DO5    initial    response    to    FD.IA   request    for    frea 
copy    of    NUR£0-QS73, 
ROBE  INS,  R.  L.       Lake    Michigan   Federation.       79/10/09,       lp. 

79103104B9  Respond!    to   appeal    of    initial    response    to  FOIrt  request    Fur 
free    cony    of   MUREG-0575.  NBC    han    trial    program  for    free 
•distribution    of  HUHEO   r-opt-o    to    certain   per  sons.  Foruiard  a 
MURES"  0379  It   announcement   TO    di  atribut  ion.  H/o   «nck, 
FELTON,  J.  H.  Division    of    Rules    and    Records*         79/10/24.         lp. 

79IO3iO'5S9  Reiponds    to  appeal    of    initial    ru-spans*    to  FD1A  request    For 
free    copy    of    NUREQ-0575.  NRC    has    trial    program    far    frue 
distribution    of   HUH  EG    repts    ta    certain   persons.  Foruards 
NUREG-0579    t    announcement    re-    d  i  s  tritutian.  W/o    encl, 
FELTQN.  J.  M.  Division  of   Itules    and   flecords.       79/10/34.        lp. 


GEN   TEC    IS     OENEfUC    TECHNICAL    ISSUES 


7906230037  Notification    of   7<705JB    meeting   u/BD  Liay.J  Stronanfder    t< 
F  Alm«ter    in   Bethesdsi  MD    to    ditcusE    technical    assistance 
requirements    For    consequence   analyses    portion    oP  Task    Action 
Plans    A-3.A-4  i  A-B. 

R,  0.  Engl  tleer  ln(j   Branch    IPrc   79103O).       7'9/09./l5.       lp, 


7910010742   Notification    of    7?09O&   meeting    u/Har  k     1    owners    group    in 
BB  the-ada,  MD    to   discuss   potential    for    fatigue    failures    of 
doiuncomers    In  Mark    I    plants. 

CRIMES'  C,  I.         Assistant   Director    for   Systems   Engineering    (Pre 
771030).        7?/Q9/O*.         lp. 

7=)1G020AB7  Foruard*    fault   trees    by    Bandia  Lab    depicting    decoy   heat 
re-moval    function    for    tasV    on    ays    interaction.  W/u   encl. 
AMOELO,  J.  LJght  Water    Reactors    Branch    1,       79/09/21.        lp. 

791Q02Q6B9  Foruiards  Revision   3   to    Task    Action  Plan  A-7,     "Hark    I 
Containment   Long-Torn   Program.  "    Revisions    include    tuo-mnnth 
alip    in   projected    generic    completion   dat«    tt  recent  manpower 
!<    technical    ass  1  stancn   funding    changes.- 
MANAUEFJi  a.  H.          Division   of    Systems    8aFetu.        7^/OH/a-?,         lp. 

—  79100S06'?a   rtoviaion   a   to    Task   Action  Plan   A-7:     "Mark    I   Conta  initiemt 
Long-Term  Prosram.  " 

EIBENHUT.  D,  0.  .     QR  IttES.  C  Division    of    Oporating   Reactors. 

79/09/39.        19pp. 

7910040375  Discusses   EPRI   t<  Naval    Re-oearch    Lab    viaitE    to    discuss   statua 
of   annealing    programs,  Comments    re    annealing    programs,  tes  t 
procedures    t<  ve-sulti-ng   data   relative    to    completing    d 
implement  ing    Generic    Task    A-l  I     Included. 
OAMCLe,    R.rt.         Division   of   Systuros    Bafoty.       79/09/13.       3pp. 


-791O3001SO   Discuasee  Commissioner    concurranca    in    arTangement    for 
regulatory    info   exchange  iii/Braiil. 

CHILK.B.  J.      OfPite   of    the   Secretary    of    the   Commission.       76/OB/19. 
lp. 

-7910300153    SE6Y-76-264A 

Advise*    Commission  of   plans    being    made    For    signing    of 

NRC/Braiil    arrangement    for    enchange    at    tethniiat    inFo   !< 

cooperation    in   fi(.D  of   atds.Also    advisas    of   NRC    luncheon 

in    honor    of   Brazilian   delegation. 

LAFLEURi  J.  D.      Offiea    of    Internationa]    Programs.       79/10/39.       Hpp, 


7910100019  Forwards    third    interim  rept,     "Syi    IntBractLan   Methodology 
Applications   Program.  "    prsparoi    bo,    Sandia   Labs    POT   Dfc    of 
Sbde    Davelopmenb    on    790B3I .  Roquaa ti    commentf    by   771019. 
Draft    Final    rept    Mill    be    completed    by    791231, 
ANQELQ-J.  Light    Mater   Heat  tort    Branch    1.       79/O7/24,        lp. 

— 77101000S4    "Bya    Interaction   Methodology  Applications   Pragrarn,"    third 

interim   rept.  Prepared    for   Ofc    of    Stds  Pavalopraent, 
BDYD.O.-J.,    CBAMOND,  W.R,  ,    HKKMAN,  J.  W.       Sandia  Laboratar  i  as. 
79/09/31.        e>3pp.  , 

7'?l0100ibfl3  eummByy    D*    79O919  meeblna    re    status    of    task   action    plnni 
Burn!    t<  Roe   proposal    ti  Div  at    Sys    Safety/Ofc    of   Nuclear  : 

Regulatory    Research    interface. 
WATTj  J.  J.  Reactor  Systems    Branch.       77/0?/3l.       5pp. 
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NONDOCKETED  ITEMS 


7910140313  Summary   of  790927  mealing   m/GE  fc  BUfJ   owners    re    containment 
concerns    related    to   ATW3   resolution    plans.  QE    presentation 
covered    safety    relief   valve    load   methodology    &  pool    temp 
considerations. 
THflDANI,A.          Division    of   Systems   Safety.        79/10/O3,         19pp. 

79101B0249   Summary    of   790907    meeting    ui/BWR    oiuncrs    &   QE     in    Dethcarta,  MD 
ro   NRC  plans    for  rasolutton    of  ATW5    issue   !<   to   provide 
necessary   background    info  needed    to  verify   Alternator   3 
fii    adequacy 
THADANI.A.          Division    of   Systems    Safety.        79/09/13.         13pp. 

7910190535  Summary    of   790B14  meeting   u/Hestinghous e   ouinera    in  Dethefida, 
MD   re    plans    for   resolution    of   ATUS    issue    &    impact    of    TMI-2 
event. 
THADANI.A.          Division    of   Systems   Safety.        79/09/13.        flop. 

7910220307  Urge*   completion  of    uori    nn  NUREG/CR-1073. 

JOHNSDN.R.E.  Engineering    Branch     (Pro    791O30).        NKC-O3-7B-133. 

79/1O/09.       2pp. 

791032O4B3  Hakes   recommendations    on   79091B   status    of  Vessel    Annealino 
Subtask.Subtask   Generally   acceptab  IB.  Requests  (JUfiEG    draft 
timetable. 
JDKNaON,R.  E.  Engineering    Branch    (Pro    791030).        79/10/O5.        3pp, 


7910130294   PNO-III-79-002:  on    79092S, Pac i f ic    Inter-mountain    Eipresa 
tractor   containing    unit-radiated    V   dioiide    caught    fire    near 
Beach  i  NC.  Container   was    found    intact.  Container   tuas    secured 
in    local    fire    station   d  will    ba    -shipped    to    destination. 
DAV18,rt.B.  Beaton    3,     Chicago,     Office    of    the    Director,        79/09/26. 

IP. 

7910100395  PWO-V-9-001:  on    790935,  one   mC  1    Co-e.0   solution    spilled    around 
oil    tuell     in    Rod    Wash    oil    field     Inside    restricted    area. 
Contaminated    liquids    have    been    removed     from    soil. 
Decontamination    of    concrete    area    in    progress. 

BDOK.H.  E.  Region    9,     San    Francisco.     Office    of    the    Director. 

04-00720-03.        79/09/37.        Ip. 

7910-250020   PNB-79-103:  on    790930,1001    t,    06,  large    number    of    antinucleor 
protestors    are    scheduled    to    demonstrate    at    facility. 
Unsubstantiated    info    indicates    possible   violence.  Lam 
enforcement   agencies   have    been    notified. 

JAMES,  J.  -    ERVIN, N.E.i    ffaUARD.E.M.       OfFicaof    Inspection  & 
Enforcement,    Office    of    the    Director.       79/09/2B.        Ip, 

7910230O31    PNO-III-79-5:  former    employee    of   Cotter   Corp    requested    whole 
body    count, Lung    count    did    not    detect    any    activity    above    that 
expected    for   unexposed    individual    for    both    U-235   &  U-238, 
EBSIO.T.H.j     DAVIS, A, D.  Region    3,     Chicago.     Office    of    the    Director. 

79/09/2B.        Ip. 


7910230115   Concludes    confirmatory    full    scale    tests    will    be    necessary 
tn    establish    load   magnitude   uncertainty. Forwards    sample    1  tr 
requiring   Mark    I    licensees    or  applicants    to   perform    teat 
programs. 

QRIMES.n.K,          Assistant    Director    for    Systems    Engineering     (Pre 
791030).       79/09/25.       4pp. 


7910350193  PNO-I 1 1-79-B: on  791002,Univ    of   Chicago    amp  1  ogee    received 
exposure    to   7, S3   rums   neutron    plus    gamma   radiation    for    third 
quarter    of    1979.  Emp  loyee   worked    ui/aealed    source    of    CF-252. 
Inveiti gat  ion    under way. 

SRENIAWSKl.D,  J.  ,     DAVIS,  A.  D.  Region    3,     Chicago.     Office    of    tho 

Director,        12-00509-O3.        79/1O/O2.        1  p. 


7910250042  Notification   of  791O39-30  meetings  u/Sandia    Labs    in 
Alt uquerque,  NM    In   discuss    techniques    &    procedures    used     to 
analijie   fault    trees. 
rtNQELO.  J.  Light  Water  Reactors   Branch    i.       79/1O/1O.        Ip. 

7910300371   Notifies    that   preliminary    review  of    test   data    in    79093(1 
luomlttal    If    completed.  Reque-sts   best    fit    curvilinear   J-R 
curvet    for   fiperimental    data    be   provided    by   7911O5. 
QAMBLE.R.M.  Mechanical    Engineering    Branch.        79/10/17.        Spp 


INSPECTION   AND   ENFORCEMENT 


790B2SO111    IE   Circular   79-19.     "Loose   Locking    Devices    on    I  ngernol  1  -Rand 
Pump    Impel  lers,  " 

*  Office   of    Inspection   &  Enforcement,    Dffice    of    the   Director. 
79/09/13.       7tf. 

790B22O11IJ    IE  Bulletin  79-34,     "Frolen  Lines." 

>  Office   of    Inspection   t.  Enforcement,    Office    of    the    Director. 
79/0?/27.      3FP, 

790S2201IB   IE  Circular  79-20.     "Failure   of  OTE  Bylvanla   Relay   TKPO    PH 
Bulletin    7303, Catalog    9U12-1J-AC   u/120-Vnlt    ac    Coil.   " 

*  Office   of    Inspection  ti  Enforcement.    Office    of    the   Director. 
79/09/21.       Ip. 

909220121    IE  Info  Notice   79-33,     "Emeroancij    Diesel    Generator   Lube    Oil 
Cool  ers.  " 

*  Office   of    Inspection   t  Enforcement,    Office    of    tho   Director. 
79/09/26.        ID. 

790S3201B3   IE  Info  Notice   79-24,    "Overpressuri i ation  oP   Containment    of 
PUR   Plant  After  Main  Steam  Line  Break." 

*  Office   of    Inspection   t>  Enforcement,    Office    of    the   Director. 
79/1O/01.       Ip. 

790B220129   IE   Ijifo  Notice   79-25,     "Reactor   Trips    at    Turfcey    Point   Units 
3  &   4.  " 

>  Office   of    Inspection  &  Enforcement,    Office    of    the    Dlractar. 
79/1O/01.      3pn, 

7910HOI87  EN-79-09:  Informs  NRC    that  notice   of    violation   ft   notice.    aF 
proposed    imposition   of   civil    penalties   will    be    issued    on 
790S17  to  Nuclear  Pharamacyi  Inc. 

CROCKETT,!.  H.  .    GOWER.O.C.      Office   of    Inspection  &  Enforcement,    Office 
of    the  Director.      4B-1744fi-OlMD.      79/OB/J5.       Ip. 

7910170047  PNO-II!~79-01;on  790933,3-Ci   Cs~137  well    lagglnn    aourco    was 
lost    In  3,900-ft  well    in  Ashtabula,  OH.  Region  A  b   State    of 
OH    informed. Well  mill    be    Inspected.  Licensee   plans   to    plug 
uill    ui/ion crate. 

PAPERIELLO.C.  J. .    DAVIS.A.B.  Region  3,    Chicago,    Office    of   tha 

Director.      4H-0645B-03.      79/09/24.       Ip. 


NUREO   REPORTS    AND   RELATED   CORRESPONDENCE 


7910010041    Comments    an    draft    of     "OEI8    on    U   Milling,"    NUREQ-OS1 1 :  title 
should    bo   changed    to   reflect    limitod    scope, Cone lusions   omit 
requirement   preventing    use    of    tailings    as    embankments. 
LACKER,  D.  K.        Tolas,     State    of.        7<?/OB/23.        Ip, 

7910O10473   NUREQ/CR-G813 

"Qualification   Testing   Evaluation   Pragram,LWR   Safety 

Risearch,  Quarterly    Ropt,"   Oct-Dec    197H. 

DONZON.L.  L,  ,     OILLEM,  K.  T.  ,     BALAZAH,  E.  A.        Sandia    Laborator  i  es.        FIN 

A- 105 1-9.       7B/ 13/31,       123pp. 

79100I049B  NUREO-Oci25 

"Ropt    of   Biting    Policy    Task    Force." 

MULLER,  D.  Fi,  .    MOORE.  V,  A.         Division    of    Bibe   Safety    &   Environmental 
Analysis,       DENIBE.R.P.  Assistant   Director    for   Site   Technology. 

79/03/31.       lB4pp. 

7910O1051B   NUREO/CR-0774 

"Early    Mortality    Estimates    for   Different   Nuclear   Accidents." 
Final    Phase    1    ropt.Oct    1977-Apr    1979. 

1IAHN.F.F.       Inhalation   Toxicology    Research    Institute.       FIN  A- 1203. 
79/OB/31.       123pp. 

7910010S22  NUREfl/CR-OS35 

"Toicity   &  EFfects    of   DromoPorm    on   Flvn   Marine   Spoeios.  " 
OIDSON.  C.  I,,    TONEiF.C,.     WILKINSON,  P.       Dattelle   Memorial    Institute, 
Pacific    Northwest   Laboratory-       FIN  D-S09B.       PNL-3Q33,       79/O6/30. 
13pp. 

79100105S1    NUREB/CR-0306 

"Stresses    In  Reinforced    No* I le-Cy 1 inder   Attachments' Under 
Eiternal    Moment    LoaJingo   Analyieil    by    Fini  te-Element   Method, 
Parameter  Study.  " 

BRYaON,J.H.,    JOHNSON,  H.  0.  ,     DASS,  Q.  R.       Oak    Ridge   National    Laboratoru. 
FIN  E-0123.       ORNU/NUftEO-52,       79/OS/31.       131pp. 

79100200OS  Comment*    on   proposed    ruin    10CFR5Q:  generally    agrees   ui/AIF 
commentH  re    emepaency    plans    for   areas    around   nuclear 
facilities.  Appropriate    done    Inveli    should    be    established 
bclom  uhlch    protection    Is   unnecessary. 
PARKER,  W,  0.       Duke    Powsr    Co.       79/08/30.       Bpp, 

— 79l002000o  Comments    on  NUREQ-0396. For    emergency    planning    purposes, 
uniupportab 1 e    to    consider   accident    that    Is    greater    than   any 
tint   need    be    considered    for    consBrvativn    licensing    purposes. 
PARKER,  W.  0.       Duke   Power   Co.       79/03/37.       2pp. 

7910020338  NUREO/CR-Q971? 

"Licenaaa   Performance   Evaluation,     Phaie    II." 

CHAKOFF,  H.  E,  .     SPEAKER,  D.  M.  ,     THOMPSON.  8,  R.       Teknikron.     Inc. 

NRC-03-7B-302.       79/08/3 1 .       3i3pp . 


IMONDOCKETED  ITEMS 


7"?1002Q3il    NUREG-05HO    VB   MB 

Blua    bookireoulator-j    licensing    status    summary    rent, data    For 

•Incisions   as    of    790B31. 

*      QPPlce    of   Management    and    Program   Analysis.       79/OS/3I.       36pp. 

7910020373   NUREO/Cfl-OH36 

"Pressure  Sensor    tor  Use    in   LOFT   Reactor    " 

5ll;™eRlTlR'       Hanpord    Enoineorlng    Development   Laboratory.       FIM 
B-622B.        HEDL-TME   79-33.        79/07/31.         111pp. 

791QQ3Q413  NUREo-0527 

"Regulation    at   Federal    RaduiaaU    Activities:  Rep  t    to    Congress 

on   Extending    NKC    Licensing    or   Reg    Authority    to  Federal 

Raduaste   Storage    (,   Disposal    Activities,"    final    nipt 

T«UBlvB~pags    summary    one  I. 

»      Office   of   Nuclear   Material    Safety    ti   Safeguards.       79/09/30.       200pp. 

7910020640  NUREG-0123 

"BT9    for   OE   BURs. "   Revinlon    2   of    original    submitted    Ann 

»         Division    of   Operating    Reactors.       79/09/31,       300pp. 

771OOaOi30  WJREQ/CR-09D7 

"Poiuor-CooIlnB-Mismatch    Test   Series, Teat   PCM-l.Fuel    find 

Behavior   Rept,  "    Aug    1979.  Prepared    for   NRC  fc   DOE,  ID 

Oporatlons    Ofc. 

SPARKS,  D.  T.  ,     STANLEY.C.J,        Idaho    National    Engineering   Laboratory 

FIN  A-6041.       TREE-1374.       79/08/31.       43pp, 

7*H0020677  Submits    cDmrnonta    on   NRC    draft    GEIS  on  U   milling 
(NUREQ~03I1),  Suggests    stringent   new   requirements    not   he 
applicable    to   edsting    Pacil 1 tioa. Suggests   measuring    radon 
dauflhters    directly. 
SANQERiH.S,       TennsasBB   Volley    Authority.       79/OB/3Q,       2pp, 

7910020B34   Notifies    that   na   M3   state    ngoncy    involved    in  reviewing    DEti 
on   U  milling    has    any    comments    at    this    time. 
HOWELL.L.       .MiasiBsippi,    State    of.       79050802.       79/09/O7.       lp. 

7910030035  NUREQ/CH-Qa26 

"Independent    Verification  Options    for    Inspecting    Nuclear 

Pounr   Plant    FacUitiesi"    final    rapt. 

MURPHY,!).  J.  ,     ERIC80N,  D.  M.  ,    CRAMDND.W.R.       Bandia  Laboratories.       FIN 

C-3097.       0AND79-103B.       79/09/30.        127pp.       Available   at   NTIS. 

7910030063  NUKEQ/CR-0902 

"Poioer-Cool  ing-Mi  stnatch   Tost    Series,  Test  PCH-3   Test   ReBulta 

Rept,  " 

DMEN.D.E,,    VINJAMURT-K.        Idaho  National    Engineering    Laboratory.       FIN 

A-6041.       TfiEE-1335.       79/08/31.       71pp.       Available    at    NTIS. 


7910030477    NUFlEU/CFi-0725 

"Safeguards    Netiuork    Analysis    Procedure     (SNAP)    " 

CHANT,F.H.,     MINER,  S.J.,    CHAPMAN.  L.  D.       Sandia    Labora  tori  BS.      FIN 

A-  1060.        BAND79-0.it  7.        79/03/31.        174p.p.        AvailablB    at   NTIS, 


™          F!esP°r":l5    to  "OB30    Hr  re    possible   NRC    reactivation   of 
QF1BDRT.  No    WF1C    plans    presently    eiist     For    reviving    OflSDRT. 
Discusses    recommend  at  ion    Issued    in    NUREG-057B   to    add    shift 
technical    advisor    to   each   nuclear    plant    operatino    shift. 
HATTSON,R.  J.        TM1-2   Lessons   Learned    Ta»*    Fore*.        79/09/1O.        Spp. 

—  79100505B3    Oppc-aes    NRC    reactivation    of    ORBORT.  Any    neu    training 

requirements    can    presently    be   met    tuithin   eiistlno    nuclear 

engineBring    educational    programs. 

LYKDUDI8,  p.S,        PuroueUniv.        79/O9/3O.        Ip. 

79100504B7   Camment!    on    draft    QEI9   on    mill     tailings     INUREG-O51  1  )  •  nb  j  e 
to    lack    of    assessment    of   full    impact-of    radon   gas    released 
from  mill    tailings    piles, 
ELLISON.D.        Black    Hilts   Alliance.        14129.        79/07/HA-        5pp. 

79IOQ5049I    Forwards    comments   6u   Environ    Improvement    Div  on   draft    01 
on  U  milling    (NUREG-0511  1. 
HISENDERO-,  A,         Hem   rtoiico,     State    of.        11129.        77/O7/25.        4pp. 

—  79I005049B   Forwards    cammenta   on   benalf    at   CA  Energy   Resources 

Conservation    &   Development  Commission   re    draft    GEIB    on  U 
milling    (NUREO-031  1  ),  Recommends   sharper    definition    of 
alternative    disposal    methods. 
VARANINI.E.  E,       California,    State    of.        1412?.       79/O7/S5.        lp. 

—7910050502  Comments    an    selected    ISSUES    Identified    in    draft   GEIS  on 
milling.  by    CA    Energij    Commission. 
*      California.     State    of.       77/07/31.        Qpp. 

—  7fl0050S09   Forwards    comments    from  branches    of   AZ    state   govt  re    dra( 

OEIS   on    U    milling     (HUREG-O511>. 

yaUNGDLODD,  J,  rt.        Arilona.     State    of.         14139.        79/07/19,        15pp. 

—  7910050312  Has    no    comment   on  draft   GEIS   on  U   milling    <NJREO  05111    c 

behalf   of   -Governor's    Ofc    of  Planning    Coordination. 
HILL.R.M.        Nevada,     StatB    of,       7"?/0&/a2.         lp, 

—  79IO05031B   Responds    favorably    to    tfpaft    OEIB    on   U   milling     (NUHEG-OS1 

EAOLESFIELD.  E.        Indiana,    State   of,        7?  Q46A   OODO.       79/03/27.       lp. 

—  791005059S   Submita    no    comment   on    draft    OEIS    on   U   milling    CNUREO-D51 

KUB1CEK,  T,        Nobraaka,     State    of,        14139.        79/06/08.         lp, 


7910030077  NUREQ/CR-1014 

"Integrated    Oeophyslcal    ti  Geological    Study    of    Tectonic 
Framouiorlc   of   asth   Parallel   Lineamant    in   Vicinity   of 
Intersection    W/E*tatision    of   Now  Madrid   Fault    Zone,  "   annual 
progress    rept.FV79, 

DRAILE.L.  W.  r    HINZE.W.  J.  ,    SEXTON.J.L,       Purdue  Univ.       FIN  D-3971. 
79/09/30.       206pp.       Available    at   MTIB. 


7910030101  NUffEo/cR-oasB  va 

"Technical    Bummarij   Attachment    to   Emergency   Core   Cooling 
DijpasB   Research    Info   Ltn  Vol    IMochnical    Appendices.  " 
OROWLEViC,  J.  ,    HEliS.  ,    MURRAY,  J.  0.       Croavs.     Inc.       FIN  A-4O70. 
79/07/30.       B2pp.       Available    at   NTIS, 


-7910030535  Submits    no  comment   on    draft    OEIS  on   U  milling    (NUREO-051 
POHL.L.        Missouri.     State    of.        14127.        79/04/07.         lp. 

-791O05Q523   Recommends  State   of  AK   be    eiempted  from    requirements    of 

draft  GEIS   on   U  milling    (NUHEO-O511J    due    to  great 

differences    botiueen  AK  environ  &   environ   in  louier    tB    itates 

MADDEN.J.L.        Alaska,     State    of.        790430'OaEB.  79/O6/05.        3pp. 

-791O05052B  RocommenilB   State    of   AK   be    eiempteil  from    requirements    af 

draft  OEIS   on    U  milling    (NUREO-0511)    dua   to  groat 

differences    bstuaen  AK  environ  &   environ    in  lower    40   states 

MADDEN,  J.  L.        Alaska,     State    of.        79O4300aES.  79/Oo/O3.        3pp. 


7910030107  NUREO/CR-OQ18 

"Heavy-Section   Steel    Technology    Program,"    quarterly   progress 
r«pt    for   Jan-Mar    1979. 

WHITMAN.  0.  D.  .    DRYAN,R.O.       Oa  k   Ridge   National    Laboratory.       FIN  n-OI19, 
ORN(./NUREO/TK~3,       79/OB/31.       12Spp.       Available   at   NT  IB. 

7910030447  NUREQ-0540  VI    N7 

"Title-Lilt    of   Documents   Hade  Publicly    Available,  "    for  Jul 
1979. 

*          Division   of  Technical    Information  &  Document   Control.      79/07/31. 
S34pp.       Available   at  NTIS. 

7910030435  NUREO/CR-0636 

"Nuclear  Pouar   Plant    Fire    Protection    -  Ventilation 

(Bub i yd   Study   Tatfc    11." 

MILLOV.J.  A.       Band  la   Laboratories.       FIN  A-tOBQ,       SAND79-024.3. 

79/OS/31.       99pp.       Available   at   NTIS. 


-7910050831    Submits    no   comment  on  draft   GEIS   on  U  milling    (NUREG-031 
HAVUARD,  M.        Delaware.     State    of.        14129.        79/O6/09.         lp. 

-79100SuS33    Ack    receipt    of   draft  GEIS:   on   U  milling    <NUREG-051 1 ). 
OULLETT.O.P,       Louiaiana,    State   of.        J41H9.       77/O6/O4.       lp. 

-7910050536    Submits    no   comments   on    draft   GEIS   on  U  milling    (NUHEQ-Q5 
BARROWS,  H.  L.        Agr  i  cul  ture,  Dept.  of ,        1412?.        79/06/O1.        lp. 

-791QOS0539   Subniits    no  comment   on   draft   OEIS   on  U  milling    (NUREfl-05'l 
WHITTLE.R.O.       Florida.    State   of.        14139.       79/05/30,        lp.  i 

-7910030343    Offers  no    comments   on   behalf    of   State   Historic    Preuerva't 
Ofc   re   draft    OEI8    o-n   U  milling    (NUREG-QSII ).  i 

PINNEY.W.  B.       Vormont,     StatB   of.       14(29.       79/05/30.       2pp. 


79100304M  NUREO/CR-09SS 

"Application   of  SAFE   to  Operating   Roactor." 
CHAPMAN,  L.  D.       Band! a   Laboratories.       FIN   A-1060-a 
79/08/31.       aOpp.       Available,   at  NTIS, 


SAND79-1372. 


-7910050560   Notifies    that  ND  State   Historical    Society    will    submit      : 
comment    on    draft   GEI3   on  U  milling    CNUKEQ-0511)    bu    790609. 
BANKS, L.E.       North    Dakota,    State    of.       790427947B.       79/03/25.       3pp'. 


-7910050Si4    Forwards    comments    from  various    state    agencies   re    draft 
on   U  milling    (NUREO   0311).  Clearance    of    project    should   be 
granted. 
DEOAETAiP.  V,       Kansas,     State   of.       SAt    7123.       79/05/24.       Spp. 
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9100SOS67  Submit*   nn    comment   on   behalf    nf   Omaha    Di utrl c t, Corps    of 
Engineers,  re    draft    OEIS    on    U   milling     (NUREO-051 1 > . 
VELEHRADSKY.  J.  E      Army,  Dupt.  Of.       MRDPD-A.        79/05/31.         Ip. 

910050370  Act   receipt    of   draft  GEIS   on  U  milling    I NUREG-Q51 1 >    nn 
behalf    of    Governor's    Ofc. 
MADDEN,  J.  L.        Alaska,     State    of,        14129.        79/05/15.         Ip. 

910050579  Act    receipt    of   draft  GEIS  on  \J  milling    <  NUFIEO-OS1 1 )    an 
behalf   of   Darwin    <Aus,tralia>    Environ   Council. 
SPRINSELL,  P.  H.       Australia.        14139.        79/O5/JO.         Ip. 


7910100714   NUflEO/CR-OaSS    VI 

"Technical    Summary   Attachment    to    Emergency    Core   Cooling 
Bypass    Research    Info  Ltr,Vol    I ; Review   of   Findings.  " 
RPTHE.P.H.        Creare,     Inc.        FINA-4O7O.        TN-296,        79/07/31.        43pp. 
Aval  lab  lo   at   MTIB. 


7910100716   NUREQ/Cn-0915 

"Bibliography    of    Microfiched    Foreign   Repts   Distributed   Under 
NRC   Safety    Research   Foreign   Technical    Eichange   Program* 
197H.  " 

QUEENER.D.B.        Oak    Ridge    National    Laboratory.        FIN    B-0126, 
DRNL/NUHEQ/NBIC,        79/09/31.        133pp.        Available    at    NTIS. 


'9IOOS0378   Ack    receipt    of    draft   GEIS   on   U   milling     I  NUREG-051  1  1  . 
HflVERLY.  0.  .     METZGER,F.        Ohio.     State    of.        14139.        79/05/O1.        2pp. 

'91OQ3O5S2   Ack    receipt    of    draft    DEIS   on   U   milling     1  NUJ1EG-O51  1  )  , 
81NMAN,R.A.       Neui   Jersey,     State   of.        14127.        79/04/30.         Ip. 

'910050594  Submits  no    comment   of   draft  GE15   on   U  milling     I  NUHEG-05I  1  ), 
»       Ionia,     State    of,        11129.        79/06/01.        Ip. 

'910050315  Responds    favorably    to   draft   GEI3    on   U  milling    <  NUREQ-09  1  1  )  . 
HEINEMANN.  J.  H.       Federal    Energy    Regulatory    Commission          1413?. 
79/04/13.        Ip. 


0090060   NUBEQ/CR-OB17 

Multlrod   Durst   Test  Program  Progress   Hepti  "    Jan-Mar    1979. 
ONQEST.A.W.       Oak   Hidg*    National   Laboratory.       FIN   H-Q120. 
'RNL/NUflEG/TM-3.        79/08/31.        43pp. 


OD905B5  Agrees  u/intention    to    Issue    IE  circular    rather    than    IE 

ulletin    re    recommendations    contained    in    NUREO/CR-O660, 

Enhancement   af  Qnsite    Emergency   Diesel    Gene-rat  or 

suability.  " 

RIMES,  B.  K.         Assistant    Director    for   Systems    Engineering    (Pre 

91O3O).        79/O9/30.       3pp. 

OO90B13   Forwards   notes    prepared    For    NRC    7909O5    meeting    re 
UREG-0&25.    "Rept   iif  Siting   Policy   Task   Force." 

R.  B.       Office   of   Standards   Development.       79/O9/12,       2pp. 


O1Q0496  Forwards    Itr    from  Rochester   Qas   fc  £lectric    received    after 

ipiration  of    public    comment    period    for  NRC/EPA    Task    Force 

ction   paper.  Comments   not   already    covered    by    Task 

orce   can   be    covered    In    future   revisions. 

DLLINS.H.E.        OFficB    of    State   Programs,       QRIMES.B.K.  Assistant 

irector    for   Systems  Engineering    (Pre   791O30),       79/09/10.        Ip. 

9101Q051S  Basically   agrees   ui/NRC/EPA   "Planning    Basis,"    but    emergency 
planning    tones    should    be   si  te-specif  id  not    ten    mile    radius. 
Hoed    exist*    for    luu  population    Jone.  near-p  lant    environs 
planning  &   discussion    of   coat  b  resource   requirements. 
ARTHUR,  J,E.       Rochestor    Oas    ft   Electric    Corp.        79/07/19.         9pp. 

0100703    "Shipping  Containers    for  Nuclear  Ma  tl  :  nescrip  tlvs 
ibl  iography.  " 

URCHETT.O.,    HENNINO.C.M.      Band  la  Laboratories.       FIN  A-1O45. 
AMD77-1977.        79/05/31.         160pp.       Available    at    NTIS. 


7910100717   NUREG/CR-0935 

"Transient    Shipment   Rule   Va lue/ Impact   Analysis.  " 
FRALEY,  D.  W.  ,    CHDCKIE,  A.  D.  ,     LEVY,  M.       Battol  le   Mflmor  ia  1    Institute, 
Pacifit    Northuiost    Laboratory,        FIN   D-2209-9.        79/09/30.        lOOpp. 
Available    at    NTIS. 

7910150176   Responds    to    790906    request    for    end    to    use    of    nuclear    pouier. 
NRC    issues    OL   !<  CP   after    all    criteria    for    public    protection 
have    been   met.  Health    effect    of    TMI    79032B    accident    uias 
m  i  n  i  ma  1 . 
KREOER.W.  E.  Assistant   Director    for   Site   Analysis.       79/09/31.       Ip. 

7910170151    NUREQ-QfalO 

"Draft    Emergency    Action   Level    Guidelines    for   Nuclear   Poiuer 

Plants."   Forwarding    Itr    attached. 

DENTON.H.R.        Office    of    Nuclear    Reactor    Regulation.        79/09/30.        IBpp. 

79101Q0006   NUHEO/CR-0065 

"Evaluation  b   Development    of   Ecoaystern  Models   Assessing 
Environ    Impacti  "    third    annual    rept. 

CHAPHAN.D.  O,  ,     SUARTZMAN,  0.  L,        Washington,     Univ.     of.        FIN   B-5679. 
79/09/30.        4Bpp. 

7910100343   NUREB/CR-0997 

"Effect    of    Soil    Type    on    Eitroc tab i  1  i ty    of    Np-337, Pu-239, 

Am~241    &  Cm-244   as   Function   of    pH. " 

NISHITA.H.  ,     UALLACE.A.  ,     ROMNEY,  E,  M.        California,     Univ.     of,     Los 

AnDBlea.        FIN    B-3O27-9,        UCLA-13-1 192.        79/09/3O,        41pp.        Available 

at    NTIS. 

79102201 17   NUREQ/CR-0694 

"Nuclear   Pouier   Plant  Fire   Protect  ion:  Fire   Hazards    Analysis 
<Subsi|B   Study    Task    4>.  "     ' 

DERRV,  D.L,  ,    MINOR,  E.  E.       Sandia   Laboratories.       FIN   A-10QO. 
SAND79-0324.       79/09/30,        !O3pp.       Available   at   NTIS. 

7910320125   NUREQ/CR-1013 

"Use    of    ProcosB    Monitoring    Data    for   Enchancoment    of   Nuclear 

Matl    Control    &   Accounting. " 

MILES,  ,  J,  C,  ,    GLANCY,  J.  E.  .    DGNEL8GN,  S.  E.       Monsanbo   Research    Corp.       FIN 

A-1154.       MLM-2643.       79/O9/30.       39pp.       Available    at   NTIS. 


7910220134   NUREB-0581 

"Summary    of  NRC   LWP   Safety    Research   Programs    on   Fuel 
Behavior, Metal lur .      Mails    &   Operational    Safety." 
DENNETTrO.L.          Di  .     lion    of    Reactor   Safety    Research.       79/06/30. 
Available    at    NTIS. 


0100704   NUREG-03BO   V3   N9 

Program  Summary  Rept,  "    data   as   of  790931. 

Office   of   Management    and   Program  Analysis.       79/O9/21. 
Vdllable   at   NTIS. 


130pp. 


7910220139  NUREO/CR-1020 

"Technical  Evaluation  of  PUR  Fuel  Spacer  Grid  Response  Load 
Sensitivity  Studies." 

ORUnn,  H.  L.   Energy  Engineering  Group.   FINA-6157.   79/02/2B. 
Available  at  NTIS. 


fllpp. 


23pp. 


01007O7    NUREO/CR-0345 

Evaluation   of   Seismic    Qualification   Tests    for    Nuclear    Power 

lant    Equipment."    final    rept.  Sept    1976-Aug    197H, 

ANA.D.D.,    LEBLANC.R.  U.        Soutnuest   Research    Institute.        FINB-&QOQ. 

a/01/30.      94pp.      Available  at  NTIS. 


7910230145   NUREO/CR-O992 

"Mechanics    of    Highway   Accident    at    Wichita, KS,  Involving 

Natural    U  Concentrate, Final    fiept    790429-0915.  " 

RAMANDER.C.  M.  ,     CALTON,  J.       ER1    International.       FINB-6124,       79/00/31, 

73pp. 


D100709   KUREO-0606   VI    Nl 

qua    Boat:  unresolved    safety    issues    summary,  data   as    of 

J0904. 

Office   of   Management   and  Program  Analysis.       77/09/04.       4Spp. 
Bailable  at   NTIS. 


7910330151   NUREO/Cfi-0942 

"Nuclear   Plant    Reliability    Data   Bys    I97B  Annual    Repts    of 

Cumulative    Sys    &  Component    Reliability." 

*      BouthuiBst   Research    Institute.       NRC-10-79-369.       79/09/30. 


4B9pp, 


H0071L 

Suramaru   k  Dibliographv    oF  Safety-Related   Events-    at 
-BSiurlied   Water  Nuclear   Poiuer  Plants   as  Reported    tn    I97B.  " 
Lcroflche   end. 

JOTT.R.L.,    OALLAHEfl.R.  B.       Oafc   Diilge   National    Laboratory.       FIN 
-01S6.       ORNL/NUREO/NBIC.       79/09/30.       35pp.       Available    at    NTIS. 

(100712  NUREG/CR-097B 

rlu  id -a  true  turn    Interactions    in  Pressure  Suppression  Pools: 
lall   Scale  Experiments.  " 

IBER.P.W..    JAVADI.Y.B,       Massachusetts    Institute    of    Technology. 
•V09/!in       pgpp>       Available  at  NTIS. 


7910320157   NUREO/CR-0950 

"RBVisui   of    Application    of    Strategic    Analysis    to   Matl 
Accounting.  Consen-sus   Rept    by    Peer    Review  Group." 
BENNETTi  C.  A.  ,    OOLDMAN,  A.  J,  ,     HIOINDDTHAN,  H.       Apoonne   National 
Laboratory.       FIN  A-3155.       79/09/30.       62pp.       Available   at   NTIS. 

7910320162  NUREG/CR-046B 

"Nuclear  Power    Plant  Fire   Protec t ton: Fire   Barriers    (Sub  ay  a 
Study    Task    3).  " 

MINQR.E.E.,     BERRV.D.L,       Sand ia   Laborator i ea.       FIN  A-10~ 
SAMD7B-1990.       79/O9/30.       49pp.       Available   at   NTIS. 
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7710320169   NUREQ/CR-1QQS   VI 
"Hadiiiaste    Disposal    Class.  14 
ROGERS,  Y.C.        Ford    Bacon    fc 
tap  p.       Available    at    NTIB. 


ication    Bye. 
)avis    Utah, 


NfiC-02-77-197.        79/09/30, 


7910220173   NUREG/CR-071B 

"Steam  Generator    Tube    Integrity   Program,  Phase    1    Itept.  " 
ALZEHEIMER,  J.  M.  .     CLARK.  R.  A.  ,     MORRIS.C.J.        Dattelle    Hamorial 
Institute.     Pacific    Northwest    Laboratory.        FIN   S-2097.        PNL-2937 
79/09/30.        !O3pp,        Available    at    NTIS. 

7910320189   NUHEG/CR-0991 

"Critical    Eiperlments,  Measurements    d    Analysis    to    Establish 

Crack    Arrest    Methodology    for    Nuclear    Pressure    Vessel 

Steels, "    progress    rept    for    Jan-June    1979. 

ROSENFieLD,  ft,  n.  ,     BARNES,  C.  R.  ,     GILLANT.R.        Hattelle   Memorial 

Institute,     Columbus   Laboratories.        FIN   A-4046.        HMI-2O36         79/O9/3D 

97pp.        Available    at   NTIS. 


791024,0303  Responds    to   790737    Itr    eipressing   cpncern    re    public 
availability    nf    IWFtEQ/CR-OIBl,     "Barrier    Penetration 
Database."    NUREG/CR-O181    is   not    exempt    from  Fain 
requirements. 
GOSS1CK.L.  V.        Office    of    the    E.ecutive    Director    for    Operations. 

— 79102603O6   Expresses    concern   re    public    availability    of    MJHEe/CR-0191 , 
"Barrier   Penetration   Database.  "   Requests   assurance    of    proper 
safeguarding    re   vital     info.  Forwards    San    JQSB   Mercury    79O72fl 
newspaper    article    re    NUREQ/CR-01B1 . 
BRADSHAW,  W.  C.        Affiliation    Unknown.        79/07/27.        Spp-. 

79I026{I44>5    Forwards    IE  special    review   group     draft    runt    re    lessons 

learned    from   TMI .  WVo  end. 

STELLO,V.       Office   of  Inspection   t  Enforcement,    Office    of    the 

Director.       77/10/18.  2pp. 


7910220229   NunEQ/CR-0174 

"Comparison    of   Simulation    Models   Used    in   Assessing   Effects 
of   Power  Plant-Induced    Mortality    on   Fish    Populations,  " 
SWARTZMAN.  Q,  L,  ,     DERISO,  R,  D.  ,     CDWAN,  C.        Washington,     Univ      of 
NRC-Q4-75-222.        7H/IO/31. 


FIN   A-1173.        5AND7B-B19B. 


7910220350   NUREG/CR-0931 

"Programmer  Manual    for    TRNBM   2.  " 

HOQ,  C.  W.  ,     ANDERSON,  0,  M.        Qrincon    Corp. 

79/09/30.        24Spp.        Available    at    NTIB. 


—7910260469    Forwards     IE    special    review    group    rept    re     lessons     learned 
from   TMI.  Erratum,  adding    OT   Gibson   as    task    group    member,  end . 
STELLO.V,       Office    of    Inspection  t.  Enforcement,    Offico  of    the 
Director.        79/10/17.        3pp. 

—7910260473    NUREG-Ooli 

Draft    "Rept    to    Director, Qfc    of    IE   an    Lessons   Learned    From 

TMI.  " 

BLACKHODD.E.  B.  ,     COCHRAN.  G.  T.  ,     HUNNICUTT,  0.  M.       Office    of     Inspection 

d   Enforcement.     Office    of   the   Director.       79/10/1Q.       210pp. 


7910320363   NUREO/CR-09O9 

"Improved   Ultrasonic    Nondestructive   Testing    of    Pressure 

Vessel  s.  " 

FREDERICK,  J.  R.  ,  DflOEK,  C.  V.  ,  OANAPATHY,  9.   Michigan,  Univ.  of.   FIN 

A-4047.   NRC-04-75-1B2.   79/O9/30.   B6pp.   Availabls  at  NTIS. 


7910260474   NUREG/CR-O559 

"Eiparimnnt    Data    Rept    for   LOFT  Non-Nuclear   Small    Bir 
Eiperiment   L3-0.  " 

PBAB31NOS,P.G.  ,     GALUBHfl,  B.  M.  ,     JARRELL,  D.  D.        EO   !<   0, 
TREE-1390.        79/08/31.         139pp.        Available    at   NTIS, 


FIMA-604B 


791022O36Q    "Effects    on    Oyolors    of    Increased    Levels    of    Copper    in 
Seauiat&r,  " 

HARRIS.  F.  L,  ,     RICE.  D,  W.        Laurence    Live^rmore    Laboratory.        FIN   A-0119. 
UCRL-9a509.        79/10/3O.        SSpp.        Available    at   NTIS. 


79l02tO4B9    NUREO/CR-0713 

"Generation    Of  Hydrogen    During   First  3-H   of  TMI   Accident    ' 
COLE.R.K.        Sandla    Laboratories.        FIN   A-103O.        SAND.79-1357. 
40pp. 


79/O7/31, 


7910S20373   NUREQ/CR-0899 

"Ductile    Fracture    Toughness    of    Heavy    Section    Pressure    Vessel 
Steel    Plato: Spec imen-Si le    Study    of    ASTM   A-333  Steels,  " 
U1LLIAM,  J.  A,        hfanf  ord    Engineering    Developmont    Laboratory.        FIN 
D-0119.        HEDL-TME    77-1.        79/O9/30.         91pp.        Available    at   NTIS. 


7910270074    Responds    to    790919    Itr    to   Chairman   Hendrie.DR    Muller    ui  1' 
revieui  MIT   rept    "Siting    Nuclear  Power   Plants."  Rept 
conclusion    encouraging    more    isolated    siting    of  nutlaar   power 
plants    is    consistent    lu/recommendatlon    of   NUREQ-06as, 
DENTDN,H.  R.        Office    of    Nuclear   Reactor    Regulation.        79/ 10/O9.        Ip. 


7910220409   NUREQ/CR-1019 

"Revleu   of    LWR   Fuel    Sys    Me<chanical    ncsponse 
u/Recommendat ions    for    Component    Acceptance   Criteria," 
GRUDD.R.L.        EO   !i   0,     Inc.        F1M   A-il57.        79/09/3O.        77pp 
NTIS. 


—7910390000   Fnruarids    J    Joskou   b   J   Vellin    tuni-king    paper    on    nuclear 
si  ting.  Requests    common  ts.  Also   requests    NUREO-06ES,  Aua  its 
replu    to   790731    Itr    concerning    evacuation   plans    for    TMI 
ar  ea. 
VELLIN,  J,        Massachusetts    Institute    of    Technology.        79/07/1B.         Ip. 


7910220473   NUREO/CR-0997 

"Effect    of    Boil    Typo    on   E»  tractab  i  1  i  ty    of  Np-237.  Pu-239, 

Am-241    t,    CM-344    as    Function    of    pH.   " 

NISHITA.H.,    WALLACEiA..    RAMNEY.E.M.       Cal  i  fornia   State   Univ.  . 

Sacramento.        FIN   B-3027.        UCLA-12-1 193.        70/09/30.        39pp.        Available 

at    NTIB, 

7910220S09   NUREQ/CR-1019 

"PUR  Lateral    Core    Response    Rout  inc.  FAMRECfFuel    Aflsarably 
Mechanical    Response   Code).  " 

QRUQH.R.L.        EQ   t.   0,     Inc.        FIN    A-6157.        7-7/09/3O.        17Qpp.        Available 
at    NTIS. 

7910220511    NUnEG/CR-0939 

"Noy  England    Bei smotec ton! c    Study    Activities   During   FY78,  " 
BAROBH.P.J,        Boston    College.        FIN    B-596I.        79/O9/30.        192pp. 
Available   at   NTIS. 

7910330049   NUREQ/CR-O6B7 

"Study    of   Bafotu   Rollcf    Valvo   Operation   Under  ATMS 
Conditional"   Suppl    l. 

HUTMACHER/E.  S.  ,    HHITTEN.S.D,       Rotkuoll    International   Corp.  ^  KIN 
B-3033.        79/08/30.        3Bpp.        Availaole    at    NTIS. 

7910230033   NUREQ/CR-10Q5   V2 

"Radiuaste   Disposal    Classification    Sys : Computer    Program  t 
Qrounduiater   Migration    Modelfl.  " 

ROGERS,  V.  C.  ,     QAIRDjR.D.  ,     ROOERTSON,  B,  C.        Ford    Bacon    EC    Davis    Utah, 
Inc.       NRC-Qa-77-197.       79/09/3O.       61pp.       Available    at  NTIB. 

7910340210  Forwards   most    recent   version    of    NUREO~039O,     "Topical    Rapt 
Rovieu  Status.  "   W/o    encl. 
QA£R,R.L.  Light   Heitor   Reactors    Dranch   S.       79/10/10.       Ip. 

7910260192  NUREQ-002O  V3  N1? 

Gray    book:  Operating   Units   Status   Reptrdata   at    of   790831, 
•      Energy,  Dopt.  of.       *      Commission,       79/09/30.       42Bpp, 


791029O30B   Forwards    praliminary    draft   of    NUREG-061 1    to   allaui   review  of 
document    before  791002   subcommittee  meetinfl. 
RDSa.B.F.        TMI-2   Bulletins   (,   Orders,       79/09/26.       2pp. 

— 79IOS90312   NUREG-061 1 

Draft    NUREO-0611,      "Generic   Evaluation    o-F    Feeifwater 
Transients   tt  Small    Break  LOCA    in  West  Ing  house-Designed 
Operating    Plants.  " 
•         Division    of    Operating    Reactors.        79/09/30.        flOBpp. 


7910290498   NUREQ/CR-0510 

"Duress   Alarms    for  Nuclear  Flied-Situ   Fac  i  1  iti  ei,  Fina  1 
Rept.  Sept    1979.  " 

KAISER,  K.  IJ.        Union   CarbJ<le   Corp.        FIN   D-21a7.        Y/Dfl-7931 
86pp.       Available   at    NTIS. 


7910300056  NUREG-03BO  V3  N1O 

"Program  Summary    Rept,"    Vol   3,  No    10. 

"     Office    of   Management   and   Program  Analysis,       79/10/19. 

Available   at   NTIS. 


79/09/30, 


115pp. 


7910300072  NUREO/CR-0966i 

"Simplified    Damage  Assessment   of   Nuclear   Power   Plants 
Subjected    to    Turbine    Fragments.  " 

B1EL.F.,    SMITH.P.D.       Los   Alamos   Scientlftt    Laboratory.       FIN   A-71O2-E 
LA-7944-MS.       79/08/31.       47pp. 

7910300463   NUDEO/CR-059B 

"On-Site    Inap    Procedures    for  8NM  Dooruay   Monitors.  " 
FEHLAU.P.E.,     SAMPSDN.  T.  E.  ,    KENRY,  C.  N.       La-s    Alamos    Scientific 
Lao  oratory.       FIN    1309.       LA-7o4i.       79/OB/31.       4Bpp. 


7910310006   NOR EO/CR -0903 

"Fuel    Rod    Behavior  During   Test  PCM-4,  " 
JOHNSON,  R.  L.  ,     LABSAHNj  P.  L.  ,    MARTINSDNiZ.fi. 
79/06V30.       7<?pp.       Available  at  NTIS. 


0,      Inc.        TREE-1336. 


NOWDOCKETED  ITEMS 


147   NLREO/CR-1034 

.al    Assessment    of   Flash   Density    It  Peak    Current 
.teristlcs    of    Lightning    Flashes     to    Ground     In    South    FL.   " 
H,  W.  .     HOULANGER,  A,  O.  ,     SAX.R.   I,         Commopce,  Dept.  of.  National 
'graphic    t   Atmospheric    Adminatra t ion.        FIN    Q-1057-B. 
'Cfi-1034.        79/O9/30.        51pp.        Available    at    NT!S. 


BB   NUF1EG-0475 

ilagical    Environ   Monitoring    By   NRC   Licensees    for 

IB  Opera  t  inns    of    Nuclear   FacI  litles.  " 

E.  F.  ,     BLAND,J.5_.     BUCHANAN,  J   D.  Environ    Protect    Standards 

,.       78/10/31.        S7pp.        Available    at    NT1S.         *4.  90. 


93   NUREO/CR-1Q01 

risan   of   Fias 1 an-ffas  Release   &   Mechanical    Behavior 
Transient  Nuclear    &  Electrical    Heating-    of    LWf!   Fuels,  " 
,  M,      Argonne   National   Laboratory.       FIN  A-2016.       ANL-7B-iO. 
30.       63pp.        Available    at   NT  IS. 


'37   NUREQ/CH-OBQ1 

Ibution   Coefficients   fur   Rad ionucl ides    in  Aquatic 

ns:  Development    of    Methods   !i    Result*    for    Pu    tc   Arner  ic  1  um 

sh    b   Marine    Hater-Sediment    Sys."    Annual     Root    Aug     1776- 

77,Vol     1. 

R,  A,  H.  ,     NEvISSl,  A.  .     SCHELL,  U.        Washington;     Univ.      of,        FIN 

.       79/IQ/31.        46pp. 


39   NUREO/Cfl-0945 

PVatlon    Equations     for   Finite    Control    Vol     Containing 

-Phase   Fluid   W/Flied,  Dispersed    Heat    Generating    <OP 

ing)    Sol  ids.  " 

T.      Argcnne   National    Laboratory.       CHAD,  B.  T.        Illinois,    Univ. 

bana-Champaign.        FIN   A-2049.        ANL-CT-79-ia.        79/O7/31,        3-1pp, 


43   NUREG/CR-0897 

Temp    Gas-Cooled    Reactor   Safety    Studies     for    Dlv    of 

p  Safety   Research,"    quarterly    progress    repti  Jan-Mar 


,  J.  ,     CLEVELAND,  J.  C. 

topy.     FIN  n-oiaa. 


.     CONKLIN.J.  C.        Oak    Ridge    National 
•DRNL/NUREQ/TM-3.        79  /  1O/3 1 .        41pp. 


(7   NI/REQ/CR-OB02   V2 

ibution    Coefficients    fop   Radlonuc  1  i  d  es     in   Aquatic 
ns.-StudiB-B   on  Marine   tr  Freshwater  Bedimenta    By? 
ing  fladionuclidBS    Ru-lOi,  Cs-137   &  Am-24 1 ,  "   Annual    Rept 
77-Jul    1978,  Vol    a. 

.W.,    6IDLEV,  T.  H,  ,    NEVIBSI.A,       Wash  ing  ton,    Univ.     of.       FIN 
79/10/31.       Hipp.       Available    at  NTIS. 


7910030483   Responds    to    IE    Bulletin    79- 11?.  No    1  ou    level    raduaste 
generated    or    shipped. 
GROTHE,  D.  W.       Environmental   Protection  Agency.       79/O9/11.       lp, 

7910030761    Fnmards    std    order    fop   DOE  work   re    Electrical 
instrumentation  t,  control    sys.  Requeata    indication    of   DOE 
acceptance. 
E1SENHUT,  D.  0.          Division    of   Operating   Reactors.       79/09/11.       lp, 

— 7910O307i2   Std    order    for    DOE  worli:     "Electrical.  Instrumental!  an   l< 
Contral    Sys    Support,  "     issued    to    EG&Q. 

TRIPLETT,  P.        Office    of    Nuclear    Reactop    Regulation.        FIN   A-6a5i-9 
79/09/03,        2pp. 

7910O3O76*  Foruiarda    atd    order    for   DOE   uiort    re    evaluations    of    inservice 
testing    programs    for    operating    nuclear   reactors. Requests 
indication    of   DOE  acceptance, 
EISENHuT,  D.          Division    of   Operating    Reactors.       79/09/12.       lp. 

— 7910O30766  Std    order    for    DOE  luork:     "Inservico    Insps,  "    issued    to   BNL. 
HULL, U.S.       Office   af   Nuclear   Reactor   Regulation.       FIN   A-3    117-9 
77/07/lfl.        5pp. 

791D04O331   Requests   revision    of   current    statement    of  work    far   ORNL 
proposal    d   intension    of    performance    period    from   790930    to 
791231,  Financial    auth ori  ifltion   requested    to    enable   ORNL    to 
continue    uork    already    in    progress. 

MARTIN.  J.  D,          Division   of  Uacte   Management.       FIN  0-0377        79/09/12 
Ip, 

791004O3BU  Forwards    "UWR   Safety   Raacarih    in   UB, "    presented    to    IAEA 
Advisory    Group    on   Reactor   Safety    RfcD  at   770S14-1B  meeting. 
DENNETT,  O.  L.  Research    Support   Branch.       79/OB/09.       lp. 

—  79100403B4    l'LWR   Safety    Research    in    US," 

BENNETT,  0.  L,  .     TONO,  L.  8.  ,    MURLEV,  T.  E.         Di  vi  sion   of   Heac  top   Saf  otu 
Research.        77/03/14.         I25pp. 

7910050012   Roa.uestE   resolution    of    d  I  f  f  erencos    re    handling    by    AN3 
committee   of    earlier   comments    on   ANS  N374    concerning 
containment    sija    leakage    requirements. 
ADENSAM,E.  Plant   Bystoma    Dranch     (ppe    791030).        79/09/10.        lp. 

7910030273   Summary    of   790713  meeting    lu/AIF  re   nature    of    status    of 
long-term   racommendations    re   control    room  d   human    factors 
BELTRACCHI.L.  Division    of    Systems    Safety.        79/O9/1B.        3pp. 


CORRESPONDENCE    WITH   OTHER   OROAN1 ZATIONS 


b3   Informs   of   WH  Holm  resignation  as    officer    &   employee.  As 
ident    consultant    MM   Holm  ulll    cantirue    to    ei acute 
its   PE   cpmpl  lance   u/administpa  t  i  ve   !i    regulatory    codea. 
J.  A.       Luminous   Processes,     Inc.       79/08/31.       3pp. 

34  Forwards    pppposed    amends    to   NRC   regulotionc    lOCFR30i  tO,  70, 

170  published    in   790B34  FR. 

t.L.V.      Office    of    the  Eiecutive    Directop    fop   Qperations, 

19.       17pp. 


7910050453   Forwards    IE  Circular   79-15,     "Bursting    of   High    Pressure  HDBI 
&  Malfunction   of   Relief   Valve   d  0-Rlng    in   Certain   Self- 
Contained    Breathing    Apparatus." 

PAPPASiH.  Region   3,    Chicagtu    Office    of    the    Director.       77/08/13 

3pp. 

7910090036   Foruards    IE  Circular   79-HO,     "Failure    of   OTE  Sylvania   Raloy, 
Type   PH  Bulletin  7303,  Catalog    5U1S-1 1-AC   ui/12O  Volt   ac 
Coll.  "  No   action  required. 

PAPPAB.H.  Region   3,     Chicago.    Office    of    the    Director.       77/07/24, 

2pp. 


)927  Corrects    errops    found    in  79G8S4   FH, 41FR5001 a    final 
latinns,     U'U  Mill    Tailings  Licensing,  " 

ICK.L.V,       Office    af    the   Executive   Director    POP  Operations. 
J/34,      3pp. 


771009O36B  Foruarda    series    of    calculations    in   response    to   NDC   request 
Far    otudy    related    to    drop    of    heavy    load    in    spent    fuel 
storage    facility. 
CQKIND8,  B.       Brookhaven   National    Laboratory.       79/09/10.       6pp. 


IBSa  Corrects    errors    found    IP.  790831   FR,  fllFRSOOl  5,  proposed 
Is   to    "Criteria   Helatinfl    to   U  Mill    Tailings    tc  Const   of 
•  Planta.  " 

:CK,L.V.       Office    of    the   Executive   Director    for  Operations. 
1/01,        5pp. 


7910090B04   Responda    to   Jul    79  monthly    progress   rept.dtd   790B21, f or  FIN 
Numbers  A-201O  t,  A-2143.  Requests    explanation    for    effort    of 
1.3   man  months    &  *Si BOO   effort-related    cost   on   project    If   no 
substantial    activity    took    place. 
SCARANO.R.  A.  Uranium   Recovery    Licensing   Branch.       77/07/14.       lp. 


17  Forwards   matl    re    petition    for    rulomaling    7-1     fila<J    7B0714. 

against    eatabl  tahlng  regulations    review   board, 

:,R.  D.     .Office    of  Standards   Development.       79/O7/17.       3pp. 


77101OQ817   Atk    receipt   of   denial    of    NOT  Mot   Association    petition.  Major 
problem  concerns   NRC  •publishing   neui  rules   &  regulations   not 
necessarily    adopted    bit    agreement    states. 
PEEPLEB.W.  P,       On  If  Nuclear,     Inc.       77/00/09.       2pp. 


'016  Value/impact   -statement   concerning    response    to    request    to 

ravleui   board    to   revleu  all    regulations    prior    to 

nee. Recommends    denial   of   petition. 

flee   of   Standards    Development.       79/OA/30,       Bpp. 


791011O2B6  Foriuarda    IE   Info    Notice   79-32,     "Qualification   of   Control 
Sys,"    No    action    required. 
PAPPAS,H,  Renion  3.     Chicaoo.    Office    of   the   Director.       79/09/20. 


030  Abstracts    of  comments   fc   staff  responses    rs    request    to    forr 
w  boaprt    to   review   all   regulations   prior    to    Issuance. 
••'       Office    of    Standards   Devolopmant.       79/06/30.       ipp. 


7710130541   Accopta   resignation    from  ANB-3   stds    »ubcommittee. 

GREEN,  H,  J.       American  Muclear    Society.       GREEN,  H.  J.       Tennessee   Valley 
Authority,       79/09/17.        lp. 


?i     "Loose    Lacking    Devices    on 
in    required. 
ice    of    tike    Director.       79/O9/13. 


— 79101SOS19   Submits   resignation  as.  member   of   ANS-3   stds    subcommittee. 
CARROLL,  J.C.       Pacific    (Jjis   t,  Electric   Co.       CARROLL,  J.  C.       American 
Nucluap    Bociefcu.       79/07/14,       lp. 


WON  DOCKETED  ITEMS 
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7910170266   Forwards    IE    Infn    Notice    79-23,     "Reactor    Trips    at    Turkey 
Point    Units   3  t<   4,  "    No   action   required, 

PAPPAS.H.  Region    3,     Chicago,     Office    of    the    Director.        79/10/05. 

Ip. 

7910180077   Notifies    that    IE    Bulletin    79-31,     "Froien   Lines,  "    was    sent    to 
listed    licensees    on    79O92B. 

PAPPAS.H.  Region   3,     Chicagn.    Office    of    the   Director.       79/09/38. 

3pp. 

7910100300   Proposes    need    for    std    specifying    requirements    for    operating 
plant    housekeeping.  Forwards   NUPPBCD  Polity   3  3  Working 
Group    Guide    presenting    chronology    of    stds    development. 
OREEN,  H,  J.       American   Nuclear   Society.       79/09/18.       6pp. 

77101B0647   Notifies    that  the    encl     IE    Info   Notice    79-24. 

"OvBrpressuriintlon    of  Containment    of    PUR    Plant    After   Main 

Steam  Line    Break,"    was  sent    to    listed    licensees    on   791001, 

KEPPLER,  J.  Q.  Region  3.     Chicago,     Office    df    the    Director.        79/10/05. 

2pp. 


7909350309  Comments    on   proposed   rule    1QCFR73; addl   measures   are 
necessary    to   strengthen   rule.  Wants   NRC    assurance    that 
licensees    can    ship    Fuel    at    long   as   applications  are  made 
for   route    approval    In    timely   manner. 
REED.C.       Commonwealth    Edison   Co.        79/O3/17.        31pp. 

77072S031S  Comment!    on   proposed    rule    10CFR73: suggests    improvement   re 
shipment  notif ication. publ icatiun   of  proposed    routesi pub  1 ic 
hearings   prior    to   route  approval    d  othar  related   matters. 
THQMAS.D.        Affiliation   Unknown.        77/OH/09.        Ip. 

7909350319  Comments    on   proposed   rule    10-CFR73:  suggests    Improvements   re 
shipment  notif  ication,  pub  1  ication   of    proposed   routes,  publ  ic 
hearings   prior    to  route   approval   &  other   related    matters, 
YOUNO,  L.      Affiliation  Unknown.      79/09/09.       Ip. 

7909330330  Comments    nn   proposed   rule    10CFR73:  change    of    terminology   J< 
clarification   of    some    items    1$   necessary   re    shipping 
arrangements  &  reporting   requirements, 
HADEHAN.W,  N.       Environmental   Protection   Agency.       77/OB/2Q.       3pp. 


7910220438  Comments    on   Boyea   &   von  Hippel    repti     "Some   Long-Term 
Consequences   of   Hypothetical   Major    Releases   of   Radioactivity 
to   Atmosphere    from   TMI,"   Language    may    be   ambiguous    to    lay 
readers. 
DENTON.H.R.       Office    of    Nuclear    Reactor   fiogulation.       79/10/09.       2pp. 

7910260162  desponds    to   791013    Itr    re   THI-related   NRG   actions, Prompt 
decontamination    of    Intermediate    level    waste   water   by    use    of 
EPICOR-II    SUB    is   necessary    to    control    immediate    Impacts    of 
emergency    situation. 
SPETH,  0.       Council    on  Environmental    Quality.       79/1O/16.       Ip. 

— 7910260164   Responds    to    791010  request    for   meeting    re   TMI    cleanup 
operatl ant. Pub  1 1  c    health    &   safety    best    served    by    processing 
TMI    Intermediate    level    uiastn   water    through   EPICQFt-11    aye 
prior    to    preparation    of    environ   assessments. 
HENDR1E,  J.  M,        Commission,        79/10/13.        3pp. 

7910300062  Petition   on   behalf    of    14    citiions   repeating    suspension   of 
nuclear    pouer    as   means    of    generating    elcc trici ty,  subrnl tteri 
in    support    of   Honicker   vs    NRC. 
WILLIAMS,  U.  0.        Affiliation    Unknown.        79/09/08.        Ip. 

7910300067  Petition   requesting    suspension    of   nuclear   pouier   as    means   of 
generating    electric itg,  submitted    in    support   of   Honlckpr   vs 
NRG. 
PARRISH,  J.       Affiliation  Unknown.       79/09/14.       Ip. 


PROPOSED   RULE 


7810370190  Notice   of   State   Workshops    for   Review   of   NRC   Decomm 
PolicuiNUREOs    0436.027B,!.   CR-0130   mill    be    d  1  scussedl  al  1 
date*    are    in   Sept    197B  &    locales   are   Philadelphia,    Atlanta, 
&  Albuquerque. 
RYAN.R.Q.       Office   of   State   Programs.       7B/07/2B.       3pp. 


7B1027Q19B  Notice    of   State   Workshops    for   Review  of   Ni!C  Decomm 
PolicyjNUREOs   0436,0275,11  CR-0130  will    bo    d iscussedl al 1 
dates   are    in  Sept    197B   &    locales   arc   Philadelphia,    Atlanta, 
&  Albuquerque. 
RYAN.R.Q.       Office    of  State  Programs.       78/07/28.       2pp. 


7909250333  Comments   on  proposed    rule    1C-CFR73:  rule  may    increase   risk 
of    sabotage. NRC    should    review  proposal    Ei  seek    independent 
evaluation   of   rule    Impact, 
JEFFERSON.  R.  n.        Bandia    Laboratories.        79/OB/0&.        3pp. 

7909350339  Comments   on   proposed   rule    1OCFR73:  rule   should    be   modified 
before    issuance. Endorses   comments   of   Transportation 
Subcommittee   of   A1F  Fuel    Cycle  8vcs  Committee. 
TEER.B.R.       Transnuclear,     Inc.        79/08/15.       3pp. 

7910010291    Comments   on  proposed    rule    10CFR73: adequacy   of   present 
regulations    for   protection   of    irradiated   reactor    fuel    in 
transit  have    been   reconfirmed.  NRC   reliance  on    draft 
assessment    is    improper. 
DAWSDN,  D.  M.      General   Electric   Co,       77/OB/1B.       2pp, 

7910010623  Comments   on  proposed   rule    10CFR5Q:  ob jecti ves    for   emergency 
planning    should    be    quantified   by    cost/benefit    study. 
Financial    assistance   could    be    obtained    from  nuclear   power 
commercial    profit    tai. 
MILLER, J.S.        Affiliation   Unknown.       79/O6/16,        4pp, 

791001062B  Comments    pn   proposed   rule    10CFR50:  lacks   retirement  of 
independent  radiation  monitoring    re   affsite   radiation 
emergency    planning. 
niMBER.R.M,        Affiliation   Unknown.       79/09/29.        2pp. 

7710010631   Comments   on  proposed   rule    10CFRBO:  emergency    planning 
problems    eilst    In   areas    dependent   on    tourism  fc  on    other 
industries   associated   w/natural    resources.  Problems    include 
limited    Igress/agress   d   tourists   unfamiliar   «J/aroa. 
FELTDMiP.  I.      Affiliation  Unknown.      79/09/15.       ap. 

7710010639  Comments   on  proposed   rule    1OCFR30:  tuo   it  tai  led,  tiighly 
prof   reviews   of  NRC   regulatory    policy    re    siting  &    emergency 
planning    have   been  made.  Mo   need    to   study    situation   further. 
FITHIANrF.  J.        House    of    RBp.        79/OB/17.        12pp. 

7710010645  Comments   on  proposed   rule    1OCFR50:  *ugges ts    improvine 
evacuation   plans    for   touins   around   nuclear   pouter   plants   by 
initiating    civil    defense-type   commission. 
TAYLOR.H.  I.       Affiliation   Unknown.       77/OB/30.        3pp. 


7907250264  Comments    on    proposed    rule    10CFR50; emergency   responoo   plan 
should    consist    of    general    planning    b    standing    operating 
procedures    davolopod    by    1  icenseo,  state   li    local    emergency 
svcs. 
ufiAUN.N.H,       Affiliation  Unknouin.       79/07/30,       5pp. 


7910010631   Comments    on   proposed   rule    10CFR50; basic    emergency   planning 
objective    should    be   prevention  of   public   radiation   exposure. 
Identifies   nuclear   plants   run   by   utils    as   great    safety  & 
financial    ri»fco    to   community. 
SCHWARTZ,  A.       Affiliation  Unknown.      79/09/20.       Ip. 


7909250369  Comments    on   proposed    rulo    10CFR73i opposas  mod    of   rule    to 
require    safeguard    measures    be   applied    to   spent    fuel 
shipments.  Commission   has    not    thoroughly    evaluated    impact   on 
nuclear    industry. 
STUHENDROEKER, L      NL    Induatr ^es, NL  Nuclear   Div.       77/08/14.       Ip. 

7909330276  Comments    on   proposed   rule    1OCFR11O: TMI    incident    should   bu 
classified    as    extraordinary    occurrence.  Defense*    provision   of 
Price-Anderson  Act    should    be   waived. 
HERBMEY.M.L.       Aff 1 1  iation   Unknown.       79/08/11,       Ip. 


7910030003  Comments   on   proposed   rule   10CFR50:  generally   agrees  u/AIF 
comments   re   emergency   plans   for   areas    around    nuclear 
facilities.  Appropriate   doi*    levels   should    b»    established 
S el oui  which    protection    is   unnecetiarij. 
PARKER,  W.  0.      Duke  Powsr  Co.      77/OS/3D.      8pp. 

--7910020006  Comments    on  NUREG-0396.  For    emergency    planning   purposes, 
unsupportable    to   consider   accident    that    IB    greater    than   any 
that  need    be   considered    for   conservative    licensing   purposes. 
PARKER,  H.  0.       Dufce  Power   Co.      79/03/27,      3pp. 


7909250307  Comments    on   proposed   rule    10CFRSO; outl inns  master    plan   for 
shipment   of   nuclear    fuel.  Urges    implementation   of    plan   is 
part    of    Final    rule    to    serve   as    important    safeguard    to 
protect    public    health    5.   safety. 
HALLI6AN,T.  J.       Citliens    Against  Nuclear   Dangers.       79/OB/14.       3pp. 


79100B0044  Comments   on   proposed   ruin    10CFR50;  state    &   local   govts  may 
require   assistance,  financial    and    otharuisei  for  radiological 
emergency  response  planning. 

NEWMAN.J.R,      Houston  Lighting   J.  Power   Co,      NICHOLAS,  N.  8.      Taxas 
Utilities   Generating  Co.      79/03/30.       10pp. 


386 


IMONDOCKETED  ITEMS 


7910030177  Comments  on  proposed  rule  10CFR50; ob jec tive  of  emergency 
planning  should  be  to  prevent  public  eiposure  to  radiation 
&  development  of  evacuation  p  lans.  Proposes  NRC-approved 
emergency  response  plan  requirement  ny  end  of  1979. 
LACK.H.L.,  BRLANDCI,T.J.   Af  f  i !  iatlon  Unknown.   79/OB/O5.   Ip, 

7910020136  Testimony  of  RP  Pollock  on  7904,20  before  Senate  Committea 
on  Commerce, 6c ience  !i  Transportation  re  transport  of 
radioactive  matls, 
POLLOCK,  R.  P.   Critical  Mass  Energy  Project.   79/07/20.   10pp. 

— 7910020437  "Radioactive  Risks  on  Roadiuaui  Nuc  lear  Cargo  Accident 
Record, 1974-7B. " 
*   Critical  Mass  Energy  Project.   79/06 


—  7910020440  "U  Accident  of  77O927iCasi 
!<  Adequacy  of  Transportation  Btds.  " 
»  Critical  Mass  Energy  Project.  77/10/31 


9pp. 


Emergency  Preparedness  Plans 


791003QOS7  Comments  on  proposed  rule  10CFR50  financial  assistance 
should  be  provides!  to  state  and  local  govts  for  radiological 
emergency  response  planning. 
CDWDEN,  J,  H.   Affiliation  Unlnouin.   79/08/27.   3pp. 

7910030061  Comments  on  proposed  rule  10CFR50: timely  evacuation  of 
people  residing  in  nuclear  plant  area  mould  be  impossible 
FEVEAH.  R.C.   New  Hampshire,  State  of.   79/08/27.   Ip. 

7910030065  Comments  on  proposed  rule  IOCFR50: priority  must  be  given  to 
totally  evacuating  public  from  arnond  nuclear  facilities  tn 
aliminate. not  reduce, pub  1 i c  eiposure  to  radiation 
ROSENFIELD,  E.   Affiliation  Unknown.   79/OB/2B.   Ip. 

7910030070  Comments  on  proposed  rule  10CFR5O: state  t  local  radiological 
accident  emergency  response  plans  must  be  upgraded  t.  areas 

of  jurisdictional  responsibility  must  he  clarified 
DELBELLQ.A.  B.   Affiliation  Unknouin.   79/OB/30.   13pp, 

7910030071  Foruards  comments  on  proposed  rule  10CFR5Q  in  form  of 
petition.  More  publicity  should  be  given  re  safety  evacuation 
plans. 

JONeS,P.   Affiliation  Unknoun.   79/O8/07.   Ip. 

--7-M00300BO  Comments  on  proposed  rule  10CFR50  in  petition  form:  demands 
emergency  programs  be  financed  by  utils,  state  be  held 
responsible  for  training  emergency  teams  t  setting  up  of 
emergency  equipment. 

TALMAQE.P.G.,  SARQENT.P..  HAY,R.   Af  f  i  1  iatlon  UnVnoun.   79/OB/07 
3pp. 

7910030073  Comments  on  proposed  rule  1QCFR30: UCS  suggests  prevention 
of  radiation  e.posure  to  public  should  be  basic  objective 
SBt=DEc9enCy  plans  ror  "eas  around  nuclear  facilities. 
HEISB,E.R.   Sheldon,  Harmon  It  Weiss.   79/08/31,   2Bpp. 

7910030090  Comments  on  proposed  rule  10CFRSO:  baa  ic  objective  of 
emergency  planning  should  be  to  prevent  public  radiation 
•iposure, Plans  should  be  updated  annually, 
UEIS8,E.R.   Sheldon,  Harmon  J.  Weiss.   79/09/04.   7pp. 


NBC-FP4  ,.nT!2J*   °?  f"'0,i"1SBd   rulB    10CFR50:  recommends   adoption   of 
i          ,    -      !P        PIannl"3   Basis    for  Development   of   State  h 
ofCLMHs°"      Badlol('«i"1   Emergency   Response  Plans    in  Support 

HEDEMAN.H.N.       Environmental    Protection   Agency.        79/08/31.       7pp. 

e?ec?rlc   ?!TF**   ""  "ro'i°aBd   "I-    10CFR30:  adopts   comments    of  Edison 
Electric    Inst.  Emergency   plans   should    include   some   provisions 
for  recovery   operations  after  accident  visions 

REED.C.       Commonuealth    Edison   Co,        79/OS/31.        2pp. 

7910030104   Comments    on   proposed    rule    10CFR50: spheres    of    influence 
around   nuclear    facilities    should   be    defined   by  »"««•«• 

met.orolojlcal   t,  emissions   model  1  ing,  not    by    pre-eiisting 
geographical    or  political   regions  S 

ALLEN,  P.  H.       Affiliation   Unknoun.       79/08/27.        4pP. 


7910030175  Comments   on   proposed   rule    10CFR3Q:  Hartsvi  1  1  e   Project 
Coordination   Committee    suggests    that    local    govts    be 
thoroughly    involved    in   emergency    response   planning    process. 
MCKEE.  F.        Affi  llation    Unknown.        79/OB/29.        Ip. 

7910030100  Comments    on   proposed    rule    10CFR90:  baa  ic    objective    of 
emergency   planning    should    be    to    reduce    public    radiation 
exposure    through    protective   measures    or    nvacuatlon. 
KELLY.  R.  J.        Georgia    Power    Co.        79/OB/27.        5pp. 

7910030186   Comments    on    proposed    rule    10CFR30;  Maricapa    County,  AZ    Dopt    of 
Civil    Defense   !.  Emergency    Svc  s    suggests    local    level    is    hoot 
conducting    emergency    operations,  m/NRC 


for    planning 
assi  stance. 
GENDflON.  T,  J. 


Ariiona,     State    of.        79/08/27.        5pp. 


7910030191    Comments    on    proposed    rule    1QCFR3G;  MD  State    Dcpt    of   Natural 
Resources    suggests    emergency    planning   must   be    improved.  but 
not    in   haste.  Substance   must    to  SIB    precedence    over    time 
LONO,8,M.        Maryland,     State    of.        79/03/29.        3pp. 

7910030196  Comments   on   proposed    rule    10CFRSO:  State    of    NE   Dept    of   Health 
suggests   more    resources   must    be    provided    for    emergency 
planning.  Funding    should    bo    channeled    to    state    govt, 
SIMMONS.  E.        Nebraska,     State    of.        79/00/29.        3pp. 

7910030302  Comments    on   proposed    rule    lOCFRSOi  rad  i  ol  og  i  cal    emeroenc., 
response    drill    should    be    conducted    annually,  but    should    not 
involve   general    public. 
UHRIO.R.E.      Florida  Power   !,   Light  Co.       L-79-243,       79/08/31,       2pp, 

7910030S07  Comments    on   proponed    rulo    10CFR30;  1  icenscu    should    not    be 
granted   before    preparat  ion,  test  ing    S,  acceptance    of    emergency 
evacuation   plan   by    local    govt. 
BRESNEBAN,  T.  P.       Suuquehanna    Alliance.       79/08/31.       Ip, 

7910030309  Forward  s    comments    on    proposed    rule    10CFR30;  evacuatl  on    should 
not   be   objective    of   emergency    planning.  Federal    concurrence 
in   emergency    plan    should    not    be    required    for    continued 
operation   of   nuclear    facilities. 
MACRAE.C.F,        LeBoeuf,     Lamb,     Lulby    (,   MacRae.        79/OB/31.        30pp. 


HERGLD.A. 


n    ProP°aed    "ule    10CFR50:  evacuation    plan,    sl.uuld    bu 
c    participation    tn   biannual    evacuation 


y 
c   Mi/pu 

Affiliation  Unknown. 


79/08/28.       3pp. 


««n        Colwlin*"    °"   P"P"«»J    «•"»•    10CFR30;no   omorOBncu    plan    can 
guarantee    success   u/o    thorough    t  repeated    field    teitinn    of 
plan   Ei   components.  " 

ORIFFIN.R,  E,        Affiliation    Unknouin.        79/OQ/27,        20pp. 

7910030231   CommenU    on   proposed    rule    10CFR30:  baaic    objectives    of 
emergency    planning    should    include    preventing    e.posure, 
reducing    eiposure    t,   evacuating    public,  if    necesa«i>n 
CHURCH,L.       Affiliation  Unknown.       79/OS/H7      "pp 

7910030233  Comments    on    proposed    rulo    10CFR30;  Southern   Statos   Enerou 
Board    suggests    100V.   foderal    funding    of    state   ft    local  °U 

planning   8.    implementation   efforts. 
PRIEaTER.L.E.       Affiliation   Unknown.       79/00/87.       2pp. 


scenarios 
RADCLIFPE,  L. 


Affi  1  (at  ion  Unknown.       79/08/37.       3pp. 


command 
DOUGLAS,  K.A. 


^^ 

tutD'11J   authority    for    overall 


Affiliation  Unknown.   79/OB/3B.   6pp. 


GOTTLIEB,  P.   Dames  t,  Moore,   79/OB/2B.   6pp. 


THOMPSON,  K.  V.   AFfi  1  lati  on  Unknown.   79/OB/2S.   2pp. 


s;sT?'':;;r        ,., 

LEWIS,  M.I.   Affiliation  Unknoiun.   79/03/Sa.   app 


Utilities.       HOC-79-0-4  12        79/08/24. 


9pp. 


NONDOCKETED  ITEMS 
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7910040033   Comments    of    proposed    rule    10CFR50: opposes    continuation    of 
radiological    emergency    planning    ui/o    r  is  k-probab  i  1  i  tij    basis    b 
ui/o    comparison    to    similar    basis    For    other     technological 
haiards. 
VANDENBURQH,  D.  E      Yankee    Atomic    Electric    Co.        79/O3/31.         18pp. 

791OO400B6   Comments    on.    proposed    rule    1  OCFR40:  suhstantivo    changes    shot 
be   made    in   US/IAEA  agreement    to    provide    consistency    ui/NRC 
regulations.  Imp lementat ion    period    should    be    lengthened    & 
certain    exemptions   allowed    from  30-day    advance   notice. 
EHHLICH.R.        General    Electric    Co.        79/OB/31 .        flpp. 

791004OQ99  Comments    on   proposed    rule    1OCFR4O: di scusses    safeguards   on 
nuclear   matl    !<    imp  lemon  tat  ion    of   US/IAEA  agreement.  No 
licensee    should    bo   required    to    make    changes    in  SOP   until 
facility    attachment    is    completed. 

VAUQMAN,  C,  M,        General    electric    Co.,     Nuclear   Energy    Products    Div. 
79/OB/30.        Bpp. 


7910050220   "Domestic-    Licensing    of    Production    i.   Utiliiatloti   Facilities 
IOCFRSQ    final     ru  1  e.  P-ermi  ts    greater     flexibility    n    fracture 
toughness  it   matl    surveillance    prop,ram   requirements   t. 
simplifies    others    by    referring    to    natl    Etds. 

OOSSICK.L.V.       Office    of    the    Emcutive    Director    for   Operations. 
79/09/13.        5pp 

79 10 0902 52  Comments    on    proposed    -rule    1OCFR73:  oppo »BE    interim  final 
rule.  Spent    Fuel    shipments    a-lrocidi)    avoid    de-naeltj    populated 
routes.  Mali  ing    shipping    data  uiidelg    available   seemingly 
invites   sabotage. 
OEPRGE,K.D.        Union    Carbide    Corp.        79/OS/17.        3pp. 

79100'5O254   Comments    on    proposed     rule     10CFR73: interim    final    rule    uould 
bring    higher    costs    u/no    quantified    benefit    to    public. 
Suggests  rule    be    ujl  th  d  raun.  Prop  osea    that    allowances    be   made 
for    shipper    to    deviate    from    preplanned    route. 
.        E*»on    Corp.        79/03/16.         2pp, 


7910040092  Comments   nn    proposed   rule    !OCFft73:  guidel  ines    on    shipment 
spent    nuclear    fuel    seam   to   be    suggestions    rather    than 
requirements.  Strength    of   rules    re    inap    tt  monitoring    of 
shippers    are    questionable. 
MULLER.M.  H.       Affiliation   Untrnouin,       79/O8/16.       2pp. 


7t?lOOt?O259  Comments    on    proposed    rule    10CFR73: naui   rules    fur   governing 
transportation    nf    spent    fuel    are    unwarranted    for  rail 
shipments.  Railroad    communication    not    always   available    to 
sh  ipp  er. 
UTLEY.e.E.        Carolina    Power    !-    Light    Co.        79/OB/17.        3pp. 


7910040379   Comments    on   proposed    rule    1QCFH5O; baa te    objective    is    to 
protect    public.  Single.  Integrated    plan   needed    as    license 
requirement,  c  learly    indentifyins    dec  Islonmakers    fc   providing 
for   rapid    assessment,  communication   Si  action. 
WOLFE,  D.  E.       Affiliation   Unknown.       79/08/35.       4pp. 

7910040305   Comments    on    proposed    rule    1OCFR5O:  c  i  tes    need    For 
organiiation    of    govt  response    to    emergency, inadequacy    of 
emphasis    on    evacuation,  pub  1 i c    info    through    local    press    & 
as3«*sment    shift    from    licensee    to    state. 
GODWIN, A, V,       Affiliation   Unknown,       79/O8/10,       2pp. 

7910040388  Comments    on   proposed    rule    1OCFRSO: cal Is    for    emergency    plan 
as    license    requirement,  accident    planning   re  NJ   shipments, 
NRC   concurrence. bearing    of   cost a    by    1 icenseei pub  1  it    drills   t 
full    &    immediate    public    info. 
MAIER.A,       Affiliation   Unknouin,       79/09/30.       2pp. 

7910010390  Comments   on   proposed    rule    IQCFRSO; enc loses    discussion    of 
emergency    planning, including    objectives. essential    elements, 
NRC    InvolVBfiient.  financial    aasi  stance,  dri  1  la,  publ  ic    info, 
state   Si   local    govt,    involvement    b  accident    assessment. 
MILLS,  L.  M.       Tennessee    Valley    Authority,       79/09/30.        10pp. 

7910040394   Comments   on   proposed    rule    1OCFR90: poses    questions   re    nature 
&   determination   of    emergency. moni taring    of   sensors. publ ie 
notification   &   courees    of   action, 
JOHANSSON.  W.  N.       Affiliation    Unknoun.       79/08/21.       lp, 

7910040400  Comments    on   proposed    rule    10CFR5O: forwards    comments    re 
emergency    planning    on    behalf    oF   Cleveland    Electric,  KS  Gas 
&  Electric, KS  City   Power    ti  Light,  Mad  i  aon  Gas   tt  Electric, 
QH  Edison, Union   Electric    Si  HI    Electric    Pouier, 
SIUBERO,  J.  E.       Shaui,     Plttman.    Potts,     &  Trnuibridge.       79/OQ/31.       37pp. 

— 7910040412   "Importance    of   Preparatory   Measures    in   Disaster 
Evacuationa.  " 

BTROPEiW.E.,     DEVANEY,  J.  F.  .    EHNEVAJSA.J.       Stanford    fleaearch 
Institute.       75/11/30.       43pp. 

— 791Q04041B  Comrrents    on    petition    for    rulemakino    50-14   on   behalf    of 
of   C leva  land    Electric    Illuminating    Co, Duquesne   Light   Co, 
IN  d  Ml    Power   Co,K5  Oas   &   Electric   Co. Northern  States   Pouiar 
CD.BH  Edi«on   Co, Toledo   Edison   Co  &   Union   Electric    Co. 
BTRDPE.W.E.,     DEVANEY.  J.  F.  .    NEHNEVAJSA,  J.       Affiliation  Unknown. 
05000301.        79/00/31.        H3pp. 

7910040391    Comments   on    proposed   rule    1OCFRBO: cal la    for    10-mile    planning 
railiu*   w/routlne    potassium    iodide    distribution  <•<  annual 
public    drills. Coats    should    be    shared    by    Federal    govt   Si    util. 
Article    end. 
BURLINQAMEiM.       Affiliation    Unknown.       7-9/08/B3.       2pp. 

7910040&36  Comments    on   proposed    rule    10CFR50; emergenc y   response    plans 
of    state   d    local    agencies    need    re-evaluation. NRC   concurrence 
in   emergency    plans    should    not    bi    arbitrarily    imposed, 
SAEN8ER,E.L.       Cincinnati    General    Hoop.     Cincinnati, OH.       79./OB/39. 
12pp. 

7910090136  Comments    on   proposed    rul»    10CFRBl:Util    Uavte    Mgl    Group, 
Ftaduaite  Mgt   Croup    i  EEI    agree   u/de-ciclon    to   conduct   generic 
proceeding    to    fulfill    obligations    under   DC   Circuit   remand    of 
State    of   UN  vs    NRC. 

TOLL.D.R.      Low»n«tBin,Neuim»n,fiels,  Axalrad   t>  Toll.      B1LHERO,  J.  E. 
Bhaux    Plttnan,    Potts,     d  Trouibridge,       HILLE,L.E.       Edison  Electric 
Institute.       79/09/13.       16pp. 


7910090263  Comments    on    proposed    rule    10CFR73;  supports    providing 
protection    of    spent    fuel    in    transit    to   -protect   public,  Coat 
estimates  require    further    clarification. 
MILLS,  L.M.       Tennessee   Valley    Authority.       79/09/17.       3pp. 

791009O292  Comments    on    proposed    rule    1QCFR73:  regulat  i  ona    should    cove 
not    only    spent    fuol    but    other    rail  i  oact  ivo   matl. 
HftNSS-L,  D.         Illinois,     State    of,        79/OB/17.        5pp. 

791009O274  Comments    on    proposed    rule    lOCFff73:  transport    of    irradiated 
fuel    shipments    presents    minimal    tJireat    because    of    ruggedness 
of    shipping    container,  Review    pf    transporting    requirements   by 
DOE   ti     licensees    underway. 
HEIB2,Q.       Eneroij.Dept,  of.       64.       79/Ofi/l3,       Bpp. 


791009O299  CommBTits    on    proposed    pule    10CFR73:  sp  ent    fifol    safeguards 
during    motor    carrier-    transport    re    cab    Dccupdn.cu    appear 
canBtatent    ill/federal    motor    carrier    safety    regulations. 
CROCKETT,  D,  rt.        Transportation,  Dep  t.  Of  .        7^/09/15,        3pp. 

791009030S  Comments    on    proposed    rule    10CFR73:  interim    regulations   re 
transit   of    spent    fuel    shipments   are   non  just  if  iabl  a    because 
of   existing    ttda    &    Inapplicability    to    long    hauls.  Fual 
vendors  (.    utils    should    be    assigned    routine;    re-sfcric  tlons. 
TH1ES.  A.  C.        Duko    Pauer    Co.        6-6.        79/00/30.        2pp. 

7910090313  Comments    on    proposed    rula    !OCFrl73:  corraboratos   u/NUREO-OOfcO, 
Sup  pi     l,re    routine    use    of   Pu-pauered    pacemakers,  Li  beral 
licensing   would    simplify    acquisition    of    rad  ioisotop  ic 
pat  e  makers  . 

PAR3ONNET,  V.        New    Britain    General     Hosp.     Neu   Qrltaio,  CT.        79/DB/24. 
2pp. 

7910070323  Comments    on    proposed    rules    10CFR30  &   35:Dept    at   Health    & 
Mental    Hygiene    suggests    rad  i  oiso  tope    generatore    should    not 
require   testing    of    elutlon    of    In-113m    Prom   Hn-1  13/In-133m 
generator    for    Mo-99   break  througn. 
nROQUS.T.R.        Maryland,     Btato    of,        2.        77/10/03.        lp. 

791O090323  Comment's    on   proposed1    rules    1  QCFR30  Si   35;  Deo  t    of   Health    d 
Mental   Hygiene    suggests    radi  al  eotape    generator*    should    not 
require    testing    of    elutlon    of    In-LISm   from   Sn-1  13/In-133m 
generator    for    Mo-99   Breakthrough. 
BROOKS,  T.  R.       Maryland,    State    of.       2,       79/10/03.       lp. 

'  7910070325  Comment*    on    proposed    rule    l-OCFR73:no   approval    of   any 
transport    routes    should    be    given    far    Itigti    level    nuclear 
waste    until    local    public    hearings    have    been  held. 
ORAYBON-O.  V.       Virginia.    State    of.       77/O7/13.       lp. 

791OO90370  Commanta    on    proposal)    rule    10CFR73;  Indianapolis   Dept   of 
Public   Safety    augg-ests    ah  ippers/carriars    be   required    to 
notify    state    b    local    police,  transportation   dept  b    civil 
prepareoness    agencies    uhen    transport  ing    raduaste. 
CRICHLOH,  D.  L,       Affiliation   LJnfcnaum.       79/06/11.       lp. 

791O0903B1   Comment*    on    prapoaed    rule    10CFR73;  State   En-srgy  Ofc    sungoats 
selactlon    of    route    for    transportation   of    a  pant    fuel    requires 
«dBclflc    knouledgn   of    road    conditions   &    traffic    patterns. 
State   &   local    govta   are    best    sources, 
DEDDER.T.K.       Neu    York,    State    of.       79/OS/2?.       2pp. 
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7910-0903B9  Comments  on  proposes  rule  10CFR73:  master  plan  should  be 
pi-spared  designating  special  rail  routes  far  shipment  of  all 
industrial  radioactive  spent  fuel  cargoes,  Hal  1  routes  should 
c  ircumvent  cities. 
HAI-L1QAN,  T.  J.   Citiiens  Against  Nuclear  Dangers.   79/08/14.   3pp. 


7910110064  Comments  on  proposed  rule  1OCFR73:  proposed  shipping  routes 
for  spent  fuel  should  he  published  in  FR  far  public  comment 
before  approval  by  MF1C.  Public  Hearings  should  be  held  for 
communities  along  proposed  route. 
NEUHAUSER.H.   Georgia  Conservancy,  The.   77/OB/IS,   2pp. 


7910090399  Comments  on  proposed  rule  1QCFR5Q:  on  behalf  of  16  utila, 
endorses  need  for  explicit  emergency  plans  tt  calls  For 
cooperation  of  federal.  state  &  local  organ!  iat  ions 
in/licensees, 
KWTHi  D.  F.   KMC,  Inc.   79/08/29.   36pp. 

79IOO905Q3  Comments  on  proposed  rula  10CFR5O;  states  must  be  given 
opportunity  to  review  &  comment  on  any  federal  radiological 
amorgentv  response  planning. 
JONEB.Q.L,   Virginia,  State  of.   79/OB/lfl.   5pp. 

791O1O06H4  Responds  to  790B08  1  tr  requesting  60-day  e«tensian  of  time 
to  file  comments  re  emergency  planning.  Request  denied. 
CHJLK.  9.  J.     Docketing  b  Services  Branch.   79/OB/3O.   Ip, 

—  7910100685  Forwards  petition  to  intervene  re  request  for  60-day 
extension  of  time  to  file  comments  re  emergency  planning. 
proposed  response  end.  Advises  comments  mill  be  considered 
Sc  final  rut*  mill  be  made  available, 
MALSCH.M.  0.    Regulations  Division.   79/OB/2B.   Ip. 

—7910100686  Draft  response  to  RO  Shadis  790808  1  tr  requesting  60-day 
extension  of  time  to  file  comments  on  emergency  planning. 
Denies  request  because  rulemaking  should  be  completed  bu 
19BO. 
CHILK.S. 
2PP. 


Office  of  the  Secretary  of  the  Commission.   79/OB/30. 


7-910100713  Comments  on  proposed  rule  1OCFR73:  suggests  escort  is  needed 
for  driver  1  vehicle.  Use  of  any  roads  for  which  thorn  Is 
les>  densely  populated  alternative  should  be  prohibited 
Replaces  790917  correspondence. 
FLEISHER.Z.5.   Af  filiation  Unknouin.   79/OB/1B.   4pp, 

7910100715  Comments  on  proposed  rule  10CFB73:  no  provisions  are  made  for 
public  comment  or  participation  in  route  approval  process 
Shifting  transport  of  spent  fuel  from  routes  through  or  near 
highly  populated  areas  may  increase  chance  of  sabotage 
REYNOLDS,  H.   Affiliation  Unknown.   79/08/20.   3pp. 

7-910100716  Comments  on  proposed  rule  1QCFR73:  adill  cost  of  implementing 
regulation  re  spent  fuel  shipments  is  not  justified.  Greater 
return  could  be  achieved  If  cost*  were  invested  in  ai-ea 
where  higher  probability  of  loss  to  public  exists 
BRUOBER.R.  M.   Missouri,  Univ.  of,  Columbia,   79/08/30.   4pp. 

7S10100726  Comment!  on  proposed  rule  10CFR50:Ofc  of  Emergency  Svcs 
sugoests  public  has  right  to  knoui  benefits  &  risks 
aiiaciated  u/nuclear  power  via  public  announcements  on 
tBlovlsion,  ratio  d  newspapers. 
CUNNINOHAM,A.R.   California,  State  of,   79/OB/29.   29pp. 


mmBnU  "5  pr"PnaBd  rule  IDCFR40;  supports  implementation 
i      agreement  on  safeguards,  however,  implementation 
should  be  accomlished  without  imposing  unreasonable  burden 
on  industry. 
DIPIAZZA,R.P.   Westinghouse  Electric  Corp.   79/OB/31.   2pp, 


hica      nn^nf?   °Y"*J?*d   "I"    10CFR73ralthough    rule  requires 
physical    protection   for   shipment   of    irradiated   reactor    fuel 
•  U.TV  I"1"*'*"'"1*0""'"!   or   exemption   should   be   made    for 
imati    quantities    of   uiaste. 
OLSER.A.F.       Babcock   J,   WIlcox   Co.       79/09/20.        Ip. 

7-910110033  Comments   on  proposed   rule    10CFH73:  info   re    proposed   routes 
miE  <«.  "'I   H"*"""*'   "><><"«   »e  published    in  FR   i  Bub        o 

s.tiJi.s'is  .hS::nttppoy-I-L"'1  •»"•«•»«»  -"-i-  >° 

DUFOUR.L.   Affiliation  Unknoun.   79/08/02.   Ip. 


S»n?°ru.i0:::±   r  ^"^  rUU   M™™--™^™    for  mDv«,.nt   of 
Tu«    „»  !  ?        b»  vieuied    in  context   of  multifacelBd    sys. 

I",!  cBn;T!?'""V*,!IT'lii*lf("'u  "I"t'°"  *  •?«(.! 

irufiTT  S   ditiqn*   lhould    »•   considered. 
SCHUTT.P.F.       Affiliation   Unlnoun.        79/OB/30.       Spp. 

r*"ilMrK>«jrth*i   "I  pro'0"d   rulB    10CFB73:  opposes    shipping    any 
*     thw    55SMH?SIM?S,:P"MP  an«    cit«   ^P-P"Ution   greater      " 
Mdf.iiiS         l(h  a?titudo  "giBni.hIBN  utnds  could   .pr.ad 

wte"  l  '""*    °f   a"ld"nt   Of   ""-ataSe. 

inC 


*          »    i  .. 

R.      Affiliation  Unltnoun.      79/08/1  A.       Ip. 


7?10110070  Comments  on  proposed  rule  10CFR73;  embargo  should  bo  imposed 
on  shipments  of  domestic  spent  fupl  until  direct  shipment 
can  be  made  to  permanent,  safe  disposal  site, 
OQRENFLO.L.   Affiliation  Unknown.   79/08/lfl.   tp. 

7910110077  Comments  on  proposed  rule  10CFR50:  ma  jor  concerns  are  federal 
funding  of  emergency  programs.  s  tata  &  local  control  of 
response  actions  tt  MDC  responsibility  for  interim  plans  for 
contiguous  states  ui/  inadequate  or  no  plans. 
PRIESTEH.L.  E.   Southern  States  Energy  Hoard.   79/08/27.   2pp. 

79101100B1  Comments  on  proposed  rule  10CFR50:  recammcndo  add! 
requirements,  including  NRC  concurrence  with  state  t.  local 
emergency  response  plans  before  nuclear  pouier  plants  are 
alloued  to  operate. 
BRINK,  T.   Affiliation  Unknomn.   79/OB/01.   3pp. 

7910110096  Comments  on  proposed  rule  1OCFR73:  Botimatod  addl  coat  la 
grossly  underestimated.  If  rule  is  later  applied  to  high 
level  uiaste.cost  will  increase  more.  Safeguards  for 
hazardous  matl  such  as  pesticides  aro  nonexistent. 
HOFFMAN,  0.  P.   Consumers  Power  Co.   79/OB/17.   Sop. 

7910110105  Comments  on  proposed  rule  10CFR73:  interstate  highuiaus  {, 
preferred  railways  are  safest  routes  for  shipping  spent 
fuel,  NRC  should  be  clearly  identified  as  regulatory 
authority,  preempting  conflicting  state  (,  local  laws 
THOMA5,  U.  N.   Virginia  Electric  i.  Pouor  Co.   79/09/16.   Ip, 

7910110109  Comments  on  proposed  rule  10CFR70.'  pormlnslon  for 
implantation  of  nuclear  powered  cardiac  pacemakers  should  be 
revoked  &  mfg  In  US  terminated. 
DEN1KE,  D,  U.   Affiliation  Unknown.   79/QB/21.   Ip, 

7910110115  Comments  on  proposed  rule  10CFR73:  renuoc  to  NUREO-OSil. 
referenced  In  FR  notice. 
HOROQS.R.M.   Westinghouse  Electric  Corp.   79/07/10.    Ip, 

7910110133  Comments  on  proposed  rule  10CRF73;  rog  lonal  hoarinn  lliDiild  bo 
held  prior  to  approval  of  PortEmouth-SavonHh  Rivar  route  for 
transport  of  radwaste.  Protective  draft  legislation  will  bo 
unenforceable  due  to  lack  of  stato  inspectors 
JOHNSTQNe.M.C.  ,  AVERY,  J,  W   Aff  i  1  iation  Unknown.   79/00/30.   4pp. 


nnfh    Coilill»*«  »••  P«P«"H  rule  10CFR50:  federal  concurrence  should 
not  fie  prerequisite  for  changes  in  local  b  state  emergency 
plans.  ' 

HARD,  J.  E.   Atomic  Industrial  Forum.   79/08/31.   12pp. 


Conin"n*;  on  Py°P<""»l  ruli  10CnF40;Dent  of  Health  suggests 
.""1'"mBntkl»''»'id"  Procedural  guidance,  to  agreement 
state  licensees  who  desire  source  matl.  No  guidance  is  given 
to  those  already  possessing  source  matl, 
LACKER,  D.  K.   Texas,  State  of.   7B/OH/Sa.    Ip, 

7910110196  Comments  on  proposed  rule  10CFR73:  cr  1  terla  for  avoiding 
heavily  populated  areas  when  shipping  spent  fuel  do  not  *volfl>nB 
aluays  result  in  reduced  exposure  risk 


fiEYNQLDB.W,   American  Friends  Service  Committee.   79/08/20. 


-1pp. 


r  Ct"nm8"tB    »«   proposed    rule    10CFR73:  plans    for    physical 

protection    of    shipments    of    irradiated    reactor    fuel    ;r^r"""Cfll 
inadequate,  especially    in    event    of    .ophUticatad    illegal 
diversion   or    terrorist    attack. 
KES8LER,J.       Affiliation   Unknoun.       79/OB/17.       3PP. 

79I0110I77    Comments    on    proposed    rule    10CFR40:  UB/IAEA    fiaf  ennui.,!. 

:mtr2oBdaurid  not  n-ri"  initiai  fuo1  «»«hi«":n 

deadline  *"  mUflt  ""  ""P11"-'  *"  -"t 

ne6D,Ci   Commonwealth  Edison  Co.   77/08/31.   Ip. 


<l!pnv?II/;i>PO"d,ruU    IOCFBSO:Bmargencu    plan   must   allou: 
.P^»  ,,ti?    -    I"1?    comlnuni^t'on    to    designated 
determine    appropriate   action    to    bo 

Edison  Electric    Institute.       79/OB/31,       3aPP. 


vrMcl. 
VWlleIt 

79/08/13 


aovt   off   e 

taken 

KEARNEY,J,J. 


*"""t.Con,tant      urvei  Man  » 
mandates  .nultipu    escorts    for    .xtended    trips 
WH1TE.J  Hou.ton   Lighting    (,  Pom.r    Co,       N8L-71. 


WH1TE.J.O, 
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7910110207  Comments  on  proposed  rules  10CFR2S  t,  95:  NRC  should  ack  DOE 
jurisdiction  &  authority  re  safeguarding  restricted  data. 
Of  equal  importance  is  mhen  k  mhat  info  should  be 
classified. 

NILSON.R.   Enon  Nuclear  Cn.  ,  Inc.   (subs,  of  E.«on  Corp.).   79/03/20. 
5pp. 

7910110207  Comments  on  proposed  rules  10CFR25  8.  95:  NRC  should  act  DOE 
jurisdiction  &  authority  re  safeguarding  restricted  data. 
Of  equal  importance  is  uihen  !<  uihat  info  should  be 
classified. 

NILaON.R,   Euon  Nuclear  Co.,  Inc.  (subs,  of  Eunn  Corp.  ».   79/OB/3B. 
Spp. 

7710110213  Comments  on  proposed  rule  10CFR73: adequate  banis  for  need  of 
eitensive  regulation  has  not  been  established, Should  be  much 
greater  distinction  between  truck  t,  rail  security 
requirements  in  transport  of  reactor  fuel. 
DAU6QN,  D.  M.   General  Electric  Co.   DMB-337.   79/OB/O9.   Spp. 

7910110392  Forwards  FR  notice  re  praposod   rule  changes  for 
10CFR30,  40,  70,  ISO  (<  17O  !x  public  announcement, 
MCNQQUE.  R.  8.   Office  of  Standards  Development.   79/OB/20.   Hpp. 

7910110292  Forwards  FR  notice  re  proposed   rule  changes  for 
10CFR30,  40,  70.  150  &  170  ti  public  announcement. 
MQNOQUEjR.B.   Office  of  Standards  Development,   79/00/20.   3pp. 


7910130313  Comments  on  proposed  rule  10CFR73: requests  opinion  as  to 
uihethcr  federal  rules  J.  regulations  ro  transportation  of 
nucloar  mat  I  &  waste  are  sufficiently  comprehensive  to 
prevent  nuclear  accidents. 
MUII!,A.M.   Affiliation  Unknown.   79/05/19.   lp. 

7910120317  Comments  on  proposed  rule  lOCFRlQ: ntu  version  Is  significant 
improvement  over  Hay  197B  predecessor  ra  implementation  of 
US/IAEA  safeguards  agreement.  Spec  lal  category  should1  be 
established  For  experimental  facilities. 

NILSONiR.   Eiion  Nuclear  Co.,  Inc.  IsubE.  of  Euan  Corp.),   79/08/37. 
10pp. 

7910150002  Cnmments  on  proposed  ruins  1QCFH30,  40),  70,  1  90  t<  170. 
Preoperat ional  monitoring  program  should  not  bo  conducted  by 
licensee.  Proposed  radon  control  level  is  inappropriate. 
BATES,  A.   Affiliation  Unknown.   79/09/13.   3pp. 

7910150002  Comments  on  proposed  rules  10CFR30.  40,  70,  1  SO  &  170. 
Preoperatl onal  monitoring  program  should  not  be  conducted  by 
I  icensee.  Proposed  radon  control  level  Is  inapprapri  ate. 
DATES,  A.   Affiliation  Unknown.   79/09/13.   2pp. 

79101S0002  Comments  on  proposed  rules  10CFR  30,40,150)  &  170, 
Preoperat tonal  monitoring  program  should  not  be  conducted  by 
1  icensee.  Proposed  radon  control  level  is  inappropriate. 
BATES. A.   Affiliation  UnJnown,   79/09/13.   2pp. 


7910110293  Forwards  FR  notice  re  proposed   rule  changes  for 
10CFR30,  40,  70.  150  &  170  &  public  announcement, 
MQNDOUE.fl,  0.   Office  of  Standards  Development.   79/03/20.   2pp. 

7910110292  Forwards  FR  notice  re  proposed   rule  changes  for 
10CFR30,  40,  7O,  150  t<  17O  &  public  announcement. 
MGNQOUE.  R,  Q.   Office  of  Standards  Development,   79/OB/2Q.   3pp. 

7910110292  Foruiards  FR  notice  re  proposed   rule  changes  for 
10CFR30, 10,  70,  190  &  170  ti  public  announcement. 
MDNDQUE.  R.B.   Office  of  Standards  Development.   79/00/20.   3pp. 

— 7910110303  Notice  of  proposed  amends  to  10CFR4O  b  150  re  licensing 
requirements  for  U  (.  thorium  mi  1 1  s,  proposed  amends  to 
1QCFFI30  (4  70  ro  final  environ  assessment  &  proposed  amend  to 
10CFR170  rt  tailings  fees. W/pub lie  announcement. 

CHILK.8.  J.   Office  of  the  Secretary  of  the  Commission.,   79/08/20, 
49pp. 

— 7910110303  Notice  of  proposed  amends  to  10CFR40  &  130  re  licensing 
requirements  for  U  b  thorium  ml  1  Is, proposed  amends  to 
10CFH3Q  &  70  ro  final  environ  assessment  &  proposed  amend  to 
1OCFH170  re  tailings  fees.  W/publ  Ic  announcement. 

CH1LH,  5,  J,   Office  of  the  Secretary  of  the  Commission.   79/OB/2Q. 
49pp. 

— 7910110303  Notice  of  proposed  amends  to  10CFH40  &  150  re  licensing 
requirements  for  U  &  thorium  mi  1 1 s, proposed  amends  to 
1QCFR30  Ji  70  re  final  environ  assessment  tt  proposed  amend  to 
10CFR170  re  tailings  f oes. W/publlc  announcoment. 

CHILK.S.  J.   Office  of  the  Secretary  of  the  Commission,   79/00/20. 
49pp. 

— 7910110303  Notice  of  proposed  amends  to  10CFR40  (<  150  re  licensing 
requirements  for  U  fr  thorium  mi  1 lai proposed  amends  to 
10CFR30  &  70  re  final  environ  assessment  !i  proposed  amend  to 
10CFR170  re  tailings  f ees. H/pub 1 Ic  announcement. 

CHILK,S.J,   Office  of  the  Secretary  of  tho  Commission.   79/OB/20. 
19pp. 

— 7910110303  Notice  of  proposed  amends  to  10CFR40  t-  150  re  licensing 
requirements  for  U  d  thorium  mills. proposed  amends  to 
10CFH30  t*  70  re  final  environ  assessment  &  proposed  amend  to 
10CFH170  re  tailings  f ess. W/publ ic  announcement, 

CHILKrS.J.   Office  of  the  Secretary  of  the  Commission.   79/03/20. 
19pp. 

79101105BO  Comments  on  proposed  rule  10CFH73: greatest  problem  re 
physical  protection  of  shipments  of  irradiated  reactor  fuel 
is  human  foi lure. Local  voters  should  have  input  on  best 
possible  route. 
FLEI6HER,  Z.  S,   Affiliation  Unknown.   79/OB/31.   4pp. 

7910110736  Comments  an  proposed  rule  JOCFR40: advises  that  10-day 
ImplBinentation  period  is  Impractical  h  should  be 
substantially  lengthened.  Nuclear  matl  in  form  of  previously 
measured  sealed  sources  should  be  exempted  from  measurement. 
EHRLICH,  R,   General  Electric  Co.   79/OB/31.   4pp. 


7910150002  Comments  on  proposed  rules  10CFR  30,40,150  &  170. 
Preoperational  monitoring  program  should  not  be  conducted  by 
1  icensBB.  Proposed  radon  control  level  is  inappropriate. 
DATES,  A.   Affiliation  Unknown.   79/09/13.   2pp. 

7910130002  Comments  on  proposed  rules  10CFR  30,40,150  &  170. 
Preoperational  monitoring  program  should  not  be  conducted  by 
licensee.  Proposed  radon  control  leva!  IE  inappropriate. 
BATES, A,   Affiliation  Unknown.   79/09/13,   2ap. 

7910150004  Comments  on  proposed  rule  10CFR71; opposes  bringing  U8  rules 
re  packaging  of  radioactive  matl  for  transport  into 
conformity  ui/intl  rules  due  to  resultant  increase  Ln  cost. 
SCHIMHEL,  B.  L.   Monsanto  Research  Corp.   OL8-19B9,   79/09/19.   2pp. 

7910150006  Comments  on  proposed  rule  10CF871 : agrees  m/ehang ing  U9  rules 
ro  packaging  of  radioactive  matl  for  transportation  to 
conform  ui/lntl  rules. 
LAHR,T.  N.   3M  Cn,  ,  Minnesota  Mining  tt  Mfg.  Co.   79/09/20.   Ip, 

— 79101S0009  Comments  on  proposed  rule  10CFR71 :  proposed  changes  will  not 
affect  licensee  since  sources  held  b  delivered  are^uell 
belou  suggested  level. 
BUCKLEY.P.H.   Bunker  Hill  Community  College.   79/09/17.   lp. 

7910150011  Comments  on  proposed  ruloa  10CFR30,  40.,  70,  150  d  l7Q:health  t, 
safety  must  be  given  prime  consideration.  Risk/beneFl t 
analysis  approach  must  be  taken.  Natl  economics  must  be 
considered. 
SPISAK.J.F.   Federal  American  Partners  IMinlno).   79/09/11.   3pp. 

7910150011  Comments  on  proposed  rules  IOCFR30,  40,  70,  150  It  170:  health  t> 
safety  must  be  given  prime  consideration. Rigk/benef  1 1 
analysis  approach  must  be  tabon.Natl  economics  must  be 
cons  Idered. 
SPISAK.J.F.   FBdaral  American  Partners  (Mining).   79/09/11.   3pp. 

7910150011  Comments  on  proposed  rules  10CFR30, 40j 70, ISO  b  170: health  fc 
safety  must  be  given  prime  consideration.  Risk/benefit 
analysis  approach  must  be  taken, Natl  economic*  must  be 
considered. 
SPIBAK.J.F.   Federal  American  Partners  (Mining).   79/07/11.   3pp. 

7910150011  Comments  on  proposed  rules  10CFR30,  4Oi  70,  1  SO  &  170:h»alth  !- 
safety  must  be  given  prime  consideration,  Riik/benefl  t 
analysis  approach  must  be  taken. Natl  economics  must  be 
considered, 
9PIBAK.J.F.   Federal  American  Partners  (Mining).   79/09/11.   3pp. 

7910150011  Comment*  on  proposed  rules  10CFR30,  40.  70i  150  fc  170:  health  tt 
safety  must  be  given  prime  consideration, Riik/banefl  t 
analysis  approach  must  be  taken. Natl  economics  must  be 
considered, 
SPIEAK.J.F.   Federal  American  Partners  (Mining).   79/09/11.   3pp. 

7910170063  Comments  on  proposed  rule*  10CFR40,  50,  70,73,  150  &  I70:agrees 
that  UB/IAEA  agreement  !<  implementing  regulations  support 
foreign  policy  tt  nuclear  nonprollfcratlan  objectives. 
UTLEY,E.E.   Carolina  Power  k  Lloht  Co.   79/00/30,   3pp. 
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7910170063   Comments    on    proposed    rule*    10CFR40,  50.  70,  75.  150    !c    170: agrees 
that  US/IAEA  agreement   &    implementing   regulations    support 
foreign    policy    It   nuclear    nnnprol  i  f  oration    objectives. 
UTLEY.E.  E.        Carolina   Pouier    it   Light    Co.        7WOB/30        3pp. 


7910170424    Comments    on    proposed    rule     1QCFR7O:  proposed    rule    should    be 
significantly    modified    to    alLaui    for    greater    uae    of    llth  turn 
battery-powered    pacemakers. 
FROMMER,P.L.        Health.     Education    !,   Welfare,     Dept.     of.        79/09/39.        2pp, 


7910170063   Comments    on    proposed    rules    10CFR40,  50,  70,  75,  1  50   &    170:agr< 
that  US /IAEA  agreement   &   implementing   regulations    support 
foreign  policy  it  nuclear   nonprol if eration   objectives. 
UTLEY.E.  E.        Carolina   Pouier   t,   Light   Co.       NF-79-5D3.       79/OB/3O,        3pp. 


7910170430  Comments   on   proposed    rule    10CFR70:  since    Australian    interest 
in    nuc  1  ear-powere il    cardiac    pacemakers    baa    dec  1 1  nod,  makes    no 
comments. 
RICHARDSON,  J.  F.        Affiliation   Unknown.        160-2-1.        79/00/21.         Ip. 


7910170063   Comments    on    proposed    rules    10CFR40,  90,  70,  75,  150   !.    170:agri 
that   US/IAErt  agreement   6    implementing    regulations    support 
foreign   policy   t  nuclear   nonpral 1 f eratian    objectives. 
UTLEY.E.E.        Carnlina   Power    8<   Light    Co.        NF-79-555.        79/OB/30.        3pp. 


7910170451    Foriuards    HD   Uycoff    770911     1  tr    commenting    an    proposed    rule 
10CFR70.  Quantity    names    are    used     in    improper    fc    ambiguous 
manner. 
LINTQN,0.  W         American    College    of    Radiology.        79/09/17.        2pp. 


7910170063   Comments    on    proposed    rules    10CFfl40,  50,  70,  75,  190   !.    170:  agrees 
that  US/IAEA  agreement  !i   implementing    regulations    support 
foreign    policy    !<   nuclear    nonprol  i  feratl  an    objectives. 
UTLEY.E.  E.        Carolina   Power   !.   Light    Co.       NF-79-555.        79/08/30.        3pp. 

7910170063   Comments    on   proposed    rules    10CFR40.  50,  70,  7S,  150    &    170:  agrees 
that   US/IAEA  agreement   &    implementing   regulations    support 
foreign   policy   &  nuclear   nnnprol i feration   objectives. 
UTLEV.E.E.        Carolina   Pouier   !.   Light    CD.        79/OB/30.        3pp. 


79101704S9  Comments    on   propound    rule    10CFR70:  contents    of    proposed 
useful    to    Federal    Ofc    of    Public    Health, but    das    nn    comments, 
HUNZINGER,W.       Siui  ti  erland.       79/09/18.       !p. 

7910170467  Comments   on    proposed    role    10CFR73: rule    imposing    interin 
physical    protection   measures    for    licensed    shipments    of    opent 
fuel     in   US    IE    premature.  Rule    should    be    result    of    NRG    l<   DOE 
coordinati  on. 
DEUTCH,  J.  M.        Energy,  Dept.  of.        79/09/10.        2pp. 


7910170073   Comments    an    proposed    rule    10CFR70:  supports    adoption    nf    final 
position   t(    regulations    which   will    permit    physicians    to 
decide   upon   use   of  nuclear   pacemaker  u/o   undue   constrains    on 
Implementation   of  choice, 
SMYTH.N.P.        Affiliation   Untnouiti.        79/OB/16.        2Bpp. 

7910170093   Comments    on    proposed    rule    10CFRSO: State    of    IL   Commerce 
Commission    feels    each    state    should    have    single    emergency 
response    plan   w/thoroughly    integrated    components    for    each 
reactor    in    state. 
HA5TEN.M.V,         Illinois,     State    of.        79/OB/3Q.        dpp. 

7910170097  Comments   on  proposed    rule    10CFR50: federal    financial 
assistance    should   be   given   to   state  &   local    govts    for 
radiological    emergency   response   planning   *  preparedness. 
LENTSCH,  J.  H.       Portland    General   Electric   Co.       JWL-3B2-79.       79/09/14. 
7pp. 

7910170101    Comments    on    proposed    rule    10CFR50:  supports    ongoing 
educational    program  of    essential    info, w/cnntlnunus 
updating    through   mechanics   t<   technology    of   NI?C. 
DETTENCOUHT.  L.       Affiliation   Unknown.       79/OB/31,        9pp. 

7910170106  Comments  on   proposed   rule    10CFR90:site    emergency    plan    is 
Ineffective.  PlanBneBded    to    inform   public    of   measures    to   be 
detai ledi  analuied   &   tested. 
EVANS. K.H.       Affiliation  Unknown.       79/09/13.       30pp. 

7910170110  Comments   on   proposed    rule    IOCFR50:  NRC    should    participate  as 
advisor    to    Federal    Emergency    Mgt    Agency.  Supports 
comprehensive   emergency    plans   rather    than   specific 
radiological    emergency    response   plans. 
QIBBa.D.C.        Middle   South    Services,     Inc.        79/09/12.        6pp. 

7910170136  Comments   on  proposed   rule    10CFR70: urges  NRC   approval    of 
continued  mfg    of   nuclear    pacemakers. 
POWERS,  R,  G.        Affiliation    Unknown.        79/09/1B.        2pp. 

7910170395  Comments   on   proposed   rule    10CFR14Q: gui 1 ty   parties   should    pay 
damages   for    TMI    incident, 
DQMAN.R.      Affiliation  Unknown.       79/OB/29.       Ip, 

7910170392  Comments  on   proposed   rule    10CFH140: denounces   NRC    decision 
not   to  call    TMI    Incident   extraordinary   event. 
VAN  ULLEN,  J.  M.      Aff  i  1  iation  Unknown.       79/OB/30.       Ip. 

7910170403  Comments  on   proposed    rule    10CFR73: forcing   radwaate    shipping 
to   secondary    roads   mill    be   counterproductive   due    to   greater 
shipping    distances   b   less    than    ideal    road   conditions, 
OIBBB,  D,  C,        Middle   South    Services,     Inc.        79/OB/31.       3pp. 

7910170412  Comments  on   proponed   rules    1OCFRH5  b  95: filing    of 
classification  record    for   each    classified   document   would    ha 
monumental    task   a/a   purpose. 

MANSER. W.  C.       Nuclear  Fuel    Services.     Inc.     (subs,     of  Gettu    Oil    Co    ) 
79/09/06.      2pp.  '     ' 

7910170412  Comments   on   proposed   rules    1QCFR2S  J<  95:  filing    of 
classification  record    for    each    classified    dncumont  would    be 
monumental    task  iu/o   purpose. 

MANSER,  W,  C.       Nuclear  Fuel   Services,     Inc.     (subs,     of  Oettu    Oil    Co    ) 
79/09/04.,      2pp. 


7910170477  Comments    on    proposed    rule    10CFR73: opposes    transportation   of 
nuclear   radmaste    through    Chapel    Hi  1 1,  NC.  Durham,  NC   & 
CarrboroiNC    due    to    dense    population. 
APOLLENID.C.        Affiliation    Unknown,        79/09/05.         Ip. 

7910170494   Comments    on    proposed    rule    1QCFR73: i onlng    regulations    used    in 
determining    areas    of    dense    population    should    bo    changed 
BARCLAY,  N,       Affiliation   Unknown.       79/09/03.       2pp. 

7910170191    Comments    on   proposed    rule    10CFR73: 1 t sta    criteria    for 
formulating    rad waste    transport    stds    including    adequate 
emergency    response    p  lans,  notif  icat  ion    of    NRC    It    nhlppor 
no-limit    liability    insurance. 
EDDLEMAN.U.        Affiliation    Unknown.        79/O9/O5.         Ip. 

791017049B  Comments   on   proposed    rules    10CFR30,  40,  7O,  1 5O  It    170: 
Surety   Association    of    America   doubts    that    thare    mould    be 
market    in   US   Corporate    surety    bonds    that   uould    makp 
available    sufficient    funds    for    decontamination    of   mllln. 
PflOVDST.L.        Affiliation    Unknown.        79/09/19.        Ip, 

7910170490   Comments    an    proposed    rules    10CFR30,  40,  70,  1  BO   t*    170: 
Surety   Association   of   America    doubts    that    thorn    would    be 
market    in   US  Corporate    surnty    bonds    that   would    make 
available    sufficient    funds    for    decontamination    of   mills. 
PROVOST,  L.        Affiliation    Unknown.        79/09/19.        I  p. 

7910170490  Comments    on    proposed    ruloo    10CFR30,  10, 70,  150  &    170: 
Surety   Association   of   America    doubts    that    thore    would    be 
market    in   U3   corporate    surety    bonds    that   mould    make 
available    sufficient    funds    for   decontamination    of   mills, 
PROVOST,  L.       Affiliation   Unknown.       79/09/19.       Ip. 

791017049B  Comments    on   proposed    rules    10CFfl3Q,  40,  70,  1  SO  l<    170: 
Surety   Association   of   America   doubts    that    there   would    bo 
market    in   US   corporate    surety    bonds    that   would    make 
available    sufficient    funds    for    decontamt nation    of   mills 
PROVOST.  L,       Affiliation   Unknown.       79/09/19.        Ip. 

791017049B  Comments    on    proposed    rules    10CFR30,  40,  70, 1  BO  b    170: 
Surety   Association   of   America    doubts    that    there    would    be 
market    in   US   corporate    surety    bonds    that   would   make 
available    sufficient    funds    for   decontamination    of   mills 
PROVOST,  L.       AFf  1 1  lation   Unknown.       79/09/19.       Ip. 

7910170504  Comments    nn   proponed   rule    10CFR73: opposes    transportation   of 
radioactive    matl, espec ial ly    through    heavily    populated    «reaa 
BAKEfl,  D.       Affiliation  Unknown.       79/09/03.       Ip, 

7910180029  Comments    on    proposed    rules    10CFH29   !.   95:  Imp  lamentation   of 
new  rules   mould    result    in    logjam   of    security    clearance 
requests. Restricted    data    should    he   more    clearly    defined 
MCWHORTER.R.  J.  ,    MILLER,  D.  M.       Ohio   Edison   Co.       79/OB/13,       3pp. 

7910180029  Comments   on   proposed    rules    10CFRS3  i<  95:  implementation   of 
new  rulea   would    result    in    logjam   of    security    clearance 
requests,  Restricted    data    should    bo   moro    clearly    defined 
MCWHORTER.R.  J.  ,     MILLER,  D.  M.       Oh  io   Ed  1  son   Co,       79/OB/15.       3pp. 

7910190031   Comments   on   proposed   rula    10CFR73; ona    armed    escort    la 
inadequate    protection    for    cargo    transported    through    heavily 
populated    areas. 
KESBLEH.J.       Affiliation   Unknown.       79/08/20.       Ip 
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77101S0033   Comments     on     proposed     rules     1OCFR25    &    95.  disagrees    u/task 
force    conclusions     that    plan    for     improving    control     Si 
protection   of    nuclear    mat  la    at    licenced    generating    stations 
la    necessary    Eiifiting     regulations    arc     adequate. 

UAREMBuURQ,  D.        Public     Service    CD.      at    Colorado.        P -79 199.        7*7/00/31. 
2pp. 

79101B0053   Comments     on     proposed     ruins     1OCFD25    &    95: eiomption    should    he 
allowed    for    licensees    under    jurisdiction    of     other    agencies 
which    impose    guidelines    for    protection    of    natL     security     Info 

CQHDANIiH.  A.        Dabcock     !.Uilcoi    Co.,     Naval     Nuclear    Fuel    Div. 
79/08/30.        2pp. 

7910180053   Comments    on    proposed     rules     lOCFRSS    C.    95: onemp tl on    should    be 
allowed    for    licensees     under    jurisdiction    oF    other    agencies 
which    Impose    guidelines    for   protection   of    na  1 1    security     info 
t,    restricted    data. 

CORDANI.R.  A.        Dabcock    t-Wilco.    Co.,    Naval    Nuclear    Fuel    Div. 
71/03/30.        2pp. 

7-Y101B003B   Comments     en    proposed     rule     1OCFR73:  urges    Immediate    ha  It    to 
shipments    "f    nuclear    uiaste     into    or     through    Port    of 
Portsmouth    at    Tl  debater, VA    until    Issues    of    saf  ety.  sat  o  tao,e 
&    terrorism   are    resolved. 
UEBT.R,.     DUUMHAH.  J,        Truth     in    Pouer.         79/06/19.        2(ip. 

791Q1B0093  Comments    on    proposed    for    rulos    1QCFH23   !.    95:  vau]  t-tup  e 
room  requirements    are    excess  i  ve.  Approval    of    alarms    fc    MflC 
notification    of   generation    or    destruction    of    classified 

PARKER.  M.  0.        Duke    Power    Co.        7V/09/0-1.         1  p. 

7910180093   Comments    on    proposed     far     rules     10CFR25    (.    95: vault-ty p e 
roam  requirements    are    eicess Ive.  Ap pro val    of    alarms    t  UttC 
notification    of   generation    or    destruction    op    classified 
documents   aro    unnecessary. 
PAflKER,  U.  0.        Duke    Power    Cn.        79/09/04.         lp. 

79101B0113   Comments    nn    proposed     rule     1QCFR140:  dl  scussos    monetary    & 
ngn-monetary    losses    caused    by    TM1     Incident. 
HARDISON.L.        Affiliation    Unknown,         79/09/O1.         lp, 


79101B0353    Comments    on    proposed     rule's    1OCFR25    (.   95;securlty    to 
far    restricted     data     should    be    made    of    steel    at    least 
O.  5    inch     th  ic  V  .  Cornb  1  nat  i  on    lock    specs     should    meet    ODD    5200 
requ  i  roments. 
fJOULSTONE,  J.  G.        Affiliation   Unknouin,        79/OB/27.        3pp. 

7"?10igo>359   -Comments    on    proposed     Tolas    lOCFFlflOj  50;  70,  78,  15Q   b    1' 
supports    intl    efforts    lo    minimize    proliferation    of    nuclear 
weapons.  Saf  egiyardo    -which    are    more    extensive    than     In    other 
countries    should    not     be     Imposed 
NEWMAN,  R.I.        Allied    Chemical     Corp.        79/OB/31.        3pp. 

79101B0399    Comments    on    proposed    rules    10CFR40,  50,  70j  75,  150   &    T 
supports    intl    -efforts    to    minlmiie    proliferation   of    nuclear 
weapons.  Saf  eguards    uhich    are    more     intensive    than    in    other 
countries    should    not    be    Imposed. 
NEWMAN.R.  I.        Allied    Chemical    Corp.        79/09/31.        3pp, 

7<910100359   Comments    on    proposed     rulas     10CFR40.  50,  7O,  75,  ISO   t.    1: 
supports    Intl    ePForts    to    minimtie    prol  1  f  &ratl  on   of    nuclear 
wEapona,  Saf  aguarde   uhich    are   more    intensive    than    in    other 
countries    should    not    be    imposed. 
NEWMAW.R.   I.        Allied    Chemical    Corp,        79/O3/3J.        3pp. 

77101BO359   Comments    on    proposed    rules    1OCFR10.  SO,  70,  75,  130   i    I', 
supports    intl    efforts    to    minimiie    proliferation   of    nuclear 
iijeapons.  Sa  f  oguards    which    are    more     eitenalve    than    in    other 
countries    should    not    be    Imposed, 

1.        Allied    Chemical    Corp.        79/09/31.        3pp, 


79101B0359    Comments    on    proposed     rules     1QCFR40,  BO,  70,  75,  150   d    i; 
supports     intl    efforta     tn    miniralie    proliferation    of    nuclear 
weapons,  Baf  eguarda   uh  I  cfi    are   more    eitensive    tJian    in   other 
countries    should    not    be    imposed, 
NEWMAN,  H.  J.        Allied    Chemical    Corp.        79/OH/31,        3pp. 

7910180359    CDmmcnts    on    proposed    rules    10CFfl40,  50,  70,  75,  150   !<    i", 
supports    intl    efforts    to    minimlia    prol  ifaratlom   of   nuclear 
weapons.  Safeguards    which    are   more    eitenclve    than    in    other 
countries    ihauld    not    be    imposed, 
NEWMAN,  R.  I.        ftlliad    Chomital    Corp.        79/OB/3I,        3pp. 


79101B0117    Comments    on    propnsod     rules     10CFfl30,  40,  70j  1 50    t,    17O:  1 
stds   are    too    loose. Flnancia 1    criteria    should    take    inflation 
into   account.  Cover    of    nine    ft    is    i  tisuf  f  i=  i  ont    to   stop    F!n-B22 
leakage. 
LEW1B.H.        Affiliation    Untnocun.        79/09/32,         lp. 


791O2301B9  Comments    an    proposed    rule    10CFR 140:  consider!  tig   TMI 
as    anything    less    than    at traord Inary    event    is   gross 
mi sreprpaentation    of    effects   on    people    of    America. 
MARTINEZ,  U  .     STUCKEV,  H.  E.   .     HQDEHTB.  D.        Affiliation    Unknown. 
79/09/13          lp. 


79101B0117    Comments    on    propound    rules     10CFR30,  40,  70,  1  90    !.    17O:  1  i  censi  ng 
stds   are    too    loose. Flnanc ia 1    criteria    should    take    Inflation 
into   account.  Cover    oF    nine    ft    is    i  nsuf  f  ic  i  i>nt    to   -stop    Rn-222 
leakage. 
LEWIS,  M.        Affiliation    Unknoum.        79/09/23.         lp. 

791O1G0117   Comments    on    proposed    rulos     1OCFR3O, 10, 70,  1 50    t    170:  1 1  censing 
stds   arc    too    louse.  Flnanc ia 1    criteria    should    take    inflation 
Into   account.  Cover    of    nine    ft    is    Insufficient    tn    stop    Rn-33!3 
leakage. 
LEWIS.  M,       Affiliation    Unknown.       79/09/32.        lp. 

7910100117  Comments    on    proposed    rules    IOCFR30, 10, 70,  1  SO    d    17O:  1 i censing 
stds   aro    too    loose.  Financial    criteria    should    taka    inflation 
into   account.  Cover    oP    nine    ft    is    insufficient    to    stop    Rn-2313 
leakage. 
LEWIS.  M.       Affiliation    Unknown.       79/09/2H.        lp, 

7910130117  Comments    or,    proposed    rulos    1OCFR30,  10,  70,  t5O   t,    170:  1 1  canning 
stdB   are    too    loose.  Financial    criteria    should    take    Inflation 
Into   account.  Cover    of    nine    ft    is    insufficient    to    stop    Rn-235 
leakage, 
LEWia.M.       Affiliation    Unknown.       79/09/23.        lp. 

791Q1B035B  Comments    on    proposed    rules    IOCFR30   &   35:Btato   Energy    Dfc 
raises   question   DF    govt   QC    oP   Ho-lt  hTBalthrnugh    tasting    by 
medical    1  iceneoes.  Suggests    FDA   at    -regulatory    agency. 
DEBOER.T.K.        Nou   Yorkf     State    of.        79/OB/34.         lp. 


7910230ii97   CommEnts    on    proposed    rule    IOCFR73'.  PoriuarilB    resolufciD 
physical    protection    of    shipments    of    irradiated    reactor    fuel, 
submitted    by    Charleston  County    Council. 
aTINE.Q.B.       Affi  llatlon  Unknouin,       79/09/09.       lp, 

— 79 1 QH3069E]  Resolution    for    physical    protection    of    shipments    of 
irradiated    reactor    f uel i  suomi tted    by    Charleston  County 
Council, 
DRE1DART,S.  B.       AFfi  1  lat  1  on  Unknown,       79/08/09.       lp. 

7910310271    Comments    on   pt-upsed    rule    10CFR50:  CO  Dept   of  Haalth.   i 
basic    objectives    of    emergency    planning    are    to   reduce 
ojpolurea   6    evacuate    fl obi  1 c.  Overly    detailed    plans   became   too 
cumbersome    to    be    effective. 
MONTGOMERY,  J.  L.         Colorado,     State    of.        79/O9/24.        3pp. 

79102o.01O7    Foriaardi    comments    on    proposed    rule    1QCFR5Q    per    77093 
from  L  Rajdcliffe    of   League    of  Women  Voters    of  San  Luis 
Ob i soDi CA,  Nuc lear    Dmergency    planning    should    emphasize 
provontlon   of    public    radiation    aKposura. 

LAOOMARBrfJD,  R.       House    of    Rep.,     Interior   &    Insular   Affairs.       7 
7pp. 

771O5&01SO   Comments    on   proposed    rule    10CFRSO:Ht)C   action    levels 
amh  Iguous.  Urges    faster    method    for    enmmuniiati.no,    danger    to 
NrtC    t,   auitltarif    signal*    to   warn    those    in   rural    areas   of 
radiation    danger. 
LEEi  J.       APPil  ialion  Unknown.       79/10/04.       3pp. 


79101B0352  Comments    on    proposed    rulas    IOCFR30   &   35;Btale    Energy    DFc 
raises    tiuestion   of    govt   QC    of   Mo-99    breatthrougli    testing    by 
medical    licensees.  Buggasts    FDA   as    regulatory    agency. 
DEBQER.r.K.        Netu   YorkP     State    of.        79/OQ/a<l,         I  p. 

7910100353  Comments    on    proposed    rules    1QCFR2U   &   9S:secuTity,    container! 
for   restricted    data    should    tie   wade    of    steel    at    least 
0.5    inch    thic k. Combination    lock    spues    should    meet    ODD    5200 
requirements. 
ROUL8TDNE,  J.  0.       AFf  illation   Unknoum.       79/03/27.       Spp. 


7910Kt0140   Comments    on   proposed    rule    10CFR140: TMI-2  at ri dint   ua 
BXtraordinarij    nue  lear    occurrence.  Levels    of    radiation 
exposure    required    For    a t traordinary    occurrence   are  ; 

ridiculously    high    in   vieiu   of    riiks    of    law    level    eiposure. 
KECK,  H.  B,       Anti-Nuclaar    Qvoup    Representing    York.       79/Oa/ll. 

7?  1026 01 44   Comments    an   proposed    rule    10CFRHO:  TMI-2  was    eitrau 
nuclear   occurrance.  Although    no    physical    damage   resulted1, 
long-term   emotional    damage    to   population  was   devastating. 
BOMDERQEfi,  T.  W.       AFf  iliatfan    Unknown.       77/OB/1B.       app. 
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710260149   Comments    on   proposed    rule     1OCFR140;  substant  i-a  1     nffi 
radiation    ti   damages    qualify    TMI-2    Incident    as    ei  tr-aord  1  nary 
aven  t. 
PRELEGN1K.W.  L.       Affiliation   Unknown..        77/QB/ai.        3pp. 


7910310432   Comments    on    proposed    rulea    IOCFR7O    ii   73: app 1 icatlnn    of 
safaouard-s     upgrade    rulo    mould    hava    visibly    adverse    impact 
upon   research    programs    conducted    by   nnnpouer    reactors. 
HQDaON.T.U.        California,     Univ,     of,     Las    Angoles.        79/09/2B,       3pp. 


910260153   Comnie-nts    on   proposed    rule     1QCFR50:  u  U 1    evacuation    plans    for 
local    population  are   totally    inadequate.  Any    sys   of 
notification   developed  mould   be    inherently    Inadequate. 
BOEHLER.O.        Aff i  1  idlton   Unknown,        79/10/10.        3pp. 


791Q31045S  Comments    on    proposed    rules    IOCFR70  &  73: appl ication    of 
safeguards    upgrade    rule    uould    have    visibly    adverse    impact 
upon   research    programs    conducted    by   nonpower    reactors. 
HODSON,  r.  U.        California,     Univ.     of,     Los   Angeles,        79/09/20.        2pp, 


'910360157   Comments    on   proposed   rule    1QCFH14O;TMI     incident    threatens 
mental   &  physical    health    of  nearby    roaid 8nts. 
SMITH,  B.       Affiliation   Unknown        79/QB/3Q,        2j>p, 

'910260166  Comments    on  proposed   rule    1OCFH140:TMI    Incident  meets 
criteria   of   ei traordinary    nuclear    inc  ident.  Condit  i  ons    caused 
by    failure    of    scale*    to   capture    radiation    levels. 
HURBT.fi.  H.       Affiliation  Unfcnoun.       79/00/19,       Ip. 


7910310462  Comments    on    proposed    rule    ICCFItl  40:  t  actors    such   as 
substantial    release    of    off  lite   radioactivity    i  affsite 
damage-s    incurred    need    to   be    studied    before-   TMI    can   bo 
classified    as    ft fcrflord 1  nary    nuclear   occurrence. 
MORSAN.J.        Affiliation    Unknown,        79/OB/14.        3pp. 


PETITION   FOR    RULEMAKINQ 


'910260173   Comments    on    proposed    rule     1OCFRHQ:  recomraonda    MRC    rule    TMI 
as   an   eitraord  inary    event.  Uti]    should   not    be   released    from 
responsibility    for    damage    done    to    public     health, 
HGLVK.H.L.       Affiliation  Unknown.       79/08/18.       4pp. 

'91026O179  Comment*    on  proposed   rule    10CFR  140r  ex  traord  inary    nuclear 
accident  should  be    declared   because    of   magnitude    oF 
radiation    1  evelii  Inadequac  y    of    detection   monitors, 
atmosphoric    conditions  ti    tnreats    to    physical    health, 
H06SLER,D.E.       Aff  1  llation   Unknown.         79/06/17,        4pp. 

9102601B1  Comment!    on  proposed   rule    1C-CFF1  140:  NRC    Failure    to   rule   TMI 
incident  ai    eitraordlnary   nuclear    accident   would    shou 
disregard    for   health  b  safety   of    nearby    residents, 
HURHT.J.B.        Affiliation   Unknown.        79/OQ/l1!.        4pp. 

91O2£01B3  Conunonti    on   proposed    rule    1OCFR140:  TMI     Incident    constituted 
extraordinary    nuclear   occurrence.  Units    1    6  2   should    remain 
closed. 
NOLAN,  P.       ft-ffiliation   Unlcnouin.       79/OB/30.        2pp. 

91026O1GB  Comments    on  proposed   rule    10CFRI40:  TMI    incident    should    be 
declared   eitraordinary   nuclear   occurrence    because    of    damage 
ta   health   !'   propgrty, 
ZEA8ER,C.«.       Affiliation   Unknown.       79/03/16,       4pp. 

910960191   Comments    on  proposeil  rule    IOCFR140:  organl  lat  i  on   resolution 
rBcninmonds    that  NRC    declare  TMI    e  i  tra-ord  inory    Incident   t 
call    public    hearings   to    inform  citiiens    of    rights   &    legal 
implications    of  assumed  consent   ta    accidents.. 
TAHANOD,  V.        Af  f  1  1  ia  t  ion   Unknown.        79/03/24.        2p  p  , 

91O26O193  Comments    on  proposed   rule    10CFR140:  TMI    incident    should    be 
•diclarei!   extraordinary   occurrence    because   of    rad  i  oact  i  vitu 
release  Si  damage   td    health   d  property. 
WHITE.J.P.       Affiliation  Unknouin.       79/OB/30.        Ip. 

91G36OH1Q  Coranentt   on   propased    rule     1OCFFOQ:  reques  ta    NRC    document    re 
emergency   planning    around    nuclear    facilities    b   aodl    tin*    to- 
comment  on   document. 
LAMOUEUX.C.H.       Affiliation  Unknouin.       79/08/17.       Ip, 

910260377  Comments  nn   proposed  pule    IOCFR140:TM1    evant    »Uoul    be 
clttsttled   at    eitraordlnaru.    occui-ranca.  Failure    to    consider 
Br-flO  &  other    decay    products   emitted    during    accident    Is 
caveruf   of   damage  done. 
BERNSTEIN.  H.  L.       Af*  i  liation  Unknown.       79/00/13.       3pp. 

J102603H1   Comments  on   proposed  rule    1OCFR140:T«1    should    te   clasalFUd 
as    eiftraor-dinary  otturrenc  e.  Economic    Impact   on    buiiness    K. 
residents  will    take    tome    time   to   be    properly    studied. 
MUB3ELMAM,  L.  B.       Three  Mile    Island    Alert.       79/09/20.       Bpp. 


Comments  on   proposed  rule    10CFRSO:  licensoes    should    not    be 
requir«d    to    duplicate   emersency   plans    due    to   possession    of 
both   BHH  li   re*earch   reactor.  Suggests    change    of   wording    in 
propoied  rule. 

Babcock   b  Milcoi  Co.       79/10/D?.        la, 


7909250272-  Comments    on    petition    for    rulcmaklng    2-B:  d  i  oagreea   u/petltion 
re    amend    to    10CFH21    (.  methods    for    developinn    future 
regulations,  Rule     is    atfeq,uato    from    standpoint     nf    liealth    t. 
safety    &    should    not    repealed. 
HIL(.B,L,M.       Tennassce   Valley   Authority.'    79/OB/Oi.       2pp. 

7909250390  Comment!    on    petition    for    Tulemaking    39-1:  in   case   of   approved 
lou-risi    diagnostic    rad  1  opharraaceut  i  CH  Is,  physic  Ian   should 
not    be    requirod    to   falluo    package    insert    for    all    clinical 
procedures    utiliiing    ref    drugs. 
GEOHGE,K,D.       Union  Carbide   Corp.       79/OB/21  .        ip, 

7909230-993   Comments    on    petition    for    ruleniakins     1OCFR2-B:  ciiatlng 
regulation    re    criminal    penalties    placsd    upon    companies 
purposely    nil  thhn  Id  ing    sa  f  atij-related    failure    info   has    not 
been    effective   as    evidencad    in   THI-a    incident, 
LEWIS.  M.  I.       Affiliation   Unknouin.       79/09/03.        Ip. 

79I00102&Q  Comments    on    petition    for    rulomaking    33-1:  supports    petition 
allowing    physician    latitude    m    adherence    to    package    inserts 
for   all    clinical    procedures    utilizing    approved    low  risk 
diagnostic    radlopnarmacouticals. 

,  &,       Union   Carbide    Corp.       79/08/21.       Ip, 


791002O641    Ack    opportunity    to    review  NHC    proposed   roaponse    to   petition 
for    rulemaklng    7-1  ,'AdvlaoFy    committee    mgt    concurrence    not 
ne-adcd    for    anc  1    task    pac  fcagc.  W/o    end. 

HQVLE.J.  C,       Offic«    of    the    Secretary    of    tho   Commission.       79/03/oa. 
Ip, 

791003000-7  Foruards   matl    ro    petition    for   rulomafcing    7-1    filed    7SQ914. 
Arguos    against    establishing    regulations   review   board. 
MrNQOUE,  R,  D.       Office    of    Standarifs    DevBlopment.       79/07/17.       3pp. 

—  7910030012    Petitions    NF1C    to    form  board    of    industry    members    to  reviou 

all    pertinent   regulations    fe   to   clarify    positions   nf    industry 
prior    to    Issuance    of    all    noiu  regulations. 

F-EEPLEB,  M.  P.       Mon-Des  true  tive   Testing  Management   Association. 
7H/07/19.        2pp. 

—  7910030014    Dr'aft    Itr    forwarding   FR    notice    of    danial    of    petition    for 

rulemafcins    7-1    for    puoli  cation.  W/o    encl. 
*      Commission.       79/07/17,       3pp. 

—  7910030Olo   Value/impact    statement    concerning   response    to  request   to 

form  re-view   b-oat-d    to   reviou  all    rogulaticms    prior   to 

issuance.  Recommends    denial    of   petition. 

»      Office    of   Standards    Development.       79/O6/30.       Bpp. 

.  —  791003001B   Forwards    "Policy    J,  Proc«duro«    for   Direct   Distribution   of 
Proposed    &  Effective   Regulations    to   Licensees  J.  Other 
Intarested   Porsons.  " 

OD3SICK,L.V.       Office    of    the   Eiecutive    Director    for   Operations 
7B/11/20.       4pp. 

—  7910030020   Abstracts    of    comments   fc    staff   responses   re  request    to    form 

review   board    to    ravieu    all    regulations   prior    to    issuance. 
HENRY,  J.       QPflca    of    Standards   Davwlopmant.       79/06/30.       6pp. 


'10310322  Comment!  on   proposed   rsg    guida   re    delta    ferrltB    content    in 
autogenous   ueld«: requests    response    to    790607    Itr 
VANNAN.X.V.       India.       HAPP/03000/8/79.       79/09/J7.       Ip, 

'10310330  Comment 5   on   proposed  reg    guide   re   basis    tor    PniHTgHncu    actipn 
lavoU   at  nuclaar   f«cllitlea;de»cription    »haul(    be    used    in 

difinition   of   each    nmergency   action    l*vel    re   anticipated 
future    doiBi    to   uholn   body   &  thyroid    gland. 

SBLE1EN,R.D.      Health,    Education  b   Walfaro,    D»pt.     of.       79/09/H7.        Ip, 


791004040B  Comments    on    p-ronoaerf   rule    lOCFflSO:  Forwants   comments   re 
emorjency    planning    on    behalf    of  Cleveland  Electric, KB  flas 
*c  Electric,  KB   Cit«   Pou»r    &   Light,  Madlxm  Oas    &   Electric, 
OH  Edison. Union   Elactrlc    H  Ml   Eltctrlc    Pooler. 
8ILBERO,J,E.       Bhau,    Pittman.    Potts,     !<   Trouibrldge.      79/08/31.       B7pp. 

— 791004011E    "IniBortaniie    of   Preparatory    Moasures    in  Disaster 
Evacuation*.  " 

BTROPE,  H.  E,  ,     DEVANEY,  J.  F,  .    EHNEvflJSA.  J.       Starfortf   Risaarch 
Inititut*-.       7S/11/3O.       42pp. 


NONDQCKETED  ITEMS 


— 791O04041B   Comments    on    petition    for    rulemakinj    50-14    on    behalf    at 
of   Cleveland    Electric     Illuminating    Co> DuqUB&nB    Light    Co. 
IN  'j.  Ml    Power   C-o.  US   Qas    t<  Electric    Co. Northern    States   Power 
Co,  OH   Edison   Co, Toledo   Edison    CD    !<    Union    Eloctric    Co. 
STROPE.W.  E.  .     DEVANEY,  J,  IF.  ,     NEHNEVAJSA.  J.        Affiliation    Unknown. 
09000301.        79/OB/31.        23pp. 


7910290310  Comments    on   petition   for    rulemakinB    3O-33: evac nation    of 
large   number    of    people    FOP    teat   purposes    uoti  1  d    Impose 
unnecessary    burden    on    public   as  well    as    increasing   risk    to 
public    health ,  safetg    &    property. 
DALE.L.F.       Misaiaaippi    Power   &  Light   Co.       79/00/07,       3pp. 


7910050302   Formardsj for    signature, 1 tr    notifying     of    denial     oF 
LR   UrelDlo   7B1017    petition    For    ru  lomak  ing.  Also    forwards 
Ffi    noticei  petition    %i    public    comments.  Recommend s    denial. 
MINQQUE.R.B.       Office    of   Standards    Development.       OS  DH  9O4-3. 
79/09/11.        3pp. 


791O390I39   Denies    petition    fop  rulemalcino    71-7    dtd    780310.  Also   denies 
further   extension    of    imp  lamentation   date    t   fiearing   re   <1A 
program  r equip ements. 

OQSEICK.L.V.       Office    of   the   Executive   Director    for  Operations 
79/10/03.        3pp. 


— 7910050312  Notifies    of    denial    of   LR   Urciolo   7BI017   petition    for 
pulemak  ing    10CFR20-12,  FR   notice    end. 

GQSSICK,  L.V.       Office    of    the   Executive    Director    For    Operations 
79/09/13.        Ip. 


7910390135  Forwards    comments   on   petition   fnr   rulffmakins    50-23   on    behalf 
nf   Edison    Electric     Inst.  Info  pa   actions    which    might   be   taken 
for    all    possible   emergenc  iea    is    impractical    !,  undesirable. 
Stresses    flexibility    of   response. 
MACRAE.C.F.        LeDoeuf,     Lamb,    LElbg.    tcMacRae.        79/OB/31.        39pp. 


— 79100S0334  Notice    of    denial    of    7B1017  petition    for   pulBmaking    by; 
LR   Urclnlo    requesting    amend    OF     IOCFR2O. 

GOSSICK.  L,  V.       Office    of    tho   Eiecutlve    Director    for    Operations 
79/09/1S.       7pp. 


791O29Q14H  Comments    nn    petition   for    rulemaxing    30-96:  in   complete 
agreement    ill/proposed    petition, 
GRANIER.P.       Af  Filiation  Unknoiun.       79/08/20,        Ip, 


--7910050339   Valua/impact    statement    re    LR    Urciolo   7H1017    petition    for 
rulamaklng    2O-12. RHC ommends    petition    be    denied, 
»      Office    of   Standards   Development.       79/09/11.       10pp. 

7910090103  Notice   of    filing    of    790629   petition    for   rulemalcing    by    Edlou 
Intl    requesting    amend    of    10CFR70  &  73  re    domoatic    licensing 
of    special    nuclear   matl    t    phijaical    protection    of   plants    it 
matlii  respectively.  Comments    due    b<j    791015. 

CH1LK.3.J,        Office    of    the    Secretary    oP    the    Commission,        79/OB/1O. 
2pp. 

7910090120  Notice    of    filing    790713  petition    for    rulemaking    by 
Cincinnati    Gas    t,   Electric     et    al. Petition    roquasts    amend    of 
10CFR2    to    eliminate   adjudicatlve   proli  I  emu.  Comments   are 
requsstcd    by    791113. 

CHILK.S.J,       Office    of    the    Secretary    of    the    Commission,       79/09/05. 
4pp. 

—7910090137  Petitions    on    behalf    of    Cincinnati    Oaa    B,  Elec trie, Columbuo    (. 
Southern   Ohio   Electric    &  Daijton    Poujer    (.  Light    to   amend 
10CFR2. Amend    provides    reasonable    limits    upon    cross- 
examination   &    other    measures    to    oipedlte    adjudication. 
CONNER.!.  B.        Conner,     Moore    fc   Corber.        79/O7/31.        10pp. 

7910100317  Ack    receipt    of    denial    of    NOT  Mat   Aasociation   pa tlti on.  Ma jor 
problem  concerns   NRC    publishing    neui   ruloa   &   regulations    not 
necesaarily    adopted    by    agreement    states. 
PEEPLE6.W.  P.        Gulp    Nuclear.     Inc.        79/08/07.        2pp. 

79101105B9  Comments    on    petition    POP    rulemaklng    30-33:  basic    objective    of 
nuclaar    omergancy    planning    should    be    to    rodutp    radiation 
eiposure    through    implementation    of    safest   !i  most    practical 
procedure    far   each    facility    site. 
CAS3AN,V,J.       Pouep   Authority    State    oF  Now  York.       79/OB/29.       33pp. 

7910190062  Affirms   780202   petition    for    rulemaking    91-4    requesting    amend 
to    10CFRS1    re    nonaafety   matters   not    to    be   reconsidered    in 
environ   revleu.OL    stage.  Requests    schedule    of   oral    flrsumant. 
LOWENSTEIN,  R.       Louona  tein,  Neiuman.  Reia,  Ai  elrod   ft  Toll.       79/10/0-1. 
3pn. 

7910190474  Notice    of   E   Graves    790B03   potition    for   rulemnfcing    lOCFfi40-2S 
requesting    genaral     license    for    depleted    U  munitions    on 
govt-to-govl    basis. 

CH1LK.  S.  J.       OfficB    of    the    Secretary    of    the   Commission.       79/07/3B. 
ipp. 

7910530179  Comments    on    petition    for    rulemaktno   73-4:  ratfuc ing    eitornal 
dose   rate    requiroment    to   axenpt   8NM    in    fuel    element  mould 
invite    tlieft    of    enriched    U   from    institutions   affected    by 
change. 
LOCHBTETi  W.  A.       Affiliation   Unknoun.       77/09/09.       Ip. 

7910240709  Comments    on    petition    for    rulemaHng    50-B3:agreos   iu/ob jactive 
that    emergency    plans    provide    reasonable    assurance    that 
appropriate   measure*    can   !,  mill    be    taken    in    event    of 
accidental    radioactive   release    from  nuclear   power    plant. 
MILLS, L.M.       Tennessee    Valleij    Authority.       79/08/17.       3pp. 


7910310456  Comments    on   petition   for  Tulemaking    90-23;TMI    should    not   be 
declared   c  t  tra-or  dlnarij    nuclear    occ  urrence.  Pub  1  Ic    Citizens 
Litigation    Oroup/Crl  ttcal    Mass    Eneroij    Projact    petition 
ahnuld   be    denied. 
PEEPLEa.U.  P.        Affll  lation   Unknown.        79/O9/Q3,         Ip, 


PROJ  PROJECTS    -    PREDQCKET   LICENSING 

791O010041   Comments    on   draft  of    "OE1B    on   U  Milling,"   NUREO-051 1 ;  title, 
should    be    changed    to   reflect    limited    acope.  Cone  luaions.   omit 
reiquiremont    preventing    use   of    tailings   as    amban  kme-nts, 
LACKER, O.K.        Texas,     -State    of.       77/09/23.         Ip. 

7'7100102'JA   Kaq,uosta    Extension    for    CA   Difflt    of   Water    Resourcea    response 
to    fiPth    set   of    interrogatorien    Prom    PQdE   open    eitonsion   of 
time   to   compel    further-    ansuiers    train    util    to   Dept    of  Water 
Resources    fourth    set   at    interrogator  ins. 
DEimMEJIrtN.Q.  ,     ETRUMHASSEH.M.  J      Calif  urn  Hi     State    of.        79/09/07.        Ip. 

7910020677  Submits    commants    on  NftC    draft   GEIS   on  U  milling 
(NUHEQ-051  1 ),  Su-ggests    stringent   nnu   requirements    not    be 
applicable    to    existing    facilities.  Suggests   measuring    radon 
daughters    directly. 
SANOEfl.H   8.        TenneBBBff    Valley    Authority.        79/09/30.        2pp. 

7910020934  Notifies    that    no  M3  state    agency    Involved    in    revinuing   DEB 
on    U  milling    has    an<j    comments   at    this    time. 
HOWELL.L.       JliBSlBsippi.    State  of,       7?050aoa.       79/09/07.       io, 

7910030010  Supplemental    aneuora    to   NRC    first    set    of    supp lemertal 
Interrogatories.  Includes    info  re    connections   iii/othep    utils, 
definition    of    standby    reserve    jenHrating    capacity    t  data    for 
components    op    native    load    capacity. 

METSB.R.L,  '     DDYLE.M.M.       Pacific   Oas    Ic  Electric  Co.       DDYLE.H.  M, 
McCutcheni     Doylo,    Drouin  ti  EmerEon.       79/07/36.       7pp, 

—7910030011    Verification   of  EE  Hall    re    ufcil    7907S6   supplemental    ansuiers 
to    Interrogatories    Sic  >.  3(g  )i  5(h  I.  o  6  B  of   NF)C    First    sot    nf 
supplemental    interrogatories. 
HALL.E.E.        Pacific    Oas   &   Elec  tr  U    Cn,        79/07/26.        Ip. 

— 7910030013  Verification  of  EF  Kapriellan    i-&    util    790736    supplemental 
answers    to    Int  errogafcorles    1  (gf.aic  >,  31e)  (11 ).  3te)  (  vlii  ). 
3(e)<i)    4    7    of   NRC    first   sat   of   supplemental 
interrogatories.  Certl f icate   of    Bvc    it   load    flou   study    encl. 
KfiPRIELIAM,  E.  F.       Pacific  Oas   t.   Electric   Co,       77/07/26.        140pp. 

791O03034B  Discuases    re&ults   of   ravieu    re    tailinga    impoundment    Failure 
at    Church    Rock    U   mi  1 1,  Confirms   NHC    discussions  re 
radioactive    contamination   cl eanup.  Evaluot Ion    of    potential 
exposure   pa  thuiays.  addl    info  request  *    recommendatlone    end. 
ODSSICK.L.  V.       Office    op    the   Eiecutive    Director    for  Operations. 
77/OB/B3.        ?pp, 

— 7910030364    "Status    Rept   on  Sampling   Program   to   Determine,   Environ   Impac.t 
of  United    Nuclear   Corp   Mill    Tail  ing  a   Spill." 
o      New  Mexico.    State    of.      79/00/20.       13pp.  : 


7910290090  Notice    of    E   Qravos   790B03  request    that  NRC   add    neiu  Section 
10CFH40. 33   providing    that    licanse    be    issued    authoriiing    DOD 
to    export    source   matl    to   any    country. 

CHILR,  3.  J.       Office   of    the   Secretary    of    the   Commission.       79/0'9/SB. 
3pp. 


-7910030404   Order    to   jnand   Radioactive    Matl    License  NM-UNC-ML   to   comply; 
ui/recommBTidati onB    for  adequate    cleanup    program   contained  '. 

In  790B13   Itr   re   radioactive  matin   b  aBsoclatetf  radioactive  ; 

contamination. 
BrtCA.  T.  E.       Neu  Meiiico,    State    of.       79/08/13.       Ip.  : 


NONDOCKETED  ITEMS 


1030405  Order    to   amend   License    NM-UNC-KL    to    include  minimizing 
irther  dispersal    of    contaminant  a    in    Rio    Puerto   thann-el    t>    to 
•cover  contaminants  which    have    escaped    from    tailings    pond. 
iCA,T.E.        New   Mexico,     State    of.        79/O7/1B.         Ip. 

1030407   Order    that    License    NM-UNC-ML    be    amBrided     to    incorporate 

iquirement    that  company    cease    discharge    of    slurry    Into 

tilings  retention   area   until    further   approval    bi   NM 

iviron   Improvement    Div. 

iCA.T.E.        NEW   He«Ico,     State    of.        79/07/1&.         ip. 

IO3O414  Discusses    unsatisfactory    progress    In   removing    tailings  matls 

ilcn    have    been  deposited    along    beiJs    of    Rio  Puerto  River   & 

•ISutarie*.  Suomlts    outline    of    adequate    cleanup    program    to 

I    implemented    immed  lately. 

1CA.T.E.        Mem   Mexico,     State    of.        79/OB/13.        4pp. 

103 O4 19  Orders   that    eicavation    of    tailing    -sands   within    150    ft    of 
istream  creat   of    tailings    dan   be    terminated    &   eilating 
icavatlon   be    refilled   u/talting    sands  Ho    further    const    of 
im  allowed  u/o  written  approval    of    state-    engineer. 
:YNQLDB,E.E.        Neu   Ma  If  to,     Stats    at.        TffQBJGB.         Ip. 

1Q3Q435   Ordara    that    investigat  1  an    of    710716    dam    failure    be    made    bij 

'of    engineer    registered    in   NM.  Also    orders    uulmlttal    of 

.ridings   to   state    engineer.  Order    issued    to    protect    life    & 

'op  erty   downstream, 

:YNOLDS,B.E.       Ney  Meiicn,    State    of.       7^/07/lB.        Ip. 


~79IOOgO5Qa   Forward's    comments     f  T  am   branches    of    AZ    state    govt    re    draft 
GEIS    on    U    milling     ( NUHEG-O31 1 >. 
VnUNQBLOOD,  J.  A.        Ariiona,     State    of.        14139.        79/Q7/19.        15pp. 

-7910050912   Has    no    comment    on    draft    GEIS    on    U   milling     (NUFIEQ   0511>    on 
be-half    of    Governor's    OFc    of   Planning    Coordination. 
HILL.R.  M.        Nevada,     State    of.        79/06/33.        Ip. 

-791O05051B   Responds    Favorably     to    draft    GEI8   on    U   milling     1NURE6-051 1 ). 
EAOLESFIELD,  E.        Indiana,     State    of.        79   Q4ii   0000.        79/03/27,        Ip. 

-7'71Q0505a2  Submits    no    comment   on   draft  QEIS  on   U  milling    (NUREQ-051 1  >. 
KUBICEK,  T.        Nebraska.     State    of.        14129.        79/06/09.         Ip, 

-791OQ50525  Submits    -no    comment   on   draft  GEIS  on   U  milling    (NURE8-031 1 ). 
PQHL.L.        Missouri,     State    of.         14129.        79/06/O7.         Ip. 

-791OO50531    Submits    tin    comment    on    draft   GEIS   on    U   milling     (NUREQ-Q51 1 ). 
HAYWARD.N.        Delaware,     State    of.        14129.        79/04/05.        Ip. 

-791GQ30333  Ac  k    receipt    of    draft    QE15  on  U  million    INUREQ-051 1 ), 
QULLETT.  0.  P.        Louisiana,     State    of.        14139,        79/06^04.        Ip. 

-7910050536  BubmitB    no    comments    on    draft   OEIS  on   U  milling    (NUREO-051 1 ). 
BORROWS,  H.  L.        Agriculture,  Dept.  of.        14129.        79/O6/O1.        Ip. 


IO30443  Submits  topics   of    state    orders    tt   neus   releases    re    spill    of 
idioactive   matl    followed    up    by    State    of   NM. 
NOj  B.       NBU   Meiico.     State    of.        77/03/21.        3jip. 

1030482  Demands    that  NRC    cldae    dotun    United   Nuclear   Corp   activities 
i  Navajo    Indian  c  ountry-  inclitd  ing   U  mill    &    supporting 
nesruntil    outside    invest  igat  inn   of    dam    diaastar   has   been 
>nplet>d   h  recommendations   are    complied    ui/btj    all   mines. 
iCDOMALD.P.      Navaja   Nation,     Manuelito  Chapter.       79/08/15.        2pp. 

IO3DS04  Furuards   memo    "Rtpt    on    Dam  Failure   at   Church   Rock,"    in 
spouse   to   790717   telcon    request.  Memo   contains   r#p  t   of    Snap 

.per  1  ante,  recommsndatians    for    e-valuatlng    cause   of    Failure    & 

ironology    of    Insp-    From   790717-21, 

lIOHTpJ.  P.  Assistant    Director    for   Engineering.       79/O7/31. 

PP. 


-7910050931?  Submits   no    tnmniHiit    on   draft   GEIB   on   U  milling    (NUREG-051 1 ) , 
WHITTLE,  R.  S.       Florida,     State    of.       14129.       79/O5/3O.       Ip. 

-7910050942  Offers    no    communts    on   behalf   of   (State   Historic    Preservation 
d ft    re    draft   OEIS   on   U    milling    {NUREG-091 1 ) . 
PINNEV.W,  D,        Vermont;.     State    of.        14129.        79/O5/30.        2pp. 

-791005034.0   Notifies    that    ND    State    HlBtorical    Bocieti)    mill     submit 
comment    an    draft   GEIS   an  U  milling    (NUREG-Q5U )    by    790609. 
BAHK8,L.  E.        North    Dakota,     State    of,        790427947H,        79/OB/25.        3pp. 

-791OO509A4  ForiiiardB    toramanta    from  various    state    agencies   re   draft  GFI1S 
on    U   milling     (NUREO   O31 1 ). Clearance    of    project    should    be 
granted. 
DEOAETA.  P.  V.        Kansas.     State    nF.        SAI    7123.        79/05/24.        3pp. 


10305-07  Submits   chronological    insp    o  vents    d    eip«Tlanc«si   which 
cuTred   during  790717-21    visit    to   dam  -site    to   detvrmina 
lute    of   failure. 
iNE,  J.  D.  QEOIC  lancet    Dranch.        79/07/31.         12pp. 

1030311  Foruiacds   790903    Itr    to    DD  Tuberville    which    forwards    BJ  Roth 
'0727   Itr    to   TE  Qaca  J-  SE  Reynold   790S09   enginflei-    order   re 
iltad   Nuclear   Corp    tailings    ddtn  at   Church   Rock. 
UTEMAN.J.L,        Now   M-aiico.     3tat»    of.        79/08/09.        6pp. 

!070&  Stipulation    for   protective    order    by    P06E(  NRC    ft    Intervonors 
.»  oF  CA   Dipt   of  Water'Rfllouptfl-Bt  Nnrtharn   CA   POUIBC 
icij    tt  Cities   of  Anaheim  &   Riverside,  re  ?9bE   documents- 
let  I  ve   order    grantad    by   A  BUD   790630. 

JMWflB5ER.il.  J     California.    State-    of.       MEJSB.R.  L.       Pacific   Gas    t, 
-.trie   Co.      MEIBH-R.L,      HcOutchen.     Dnijle,     Broun   tt  Emerson. 
10pp. 


10709  Notice   of  reconstitution    of   ASLH.  E   Lwton  w»»    tranaf  er-i-ed 

mother   fedaral  ajBntij.SJ   Wolfe    is   appointed    as  mimber 

iSUB. 

I<R.M.      Atonic  BafBtij   *nd    Licensing    Hoard   Panel.       79/08/07.        ]p. 


— 7910090567  Submits    no    comment    on   behalf   of   Omaha   District, Corps    of 
Engineers,  re    draft    QEIS   on   U   millino    (NUHE8-0511  >. 
VELEHRADBKY,  J.  E      Army,  Dept.  of.        HRQPD-A,        79/O5/H1.        Ip. 

— 79100S0970  Ack   receipt   of   draft   GEIB  on  U  milling    (NUREG-0311)   on 
behalf    of   Governor's   OPc. 
MADDEN, J.L.       Alaska,     State    of.       1412V.       79/09/19.        Ip, 

—7910050573  Acl"    receipt    of    draft    GE1B   an  U  milling    CNUHEQ-OBH)    an 
behalf    at    D-aruiln    (Australia)    Environ  Council. 
BPRINQELL.P.H.       Austral  la.        It  129.       79/05/10,        In. 

—7910030378  Ack    receipt    of    draft    OEIS   nn  U  milling    (NUREO-0911 ). 

HAVERi.Y.0.   ,     METZOER,  F.        Ohio,     State    of.        14129.        79/09/01.        3pp. 

— 79100S03B2  Ack    receipt    of    draft    GEIB  on  U  milling    (NUHEQ-O31 1 ), 
QINMAN,  R.  A.       Neui  JersBi|i     State   of.       14129.       79/04/30.       Ip. 

—  79100309B4  Submits    no    comment   oP   draft  OEIS  on   U  milling    (NUREO-09UI. 
<      Iowa,    Btate    of.        14129.       79/Oi/Ol.       Ip. 


I04B7  Comnints  on   draft  GEIS   on    mill    tailings    (NUflEO-OSll  )  :  objocta 
ack    of  assessment   of    full    impact   of   radon   9-aa    rnlea**d 

i  nil  1    tailings  pi  lev 

SON,  B.      Dlack  Hills   Alti«nc».       HI  21?.       79/07/H6.       3pp. 

1030491  Fnruardi   commenti    by   Envfran    Improvemffnt   Dlv  ori   draft   OEIS 

.   U   milling    tNUREQ-OSHK 

SENBERG.A.      Ntu  Hilico,     Btatw    of.        MI  27.       77/O7/29.        4pp. 


Forwards    comniBntf    on   behalf    of   CA  Entr-ay   Resourceri 
niervation   (4  Developmint  Gomniislon    m    draft   QEIS    on  U 
lllng    (NUREO-OS11).  RiconMend*    sharper   defUnllrion   of 
ternatfv*   disposal   mothodi. 
RANINI.E.E.       California,    Stati    of-     ,11189.,     79/07  /SS.        Ip. 


-- 7910030513  Responds    favorably    to   draft  OEI9  on   U  millinj    (NUHEO-051 1 ). 
HEINEMANNr  J. M.       Fedaral    Enargij    Regulatorg   Comml  is  ion.       14139. 
79/06/13.        Ip. 

7910030&2B   Confirms    790802    telcon    granting    intervenors    Nortliern  CA 
POUJBT    Agency    b  Cities    of    Anflfieim  b  Dlvarside    extension 
until    770917    to    respond    to   util    interrogatories. Narfchern 
CA  Poiiier    Agency    uas    granted    extension   re   green    dotting. 
DAVIDSON. »,  I.       California.    Skate-   of.       79/00/02.       3pp. 

7910050663   ardors    extension   until    710307   for   Commission    to   determine 
uh.et.her   to    r-evteu  ALAB-35O. 

CHILK,S.  J.       Office    of    thff    Becrotarij    of    the   Commtsslon.       79/07/31. 
Ip. 


OSOSOa  Comment*    on   select-id    isiuas    identlflail    in    draft   8EI3    un  U 
IllrB'by   CA   Enirgy   Cdmmiiti on. 
:aJifornia,    Stitt    of.     ' V>f07,f3l.       Bpp. 


79l0030i79   Forward*    correctod    Page-  2  of   J  Hoglo   790B16    Itr    to  DN  Barry 
re  ALAB-SaO. 
KOVLE,  J,       Office    of    the  Secrvturg    of   the  CoinnUBion.       79/08/li.       2pp. 
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7910050701  Forwards  typed  version  of  list  of  documents  claimed  as 
privileged  b<J  intervenor  Northern  CA  Power  Agency. 
Handwritten  copy  was  attached  to  790B21  Itr. 
ADRAQNA,  J.  M.   California.  State  of.   79/08/29.   5pp. 

7910050706  Forwards  790815  lira  to  all  parties  on  svc  list  in 
proceeding. Ltrs  were  returned  from  US  Post  OPc.  Discovery 
will  begin  with  massive  sweep  throuflh  member  c  itl  es.  Requests 
copy  of  forecast  demand  for  electricity  6  natural  gaB, 
MCDIARMID,  R.  C.   Spiegel  6  McDinrmid.   79/OB/27.   1pp. 

7910030723  Order  granting  intervene?  State  of  CA  Dept  of  Water 
Resources  79O807  request  for  eitenaion  until  790906  to 
respond  to  util  fifth  set  of  interrogator!  BH  (,  granting 
extension  to  compel  answers  to  interrogatories. 
MILLER.  M.  E.   Atomic  Safety  and  Licensing  Hoard  Panel.   79/00/13,   Ip. 

791005Q72B  Order  granting  intsrvenor  Northern  CA  Power  Agency  790B17 
request  for  extension  until  79092B  to  respond  to  util  fifth 
set  of.  interrogatories.  Intervenors  have  shown  good  cause. 
Parties  hava  offered  no  objectin. 
MILLEfl.  M.  E.   Atomic  Safety  and  Licensing  Hoard  Panel.   79/OB/20.   Ip. 

7910050753  Request  by  iotervonors  Cities  of  Anaheim  &  Riverside, CA  for 
eitension  until  79O92B  to  respond  to  util  most  recent 
interrogatories.  Util  has  no  abjection  to  extension. 
MATT. P. K.   Spiegel  tc  McDiarmid.   79/08/30.   Ip. 

7910030754  Order  granting  intervenor  Cities  of  Anaheim  EC  Riverside 
790820  request  for  extension  until  79O92B  to  respond  to  util 
interrogatories,  flood  cause  has  been  shown  &  no  objections 
fllnd. 
MILLER, M.E.   Atomic  Safety  and  Licensing  Hoard  Panel.   77/09/19,   Ip. 

791O05O766  Notifies  of  deposition  of  no  Robie  on  791030  b  31  in 
Sacramento,  CA. 
BTHUTMWASSER,  M..   California.  Btate  of.   79/00/27.   Ip. 

7910050778  Order  granting  intorvenor  State  of  CA  Dopt  of  Hater 
Resources  79OS31  request  for  eitension  until  791006  to 
respond  to  util  fifth  set  of  interrogator ies.  Qood  cause  has 
been  shown  b  no  objections  filed. 
MILLER,  M.E,   Atomic  Safety  and  Licensing  Board  Panol.   79/09/11.   Ip, 

7910090014  Notice  of  appearance  of  JM  Adragna  on  behalf  of  intarvenor 
Northern  CA  Power  Agency.  Certificate  of  Svc  end. 
ADRAONA,  J.  M.   California.  State  of.   ADRAGNA.J.M.   Spiegol  t, 
McDiarmid.   79/OB/09.   3pp. 

7910090199  Request  submitted  by  State  of  CA  Dept  of  Hater  Resources, for 
extension  until  790911  to  submit  schedule  for  production  by 
util  of  subpoenaed  document*. Few  issues  are  unresolved.  Uti 1 
has  no  abjection  to  request. 
STRUMUASBER.M.   California,  State  of.   79/08/31.   Ip. 

791 0090 180  Orders  util  &  Southern  CA  Edison  Co  to  submit  schedule 
for  production  of  documents  re  ASLD  Aug  197S  subpoena  duces 
tecum. 

MILLER. M.E.   Atomic  Safety  and  Licensing  Board  Panol,   79/OB/IS. 
2pp. 

7910090199  Orders  extension  until  790B21  for  NHC  to  review  AUAD-5SO. 
CHILK.  S.  J.   Of  Pice  of  tlie  Secretary  of  the  Commission.   79/03/07. 
Ip. 

7910090223  Request. submitted  on  behalf  of  State  of  CA  Dept  of  Hater 
Resources,  for  eitension  until  790914  for  compliance  u/ASLB 
79QB15  order  re  production  schedule  of  subpoenaed  documents. 
NRC  has  no  objection  to  extension, 
BTRUMWABSERi «.  d  California.  State  of,   79/03/24.   Ip, 

7910090S3H  Request,  on  behalf  of  intervenor  Cities  of  Anaheim  tt 
RiversldB  CA.  for  extension  until  790938  to  respond  to  util 
interrogatories,  Util  has  no  objection  to  request, 
MATT.  P.  K.   Spiegel  &  McDiarmid.   79/08/30,   Ip. 

7910090248  Request  on  behalf  of  Northern  Ca  Power  Agency  for  eitension 
until  790936  to  respond  to  util  fifth  set  of 
Interrogatories. Depositions  of  B5  witnesses  will  begin 
790822. Extensive  file  searches  are  required, 
DAVIDSON,D.  I.   Bpiegel  &  McDiarmid.   79/OB/17.   2pp. 

7910090860  Confirms  method  to  be  used  by  Northern  CA  Power  Agency  in 

conducting  discovery  of  member  cities.  Discovery  iiiill  begin 
In  Santa  Clara, CA  by  end  of  meek. 

MCDIARMID.  R.  C,   Spiegel  &  McDiarmid.   79/OS/IS.  Ip. 


—  7910090264  Discusses  util  response  ta  fourth  sot  of  interrogator  iae 
submitted  by  intevvenor  Northern  CA  Pouer  Agency.  Reqtie-s  ts 
more  localiied  citation  fnr  util  790711  response  to  Attg 
General  (.  7BO21O  rept  re  forecast  demand  for  electricity. 
MCDIARMID.  R.  C.   Spiegel  1*  McDiarmid.   79/O3/15.   Ip, 

7910090BIB  Forwards  responses  to  conclusions  concerning  "Evaluation  nf 
Long-Term  Stability  of  U  Tailings  Disposal  Alternatives,  " 
Believes  concerns  raised  in  conclusions  are  ill-founded  8< 
based  on  misinterpretations  of  previous  rept. 
MARTIN,  J.B.    Division  of  Haste  Management.    79/O9/13.   SSpp, 

7910110204  Memorandum  on  recent  document  production,  submitted  bij 
intervenor  Btate  of  CA  Dept  of  Water  Resources  in  response 
to  ASLB  790517  request  for  Documents  demonstrating 
productivity  of  discovery.  Certificate-  of  Bvc  encl. 
DEUKMGJIAN.G.  .  STRUMUABSER,  M.  J   California,  Btate  of,   79VO7/I  I, 


7910110491  Bequest*  further  answers  to  79071i  Interrogatories  submitted 
to  util,  Seeks  info  re  definition  Df  electric  util, 
neighborhood  distribution  sys,  ongoing  negotiation  b 
generic  nuclear  cost  data. 
ETRUMWASSER,  M.  J  California,  State  of.   79/08/07.   3pp. 

7910120055  Stipulation  for  protective  order  directing  that  all 
documents  produced  by  util  in  response  to  CA  Dept  of  Water 
Resources  7B0935  request  will  be  used  only  for  litigation 
purposes.  Protective  order  entered  on  790830. 

9TRUMUABSER,  M,  i  DAVIDSON.  D.  I.  .  California,  State  nf.   MEIS8.T.L. 
Pacific  Oas  &  Electric  Co,   79/08/30.   7pp. 

7910120335  Forwards  HEDL-T1-73002-37,  "FSAR  Amend  37."  FFTF  Tech  Specs, 
Chapter  17  revisions. 

SCHADE.A.H.   Hanford  Engineering  Development  Laboratory.   79/00/13. 
Ip. 

—7910130345  HEDL-TI-7H002-37 

"FSAR.  Amend  37,"  FFTF  Tech  Specs,  Chapter  17  ravislons, 

YEE,  A.  K.   Hanford  Engineering  Development  Laboratory.   79/07/31, 

140pp. 

7910150226  Opposition  submitted  by  intervenor  Northern  CA  Pouer  Agency 
to  util  790719  motion  to  compel  document  pr-oductlon.  Qreen— 
dotting  procedure  will  be  unworkable  &  unduly  burdensome  on 
intervenors.  Certificate  of  Svc  encl. 

MCDIARMID,  R,  C.   California,  Btate  of.   MCDIARMID.  R.  C.   Spiegel  t, 
McDiarmid.   79/OB/03.   Bpp. 


7910180702  Forward  t  Cotter  area  water  data. 
OAMEUELL,  D.   Colorado,  State  of.   79/09/10. 


10pp. 


7910160213  Discusses  participation  as  panel  member  in  7910O1-02  hearing 
in  Denver.  CO  re  GETS  tt  proposed  regulation  changes.  FR  notice 
will  be  Issued. 
MILLEH.H.  J.     Uranium  Recovery  Licensing  Branch.   79  /OB/21.   Ip. 

79101B0501  Comments  on  NUREG-051I,  Vols  1  t.  1I.GEI5  on  U  Milling. 
YQUNO.R.  E.   Affiliation  Untrnown.   79/07/23.   12pp. 

7910220013  Addresses  discussion  of  molybdenum  levels  in  Wolf  Park  mine 
shaft  In  relation  to  levels  found  in  Sand  Creek  Conservancg 
dam.  Geological  consultant  J  Logan  790809  Itr  to  WH  Mahler  b 
Associates  end. 
MC8RATH.  E.  J.   McOrath.  E.  J.   79/OB/14.   7pp. 

7910220013  Requests  extension  until  79IO06  far  Dept  of  Water  Resources 
to  respond  to  POtE  fifth  set  of  Interrogatories.  Vol  it 
complexity  of  answers  requires  addl  time.  Parties  have  no 
objection  to  extension. 
HORN.  H.  C,   Calif  orniai  State  of.   79/09/31.   Ip. 

7910220204  Order  granting  extension  until  791015  fur  PQ&E  ta  respond  to 
fifth  set  of  interrogatories  from  No  them  CA  Power  Agency  & 
Dept  of  Water  Resources  fc  fourth  set  tram  Cities  of  AnaJialm 
(c  Riverside. 
MILLER,  M.E.   Atomic  Safety  and  Licensing  Board  Panel.   79/10/01.   Ip. 

79103303  BO  Order  granting  State  of  CA  De-pt  of  Water  Resourcea  790834 
request  for  ettanilon  until  790914  to  comply  ui/ABLB  790815 
order  directing  submlttal  of  schedule  for  production  op 
subpoenaed  document*  bv  Southern  CA  Ed.  Good  cause  satisfied. 
MILLER,  M.E.   Atomic  Safety  and  Licensing  Board  Panel.   79/O9/05.   Ip. 

7910230002  Responds  to  Commission  request  for  further  info  re 
fiECY-79-Be  concerning  requirements  of  U  Mill  Tailings 
Radiation  Control  Act  of  1978.  Forwards  summaries  of  comments 
received  from  *tates,  industry  d  Congress. 

BHAPAR.H.K.   Office  of  the  Executive  Legal  Director.   79/O5/07. 
15pp. 
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— 7910230004  Forwards  agreement  states'  b  industry  responses  tc 
SECY-79-B8  re  timing  of  certain  requirements  of  U  Hill 
Tailings  Radiation  Control  Act  of  197B. 
RYAN.R.G.   Office  of  State  Programs,   79/O3/29.   26pp. 


-7910230007  Comments  on  NHC  recommendations  re  provisions  of  U  Mill 
Tailings  Radiation  Control  Act  of  197B. Old  tailings  should 
be  disposed  of  u/o  regard  far  new  act, since  delay  caused  by 
performing  EIS  mould  be  health  haiard. 

ANDERSON,  M.  L.   Ranchers  Exploration  b  Development  Corp.   79/03/21. 
3pp. 


7910290697  Documents  impact  evaluation  of  mill  tailings  spill, 
*  United  Nuclear  Corp.   79/09/31.   26pp. 

— 7910250701  Forwards  environ  data  received,  from  NM  re  tailings  dam 
fai  lure. 
KERR.Q.W,   Office  of  State  Programs.   79/09/11.    100pp. 

7910250703  "Status  Rept  on  Sampling  Program  to  Determine  Environ  Impact 
of  United  Nuclear  Corp  Mill  Tailings  Spill.  " 
»  New  Mexico.  State  of.   79/Q7/30.   13pp. 


-7910230009  Comments  on  SECY-79-BB  re  timing  of  CE 
U  Hill  Tailings  Radiation  Control  Act  of  197B. 
BENNETT.  G.  D.   Union  76  Minerals  Exploration  Co. 


rtain  requirements  of 
79/03/20.   3pp, 


7910230282  Discusses  draft  generic  EIS 
lands, employment  b  economies 
GABRIEL, E.   Council  of  Energy  Resourc 
3pp. 


U  mining  b  effects  on  Indif 


TribE 


14222.   79/09/04. 


7910350708  Documents  Impact  evaluatin  of  mill  tailings  spill. 
*   United  Nuclear  Corp.   79/09/21.    150pp. 

7910250716  Summary  of  79O905-Q7  site  vlait  to  arroyo  b  Rin  I'uurco  noar 
Church  RockiNM  to  observe  affected  areas  b  conduct  noil  b 
air  sampling  as  result  of  790716  tailings  dam  broach  at 
United  Nuclear  Corp  Church  Rock  mill. 
KQTSCH,  J.  L.      Uranium  Recovery  Licensing  Branch,   79/O9/27.   3pp. 


7910240247  Senate  Bill  8.  S63  authorizing  appropriations  to  NRC  for 
salaries,  nuclear  reactor  regulation; stds  development! 
research,  insp  b  enforcement  b  administration. 
KIHMITT.  J.  8.   Senate.   79/06/31.   27pp. 

— 7910240355  Public  Lau  93-604, providing  program  of  assessment  b  remedii 
action  at  Inactive  mill  tailings  sites  b  program  to  regulate 
mill  tailings  during  U  or  thorium  ore  processing  at  active 
mill  operations 
*  House  of  Rep.   70/11/09.   llpp. 


7910250733  Forwards  printout  demonstrating  preliminary  radionuclido 
results  obtained  to  date  on  tissue  samples  collected  by 
Indian  Health  Svc  from  1 i vestock. assoc iated  w/Unlted  Nuclear 
Church  Rock  tailings  dam  release. 
DOUGLAS,  R.  L.   Environmental  Protection  Agency.   79/10/12.   <?pp, 

7910230739  "Stability  8.  Integrity  Assessment,  Churcli  Rock  Tailings  Dam, 
Church  Rock.NM.Vol  1 ;  Oootechni  ca  1  Investigation  fiopt.  " 

BOQTH.R.D.,  BECKWITH.O.  H.   Affiliation  Unknown.   E79-1096.   79/Q7/2O, 
62pp. 


—7910240362  SECY-79-473 

Summariies  history  of  NRC  b  CEQ  interaction  re  NEPA 

requirements.  Recommends  revised  10CFR51,  "Environ  Protection 

Regulations  for  Domestic  Licensing  fj  Delated  Regulatory 

Functions,"  be  approved. 

8HAPAR.H.  K,   Office  of  the  Eiecutive  Legal  Director.   79/08/06. 

164pp. 

— 7910240269   Informs   of    legislation   clarifying  U  Hill   Tailings   Radiation 
Control   Act  of    1978.  NRC   has   no  duplicative   authority   over 
agreement   states   during    three   yrs   after   enactment. 
SCARANQ,  H.A,  Uranium  Recovery   Licensing   Branch.       79/06/26, 

3pp. 


—7910350744    "Stability    tt    Integrity    Assessment,  Church    flock    Tailings    Dam. 
Church    Roc*,NM.Vol    S:Historu,  ». 

*  Affiliation   Unknown.       79/O7/20.       400pp. 

—7910250730   "Stability    b    Integrity    Assessment,  Church    Rock    Tailings    Bam, 
Church  nock,  NM.  Vol    3:  Breach    Investigation.  " 

*  Affiliation    Unlmoum.        79/OB/31.        24Opp, 

—7910350754    "Stability    b    Integrity   Assessment,  Church    Rack    Tailings    Dom, 
Church   RocV.NM.VoI    fl:E<isting    Dam   Stability." 
BOOTH,  R,  D.  ,     BECKWITH,  0.  H.       Affiliation  Unknown.       79/09/04.       400pp. 


7910340716  Statement   of   0  Beach, WY  Dept   of   Environ  Quality,  at  NRC 
790725  meeting    on  proposed   regulations    for  U  b   thorium  mill 
tailings, 
BEACH,  0.       Wyoming,     State   of.        79/09/39.        27pp. 


7910360009  Trip    ropt   of   790921-2fl    visit    to   Gallup, NM   to   cnardinato 
activities    between  NHCi contrac tors   b  State   of   NM  Environ 
Improvement   Div, 

EADIEiG.O,,    KQTBCH.J.L.  Uranium  Recovery    Licensing    Branch. 

79/10/04.        2pp, 


7910290640   Discusses   Subcommittee    on    Energy    b   Environ    intention    to    hold 
hearing   on  791009  re  790716   tailings    impoundment    failure   at 
United  Nuclear  Corp    facility   at  Church   Rock,  NM.  NRC  mill 
prepare   testimony  !i  testify   at   hearing. 
KAMMEREft.C.       Office   of    Congressional    Affairs.       79/09/17.        Ip. 


7910390429  Forwards    Council    on   Environ    review  of    final    QEI8   re    handling 
b    storage    of    spent   LWR    fuel.VA  State   Ofc    of   emergency    b 
Energy   9vcs   b  State    Dept    of   Health    participated    in   review   b 
approved    document.  Comments    encl, 
JACKBON,  J.  n.       Virginia,    State    of.       14349.       79/1O/O3.       2pp. 


910230646  Resolution  of  Manuelito  Chapter   declaring    emergency    b 
requesting    technical   assistance  as   result   of   escape   of 
radioactive  matl    from  United  Nuclear  Corp    settling    pond   b 
dam. 

DUBOIBE.J.,    LDNO,A.,    HUFFORD,  N.  N.      Af  f  i  1  iation  Unknown.       79/07/39, 
3pp. 

79103B0691   Forwards   procedures    for   sampling   Rio  Puerco   stream   bed, to 
lie   employed   to  maiimite  potential    capability    of   Dattelle 
Mobile  Lab.  Sampling    to   be   completed    by   791004. 
WQLFFiT.  A,      Neu  Heiico,    State   of.      .79/09/25.      3pp, 

7910850666  Forwards  Special    IE  Insp   Rept  790-01    on  79071B-20.  No 
noncompliance   noted. 

GROWN. G.D.  'Region  4,    Dallas,    Fuel    Facility   &  Materials    Safety 

Branch.      79/09/06.       Ip. 


7910290462  Forwards   790907    "Certificate    of    Designation    to   Oporato   Hallil 
Wasto   Disposal    Site   Facility    In   Fremont    County, CD"    isc-uad    to 
Cotter   Corp    by   Boards    of   Commissioners    of   Fremont   County, CO 
MCGRATH,  E.  J.        McOrath,     E,     J.        79/09/25.        9pp. 

7910300366  Requests    copy    of    rept,     "Handling    b  Storage    of   Spent   Light 
Water  Pouier   Reactor   Fuel    Project   M-4   -  Final    Generic    EIS    " 
BCHUMA.F.A.,     MCDANIEL,  D.  E.        Ariiona,     State    of.        7"7-EIO~0061 
79/10/05.        Ip, 

7910310026  Answor    of  CA  Dept    of   Hater   Resources    in    opposition    to    uti  1 
790913  motion    for   protective    order   re   ASLB   790917    order.  Utll 
request    to   stop    document    production    failed    to    show  bittli 
upon  which    production  may    be    suspended,  W/Certif Icate    of   Svc, 
STRUMWASBER.M.,     DEUKMEJIAN,  0.  ,    CONNETT,  R.  H.       California,    State    of 
79/09/HB.       Iflpp. 


—7910250675  Special    IE    Insp   Rept  79-01    on  79071S-20.  No  noncompliance 
noted.  Major  areas   inspected:  aisistance    to  State   of  NH,  data 
gathering  re   breach   b  downstream   sampling    for    tailings 
solution  contamination. 

BROWN.O.  D.  Region  4,    Dallas,    Fuel    Facility   b  Materials   Safety 

Branch.      MU3TAIN.  M.  J.  Region  4,    Dallas,    Office   of    the    Director. 

79/09/04.       6pp. 

79102S067B  Forwards   std    order   for   DOE  work. 

BRQHN.R.S.      Office   of  Nuclear  Material    Safety  &  Safeguards 
79/09/13.       Ip,  * 

— 79102506Q3  Sid   oi-dar   for   DDE  work:    "Analytical   Support    for   Evaluation 
of  Environ   Impact   of   Church  Rod   U  Mill   Tailings  Dam 
Failure.  " 

BROWN,R,S.      Office  of  Nuclear  Material    Safety   b  Safeguards.       FIN 
B-2214-9.       30-79-86.       79/09/13.       3pp. 


79100100A7    IE    Insp   Kept   30-12B31 /79-Ot    on   7901 li-17.  NoncompI lanes 
noted: distribution    of   matl    for    human    USB   b   procurement   of 
radioactive   gas    from   supplier   who    distributes    product   not 
intended    fop    human    use. 

DICEY.B.D.,     PAPERIELLO.C.  J,  Regions,     Chicago,     Office    of    the 

Director,       DAVIS,  A.  B,  Region   3,    Chicago,    Fuel    Facility    fc 

Materials   Safety    Dranch,       49-1 7466-0 1MD.       79/01/17,       lapp 


QUAUTV  ASSURANCE    INSPECTIONS 


7910010097  Ack    receipt    of   790031    1  tr    Informing    NRC    of    stops    taken    to 
correct   deviation   notatf    in   QA   Program    Insp    Root 
99900033/79-01. 
POTAPOVB,  U. 
79/09/13.       Ip. 


Region   4,    Dallas,    Vendor    Inspection   Dranch. 
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9le>-Oiot06  Responds    to   NRC  790004    Ur   re   deviation   noted    in  OA  Program 
*"*P    Rent   99900023/79-01.  Corrective   actions: weld  ing    foremen 
1  :>"*      bath    plants    given    indoc  trination   &   training    on   proper 
s    to    fallow    in   selecting    molding    pracsdure 
N.  R.  H.        National    Valve    k   Mfg.     Co.       79/OB/31.        3pp. 


7710040609   Acli    raceijit    of    790B15    t.    24     Itrs     informing    NHC    nf    atepa    takitn 
to   correct    deviation   noted    in   (t/\  Program    Irisp    flept 
99900360/79-01. 

POTAPDVS.U.  Region   4,    Dallas.     Vendor    Inspection    Branch. 

79/09/12,        !p. 


91O-O4O113  Forwards   OA  Program    Insp   Rept   99900023/79-01    on 

t,  notice    of   deviation. 
U'  Region   4.     Dallas,    vendor    Inspection   Branch. 

2pp. 

'71OO1O118  Notice    of   deviation    from    insp    on   790717-19, 

*  Region   4,    Dallas.    Vendor    Inspection   Branch.       79/QB/Q1. 


OA   Program    Insp    Rept    99900023/79-01    on   790717-19. 
Moncompliance    noted:  recording    of   revision   of  molding 
P»~*»CBdure   used    was    not    in   accordance   m/QA  manual. 
«OBERDB,H.W.  ,     HUNNICUTT.  D-  M.  Region    4,     Da  11  an,     Vendor 

Inspection  Branch.       79/OB/01.       5pp, 


OA  Program    Insp   Rept   99990003/79-07   on  790BIO-ll.No 
;onc  ompliance    noted.  Major   areas    inspected:  uiaste    shipment 
"ram      TMI-3. 

B.  A.  Region    S.    Ban   Francisco,    Office   of    the   Director. 

H.  E.  Region   3.    San   Francisco,    Fuel   Facility   6  Materials 

;«J     Branch.        79/08/39.        20pp. 


— 7910040613   Responds    to   NRC    790623    1  tr  re    deviation    noted     in   Oft    Program 

Insp  Ropt  99900360/79-01.  Corrective  act  i  cms:  evalua  t  ion   of 

test   procedure,  equipment  (t   operator  tochniqu*    IB    in 
progress. 

VINKLER,  J.  F.        EBD,     Inc.        79/OS/24.  3pp. 

-- 7910040619  Responds    to  NRC  790623    Itr    re    deviation   notod    in    OA  Pro-gritm 
Insp   Rept  99900360/79-01,  Correc tivc    actions    d-olaged    due    to 
Sumter   plant   vacation    shutdown,  Responses    uiill    be    1-aaued    by 
790B24. 
VINKLER,  J,  F.        EBD,     Inc.        79/OB/13.         lp. 

— 7910040631    Forwards   OA   Program    Insp    Rept    999Q036O/79-GI     on    790330-06O1 
tt  notice    of    deviation. 

POTAPQvS,U.  Region   4.    Dallas.     Vendor    Inspection    Drouth. 

79/06/aa.     aPp, 


-7910040623  Notice   of   deviation   from    Insp    on    790530-0601. 

*  Region   4,    Dallas,    Vendor    Inspection    Branch,       79/06/37. 


Ack    receipt    of   790SO3    Itr    informing    NRC    of    steps    fcafcen    ti 
-  deviation  noted    In   QA  Program    Insp   Rapt 

'99OOOB9/79-Oa. 

'OTAPPVSiU.  Region   4,    Dallas,    Vendor    Inspection   Dranch. 

lp. 


-7910040633   QA   Program    Insp    f!ept    -J  9900360/79- 01    on    790530-0601, 
Noncompliance   noted:  change   control    practice*   uiere    t\at 
consistent   ui/QC   procedure    commitments. 

FOSTER, W.E.  Region  4,    Dallas,     Vendor    Inspection    Branch, 

79/06/S7.       6pp. 


'91OO3OG03  Responds    to  NRC  790726    Itr    re   deviation   noted    in   QA  Progran 
lT»«p     Kept    999000B9/79-02.  Corrective    actions:  flonior    molding 
"•»fltn«er    has   reviewed    all    performance   qualification  records 
to       as-sure   comp  letBness   h  will    periodically    do    HO    In   future, 
H.       Huico,     Inc.       79/OB/03.       2pp, 


'91OO3O3ia  Forwards   OA  Program   Insp   Rept   999000B9/79-03   on   7907O9-13 
tW      notice    of   deviation. 

pOTAPOV8,U.  Region   4,    Dallas,    Vendor    Inspection   Branch, 

2pp. 


91OO3O316  Notice    of    deviation    From    insp    on   790709-13. 
«•  Region    4,    Dallas,    Office   of    the    Director.       79/07/Hi.       lp. 

91OO3O3a9  OA  Program    Insp   Rept   99900009/79-02   on  790709-13. 
Mon  c  ompliancB    noted:ABME   qualification    forms   not    initiated 
P*»T-      tuio  welders   ft   one  welder   not   welding   uiithin    spBcified 
amparage   range. 

HUWTER,V.H.  Region    4,    Dallas,    OFFICE   of    the   Director. 

WH  I  TEBELL,  D.  E.  Region   4,    Dallas,    Vendor    Inspection   Branch. 

7pp. 


7910110730  QA  Program   Insp   Rept   999 9O003/ 79-09    on   7708213- 30.  Nn 
noncompliancc   noted. Major   areas    i  nspoc  ted:  tonf  trmation    that 
shipments   arriving   bij    truck   mere    in    compliance   ui/URG   fc    DOT 
regulations. 

ZURAttdWSKI.P.R.  Region   3.    San   Francisco.    Office    of    the   Director. 

BOOK,H,E.  Region   3,    San  Francisco.     Fuel    Facility    &  Materials 

Safety    Branch.        79/09/84,        19pp. 

7910160266  rtc h    receipt   of   790B29   Itr    tnCorming   NRC    of    steps    ta*e'n    to 
correct   deviation  noted    in   OA  Program    Insp   Kept 
99900060/79-02. 

POTAPOVS.U.  Region   4,    Dallas.     Vendor    Inspection    Branch. 

79/09/33.       lp. 

--7910160379  Ack    receipt   of   QA  Program    Imp    Rept    9990OOfiO/79-OE   !*   on 
790B07-10.  No    proprietary    info. 
ABRUZZOpQ,       Target  Rock   Corp.       79/00/27,        lp. 

— 79101603G9  Forwards  OA  Program   !nnp  Rapt    99900060,' 79-02    on   7*70807-10. 
No   noncomp 1  lance  noted. 

PQTAPGVS.U.  Region    4,     Dallas,  Vendor    Inspection    Uranch. 

79/03/23.        3pp. 


OO4O336   Forwards    OA   Prooram    Insp    Rept    99900034/79-01    on    790611-12, 
,  Region   t.     Dallas,    Vendor    Inspection   Branch, 

3pp. 


91OO4O361   QA  Program    Insp   Rept   99900034/79-01    on   790611-12.  No 
nun  c  ompliance   noted.  Major    areas    inspected:  implementation    of 
1OCFR30,  App    D  Ii  applicable    codes   &   stds    including    design 
vm  r-  1  fieationi  audits    fc   trainino. 

Kf=:*_l_Ey,  W.  D.  ,    WH1TEBELL,  D.  E.  Region   4,    Dallas,    Vendor    Inspection 

Branch.      79/07/10.      10pp. 

DO4OH29  Forwards   QA  Program    Insp    Rept   99900309/79-03  on  790301-04 

notices   of   violation   d   deviation. 

TEUI—  0*  V.       Office   of    Inspection   &   Enforcement.    Office   of    the 
lre*c  *or.       79/OB/10.       3pp. 


— 791016030B  Qrt  Program    Inap   Rept   99900060/79-02    on   790B07-10.  Nn 
noncomplianco   noted. Major   areas    inspuc  tedfr  cod  DS    &    ibdi.lnap 
>i   tost    liquid    penetrant   eiaminat  i  orii  ca  I  ibr   tt    valve 
malfunction. 

KEULY.H.D.,    HHlTEBELLi  D.  E.  Rcnian    1'     Dallaa,     Vendor    Innn  ec  ticm 

Branch.      79/00/20.       Ilpp. 

7910170016  Forwards   QA  Program    Inap    Rept   99900313/7^-01    on    79061B-an   !. 
notice   of   deviation. 

POTAPOVS.U.  Region   4,    Dallas,     Vendor    Inspection    Branth 

79/07/13.       2pp. 

— 7910170019  Notice   of   deviation    Prom    inap    nn  790il0-aa, 

*          Region   4,    Dallas,    Office    at    the    Director,       79/07/12,        lfl. 


71QO4O936  Notice    of   violation    from    insp    on   790301-04. 

Office    of    Inspection  fc  Enforcement,    Office    of   the   Director. 
3pp. 


-7910170024  QA  Program  Inap  Rept  99900313/79-01  on  7906IH-2S, 
Noncompliance  noted:  welding  performed  D/unaulhori  led  unit 
HUNTER,  V.H.,  WHITEBECL,  D.  E.  Region  4,  Dallas,  ventlor  Inspection 

Dranch.       79/07/12.       6pp. 


Notice   of    deviation    from  .Insp    on  790301-04. 
Office   of    Inspection   tt  Enforcement.    Office   of    the   Director. 


MOO-»O800  OA  Program   Insp   Rept  99900309/79-03   on   790S01-04. 
Noneaflipliance.   noted:  failure    to    evaluate   deviations   as 
intended    under    10CFR21    &   provide   assurance    that   Commission 
ia      j(dBq.llat«Iy    Informed. 

OL-VMN-.J.C.,    REINMUTH.  0,  H.  ,    PERANICH.  M.  W.      Office    of    Inspection!. 
En*'ci'>"ctmsnt!'    Office    of    the    Director.       79/07/33.       27pp. 


7910170039  Acl   receipt    of   790B30   Itr    informirfl    NRC    oP    itepa    talinn    to 
correct   ifsviation  noted    In  OA  Program    Inso    Rent 
99900003/79-OH. 

POTAPOVS.U.  Region   4,    Dallas,     Vendor    Inspiction   Branch. 

7"?/0?/25h        lp, 

—7910170035  Responds    to  NRC  79071A    1  tr   T,    d.viafclon    naUd    In    ftA  PrD 
Insp   Rept   99900003/02,  Correctivo    act  ions:  calibr    of    lib  "" 

scalea   I.  resetting    of  umlding   uiira    Bpead    paraiDBtera 
ALKEMA,n,  J.       Oeneral    Electric   Co.       79/OB/HO.       Bpp, 


-7910170040  Forwards  QA  Prooram   Insp    Rapt    99900003/79-02    on   790604-07   8, 
notice   of   deviation.  '  '    " 

PiBl"n  4l    Dallfl"     V8nl""-    In.pectian   Branch. 
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— 7910170093   Notice    pf   deviation    from    insp    on   790604-07, 

*          Region  1,    Dallas.    Office   of    the  Director.      79/07/13.       lp. 

— 791017001i)  QA  Program   Inap  Bept  99900003/79-02  an  790604-07. 
Noncompliance   noted: analytical    lab    control    instruction   not 
imp  tenanted    far   balance   calibr  Ii  welders   not  maintaining 
detailed  ueld    instructions. 

MCNEILL.H.M.  ,    HHITESELL.D.  E.  Region   4.     Dallas,     Vendor 

Inspection   Branch.       79/07/13.        9pp. 

791017QO4B   Ac*    paceipt   of   790620   &   OB20    Itrs    informing    NRG    of    stops 
taken   to  correct   deviation   noted    in  QA  Program   Insp   Rapt 
99900287/79-01. 

PQTAPQVS-U.  Region   4,     Dallas,     Vendor    Inspection   Branch. 

79/09/12.        lp. 

—7910170050  Responds   to  NHC  790913    Itr  re  deviation  noted    in   QA  Proprt 
Imp    Rept   999002B7/ 79-01.  Corrective   actions:  review   & 
instructions   mere    documented    in    interofc    correspondence   *i 
drawings  uill   be  approved. 
BIOGERS,  0.  B.       TRW,     Inc.,     TRW   Mission   Mfg.     Co.     Div.       79/OB/20.        Jp. 

—7910170054   Ack    receipt    of   790629    Itr    informing    NRC    of    steps    taken    to 
correct    deviation   noted    in   QA   Program    Insp    Rept 
99900387/79-01.  Requests  addl    info. 

POTAPOV9.  U.  Region  4,    Dallas,    Vendor    Inspection  Branch. 

79/OB/13.        lp. 

—7910170056   Responds    to    NHC   79O430    Itr    re    deviation   noted    in   OA   Progra 
Insp  Rapt  799002B7/77-0 1 .  Corrective  actions:  supervisors   uiore 
given  review  of   product   assurance  manual    i  all   revised    or 
new  uorl    drawings  uill    be   reviewed   per  manual. 
BIQQEHB,  0.  D.       TRW-     Inc.,     TRW   Mission   Mfg.     Co.     Dlv.        79/06/30.        4pp. 


—7910100263  QA  Program    Inap    Rept   99900374/79-01    on    79062S.  No 

noncqmpliance    noted, Major    areas    inspec tod : presenc u    of    metal 

shavings    in   hydraulic    ags   d  malfunction    of    fail-aafe 

transfer   device    in   valve   actuators, 

OLLER.tl.  E,  ,    HUNNICUTT.  D.  M.  Region   4,    Dallas,    Vendor    Inapection 

Branch.        79/07/12.        3pp. 

7710180298   Ack    receipt    of    79O906    Itr    informing    NRC    of    stops    taken     to 
correct   deviation   noted    in   QA  Program    Insp    Rept 
99900400/79-02. 

POTAP8V8,  U,  Region    4,     Dallas,    Vendor    Inspection    Branch, 

79/09/25.        lp. 

— 7910100301   Responds    to    NUC    77O7S6    Itr    re    deviation    noted     in    OA    Frogrsm 
Inap    Rept    79900100/77-02.  Correct! ve    act  ions:  documents 
reviewed    during   audit   ro    saf ety-relfltod    equipment   uere 
released    using   applicable    documents    liat. 
MACMILLAN,  J.  H.        Bahcock    fr   Wilcoi    Co.        79/O7/06.        3pp. 

—7910100307  Foruiarda   QA  Program    Insp    Fiopt    99900100/79-02    on   770717-20  t< 
notice    of    deviation. 

POTAPOV3.U.  Region   4,    Dallas,    Vendor    Inspection   Branch. 

79/07/26.        2pp, 

--7910180307  Notice   of    deviation    from    inap    on   79O717-20. 

«  Region  4,    Dallas,    Vendor    Inspection    Branch,       79/07/26,        lp, 

— 77101B0313   OA   Program    Inap    Rept    79700400/77-02    on    790717-20. 
Noncorapliance   natad:  aupp Her    nonconf Drmonccn   &   corrective 
action/audit   action    item  rept   not    completed    or    not    in    files 
for   two   vendor   audits. 

ANDERSON,  D.  0.  ,    JOHNSON,  J.  M.  ,    HALE.C.J.  Region    4,     Dallas,     Vendor 

Inspection   Branch,       77/07/26.       llpp. 


— 7910170057  Confirms  790530  telcon  re   delay    in   response   to   QA  Program 
Insp    Rept   999002B7/79-01. 
BIOQERS,  0,  E.       TRW,     Inc.,     TRW   Mission   Mfg.     Co.     Div.       79/05/30.        lp. 

— 7910170058  Forwards  OA  Program    Inap   Rept  99900207/79-01    on   790312-16  t, 
notice   of  deviation. 

POTAPGV9.U.  Region  4,    Dallas,    Vendor    Inspection  Dranch. 

79/04/30.       2pp. 

—7910170060   Notice    of   deviation    from    insp    on   790312-16. 

»  Region   4,    Dallas,    Office    of    the   Director.       79/04/57.        3pp, 

—7910170064   OA   Program    Insp    Rapt   99900387/79-01    on   790312-16. 
Noncompliance  noted:  fai  lure    to   follow  uiork   defining 
document!,  no  documented    evidence    of   design  reviews  &  failure 
to  review  &  approve  mfg    drawings. 

BARNES,  I.,    HUNNICUTT,  D.M.  Region   4,     Dallas.    Vendor    Inspection 

Branch.       79/04/27.       9pp. 

7910100230  Ask   receipt  of  790B12    Itr    informing   NRG   of    steps    taken   to 
correct  deviation  noted    in  OA  Program   Insp   Kept 
99900339/79-01. 

PQTAPOvS.U.  Region   4.    Dallas,    Vendor   Inspection  Branch. 

79/OB/30.       Ip. 

—7910190339  Responds    to  NRC  790724    Itr  re   deviation  noted    in   QA  Program 
ln*p  Rept  99900329/79-01.  Corrective  actions;OA  procedure 
revised    to   eiplaln   self  audits  fe  calibr   record   b  repair   card 
uill    be   completed    for   test   filture. 
DUVALL.D.  D,      Gould-Brown  Boveri.       79/OB/1O,      3pp. 

—7910180240  Forwards  QA  Program   Insp    Rept  99900339/79-01    on  790601-06 
b  notice   of  deviation. 

PQTAPdVS.U.  Region  4,    Dallas,    Vendor    Inspection  Dranch. 

79/07/24.      3pp. 


7910100601    Forwards    QA   Program    Insp    Rept    99900370/79-01    on    7907113-19. 
No   noncomp 1 iance    noted. 

POTAPOVS,  U,  Region   4,    Dallas,    Vendor    Inspection   Branch. 

79/OB/01.        2pp. 

— 79101B0609  OA  Program    Inap    Rept   99700370/79-01    on   790710-19.  No 
nancomp 1 ionce    noted.  Major   areas    inspected : mfg    process 
control    revieu   of   QA   program. 

KGLLEV.U.  D.  ,    WHITESELL.D.  E.  Region   4,    Dallas,    Vendor    Inspection 

Branch.       79/07/27.       7pp. 

79101BOB52   Forwards   OA   Program    Imp    Rept    99900014/79-01    on    790633-30. 
No   noncompl lance   noted. 

PDTAPOVB,U,  Region   1,    Dallas,    Vendor    Inspection    Branch. 

79/07/25.        2pp. 

—7910100833   QA   Program    Inap    Rept    999000 14/79-01    on    790625-20,  No 
noncomp 1  lance    noted.  Major   areaa    Inspected :  implamontati on    of 
previous    Insp    findings,  procurement    control, mat  1 
Identification  !<  control    &   equipment    calibr, 
ROBERDB.H,  W.  ,     HUNNICUTT.  D,  M.  Region   4,    Dallas,    Vendor 

Inspection   Branch.       79/07/24.       6pp. 

7910190040  Ack    receipt    of   790911    Itr    informing    NRC    of    stops    taken    to 
correct    deviation   noted    in   OA  Program    Insp   flent 
99700004/79-02. 

POTAPOVS. U.  Region   4.    Dallas,    Vendor    Inspection    Branch, 

79/09/25.        lp. 

— 7910190051    Responds    to   NRC   790013    Hr    ro    deviation   noted    in   QA   Program 
Insp   Rept   99900004/79-02,  Corrective   «c tions:  parameter    shoots 
are   noiu    identified    by    document    number,  issue.    Itr   b   date    of 
issue, 

RICHARD, C,  L.       General    Atomic    Co.     (aubs.     of   Oulf   Oil    Corn,). 
79/09/11.       3pp. 


— 79101B0243  Notice   of  deviation    from   inap    on  790604-06. 

*          Region  4,    Dallas.    Office   of    the   Director.      79/07/23. 


lp. 


— 79101B0231   QA  Program   Inap   Rept   9990O327/79-01    on  790404-06. 
Noncofflpliance   notid:QA  manager  audits   own  area, internal 
audit   files   did  not   Indicate    cuitomer  tc  outside  audits   & 
insp  rept   daficts  uere  not    in  OC   record. 

AOEE.J.R.,    HuNTER.V.H.,    HUNNICUTT,  D.  M.  Region  4,    Dallas,    Vendor 

Inspection  Dranch.      79/07/23.       10pp. 

7910100256  Forwards  QA  Program   Insp  fiept  99900374/79-01    on   790622. 
No  noncompliance  noted. 

POTAPQVa.'u.  Region   4,    Dallas,    Venddr   Inspection  Branch. 

79/07/16.      2pp.1 


—7910190083  Forwards   QA  Program   Itisp    Rept   99900004/77-02   on   790716-17  t< 
notice    of    deviation. 

PdTAPOVS.U.  Region    4,    Dallas,    Vendor    Inspection   Branch. 

77/OB/1D.       2pp. 

—7910190096  Notice    of   deviation    from    insp    on   770716-19. 

*          Region   1,    Dallas,    Office    of    the   Director.       79/09/06.       Spp. 

-7910190060  O.A  Program    Intip    Rept   99900004/79-02   on   790716-17. 
Nancomplianco   noted:  uiall    charts   uere   not    identified    bu 
unique  number   &  procedure   FPD  401    &   carbonldng    fuel    rods 
did   not    accurately    reflect    current    firing    parameters, 
MCNE1LL,  W.  M.  .    WHITEBELL-D,  E,  Region  4,    Dallas,    Vendor 

Inspection   Branch.       79/08/06.       6pp. 
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79J0190067   Ack   receipt    of   790731    i,  0033    lti-s    informing   NRC    of    steps 
taken    to   correct   deviation   noted    in  OA  Program   Insp   Rapt 
"J9900367/79-01. 

POTAPOVSiU.  Region   4,    Dallas,     Vendor    Inspection   Branch. 

79/09/12.        Ip. 


—7910290016   Forwards    QA   Program    Insp    Fleot   99900021  /79-D2    o-n    790716-20 
notice   of   deviation. 

PO.TAPOVB,  U.  Region    1,     Dallas,     Vendor    Inspection    Branch. 

79/GH/09.        2pp. 


—  7910190077  Responds  to  NRC  790B17  Itr  re  deviation  noted  in  QA  Program 
Inap  Rjjpt  99900367/79-O1.  Corrective  actiona:na  action 
required  far  Itom  A.  Delivery  final  receipt  from  purchase 
orders  IB  not  retained. 
WEBT.L.D,   Square  D  Co.,  Electromagnetic  Industries,   79/OH/22. 


—  7910190083  Ac*    receipt    of    790731    Itr    informing   NHC    nf    steps    taken    to 

correct    deviation   noted    in   QA  Program    Insp   Hept 
99900367/79-01.  Addl     info    required. 

POTAPQV3.U.  Region    4.    Dallas,    Vendor    Inspection   Branch. 

79/OB/17.       lp. 

—  7910190QB6   Responds    to   NRC   79071B    Itr    re    deviation   noted    in  OA  Program 

Inap    Rept  99900367/79-OI.  Corrective    ac  tions:  inspectors 

reinstrotted    to    sign   &   date,  receipt    copies   of    purchase 

orders. 

WEBT.L.D.   Square  D  Co..  Electromagnetic  Industries.   79/07/31, 

2pp. 

—  791Q1900S8   Forwards    OA   Program    Insp    Rept    99900367/79-01    on    790625-33   !, 

notice    of   deviation, 

PBTAPOVS.U,  .   Region    4.    Dallas,    vendor    Inspection   Branch, 

79/07/1B.   3pp. 


— 7?102500IB  Notice    of   deviation    from   Inap    on   79Q7I6.-3O. 

*  Region   4,     Dallas,     Office    of    the    Director.        79/09/OB.        lp. 

—7910390019   OA   Program    Insp    Rept    99900O31/79-O3   on    790716-2O. 
Noncompliance    noted:  tfiree    stainless    steel    subas  aemb  1  lea    In 
contact   in/chain   slings   k  not  wrapped    In   burlap    or   cloth. 
Revisions   G  &  J   to   purchase    order   not   sent    to   code    engineer, 
BARNES,!.,     HUNN1CUTT,  D.  M.  Region    -1.     Dallas,     Vendor    In  spec  t  inn 

Branch.       79/OB/QB.       6pp. 

7910250062   Forwards   QA   Program    Insp    Ropt    99900030/79-01     on    790612-14 
ti  notice  of   deviation. 

POTAPOVS,  U.  Region    4.     Dallas,     Vendor    Inspection   Branch. 

79/07/13,       2pp. 

—7910250065  Notice   of    deviation    from   Inap   on   790612-14. 

*  Region   fl,    Dallas,    Office   of    the    Director.       79/07/11.       In 

—7910250068   QA   Program    Insp    Rept   999000110/79-01    on    79O612-14. 
Noncomp  1  lance   noted;  6-montti    nondestructive    testing    !i   month!  if 
visual    insps   of   cab  ICE,  bel  ts,  si  ings   &    egcbolts   mere    not 
performed    during    1978. 

BLLER.R.E.,     HUNNICUTT,  D.  M.  Region    4,     Dallas,     Vendor    Induction 

Dranch,        79/07/11.        15pp. 


-7910190090  Notice  of  deviation  From  insp  on  790635-38. 

*    Region  4,  Dallas,  Office  of  the  Director.   79/07/17, 


2pp, 


— 7910190093  OA  Program    Inap    Hept  99900367/79-01    on   770635-28. 
Noncampliance    noted:  inspector    had    not    signed    &   d  td    delivery 
Final    receipt    copy    of    purchase    order   tt  vertical    lines  not 
used    to    indicate    changes    in    std    practice   bulletin, 

FOSTER,  W.  E.  ,    HUNNICUTT,  D.  M.  ReBion4,    Dallas,    Vendor    Inspection 

Pranch.      79/07/17.      9pp. 

7910190139  Forwards   OA  Program   Insp    Rept    99900529/79-01    on 
79QB09  &  20-S2,  No   noncomp  Hance   noted, 

BEYFRIT,K.V.  Region   4,     Dallas,    Office    of    the   Director.       79/09/2B. 

lp. 

— 791Q19Q143   QA   Program    Insp    Rept    9990O929/79-01    on    790B09   t   20-22.  No 
noncomp 1  lance   noted.  Major   areas    inspected: certificati on 
record, properlg    performed    ultrasonic    eiamlnatlon   & 
noncallbr    of    seismic    qualification    test    Instruments. 
ANDERSON,  D.  0.  ,    PQTAPOVB,  U.  Region   A,    Dallas,    Vendor    Inspection 

Dranch.        PHILLIP,  0.  A.  Region    4,     Dallas,     QFfice    nf    the    Director. 

79/09/HB.       49pp. 

7910330401    Forwards  QA  Program   Insp    Rept   999Q05SB/79-01    on   790905. No 
noncomp  1  ianc B   mofced. 

PDTAPOVa,!),  Region    4,    Dallas,    Vendor    Inspection  Dranch. 

79/09/21,        lp. 

—  79102204BB  QA  Program    Insp    Rupt   79900538/79-01    on   790905.  No 
noncompliance   noted. Major   areas    inspected    consisted    of 
initial    mg t   meeting. 

POTAPDVB.  U.  ,    HAUE.C.J.  Region   4,     Dallas,    vendor    Inspection 

Dranch,        79/09/1B.        3pp. 


7910350100  Aci   receipt   of   790910    Itr    informing    HliC   of    steps    taken    to 
correct   deviation   noted    in  QA  Program    Insp   Rept   99900331/79- 
01. 

POTAPOV9.U.  Region   4,    Dallas,    Vendor    Inspection   Branch. 

79/IO/OH,        lp, 

— 79IQ350106  Responds    to  HHC   7909O6    Itr    TO   deviation    nntod    tn   OA  Prngrnm 
Insp  Jlept   99900331/79-01.  Vendor   understood    that    contractor! 
Nuclear   Assurance  Corp.uaa    being   aud 1  ted.  Con trac tor    is    In 
best   position    to  reply    to   rept. 
BROOKS,  L,  A,        E«elco   Dcvflls,     Inc.        79/O9/10,        2pp. 

—7910250110   Foruiards    QA   Program    Insp    Rept   99900'331,/79-Ql    Un    79O731-OU03 
t<  notice   of   deviation. 

POTAPOVB, U.  Region   4,    Dallas,    Vendor    Inspection    Branch, 

79/09/06.        3pp. 

— 7910HS0115   Notice    of    deviation    from    imp    on   79073 1-OBO3. 

»          Region  4,    Dallas,    Office    of    the    Director.       79/09/01.       iipp, 

--791025012I   OA  Program    Insp   Rept   9990033 1/79-O I    on   790731 -QB« 3 . 
Noncamp  1  iance   noted;  radiographs    for    casks  uiero   not    In 
accordance   u/ASME   code  >t  nondefltruct ive   Biamlnation    resulto 
were  not  maintained    per  QA  manual. 

MCNEILI.iU.M,  Region   4,    Dallas,    Vendor    Inspection    Branch. 

79/09/04.      fipp. 

7910230126  Ac  k    receipt    of   790920   Itr    informing   HRC   of    steps    taken    t.i 
correct   doviatian   noted    in  (1A  Program    Insp   Ropt 
99900275/79-01. 

PDTAPDVS.U.  Region    4,     Dallas,     Vendor    Inspection    "ranch. 

79/10/02.        Ip. 


791O330527  Foruiarus   QA  Proflram    Insp    Ropt   99900616/79-03   on   790723-37, 
Ha   noncompliance   noted. 

PQTAPOVS,U.  Region    4i     Dallas,    Vendor    Inspection   Dranch. 

79/00/03.       IP,  .  . 

— 7910330939  OA  Program    Insp    Rept   99900616/79-03   on  7907E5-27.  No 
noncompliance   noted. Major   areas    inspected: program   survey, 
manual    review  It  acceptance   criteria,  program    Implementation 
&   survey    team  rept, 

DROWNiR.L.,    HALE.C.J..    PDTAPOVS,  U.  Region   4i    Dallas,    Vendor 

Inspection  Dranch.      79YOB/01.      4pp. 

7910S50013  AcV   receipt   of   790B30    Itr    informing   NHC    oP   steps    taken   to 
correct   deviation   noted    In   QA  Program    Insp   Rapt 
99900031/79-02. 

PQTAPdvSiU.  Region.   4.     Dallas,    Vendor    Inspection  Branch. 

79/09/38.       lp.  .  ... 

— 79102SQ01S  Respond*    to   NRC   790B09    Itr    re    deviation  noted    in  OA  Pronram 
Itiap   Rept   9<?9QQQHl/79-oa.  Corrective    actlons;all    shop   welding 
foremen   mill    be    dlr«et»d    to   QA  manual    section   covering 
proper    handling    of   luitinltlc    stainless    steel    assemblies. 
HOWARD,  R.  E,       Pullman,     Inc..    Pullman   Pouier  Produe  ts  .Div. .  i  79/08/30. 
3pp. 


--  -79102HOI30  Forwards   QA  Program    Insp   Rapt  99900279/79-01    PII  77061G-2O 
fr   notice   of   deviation. 

POTAPOV8,U.  Region   4.    Dallas,    Vendor    Inspection    Branch. 

77/OB/33.       2pp. 

.  --79102SQ134  Notice   of   deviation   from   insp   on  790&IB-20. 

«          Renton  4,    Dallas,    Officn    of    tlia    Dimctor.       79/OH/23.        lp, 

7910330133  Ack    receipt   of   79O817    Itr    inPorming    NRC    of    steps    bakan    to 
correct  deviation   noted    in   QA  Program    Insp   Hunt 
99900324/79-03. 

POTAPOVa.U.  Region   4,    Dallas,    Vendor    Inspection   Dranch. 

79/09/12.       Ip. 

—7910250136  Responds    to  NRC  790726   Itr   r«   deviation    notBd    In   OA    Prngrnm 
Insp  Rapt   99900334/79-03,  Corrective    actions:  design    control 
procedure   hae   boon  reissued    u/ravlston  number    tnticatod    neit 
to   solid    line   li  QA  group   advised    of   new  reduiromentB, 
DERIENZO.P.P.      Oibbs  a,  Hill,    Inc.    (subs     of   Dravo   Corp.  )  , 
79/OB/17.       7pp. 


—  7910390140  Forwards   OA  Program   Intp  Rapt  99900324/79-03  on    7907OV-13 
d  notice   of   deviation. 

™™UBrU-  FIe9lt"1   4'    »*l»a*'    V 

7V/O7/26.       2pp- 


Inspettlon   Dranch, 
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-- -7910350142  Notice  of  deviation  from  insp  on  790709-13. 

*     Region  4,  Dallas,  Office  Df  the  Director.   79/07/2*. 


IP. 


—7910250143   GA   Program    Insp   Rupt    999O0324/79-02    on   790709-13. 
Noncompliance   noted:  failed    to    indicate   revision  numbers    ne>t 
to    te»tual    revisions    of    Design    Control    Procedure    DC-2. 
BR1CKLEV.R.H  .     BROWN,  R.  L.  .     HALE.  C.  0.  Region   4,    Dallas.     Vendor 

Inspection   Branch.      79/07/24.       17pp. 

7910230150   Ac*    receipt   of    790BOB   1.   O91Q    Itrs    informing    NRC    of    steps 
talon   to  correct    deviation  noted    in  QA  Program    Insp   Rapt 
99900343/79-01. 

PDTAPGvS.U.  Region   4.    Dallas.    Vendor    Inspection  Branch. 

79/10/04.        Ip. 

— 7910350134   Responds    to    NBC   790B30    1 tr    requesting    addl    info   re    deviation 
noted    in   QA   Program    Insp   Rept    999O0343/79-01.  Gas    flow   being 
used    on    support    column   had    gap    held    tight    &   carbon   dioxide 
saturation   did    not   pose   problem. 
RQZEK.R.       Lakeside   Bridge   b   Steel    Co,        7W09/1S.        llpp. 


-7910330194  Responds    to   NRC    790B13    Itr   re    deviation   noted    In   flA  Program 
Inap   Rept   999O04Q1/79-Q3,  Corrective    ac tions: mi  1 1    include 
independent    reviewer    stamps    on   revised    drawing    depicting 
safety-related    equipment. 
ETHER IDOE,  M,  R.        Combustion    Engineering.     Inc.        79/09/12,        2pp. 

-7910390197    Forwards    QA   Program    Insp    Rept    99900401/79-03    on    79O724-27 
81  notice    of    deviation, 

PQTAPQV3.  U.  Region    4.    Dallas,    Vendor    Inspection   llranch, 

79/OB/09.       2pp. 


-7910250198  Notice    of   deviation    from    inap    on    790724-27. 

*          Region   4,    Dallas,     Office    of    the  Director.       79/00/07. 


2pp. 


-7910250201    OA  Program    Inap    Rept  99900401/79-03   on   790724-27. 
Noncompllanee   noted:  no   QA   status    label    affixed    to    drawing    (< 
no   evidence    of    independent    design  review  even    though    drawing 
depicted    safetg-r nlatod    equipment. 

BRICKLEY.  R.  H.  ,     COSTELLD,  J.  R,  ,     HALE.  C,  J.  Region    4,     Dallas. 

Vendor    Inspection   Branch.       79/OQ/09,       14pp. 


—7910350156  Ack    receipt    of  790B08   Itr    informing  NHC   of    stpps    taken   to 
correct   deviation   noted    in  QA  Program   Insp    Rept 
99900342-79-01.  Add  1     info    required. 

POTAPOVB.U,  Region   4,    Dallas,    Vendor    Inspection   Branch, 

79/OB/30.        Ip. 


79I02S0211    Ack    receipt    of    790B21    Itr    informing    NRC    of    steps    taken    to 
correct   deviation  noted    in   HA  Program    Insp   llnpt 
9990O239/7<?-Ot, 

PQTAPOVS.U.  Region   4.     Dallas.    Vendor    Inspection   Branch, 

79/09/12.        Ip. 


— 7910250159  Responds    to  NRC  790712   Itr   re   deviation  noted    in   OA  Program 
Insp    Rept   99900342/79-01.  Corrective    ac tiuns:  personnel     to    be 
reinatructed    to    submit   nonconf ormance   repts    to  authorized 
nuclear    inspector    for   revieiu  prior    to    implementation. 
RDZEK.R.      Lakeside  Bridge  (.  Steel    Co.      0.  A-849.      79/OB/oa.       4pp. 

—7910250163  Forwards   QA  Program   Insp   Rept  9990034B/79-O1    on  790604-OB 
&  notice   of   deviation. 

POTAPOVS.U.  Region   1,     Dallas,     Vendor    Inspection    Branch. 

79/07/13.       2pp. 

—7910250164  Notice   of   deviation    from   insp    on  790604-08. 

*  Region   4.     Dallas.     Office    of    the    Director.       79/07/12.        3pp. 

— 791O230I69   QA   Prc-gran    Insp   Kept    999O03H2/79-01    on   7906O4-QB. 
Noncompliance   noted'.weld   rod    issue   slip    initiated   tt 
Completed   u/o    electrodes    being    used    completely    or    returned. 
ELLESEHAW.  L.  E.  ,     HUNNICUTT,  D,  E.  Region    4,     Dallas,     Vendor 

Inspection  Branch.       79/07/12.       8pp. 

7910230162   Ack    receipt    uf    790B24    Itr    informing    NRC    of    steps    taken    to 
correct  deviation   noted    in  OA  Program    Insp   Rept 
999000B6/79-01. 

POTAPDVS.U.  Region   4.    Dallas.    Vendor    Inspection  Branch. 

79/09/28.       Ip. 

— 7910350166   Responds    to    NRC   790724    Itr    re    deviation    noted    in   QA   Program 
Insp.  Rept  •J99oaQB6/79-OI.CorrectivB   actions:  spec  lal    test 
specs   have   been   checked   against   relevant   QC1QO   form  &  errors 
found   have  been   corrected. 
HOLT, P.  E.       Hopkinsons.     Ltd.        79/05/24.       ftpp, 

—7910330170  Responds    to  NRC  790734    Itr   re    deviation  noted    in   OA  Program 
Insp   Rept  99900036/79-01.  Ltr   received    during    annual    uurk 
shutdown.  Ul  11    respond  uihen   personnel   responsible    for 
compliance  return    from  holidag. 
BARROW,  F.  C.      Hopliinsons,    Ltd.       79/03/09.       Ip. 

--7910350171   Forwards  QA  Program   Insp   Rept  99900086/79-01    on   790601-07 
&  notice   of  deviation. 

PDTAPOVB.U.  Region  4.    Dallas.    Vendor    Inspection  Dranch. 

79/07/24.       2pp. 


--79102S0174  Notice    of  deviation   from   insp   on   790604-07. 

«.        Region  4>    "•alias.    Office   of    the  Director.      79/07/24. 


3pp. 


—7910350174  QA  Program   Insp   Rept  99900096/79-01    on  790604-07, 
Noncompllance  noted: compi lation   of    special    test   spec    for 
valve  assembly    order  was   not   accomplished    in    liaison  w/QA 
engineer. 

BARNES.l.,    RODERDS.H.W.  ,    HUNNICUTT,  0.  M.  Region  4,    Dallas, 

Vendor   Inspection   Branch.      79/07/33.       13pp. 

791025019B  Aek   receipt   of  790913   Itr    informing    NRC   of    steps    taken    to 
correct  deviation    noted    in   QA  Program   Insp   Rept 
99900401/79-03. 

PDTAPOVa.U.  Region   4,    Dallas,    Vendor    Inspection  Branch. 

79/09/26.       Ip. 


—7910250316  Responds    to   NRC   790730    Itr   re    deviation   noted    in   OA  Program 
Insp   Rept   99900359/79-01.  Corrective   actions: deta i led   wold 
procedures    revised    to    include    estentla 1.  nonoaBcntlal    & 
supplementary    essential    variables. 

ALMEDA.D.C.,    WHITE,  C.E.,    AVERY.P.F.       Combust  i  on   Eng  ineer  ing,     Inn. 
79/OB/21.        Spp, 

— 791O25O21B  Forwards  QA  Program   Insp    Rept    99900339/79-01    on   790620-39 
&   notice    of    deviation, 

PDTAPQv'S.U.  Region    4,     Dallas,    Vendor    Inspection   Dranch, 

79/07/30.        2pp. 

— 7910250220   Notice    of    deviation    from    insp    on    790623-27, 

«          Region   4.    Dallas.     Office   of    the   Director.       79/07/30,       3pp. 

—7910350227  ,QA    Program    Inap    Rept    99900339/79-01     on    790623-29. 
Noncompl iancB    noted: revisions    to    all    released    detailed 
welding    procedures   not    completed    h   USD    of    unc|uallfiad 
welding   mat  Is    in    submerged    arc    welding    operation. 
ELLERSHAW,  L,  E.  .     HUNNICUTTi  D.  M.  Region    4.     Dallas,     Vendor 

Inspection    Branch.       79/07/20.       7pp. 

7910350332   Forwards   flA   Program    Insp    Rept    9990O604/79-01    On    790731-0001. 
No   noncomp 1 ianco   noted. 

POTAPOVS.U,  Region   4,    Dallas,    Office    of    the    Director,       79/OD/06. 

2pp. 

--79102B0334   QA  Program    Insp   Rept   99900604/79-01    on    790731-0001.  No 
noncompliance   noted. Major    areas    inspected; author! led    innp 
agency    <AIA)    t<    insurance    company    in   areas    of    organiiatlon. 
AIA  duties    b    follouiup    action. 

ANDERBON,  D.  0.  ,    HALE.  C.  J.  Region   4,    Dallas,     Vendor    Inspection 

Branch.       79/08/03.       3pp. 

7910S30336  Forward*  QA  Program    Insp    Rept   99900404/79-03   on   790013-16. 
No   noncomp 1  lance   noted, 

POTAPDVS,U.  Region   4i     Dallas.     Vendor    Inspection   llranch. 

79/09/2B.       2pp. 

—7910230360  QA   Program    Insp    Rept  99900404/79-03    on    790013-16.  No 
noncompl iance    noted.  Major   areas    Inspected;  implementation    of 
WCAP-8370.  Including    supplier    noncomformanco   Si   corrective 
action. 

BROUN.R.L.,    HALEiC.J.  Region   4,     Da  11  at,    Vendor    Inspection 

Branch,       79/08/24.       Spp. 

79I025036S  Forwards  OA  Program    Insp    Rept   9990032O/79-07   on   790724-25. 
No   noncompliance   noted. 

POTAPDvB.U.  Reoion   4,     Dallas,    Vendor    Inspection   Dranch. 

79/OB/33.       2pp. 

—7910230369  QA  Program    In«p   Rept   99900320/79-01    on    790734-25.  No 
noncompllancv    noted.  Major   areas    inspected:  vendor   activities* 
action  on   previou*   f  indlngs.  nanconforman.ee  fc   corrective 
actions   &   quality   records    control. 

HUNTER,  V.  H.  ,    WHITE8ELL,  D.  E.  'Region*.    Dallas,    Vendor    Inspection 

Dranch.       79/OB/17.       6pp. 

79102503BI   Ac k    receipt   of    790917    Itr    informing    NRC    of    steps    taken    to 
correct   deviation  noted    In  QA  Program    Insp    Rnpt 
99900267/79-02, 

PDTAPDV8.U.  Region    4.    Dallas,    Vendor    Inspection   Dranch. 

79/09  /SB.       Ip. 
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—7910280393  Responds    to   NRC    79Q82B    Itr    re   deviation   noted    in  OA  Program 
Insp    Rept    97900367/79-02.  Corrective    actions;  outsl  lie    doors 
reseated, dohumidfler    installed    &   new   humidity    indicator 
purchased, 
CAMPBELL, H.  C.        Chemotron   Carp.        79/09/17.        Ip. 


7910390545   Ack    receipt    of   790B10   !.   091B    Itrs     informing    NRC    of    steps    to 
correct    deviation    noted    in   Oft   Program    Insp    Rept 
99900035/79-02. 

POTAPOVS.U.  Region   4.    Dallas,    vendor    Inspection   Branch. 

79/1O/16.        Ip, 


—7910350392   Forwards    QA   Program    Insp    Rept   99900367/79-03   on   790B13-17 
Ii   notice    of   deviation. 

PQTAPDVS.U.  Region   4,     Dallas.    Vendor    Inspection  Branch. 

79/OB/2B.        2pp, 

— 7910350393  Notice   of    deviation    from    Insp    on   790S13-17. 

»  Region    4,     Dallas.     Office    of    the    Director.        79/00/37.        Ip. 

— 79103S0400  OA  Program    Insp   Kept   99900267/79-oa   on  790813-17. 
Noncompl lance    noted : humidl ty    in   welding    storage   bldg 
maintained    above    max    allowable    limit. 

OLLER.R.E.,     HUNNICUTT,  D.  M.  Region   4,    Dallas,    Vendor    Inspection 

Branch,        77/OB/27.        13pp, 

7910230191   Ack    receipt    of    790912    Itr    informing    NRC    of    steps    taken    to 
correct    deviation   noted    in   OA  Program    Insp   Rapt 
99900079/79-01. 

POTAPOVSpU.  Region    1,     Dallas,     Vendor    Inspection    Branch, 

79/09/36.        Ip, 

--7910250456   Responds    to   NRC    790H10    Itr   re    deviation   noted     in    OA   Program 
Insp    Rept   99900075/79-01.  Corrective   actions.'QA  manual    being 
revised. 
AUDIBERT.R.  L.        Pacific    Valves,     Inc.        79/09/12,        In, 

--7910230460   Forwards    QA   Program    Insp    Rept   99900073/79-01    on   79O7I6-17 
&   notice    oF    deviation. 

PQTAPDVS.U.  Region   4,     Dallas,    Vendor    Inspection   Branch. 

77/OB/09,       Spp, 

— 7910330163  Notice    of   deviation    from    Insp    on  790716-17, 

»  Region   •),    Dallas.    Office    of    the   Director.       79/08/Oi.       Ip. 

— 7710250467  QA  Program    Insp    Rapt   99900075/79-01    on  790716-17. 
Noncomplianco   noted:  tuia   new  positions    established    &  manned 
<n/a    documenting    authority    t.  OA  manual    not   revised    to   reflect 
change    in    training    program. 

KELLEV.W.  D.  ,     UKITESELL.  D.  E.  Region    4,     Dallas,     Vendor    Inspection 

Branch.       77VOB/06,       13pp. 


— 7910350353   Responds    to   NRC   790822    Itr    re   deviation    noted    in    Oft   Program 
Insp  Kept  99700033/79-02,  Corrective    actions:  we 1 der 
qualification   records    for    three   add  1    welders   qualified   for 
processes   similar   to    those    cited   uere   reviewed    i  approved. 
HOERKE,N.H.       Southwest  Fabricating    tc  Welding  Co.     (subs,     of    [U 
International   Corp.  ).       79/09/13,       Ip. 

—7910250556  Ack    receipt    of  790B10   Itr    informing  NRC   of   step*    tafcen    to 
correct   deviation  noted    In   OA  Program   Insp    Rept 
97900025/79-OS. 

POTAPOYS.U.  Region  4,    Dallas,    Vendor    Inspec  tion  Branch . 

77/O9/32.        Ip, 

—7910230361    Responds    to   NRC    790713    Itr     re   deviation    noted    in    Qfl   Program 
Insp   Rept  9 9900 02 3/ 79-O2.  Corrective    actions;  unauthuri isd 
shop    copy    change  was    properly   authorized    !t  welder 
qualification  records  were   corrected. 

MdERKE.N.H.        Southwest    Fabricating    kWnlding    Co,      (subs,     of     1U 
International    Corp.  ).        79/OB/10.       3pp. 

—7910230363   Forward*   Oft   Program    Insp    Rept   99700025/79-03   on    77OA25-2B 
&   notice    of    deviation. 

SEYFRIT.K.V.  Region   4,    Dallas,    Office    of   the    Director. 

79/07/13.        2pp. 


-7910230567  Notice   of   deviation    from   insp   on   790625-2B. 

*          Region   4,    Dallas.    Office   of    the    Director.       79/07/13. 


Ip. 


— 79I0250S71    QA   Program    Insp    Rept  99900025/79-03   on    79O635-2D, 

Noncompl ianco   notedinotice   of  pending   revision    authoriiing 

shop    copy    change   w/o   required  approval   of    vice    president    of 
eng  ineer  ing. 

BARNES,!.,    HUNNICUTT,  D.  M.  Region   4,    Dallas.     Vendor    Inspection 
Branch,       79/07/13.      8pp. 

7910250139   QA   Program    Insp    Rept   99900279/79-01     on   7906IE1-20. 
Noncomplianco    noted: reaud Its    not   made    of   deficiencies 
identified    in  7BQBI5  Audit   Repts  AFH    21   t,  22. 

AGEE.J.R.,     HUNNICUTT,  D.  H.  Region    4,     Dallas,     Vendor    Inspection 

Branch.        79/OB/22.        Bpp. 


791023046B  Ack    receipt    of   790629  fc   OB27    Itrs    informing   NRC   of    steps 
taken    to    correct    deviation   noted    in  OA  Program    Insp   I! opt 
999QQ066/79-O1. 

POTAPOVB.U.  Region   4,    Dallas.    Vendor    Inspection   Branch. 

79/10/16.        Ip. 


7910270251    Ack    receipt   of   791004    Itr    incoming. NRC   of    steps   taken    to 
correct   deviation  noted    in   QA  Program    Insp   Ropt 
9990034B/79-03. 

PQTAPOVS.U.  Region  4,    Dallas.    Vendor    Inspection   Branch, 

79/10/12,        Ip. 


-791029047B  Responds    to   NRC    770813    Itr  re    deviation   noted    in   QA  Program 

Insp    Rept   99900066/79-01.  Corrective  actions: project   engineer 

reina true  ted    re    changes    permissible  directly    on   shop 
drawing. 

WARREN.M,       Texas    Pipe   &   Bending    Co.  of   Puerto  Rico,       79/08/29. 
9pp. 

-7910250497  Ack    receipt   of   790623    Itr    informing    NRC   of    stops    taken    to 
correct    deviation   noted    in   QA  Program   Insp    Rept 
97900066/79-01. 

POTAPOVS.U.  Region   4,    Dallas,    vendor    Inspection   Branch. 

79/OB/15,       Ip. 

-7910250516  Responds    to  NRC   790529    Itr   re    deviation   noted    in   OA  Program 
Insp   llept   797O0066/79-01,  Corrective   actions:weld   procedure 
mill    be    retrieved   &  procedures   will    be    qualified  ui/addl 
post-weld    hoat    treatment    time, 

WARREN,  M.       Texas    Pipe   b   Bending   Co.     of  Puerto   Rico.       79/06/27, 
7pp. 

-7910350326   Forwards   QA  Program    Insp  ,Rept  9990O066/77-01    on  790307-11    t. 
notice    of   deviation. 

POTAPOVS.U.  Region    4,     Dallas,     Vendor    Inspection    Branch. 

79/03/29.        2pp. 


— 7910390253  Responds    to   NRC   790B15   Itr    re   deviation    noted    tti  Oft  Program 
Insp   (lept   97900340/79-02.  Corrective    actions:  revi  sed  written 
checklist  addresses   entire  OC    program  Si  qualification  oP 
personnel    performing   magnetic   particle   eiaminat ion    on   file. 
UnOBB.P.D,       Union  Pump   Co.      79/10/01.      2pp. 

--7910290255  Forwards  QA  Program    Insp  Rept  9990024B/79-02  on   790709-13  & 
notice    of   deviation. 

POTAPQVS,  U.  Region  4,    Dallas,    Vendor    Inspection  Branch, 

77/OB/15.        3pp. 


—7910290256  Notice    of   deviation    from   insp   on   790709-13. 

*          Region   4,    Dallas,    Office   of   the    Director.       79/OB/13. 


2pP. 


-7910HB0334  Notice    of    deviation    from' insp    on  790507-11, 

*  Renion    1,     Dallas,    Office    of    the   Director.       79/OS/35. 


3pp. 


— 7910290S57  OA  Program    Insp  flept  99l90O24B/77-C-3  on    79O709-13, 
Noncompl  iance   noted:uirl  tten   checklist   used    by   OA  manager    to 
conduct   audits    incomplete  d  qualification    of   personnel 
performing   magnetic    particle   examination  uere   not    on   file. 
ELUERSHAU,  L.  E,  Region  1,    Dallas.,    Vendor    Inspection  Branch. 

HUNNICUTT.  D.M.  Region  4,    Dallas,     Office    of   the   Director. 

79/OB/13,       7pp, 

79103002S2  Ack   receipt   of  7907 IB  t  OB3O    Itrs    informing    NRC  of    stops 
taken    to   correct   deviation  noted    In  OA  Program   Imp    Rept 
99900361/79-01, 

POTAPDV3,  U.  Region   4,    Dallas,    Vendor    Inspection   Branch. 

79/10/16,       Ip, 


-7910290341    OA.  Program    Insp   Rept   99900066/79-01    on  790507-11, 
Noncompl  lanes   noted:  procedure    qualification   weld  bias   not 
subj    to   poat-uiBld    heat    treatment    for   BOX   of   max    time   to   be 
applied    to    component   weld    mat!, 

BARNES.I.,     HUNNICUTT,  D.  M.  Region   4,    Dallas,    Vendor    Inspection 

Dranch.      79/09/25.      7pp. 


— 791030022B  Responds   to  NRC  790BI5   Itr    re   deviation  noted   In   OA  Program 
Insp  Rept  97900361/79-01.  Corrective   actiont-rweldinB 
qualification    test   preheat    temp   b  weld    Intvrpasi    temp 
receded   %  tie  Her   mill    be   qualified    for  20   melding    by   790930. 
HQUE.R.       0.    Dlkkers   E.  Co.,    N.  V,    The    Netherlands.       77/OB/30.       4pp. 
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— 7910300330  Ac*    receipt  of   790718   Itr    informing   NRC  of   steps    taken    to 
correct   deviation   noted    in   QA  Program    Insp   Rept 
9990O361/79-01. 

FDTAPOVS.U.  Region   4,     Dallas,     Vendor    Inspection   Branch. 

79/08/15.        Ip. 


7910090495  Comments   on   proposed   reg    guide,     "Qualification   Test    for 
Cable   Penetration   Fire    Stops    for   Use    in    Nuclear   Power 
Plants."   Objects    to   differential    pressure    in  water-hose 
stream   teat  &    Fire   stop    resetting   uihcn   additions    are    made. 
DOVER!  V,  8,       Philadelphia    Electric    Co.        79/08/30,        Ip. 


-7910300333   Responds    to   NfiC    790630    Itr    re    deviation   noted    in   OA   Prograrr 
Insp    Rapt   99900361/79-01.  Corrective   actions: uelding 
procedure    spec    has    been  revised   Sr  part  was    inspected    to 
ensure   deposited  meld   mas    of    sufficient   quality. 
HDHE,R.      G.    Dikiera    t  Co.  -    H  V.    The  Netherlands.      79/07/1B.       6pp. 

-791O3O0336   Forwards    QA   Program    Insp    Rept   99900341/79-01    on   790521-23 
*    notice   of  deviation. 

POTAPOVS.U.  Region   4r     Dallas,     Vendor    Inspection   Branch 

79/06/2B.       2pp. 


-7910300337  Notice   of   deviation    from   insp   on  790521-33, 

»  Region   4,     Dallas,     Office    of    the   Director.       79/06/28. 


5pp. 


— 7910300240   QA   Program    Insp    Rept   99900361/79-01    on   790521-23. 
Noneompllance   noted:  measures    established    for  control    of 
melding   did   not  assure  use    of    qualified    procedures, 
permitting    increase    in  max    interpass   temp. 

BARNES,!.,    RODERDS,  H.  W.  ,     HUNNICUTT,  0.  M.  Region   4,     Dallas, 

Vendor   Inspection   Branch.       79/O6/3B.       15pp. 

79103002B5  Ac*   receipt    of  790BI4    Itr    informing   NHC   of   steps    taken   to 
correct   deviation  noted    in   QA  Program  Insp   Rept 
99900519/79-02. 

PQTAPQVS,U.  Region  4,    Dallas,    Vendor    Inspection  Branch. 

79/10/15.        Ip. 


791O0905Q?  Comments    on   proponed   reg    guide,     "Qualification   Test    Cor 
Cable  Penetration  Fire   Stops    for   Use    in   Nuclear  Pouter 
Plants,"   Worst    case    testing    for    fire    stop    qualification 
should    be   allou/ed. 

BORNHnEFT,H.  H.  ,    SAWYER.R.G.       American  Nuclear    Insurers,       79/OB/30. 
2pp. 

7910090520  Comments    on   proposed   Reg    Ouide    1.  33i  Rovl  sion   3:  provision 
should    be  made    to    determine    length    of    time   &    Impact    of 
measurements   made   w/inaccurately   calibr    instrument, 
LARIVIERE,  J,  L.        Affiliation    Unknown.        79/08/27.        Ip. 

7910090523  Comments    on   proposed   Reg   Guide    1.  131,  Revis  ion    l:na    concise 
set   of   numerical    values   ciiBts    in    IEEE  323-1974    to    qualify 
electric    cables    t,    field    splices    for   LWRs. 
KOWALBKI,  J.  F.        Duquesne    Light    Co.        79/00/31.        2pp. 

7910070528  Comments    on   proposed   Reg   Guide    3.  44, Revision   2:  components    of 
perimeter    intrusion  alarm   ays   not   available   ui/UL    testing. 
Regulatory   position    inconsistent   ui/NUREO-0273  J.  NUREQ-O2HO. 
Inapplicable  weather   conditions    should    not    be    std. 
DAVI DSON,  D.  R.        Cleveland    Electric     Illuminating    Co.        79/OB/14.        2pp. 

7910090313  Forwards    notes    prepare!)    for   NRC  770905  mooting    re 
NtJHEO-0625,    "Rept    of   Biting    Policy   Tash   Force." 
MINQOUE.R.n.       Office    of   Standards   Development.       79/09/13.       3pp. 


— 791Q300290  Supplements    790331    1 tr   re   deviation  noted    in  QA  Program 
Insp    Rept   99900519779-02.  Corrective   actions:  requested 
supplier   to  provide    vendor   ui/remedial   t  preventive 
corrective  action. 

KOrtESj  J.  M.      Beclitel    Power    Corp.     (subs,     of  Bechtel   Corn    } 
79/QB/14.       2pp. 
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7910Q1O17O  Comments,  on    proposed   Reg   Guide    I.  XXX,    "UitraGonic   Testing    of 
Reactor   Vessel    Ufrldi    During     Inservice   Elamination.  "    Total 
co-st    of    proposes    reg    guide  uill    double   coat   of   reactor 
vessel    domination. 

HAMILTON,  0.  T.       Nuclear    Energy    Service,     Inc.        45-07S        79/OB/Q3 
10pp. 

7910010633  Comments    on   proposed    Reg   Guide    1.58:  opposes   present   form, 
Prop  Die*    section    on  employee    qualification   errors    involved 
at  TMI    d  hou  similar    errors   may    be   avoided    in    future. 
LEWIS.M.  I.       Affiliation   Unknown.        79/OB/02.        Ip. 

7910030873  Reg   Guide  3.  42,  Revis  ion    1,    "Emerc-ency  Planning    for  Fuel 
Cycle   Facilities   &  Plants  Licensed   Under   10CFR50  b  70,  " 
*      Office    df   Standard*    Development.       79/09/30.        15pp. 

791004QS35  "For  Comment"    issue    of  Reg   Guide  8,  XXX,    "Applications   of 
Bioaciav   for  Fission   It   Activation  Products." 
«      Office   oP  Standards    Development.      79/06/31.      9pp, 


-9   G"'dB  B'20rftEVlsion    '•    "Applications   of  Dioasiay    fpr 
»      Office   of   Standards    Development.      79/09/30.      6pp. 

100*0608  "For  Comment"    Isgue    of   draft  Reg   Guide   B.  XXX.Revision  0, 
Audible-Alarm  DoBine  ters.  "    Draft  value/impact   statement 
inel. 
'      Office   of  Standards    Development.       79/OB/31.       19pp, 

#10030150  Comments   on  .propose*    IE  bulletin  re   potential    failure   of 
*ro»rBen<:«   dieiel    geneTa-tor   field    exciter    transformer. 
Paragraph  C.  3,  a.  3    in  Action   3  paragraph    should   ae   rewritten 
»*«£  ref  to:  Rfl9    <}uiie    1.  10S.not'yet    implemenUd. 

S2.™T      '         Assi=*«nt    Director   for  Operating   Reactor  Project*    (Pre 
791030).        79/09  /OB.       Bpp. 

7910090321    Responds    to   790609    Itr  requesting    info  rt   licensing 

requirements    for   proposed   U   recovery   activitie*.  Forward*  Reo 

Guides  3.8  &  3.5.  W/o   end. 

LIN6HAN,  J.  J.  Uranium  Rec-ove.ru.   Licensing   Branch.      79/09/17.       Ip. 

7910090231    Respond)    to  790B09    Itr  requesting    info  r*   licensing 
requirement*   for    proposed  U  recovery   activities.  Forwards  Hen 
Ouldes   3.  B  t,  3.5.W/0   encl, 
LINEHAN,  J.  J.  Ur»nlum  Recpvery   Licensing   Branch.      79/09/17.       Ip. 


7910100035    "Occupational    Exposure    b   ALARA. " 

HINSON.C.S.,    MURPHY,  T.  D.         Division   of   Site   Safety    &  Environmental 
Analysis.      79/10/04.       14pp. 

7910100705  Reg   Guide    10,  7, Revision    1,  "Guide    for   Preparation    of 

•      Applications    for   Licenses    for  Lab   t,  Industrial    USB   of   Small 
Quantities   of   Byproduct  Matl." 
*     Office   of  Standards    Development.       79/08/31.       I3pp. 

7910130152  Comments    on   proposed   Reg   Guide    10.  B:rela>[ina    requirements 
for   phij*iclan   ti    limiting    USB    of   rad  1  oi  sotopes    to    nuclear 
cardiolony  will    create    unlimited    use    of    radionuc 1  ides    by 
inadequately    trained    Individuals. 
SHuSS,  M.      Affiliation  Unknouin.       79/08/06.       2pp. 

791013015B   Comments    on    proposed    Reg    Guide    JO.  B:  uti 11 lati on    of 
radionuclides    for   diagnostic    purposes    in   nuclear    cardiology 
uill    cause   abuses    in   self-referral    sys.  Svc   mill    deteriorate 
due    to   lack   of    proper    training. 
FINK,  D.  W.      Affiliation   Unknown.       79/OS/OB.       3pp. 

7910120194  Comments    on   proposed   Reg   Guide    1O.  B:  physician    license 
requirements   re    use   of   radiaiaotopea    in    nucloav    cardiology 
should   not   be    changed.  Detai 1 ed    training    process    encourages 
radiation   safety, 
ZIEBEnTHAL.A,  S.       Aff  1 1  iation   Unknown.       79/00/09.       Ip. 

77101701Q1   Comments    on   proposed   Reg   Guide    9.  XXX;  some    given    scenarios 
unrealistic.  Regulations    re    storage   requirements    for    low 
strategic    significance   SNh1  are    too   rloid. 

DIPIAZZA.R.P.       Ueatlnghouse   Electric    Corp.       WRD-LSfcS-833        79/09/21 
2pp. 


llflcation 


7910170521  Comments  on  proposed  Reg  Guide  1.  SB,  RovUion  l:qua 
statement  re  insp  examination  t,  testing  personnel  conflicts 
ASME  Section  III.Dlv  B.Enlattno  requirements  provide 
adequate  basis  for  complying  w/reg  guide 
DAVIS,  K.  W.  Dechtel  Corp.  79/09/1O.  3pp. 


79101B0505  "For  Comment"    issue    of   Reg   Guide    1.  XXX,     "8»fotu~Fielatsil 
Permanent   Dewatering   Sys    for   Nuclear   Powar  Plants." 
*     Office   of  Standards   Development.       79/09/30.       7pp. 

79101BOS60  Comments    on  proposed    Reg   Guide    1. BB.RevJslon    1:  qualification 
of  nuclear   power    plants    in   araas    of    Insp,  examination   & 
tasting    personnel    are   unnecessarily   rigid.  Alternative    ed    & 
experience   requirements   should    be   allowed. 

VAN  BRUNTiE.  E.       Arizona   Public    Service   Co,       79-010-02A.       79/09/19 
2pp. 

7910320B63  Comments   on  position  paper   for   iriplemt-nting  R'BB   Quids  B  OB 
at   operating   poiuer   reactors,  Favorable    towards    Implementation 
of   subj   guide  re   program  commitmant    definition  ««p»ct»i 
radiation   protection   program  It  equipment    section. 
STONEiO.F,      Tennessee  Valley    Authority.       79/10/17.       3pp. 
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,    Confirma   790006    telcon    re    reg    gulriei     "Ultrasonic    TeGting    of 
^^i  1    i/est  el   Melds   During    Inservlce   Examination.'1    Comments 
"^f    foriuarded    by   790B31. 

,R,  H.       General    Electric    Co.        MEN-209-79.        79/09/30.        3pp. 


Comments    on   proposed   Rug    Guide,     "Qualification  Test    for 
(etratian   Stops    for   UBS    in   Nuclear   Power   Plants." 
f    Cording    should    be  made    tn    Improve    clarity. 
cl    .  S.       Sargent  !.  Lundy,     Inc.       79/09/07.       3pp. 


-          a 


Comments   on   proposed   Reg    Quido    1.  5Si  Rovi  sion    1:  suggests 
Cording    to   ref   fleg    Guide   B,  B    for   content    of    training 
f  designated    personnel. 
.  H-        Babcock    I.   Wilcoi    Co.        79/O9/O4.        2pp. 


its  ti 
l_.    L 


£    Comments   on   proposed   Reg    Guide    1,59; use    of    reg    guide 

1,0    granted    for    personnel    performing    functions    similar 

-^rational    &   startup    test   procedures   during 

oflal    phase. 

,U.P.       Yankee   Atomic    Electric    Co.        WVC    79-29.        79/O9/13.        2pp. 

cf  Comments   on   proposed    reg    guidei     "Cable  Penetration  Fire 

cation   Test."    Recording    termination    temps    Is 
able   since    temps    are    higher   at    interface. Temp 
ments    one    inch    auay    from    interface    are    unnecessary. 
C        DuVe   Power  CD.       A-13.  16.  1.       79/09/14.       2pp. 


Requests    Info    on    di  stribifti  on    of    Reg    Guide    1.33  re  QA 
reiuifDments. 
H,  W-       Qochtel   Corp.       79/09/31.       lp. 


Comments    on    proposed   reg    guide,     "Alarming   Pocket 
rs:  "    device    performance    requirements    should    be    more 
-j    defined.  Device    slilng   requirements   arc    overly 
cttve   due    to    variance    in   mounting    locations. 
i  M.       Affiliation   Unknown,       79/09/31.       lp, 


!SO15B   Comments    on   proposed   reg    guide,     "Qualification   Tast    for 

1  >.  e      penetration  Fire    Stops    fur   Use    in  Nuclear  Pouer 

in  -fc  -a :  "    Fire    stop    resistance   to   pressure    could    be 

:«"vmitied    from   hose    stream   tests. 

IN  1  MOER.  A.  J.       Commonweal  th   Edison  Co.       79/09/19.       1pp. 


Comments    on   proposed   Ren    Quido    1.  58i  Revision    l;only 
if      B-ngineers    should    be   responsible    for   validation., 
•  t  I  p  1  c  at  ion  b  approva  1    of    insp,  testing    t<   evaluation    In 
;  ft  ty  —  related   areas, 
INEV.  S.  0.        Affiliation   WnknDiun.        79/O9/25,        Epp. 

»  SO  Its   Comments    on   proposed    reg    guide,     "Radiation   Protection 

lining    for   Light   Mater   Cooled    Nuclear   Power    Plant 

•tiartnel:"    guide    perpetuates   outmoded    concepts    by   ref    to 

:  a  a  -t  ed    studies, 

-ES,  A.      Affiliation  Unknoyn.      79/09/05.      Bpp. 


Commont*    on   proposed   Reg    Ouidei     "Qualification   Test    for 
il«      Pe-notration    Fire    Stops    far   Use    in  Nucle-ar   Pouier 
m'fea:  "    fluid    conduits    should    be    included    in    fire    ttop 
i  L  U-&  t  i  on.  Differential    pressure    guidelines   needed, 

.  J.,    CHUISTIAN.W.  J.       Affi  Hation   Unknown.       79/09/34.        lp, 


J3O1B6)  Comments    on   proposed   reg    guide,     "Radiation    Protection 

,inl«ig    for   Light   Hater   Cooled   Nuclear   Power   Plant 

"•s  oT*n»l;  "   guidelines    pertinent    though    vendor   does    not   use 

l*.«»active   mat!    in   same   u«ay    as    power    industry. 

-pteW»  I.       Honeywell,     Inc.       79/09/11.       lp, 

jO-OtS1!    Comments    on   proposed    reg    guidei     "Alarming  Packet 
,  j.  flti«  **T-B:  "    describes    personal    experience   wearing    audible 
*1~<n.ra          course   of    taking    neutron    radiographs. 
fl_af**R.  i.      AffiHatian   Unknown.       79/09/81.       lp. 


Comments    on   proposed    reg    guide,     "Qualification  Test    for 
i  1  *      ^""netratlon   Fire    Stops    for   use    in   Nuclaar   Power 
in**:''    clarity   needed    re   presence   of    termination    device 
•*'r*8.1tBst.  Max    temp    of   400  F  restricts    fire    stop    destjn, 
j^^^^'BTi  J.  D.       Nuclear  Services   Corp.       79/09/25.       lp.. 

t&°     j»a   Comments    on   proposed   Reg    Oulde,     "Qualification  Test    for 
i  1  *  .  i,  "fittration   Fire    Stops    for   Use    in  Nuclear   Pouier 
i*1      «        Uiscusslon    of    insulated    pipes  &   iBpafabllity    oF 
|l?e:    *t    time    of    sealant    application   should    be    included, 
jpe^'^.D,       Affiliation  Unknown.       79/O9/18.       7pp. 

Z0°p»?  Notice  of   isiua.hc!  ti  availability   of   draft  res   guide,    "LWf! 

~e*j. loads:  Guidance   on  Application    for  Amends    to   OL  4  01 

=  t*i.-f (j^B  &  Startup  T»»ts.  " 

,C*n    '  Q.  A.    Division  of  Enflineering  Standard*.   79/09/27.   3pp. 


791O350396   Comment  a    on    proposed    reg    guide,     "Ultrasonic    Testing    of 
Reactor    Vessel    He-Ids    During    Inaervice    Imp;"    ailing    position 
should    be    revised    to    provide   more    specificity    re    recording 
&   evaluation    retirements. 

WHITE,  J.  G.       Ebasco   Sorvi<:e9>     Int.      (subs,     of   Gnaerch   Corp.  I. 
79/08/06.        3pp. 

791O2SQ301    Comments    on    proposed    Reg    Guide    S.  44i  Heviiinn   3:  requirement 
that    batteries   maintain   arbi  trari  ly    set    value    of    BOH  rated 
capacity    may    encourage    designing    security    sy  s    using   min 
capac  1  ly    batter  I  o-s, 

P'DQNNELL.  E.  P.       Ebasco    Services,     Inc.      (subs,     af   Enserch    Corp.  1. 
79/03/15.        3pp. 

7910250305   Comments    on    proposed    peg     guide,     "Lightning    Protection    -for 
Nuclear    Power  Plant's:"    guide    should    specify    protection 
margin    as    oppns*iJ    to    ma»    surjje    ampere-a. 
DI6E.D,  P.        Niagara   Mohauk    Pnuer    Corp.        77/10/19.         lp. 

7910350307   Comments    on    propose))    flag    Guide    k.  33.  Revls  inn    3:  me  thud    should 
he    Included    to    ensure    that   spare    parts    ordered,  s  locked    b 
used    tor   main*    shall    meet    original    design  requirements 
ZU1S6LEF1.  L.  G,       Argonno   National    Laboratory.       79/09/31.        lp. 

79102S0312   Comments    on    proposed    Reg    Quido    1.  SB,  Revi  i  ion    l:fco    eliminate 
need    for    unwarranted    reccrii  f  Icat  ion.SCN-TC-lA   should    bfr 
removed    from   guide   re    qualification    at    plant    insp 
eiamiration   &   testing    personnel. 
SULLIVAN,  T.J,       Consumers    Pouor  Co.       79/09/11.       3pp. 

791Q23032O   Comments    on    proposed    Reg    Quide    1.  9,  Revision    l:Paragraph   €.5 
should    be   modified    to    permit    mln   voltage   of    less    than    75X 
rated    for    approi     10    cijc-les    during    energ  i  cat  ion    of 
transformers   u/flrst    load    group, 
MuRIARTV.  0.  M.       Colt    Industrie*,     Inc.       79/00/16.       3pp. 

7910H50340  Comments    on    proposed    rug    guide,     "Btd    Format   fc   Content    for 
License    Physical    Security    Plan   for    Protection    of    BNM   at 
Moderate    or  Lou   Strategic    Significance:"    documentation    Prom 
plants    under    const    not    addressed. 
LIMn,fl.  F.       Affiliation   Unknown.       79/09/17.       3pp. 

7910290346  Comments    on    proposed    reg    guide-     "Sttf   Format  &   Content    for 
License   Physical    Security    PL-an    for    Protection    of    BUM   of 
Moderate    or  Lou   Strategic    Significance;"   requirements    are 
eice-ialva    far  Cateoory    II    &    lit    mail, 

MILSON.R.       Exxon   Nuclear    Co.,     Inc.      (subs,     of    Exxon  Corp.  >.        79/09/31. 
3pp. 

7910230596  Comments    on    proposed    reg    guide*     "Lightning   Protection    for 
Nuclear   Power  Plants:"    dollar    value    oiven   may    tie    in   error 
when    qualification  i    documentation    costs    For    auditablo 
application   are    added    to    tot-al    costs. 
TAYLOR,  J.  H.       Dabcock    &Wilcoi    Co.       79/O9/17.        lp. 

7910260049   Comments    on    proposed    Hag    Quide   B.  19.  Revision    I  :  regulation 
fails    to   cqnsiiler   exposure   for   QA/dC    atseitment   Jis    B|)«cial 
i  tern.  W/need    fur    special    perionnal    in    GC   ar*a.dme    asiessment 
should    be    calculated    neparat  B!I(. 
BCHACK..H,       Af-flUation   Unknoun,       79/03/33.        lp. 

79  10360240  Notice    at    issuance    ti  a  va  H  at  1  1  1  tcj    of    reg    guide, 
"Bafet\p-Relat«d    Permnnent    BeuiateviUfl    Sy«    for  Nucloar   Pauer 
PUiti.  " 

.  O./i.          Division    of   Enainoering    Standard*.       79/09/B4.       2pp. 


—  7910360350  "For  Comment"  i«su8  of  proposed  rag  guide- 
Permanent  D«uaterlng  Sijs  for  Nuclear  Pouier  Plants.  " 
»  OPfica  of  Btandords  Development.  79/07/3O.  Ihf 


"Safety-Related 


'7c?10a&034b  ComraflTiti    on    pro  puss  if    rag    guide,     "Qualification  T«it    for 
Cable    Penetration   Fire    Stop!    for   Use    in  Nuclear    Power 
Plants."    Too   msn\j    ltd*    e  it  l*t,  cau-si  na    t  remenif  au»    casts    to 
irtili.If   approvedireg    guide    thoultf    be    anlv    »td    necessary. 
SANCHEZ,  R.      Affiliation    UnlinouJn.       79/09/21.       flpp. 

7910260435  Comments    on    pro-paced    reg    guida:  concantrates    too   heavily    upon 
Slnfll*   Failure    CMtarion    17. 

,  M.  I.      Aff  llJatlcn   Unknown,       79/10/03.       lp. 


7910260439  Comments  on,  prapostd  Reg  Ouide  1.  123:  Footnote  a  to 
6  of  Section  C  kiotiliT  Incur  ilgnlfica-nt  cost  to  motfel  study. 
UMNINOER.fY  ComenonuiBal  th.  £di>on  Co..  79/10/01.  lp. 

7910B&0433   Recomm*nds    •••king    alactronlc    coupling    of    station 
jntUoralej  Uo  1    data    For    uia    hy    NftC, 
JABKE,  R.  T-      Office    of   Btatu   Programs.       79/10/0-9.       Bpp, 
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6  Forusrd,  co,,ent»  on  proposed  reg  guide:  attention  need  not 
giv.n  to  !jr0unlfin9  strap.  1  fluid  conduc  torn  inclusion  of 
firential  pressure  across  fire  stop  w/lou  pressure  on 

unnposed  side  Is  unrtasonable 

HAVNES.J  G   Southern  California  Edison  Co.   79/09/24.   5pp. 

^SS  I  -0  360433  CoBB.nti  or,  proposed  reg  guide;fJRC  should  not  discourage  US 
Of  audible  alarn  dosiaeters  in  medical  field.  Forwards 

Radiation  (Warenex  5,  E.posure  Radiation  u/Audible 
Monitors  • 

CRAY.J  E.   Mayo  Clinic  Rochester,  KM.   79/10/O1    4pp. 


."";!9  "eVlC"  "''"'""I  ""Ption  Is  ridlCU]ous. 
.J.W.   Georoia  Institute  of  Technology.   79/1O/D4.   lp. 


TILTGM.e.  J.   Affiliation  Unknown.   79/OQ/2a.   2pp. 


ST«HBA,HJ.   African  Society  for  Testing  !,  Materials. 


7910390147  Comments    un    proposed    Rog    Guide    1.  SB,  llovl  sion    l;lrajninn    * 
e»aminatlon    should    be    directly   related    to    specific 
discipline    or   activity    covered    bij    certification 

PAPERNO.H.  p     naORE.J.        Hroun    I.   Root    Corp.      (oubfi.     of    Halliburton 
Corp.  ).        QrtX-0106.        79/09/33.        3pp. 

7910290150  Comments   on   draft   Reg    Ouldo   0.  XX,     "Radiation   Protoc  t  1  nn 
Training    for   Light   Water    Cooled   Nuclear   Poujar   Plant 
Personnel."    Eiantinations    should    bo    part    of    annual 
requalif  icatian    of   radiation    protection   uioriiers 
VARGD,  0.  J,       Affiliation   Unknown.       79/09/1  0.       3pp. 

7910290159  Comments    on    draft   Heg    Guide    l.XX,     "flunl  I  f  ication    Tent    For 
Cable  Penetration   Fire    Btopn    for    USE    in   Nuclear   J'oupr 
Plants."   Suggests   morn    definitive   moanir-oo    for    tormn    ouch    an 
prototype,  type    test   &   rated    fire    barrior 
SCHQCK.H.       Affiliation   Unknown.       79/09/2a, 


of 


lp, 

7910390162  Comment,    on   proposed   Reg    Quida    l.XX.     "Ultrasonic    Tes 
Reactor   Vessel   Welds    During    Inservice   Eominatlon    "  »* 

Identification    of   relationship    for    crlteri.i   ro    design    of 
product  (<    testing   uould    improve   rule 
SCHOCK,H.        Affiliation    Unfcnoun,        79/OH/24.        lp. 

7910390165   Comments    on    revisions    to    J!o«    Guide    5   7    DflP    i-n,,,.i  „„,.       ..        .   , 
not  be    e«flmpt    from  search**.  6uggests%hat    regular    plant  """'"' 

employees   ...ho    do   not   need    escorts    be    given    »M.    ex^ption 
if   eiemption    is    at  all    justifiable 
DURSTEIN.S,        Wisconsin   Electric    Pouier    Co,        79/OB/Ifl.        3pp. 


79/10/01. 


;  r  ' 


Llght  Co 


.. 

TILTON.E.  J,   Affiliation  Unhnomn.   79/OQ/3B.   3p. 


LODMIS.J,  8.   Sargent  J,  Uundy,  inc.   79/00/17. 


3pp. 


7910290175   Comments    on    proposed    Ren    Oufdn     I     yy       inn  i 

^^E^^^^^^- 

DUCHHOL7.R.H.       General    Electric    Co.       HFN-H13-79,       79/OB/15,       3p. 


r«p« 

nclear.  «-««u.«»  tor  control  of  equipment 

Lif.  En"«''"P*-«".  Clinch  River  Breeder  Reactor  Plont. 


^OO-Jft  Counts   on  draft  Reg   Guid.    1    l-,i 

totijp*   t,,tinS   of   cable   penptrat^   J?          2Ulr'mentB    f 

clairifijd.  penetration   fire   stops   9hould 


WMI  TAKER,  M.  B.       S 


»«ih  Carolina  Electric  t,  Oas  Co.   79/09/S5. 


difficult   to  achieve.    n*I'(lropriate-  T"S    technique   is   very 
Wisconsin   EUctrie   Pouier   Co.       79/09/24.        lp. 


1OS9O137   Comnenti    on   prgpased   Rtn   fluirf 

implemented    indoctrination   t    trainin         s       i    '"<V^S'on    ';Pr°P6rly 

_EIRf  ER.J.K.      Affiliation  Un^o'n""1?^/^        ,.. 


79/09/25.       2Pp. 


appiiaction 


{subs.     of   EnBerch    Corp,  ». 


.ion    through    other   vhu 

rSVel"B   &   oth"  ««« 

.  H.       Aff  1  1  utlon   Unfcnoun.       79/00/23. 


.    JHi45:a.thoufln    directed    to 
ld    ll0   mado    of 


7910290230   Comment 


79/08/16. 
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791O300479  Responds  to  790931  request  re  accident  monitoring 
Instrumentation  rag  guide. Design  basis  events  cannot  occur 
on  frequency  of  once  per  annum, 

LAINAB.G,  Plant    Systems    Branch     (Pro    791O30),        3306.        79/10/12 

Hpp. 


791O12O263   7910100363 

Evaluation    of    radiation    streaming.  Monthly    progress    rapt    as 
of    790915. 

COHEN, M.D.        Mathematical    App  1  ications,  Inc.        FIN    B-6206. 
NRC-04-79-179.        79/08/33,        17pp. 


7910310061    Comments    on    proposed    Reg    Guide    1.145: guide    is    difficult    to 
follow. Confusion   could    be    avoided    by    addressing    stops    in 
more   sequential    manner. 
SULLIVAN.  T.  J.        Consumers    Power    Co.        79/1O/Q3.        Ip. 

7910310100   Comments    on    proposed    rog    guide,     "Qualification    Teat    for 
Cable  Penetration   Fire   Stops    for   Use    in   Nuclear   Pouer 
Plants,"   Powsr    Engineering    Society    suggests   word    changes    in 
Paragraph!    2  d   6    to    prevent    unnecessary    testing. 

FITZPATR1CK,  A.  .     BOETTQER,  J.  T.       Power   Engineering    Snclety        79/Q9/2B 
2pp. 

7910310104   Forwards   M  Bhoss    comments    to    Senator  Eaoloton    on   proposed 
rag    guide.     "Relaxation    of   Licensing    for    Use    of   Nuclear   Matl 
by    Card  iolog lets. " 
EAOLETON,  T.  F.        Senate,        79/08/30.        2pp. 

7910310110  Comments    on    proponed   Reg   Guide    i. 72i Revision   B:  suggests 
changes    in   uordino,    in   refs    to   ASTM  D-S992  re    allowable 
design   stress    for    reinforced    thormosetting    resin    piping    ti 
In    definition    of    pipe    failure. 
WANNINOERi  A.       Commonwealth    Edison   Co.       79/10/01,       2pp. 

7910310210  Forwards    comments   on   proposed    revision    to   [leg    Guide    1,50, 
Ravlsion    1. Paragraph   C.  6  appears    redundant    to   existing 
requirements   &    should    be    entirely    deleted. 
DAILiL.  C,        Duke    Pouier    Co,        79/09/17.        2pp. 

791Q310213   Comments    on    proposed    Reg    Quidu    B. B, Revision    4: through    guide, 
practicable    Is    used    synonomous  ly    ui/pract  ica  1.  Meanings   arc 
different  &   guide    should    be   reviewed    to   assure    tliat    proper 
uord    IB    used. 
HANNINQER.A.       Commonwealth   Edison  Co,       79/10/01.       Spp, 

7910310439  Comments    on    proposed   Ron   Quido   3.  XX,     "Use   of  fiadioifiotopi? 
in    Nuclear   Cardiology."    Medical    isotope    committee    suggests 
broad    training    in   nuclear   medicine    is    necessary    for 
practice    of    nuclear    cardiology. Eiperlence    is   not    enough, 
VEATCH.fi.  I.       Hlndham  Community    Memorial.       79/OB/23,       Ip. 

7910310441    Comments    on   proposed    Reg    Guldo    B.  23:  guide    does   not    prnperly 
deal    w/m»jor    programs    at    larger    medical    institutions  ui/staff 
capable    of    eiorcising    professional    judgment   re    radiation 
safety    surveys. 
PARKER,  P.  D.  ,     HDLEMAN,  O.  R.        Yale    Univ.        79/09/04.        4pp. 

7«?1Q3IQ'14S  Comments    on    proposed   Rep,   Ouido    1.  SB,  Revision    1;  endorses 
guide    If  radiation   exposure    to    test   &    insp    personnel    can 
lie    reduced    to   min   by    either    training    of    personnel    or    by 
test/insp    teams    accompanied    by    plant    health    physics    teams. 
HCAVPY.J.F.       Ohio.    State    of.       79/09/27.       3pp. 

7910310449  Comments    on   proposed    Reg    Ouido    1, 145:  models   recommended 
more    closely    approximate    lateral    plume   dispersion    in 
vicinity    of    bldgs    under   neutral    Si   stablo    atmospheric 
conditions    than   models    previously    recommended, 
JACOBS, S.D.       Btona   d  Webster    Engineering   Corp.       79/09/19.       3pp. 


RESEARCH   AND   TECHNICAL   ASSISTANCE   REPORTS 


7910O104B3  NUREG/TM-0337 

"Bundle    B-H  Test    Data   Multirod    Durst   Tost   Program."    Interim 
rep  t, 

CHAPMAN,  n.H,  ,    HOBBON.D.O.,    CROWLEV.  J.  L.       Oak   Ridge   National 
Laboratory.       FIN   0-0120.       79/09/01.       161pp. 


7910170479    "Investigation    of    Post-Critical    Heat   Flux    Heat    Transfer    fov 
Water  Coaled   Reactor   Application  &  Development   of  Two-Phase 
Flouj    Instrumentation.  " 

CHEN.J.C..     BUNBARAM.fi.  K.  ,     LONDON.E.J.       LehiohUniv.       NRC  -04-74-1  SO, 
79/06/30.        22pp. 

79101704B7    "Stress   Corrosion  Crackinjj   of  PUR   Steam  Generator  Tubing." 
VAN   FfDQVENiD.       Brookhaven   National    Laboratory.        FIN   A-33QB. 
79/09/13.        7pp. 

7910170495    "RAMQNA   (,    IRT   Coda    Implementation   &   Mods    TRAC-P1A 
Assessment,"   monthly    highlights   for   Aug    1979. 

LEVINE,  M,  M.  .     JDNES.  0,  C,       Droofchaven   National    Laboratory.       FIN   A-  3014. 
79/09/31,        0pp. 

791O170SQ3   "LWR  Thermal    Hydraulic    Development  Program,"    monthly 
highlights    for  Aug    1979. 

JDNES.O.  C,       Brookhavcn  National   Laboratory.      F1W  A-3Q45.       79/OB/31, 
1pp. 

7710170509   "Thermal   Hydraulic   LHFDR  Safety   Experiments.  "    monthly 
highlights    for  Aug    1979. 
JDNES-O.  C.        Brookhaven   National    Laboratory.       F1M   A  -3034.        79/OB/31. 


7910170517   "BBC  Code  Development  !.  Validation,"   project    highlights 
for   Aug    1979, 

AORAWAL,  A-  K.  ,    GUPPV,  J.  Q.      Brookhaven  National   Laboratory.      FIN 
A-3O15-B.        79/09/13.        6pp. 

7910170544    "Fire   Protection    in   Operating    Nuclear    Power    Stations," 
safety    evaluation   review  for   Aug    1979. 

HALLiR.E,  ,     M/1CDQUQALL,  E.  A.        Drookhaven   National    Laboratory.       FIN 
A-3107.        79/OB/aa,        4pp. 

7910170547    "Aerosol    Measurements  &  Modeling    for  Faat  Reactor  Safety," 
monthly    progress    rapt    for   Aug    1979, 

OIEBEKE.J.A.       Battelle   Memorial     Institute,     Coluinbus   Laboratories. 
NRC-04-7fi-a93-07.        79/09/30.        3pp. 

7910170557    "Heavy-Sect  ion  Stool    Technology    Program.  " 

ATLUHI.S.N.       Oak   Ridge  National    Laboratory.      FIN   B-O119. 
ORNL/FTR-6B5,       79/09/03.        Bpp. 

7910170566   "Forecasting    Electricity   Demand    by   Btatas    in   US  on  Annual 
Oasis."    progress   rept    for  Aug    1979. 

CHERN,  U.S.       Dak   Ridge   National    Laboratory.      FIN  0-0190-3. 
OflNL/ED/EAB-79/.        79/09/10,        7pp. 

79101B0001    "Advanced   Reactor  Safety   Analysis   Technical    Assistance, 
Reactor   Projects,"   monthly    highlights    for  Aug    1979. 
BARI.R,  A.       Brookhaven  National   Laboratory.      FIN  A-3000.       79/09/10. 
5pp. 

79101B0002   "Division   of  Reactor   Safely   Research   -  ORNL  Programs," 
monthly    highlights    fov   Aug    1979, 
MYNATT,  F.  R.       Oak   Ridge  National   Laboratory.      79/09/06.       34pp. 


7910180003   "Cods  Assessment  fe  Applications   Program.  " 

DAVIB,  C.  B.        EO   6   0,     Inc.        CAAP-TR-035.        79/09/30,        46pp. 


79101B0004    "Code  Assessment  !<  Application   Program,"    preliminary 
assessmont  rept. 
OODEN,  D.  M.       EO  S.  G,     Inc.       CAAP-TR-037.       79/09/30.       64pp. 


7910020296   "WatHr   Reactor   Safety    Research    Hnat   Transfer  Highlights.1 
monthly    Interim   rent    for   May    1979. 

LEUNO,  J.  C,  M.  ,    HENRY.H.E.       Argonne  National    Laboratory,       79/05/31. 
28pp. 

7910020320   "BUR   Dloudown/Emergency    Core   Cooling   Prooram, "    monthly 
interim   rapt    for   May    1979. 

BURNETTEi  0,  W.       Oenoral   Electric    Co.,    Nuclear  Energy    Products  Div. 
LEE.L.  8.       General    Electric    Co.       FIN  B-3014.       NRC-04-76-S1S. 
79/05/31.       10pp. 

7910020940  R1L-B9 

Roseareh    Info  Ltr  38  discussing    veiults    of   compartsion   of 
simulation  models  used    in   assessing    affects    of   power    plant- 
Induced   mortalltij  on    fish    populations    discussed    In 
NUREO/CR-0474: 
LGVINE,E.       Office  of   Nuclear   Regulatory    Research.       79/OB/29.       6pp. 


7910190003   "Code  Assessment  !<  Application  Proaram.  "    preliminary 
assessment   rept. 
ROB9.E.E.        EG   &   G.     Inc.       CAAP-TR-056,        79/09/30,        43pp. 

7910180007   "Investigation   of  Post-Critical   Heat  Flu*  Heat   Transfer    for 
Mater-Cooled   Reactor   Application  &  Development    of  Tuo-rhase 
Flow    Instrumentation."   monthly    progress   rept    for   Aug    1979. 
CHEN.J.C..    SUNDARAM,  R.K.  .    MI  JHAHAN.  B.      LehighUniv.      FIH  A-4099. 
NRC-Ofl-74-180.      79/09/14.       3pp. 

7710390037    "Reactor  Safety   Research   Data  Repository    (RSFlDRt   t  NRC 
Technical    Bata  Mgt  Ctr    (TBMC)    Ii  Radiation   Shielding    Info 
Ctr    (RBIC)i"    foreign   trio   rent, 

MA9KEWITZ,  B.  F.      Oak   Ridge  National   Laboratory.       FIN  B-C402. 
ORNL/FTfi-691.       79/09/19.       61pp. 
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791037003?   "Forecasting    Electricity    Demand    by    Status    in    US    on    Annual 
GaufBi"    progress    rapt    for    Sept    1979. 

CHERN.U.S.        Oak    Ridge   National    Laboratory.       FIN   B-0190-8. 
DRNL/ED/EftS-79.        77/10/03.        10pp. 


791031Q043    "Methods    tn    ABBOSB     Impacts    on    Hiiiloon    Rlvur    fitrlpoil    Ilnnn, 
quarterly    progress   rop  t,  Apr-Juno    I'??1?. 
OAHNTHOU5E,  L.  W.        Oak    Ridge    National    Laboratory. 
79/06/30.        3pp, 


7910390043    "Environ   Statements    Project,"    monthly    progress    rept    for 
Aug    197?, 

*      Dah    Ridge   National    Laboratory.        FIN   B-0001.        OF)NL/ED/E1S-1Q5. 
79/OB/31.        16pi>. 


7910310509    "Accldoot-lnducod    Fluu    t.   Matl    Transport     li\    NiKldur 
Facilities,"     Informal    monthly    progrono    ropt    for    Atiu     \<>'f't. 
GREGDRYi  W.  3.  ,    MARTIN,  B,  A.       Loo   Alamos    Scientific    Laboratory. 
A-7039.        79/09/S7.        3pp, 


79102900U   "Div   of  Reactor   Safety   Research   OIJNL  Programs,"   monthly 
highlight    rept    for   Sept    1979. 
MVNATT.F.R.       Oak    Ridge    National    Laboratory.        5TAT-791003.        79/10/05, 


7*?!O290QiO    "BUR    Ref  Ill-Reflood    Program,"    monthly    progress    rept    For 
Sept     1979, 

BURNETTE,  G,  U.        Dal    Ridge   National    Laboratory.        FIN   B-5B77. 
NRC-Q4-79-1B4.       79/09/30.        30pp. 

7910300300   "Recommendations    to  NRC    for   Safety  Evaluation   Rept    of 
Drowns    Ferry    Nuclear   Plant   Units    1    ti   S    Inservice    Testing 
Program,"    informal    rept    for   Jiil    1977. 

LETTIERI.V.  ,     RESTIVQ.  T.  ,     HALL,  R.  E.        Drookhaven   National    Laboratory. 
FIN   A-3117.       BNL-NUREG-26&17.        79/07/31.        SBpp. 

791O300312    "LQCA   Test   SeriBH:Teat   LQC-5   Eiperimont   Predictions." 
interim  pept   for  Sapt    1979. 

WATERMftN,  M.E.  ,    VACKLE,  T,  R.       Idaho   National    Engineering   Laboratory. 
FIN   A-4041.       TFHP-TR-33S.        79/09/30.        60pp. 

7910300451    "Bi«-Bi>am   Test    for   Gamma    Densi  tometer.  "   LOFT    technical    ropt 
for  Aug    1979. 

CODD.R.R.        Idaho   National    Englnoering    Laboratory.       FIN   A-6040.        LTR 
111-1S2.       79/QB/31,        34pp. 

7910300434    "Air-Water  Tasting    of   Full    Flow  Perforated   Drag   Plate 
(Beveled-Small   Hole)    for   Mass   Flow  Rate  Measurements,"    data 
ropt    for  Jul    1979. 

ANDERSON,  J.t.        Idaho   National    Engineering    Laboratory,        FIN   A-6030. 
SEMI-TR-009.        79/07/31.        93pp, 

7910300437   "LOFT  Monthly   Progress  Report    for   Jul    1979,  " 

MOHR,  D.       Idaho  National    Engineering  Laboratory.      FIN  A-6010. 
79/07/31.        69pp. 

7910300468   "Investigation   of  Post-Critical   Heat   Flux   Heat   Transfer    fnr 
Matar-Cooled  Reactor   Application  {<  Development   of  Tun-Phase 
Flou    Instrumentation,  "   monthly    progress   rept    For   Sept    1979, 
CHEN.J.C,,     BUNDARAM.R.K.  ,     NIJHAWAN.B,        LehlghUnlv,        FIN   A-40SS, 
NHC-04-74-180.        79/10/04.        3pp. 

7910300470   "HHR   Gloudoiiin  Program,"  monthly   progrHts   rept    for   Sept    1979. 
aURNETTE.O.  W.      General    Electric   Co.,    Nuclear  Energy   Products   Dtv, 
FIN   B-3014.        NRC-01-76-21S.        79/09/30.        3pp. 

7910300473   "Fled  dent  Engineer    in  Germany,  "    foreign   trip   ropt. 
canHIN.H.n.      Oak   Ridge   National   Laboratory.      FIN  n-QIIS-B. 
ORNL/FTR-723.        79/1O/05,        86pp. 

79103004B1    "Analusis   nf   Hypothetical    Accidents   Resulting    in   Core 
M»ltdoun."   monthly    progress  rept   fnr  Bept    1979, 

DENNINO,R.S.,    CYDULBKI8,  P.  ,    DAYDUTT,P,       Dattelle  MBmorial    Instituta, 
Columbus  Laboratories.      FIN  A-4067.       79/10/13.       7pp. 


llEvlEU   (!RP      NRC    RESEARCH   REVIEW   GRflUPB 


79100fl033B   ForuHrrts    "Uoe    of    Tima    Sorlos    Annlyttlu     In    Nucloar    llaoc  tor 
Safety   Applications," 
FARMER,  W.  B.         Division    of   llonctor   Jinfoty    llosenrch.       71/tW/SQ.       ;jup. 

— 7910040564    "line    of    Ttmo    Series    Anolysin    In    Nuclunr    Ronctor    tlnfuty 
App  1  icatlons.  " 

ALDRECHT.R.  W.         Division    of    Reactor   Hnfoty   flouoai-ch.       79/OH/1V. 
19pp. 

7910140304   Notification    Of    79IOD3    mnetilifl    u/Qunl  i  PI  cat  1  an    Touting 
Evaluation  Jin  search    Rovleui  Group    in   IlBthesdo,  MD    to    dlucunn 
results   of   recent    dry    runs    cnnitucted    by    Santlia    in 
preparation    For   Coirimiso  1  on-d  iroc  tod    connactor    touts. 
DENNETTiO.L.  Division    of    Hoactor    Hufety    Rosonrch.        7V/10/01.        ;||)p. 

7910330146  Forwards    "Hudols    of    lloriiontal    filectricnl    Culilen   t<  Cable 
Trays  Exposed    to  Fire   Plume."    prepared    by    Applied    I'hualcs 
Lab, John   Hopkins   Unlv, 
FE1T.H.         Division    of   Reactor    Bafoty   Henunrcli.       79/10/11,       tlfepn. 


RULEMAKINO 


79tOOfl0917  Responds    to   790612   request    In   cloarflnca    rule    proceeding 
(BECV-79-319).  Faruiarili    iflscunslon    of   nlternaUvu   acconn 
clearflnco   progrnmt   tt   (Irofl    fuul    cycle    fucllity    clearance 
rule. 

BHAPAn.H.  K.       Office    of    the   (iiocutivo   Lenal    Director,       79/07/31 
29pp. 

7910160101   JleqilestD    that   NRC    supplemont    790727   order   re    ami>i)d    of 
10CFR13I    to    Include    dlscumlon    of    uncertain! les    liilmrunt    in 
numeric    catculntlatis    in   nnrrntlve   t<    to   flddrnu*    Insuus    in 
individual    licensing    proceedings, 
LINKER. H.       Nnlurnl    Resources    Defonsu   Council.       79/011/^7.       flpp. 


SECY 


PDBIT1CIN   PAPEREi    BEFtmU    THE   CdHMlOUION 


7910010286  Notifies    that   NUC    deems    responso    to    iipnllc*nt    riquvit    Pur 
summary    disposition   unnecessary.  Mi  1 1    rospond    to   motinn    for 
clianflB    In   discovery    schedule    por    ASLD   790331    order   ulUiln 
period    allowed    by    NRC    rules    of   practlcn. 
MCOURnEN.M.  J.  Dranch    1.       79/00/00.        Ip. 

7910020223  Transcript    of  AfPlrmnthin   Du union   79-83    on    790903    In 
Washington, DC   ro    BECY-79-4fM>   on    renppointniDnt    of    ACRtl  member 
d  fiECY-79-301,  on   npproval    of    nmployment   per   flection    113b    Pp 
1-4. 
HENDRIE,  J,M.  ,     BRADFORD,  P.  A,  ,     AHEARNE,  J,  P,       Commission.       79/09/09. 


7910300184   "Fission  Product   Transport   Analysis,"   monthly    progress   rept 
fo-r    Aug    1979. 

OIESEKE.J.A       Dattelle  Memorial    Institute,    Columbus  Laboratories. 
NRC-Q4-76-a93-Oa.       79/10/1O.       3pp. 

7910300346  "Safeguards  Analysis    for   Byproduct  Matls  &  Small    Quantities 
of    BNMi  "  monthly   progress   rept    for  Aug    1979. 
CHESTER, R. Q,  ,    KANAK.K.K.,    HALFORD.  D.  K.      Oak    Ridge  National 
Laboratory.       FIN  B-&IOS.      CRNL/HASRtl-aO.      79/09/ie.      6pp. 

7910300S62   "Bemiscale  Program, App   SB: Eiper imental    Dporatino   Spec   Toils 
B-SB-2  Through   B-SB-3, Semiscale  Mod-3  Small    Break   Test 
SBT-ies.  " 

aLBON.O.J.       Idaho  National    Engineering  Laboratory.      FIN  A-603Q 
SEhI-TR-011.       79/00/31.        53pp. 

7910310004   "Methods   to  Assess    Impact    on  Hue-eon  River  White   Perch," 
quarterly   progress  rept,  Apr-June    1979. 

VAN  HINKLE.W.,    BAWTHOU9E,  L.  W.      Oak   Ridge  National   Laboratory.       FIN 
H-0423.      79/06/30.       4pp. 


7910020233  Transcript    of   Affirmation   Session   79-20   on   79090(1    in 
Washington, DC   re   8ECY-79-4BA   nn   reappolntment    of   ACHH  memlior 
k  EECV-79-SOli  on   approval    of    omployment    per   Bectiiin    14Sb,  T'p 
1-4. 

HENDRIE.  J.  M,  ,    BRADFORD,  P.  rt, 
Spp, 


AHEAHNK,  J,  F.       Cominl  »«  1  on.       7V/09VOS. 


7910020311    Transcript   of   790913   public    mBetilnn.    in   UithitiniDti,  DC    ro 
8ECY-79-33QE  t,  BECV-79-30F,  on   re^ulremontB   !<   guidance    to 
licensees    for    qunl  if  ication   of   reactor    operators,  pp    1-f.fl 
GILINBKV.V,       CommtBSion.       ENOELHARDT,  T.  F.       QfCice    of    the   Emcutivo 
79/09  DiroctrQri       CABE.E.O.       Offlcfi    of  Nuclonv   Reactor   HwgulHfetan, 

7910020341    Transcript   of   790913   public    mnetlnn    in   WasliinntDn,  DC    ru 
8ECV-79-3ME  fc  8ECY-79-30F,  on   roqulmmont 9   h   guidance    to 
llennsBes    for    qualification   of    reactor   operators   I'p    1-6S 
OILINBHYiV.       Commission.       ENQELHARDT,  T.  F.       QITlce    of    tht    Eiecutlvn 
79/09/1 3r8Cfi°r'       CAeG'E'°'       0"ico    °r   Nuclear   Raactor    R«oulation. 


7910P10005  "FLECHT-SEA8ET  Prog ram, "  monthly  status  rept  for  Aug  1977. 
MAHSIE.H.U.  WoatinphQUiB  Electric  Corp.  NHC-04-77-ia7.  79/09/30 
9pp. 
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-- 79100202S4  SECY-79-330E 

Summarires  results  of  review  af  operator  licensing  program  & 

presents  rocommandat lone  for  consideration. Review  of 

operator  licencing  program  rept  &  Operator  Licensing 

Branch  manpower  requirements  end. 

DENTON-H.R.   Office  of  Nuclear  Reactor  Regulation.   79/07/30. 

71PP- 

—7910020379  SECY-79-330E 

Supplements  SECY-79-330E  re  recommendations  to  improve 

operator  licensing  program  in  response  to  SJ  Chilk  790430 

request  ta  LV  Qassick.  Implementation  &  rulemaking  decisions 

for  all  recommendations  discussed. 

DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation.   79/09/11. 

23pp. 

—7910020279  SECY-79-330E 

Bupploments  8ECY-79-330E  re  recommendations  to  improva 

operator  licensing  program  in  response  to  SJ  Chilk  790fl30 

request  ta  LV  Gossic k.  Imp  lamentation  &  rulemaking  decisions 

for  all  recommendations  discussed. 

DENTDN.H.fi.   Office  of  Nuclear  Reactor  Regulation.   79/09/11, 

23pp. 

7910020503  Transcript    of   public    meeting    in  Washington. DC  TO 

SECY-79-499, Task    Force  Rapt    on   Emergency  Planning. Pp    1-77. 

KENDR1E,  J.  M.  .    QILINSKY,  V,  .     BRADFORD,  P.  A.  Commission.       79/09/13, 
7Bpp. 

— 7910020539    6ECY-79-499 

Summarizes    status    of   recommendations    of   Task    Force    on 

Emergency   Planning.Propoa.es   NRC    consider   recommendations 

as    soon    as    possible.  Page    2.  revised    on    790904    &    issued    far 

consideration    in   rulemafclng. encl. 

GDSSICK.L.V.       Office    of    the   Executive    Director    for   Operations, 

79/09/10.       27pp. 

— 7910020949   Final    rept    of   Task   Force    on   Emergency    Planning.  Li  at    of 
members,  description  fc   critique   of   NRC    current    emergency 
preparodnass    process, comprehensive   action    plan   b   draft 
proposed    amends    to    10CFR30   encl. 

CARTERiT.F.         Division    of   Fuel    Cycle   fc  Material    Safety.       77/09/09. 
23pp. 

— 7910020999    "NRC   Action  Plan    for   Emergency   Preparedness,  " 

DURST, J,          Division    of   Safeguards,    Fuel    Cycle   &  Environmental 
Research.       79/OB/OB.        15pp. 

— 7910020364    "Ofe    of   Nuclear   Reactor   Regulation  Action   Plan." 

CRIMES, B.H.         Assistant   Director    for   Systems   Engineering    <Pre 
791030).       79/00/03.       Spp. 

— 7910020381    "NMSB  Action   Plan    for   Emergency   Preparedness." 

FISHER,  F.  .    KLIQFIELD,  0.  ,    LOMAX.  F.  Technology   Assessment   Branch. 

79/08/09.        21pp. 

—7910080992    "IE  Emergency   Planning    Action  Plan." 

THOMPSON,  D.  ,    SNIEZEK.J.  ,    HEGNER,  J.       Office    of    Inspection   & 
Enforcement.    Office    of    the    Director.       79/08/03.       17pp. 

— 7910030596    "Dfc    of   State   Programs   Emergency    Planning    Action   Plan." 
COLUINS.H.  E.  i     BANDERB.M.       Office    of   State   Programs.       79/OB/06. 
20pp. 

— 791002Q61B    "Ofc    of   Btds   Development   Emergency   Planning   Action  Plan.  " 
CQMELLA,  P.,    JAMQQCHIANiM.  T.  Site   Designation   Standards    Branch. a 

79/OB/OB.       7pp, 

— 7910020609    "Executive   Director    for  Operations  Task   Force   on   Emergency 
Planning! NRG   Briefing   Agenda." 
*      Office    of    the  Executive   Director    for  Operations.       79/09/13.       Ip. 

7910020679   BECY-78-277 

Forwards   State   Dept   7B0309   draft    Hr    to   Congress   re 

* i ten* ion    of   60-day   action   requirement    to    export    license 

applications. Lilt    of   affected   applications    end. 

BHEA.J.R.       Office    of    International    Programs.       7B/QS/SS.       SOpp. 


791009059B   SECY-7B-291 

Informs   Commmission   of    exemption    Prom    10CFR110,  43  written 
assurance    requirement   for    import/export    license    applications 
received    prior    to   790B19. 
BHEA.J.R.       Office    of    International    Programs.        7O/O6/01.        4pp. 

7910090020   BECY-79-190 

Butnmarlies  State   Dept   response   to   NRC   79020B   Itr.  No  noed    tn 
revise    interagoncy    procedures    established   790609.  No 
objection   to   establishment    of   N/JC   procedures    for    review   nf 
Executive  Branch    export   cases   w/mai    review   periods. 
BHEA.J.R,      Office    of    International   Programs,       79/03/16.       Ip. 

— 7910090027  Responds   to   NRC   79020B   1  tr.  Comments   an    existing    in  torag-ency 
&   proposed   NRC   procedures   re  NRC  review  of  Executive   Branch 
nuclear    export   activities   requiring   NRC   consultation. 
PICKERING.  T.  R.       State,  Dept.  of.       79/02/27.      2pp. 

— 7910090030  Discusses   NRC    internal    procedures    for    reviewing   export/ 
Import    license   applications    forwarded   7901 10.  Dlscusoes    need 
to   eitend   revieiu   periods    for   proposed'   activities 
Involving    significant   policy    issues. 
Q0881CK.  L.  V.        Commission.        79/02/OB.       3pp. 

7910090034   SEC Y- 79- IBB 

Tranimlts    final    rept   of   Task   Force   on  NRC   Safeguards   Policy. 
Solicits    approval    to    Implement   contained    recommendations    re 
safeguards  adequacy   b  specs   &  revisions    ta    10CFR    73. 
QdSBICKiL.  V.      Office   af    the   Executive   Director    For  Operations. 
79/03/16.       5pp. 

— 7910090039  Notifies    of    establishment   of  Task   Force   on   Safeguards  Policy 
ta    develop   recommendations    re   definition  &  methods    For 
safeguards   adequacy. meaning   of   terms,  levels   of    design, 
threats   needing    safeguards  b  need    for   revision    af   rulai. 
QD6BICK,  L.  V.       Office    of    the   Executive   Director    for    Operations. 
79/01/26.       Spp. 

— 7910090045  Forwards    "Final    ReptiTasV   Force    on  NRC    BaPaouards  Pollctj." 
BURNETT,  R.  F.         Division   of  Safeguards.       79/03/13,       Spp. 

— 791009004B   "Final    ReptiTask    Force   on  NRC   Safeguards  Policy." 

BURNETT.  R.  F.         Division   of  Safeguards.       MILLER.  J.  R.         Assistant: 
Director    for  Site  (.  Safeguards    (Pro  791O30).       HOWARD,  E.M, 
Division   of  Safeguards    Inspections.       79/03/12.       23pp. 

79100900S1   SECY-7B-373 

Summarlies    status    of   eiports   under  NRC   review   prior    ta 
780307  which   remain   pending   &  Elecutlve   Branch    export 
analyses    received   7B0309-1B. 
SHEA,  J.  R.       Office    of    International   Program!*.      78/05/33.       Hop. 

7910090208   3ECY-79-504 

poruiards    li cense   application    from  Transnuclear,  Inc    to    export 
900    kg   U.  enriched    to   B.  107.  U-239.  to  Franc  a,  Requnats    Infa    ra 
presently-Identifiable    Issues    to   be    included    in   analysis. 
5KEA.J.R.      Office   of    International   Programo.      77/OB/E4.       Ip. 

7910100469  Correction  notice   re.  SECY-79-S1BC.    "Approval   of  Proposed 
License    to  Eiport  High-Enriched   U   to  West  Germany. "   Changes 
second   paragraph    of  Page  2. 
*      Office   of    the   Secretary    of   the  Commlsilon.      79/09/lfi.        ip. 

7910160331    Transcript   of   Affirmation  Session   79-H9   on  79100")    in 
Uaahlngton.DC.  Pp    1-17. 
HENDRIE,  J.  M.       Commission.       79/10/04.       17Pp. 

—7910i60SB3  SECY-79-479 

Recommends    changes    to    1QCFH71, requiring    shipment*   of 
radioactive  matl    be    in  accordance  ui/DOT  regulation*. 
Revisions    to    10CFR71    d   statement   of   conilderatlonl    and, 
D1RCKS.H.J.       Office   of  Nuclear  Material    Safety;   k  3aF. guards. 
79/OB/10.       13pp. 

7910190477  Transcript   of   Affirmation  Session  79-3B    on  790927    in 
Washington!  DC.  Pp    1-2. 
QIUNSKY.V.      Commission.      79/09/27,      4pp. 


7910080174  Foruards   atpandad    charter   !•  schedule   of   activities    for    Task 
Fore*    on  Operational    Data  Analysis    b  Evaluation. 
QOSBICKiL.  V.       Dffica   of    the    Exacutiva  Dlractor    for  Operations. 
79/OS/04.       4pp. 


7910190484  BGCY-79-46a 

Summariiea   proposed   change!   In   lOCFRH  d  30  re  roqtiirail 

antitrust    Info.  Recommends   approval   of    final   rule, 

DENTON.H.R.      Office   of   Nuclear  Reactor   Regulation.      79/OBY02. 


BOpp. 


7910030293  8ECY-79-QQ4 

Notifies    of   proposal    to    omit    from  PDR   all    import/export 
licensing    memoranda    to    filei   u/*icap tldn   of    thole   re 
sensitive   matl*. Practice    unnecessary    due    to   neu  guldillnes 
placing   all   non-iensitlvo   llcentlng  matls   in.  PDR. 
BHEA!J.R,      Offie*  of   International   Programs.      7B/12/27.      Spp. 


7910190494  Transcript  of  790927  public  meeting   in  Washingtoni DC   ru 
SECY-79-397  li  of   proceeding    to   aisess  Cnnwii*»lon    confidence 
in   safe   disposal    of   nuclear   uastas.Pp    1-64. 
OILINBKYiV.      Commission.      79/09/27.      68pp. 
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7910190307   SECV-79-397A 

Submits   proposed    procedures   called    for    by    State   of   UN   va    NRC 

re   Commission  confidence    In  waste   disposal   methods. 

Recommends  us*   of   hybrid    hearing    procedures  as   outlined    In 

draft   FR   notice    attached. 

BICKUIT.L.       Office    of     the   General    Counsel,        BHAPAR,  H.  K.       Office    of 

the   Eieculive   Legal    Director.       79/09/25.       23pp. 

791022040i   EECY-79-577 

Notifies  NRC  of   pending   7 9092 a  eipart  application. Foruards 
eiecutive   reiponse   on   application  &  "Concise  Environ  Rapt,  " 
SHEA.J.R.      Office  of    International   Programs.      79/10/02,       Ip. 

— 79)0220409  Forwards  revised    eiecutivB  branch  analysis  re    license 
application   Far    eiport    of    pressurised    uater   NS5S 
supply    sys    to    Philippines. Recommends    issuance    of   eipnrt 
license. MC  Belisario   770311    Itr   gncl. 

N05ENZO.  L.  V.        State.  Dept.  of,     Bureau   of   Oceans   t    Internatl.  Environ. 
!.  Scientific   Affairs.       79/10/01,       17pp. 


— 7910220412   "Concise  Environ  Revieu. 
»      Commission.        79/Q9/30.       41pp. 


7910210357   EECY-79-351 

Discusses   NRC   revleui  of   proposed    issuance   of    license    to 
Nuclear  Metals,  Inc    for    e>port    of    100,000   kg    depleted   U. 
as   derbies    or    billetsito  West   Qermanu.  Forwards    license 
&  770820  application. 
SHEA,  J.  R.      Office   of    International    Pragramfl.       79/0'?/2i. 


3pp. 


791  0360430  Accepts,  u/reser  vat  ions,  proposed    license    far   West  inflhousa    to 
eiport    105.730   kg   U,  enriched    to   3,  5X  U-239.  to   South    Korea. 
CHILKiS.J.        Office    of    the    Secretary    of    the    Commission.        79/10/15, 


791  0260430  Accepts,  u/resarvat  Ions,  proposed    license    for   HeBtinghouse    to 
eiport    105,730    kg    U,  enrichnd     to    3.5V.   U-333,  to    South    Korea. 
CHILK.S.  J.      Office    uf    the    Secretary    of   the   Commission.       79/10/13. 
lp. 

7910390142  BECY-79-342H 

Recommends    approval    of   application   by    Marubeni    America   Corp 

for    license    to   eipart  £20   kg    U,  enriched    to    12.  IQV.   U-S39,  tn 

Japan. 

8HEA.J.R.      Office   of    International    Programs.       79/1O/01.       4pp. 


7910220419   SECV-79-71D 

Discusses    review   of    proposed    license    for   Nissho-Iuai 
American  Corp   to-  eiport    15.073  tgs  U,  enriched    to   l.SSV. 
U-335i  to  Japan.  Forward j    application   for   eiport    license, N 
Tsuji    7B1229    Itr    tc   LV   Nosenio   790730    Itr. 
SHEA.J.R.      Office  of   International   Programs.      79/09/2S.      3pp. 

— 7910330432   License    for    Missho-Iwai    American   Corp    to    eiport    15.  07S    kg& 
U,  enriched    to    1.  52X    U-H35,  to   Japan. 

»        Assistant    Director    for   Eiport/Import  &   International 
Safeguards.       79/09/25.       3pp. 

7910220429   SECV-79-200A 

Forwards  Eiecutive   Branch    response  on   pending   790919 

eiport   application. 

SHEA.J.R.      Office  of   International   Programs.      79/09/37.       lp. 


—7910290143  Draft    license    for   Marubeni    America   Corp    to    export   (bHO    kg 
U,  enriched    to    13.  IQV.    U-333,  to    Japan. 

PETERSON, M.R.         Assistant   Director    for   Export/Import   i. 
International    Safeguards.        3H-0102.        79/10/04,        Ip. 

7910300076  Responds    to  FOIA   request    for    info   re    nucloar    oiports    to 
Braiil. Forwards    documents.  Certain   documents    ontirolu 
withheld    Iraf   FOIA  Eiemption   3)    &  others    partially 
withheld    (ref  FOIA  Eiemption    1). 
FELTON,  J.  M.  Division   of   Rules    and   Records,       77/10/22.       4pp, 

7910300076   Responds    to   FOIA    request    for    info    re    nuclear    eiportii    to 
Brail).  Forwards    documents.  Certain   documents    entirely 
withheld    {ref  FOIA  Eiemption   5)    &   others    partially 
withheld    (ref  FOIA  Eisraption    1). 
FELTON,  J.  M.  Division   of   Rules    and   Records.       77/10/B3.       1pp. 


79103H0433   BECY-79-5S5 

Notifies   NRC   of    receipt    of    license    applications   uiarrantino 
immediate   NRC   action.  Forwards    application    for    ««port 
licenses  b  end   use    statement. 
SHEAi  J.  R       Office   of    International    Programs.      79/09/29.      2pp. 

—  7910220439   Application    by   Edloui    Intl    Co.  representing   Comision   Nacional 

de  Energia  Atamica.  f  or    license    to   export  U-3Qa   to 

Argentina. 

HARMON.  D,  U.       Edloui   International    Co,       79/09/05.       2pp. 

—  7910330443  Application    by   EiUou  Intl   Co,  representing  Comision  Nacional 

de   Energia   Atomica,  for    license    to   eiport   U   as   U 

heiaf  luoride   to  Peru. 

HARMON,  D.  H.       Edlow   International    Co.       79/09/03.        lp. 

7910230002  Responds,    to   Commission   reouest    for    further    info   rs 
BECY-79-8B  concerning   raiuiTemants   of  U  Mill   Tailinos 
RaJiatiDn  Control    Act   op    197B,  Forwards    summaries   of   comments 
recBiveit   from  statesj  industry   b  Congress, 

SHAPAR.H.K,       Office    of    the   E«ecutive   Legal    Dir.ctor        79/03/07 
15pp. 

~~79=SS0224nFBrll"lri!s   aorBe"lent   *tat»*'  t,   industry   responses    to 
Sfet,v-79-B8  re    timing    ef   certain  requirements   of  0  Mill 
Tailings  Radiation  Control   Act   of   197B 
RYAN.R.G,      Office  of  State  Programs.      79/03/39,      SLyy. 

--7910230007  Comments   on  WRC   recommandat'lons  re   provisions   of  U  Mill 
Tail  ings   Radiation  Control   Act  of   197S.DU    tailings   should 
be    disposed   of   u/0  regard   for  neu  act,  since   delay   caused    by 
performing  EIS  would    be    health    haiarq.  ' 

AHDERBDN.M.L.       Ranchers    Exploration   fc   Development   Corp.        79/03/21 
•=PP- 


7910300076  Responds    to  FOIA   request    for    info   re    nuclear    oiportB    to 
Draill.  Forwards   aocuments.  Certain   documents    entirely 
withheld    (ref  FOIA  Eiemption   3)    t,   othnra    partiallg 
withheld    (ref    FOIA   Eiemption    1). 
FELTQNi  J.  M.  Division   of   fiules    and   flecords,       71/IO/SS.       4pp, 

~ 79103000B9  Finds    sufficient    legal    basis    for    issuing   Licensn    XBNM-O707 
to    eiport    loui   enriched   U    to   Brai  i  1,  ftl  though    Braiilian 
statement    is   amh Iguous,  Cammlasion    is    assured    thflt   motl    mill 
not  be   used    to   produce    eip losivos. Dlscussen    eiport    policy 
STQlDER,C.n.        Office    of    the    General    Counsel.        70/03/81.        10pp. 

—7910300094  Notifies    of   NF1C   acceptance   af   LV  Gossick    rDcqmnmndation 
that    license   bo    issued    for    eiport    of    Sl,BB9    kg    Uienrichoil    to 
3.  15X  U-239.  to   Dpaiil,  Submits   NRC    comments    ro    UBO    of   US 
nuclear  matl    &   equipment    for   nuclear    eiplosivp    purponon. 
CHILK.S.J,       Office   of    the   Secretary    of    the   Cummins  (an.       7B/Ob/ai, 
lp, 

--7910300104  Advises   of  NFIC    concurranco    in    prnposert    Itr   ro    Droulian 
exports,  to   be    dispatched    by   Director    of    Intl    Programs    to 
Dept  of  State,  subj    to   editorial    revision,  Bradford    700333 
response    sheet   encl. 

CHILK.S.J.       Office   of    the   Secretary    of    the   Commission 
3pp. 


70/04/17. 


-79lo3QQil2   SECV-77-iOi 

Summariies   NRC    review   of    proposed    issuance    of    license    for 
Westinghouae    to   eiport   51,009   kg   U,  enriched    to   3.13V.  U-23b, 
to   Graiil.  Recommends   closed   meeting    lu/Dept   of   Htate   as    goon 
as   possible. 
SHEA.J.  R.       Office    of    International    Programs.       77/13/OB.       1pp. 


mnZ"^  !7  ^CY-79-BB  re   tirtina   of   certain   rHquiremflnts   of  ' 
U  mil   Tailings  Radiation  Control   Act   of   1979 
BEWNETT.O.D.       Union   76   Hlx.r.l.    Ei.plDratK.n   Co.       79/03/30.       2PP. 


,,       D1"ua"«  Commissioner  cnncurrHnce  in  sinning  of 

NRC/Draiilian  arrangement  for  exchange  of  technical  info  t 

cooperation  in  RdD  of  stds.Also  concurs  u/NRC  luchoan  in 

honor  of  Brazilian  delegation. 

CHILK,  8.  J,   Office  af  the  Secretary  of  the  Commission.   76/09/W. 

lp. 


iUng  appropriationi   tn  NRC   For 
itii  sttfs   develapmenti 


-7910300130  Discuises   Commissioner    concurrence    in    arrangement    For 
regulatory    info   ex  change   u/Qraiil. 

CHILK.B.J.       Office   oF    tho   Secretary    of    tlie   Commission.       76/05/19. 
lp. 


-7910300153   EECY-76-S64A        . 

Advises   Commission    oF   plan*   being    made    For    signing    of 
NflC/Brazil    arrangement    For    Bichange    of    technical    Info  t 
cooperation    in   RfcD  oF   stds.  Also   advises    of   NRC    luncroon 
in   honor   of   Braiillan   delegation. 
LAFLEUR.J.  D.      Dffiea   of   International   Programs.      79/lo/a?. 


3pp. 
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—7910300137    SECY-76-364 

Requests   Commission   comments    an    proposed    arrangement 

u/Braiillan   Coraissao  Nacional    do   Energia   Nuclear    For 

exchange    of    technical    Info   &   cooperation    in  R&D   of    stds. 

Supporting    documentation    DUE!. 

LAFLEUR.J.  D.       Office    Df    International    Programs.       79/10/39.       13pp. 

791O31Q022  BECY-79-31BC 

Summarizes    Commission    review   of    proposed    issuance    of    eiport 
license    to   Trananuc leari Inc.  Recommends    license   bo    issued. 
Proposed    license    encl. 
SHEA,  J.  R.       Office    of    International    Programs.       79/09/06,       1pp. 

791O31O147    SECY-79-537 

EJummar  i  IBS    status    of    application    bij    QA   Co    to    eiport    3.630    9 
U.  enriched    to   man    19,  9X  U-S35,  to   Republic    of   China. 
Recommends    license   be    issued. 
BHEft,  J.  R.       Office    of    International    Programs.       79/09/19.      3pp. 

— 791Q31Q135   Responds    to    771125   Executive    Branch    position    re    GA   CD 
application    to    license    to    eiport   3,630   g   Ui enriched    to  mai 
of    19,1?'/:   U-23S.  to   Republic    of   Ch  ina.  Li  cense    should    be 
granted. 

NOSEWZO,  L.V,       State,  Dept.  of  j     Bureau    of   Oceans   J.    Internatt,  Environ. 
tt  Scientific    Affairs,       7B/OB/19.       5pp. 

— 791Q31O138  Application   bij  UA  Co    for    license    to    export   3365  n   U. 
enriched    to   nominal    It.  I'/.   U-333,  to  Republic    of   China. 
MOWERY,W.R.       General    Atomic    Co,     (nubs,     of   Oulf   Oil    Corp.). 
IEL-B61.       77/11/11.       lp. 

— 7910310164  Application   bij    OA  CD    to    amend    license    to   eiport    to   3. 630   g 
U.  enriched    to    19.  ?'/.  U-333,  to   Republic    of   China. 

HOWRY,  W,R,       General    Atomic    Co.     (subs,     of   Oulf  Oil    Corp.).       IEL-900. 
70/03/23.        3pp. 


7910010411    Notification    of    79091B-21    meetings   w/Uestlnghouse,  C-E,  DJ.W    «. 
QE   to   discuss   steam  generation   pouer   operated   relief  valve 
control    It  main    fcedwater  b  automatic    rod    controls    following 
high    energy    line   break. 
KUZMYCZ,Q.         Division   of   Project  Management.      70/09/17.      3pp. 

7910010111    Notification    of    790918-21    meetings   w/lVestinghouse,  C-E,  DtW   tt 
OE   to   discuss    steam  generation    pouier   operated   roller  valve 
control    &   main    foedwater   &   automatic    rod    controls    following 
high    energy    line   break. 
KUZMVCZ.O.         Division   of  Project  Hanagement.      7O/09/17.      2pp. 

791001041)    Notification    of    79091B-91    meetings   w/Hestlnghouse,  C-E,  Bt,W   fe 
QE   ta    discuss   steam  generation   pouer   operated   relief  valve 
control    EC  main    feedwater  It  automatic    rod    controls   fallowing 
high    energy    line   break. 

Division    of   Project   Hanagement,        70/09/17.       Spp. 


7910020104   Notification    of   790920   meeting    ui/Dechtel    In   Gaithersbura,  MD 
to   revisui   design  verification  process   d   to  determine  need 
for   retention   of   coordination   prints. 
GILRAV,  J,  W.  Quality    Assurance    Branch.       79/09/19.        lp. 

7910020342   Forwards   WCAP-B901-A,     "Westinghouse    ECC8   Evaluation   Modal 
for  Analyiing   N-l   Loop    Operation  of   Plants  W/Loop    Isolation 
Valves,  "   nonproprletarg   version. 

ANDERSON,  T.  M.       WestinghouEe    Electric    Corp,       NS-TMA-3101.        79/06/19 
lp. 

—7910020374  UCAP-a904-A 

"Westinghouse  ECCB  Evaluation  Model    for   Analuiing    N-l   Loop 

Operation   of  Plants   W/Loop    Isolation  Valves,"  nonproprietary 

version.  Safety    evaluation   of   rept   encl, 

KEMPER.ft.M,  ,    ANDERSON,  T,  M.       Wostinghouse  Electric    Corp.      79/06/19. 

70pp. 


— 791Q31O16B   License    for    OA   CD    to    export    3,630   g    U,  enriched    lu/o    max    to 
19.  f/.   U-235,  to   Republic    of    China. 
PETERSON, M.  R.       Office   of    International    Programs.       79/09/19.       2pp. 

7<MO3iO132  BECV-79-1B2D 

Summarizes    Commission   review   of    proposed    issuance    of    export 
license    to  Weatlnghouso.  Recommends    revised    license    be 
iituod. Proposed    license    encl, 
SHEA.J.R.       Office    of    International    Programs.       79/09/11.       Bpp. 

791O31O171    SECY-79-516 

Forwards   Edlow    Intl    CD   application    for    license    to    export 

19,B5ff.fl    kg    U  hexaf luoride,  enri ched    to   max    2.  7 IX  U-235,  to 

India. 

BHEA.J.R.   Office  or  International  Programs,   79/OS/31.   lp. 

7910310177  SECY-79-343A 

Forwards  Eiecutive  Branch  response  to  Marubeni  America  Corp 
application  for  license  to  export  low  enriched  U  to  Japan. 
BHEA.O.  R.   Office  of  International  Programs.   79/0?/07.   lp. 

— 79103101B1  Executive  Branch  position  re  Marubeni  America  Corp 
application  for  license  to  export  620  kg  U  hexaf luoride, 
enriched  to  max  12.  18X.  to  Japan.  License  should  be  granted. 
Ltr  of  assurance  encl. 

NDEENZQ,  L,  V.   State.  Dept,  of,  Bureau  of  Oceans  d  Internatl.  Environ. 
b  Scientific  Affairs.   79/OB/24.   3pp. 


VENDOR    REPORTS   AND   RELATED   CORRESPONDENCE 


790920O5J2  Discusses   requirement    that   PWRs    in    licensing   review  stage 
dB-flgned    by    C-E  &  Meetinghouse   perform    insp    of    feedtuater 
plpino    *ys    stated    in    IE  Bulletin  79-13.  Forwards   priority 
list    &    schedule. 

VAKOA.  B.  A.  Assistant   Director    for  Light   Water  Reactors.       79/OB/li, 

3pp. 

7709300312  DUcusiBB    roq,uirement    that  PWRs    in    licenalno   revleui  stage 
designed    by   C-E  tt  Meat Inghouae    perform    Insp    of    feaduater 
piping    sui    stated    In    IE  Bulletin   79-13. Forwards   priority 
list    ti    schedule. 

VAROA,  B.  A.  Assistant   Director    for   Light  Water   Reactors.      79/OH/16. 

3pp. 

7910010BB4  Forwards    list   of    general    organization   tt  minor    editorial 
change*    to  Topical    Rept   B6R-OOBA. Changes  mill    be 
Incorporated    Into   next  major   rapt   revision, 

GArlQN.T.H,       Broun  li  Root  Corp.     Uubs.     of   Halliburton   Corp.  I. 
QftX-0103.       79/07/25.       3pp. 

791OO1O<U1    Notification    of  79091B-31    meetings   u/WettinghouseiC-Er B&W  tt 
OE    to    dlicui*    steam  generation    power   operated    relief   valve 
control   &  main    feedwater  &  automatic   rod    controls    following 
high    unargij    Una    break. 
KUZHVCZiO.         Division   of  Project   Management.       7O/09/17.       lp. 


7910030470  Foruards  addl    response    to   remaining   NRC   concerns   re  WCAP- 
9iOOi regarding   development   of  ECC6  model s, except    for   concern 
D.  26  which   uill    follow   later    in    1979. Proprietary   version 
withheld     Iref    IOCFR3,  79O). 
REED.  C.       Commonuealth    Edison    CP.       QQ-IO.        79/09/2B.        60pp. 

79100207S9  Provides    guidance  Si   scope   of   work    to  LLL  for   support    In 
areas   of   electrical,  instrumentation  fc   control    sys.  Std   work 
order   encl. 

EIBENHUT.D,         Division   of  Operating   Reactors.      FIN  A-0331.      79/09/31. 
3pp. 

— 7910020790  Btd    order    for   DOE  work:     "Elec trical,  Instrumentation  fc 
Control    Bys    Bupporti "    issued    to   LLL. 

TRIPPLET.M.P.       Office   of  Nueloar  Reactor  Regulation.      FIN  A-O231-9. 
79/09/20.        lp. 

7910020813  Forwards   std    order    for   DDE  uork:    "Fire  Protection 
Re-evaluation."    issued    to   QNL. 

EISENHUT, D.         Assistant   Director    for   Systematic   Evaluation  Program 
(Pre    791030).       79/09/12.        lp. 

— 7910020317  Std    order    for   DDE  work:     "Fire  Protection   Re-evaluation,  " 
issued    to   ENL, 

TRIPLETT.P.      Office   of  Nuclear   Reactor  Regulation.       FIN  A-3107-9. 
'     20-79-170.       79/09/14.        lp. 


7910030037  Forwards   evaluation   of    topical    rept   BAW-lOllBi    "Core 
Calculations!    Techniques  &  Procedures.  " 
RUBENSTEIN.  L.  B.  Light   Uator   Reactors   Branch   4.       79/09/35. 


lp. 


—•7910030041   Topical    rept    evaluation   of  BAU-1011B,     "Core  Calculational 
Techniques  &  Procedures. "   fiept   acceptable. 
DRGQXB,W.  Core  Performance  Branch.      79/09/29.       Off. 

7910030518  Forwards  ECCB  analysis   rocults    for  BUR/6  31B-ia4  Std  Plant 
per   NFtC   request    to   support  NRC  audit   calculation   effort. 
Results   generated   using   approved   App   K  models. 

BUCHHDLZ. R. H.      General    Electric    Co.,    Nuclear  Energy    Products  Div. 
MFN-341-79.       79/09/27.        14pp. 

7910040E96   Forwards    review   ef   HCAP-94B3    (proprietary J, "PALADON  .- 
Heetinghouse  Nodal   Comnuter  Code,"    submitted  79010&. Rept 
acceptable.  Fee    for  revleui  will    be   determlnad. 
BTOLZ.  J.  F.  Light  Mater   Reactors  Branch    1.      79/09/13.      2pp. 

--7910040302   Review   of   WCAP-94S3    (proprletari)),     "PALftDON   -   WeBtinghousM! 
Nodal    Computer  Code.  "   Rept   acceptable  tc  may   be   referenced 
in    licensing  actions. 
HRODKSi  W.  L,  Core    Performance   Branch.       79/09/1H.       Bpp. 
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791004O301    Forwards    description   !,   results    of    prfl-test    analysis    for 
US   Btd   Problem    10   ra    test   performed   at  LOFT   facility. 
ANDERSON,  T.  H.        Neatinghouse    Electric    Corp.       N3-TMA-S123.        79/09/31. 


79100^0313   Forwards   CE-l-A,     "QA   Program    for   Nuclear    Generating 
Station!,"   Revision    9. 
NAUQHTdN,  W.F.        Commonwealth    Edison   Co.        79/09/31.        lp. 


— 7910040331    CE-l-A 

"QA   Program    for   Nuclear   Generating    Stations.  "    Revlt 
s      Commonweal  th  Edison  Co.       79/07/16.       50pp. 


791QOa0320  Forwards   revised    pages    to    topical    rapt   CE-l-A,  Revision    10. 
Revlslont    raflect    organi lat i onal    changes   which    centraliie 
all    nuclear  activities    in   ana   dept. 
NAUQMTON,  W.  F.        Commonweal  th    Edison   Co.        79/07/24.        lp. 


— 791O040335   CE-l-A 

Devised    pages    to    topical    rapt   CE-l-A.  Revision    1C, 
«      Commonweal  th   Edison   Co.        77/07/26.       27pp. 


7910D40337   Forwards   WCAP-9S87,      "Study    of   Two-Phase   Natural    Circulation 
Fallowing    Small     LOCA   Using    NOTRUMP   Code,"    nonproprietary 
version  of  WCAP-95B6. 
REID.C.       Commonwealth   Edison    Co.       00-11.       77/10/01.        lp. 


7910090390   Forwards    Aug    1979    "Discussion    Paper    on   Establ i shmflnt    of    Inat 
of   Nuclear  Power   Dporations."   AD  Hothant  790831    Itr    re 
reactor   operator    training,  instruc t ion   qualification    & 
testing    procedures    forwarded    to    C    Starr    of    EPRI. 
DENTON.H.R.      Office   of   Nuclear    Reactor    Regulation.       79/09/27.       lp. 

7910100332   Ack    receipt    of    NRC  770B15    Itr    stating     that    review    of    rcpt 

HP-TQP-2  could    not    commence  for    sii    months,  fiept   will    be 
submitted    at    later    date. 

BERNSEN,  S.  A.       Bechtel   Corp.  79/10/02.       lp. 

7910100312  Diacusses    error   noted    in   AC   Thadoni    790902  memo    re    natural 
circulation   ovents    occurring    in   operating    plants   w/C-E 
NSSS.  No   seal    fai  lure.  Requests    error    bo    corrected. 
SCHERER,  A.  E.        C-E   Power    Systems.        LD-79-Q59.        79/10/03,         lp. 

79101Q03B1   Requests   provision    for    Industry   &   public    review   of   NRC 
technical    repts    prior    to    issuance.  Hep t6    should    not    be 
Issued    as    industry    requirements    until    aftor    review    of 
comments. 
SHERWOOD,  0.  0.        General    Electric    Co.        MFN-H51-79.        77/10/02.        3pp. 

791O10037B   Responds    to   NRC    790B23    transmlttal    of    questions    roquirnd    for 
NRC   generic    rapt    an   DURs. Answers   all    questions    except    pipe 
cracking    question    transmitted    791005    to    NRC    bij    GE.  Pipe 
cracking    will    be    examined    by    BUR    ouinpra    group. 
KEGNAN.T.D.       Vermont    Yankee    Nuclear    Pownr    Corp.        79/10/O5,        lp. 


— 7710040341    UCAP-95B7 

"Study   of  Turn-Phase  Natural    Circulation  Following   Email 

LDCA  Using  NQTHUHP   Codei "    norpropriotary   version  of 

HCAP-73B6. 

KESAVAhMt.,     KEyER.P,  E.  ,    ANDERSON,  T.  H.       Westingtiouse   Electric    CD 

79/03/31.        160pp. 


7910100454   Recommends    that    NRC    establish    ainnle    standing    organiiation 
ui/authority    to    deal    iii/owners    group    on    bohalf   of   all    Ofc    at 
Nuclear   Roactor    Regulation    diva    for    matters    re    TMI     incident 
t,   resolution   of    issues    raised    concerning    BWRs. 
KEENAN,  T.  D.      Vermont   Yankee   Nuclear    Power   Corp.       79/10/01,       2pp, 


7910040371    Notification   of   770917   !<   20   meetings   u/GE.  B&H   1.   C-E    to 
diicuB!   safety    question  re   steam  generator   power   operated 
relief  valve   con  trait pressur i  ler   power   operated   relief  valve 
control    &   automatic    rod    sys    control. 
KUZMVCZ.O,         Division  of  Project  Management.      79/07/1B,       lp. 


7910110013  Notifies    of   completed    review   of   HAW-10122,     "Normal    Operating 
Controls."   Rept   acceptable    as    ref    to    describe    criteria   & 
methods    used    to    estao 1 ished    limits    For    normal    reactor    core 
operati  on. 
RUI1EN5TEIN,  L.  8.  Light    Wator    Iloactors    Branch    4.        77/09/11.        lp. 


7910040371    Notification   of   79091?   t,   20   meetings    w/GE.  BtW   t,   C-E 
oiscuss  safety   question  re   steam  generator   power   operated 
relief  valve  control*  pressur  i  zer  power   operated   relief  valve 
control  &  automatic    rod    sys    control. 

Division   of  Project  Management.      7')/09/IB,       lp. 


7910040371   Notification  of  790919  &  30  meetings  u/OE,  DtW  t,  C-E   to 
discuss   safety    question  re    steam  generator   power    operated 
relief   valve   control,  pressuri  ier   power   operated   relief  valve 
control   t.  automatic    rod   sys    control. 
KUZrWCZ.G  Division   of   Project   Management.        79/09/10.        lp. 

7<31CQ4Q373   Notification    of   790921    meeting    u/Wea  ting  house    in    Dethesda.  Mil 
to    discuss   revisions    to  Uesttnghouse  OA   topical    rapt.  Time 
changed   from   10:30  AM  to  9;  30   AH. 
LIEDERDACH.F.  J.  duality   Assurance   Branch,      79/09/17.       lp. 

7910040427  Forward  a    draft   regulation  on   fire   protection.  Requesta 
su-ggirstions    by   79091B   for   addl    items    for    inclusion    in   App    R 
re    guidelines  applicable   to   all   nuclear   pouier   plants. 
Revision   mill    be    submitted    for   comment    by    770934.  W/o    encl. 
SYLVESTER,  E.  D.  Plant   Systems   Branch    (Pre  791O301.      79/09/13.       lp, 

910040538  Submits    review  of    IE  Bulletin  77-16.     "vital   Area  Access 
Control.  "   Bulletin    is  not  written    to   convey    info   as   stated 
in    IE!  Manual   but    is   more   directly*    in  nature   tn  contains   only 
one    request    For    info    (Item   IO1, 
KNUTH,  D,  F.      KMC.     Inc.      79/09/13,      3pp. 

7910040559  Summary,    of    790906  meeting  WOE  operating    plant   owners    group 
t<   GE    in   DethesdBi  MB    re   NRC   raquests    for   addl    info   d   NRC 
reaction   to  790BI7   submittal    by   owners   group    of   responses 
to   shorter-term  requests    for   addl    tnfo. 
KANE.U.F.      TMI-3   Bulletin!   E.  Orders.      79/09/1B.      31pp. 

7>91CI050104  Notificatinn    of  791019  meeting   u/QE   in  Bethasda.MD   to 
diicuio  OE  organi  ratinnal    changes    in  relationship    to  OE 
QA.  topical. 
OILRAY.J.H.  auallty   Assurance  Branch,      79/07/S1.       lp, 

7910030167  Notifies    of   schedule    for   review  of   topical    repts   WCAP-vlOl, 

Verification  Testing   &  Analyses  -   17*17  Optlmlicd  Fuel 
Asspinbly,°  HCAP-B27S,     "Hydraulic   Flow  Test   of    17il7  Fuel 
Assembly"  d  HCAP-B64c,,     "Analiisli  of  Fuel   Rod   Fretting   Wear." 
BTOLZ.J.F.  Light  Water  Hsaqtors  Branch    1.      79/09/1B.      2pp. 


--7910110019  Evaluation   of   DAU-10122.     "Normal    Operating    CantroU.  » 
Rept    acceptah lo, 
»  Llnht  Water   Reactors    Branch    4.       79/07/31.       7pp. 

7910110032  Requests    addl    info    to    complete    review  of    DAW-10133Pi 
Revision    1,  Vendor   request    form   forwartled    for   completion. 
RUBENSTEIN,  L.  B.  Light   Water    Reactors    Branch    4.        79/O9/11,        7pp. 

7910110093   Nntification    of    790911    ft    12   meetings   ui/E»»on    to    diseUBO    Jot 
pump   BWR   info  rog.uirements.  Revi  sed   agenda   attached. 

HANNDNi  d.  N,  Operating    Reactors    Branch    3    (Pro    7910301.        79/09/30. 

3pp. 

7910110318  Confirms   nonproprletaru    classification   of    overheads 
distributed   at    79071B  mueting    on    environ    Interaction. 
WIESEMANM,  R.  A,        Westinghouso    Electric    Corp.        N3-HAW-113,        79/10/02 
lp. 

7910H0334  Forwards    info  requested    at   790727  meeting,  re   prevention   by 
steam  generator   mater   hammer    design,  coup  led    ui/interface 
requirements    of    2O  CE85AR-F,  781030    tendering    draft,  of 
possibility   of    damaging    motor   hammer. 

.    SCHERER, A.  E.      C-E  Power   Systems,      LD-79-06Q,       79/10/05,        lp. 

— -79101 10325   "Water  Hammer  Eiperiencc    In   Belgian  Nuclear   Power   Plants    " 
STUoBE.E.  ,     DEBRYNE.Y.  ,     CZEHUIEC,  W.        Delgiom.        76/12/31.        30pp. 

7910110460  Forwards    errata   t.   addenda    for    NE"E  21036-1,     "N66  Btnam  Jot 
Air  Ejector   Offgas   Treatment   Sys,  Amend    l,Aug    197B.  "    Errata 
!i  addenda   for   proprietary   version   withheld    (ref    10CFR3.  790), 
OU1RK.J.F.      General    Electric    Co,       79/09/07.       lp. 

— 7910110464  Errata   It  addenda    to    "M66  Steam  Jet  Air   Ejector   Offgas 
Treatment   5ys,  Amend    l,Aug    197B.  " 
*      General    Electric   Co.       NeDD-21036~l.       79/09/30.       1pp. 

7910120162  Forwards   addl    infn    for   NRC    generic    rnpt    on    BWRs, in   response 
to   770933   request. 
BUCHHOLZ,R.  H.       General    Electric    Co.       MFN-S56-79.       79/10/03.       13pp. 

79101202SO  Responds    to  790515    Itr    re   evaluation   of   Heatinghouso 
qualifications    tests   on   Barton  l_at    1    transmitters   as 
reported    in  NB-TMA-19SO.  Submits    addl    info  &   cnncludao 
transmitters  meet   design   criteria. 

ANBER80N,  T.  M.      Wastinghogse    Electric   Corp,       N8-Tr!A-2103.       79/06/21 
2pp. 
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7910IS0333   Forwards    HEDL-T 1-79002-37,     "FSAFi    Amend    37,"    FFTF   Tech    Specs, 
Chapter    17   revisions. 

Hanford    Engineering    Development    Laboratory.        79/03/13. 


aptc 

SCHADE,  A.  ft. 
IP. 


—7910130315  HEDU-T 1-79002-37 

"FSAR,  Amend  37,"  FFTF  Tech  Spec  a,  Chapter  17  revisions. 

YEE.A.K.   Hanford  Engineering  Development  Laboratory   79/07/31 

140pp. 

7910150252  Discusses  Amend  S  re  TR-21a,  "QA  Program.  "  QA  manager  does 
not  report  directly  tn  vice  pros idont. Requests 
justification. 
HAASS, W. P.      Quality  Assurance  Branch.   79/09/24,   3pp. 

7910130533  Ack  receipt  of  NHC  790B23  8.  0918  Itrs  re  revised  schedules 
for  review  af  WCAP-9500,  HCAP-9401 ,  UCAP-827B  !i  WCAP-B646. 
Requests  meeting  w/NRC  project  t.  technical  reviewers  on 
feasibility  of  improving  NRC  review  schedules. 

ANDERSON,  T.  M.   Westinghouse  Electric  Corp,   NS-TMA-2136    79/10/O3 
2pp. 

79101303B9  Forwards  "Bt-H  Prediction  for  Semiscalo  Test  S-07-IOD  " 
TAVLOR.J.H.   Bobcock  t,  Wilcoi  Co.   79/10/09.   Ip. 

--7910130393  "BtW  Prediction  for  SemUcalo  Teat  B-O7-10D  " 
*  Babcock  fc  Wilco«  Co.   79/10/09.   33pp. 


—7910170150  NEDO-24645 

"MarV  I  Containment  Program. Analys is  of  Full  Scale  Test 

Facility  for  Condensation  Oscillation  Loading," 

nonpropi-ietary  version  of  NEDE-24645-P 

IANMI.P.W.  ,  UADE.G.E.,  ROGERS,  A.  E.   General  Electric  Co,,  Nuclear 

Energy  Products  Div.   79/OB/31.   97pp. 

7910170333  Forwards  Mark  II  containment  supporting  program  rept 
NEDO-33t97,  "Scaled  Multivent  Test  Program  Plan, Phase  S 
Tests,"  Revision  I,Suppl  1.  k 

SOBON,  L.  J.   General  Elactrlc  Co.   MFN  253-79.   79/10/09.   2pp. 

—7910170344  NEDQ-23697 

"Scaled  Multivent  Test  Program  Plan-Phase  a  Tents,  •'  Revision 

l.Buppl  1. 

CLADAUGH,  U.  J.   General  Electric  Co.   77/08/31.   21pp, 

79101Q0323  Forwards  NEDO-3S116,  "Comparison  of  Mark  II  Multivent 
Hydrodynamic  Model  H/Prel iminary  Results  from  Scaled 
Multivent  Test  Prooram. "  nonproprietary  version. 
SQBQN,  L.  J.   General  Electric  Co.   MFN  253-79,   79/IO/D8.   If. 

— 79101B0226  NEDO-23116 

"Comparison  of  Mark  II  Multivent  Hydrodynamic  Model 
lu/Preliminaru  Results  from  Scaled  Multivent  Test  Program,  " 
nonproprletari)  version. 

REEBE.A.P.,  TDUNSEND,  H.  E.  ,  ROQERS,  A.  E.   General  Electric  Co 
79/09/3t.   45pp. 


7910160132  Confirms  understanding  of  NRC  position  re  non-LPCA 
overcooling  transient  analyses  performed  by  DNL,  No  action 
is  required  by  B&W  to  either  revieui  or  perform  addl 
analyses. 
TAYLOn.J.H.   Dahcock  t,  Mllcoi  Co.   79/10/O9,   Ip. 

79101fiO<M3  Foruiarda  evaluation  of  potential  douncomor  boiling  fc 
oscillatorij  roflood  behavior  in  C-E  PHRs.  Semiscal  e  MOD-3 
Tost  S-07-t  oscillations  do  not  ropvesant  safety  problem  b 
need  not  bo  accounted  for  in  C-E  licensing  of  LOCA  models. 
SCHERERiA.E.   C-E  Power  Systems,   LD-79-061.   79/tO/H.   4pp. 


7910190301  Forwards  Amend. 5  of  QA  Topical  rept  for  review 
GREGORY,  B.  M.   General  Atomic  Co.  IsubB.  of  Oul  f  Oil  Caro  ) 
79/10/13,   3pp.  ' 

—7910190303  QA  topical  rept, Amend  3. 

«   General  Atomic  Co.  (subs,  of  Gulf  Oil  Corp,  ).   79/10/15.   61pp. 

7910190444  Notifies  that  review  of  HCAP-9500,  "Ref  Coro  Rept  17il7 
Optimiied  Fuel  Assembly,"  will  be  completed  by  801201, 
STOLZ.J.F.      Light  Water  Reactors  Branch  1.   79/OB/33,   Ip. 


79101n0910  Forwards  Aug  1979  Mark  1  containment  activity  review. 
Monthly  activity  reviews  mill  no  longer  be  submitted. 
BDHQN.L.  J.   General  Electric  Co.,  Nuclear  Energy  Products  Div   Mi-'N 
234-79.   79/10/OB,   3pp. 

79101fcOt03  Forwards  NEDO-3401 1-A-l i Revi sion  1,  "Generic  Reload  Fuel 
Application."  Proprietary  version  withheld  (ref 
10Cm2.  790).  Errata  It  add  undo  aheets  end. 
QUinK,J.F,   General  Electric  Co.   79/00/07.   6pp, 

—7910160603  NEDD-21QU-A-i 

"Generic  Reload  Fuel  Application,"  Revision  lj nonproprietary 

version. 

BHEHUQOD,  0,  0.        General    Electric    CD,        78NEDa07.        79/07/31.        199pp. 

7910170115  Responds    to    IE   Bulletin   79-19  re    packaging   &   disposal    of   Ion 
level    radwaste.  Mode    111    shipmonta,  containing    1.07  Cl    U.  f rom 
Jan    1978-Juno    1979. Audit   will    bo    performed    by    791010. 
ODODWIN.W.  L.       WBBtinghouse   Electric    Corp,       79/O9/34.       3pp. 

7910170126  Forwards   NEDD-24315,     "Mark    I    Containment   Program! Monticell  o 
T-Ouencher   Thermal    Mixing    Teat   Final    Rept,"    nonproprietary 
version. 

BODDN,L.J.       General    Electric    Co.,     Nuclear   Energy    Products   Div.       MFN 
347-79,        79/10/02.        Ip, 

— 79101701H7  NEOO-34542 

"Mark    I    Containment   Program, Monttcel lo   T-Quencher   Thermal 
Mliing   Test   Final    Rept,  "    nonpropri e tarij   version. 

PATTEHSC1N,  Q,  J.  ,    TANNER. M.E.       Gensrol    Electric   Co..    Nuclear   Energy 
Products    Div.       JANNI,P.W,       General    Electric    Co.       79/08/31.       79pp. 


7910190917  Forwards   emergency   operating    instructions    tar   4-1 oop, 3-loop 
t  2-loop    plants  u/nominal    1,400  pal   range    safety    injection 
pumps    &   412   stri    plant. 

REED,  C.      Uestinghouso  Operating   Plants   Biuners   Group.       00-13        OG-13 
79/10/16.        Ip. 

— 7910190520  Ref    emergency    operating    instructions    for   4-loop  P  3-loop   t, 
2-loop    plants  u/nominal    1,400  psl    range   safety    Injection 
plants, 

*  Uestinghouse  Electric  Corp.   »   Westinghouse  Operating  Plants 
Owners  Group.   79/09/26,   SOpp. 

—7910190323  Ref  emergency  operating  instructions  for  412  std  plant. 

*  Westinghouse  Electric  Corp.   *  Westinohouse  Operating  Plants 
Owners  Group.   79/09/36.   SOpp. 

7910S20352  Discusses  need  to  analyie  Btmi  scale  S-O7-10B  test  in/small 
break  methods  developed  by  Westinohouse.  Compari son  shoula 
still  be  made.  Forwards  LB  Tong  790703  1 tr  b  "Plan  of  Small 
Break.  .,  Research"  8.  "Eiperimental.  .  .  Teat  Beriea.  " 
ROSS,  D.  F.   TMI-2  Bulletins  t<  Orders.   79/09/1B.   3pp. 

--79102202S4  Forwards  outline  of  LS  Tong  790BB7-2B  presentation  given  at 
ACRS  ECCB  subcommittee  meeting  in  Idaho  Fall*, ID.  Summari  IBS 
comments  of  ACRB  members  d  consultants. 

TONS, L. 8.    Assistant  Director  for  Hater  Reader  Safety  Research. 
79/09/03.   3pp. 

—7910330237  "Plan  of  Small  Urea*  &  Realtor  Transient  Research.  " 

TONG, U.S.     Assistant  Director  for  Mater  Reactor  Safety  Research. 
79/OB/3B.   13pp. 


7910170133  Forwards  NEDO-2ig37,  "Mark  I  Containment  Pronram.Full  Scale 
Test  Program  Final  Rept, "  nonpropr iotary  version, 

BODON.L.  J.   General  Electric  Co.,  Nuclear  Energy  Products  Div.   MFN 
240-79,   79/10/Oa.   Ip. 

--7910I70133  NEDQ-24839 

"Mark  I  Containment  Program.Foll  Scale  Test  Program  Final 
fiDpt."  nonproprietary  version  of  NEDOr3433v-P. 

FITZSIMMONS.G.  ,  GALYQUOT,  D.  L.  ,  NIXON.  R.  D.   General  Electric  Co., 
Nuclear  Energy  Products  Div.   79/OB/31.   993pp, 


-7910220261  WR-S-78-002 

"Experimental  Operating  Spec  Tests  B-07-1  Through  S-07-7, 

Semlacale  Mod-3  Baseline  Test  Serieli "  Test  Series  7. 

»   Idaho  National  Engineering  Laboratory,   WR-9-7B-O02.   7S/03/3I 

49pp. 


7910320496  Requests  addl  info  to  complete  review  nf  topical  rept 
CENPO-306-P.  "TORC  Codei  Verification  (•  Simplified  Modeling 
Method*.  " 
DAER,  R.  L.      Light  Water  Reactors  Branch  B.   79/10/04.   3pp. 


7910170146  Forward's  NEDO-S4643,  "Mark  I  Containment  Program,  Analysis 
of  Full  Bcale  Test  Facility  for  Condensation  Oscillation  . 
Loading,"  nonproprietflry  ver»lon  of  NEOE-34643-P. 

aODON.L,,J.   General  Electric  Co.  ,  Nuclear  Energy  Products  Div.   MFN 
349-79.   79/10/03.   Ip. 


7910H3QOB3  "Sandi*  Core  Melt  b  Separate  Effects  Prooramj  «  monthly 
proijresi  rept  for  Aug  1979. 
BERMANiM.   Eantlia  Laboratorlei.   4441/KL-3.   77/09/14.   4pp, 
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7910230730   Accept*    HCftP-a370,  Revision   9,     "QA   Plan   -   Uestlnghouse 
Hat-er   Reactors    Div.  » 
HAAE9.W.P.  Duality    Assurance   Branch.        79/10/li.        ip. 

— 791O23074O   Topical    rept    evaluation   of   WCAP-B370.  Revision   7,     "QA   Plan   - 
Westlnghous.e    Hater    Reactors   Div.  "    Revision   accsptablB. 
»  Quality   Assurance   Branch.      79/10/16.       3pp. 

7910240410  Faruard*   "LOCA  Plus    Safety  fiBliuf  Valve  Combinations, 
Load   Case    1C.  " 

SOHON.L.  J,       Qeneral    Electric    Co..    Nuclear   Energy   products   Div. 
MFN-262-77.        79/10/19.        2pp. 

7910250143   Forward?   AD   Hat ham    Itr    re   reactor    operator    training 
programs,  instructor    qualification  I.   testing   procedurfls. 
DENTON.H.R.       Office    of   Nuclear  Reactor  Regulation.      79/10/16.       7pp. 

7910250257  Forward!   investigation  results    of   B&W  plant   performance   VB 
other   PUR*   TB    automatic    trips. Data    used    obtained    from   grey 
Boat. 
TAVLOR,  J.H.        Babcack    !.   Wilca»    Co.       79/10/1B.       3pp. 

79103302?!    Forwards   description    of    calculations    to    support    inadequate 
core    coaling    operating    guldel  ines.  in   response    to   790913 
meeting   request. 
TAVLQR.J.H.        Sabcock    fc   Wilco*    Co.       79/10/1B.       4np. 

791O360QBO  Notification    of  791015  meeting   u/Wsstinghouse    in  Bethesda.MD 
to    discuss    topical    rept    WCAP-837O. 
LIEDEHBACH.F.  J.  Oufllity    Assurance   Branch.       79/10/1S.        Ip. 

7910260361    Requests   approval    of    proposed    generic    licensing    topical 
rept    EDR-l.Revi  sion    1 .  re   eitra   safety   &  monitoring   cranes. 
Addl    editorial    changes    to   be    incorporated    into   final   rept 
end. 

CLARKiC.  U,       EdeTer.     Inc.     (subs,    of  Formac    International.     Inc.  I, 
79/1O/33.      3pp. 


--79103Q011B   WCAP-87B3 

"Improved   Analytical    Models   Used    in   Westinghouso   Fuul    Rod 

Design  Computations.  Appl ication    for    Transient   Analyses," 

nonproprietary    version. 

LEECH,  W.  J.  ,    DOMAN.L.H.       Westinghouse   Eloctric    Corp.  ,     Nuclear    Energy 

SLJ  Stems.       79/09/3O.        21pp. 

79I030O152  Responds    to  NRC   79O709    Itr   6    submits  final    WoBtinghouBB 

pretest   predictions    for   semlscalo    small    break  experiment 
1E-07-10B). 

REED.C.       Westinghouse   Electric    Corp.        00-16.  79/1O/2A,        15pp. 

7910300359  Discusses    evaluation    of   repti     "Determination    of   Fuel    Hod 
Bou  OHO  Penalty."   Method    described    in   rept    acceptable    for 
use    in    licensing    calculations. 
RUBENSTE1N,  L.  8.  Light    Water    REaqtors    Branch    4.        79/10/IB,        tipp. 

7910300389  Forwards    proprietary    WCAP-9SS8  (.  nonpropr  i  otary    WCAP-95S9. 
"Addendum   to  ECCS  Evaluation   Model    for   Westinghouse    Fuc-l 
Reloads   of  C-E  NS5S, "   Affidavit   1  application    for 
uithnoldino    end    (ref    10CFR2.  790). 

ANDERSON- T.  M.       Wostinghouse    Electric   Corp,       NS-TMA-HI35.       79/10/13. 
12pp. 

—7910300389   WCAP-9529 

"Addendum   to   ECCB  Evaluation   Model    For   West inghousB    Fuol 

Reloads   of  C-E  N3BB. "nonpropr ietary    version. 

ANDERSON,  T.  M.        Nestlngbouse    Electric    Corp.        79/10/30.        Z9pn, 

7910300536  Forwards   requast    for   addl    info   re  NEDO-2470B,     "Aildl    Info 

Raquired    for   NflC    Staff   Oeneric    Rapt   on   DWR  RBactnpa.  " 
Requests    that    Info   be   provided    by    791031. 
BOB3.D.F.       TMI-2   Unrasolvod    Safety     Issues,        79/1O/12,        5pp. 

791031032B  Ack    receipt   of  NRC   791004    Itr    requesting    addl    Info  re 
CENPD-206-F.     "TORC    Cade   Verification   t>   Simplified    Modeling 
Methods."    Info  mill    be    supplied    by    end    of    year. 
eCHEREfi.A.E.        C-E   Power    Systems.        LD-79-06S.        79/10/H6.        Ip. 


791O26D299  Riquests    Info   re    imall    break    behavior. C  Michelson   concerns   t. 
incorrect   operator   action    leading    to    break    Isolation. 
Response  reituvited  bg   791031. 
ROSS.  D.  F.       TMI-2   Bulletins   &    Orders.        79/10/17.       6pp. 


7910310314  Describes    changes    to   GA   program  manual    rovl sionfli agreed    upon 
in  recent    telcon. 

TENZER.H.E,      Etasco  Servicos.     Inc.     (subs,     of   Enaorch    Carp.  >. 
79/10/24.      3pp. 


7910260331   Accepts    790921    proposed   changes    to  AWC-75-A  re  QA  program, 
Proposed   changes    do  not  degrade   previously  approved   program. 
Revised   rept    should   be    knoun    as  Revision  3  of  AUC-75-A  t.  dtd 
Oct     1979. 
HAASS.W.P.  OuflliCy    Assuratice   Branch.       77/10/03.        Ip. 


791O31039B  Foruarda    C   Michelson    summary    list    of   concerns    re    small    break 
behavior    in  LURs    &   concern   ra    incorrect    operator   action 
leading    to  break    i solation.  Requests    review  &  tfetErmlnation 
of  applicability    of    each   concern    to   BWis    by    791031. 
RQ53.D.F.       TMI-2    Unresolved    Safety     Issues.        79/10/17.        3pp. 


79I026D345  Requasts   clarification   of  790925  proposed  Of-  program  mods. 
HAABS.U.P.  Qualibg    Assurance   Branch.      79/10/07.       Ip. 

791026-0354  Foruardi    response    to    first   round    questions   re  NEDO-20566-2, 
Revision   I.     "OG  Analutic   Model   For  LOCA  Analysis    in 
Accordance  W/10CFRSO  App   K,  Amend   B  -  One  fiecirculation 
Loop    Out   of   Svc.  " 

ENGEL.H.E.       General   Electric    Co.,    Nuclear    Energy   Products    Div 
MFN-2  59-79.        79/IO/I7.        Bpp. 

?1029O143  Notification    of   791O25  meeting  w/C-E  tc  C-E  owners   group 
In   Bethetda, MO  to   discuss   guidelines    for   developinp    improved 
operating  procedure*    for   coping  u/small    break   LOCA  events. 
VILLALVA,  I.        TMI-3   Bulletlnc    &  Orders.       79/10/10.        Ip. 

7910290144  Notification    of  791O12  maeting   ur/BtW,  C-E  t<  MestinghDuse 
owners  groups    in   BethBsda.RO   to  discuss  responses    to   IE 
Bulletin  79-D6C   fc  HPI    termination   criteria. 
CAPRA.R.A.      TMI-2  Bulletins   d  Orders.      79/10/10.       Ip. 

7910290144   Notification    of   791012  meeting    u/B&g.C-E   &   Westinghouae 
owners  groups    in  Bethetdai  ME>   to  discuss   responses    to   IE 
Bulletin  79-06C   (<  HPI    termination   criteria. 
CAPRA,R.A.      TMI-2  Bulletins   i  Orders.      79/10/10.       Ip. 

7"?  1 03901 44  Notification    of  791012  meeting   u/Bt,H,C-E  tc  Hestinghouse 
owners  jroups    in   Qethesda.MD    to  discuss  responses    to   IE 
Bulletin  77-06C  i.  HPI    termination   criteria. 
CAPRA.ft.A.      TMI-2  Bullatins    (t  Orders.      79/10/10.       Ip. 

79103-00113  Forwards    WCAP-B720,  Addandum   1,  proprietary   VBrsion  !< 
HCAP-a785,  nouproprietarij   version.     "Improverf  Analytical 
Models"  Used    in  HestinaSouse  Fuel   Rod   Design  Computations." 
Proprietarij   version  withheld    (ref   10CFR3.770). 
ANDERSON, T.M.       HBstlnghouse   Electric  Corp.,    PHR  Systems  Div. 
NS-TWA-2140.       7V/ 1-0/23.       13pp. 


WA3TE   MOT        NUCLEAR    WASTE   MANAGEMENT 


79I01904O3  Notifies    that  Federal    Aid   Coordinator  Ofc    has    received 
NUREQ-0575,  final    generic   EI6   on    handling   t.    storage    of    spent 
light  water   power   reactor    fuel.  No   addl    comments. 
BANKS,  L,  E.      North    Dakota,    State    of.       79/09/20.       Ip. 

791033005S  Requests    placement    on   distribution    list    for   mooting:    tioticeB 
re   raduiaste  repositories. 
OAKLGV,  D.  C,       Laurence    Livermare    Laborator«.        WM   79-B39-D         79/07/23 


7910230064  Request    by   HY  Dept    of   Natural    Resources.    It  Environ   Protection 
for   placement   on    distribution    list    for   meeting   notices    ro 
raduaste    repositories. 
FRIES,  T.  J.      Kentucky,    State   of.       79/07/12.       Ip. 

7910230072  Requests    placement    on   distribution    list    for   meeting    notices 
re   raduaste  repasi  tories. 
RI8ELEV.M.      Affiliation  Unknown.       79/tO/lB.       Jp, 

7910230077  Raises   no   objections    to   790311    suggestion    that   DDE  briefina* 
to  NRC   re   nuclear   uiaste    isolation   program  be    scheduled    on 
individual    basis. 
MARTIN.  J.  B.          Division    of   Haste    Management.        79/03/24.        Ip. 


79102300SO  Requests    placeman!    on    svc    list    to   receive   meeting    notices 
re   raduiaste  repositories. 
ELSASaER.T.  C. 
79/05/24.        Ip. 


Region    1.    Philadelphia,    Office    of    the    Director. 


7910330100  Request    bg   member    of   PA  House    of   Representatives    for 
placement   on   distribution    list    for  meeting    notices    r» 
raduaste  repositories. 
MILLER,  M.      Pennsylvania,    State    of.       79/05/17.       Ip. 
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7910230116  Requeat    by    SC    Joint    Legialative   Committee    on   Energy    for 
placement    on    distribution    list    for    meeting    notices   re 
railuaste   repositories. 
CARTER, A. H.        South    Carolina,     State    of.        79/07/02.        lp. 

7910230LH1    Request    by    Governor    of    MN    for    placement    on   distribution    list 
For   meeting    notices   re    raduiaste    repositories. 
QUIE.A.  H.       Minnesota,     State    of.       79/09/1B.       lp. 

79I02301H6  Request    by    KY   Legislative   Research    Commission    for   placement 
on    distribution    list    for   meeting    notices    re   raduiaste 
repositories, 
HYLANO,  P.        Kentucky,     State    of.        79/05/23.        lp. 

7910230133  Request   by   NM  Environ    Improvement   Div    for   placement   on 
distribution    list    for   meeting    notices    re   radiuaste 
repositories. 
WOLFF,  T.  A.       Neui  Monica,    State    of,       79/03/23.       lp. 

7910S30137  Request    by   CA  Energy    Resources   Conservation  !.  Development 
Commission    for   placement    on   distribution    list    for   meeting 
notices    re    raduiastc   repositories. 
OPSS.  N.       California.    State    of.       79/O5/23.       lp. 

7910230114   Request    by    MI    Dept    of    Commerce    for    placement    on   distribution 
list    for  meeting    notices    re    raduiaste    repositories 
CALLENjfl.  C.        Michigan,     State    of.        79/O5/23.        lp. 

7910230149  Requests    placement    on    distribution    list    for   meeting    notices 
ra   raj  waste    repositories. 
HCDOHALD,  B.       Envlrosphero   Co.       79/05/23.       lp, 

791023Q1B2  Requests    placement    on    distribution    Hat    for   meeting    notires 
ro   radiuasto    repositories. 
BURNS,  R.  A.       NUS  Corp.       GO-79-0353.       79/OS/21.       lp. 

7910230134  Request    by    ID  Ofc    of   Energy    for    placement   on   distribution 
list    For   meeting    notices    re    raduiaste    repositories 
HART,  W.       Idaho,    State    of.       79/05/21,       lp. 

79102301iO  Requests    placement    on    distribution    list    for   meeting    notices 
re   raduaste    repositories. 
SMITH,  P.  B        Environmental    Protection   Agency.       HAH-WM,       79/05/34.       Ip. 

791G2301&5  Request    by   member    of   PA  House   of   Representatives    for 
placement   on    distribution    list    for   meeting    notices    re 
raduiaste   repositories, 
ITKIN-I,        Pennsylvania,     State    of.        79/05/24.        tp. 

7910230171    Requests    placement    on    distribution    list    for  meeting   notlros 
re    raduaste   repositories. 
hTLLER,  M.       CE  Maouire,     Inc.       79/06/01.       lp. 

7910S30173   Requests    placement    on    distribution    lint    for  meeting    notices 
r»    radwaste   repositories. 
RODQERB.S.        Friends    of    the    Hudson.        79/06/13.        lp. 

79102301BO  Requests    placement    on    distribution    H*t    far   meeting   noticen 
re    raduiaste   repositories. 

SCHILL.IN8,  A,  H.       Battalia   Memorial    Institute,    Pacific    Northuinst 
Laboratory.       79/07/01.       Ip, 

79102301B4   Requests    placement    on    distribution    list    for   meetino   notices 
re    radiuaste   repositories. 
NAFT.  P.  N.       NUS  Corp.       CD-L-146.       79/09/30.       Ip. 

7910H301S9   Requests    placement    on    distribution    list    for   meeting    notices 
re    ratf waste   repositories, 
HlOT.e,  R,       NUB  Corp.       GD-L-439.       79/03/22.       lp. 

7910230193  Requests    placement   on    distribution    list    for  meeting    notices 
ro   ra-duiaato   repositories, 
HVCRdFT,  H.       NUB  Corp.       00-79-0361.       79/03/30.       lp. 

7910230199  Request   by    NY   Dept    of   Public    Svc    for   placement   on 
distribution    list    for   meeting    notices    re   radtuaste 
raposi  tories. 
HAAO,F.  G.       New  York,    State    of.       79/OS/23.       lp. 

7910230324   Request    by   member    df   PA  House    of   Representatives    for 
placement   on    distribution    list    for   meetino   notices   re 
radwaite    reposi toriea. 
BENNETT,  H.  L.       Pennsylvania,    State    of.       79/03/25.       lp. 

7910330239   Requests    placement    on    distribution    list    For  meetino   notices 
re    raduaate   repositories. 
HACKNEY,  C.  A.       Oulf  states   Utilities    Co.       79/05/21.       Ip. 


7910230332  flequeata   placement  on   distribution    list   for   meeting   notices 
re   raduiaste   repositories. 

PASTERNAK,  A,  D.       Af  f  1 1  iation  Unknown.        79/06/08,        lp. 

7910230336   Requests    placement  on    distribution    11. t    for    meeting    notice* 
re   raduiaste   repositories. 

NEUFER.M.A,        Ariiona,     Univ.  of.        79/06/07.        lp. 

791033023B  Requests    placement  on   distribution    list    for   meeting   notices 
re    raduiaste   repositories. 
MERH1TT.M.L.       Sandia   Laboratories.       79/09/22,        lp. 


jqueat   bg  CT  Ofc    of   Planning   t>  Mat    for    placement    on 
distribution    list    for  meeting    notices  re    raduiaate 
repos  i  tori  ea, 

BRENNENMAN.  F.  N.        Connecticut,     State    of.        79/03/30.        lp. 

791023024B  Requests   placement   on   distribution    list    for   meeting    notices 
re   raduiaste   reposi  tori  BE. 

MrtNN.W.B.       Commerce. Dopt.  of,    National    Bureau   of   Standards.       79/05/31 
lp. 

7910230359  Request,   placement   on   distribution    list    for  meeting    notices 
re   radwaste   repositories. 
OIARDINA,  P.  A.       Environmental    Protection   Agency.        79/OS/21.         lp. 

7910330374  Requeat.   placement    on   d iatribution    list    for  meeting    notices 
re   raduiaste   repositories. 
MEYEfi.Q.  L.       Environmental   Protection  Agency.       79/10/10.       lp. 

79102303B3   Request    by    TX    DQA    for    placement    on    distribution    list    for 
meeting    notices    re    rarfuiaste   repositories 
HUTCHISON,  J.  E,        Texas,     State    of.        79/03/32.        lp. 

79102303B7  Request   by    CT  Dept   of  Environ  Protection   for    placement    on 
list    for  meeting   notices   re   raduiaste  repositories 
HEUBNER,A.  T.        Connecticut,     State    of.       79/03/17.        lp. 

7910230391    Request    by    HA   E.ccutive   Ofc    of    Environ    Affairs    for 
placement    on   distribution    list    For  meeting    notices   re 
raduiaste   repositories. 
O'HARE.M.        Massachusetts,     Stato    of.       79/05/17.        lp, 

7910330393  Request   by   OK  Corp    Commission   for   placement   on    distribution 
list    for  meetinfl  notlcea    re   raduiafite  repositories 
DAWBQN.D.      Oklahoma,    State   of,       79/03/16.       lp. 

7910S30398  Request  by   Kool    Radio   Tel evision, Inc    For   placeaant    on 
distribution    list   for  meeting   notices   re   raouiasts- 
ropnai tories, 
KENNEDY, D.        Affiliation   Unknown,        79/05/39.        ip. 

7910230401    Requssts   placement   on    distribution    list    for   meeting    notice! 
ro   raduiaate   repositories. 

VILLFORTH,  J.  C.       HEW.Dopt.of,    US  Public   Health   Service         79/05/21 
lp. 

7910330407  Requests  placement    on    distribution   list    for  meetino    notices 
ro   raduiaste  repositories. 
MILLER, J.W,      HEW.Dept.of,    US  Public   Health   Service.      79/03/21,       Jp. 

7910330409  Request    by   Wl   Dept    of   Administration    for    placement    on 
distribution    list   for  mooting   notices   re   raduiaate 
repositories. 
THOMAN,  J.  H.      Wisconsin,    State   of.       79/03/33.       lp, 

7910230411   Request    by   NC  Dept   of   Commerto    for   placement   on    distribution 
list    for  meetino   notices  re    raduiaste   repositories 
MURDDCK.L,        North    Carolina,     State  'of.       79/03/29.         lp. 

7910230414  Request    by   TX  Public    Utll   Commission    for    placement   on 
distribution    list   for   meetino   notices   re   raduiaate 
repositories, 
LEE,  M.  D.       Teias,    State   of.       79/03/E9.       lp. 

7910230416  Request   by   NY  Legislative   Commission   on    Science   t,  Tethnology 
for   placement   on   distribution    list    for   meeting   notices    re 
radiuafite  repositories. 
HOVT.W.  D.       Neu,  Yor*,    State   of.       79/05/16.       lp. 

791Q23Q4SO  Request   by   member   of  PA  House    of  Representative   for 
placement   on    list   for  meeting   notices   re   raduiaste 
repositories. 
DORR.D.W.      Pennsylvania,    State   of.       79/OS/2I.       la. 
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7910230-422   Request    by    ME   Ofc     of   Planning    It   Programming    for    platBment 
on    distribution    list    for    nesting    notices    re    raduaste 
r  epos  i  tories. 
NICKOLITE.D.        Nebraska,     State    of,        79/03/29.        lp. 


7910260153   Summary    of   790323    meeting    m/DOE    in    Silver    Spring, MD 
environ   survey    plans   for    high    level    waste    ropoei tar i OB. 
HQVLE.R.R.  High    Level    Waste    Licensing    Management    Branch. 

79/06/04.        lp. 


7910230433   Request    by    UY   Ofc     of    Industrial    Siting    Administration    for 
placement    an    distribution    list    for   mooting    notices   re 
raduaste  repositories. 
FALCO.L.  L         Uuaming,     State    of.        79/05/30.        lp. 

7910330426   Request    by    CA   Dept    of   Mines   &   Geology    for    placement    on 
distribution    list    of    meat  Ing    notices    re    raduaste 
r  epos  i  tories. 
DAVIS, O.F.        California,     State   of.        79/06/O5.        lp. 

7910330423   Request    t>u    -HA   State   Energy   Ofc    far    placement    on    distribution 
list    for   meeting    notices    re    raduaste    repositories. 
WOQDiJ.Q.       Washington,    State   of.       79/10/19.       lp. 


EXPORT   AND    IMPORT   LICENSES 


791001Q029  Executive   Branch    position   re  Westinghouse    application    for 
license    to    eiport   4,306    kg   U-239   contained    in    122,320   Jtg    U. 
enriched    to   mai    3.  3SV..  Ltr    of    assurance    end.  License    should 
be   granted. 
NOSENZO,  L.  V.        State,  Dopt.  of.        79/09/29.        3pp. 

7910010101   Submits    application   to   amend    export    licenses    to    eitond    time 
limit    for    specified    reactors    due    to    slouidouin    of    Sued!  oh 
nuclear   program.  N/o    end. 
HARMON, D.W.        Edloui    International    Co.        79/OB/34.        In. 


7910230430  Request   bij    NY  Dept   of  Commerce    for   placement   on   distribution 
list    for   meeting    notices    re    radwaste   repositories. 
EEEBE.S.        Neu    York.     State    of.       79/03/17.        lp. 

791O23O4D3  Request   by   HD  Dept    of   Natural   Resources    for  placement  on 
distribution    lilt    for    meeting    notices   re    raduaste 
r  eposi  curl  as. 
ROTH,  L.       Maryland.     State    of.       79/03/10.        lp. 

7910230435  Raquvst   by    NY  Legislative  Commission   on  Science  &  Technology 
for   placement    nn   distribution   list    for  meeting   notices  re 
raduasta   repositories. 
REDDER.  B.  A,        New   Yorl,     State    of.       79/09/1B.        lp. 

7910230439   Raquest    by    IL   State   Geological    Survey    for   placement    on 
distribution    list   fur  meeting   notices   re  raduaste 
repoaitori  eg. 
BERGSTRDM.  R.  E.        Illinois,     State    of.       79/05/18.        lp. 

7910230140   Request    by    MA   Dept    of   Public   Health    for    placement    on 
distribution   liit   for  meeting   notices   re  raduaste 
repositories, 
PARKER.G,  8.        Massachusetts,     State    of.       79/03/21.        lp. 


7910010101   Submits   application    to   amend    eipart    licenses    to.    extend    timo 
limit    for    specified    reactors    due    bo    slouidouin   of    BuiodiBh 
nuclear   program,  M/o   encl. 
HARMON,  D.H.        Edlou    International    Co.        79/OB/24,         lp. 

7910010101   Submits   application    to   amend    eiport    licenses    to    extend    time 
limit    for    specified    reactors    due    to    slouidouin   of    Siuadinh 
nuclear    program.  U/o   encl. 
HARMON,  D.  U.        EdlDiu    International    Co.        79/09/24.         lp. 

7910010101    Submits   application    to   amend    export    licenses    to    extend    blmo 
limit    far    specified    reactors    duo    to    slouidouin   of   Huedioh 
nuclear    program.  W/o   encl. 
HARMON,  D.H.        EdJoul    International    Co.        79/OB/24,        lp. 

7910010101    Submits   application    to   amend    oxport    licenses    to    eitend    time 
limit   far    specified    reactors    due    to    slowdown   of   Suiedlnh 
nuclear   program.  W/o   encl. 
HARMON.  D.  M.       Edlou    International    Co.       79/08/51.        lp. 

7910010110  Submits    application    to    amend    impart    licenses    bo    eitend    tlmo 
covered    to    910631. 
KEENAN,  R.P.       Uos  ting  house   Electric    Carp.       1CS-9Q82.       79/00/16,       lp. 


7910230443   fiea.uest   <itf    OH   EPA    for    placement    on    distribution    list    for 
meeting   notices   re   raduaste    repositories. 
ANDERSON,  J.  R.        Ohio,     State    of.       79/05/31.        tp. 


79IQ010IIO  Submits   application    to   a  mo  in!    impart    licences    to    eitend    timo 
cuvered    to    810631. 
KEENAN.R.P.        Westinghouse    Electric    Carp.        IC8-9QB3.        79/QB/16,        lp, 


791023G-4'!'!  Request   bg    number,  PA  House   of  Representatives,  for 
placement    on    distribution    Hot    for  meeting   notices  re 
raduaita  repositories. 
WRIGHT, J.L.        Penntylvania,     State    of.       79/OS/22.        lp, 


7910010234  Forwards   application    For    eiport    license    for   minor    nutloar 
eiport. Ltr   of   assurance    required 

PETERSON, M.  R.         Assistant   Director    for   Export/Import   &    International 
Safeguards,        79/09/06,        lp. 


7910230445   Request    bo    MM   Environ   Evaluation   Group    (or    placement    on 
distribution    list    For  meeting  notices   re   raduiaste 
repositories. 
QdNZALES.Q.P.        Neu   Meitco,     State    of.       79/05/22.        lp. 


7910010296  Submits    application    to   amend    aiporb    license    to    eitend 
eipiration   date    to  801001. 

MDWRY.H.  Fl.        General    Atomic    CD.      (subs,     of    Gulf    Oil    Corp.).        79/OQ/27. 
lp. 


7910230449   Request    bg    VA   Deft    of   Conservation   I.   Economic   Development 
for  placement    on   distribution    list    for  meeting   notices   re 
radmaste  repositories. 
MIL1CI.R.C.        Virginia,     State   of.       79/05/33.        lp. 


7910010303  Submits    application    to    amend    export    license    to   ottend 
expiration   dato    to  811001.' 
UILSDN.B.D,       General   Electric    Co.       BDW-79I9B,       79/O8/14.       lp. 


"?1Q23043.0  Request  by   RI   Energy  Qfc    for   placement   on   distribution    list 
for  meeting   notices   TB  radwajste   repositories. 
&RADY.  P.       Rhode    Island,     State    of.       79/06/13.        lp. 

7910230453  Request   by   Uos  Angeles   Dept  of  Hater  !.  Pouer   for   placement 
on   distribution   list    for  meeting    notices   re   raduaste 
r&posi  tories. 
WEIDNEfi.L.  J.       Los  Angeles,    CA.      79/06/15.       lp. 

7910330435  Requests   environ   surveys   for   possible   raduaste   repository 
«1  tea.  especially  Hanford   reservation   site. 
GARRETT.S.  M.      Affiliation  Unknown.       79/05/30.       lp, 

791O2S0053  Forwards   summary  of   meeting   held   between  NRC  &  DDE  re 
environ    surveys    being    conducted    by   DOE   for   selecting   high 
level    uaste    repository    site.  Also   forwards  meeting   handout. 
U/a  encl, 

MALARO,J.  C.  High    Level   Hasta   Tachnical   Development  Branch. 

79/Oa/ao.       lp. 


7910010315  Submits   application   to   amend    export    license    to    extend 
eipiration    date    to   B31S01    and    Increase    oiport    quantity    from 
1,392  to    1,432    kg   U-335,  from   51,009   to   53,613    kg    U  t, 
mai    enrichment    from  3.  18%   to   3.  45'/.. 
LEENAN.R.P.       Westinghause  Elec  trie    Corp.       103-8919.       79/07/16.       lp. 

7910010326  Submits   application    to   amend    export    license    to    extend 
expiration   dato    to  B1Q701, 

DAHL3TROH,  C.  0.        WostinghDUSC    Electric    Corp,        ICB-91BD,        79/OB/31. 
1pp. 

7910010313  Amend    1    to    license    for   Edloui    Intl    Co,  extending    expiration 
date    from  521201    to  S40101. 

PETERSON, M.R.         Assistant   Director    for  Export/ Import   5.    International 
Safeguards.        79/07/05,        lp. 

7910010707  Application   by   Mltsuillne   Travel    Bvc    of   Amarlca    Inc    for 
license    to    import   7O  mg   U-233    from  Japan. 

VAHAZAKI.H,       Mltsuillne   Travel    Service    of  America,     Inc.       79/OB/06, 
2pp. 


79102505O3  Confirms   that   J  Dudley   of  NH  Environ   Improvements  Div,  Water 
Quality    Group   ulll    send   water   samples   for  analysis. 
EAD1E,  Q,  Uranium   Recovaru   Licensino  Dranch.      79/10/03.       lp. 


7910020013  Submits   amend    application    to    eitend    license    expiration    dati 
to   B01201. 
DAHLSTROM, C.  0.       Westinghause   Electric    Corp.       79/08/31.       lp. 
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7910O20013   Application    by   OE   for    license    to    import   up    to   90    kg   U, 
enriched    to   IX  U-239,    h   up    to   O.  At    kg    Pu   contained    in    PUB! 
rods. -from  Sweden. 

B,  D,       General    Electric    Co.       79/OB/I7.       app. 


7910030736   Application    fnr    license    to    export    3,5   deuterium    in    1O    kg 
deuterium  oiide    to   Japan. 

EDELSTEIN.B.       Aldrlch   Chemical    Co.,     Inc.     Csubt.    of  Sigma-Aldri ch 
Corp.  ).       79/09/12.        Ip. 


7910020016   Eiecutive   Branch    position    ra    OE   application    for    license   to 
eiport    SB  neutron   detectors    to   Finland. Ltr    of   assurance 
enc  1.  LI  cense    should    be    granted. 
NOSENZQ,L.  V.       State,  Dept.  of .       79/09/13.       3pp. 

791002003?  Application    by    Edlou    Intl    Co    for    license    to    eiport  U  as 
U-SOSrU   as   metal    S«  U  as    depleted    U-309   to   Argentina. 
HARMON.  D.  W.       Edlouj    International    Co.       CNEA-3,       79/09/03.       2pp. 

79100300&Q    License    for   Hestlnghouse    to    impart   92,281    kg    U,  enriched   to 
fflui    3,  3V.    U-235.  from  Sweden. 

PET'EflStJN,  H.  R.         Assistant    Director    for   Eiport/Import   b    International 
Safeguards,       79/O9/11.       Ip. 

791002O1&S    Application   by   WeHtinghouse    for    license    to    Biport   600  g 
U  dioxide    powder,  enriched    to   4.  OX  mai    U-239,  to   France. 
HEHSCH,  M.  H,        Wostlnghouao    Electric    Corp.        MNC-NRC-33,        79/OB/30,        Ip. 


7910020171    Application   by   Westinnhouse    for    license    to   Biport   600  g 
U  dioxide    pouder.  enriched    to   4.  OX   mm    U-235,  to   UBigium, 
HERSCH,  M.  M,       Hastlnghouse   Electric    Corp.       MNC-NRC-32,       79/OB/30. 


Ip, 


7910020177  Application   ay   Wostinghouse    for    license    to   eiport  fcOQ  g   II- 
dloiUe    poimfer,  enriched    to    1,  OX  mat    U-235,  to   Japan. 
HERSCHi  M,  M,       Weatinghouse   Electric    Corp.       MNC-NRC-34,       79/OH/30,       Ip. 

79100B0187   Application   by    Canberra    Industries    for    license    to    Biport 
point    sources   Na-aB,Co-37.FB-55,Co-6Q  S.  miied    point   source 
containing   Co-97,  Cd-109,  Br-B3,  Ca-139,  Ca-137,  Y-BB,  Co-iO, 
Sn-113  <V  Hg-2O3    to   China   fr    then   back    to  US. 
FISHERiE.  0.       Canberra    Industries.       F-l,       79/07/12,       2pp, 

7910020194   Application   by    Ed  1  DUI    Intl    Co    for    license    to   eiport   31    446   Kg 
Ui  enriched    to  20,  3X  U-H39.  to  Argentina. 
HARMON.  D.  W.       Edloiu    International    Co.       CNEA-4.       79/09/03.       Ip. 

791QQSO336   Executive   Branch    position    re   U9  Dept    of   Armij   application    for 
license    to    eiport    102.3    kg    depleted   U    to  France.  License 
should    be    granted. 
KQ8ENZO.  L.  V.        State,  Dept.  of  ,        79/09/17.        Bpp, 


7910020787  Notifies    that  carrier   of   byproduct  matl   will    be   leaving    on 
791004.  a 

PETERBQN,M,  R.         Assistant  Dlractor    fur  Eiport/Import  EC    International 
Safeguards.       79/09/24.        Ip. 

7910030094  Amend    1    tn    license    for  Transnuclear, Inc    to    increase   quantity 
of  matl    authoriied    for   eiport    to    126,000   kg    depleted  U    in 
form   of  U  metal   as    ingots  !.  300    kg    depleted   U   in   form   of 
depleted   U  heiafluoride   as   heels. 

PETERSON,  M.  R.         Assistant  Director    for  Eiport/Import  &    International 
Safeguard!.        TNPHBI    7B-357/O.       79/09/06.        Ip. 

7910030102  Amend    1    to   import    license    far   Uest inghause    extending 
eipiration  date    to  810630. 

PETEfiSON. M, R,         Assistant   Director    for   Eiport/Import  &    International 
Safeguards.      79/09/06,       Ip. 

7910030106   Amend    1    to    import    license    for   WestinghousB    B*tending 
eipiration    date    to   Q1O630. 

PETERSON, M.  R.         Assistant   Director    for  Export/Import  &    International 
Safeguards,      79/09/06,       Ip. 

7910030111   Amend   3   to   license   for   Edlou   Intl    Co   attending    eipiration 
date    to   B30101    &   removing    Conditions    1    EC   3.  Other   conditions 
remain  unchanged. 

FETERSON.M.R.         Assistant  Director   for  Export/Import  &    International 
Safeguards.       UEB/SW-2.       79/09/06.        Ip. 

7910030120  License    for   OE   to    import  8.403   kg   U  containing    0.442    kj 
U-339,  enriched    10,  3  u/o  mai,  &  34.  1    g   Pu   as  metal    claS    fuel 
rods    originating    in  US. 

PETERSON,  M.fi.          Assistant    Director    for    Export/Impart   Sc    International 
Safeguards.      79/09/29.       2pp. 

79100301B3   Application    by   CortlU   Corp    for    license    to    export   45   g    Pu-333 
to  Colombia, Japani  Taiuan,  Philippines, Thailand   &  South   Korea. 
PREOinOR.M.H.        Cordis    Corp.        79/09/11,        2pp. 

79100303QB  Requests   amend    to   Biport   license    increasing   quantity    to 
B9   kg,U-239  contained    in  2774   ig  U,  to  be   shipped    to  Spain. 
KEENAN-fi.P.      Mestlnghoiise  Electric   Corp.      79/09/07.       Ip. 


7910020341    EuBcutlvE   Branch    position    TB   Mitsui    (<  Co    Inc   application    for 
license    to    eiport   812    kg    U-H35,  contained    in  30,451    kg   U,  to 
Japan.  Ltr    of    assurance    end.  License    should    be    grantee. 
NOSENZO,  L.  V.       State,  Dept.  of.       79/09/17.'      3pp. 

7910020506  Eiecutlvo   Branch    position    re   United   Kingdom  Treasury   & 
Supply   Delegation   application    for    amend    to    license    to   eiport 
addl    43Q    Vg    U   to   United   Kingdom.  Amend    should    be    Issued. 
NQ3ENZO,  L,  V.        State,  Dept,  of.        79/09/1S.        3pp. 

7910Q-2Q57O   Application    by    Dent   of   Navy    for    license    to    Biport   9i  604   kg 
depleted    U   in   U-233   to    Israel. 
rUTHEQQj  D.  M.        Navy.  Dept.  of,        63/374980.        79/09/07.        3pp. 

791002O6BG    Eiecutive   Branch    position   re   OA  Co   application    for    license 
to    eiport    components    for   TRIOA   research    reactors    to 
Japan.  License    Hhould    he    granted. 
NDEENZO.  L.  V.        State,  D«pt.  of.        79/09/1B.        2pp. 

79I002O709    License    for   Nissho-lwal    American   Corp    to    export    10,000   kg 
heavy   uiatvr   to  Japan. 

PETERBON-rt.  R,          Assistant   Director    for   Eiport/Import  &   International 
Safeguards.       79/09/19.       2pp. 

/ 

79IOOB0711    Submits    application    to   amend    license    to  'export   B   >|g''.lr-235, 
enriched    up    to   3.  4X,  to    Spain,  .   >'    '     • 

i  R.  P.       Hestlnohouse   Electric    Corp.       79/09/12.       Ip.  '.    . 


79100B07I3  Amend    1    to    export    license    for   Byron   Jackson  Pump    Div,  adding 
•  dill    nuclear    reactor    facility    irt  Japan. 

PETERaON.M.R.         Assistant   Director    for   Eiport/Import  (c   International 
aafaguardi.       79/09/19.       Spp. 

791Q02O714    Submits   application    to   amend    export    1  icense,  Increasing 
quantity    to   B9   kg    U-239   contained    in  2,774    kg   U,  to   be 
shipped    to   Spain. 
KEENAN.R,  P,      tfeitlnghauie  Electric   Corp.      77/09/07.      Ip. 

7910050716   Submits   application   ta    amend    eiport    license    increasing 
quantltu    bo  89    kg    U-233,  contained    In  2,774    bg    U,  to   be 
ihlppad    to  Spain. 

R-  P,       Mestinghouae   Electric    Corp.       79/09/07.       Ip. 


7710030224  Revests  amend    to    eipart   license    increasing   quantity    to 
B9   kg   U-235,  contained    in  2774   kg  U,  to  be   shipped    to  Spain. 
KEENAN.R.P.      Uestingnouso  Electric   Corp.      79/09/07.       In. 

791003023o   Application    by    Edlou    Intl    Co    for    license    to   export   SO.  125    kg 
U-30B,  enriched    to  20,  3'/,,  to  Argentina. 
HARMON.D.  W.      Edlou   International   Co.      CNEA-3.      79/07/03.       3pp. 

7910030248  Requests    license   to    import    1,000   k.g  U  in   form  of  fld-2O3-U 
oiide   pel  letes,  enriched    to   4,  OSXi  fram  West  BerinaTiy. 
ZEFF,  D.  H.        Babcock    J.  Wllcol    Co,        79/OB/31.        2pp, 

7910030309  Application   by   DiW   far    license    to   etport    1900    kg   U  as 
enriched  U  heiaf  luorlde,  U  dioxide  ti  triuraniun  octoiide    ta 
United   Kingdom. 
*      Bafteock    ti   Hilcoi    Co,     .  BW-79-1.        79/OB/31.-      2pp, 

7710030341   License   for  Kauecfcl   Derylco    Industries, Inc    to   export    four 
plecei   of   Zlrcaloy-II    seamless    tubing   to  Canada. 

PETERSON. H.  R.         Assistant  Director    for   Eiport/Import  (•    International 
Safeguards.      79/07/17.       Ip, 

7910030346  License   for  OE   to   eiport  2S  neutron   detectors    to  Finland. 
PETERSQMi  M.  R.         Assistant   Director    for   Eiport/Import  b    International 
Safeguards.      79/09/19.       1pp. 

7910030393  Submits   application    for    license   to    import  69    kg  U-235,, 
,  enriched    to  max   3.  20X,  from  Spain. 
KEENAN.R.P.      Mestlnghouse  Electric   Corp.      79/09/12.       Lp. 

79100303B1   Application  by   Byron  Jackson  Pump    Divi  Borg-Marner  Corp 
for    license   to   eiport    parts  &  components    for   pumps  used    in 
connection  u/nuclear   pouier  plants   to  Taiwan, 
»     Borg  Warner  Corp..    Bryon  Jackson  Pump  Div.      77/OB/28.      2pp. 

7710030395  Application   by  Uestinghouse   for    license    to   ejport    tuo 
primary    sources   ui/mii    of   969  mtcrpgrame   of  Ca-292  per 
source    to  Spain.  .         '  .  . 

KEGNAN.R.P.      Hestlnjhouse  Electric   Cnrp.      MNC-NRC-34.       79/09/04. 
2pp. 
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7710030410   Submits    application    to    extend    eiport    license    expiration    date 
to   B01001- 

ULUMENFELD,A.        Engelhard    Minerals    !.   Chemicals   Corp.,    Engelhard 
Industrie*    Dlv.       7f /OB/31.        lp. 

7910030413   Submits    application    to    extend    eiport    liconse    expiration    dote 
to   000401. 
HOADLEV.  S.       Monsanto   Research   Corp,      79/OS/30.       lp. 


791OO4O366    Application   b  g    Kauieckl    Berglco    Industries,  Inc    for    license    to 
export   Zircaloij-II    seamless    tubing    to   Canada, 
SNVDER,  B.        Kawecki    Berglco    Industries,     Inc.        79/O9/1B.        2pp. 

7910010565  Forwards    application    far    license    for   minor    nuclear    export. 
Ltr    of  assurance   required, 

PETERSON,  M.  R.         Assistant   Director    far   Export/Impart   &    International 
Safeguards.       79/09/20.       lp. 


7910030421    Submits    application    to    amend    eiport    license    to   read 
5,000,000    *s    contained    in    5.900,000   kg   U-308   L    to   Bitend 
Bipiratior,    date   to   Jan    1<JB4. 
HARMQN.D.H.       Edloia    International    Ce.      79/O9/07.       lp. 


7910Q40367   Forwards    application    for    license    for    minor    nuclear    eiport. 
Ltr    of  assurance   required, 

PETERSON,  M.  R.         Assistant   Director    for   Export/Import    &    International 
Safeguards.        79/09/20.        la. 


7910030573   Application    bg    Bigma   Chemical    Co    for    license    to    export    5    hs 
deutErium   oiide    to    India. 

STERH.W,  C.       Sigma   Chemical   Co.     (subs,    of   Sigma  Aldrich   Corp.).       0-33. 
79/07/07.        lp. 


7910040570  Forwards   application    for    license    for   minor   nuclear    eiport. 
Ltr    of  assurance   required. 

PETERSON*  M.  R.         Assistant   Director    for    Eipnrt/Iinport   &    International 
Safeguards,       79/09/20.       lp. 


7910030579    Submits    application    to    roneu    license    XB-0936   to    export 
50,000  Ci    per   country   per    quarter    to  Philippines  6 
Singapore, 
JAKUBEK.O.  J.        TIrnBX    Corp.        79/08/30.       3pp,  . 

7910030579   Submits    application    to   renew   license   XD-0936  to    export 
80.000   Ci     par    country    per    quarter    to   Philippines   t 
Singapore. 
JAKUBEK,  J.J.        Timei    Corp.        79/OB/30.       2pp,  . 

7910030904  Requests    Eiecutive    Branch    position   re   Dept    of   Navy 
application   SOT    license    to  export   depleted  U  to    Israel, 

PETERSON.  M.Fi.         Assistant    Director   for  Export/Import  &   International 
Safeguards,        79/09/21.        lp. 

7910030905  Forwards   application   for   eiport    license    for  minor  nuclear 
eiport.Ltr   of   assurance   required. 

PETERSON.  M.R.         Assistant   Director   for  Export/Import  t>    International 
Safeguards.        79/Q9/2O.        lp. 

7910030906  Requests   Eiecutive  Branch   position  re  Hestinghouse 
application    for    license    to   export   3,774    kg    U,  enriched    tn 

3,  SOX  w/o-  mai.  to   Spain. 

PETER5DW.  M.  R.         Assistant   Director    for  Export/Import  fc    International 

Safeguards,        79/O9/2O.        lp. 

7910030907  Requests    withdrawal    oF    application    to    ship    two   mechanical 
seal   cartridge  assemblies    to  Taiwan  Power   Co. Equipment   mill 

be    shipped    per   OE   License    XR-SO.  Amend    3. effective   7V09I1, 

NORTON,  J.  F.        Dorg    Warner    Corp..     Qrgon   Jackson   Pump    Dlv.       79/09/13. 

IP- 

7910030909  Requests   Eiecutive  Branch   position   re  Westinghouse 
application   for   License    to  export  2,774   kg   U, enriched    to 
3.  SQ'A  wfa  ma  i.  to  Spain. 

PETERSON,  M. R.        Assistant    Director    for  Enport/ Import  &   International 
Safeguards.       79/09/24.       lp. 

1003091)    Requests    Executive   Branch   position  re  IJostinghouse 

ipplicatlon   f.or   license    to  oxport  3,771   kg  U,  enriched    to 

3.  SO'/,  mac,  to   Spain. 

"ETERSrJN.  M.  R.         Assistant    Director    for  Export/Import  (<   International 

Safeguards.       79/O9/20.       lp. 

7910030913   Forward*    7*)0713    Telex   H213   re   conversion    of   U   at    Allied 
Chemical    Corp    &  enrichment  at   DDE   facility   per  Contract 
UEB/EU/iOQ.  Hatl  will    be    exported    as  U-30E)  &   stored    In  OE 
facllitg    prior   to   conversion. 
MAT30N,  V.       TTansnucUar.     Inc.      79-211/01,       79/09/H.      3pp, 

7910030913  Requests  Ei«ciitive  Branch  position  re  Hestinghnuse 
application  Far  license  to  export  350  kg  U.enrlchid  to  3.47, 
u/a  dial,  to  Spain, 

PETERSON,  M, R,         Assistant   Director   fnr  Export/Import  i   International 
Safeguards.       79/09/21.       lp, 

7910040391    Hotlflfli    that  cuftomarg    IS-dag   waiting    period  uias  waived    For 
proposed    export  o-f    components    to  Canada  due    to   urgencg   of 
rsqunst. 

PETERSON,  M.  R.         Assistant   Director   for  Export/Import  (.   International 
Baf  eguar  t  s .        79/09/19.        1  p. 

7910040354  Application   bg    GE  fnr    license   to   export   nonle   fittings   to 
The  Netherlands, 
HIL50N,  D.       General    Electric  Co,      79/09/17.       Ipp. 

7910040362  Submits   application   ta    extend    eiport    license    to   B01331. 

RODI.J.P.       Uestlnghouse   Electric   Corp,      TFO/NRC-36B6.      79/09/12.       lp. 


7910010972  rtmend   2   to   3M  Co   Static   Control    Sgs    export    license    Extending 
expiration   date   d  removing    Condition    1. 

PETEFISQN,  M,  R.         Assistant   Director    for   Ejport/Import   B,    International 
SaPaguards.       79/09/26.        lp. 

7910050016  Forwards   applications    for    import   &   eiport    licenses    for   D&W. 
EDLOW.J,       Edlow   International    Co.       79/09/05.       lp, 

— 791OD30021    Application    by    DM    for    license    to    eiport    150O    kg    U    aa 
enriched   U  hoxaf  luoridn,  U   dioicide   &    triuraniun    octoxide    to 
United    Kingdom. 
»       Dabcock    &   Hilcoi     Co.        BW-79-1.        79/00/31.         lp. 

7910050076   Requests   Eiecutive   Branch    position  re  Uestinnhouse 
application    for    license    to    oiport   2,774    kg   U. anriched    to 
3.  BOX   a/o  mai.to   Spain, 

PETEREDN,  M.  R,         Assistant   Director    for    Eiport/Import    &    International 
Safeguards.       79/09/2-1.       lp. 

79100300B3  Requesto  Ejiecutive    Qranch    position   re   Uoatinghouse 
appli-cation   for    licence    to    oxport   2,774    Vg   U,  enriched    to 
3,  SOX   ui/o   mail  to   Spain. 

PETERSON,  M.R.         Aaeistant   Director    for    Export/Import   d    International 
Bafenuarda.       79/09/34.       lp. 

79 1  OQS003&  Requests   Exetutive   Branch    position  re   Edloiu   Intl    CD 
application    POT    license    to    export   BNM    to  Peru. 

OQSSICK.L.V,       Office    of    the   Executive   Director    For   Operationn. 
79/09/HO,        lp. 

7910OH0091    Requests   Executive    Branch    position   re   Union   Carbide   Corp 
application    for    license    to    export   BNM    to  Franco. 
GQSS1CK.L,  V.       Office    of    the   Executive    Director    for    Operations, 
79/09/20.       lp. 

7910050098  Requests   Executive    Branch    position   ro   DW  application    For 
license    to   export   SNH    to   United    Kingdom, 

GQBSICK.L.V,       Office    of    the   Executive    Director    for   Operations, 
79/O9/24.        lp. 

7910050099  Requests  Executive    Branch    position  re   Edlcu    Intl    Co 
application    for    license    to    eiport   8NM   tn   Argentina, 

GOBBI-CHi  L.  V.       Office    at    the   Executive    Director    for   Operations. 
79/09/24.       lp, 

7910050100  Requests   Executive   Branch    position   re    Italian   Natl 
Electrical   Energy   Co   application    for    license    to    export 
20,000  metric    tons    of   US-origin    depleted    U   to  France. 
GOS51CK,  L.  V.       Office    of    the   Executive    Director    for   Dperationa. 
79/09/34.        lp. 

791005014B  Submits    application    to    amend    License    to    import   343,65   kg    U. 
147.3   kg    U-230  t.  920    g   Pu    in   add!    quanii  ties.  Li  s-t    of 
estimated   quantities    of   Pu    to   be    shipped    to  reactors    end. 
MATSON,  V.       Transput  Uar,     Inc.       7SC-31Q/F.       79/OB/2B.       3pp. 

7910080593    BECY-7B-271 

Informs  Commmission    of    exemption    from    10CFR110.  43  uiritten 
assurance  roquirament    for    import/export    license    applications 
received    prior    to   790319.  -.„,„.,„. 

SHEA.  J.  R.      Office    o-f    International    Programs,       7S/06/O1.       4pp. 

7910090054   EECY-7G-a72 

BummarinjB   status    of    exports    under   NRC   review   prior    to 
79O509  wliich   remain,  ponding    &  Executive   Branch    export 
analyaes   received    7BOS09-1S.  ,„,.„,„- 

SHEA..  J,  fi.      Office    of    Intornational   Programs.       7B/oa/22.       Qpp. 
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7910090054  BECY-78-273 

Sumrtiarl  les  status  of  exports  under  NRC  review  prior  to 
730309  which  remain  pending  Si  Eiecutive  Branch  eiport 
analyses  received  780507-18. 
SHEAiJ.H.   Office  of  International  Programs.   70/03/39. 


Bpp. 


7910090054   BECV-7B-372 

Summariies    status    of    exports    under    NRC   review   prior    to 
7B05D9   uihich    remain    pending    &   Eiecutive    Branch    Eiport 
analgses    received    780509-1B. 
SHEA,  J.  n.       Office    of    International    Programs.       7B/03/22. 


Spp, 


7910070034   SECV-7B-a7a 

Summarizes    status    of    exports    under   NftC 
7 a 030?  uhich   remain   pending    &   Executiv 
analyses   received    780509-18. 
SHEft,  J.  R.      Office    of    International    Progr 


BVieu    prior    to 
Branch    export 


ns,   7B/O3/22.   8pp. 


7910090034  SECV-70-273 

Bummarlies  status  of  exports  under  NRC  review  prior  to 
7BOS09  which  remain  ponding  &  Executive  Branch  eiport 
analgses  received  780309-1B. 
SHEA,  J,  R.   Office  of  International  Programs.   7B/05/3S. 


app. 


7910090054  BECV~78-27a 

Sirmmariies  status  of  exports  under  NRC  rovleuj  prior  to 
780309  uihlch  remain  pending  &  Eincutive  Branch  export 
analyses  received  7B0509-1B, 
SHEA.J.R.   Office  of  International  Programs,   70/03/22. 


0pp. 


7910D900S4   SECV-7B-372 

Summariies    status  of    exports   under  NBC   revieu  prior    to 
7B0509  uihich    remain   pending    &  Eiecutive   Branch   Biport 
analyses    received    7BOS09-ia. 
SHEA.J.R.      Office   of    International    Programs,      7G/05/22, 


Bpp. 


7910070054   SECY-7B-272 

Summariies    status    of    exports    under   NnC   revieu  prior    to 
7B0509  which    remain    pending    &   Executive   Branch    eiport 
analgses   received    780309-18. 
SHEAiJ.R,      Office    of    International   Programs,       7B/O3/23. 


Bpp, 


7910090054   SECY-78-273 

Bummariies    status    of    eipnrts    under    NJIC   revieui   prior    to 
7BO509  uihich   remain   pending   &  Eiecutive   Branch    eiport 
analyses    received    7BQB09-1B, 
SHEA.J.R.       Office    of    International    Programs.       7B/05/33. 


Bpp. 


7910090034   SECV-7B-a72 

Summariies    status    of    eiports    under   NHC   ravieij   prior    to 
790309  uihich    remain   pending   &   Executive   Branch    export 
analyses   received    7B0509-1B, 
6KEA,  J.  R.       Office    of    International    Programs.       7B/O3/22. 


Bpp, 


7910090054    BECY-7B-272 

Summariios    status    at    exports    under   NHC   revieu   prior    to 
7BO509  uihich    remain   pending   !<  Executive   Branch    eiport 
analyses   received   780309-18. 
SHEAiJ.  R,       Office   of    International    Programs.       70/03/22. 


Bpp. 


7910090031   6ECY-78-272 

Summariies    status    of    exports    under   NRC    revieu   prior    to 
7BQ309  uhlch    remain   pending   &   Executive    Branch    export 
analyses   received    7BOS09-1B, 
BHEAiJ.R.       Office    of    International    Programs.       78/05/22. 


7910090034    SECY-7B-272 

Summariies   status   of    Bipnrts   under   NRC   revieu  prior   to 
7BO509   which    remain    pending    &   Eiecutive   Branch    export 
analgses    received   7B0509-1B, 
6HEA,  J.  fi.      Office   of    International   Programs.       78/05/33. 


Bpp. 


71 10090054  BECY-7B-272 

SummarilBB  status  of  exports  under  NRC  revieui  prior  to 
700309  which  remain  pending  &  Executive  Branch  export 
analyses  received  780509-18. 
SHEA.J.fi.   Office  of  International  Programs.   78/03/22.   Bpp. 


7910090054   SECY-7B-373 

Summariies  status  of  export 
780S09  which  remain  pending 
analgses  received  7B0509~1B. 
SHEA,  J.  n.  Office  of  International  Programs 


under  NRC   revleiu  prior    to 
Eiecutive  Branch   export 


7H/05/E2,      Bpp. 


7910090054   SECY-7B-a72 

Summarizes    status    of    eiports    under   NRC   review   prior    to 
7S0509  which    remain   pending    tt   Eiecutive    Branch    eiport 
analgsui    received    700309-18, 
EHEA.J.R,       Office    of    International    Programs.       7B/05/32, 


Bpp. 


7910090054   SECV-78-272 

Summariiea    status   of   exports   under  NRC   revieui  prior    to 
780509  uihich   remain   pending   &  Executive  Branch   aiport 
analgses    received   7BOB09-1B. 
SHEA.  J,  R,       Office    of    International    Programs.       7B/05/22.       Bpp, 


7910090094   8ECY-78-272 

Eummariles    status    of    eiports    undor   NHC   revieui   prior    to 
780309  uihich    remain   pending   &   Executivo    Branch    export 
analyses   received    7B0509-1B, 
SHEfW.R.       Office    of    International    Programs.       7B/03/22.       Bpp. 

79100700B4  3ECY-78-S7S 

Bumffiariies    status    of    exports    under   NfIC   revieui   prior    to 
7Q0509  uhlch    remain   pending   !<   Executive    Branch    export 
analyses   received    780309-1B, 
SHEA,  J,  R.       Office    of    International    Programs.       7B/05/32,       Bpp. 

791009003-1    BECY-7B-a?2 

BiiAinarlias    itabui    of    exports    under   NRC    rovioui   prior    to 
7B09D9  uihich   remain    ponding    &   Eiecutive    Branch    export 
analyses   received    780509-1B. 
BHEAiJ.R.       Office    of    International    Programs,       761/05/32.       Bpp. 

79100900S4  8ECY-7B-272 

Summarizes    status    of   exports    under  NHC   revieui   prior    to 
7BO&07  uhlch    remain   pending    &  Executive   Branch    export 
analgses   received    7B0309-i8. 
BHEA.O.R.      Offlea    of    International   Programs,       7B/05/22.       Bpp. 

7910090054  BECY-78-272 

Bummiriies    status    of   eiports    under  NRC   revieui   prior    to 
7BO&09  uhlch    remain   pending    ti   Executive   Branch    eiport 
analgses  received    7BOS09-1B. 
6HEA.  J.  R,      Office    of    International    Programs.       78/03/23.       Bpp. 


7910090054  SECY-78-H7a 

Bumm«rl  its    status    of    exports    under   NRC   revieui   prior    to 
760309  uihich    remain    pending   &   Executive    Branch    export 
analgses   received   7BOS09-1B, 
SHEA.  J.  R.       Office    of    International    Programs.       7B/03/32.       Bpp. 


7910090084   8ECY-7B-S72 

Sumntariies    itatus    of    exports    under   NRC   revielii   prior    to 
7B0809  uihich   remain   pending   t<   Executive    Branch    export 
analyses   received    780509-18. 
SHEA,,J.R.       Office    of    International    Pronrama,       7Q/03/22.       Bpp. 


7910090054  Bummariles  status  of  exports  under  NRC  revieui  prior  to 
7B0309  uhlch  remain  pending  &  Executive  Branch  export 
analgses  received  7B0509-1B, 
SHEA,  J.  R.   Office  of  International  Programs.   78/05/22.   Bpp. 

79100900S4  Summarizes  status  of  exports  under  NRC  revieui  prior  to 
7B0509  ujhich  remain  pending  &  Executive  Branch  export 
analyses  received  780507-16. 
SHEA,  J.  R,   Office  of  International  Programs,   75V09/22,   Bpp, 


7910090054  SECY-7B-a73 

Summariies  status  of  exports  under  NHC  revieui  prior  to 
7BO509  uihich  remain  pending  !<  Eiecutive  Branch  Biport 
analyses  received  7B0509-18. 
BHEA,  J.  R.   Office  of  International  Programs.   7B/05/33. 


7910090051  SECY-78-272 

Summariies  status  of  exports  under  NIC  revieui  prior  to 
7BO509  uihich  remain  pending  tt  Executive  Branch  eiport 
analyses  received  780509-18. 
BHEAiJ.  R,   Office  of  International  Programs.   7G/05/23. 


Bpp, 


Bpp. 


7910090054  SECY-7B-272 

Summariies  status  of  eiports  under  NRC  revieui  prior  to 
780509  which  remain  pending  t  Executive  Branch  eiport 
analyses  received  7B0509-18. 
SHEA,  J,  R,   Offico  of  International  Programs.   7BV03/33.   8pp. 


7910090054  SECY-7B-372 

Bummariie*  status  of  exports  under  NRC  revieui  prior  to 
7B0509  uhlch  remain  pending  h  Eiecutive  Branch  export 
analyses  received  780509-1B, 
SHEArJ.  R.   Office  of  International  Programs.   7B/03/23.   8pp. 


7910090034  8ECY»7B-27a 

Summarizes  status  of  eiports  under  NRC  revieui  prior  to 
780509  which  rsmain  pending  t.  Executive  Branch  eiport 
analyses  received  7B0509-1B. 
BHEA.J.H.   Office  of  International  Programs.   70/05/22.   Bpp. 
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7910090034    SECY-7B-272 

8ummarii*a    status    of   eiports   under  NRC  review  prior   to 
760309  luhich    remain  pending  (*  Eiecutive   Branch   eiport 
«naluses    received    780509-16. 
SHEA.J.R.       Office    of    International    Programs,      78/03/33, 


0pp. 


7910090094   -BECY-7H-273 

Summarliei    status    of   eipnrts   undar  NflC  review  prior    to 

7B0907  uhlch    remain   pending   ft  Executive  Branch   eiport 

anal  vie*    received    780509-18, 

EHEA.J.R.        Office    of    International    Programs.       7B/03/22.        Opp 


7910090034   SECV-7B-273 

Summarlloi    status    of   export!   under  NRC   ravieiu  prior    to 

7 BO 309  which    remain   pending  &  Eiecutive  Branch    export 

analyses    received    7B0509-18. 

BHEA.J.R.       Office    of    International   Programs.      7B/05/23.       Sop. 


7910090034   SECY-7fi-a73 

SummarlJBE    status    of   exports   under  NRC  review  prior   to 

7 BOB 09  uihlch    remain  pending   1  Eiecutive  Branch   eiport 

analyses   received    7B0509-1B, 

SHEA.J.R.       Office    of   International   Programs.      78/05/23.       8pp. 


7910Q9020B   SECY-79-304 

Forwards    license    application   From  Transnuclear.  Inc    to   eiport 
900   kg  U.  enriched    to  8.  1BX  U-235,  to  France.  Requests    Info   re 
presently-identifiable    inues    to   be    included    In  analysis. 
SHeA.O.fl.       Office    nf    International   Programs.      79/OH/24.       Ip. 

7910090399  Requesti    Executive  Branch   position  re  Mitsubishi     Intl    Corp 
application    for    license    to   eiport    16,453  kg,  enriched    to   33'A 
U-335.  to   Japan, 

PETERSON.  M.  R.         Assistant  Director    for   Export/Import  fc    Intarnational 
Safeguards.       79/O9/27.       1  p. 

7910090404  Requests    Executive  Branch    position  re  Eberline    Instrument 
Corp  application    for   license   to   export  EMM  to  Korea. 
PETERSON, H,  R.         Assistant    Director   for  Export/Import  d   International 
Bafeouards,        79/O9/27.        Ip. 

7910090413  Request!    Eiecutive  Branch   position  re  GE  application   for 
export    license. 

PETEREONp M. R,         Assistant   Director    for   Eiport/lmporl  I    International 
Safeguards,       79/09/27. 

7910090420  Request  Executive   Branch   position  re  Oh  Co  application   for 
license    tn    export    BNM   to    Taiwan. 

PETERSON,  M.  R.         Assistant    Diraetor    for  Eiport/lmport  &    Internationol 
Safeguards.       79/09/27.       Ip. 

7910090426  Requests   fiiecutlve  Eranch    position  re  Edloui   Intl    Co 
application    for    license    to   export  8NM  to  Argentina. 

PETERBDNi  K,  H.         Asilstant   Director   far  Eipnrt/Import  fc   International 
Safeguards.       79/09/29.       Ip. 

7910090439  Application   by   Hestlnjhouse    for   licente    to   eiporfe  600  g   U 
dioxide    powder,  enriched    to  I'/.  U-333,  to  Bueil«n. 
HE«3CH,M.  H.       HBBtlnghouse    Electric   Corp.      MNC-NRC-35.      79/08/30.       Ip. 

10090937  Reg.uesti    amend    to  Arnica   Intl    license    to   aiport    radioactive 
matin  to  USSR  as   part  of  well   logging  unit  mfg  dy  Dreiser 
Industries.  Amend   authorizes  Hltsul   Ocean  Development  b 
Engineering    Co  a«    intermediate   consignee. 
O'HARA.RS,       A1HCO   Interrjit lonal-    Inc.      79/OB/B3,      3pp. 

7910090341    Request*   amend    to  License   XCOM-0197   to  add   Fukushima  2   to 
list  of  appTovad    reactor   sites. 

NORTON.  J.  F.      Dorg   Warner  Corp.  i    Dryon  Jackson  Pump  Dlv.      79/09/27. 
Ip. 

7910090549  Application   for    amend   of  Transnuclssri Ine   eipart    license, 
authorizing   a  it  I    1,287  |<a  U  enriched  to  3,  BoX,  End  use 
statement    srcl, 
MAT8QN.V.       Transnuclear,     Inc.      79/08/29.      2pp. 

7910090617   DUtutiB-B    ftndlngi   re   propoied   Heitinghouse    Import   of    1,300 
kg  U,  enriched    to   3.  3X  U-B33i  from  France.  Proposal   conforms    bo 
stds  &  potts   no    threat   to    environ  or  national    security. 
MOORE,R.H.       QfflcB    of    International   Program*.      79/09/21,        Ip. 


79101000HO   Approve!!    Issuance    of    License    X3NM-1517    for    Mitaui    t,    CD    to 
export   30,  4S1    kg   U,  enriched    to   3.  95X   U-335.  to   Japan. 
MQCRE.R.N.        Office    of    International    Programs.        79/O9/19,        Ip. 

7910IOOOBO   Approves    issuance    of   License    X8NM-1517    for    Mitsui    &   Co    tn 
export   30.431    kg    U,  enriched    to    3.  93X   U-233,  to    Japan. 
MDDREiR.N,       Office    of    International    Programs.        79/09/19,        Ip. 

79101GO133   Forwards    application    bg    QA   Co    for    license    to    B«port    fuol 
cluster   assemblu   (.   handling    tools,  fuol    rod    insp    devlcno    !< 
fuel    rod    storage   rack    to   Taiiaan. 

nOWrtY.U.R.        Oeneral    Atomic    Co.      (subs,     of    Gulf    Oil    Corp.   >.        lEL-llOi.. 
79/09/21.        3pp. 

—7910100157   Application    by    OA   Co    for    license    to    export    fuel    cluster 
assembly   t<  handling    tools,  fuel    rod    insp    devices    t    fuel    rod 
storage   rack    to  Taiuan. 

MOURY.H.R.       General    Atomic    Co.     (subs,     of   Oulf   Oil    Corp.), 
IEL-1106.        79/09/31.        3pp. 

7910100169   Correction    notice    re    BECY-79-21BC,     "Approval    of    Proponed 
Licanse   to  Export  High-Enriched    U    to   West   Germany.  "    Changes 
second    paragraph    of   Pago   2. 
"     Office    of    tho  Secretary    of    the   Commission.       79/09/lfl.       Ip. 

7910100631   Application    bv   Eberllne    Instrument   Corp    for    license    to 
eiport   DNB-10  callbr    std    set,  cnnsi  at  Ing    of   Pu-339.  Am-341    f- 
Th-230  sourcas.tn  Korea. 
JOHNBCN.N.  Fi.        Gberllne    Instrument    Corp.        80   6957.        79/09/10.        Ip. 

7910100634  Corrects  790B28   application    for   export    1 icenac, 1 1  sting 
sample   nuantitlns   as    16. 0    kg   U,  enriched    to   max    1.  07.  U-23!l. 
MATBOW,  V.        TransnucUar,     Inc.        79-351/01.        79/09/24.        Ip. 

7910100635  License    for  Mostinghause    to    export    160    g    U. enriched    to 
3.  43X  u/o  moi.to   Bull  t  levland. 

PETERSDNi  M,  R.         Assistant    Director    for   Eiport/Impart   d    International 
Bafefiuards.       79/09/21.       2pp. 

7910100640  Application   by    Hoeing   Co    for    Itconae    to    oiport    1,600  Ci 
tritium  gas   activated    !.  1.  S   uC  1    Co-60   aqueous    salt    to   China. 
MORGAN,  U.  E.       Booing   Co.       X-4&-592.       79/09/19.       Ip. 

7910100617  License  for  Spei  Disc  Inc  to  oiport  8.897  g  U-239  to  Japan. 
PETERSON,  H.  R.  Assistant  Director  For  Export/Import  6  Internation.il 
Safnguariia.  79/09/21,  3pp. 

7910100619   Submits    application    for    license    to    export    1,898    p lee  on 
Zlrcaloy-II    seamless    tubing    to   Canada. 
EhWDEIMI,        Hauiecki    Derylco    Industrtua.     Inc.        79/09/01.        4pp. 

7910100630  License    for   Canberra    Industries    to   export    1.5   uCl    Na-3!! 
point    source, 0.3   uCi    Co-37    point    source. 3.0    uCi    Fe-33    point 
source,  1.5   uCi    Co-60   point    source   ti  2.  0  uCl    mixed    point 
source    to  China. 

PETERSON,  M.  R.         Assistant   Director    Cor   Ex  port/  Import   b    Intarnational 
Safeguards.      79/09/24.      3pp 

791010D653  Submits   application    to  amend    license    to    export    1,130   Itn 
U-23S,  extending   791101    expiration    date    for    six    montha. 
NECHDDOH,  W.  S.       Exion   Nuclear   Co.,     Inc.     Isubs,     of    Exion   Corp.). 
79/09/14.       Ip. 

791010065B  Amend    3   to   Transnucloarr Inc    license,  increasing    quantity 
of  matl    for    import    from  399. -10B   tg   U    to   613.  05B    kg    U. 
PETERBDN,  H.  R.         Assistant    Director    for   Export/Import   t,    International 
Safeguards.       79/09/25.       Ip. 

7910110066  Forwards   application   by   OA  Co    for    license    to    export   9.3,00  g 
U    ilrconium  hydrogen    fuel    cluster    element,  enriched    to   mai 
19.  9H,  to  China, 

MOWRViU.  Fi.       General    Atomic    Co.     (subs,     of   Gulf   Oil    Corp.).       I  EL- 1103, 
79/09/21.       2pp. 

—7910110073  Application    by    OA  Co    for    license    to    export    9,300   g    U 
tirconium  hydrogen   fuel    cluster    elements, enriched    to   mai 
19.  9'A   to  China. 

MQWRY.W,  R,       General    Atomic    Co.     (subs,     of   Oulf   Oil    Corp.). 
IEi,-llOS.       79/09/21.       2pp. 


7910090909   Requests    license    to   eiport   zirconium  tub**   bo  United   Kingdom 
for  use  at  metal ographY    samples. 
REENAN.R.P,       We* t Inghousp   Electric   Corp.      79/09/20.       Ip. 


pprovfli    issuance   of  License   XSNM-1517   for  Mitsui    &  Ca    to 
131    kg   U,  enriched    to  3.  93X  U-333.  to   Japan. 

ternatlonal   Programs.      79/09/19.        Ip, 


791011007B  License    for  Mestlnghouse    to    Import    1>3QO    kg    of   Uicnrlctied    to 
3,  37,    as   U  hexafluoride    gas,  from  France. 

PEDiM.lt.      .Assistant   Director    for   Export/Import   Si    International 
Safeguards.       79/09/Sl,       Ip. 

7910110000  Finds    proposed   Amend   3   to    Import   License    IBNM-169B 
acceptable   !<  within   statutory   requirements.  Total    matl 
authorlied    for    Import    undor    license    Is    443.053    kgs    of  U. 
MOORE,  R.N.       Office   of    International    Proorams.       79/09/25.       Ip. 
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7910110003  Executive   Branch    position   re   Junta    ds  Energia  Nuclear 
•application    for    license    to    el  port    low   enriched   U   to  Spain. 
Ltrs    of    assurance    encl.  License    should    be   granted. 
NDSENZO-t-.  V.        State,  Dept.  of.        79/O9/19.        19pp. 

791QS1Q09S  Submits   addl    Info    In    support    of   790711    application    for 
License    XSNM-1S42   to    el  port    at perimontal    fuel    rods    to 
Taiwan. 

WILSON, B.D.       General    Electric    Co.,    Nuclear   Energy   Products   Div. 
79/Q9/20.       2pp. 

77IO1  1QJ  10  Requests    increase    of    quantities    an    Import    license    to    include 
B25.  O    xg   U, enriched    to   max    of    1.  OX  U-235, 
MATSDN.  V.       Transnuclear.     Inc.       79/08/10.       lp. 

791O1IQ114  Forwards   application    For    license    to    export  &   Import 
rtonf  laslonable   Pu    to  Central    Bureau    of  NuclBflr  Measurements 
in    Oeel,  Belgium. 

MC1Q  RE,  R      Los   Alamos   Scientific    Laboratory.       P-3/79-246.       79/OB/21. 
lp. 

— 791Q11O122  Application    by   Alamos    Scientific   Lab   Univ  of  CA    for    license 
to    export   4.1    mCl    of   Pu    oxide    deposited    on    stainless    iteil 
backings    to   Central    Bureau   of   Nuclear   Measurements    in  Geeli 
H  elg  ium. 
MODRErM.S.       Los    Alamos   Scientific    Laboratory.       79/QB/21.       lp. 

7710110171    License    for   GA  Ca    to    export   miscellaneous    specially    designed 
or     prepared    parts   &   components    For    use    in   THIQA  reactors    to 
Japan. 

PETERSON, M.  R.         Assistant   Director    for  Export/ Import  Ei    International 
Ba  Pa-guards.       79/09/31.       lp, 

7*t  IQ1  10194  License    for   Texas   Nuclear    Division    to    export    1,419  mg 
Pu~239j contained    in    1.  76  mg   Pu   as    sealed    sources, to 
All*  tral  ia. 

PETERBDNrM.fi.         Assistant    Director    for  Export/Import  &    International 
Bn  Fa  guard  a.       77/09/81.       lp. 

7-91O110199  Amend    1    ta   RCA  Corp    export    1  icensei  ei tending    expiration   data 
From  791001    to    B00401. 

PETERSOMiM.fi,         Assistant    Director    for   Export/Import  t<    International 
Baf  eguarila.       79/09/21.       tp. 

7-91O1  1O213  Amend    3    ta   Exxon   Nuclear    Co,  Inc    export    license,  extending 
expiration   date    from  791101    to   SOOSOl    &   reflecting    change 
In    address. 

PETERBONiM.  R.          Assistant    Director    For   Export/ Import  Si    International 
Baf  a-guards.        79/09/21.        lp. 

7914)110230  License    for   Texas   Nuclear   Div   to    export    i.  413  mg   Pu-33B, 
contained    In    1,76   1119   Pu   as    sealed    source,  to  Australia, 
PETERSON, M.  R,         Assistant    Director    Fur   Export/ Import   Si    International 
Safeguards.       79/07/21.       Bpp. 

7710130029  Submits    application    to    extend    licenses   as    result    of   slowdown 
In    Swedish   nuclear   program. 
HARMON.D.W.       Edlou    Intornat lonal    Co.       79/08/34.       lp, 

77 IO 12QQ32  Ltr   of    assurance    re   Ed  loin    Intl    Co   appliaction   For    license 
to    e»port    three    units    of   NB8   Std    SRM  4334,0.9  microflrams 
P  u— H42«  to  Sweden. 
ORUNDITI.M,      Sued  an.      79/OB/H9.      3pp, 

7*71O12OJ09  Submits    application    to   amend    export    license,  changing 
•xplration    data    From  791231    to   B0063Q. 
DRUSH.P.N,      Hohe,     Inc.       77/07/24.       2pp. 

7"?lOia0106  License    For  Mltsulltno   Travel    Sve    ta    import  70  mg   U,  enriched 
to    90X  U-235,  From  Jflpan. 

PETERSON,  M.  R,         Assistant   Director    for   Export/Import  li    Intlrnatlonal 
SafaguardB        79/08/06.       lp. 

791Q1S011Q  License    for   Mitsuiline    Tr*val    Bvc    to    Import  70  mg   U, enriched 
to    fO'A  U-235    in    19  vacuum  neutron   ditaetorsi  from  Japan, 
PETERSON,  M.  R.         Assistant   Oimetor    for  Export/Import  &    International 
Ba  f  B  guards .      79/08/06.       1  p . 

791O120115  Application    by   Edloiu   Intl    Co    For    llcinae    to   export    30,128 
kg»    U>  enriched    SO.  3%   to   U-30B,  to   Argentina. 
HARMON, D.M.      Edloui   International   CD.      79/07/O3.      lp. 

791O1SQ121   Application   by   Reuter   Btotts   for   llcanse   to  export  0. OOOB  g 
U-B3S. deposited    ai   U   dioxide    on    internal    surface    oF 
RH-C 6-020 1-231    radiation    det*ctor> to   Spain. 
•BHARUPrt.J.  D.       Reuter-Stokes,     Inc.    .  QE-79B6,       79/07/13.      3pp;        "• 


7910120130  Renuests   amend    to    import    Hconso    to 
from   791231    to   B01231. 
DAHL9TRCM,  C.O.       Mastingh.ou9«    ElBttric    Corp. 


sxpiration    date 
lp, 


79101S025B  Discusses   staff    cone  Lusi  nns    re    Depl    at    Army   application    for 
license   to   export   102.3    kg    U   to   France.  Propound    llcenoe 
should    be    issued. 
MQOHEiR.N.      Office   of    International   Programs.       79/09/23.       3ff. 

7710120277  Forwards  790914    Itr    From   Transnucl  ear,  Inc    troniml  It  ing    telex 
from  consignee   stating    that   Allied    ChemUai    will    be 
converting   matl    on    license   appl  lea  tlon,  Matl    will    be   exported 
to  West  Germany    for   storage,  thon   returned    !i   m-s»pcrtBd  , 
PETERBDH,  M,  R.         Assistant   Director    for    Export/Import   b    International 
Safeguards.       79/09/21.       Lp. 

7710120310  Application  by    Alrirtch    Chemical    Co,  Inc    for    license    to    axport 
5   kg    deuterium,  contained    in    1O   *g    of    deuterium   oaide.to 
Japan. 

EDELSTEIN,  0,  E.      Aldrich    Chemical    Co.,     Inc.      (*uba.     of  Sloma-Al  ifr  ieh 
Corp.  ).      79/09/13.       lp. 

7910120333  Submits   application    to    amend    licnnsff    to    export    34  mC  1 
Po-210,  changing    Hipiratlon    date    from   791001    to  B00401. 
DRUCE-L.      RCA  Corp.      79/09/14.        lp. 

7910120363  Forwards  application    for    licenso    to    export   sllghtlv    enriched 
U   hexafluoride    to  Japan, 

UATANABE.N.      Mitsubishi    Int*rnati  anal    Corp.     (subs,     of  Mi  tiuh  Ishl 
Corp.  ).      H8A-5479-07.       79/09/21.       3pP- 

—7910120366  Application   by   Mitsubishi    Intl    Corp    for    llcorint    to    export 
IA,  433   kg   U.  enriched    to  3.  33X  U-233,  to    Jepan, 

FUKAZAWA.Y.      Mitsubishi    Intarnat  ional    Corp.     (aub».    of    Hitiubish! 
Cora.  ).        HaA-H479-07.        79/07/S1.        3pp. 

7910150359  Discuesei  Hitsuiline    Travel    Svc    of    America,  Inc    790806 
application    to    Import    17   neutron    detectors    contulnlnfl   70  mg 
U,  Enriched    to  10V.  U-233,  From  Japan.  No    EIB   or    negatlvi 
declaration   required    In    support    of    imports. 
MOORE,  R.N.      .Office   of    International   Programs,       79/09/20,       lp. 

7910130688  License    for  Aldrich    Chemical    Co    Ine    to    eiport   B.  3   kg 
deuterium   to  Japan. 

PETERSON,  M.R.         Assistant   Diractor    for    Export/Import  t.    International 
Safeguards.      79/09/13,       3pp 

—  79101S0691   Notification    of    export    lic»n»a    ittuance    u/o    cuitoma-ry    13-dai; 

malting  period  due  to  urgent  neffd  for  propasBd  ixaorb. 
PETERSON,  M.  R.  Assistant  Director  for  Export/Import  & 
International  Safeguards.  79/07/11.  lp. 

7910160377  Forwards   application    by    Hucleonlc    Data   Byiilnc    For    Mean-SB 
to  export   x~ray   f  luorsscene*   coating   g-auge    ta  Boviot  Union 
UBHIHQ,  T.      Mucleonlc    Data   Byltams,     Inc.       71/09/17.       lp. 

—  791016037B  Application    bi|  Nticlaorilc   Data    Bys    InK    far    license    to    export 

X-ray    fluorescence   caatlno    aaug*    to   Soviet    Unlnn. 
USHINO.T.      Nucleonlc    Data    Gijatem*,     Inc.        79/09/14.       lp. 

7910160379  Executive   Branch   position    re   Waat  inghoui*   application    For 
license    to    export  pressuriied    uiater  nuclaar    vtaam   tupply-    »g» 
ta   Philippines,  Ltr   of   aasur-anca    end.  License    should   be 
granted. 
NOBENZa,U.  V.      State,  Dipt.  of.       79/09/2B.       3Vpp. 

79101603B4  Application   by    Edloui    Intl    Co    for    license    to   eipurt 
B  units  of  SRH  4034  eontalnina   O,  6  mitroBf'ii*  Pu-2fl3  ta 
Finland. 
HARMgN.D.U.      Edlog   International    Co.       FND-1.       V9/10/01.       lp, 

7910160566  Application   b.)    Aldrich    Chemical    Co,  Ine.    For    l,lc«n»a    to    nxport 
2.9   kg    d»utirlum    In   10   kg    deuterium  oxide    ta   Av*tralla. 
EDELBTEIN,  B.  E.      Aldrich    Chemical    Co..     Inc.     (BUOB,     of   BIgina-Milrlcli 
Corp.  t.      DSS,      79/07/37.        lp. 

7910170003  Amend   2   to  Wittlnshou**    atpci-t    11  Conner  extendlnfl    expiration 
date   from  B00101   tn  BQ1231. 

PETERSON-M.R,        Assistant  Diroctor   For   Export/Jniport  &   International 
Safeguards..      FE-S0040.      79/O9/30.       lp, 

7910170082  Application  bg   Transngclaar.  Inc    For   He  mo   ta   Itnpnrb 
20,000  kg  U.Bnrieheif   to  m»i    ol    1.  13X  U-238,  Prom  Fi-ance, 
MAT80N.  V.      Transnucleai-i    Inc.      79/09  /»a,       2pn. 

7910170109  Application  hy-EdUw   :ntl   Co   for    UceniD   to  eicport  9,898 
kg   Ui  enriched    to  3.  tBX   U-335i  tq    Japan. 
HARMON.  D.  W.      Edlou   Inttrhational    Co,       HBA-JA-IS.       79/09/34.   •    lp. 
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7710170162   Cancels   request     for   License   XCQM-O267   for 
LicBnte   XR~113  ui 1 1    be    used    instead. 
POCHAL,  W.  F.       Wnstlnohouse  Electric  Corp.      ZE-oOI40. 


uport    to  Taiuan, 
79/07/25,       lp. 


7910170169  Application   by   Aldrich  Chemical   Co   For    license   to   aiport 
2.9    kg   deuterium    in   10    kg    deuterium  oxide  to  Japan. 
EDELSTEIN,  B.  E.      Al drich   Chemical   Co.  .    Inc.     (subs,    of  Sigma-Aldrich 
Corp.  I.        79/09/27.        lp. 

7?10t701B?  Application   by   UJ  Uoolleij  Co   For   license    to   export 
personnel    air    locks   to  Republic   of  South  Africa. 
*      W.     J.     Hoolley   Co.       79/09/21,        lp. 

7910170493  Requests   Eiecutive  Branch   position  re  Edloiu   Intl   Co 
application    far    license    to  eiport  1,  H°a   kgs   U, enriched    to 
3.  1SX   U-233,  to   Japan. 

PETERSON,  M.R.         Assistant   Director   for  Eiport/Import  b    International 
SaFeouar-ds.       7?/toy03.       lp. 

7910170920   Application   by    Uestinghouse    for    license    tn    eiport    ioniration 
chamber    to  Delgium. 
PQCHAL,  H.  F.        tJestiEighauGfl    Electric   Corp,        ZE20374.       79/07/21.        lp. 

7910180099    Submits  application  to   renew  license   to   export   3M  Model  70ii 
1  7O3  instruments.  Requests   eitenaion  of   791001    expiration 
date   or    Issuance  of  neui   license. 
LAHRiT.N.       3M  Co.,     Minnesota  Mining   t.  Mfg.    CD.      77/Q9/10.       lp. 

7910130366    Application  bu   Edloin  Intl   Co   For   license   to   eiport  6.3  mg 
Cf-253  as    cerraat  ulre   to   United  Kingdom. 
HAHHGN,  D.  W,        Edloiu    International    Co.       RCC-CA,       79/09/34.       2pp. 

791019037'!  Forward!    BiH  application   For   license    to   export    1,000  kg.U, 

enriched  to   4, OSK   gadolinium  oiide/U  dioxide, to  West 
Germany. 

EDLOW.J.  Bab  cock    ii   Wilcoi    Co.       77/09/05.        lp. 

— 791Q16Q37S  Application   by    BfcW  For    license   to   eiport   1,000   kg   U, enriched 
to    4.  08TC   gadolinium  oilde/U  dioiide.to  West  Germany. 
*      Babcacl    &  HIlcoi    Co.        BW-79-3.       79/OB/31.       2pp. 

77101B038I   Forwards   Union  Carbide  Corp   application   for   license   to 
oiport   10.5?   kg  U,  enriched    to  93X  U-233  U/D  mai,  to  France. 
BALALIB,  C.J.       Union  Carbide  Corp.      79/09/07.      2pp. 


791O19O133  Forwards   application   by   Monsanto   Research    Corp    for    license 
to    export  0.33  g   Fu,  enriched    to   BOX  Pu-238,  in    one 
encapsulated   Pu-339  beryllium   sealed    neutron    source, to 
Au-a  tralia, 
HOrtDLEY,a.D.        Monsanto   Research    Corp.        307-9AOIA).        79/09/1O.        lp. 

— 7910190135  Application    by    Monsanto   Re  search   Corp    for    license    to    eiport 
O.  33   g    Pu. enriched    to   8QX   Pu-23B,  in    one    encapsulated 
Pu-23B  beryllium   sealed    neutron    source. to   Australia. 
HOADL6V,  S.        Honsanto   Co.        207-9AOIA).        79/09/10.         lp. 

79IOSS039B   Application   fty    Nissho-Iuai    American    Corp     Pot1    license    to 
eiport  hydrogen   recombiner    to   Japan. First    shipment    scheduled 

For  eooaoi. 

KATD,  A.      Ntssho-luai   American   Corp.       QDrt-1024.       79/08/29.       lp. 

7910220301    Application    by    Nisaho-Iual    American    Corp     fur    license    to 
eipnrt   hydrogen  recomblner    unit    to   Japan. First    shipment 
scheduled    fur    BD0301, 
KATD.A,      Mssho-Iuai   American  Corp.       ODM-1073.       79/OQ/29,        lp. 

7910230397  Application   bu,    Nissho-Iuiai    American  Carp    for    license    to 
export   hydrogen   recamblner    unit    to   Japan.  First    slilpment 
scheduled    For   800105. 
KATO.A.       hllssho-Iual    American    Carp.        ODM-1021.        79/08/29.        lp. 

791022039B  Application   by   Hi  sshc— Iwai   American   Corp    for    license-    to 
eiport   hydrogen   recombiner    unit    to   Japan. First    shipment 
scheduled    Cor    791313. 
KATO.A.       NlBBha-liuai    American   Corn.        OBM~1O22.        79/OB/29,        lp. 

791022040S  Application   by   Niasho-Iuioi    American   Corp    for    license    tn 
eiport  hydrogen   recomblner    unit    to   Japan. First    shipment 
scheduled    for    791201, 
KATO,  ft.      Nissho-luai    American  Corp,       OBM-1023.       79/OB/27.       lp, 

7910220403  Application   by   Nisaho-Iuai    American  Corp    For    license    to 
eiport   hydrogen  recombiner    unit    to   Japan.  First    shipmont 
sclmduled    For    791101. 
KATD.A,      Nissho-Iuai   American   Corp.       QBM-1029.       79/OB/39.       lp. 

7910230106   6ECY-79-977 

Notifies  NF1C   of   pending    79092B   eiport   app  1  icatlon.  Foruiarda 
Eie-cutlve   response    on   application   t.    "Concise   Environ   (tept.  " 
SHEft.J.R.       DffiCB   oF    International    Programs.       79/1O/02.       lp. 


— 79101B03B5  Application  by    Union  Carbide  Corp    for    license   to   eiport 
10.3?  kg   U.enrlcneB    to   nit  U-335,  to  France. 
DALALIS.  C.  0.      Union  Carbide  Corp.      NRG  979.      79/09/03.      3pp. 

7910180390  Forwards  TX  Nucl&ar  Div  application   for    license    to   eiport 
30  mCi   Po-33B  as   sealed    aouree  contained    in  Hoiol   92S6 
source  holder    to  Brain, 

HENDPICK,  W.  C.       Teids  Nuclear  Dlv.     (subs,    of  FJamsau  Eng      Co    ). 
79/09/13.       Ip. 

— 7910180393  Application   by    Ramsay   Engineering  Co, , TX  Nuclear  Div   for 
HeensB    to    eiport   30  mCi    Pu-23B  as   sealed   source   contained 
in    Model    9296   source    holder    to   Draiil. 

HENDRICK.H.  0.      Texas   Nuclear  Div.     (subs,    of  Ramsay  Enn.    Co,  ). 
T-1SE3.       79/09/13.       lp. 

MIHB0439  Forwards   export    license   application    for  Sandvik   Special 
Hatals  Corp. 
DUBONSKV.E.       Sandvlk  Special   Metals   Corp.      9393.      79/09/10.       lp. 

— 7910180443  Application  bu   Bandvik   Special   Metals  Corp   for    license   to 
erport  32,000  Ib    Zircalo«-il   scrap    to  France. 
DUBORSHV.E.       Bandvik  Special   Metals  Corp.      9393,      79/09/10.       lp. 

7"?101BOol9  Fnruardt  ENEL  application   for   license   to   eiport  30.000 
metric   tons  at    depleted   U,  in/average  0.  33V.  assay    of  U-235,  In 
form  oF  U  he«afluorlde,  to   France. End   use  of   statement  end. 
M  ARC  HAL,  J.       European  Communities.    Commission   oF.      79/09/13.       2pp. 

— 7"?101BOoa3   Application   by    EMEU  for   license   to   eipprt  30.000  metric    tans 
of    depleted    U,ui/average    0.  33X  attay    of  U-239,  in   form  of  U 
hexaFluoriiioi  to  France. 
*      ENEL.       AOW/3B3.      79/09/12.       Ip, 

7910180437  Forwards  application  for    license    to   eiport   one    sealed    source 
confining   0.9  Ci  Kr-83  encapsulatiil   gas   to  East  Germany. 
KRflMEfi,  D,      AccuRay  Corp.      79/09/E3.       lp. 

--7910IB0641   Application  by    Accuray   Corp    For    license   to   aiport   one    sealed 
•ource  containing    0.5  CI   Kr-BB  incapsulated   gas    to  East 
Qarinany. 
STEPHENS,  D.C.      AccuRay   Corp.      JO  79-2596.      79/09/25,       2pp. 


— 7910220409  Forwards   revised    eiecutive    branch    analysis    re    license 
application    for    eiport   oF   nressuriicd    water   HS8S 
supply   sus    to   Phi lippines,  Recommends    issuance    of    niport 
license. MC  Bellsario   770311    1  tr    oncl. 

NaSENZO.L,  V.       State,  Dept.  at,    Bureau   oF   Oceans   &    Internatl.  Enviran. 
d    ScientlFic    AFfairs,       79/10/01.       17pp. 

7910330416   8ECV-79-71B 

Discusses   review  of    proposed    license    For   Nissho-Iiual 
American  Corp    to   ejport    15.075    kgs   U, enriched    to    l.SBX 
U-23S,  to  Japan.  Forwards    application    for    eiport    license,  N 
Tsuji     7BI2H9    1  tr    t>   Lv   Noaanio    790730    Itr. 
SHEA,  J,  R.      OfFico   oF    International    Programs.       79/09/S5.       3pp. 

—7910220422  License    for   Nissho-Iuai    American  Corp    to    eiport    13,073    In 
U,  enriched    to    1,  5SK  U-235,  to  Japan. 

»        Assistant   Director    for   Export/Import    fc    International 
Safeguards,        79/09/25.        2pp. 

791032042?   8ECY-79-2QOA 

Foruards   Eiecutive   Branch    response    on   ponding    790919 

export  application. 

SHEA,J,R.      Office   of    International    Programs.       79/09/27.       lp, 

7910SHO432   8ECV-79-555 

Notifies   NRC   of   receipt   of    license    applications   warranting 
immediate  MRC   action. Forwards   application    for   export 
licenses  !<  end    use    statement. 
SHEA.  J.  R,      OfFlce   oF    International    Programs.       79/09/S8.       2pp. 

7910320432   BECY-79-555 

Notifies   MRC   of   receipt   oF    license    applications   warranting 

immediate  NRC   act  ion, Forwards   application    for   export 

lie  ens  ss   it  end    use    statement. 

SHEAfJ.R.      Office   of    International   Programs..     79/09/28.       2pp. 

7910220432  EECV-79-3S3 

Notifies  NRC   of   receipt   of    license    applications    warranting 
immediate  NRC   action. Forwards    application    for    export 
licences   b  end    use    statement, 
SHEft,  J.  R.      Office   oF    International   Programs.       79/07/SB,       Bpn. 
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— 791OS20439   Application    by    Edloui    Intl    Co,  representing    Comlalon    National 
de   Energia   Atomica. for    license    to    eiport   U-3O3   to 
Arflontlna, 
HARMON,  D,  W.        Ed  1  ou    International    CD.        79/07/09.        2pp. 

— 7910220445  Application   by    Edlou    Intl    Co,  representing   ComiHion  National 
de   Energia   Atomica, for    license    to   export   U  as   U 
hexafluuride    to   Peru. 
HARMON,  D.  W.       Edloui    International    Co.       79/09/03.       Ip. 

7"3t032Oq63  Requests   Eiecutive   Dranch    position   re    Router   Stokes,  Inc 
application    for    license    to    export    BNM    to   Spain.  Forwards 
77O913   application.  W/Q    encl. 

PETERSON,  M.  R.         Assistant   Director    for   Export  /Import   t.    International 
Safeguards.       77/10/03.       Ip. 


7710230139  Application  by   Uestinghouie   for    license   to  export 
compensated    ioniiation   chamber    to  France, 
PACHAL.  U.  P.       Uestlnghouse    Electric   Corp.        ZE-2Q2B5.       79/09/37.        Ip. 

7910330166   Requsata    amend    to    eiport    licence    to    include    Hyron   Jackson 
Nuclear  Products   as    intermediate    consignee. 
NORTON.  J.        Borg-Harnar    Corp,        77/1O/03.        Ip, 

7910230170  Requests  Executive   Branch   poiition  ra   Trananuclear, Inc 
request    to   amend   eiport    license   appl ication, to  correct 
quantities    of    eiport    to    16   kgs    U   containing    O. 640    kga    U-235 
Forwards   amend.  W/o   encl. 

PETERSON,  M.  R.         Assistant   Director   far   Export/Import  k   International 
Safeguards.       77/10/07.        Ip. 


791022Q464  Forwards    application    for    eiport    license    For   minor   nuclear 
export. Ltr    Df   assurance   required. 

PETERBDNjM.  R.         Assistant   Director    for   E"port/Import   t.    International 
Safeguards.       77/10/07,       Ip. 


7710B30352  Forwards  Transnuclear.  Inc   791007    1  tr   requesting    that 
application    to   eiport   Q20   hga    depleted  U  to  Japan   be 
cancelled.  W/o   end. 

PETERSON,  M.  R.         Asaiatant  Director   for  Eiport/Import  (<   International 
Safeguards.       79/10/07.       Ip. 


79IOSSO4fiB  Eiecutive   Dranch    position    ra   Transnuclear    Inc    application 
for    license    to    export    47,656    kg    U,  enriched    to   mai    3,  3!4 
U-S35,  to   France.  Ltr   of    assurance    end.  License    should    be 
granted, 
N05ENZQ.L,  V.       State,  Dept.  of  .       77/10/07,       3pp, 

79  10320473  Executive    Dranch    position    re   Mitsui    ti   Co   application    for 
license    to    export    Zlrcaloy-2   tube    shells    to   Japan.  License 
•should    be    granted. 
NQBEHZO,  L.  V.        State,  Dept.  of.        79/1O/09.        2pp. 

7910220476  Eiecutive   Branch    position    re   GA  Co   application   for    license 
to    eiport    specially    designed    parts   &   components    to   South 
Korea.  License    should    be    granted. 
NQBEHZDiL.  V,        State,  Dap  t.  of.        79/1O/09.        3pp. 

7910230478  Eiecutive   Branch    position    re   GA  Co   application   for    license 
tn    export    specially    design    parts   &   components    to   Turkey.  Ltr 
of  asiurance    enc  1.  License    should    be    granted. 
NOBENZO.L.  V.        State,  Dept.  of.        79/1O/09.        3pp. 

791G2204B3  Executive   Branch    position   ro    JT  Baker   Chemical    Co 
application    for    license    to   eipart    14.03   Ib    of    depleted   U 
to  Me  Hi  co,  License    should    bo    granted. 
NOSENZO,  L.  V.        State,  Dept.  of.        79/1  0/09.        5pp. 


7710230362   Foruardt   Uestinghouae   790924    Hr    cancelling    requeat   for 
export   of   nuclear   equipment   to  Tfliiuan   for   use    in  Taipouinr 
Units    5  tc  6.  W/o    encl.  Equipment  mill    be   eiported   under 
Llcenae    XR-113. 

PETEflSONiM.  R.         Assistant  Director   for  Export/Import  lc   International 
Safeguarda.       79/10/07.        !p. 

7710230362  Foruards  Uestinghouae  770724   Hr   cancelling   request    for 
export    of    nuclear    equipment    to   Taiwan    for    use    In   Taipauer 
Units    9  t*  6.  W/o   end.  Equipment  ulll    be   exported   under 
License   XR-113. 

PETERSON,  M.  fi.         Assistant  Director   for  Export/Import  &   International 
Safeguards.      79/10/09.       Ip. 

7910230697  Discusses    safety   of    transporting   U  heiaf  luoride.  Haiards 
limited    to   chemical    toiicity   due   to   container  rupture. 
Transnuclear,  Inc    impart    from  France   nf  30,000   191  U,  enriched 
to    1.  15X,  conforms  ui/std   provisions. 
MOORE,  R.  N.      Office   of    International   Programs.      77/10/18.       Ip. 

79102403S7  SECY-79-551 

Discusses  HRC  review  of   proposed    issuance    of    license    to 

Nuclear  Metals,  Inc    for    export    of    100,000   kg    depleted   U, 

as    derbies    or  billets,  to  Uest   Germany.  Forwards   license 

&  77DS20  application. 

SHEA,  J.  R.       Office  of    International   Programs.       79/07/36.       5pp. 


79IQ2BQ4B4   Application   by    Isotec    Inc    tar    license    to    export    1.000  g 
deuterium  oxide   !>    10,  000    litres    deuterium   gas    to  Western 
Europe,  Australia  fc  Asia. 

*       Isatec,     Inc.        77/07/30.        Spp, 

7t?lO23Q'«a6  Application   by   Teledyne   Wah   Chang   Albany    for    license    to 
oxport    Zircaloy-4    tube    shells    to   Canado. 
WATTENBAROE,  J.       Teledyne   Wflh    Chani)    Albany.       2SB6,       77/10/01.       Ip. 


7710240303  Submits   application    to  amend   export    1  icense,  extending 
expiration   date    to  61)101. 
UILSON.B.D,        General    Electric    Co.       77/07/28.        Ip. 

791O24O520  Application   bu  Huiley    Sartor  Corp    for    license    to   export 
bare    earth    sodium  sulphate    in   pouider   form  containing    IOY. 
thorium  oilde   to  United   Kingdom. 
SIEGEL,  H.      Huxley   Barter   Corp.       37740.      77/10/03.       Ip. 


7910220530  License    for   OE    to    Import    90   kg   U,  enriched    to   41/.  U-S39  t>  0.49 
kg   Pui  from  Sweden. 

PETERSON. M.  R.         Assistant   Director    for   Export/Import   &   International 
Ba*«gu*rds.       79/10/18.       2pp. 


7910240686  Experesaes   concern  ro   financial    losses  caused   by    delay    in 
license    issuance. Watch   mfg    facility    has  moved    to  Kong   Kong. 
Tritium   light   source   inventory   remains    in   Dallas, TX. 
SHERMAN,  8.  C.       Micro   Display    Systems.       77/09/05.        Ip. 


7910220339  Requests   Executive    Branch    position   re   WJ  Wool  Icy   Cu 
Application    for    licence    to    export    specially    design   nuclear 
equipment    to   South    Africa.  H/o    encl    790921    application. 
PETERSON,  M.H.         Assistant   Director    for   Eiport/Import  &    Ii  ternational 
Safeguards.       79/10/09.       Ip. 

771O2a03£j6  FovuardB   application   liy    Drosacr    Industries,  Inc    for    license 
to    eiport   nuclear   matl    to   Hungary. 
CRAHFOSD,  D.  S.       Dresser    Indus  tr  lea,     Inc.       79/10/05.       Ip. 

— 7910S2O572  Application   b«    Dresser    Industries, Inc    for    license    to   export 
4   Cl    Cs-137,  IB  Cl   Am-241-BE,0.  002  Cl    radium,  4SO  mCi 
Acn-241-BE  h   BOO  uCl    Am-241    to   Hungary. 

WJLBDN,  D.  0.       Dresser    Industries,     Inc.       104-42-9-3B60.       77/10/02. 
Ip. 

7910330043  Requesti   Executive   Dranch    position   re   OA  CD   application   far 
llcanne    to    export  miscellaneous    components    to   Taiwan, 
Forwards   770921    application.  H/o    encl. 

PETERSON,  M.  R.         Assistant   Dlractor    for   Eipovt/Import  *c    International 
Safeguard  a.       79/10/09.       Ip. 

7910230193  Submits   application    to    amend    export    1 icinse, extending 
eip-lration   dat»   &    Increailng    quantity    of    lirconlum   tubes. 
HILBON.B.D.       O.ner.l   El»etric   Co.       DDH-79224.       79/10/03.       Ip. 


77102S0053  Application  by   Reutep-Stokes, Inc    for    license   to    export 
Models  RS-C2-2510-104  &  RS-C1-2514-1 15  to  Meet  Germany.  Ltr 
of   assurance    encl. 
SKARUPAi  J.  D.       RButer-Btokes,     Inc.       V-B31B.       79/10/04.        Spp. 

79102905B5  Amend   3  to    license   for  MestlnDhouae    to    import    16,931    kg   U, 
enriched    to  3.2?,,  tram  Sweden.  Extends    eiplratlon  date   from 
791H3I    to   B01S31. 

PETERSONi M.  R.         Assistant  Director   for  Eiport/Import  &   International 
Safeguards,       79/07/27.       Ip. 

7910260020  Requests  Executive   Branch   petition  re   ITT  Orlnnell  Valve    Co, 
Inc    application    for    license    to   export   diaphragm  valves    bo 
Spain. 

PETERSON,  M.  R.         Assistant  Director   for  Export/Import  ti   International 
Safeguards.      79/10/19.       Ip. 

7910360033  Requests  Executive   Branch    position  re  American  Atomics  Carp 
application   for    license    to   export   200,000  Cl    tritium   to 
Condition  2  countries. 

PETERSON,  M.  R.         Assistant   Director   for  Export/Import  &   International 
Safeguards,      79/10/17.       Ip. 

79 103600 as  Requests  Encutive   Branch   position  ra  Qladii   Corp 
application   for    license   to   export    ilrcaloy    tubes   to  Taluan. 
PETERSON,  M.  R.         Assistant  Director   for  Export/Import  &   International 
Safeguards.      79/10/19.       Ip. 
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79102*0031    R.quest,    E.acuttve   IJranch    position    re    Dopt    of    Navy 
application    For    license     to    eiport    depleted    U    to    Baudi 


Arab  l 

PETERSON,  Mil.  ftsiUstant 

Safeguards.       79/10/19          ip 


pl( 

for    Eipor  t/lmport    &    Inter 


7910360035  Application    by    Dresser    I  nbus  ti-  i  es.  Inc.  For    license    to    export 
one   Oiilf   Nuclear    Model     CSS    lu/tuo    Ci    of    Ca-137    &   cn«    Dreaaer 
Atlas   Model    C-933    califirator    u/G. QOQ3    Cl    radium    to    Soviet 
Union. 
UILBdN,  0.  J.        Dresser     Industries,     Inc.        79/10/O3.        Ip 

7910360033   Forwards    application    to    erport     12,713    hg    U, snrlched    to    3.  HBK 
U    hoiaf luoride,  to    West     Oerfiianu. 
MATSONjV.        Transnuclaar,      Inc.        79/1Q/DB.        Ip. 

—7910260042  Application    by    Trnnsnui:  1  ear,  Int.,  for    license    to    eipcrt    12.713 
kg    U.Bnriched     to    3.  asit    U    h  e  i  af  luoride,  to    Hsst    fler-nany, 
*      Transnuclear,     Inf.        79/IO/OB.       3pp. 

7910260043   Application    bu.    Rcuter-Sto k es, Inc, For    license    to  e.port    one 
model    KS~C3-39]0~1Q4    UoteeioT    containing     1.9    9    U-23H   «    one 
RB-C1-25M-H3   detector     containing     1 .  1    g    U    to   Heat   Germany 
REST,  H.  C.        Router-Stokes,     Int.        V-B312.        79/10/01.        7pp. 

7910560031   Application    by     Dept    of    Navy     For     license    to    aiport    27,725 
tg    diluted    U,  enriched    to    0.27.   U-235   fc   contained    in 
autnuni  tion,  to   Oaudi    Arabia. 
ALTWEOO,  D.  M         Navy,  Dept.   of.        79/09/13,        3pp. 

7710260037   Application    bij     HE    For     license    to    c.part    2.  96   g    of    powdered 
U   oiide   6   U    dloiide    as     lad    audit    samples    to    Italij. 
WILECNi  P..  D.        General     Electric    Co.        79/10/O3.        Ipp 

9l03iOC-5<?  Pnruards   application    far    licenae    to    eiport    U-233    to   Canada 
BENOEL3DDRF.H.        Energy  .  Dep  t.  of .        79/09/2B.        1  p 


— 791O2600fia  Application    bij   Westinghouae    for    licanno    to   eiport    10   incorn 
detectors    containing    0.0410   g    U,  enritned    to   93.16!;  (J-235,  to 
Gouth   Koroa. 
fiOBI,  J.  P,        Westinghou&e   El  ec trie    Corp,       79/10/02.        Ip, 

7"?102600B6   Liconafl    for    B!.U    to     import     1,900    kg    U,  enriched    to   4   X, 
U  dioxide    p  el  1  ets,  from  United    Kingdom. 

PETERBCIN.M.  H.         Assistant   Director    for   EnpoT  t/Import   t.    International 
Safeguards.       79/10/16.        Ip. 

7910260091   License    for    Westinghoi/ae    to    e.port    1    ioniiation   chamber    to 
Belgium, 

PETERSON,  M.  B,  Assiatant    Director    for    E<por  t/Import    t.    International 

BafBguards.        79/10/17.         Ip. 

7910360096  Requests    Executive    Branch    position    re   Paul    Munroe 
Hydraulics. Inc    application    for    license    to   o*port    13   snubbcrn 
to   Spain. 

PETERSOJJ.M.  R.  Assistant    Director    for    E. part/Import    !.    International 

Safeguards.       79/1O/1O,        Ip. 

791026009B    License    for    Univ    of    CA    to    import   O.  161    g    Pu-242   &   0   Ofll    a 
Pu-244    from  Oelgiifm.  ' 

PETEBBON!  H.  R.         Assistant    Director    for    Eiport/Import   tt    International 
Safe  guards.       77/1O/1O,        Ip. 

7910360133   Foruarda    application    bij   Pi ttsbui-gh-Oaa   Moines   Steel   CD   to 
eiport   four    aets   of    perBonnol   a i rlocka, two    bullheads   i  one 
cylindrical     shall     barrel    section    to    Republic    uf    South 
Africa, 
HUNT.M.V.        Pittsburgh-Das    Hoinea    Steal    Co.        79/10/04.        3pp, 

--791Q260I35  Application    bu.    P  i  ttsburgh-D*  5    Noinaa   Stoal    Co    for    Ucenso    to 
eiport    four    seta    oF    personnel    access    airlock    components,  tuio 
bulkhead*   &   one    cylindrical    shell    barrel    section    to  Republic 
of    South   Africa. 

,  M.        Pittsburgh-Dei   Molnea    Steel    Co.        79/10/02.        Ip. 


-7910240063   Application    by    DDE    for     iltun&e    to    eipart    32    lfl    U-233. 
enriched   to    77.  QX,  to    Canada. 
BENCELSDDFtF,  H.  D      Energy  ,  llept    of .        79/09/36         7pp 


79I026O137  Forwards    application   for    license    to    eiport   BOO,  000  Ci 
tritium  gas    in    sealed    sources    to   Condition  a    countries, 
.  H.       American.   Atomics   Corp,       79/10/11.       Ip 


91Q3A0040   Lictnse    far    AccuRsy    Corp     to    eiport    0.5   Ci    Kr-BS    to   Ear.t 

PETERSON,  M.  FK          Asaiotant    Director    far   El  port/lmnort    (,    International 
Safeguards.        79/10/17.         Hpp. 


--791Q2o014i  Application    ti  y    American  Atomics   Co    for    license    to   eiport 
200,000  Ci    tritium   gas    in    scaled    sources    to    Condition   2 
countries 
DOOLEV.H.H.       American  Atomics    Corp.       79/10/1O,       Ip. 


ort    10    kg    deuterium 


791-0360065    Llcansc    for    ftlflrich    Chemical    Co    tn 
oiide    to  Austral  la. 
PETeRSON.!!  FJ,         Atsiatant    Director    For  Eiport/Import   t.    International 
Eafeguar-ds.       79/10/17.        Sop. 


791026014B  License    for    D«-W    to    import    1,000    kg    U,  enriched    to  4  03X 
gadolinium  oiidn-to   Hint    Germany. 

PETERSIJM,  M.R.         Assistant    Director    for   Eipor  t/Import   t.    International 
Bafefluards.       79/10/13.       Ip. 


79I026Q066    rtp-nl  Icat  ion    by     Matl    fJuclear    Cnrp.fnr     licpnso    to    ciport    911 
raCl    Cf-233    to  Japan,  End    US.D    itaternont   end. 
WELSH.L.       National    Nuclear    Corp,       79/09/1B,       2po. 

79I02&00£Q  Fonuard*    applicattan    for    licBnee    to    eipnrt  U    to   Belgium 
MAT30N,U,       Transnuclerar.      Inc.       79/10/03.        Ip, 

-7910560071  Application    by    Tnansnuclear, Inc. f or    license    to   Biport   U67 
of    U   heiafluariilB,  enriched    to    3.  0,7,   U-233,  to    Belgium. 
MATSUM,  y.       Trananuclear,     Inc.       79/1O/03.       2pp. 

7910260071   Litensu    tor   Aldrlch    Chemical    Co   to    export    S.  S   kg    deuterium 
to  Japan, 

PETERSON,  M.  R.         Asalatant    Dimeter    For   Eiport /Import    t.    International 
Safeguards.       79/10/17.        2pp. 

79102i0077  Lt evil's e    For    Aldrlch    Chemical   Co    to    mport    1O   kg    deuterium 
01 tde    to   Auatrai  ia. 

PETERSON,  H.  R,         Assistant    Director    for   Eip  oi-t/ Import    d    Inttrnationn  1 
Safagoflrds.       79/10/17,        app. 


7910260430    Accepts- u/resarvations, ppopoaed     licnnae    for   Wnatinghouae    to 
eiport    109,730   kg    U,  enriched    to   3.  SX   U-235.  to    South   Korea 
CH1LK.B.J.       OPfiiD    of    the    Sacrataru.    of    the   CommissiDn,       79/10/13, 
Ip. 

7910390143    3ECY-79-343B 

Recommenils   apjiraval    of    application    bu    Marubeni    America   Corp 

For    license    to    e»port   620    Ig   U,  enrichod    to    ia.  1BX  U-233,  to 

Japan,. 

SHEA.J.R.       Office    op    International    Programs.       79/10/04,       4pp. 

— 7910370115  Draft    license    for    Marubeni    Amorica    Corp    to   export   630  k  a 
U.  snrichBil    to    12.  1BX    U-S35,  to    Japan. 

PETERBDNiM.  R,         Assiatant   Director    for   Eiport/ Import  & 
International    Safeouariti.       HH-0102.       79/10/0-1.       Ip. 

.7910290134   Request!  thange    In   790925  application    For    license   to   eipoi-t 
byproduct   matl    to  East    Germany, rn    IntepnofliatB   consignee   & 
traniportatl  on   route. 
HFlflflER,  D,        AcCuRay    Corp.        79/IO/O1.        Ip, 


7910-260076   Application  by    Edloy    Intl    Co,  For    license    to    e«port    1    g 
U-Ou3,U-010,U-Oig,U-02-Q.U-Q30.U~OSt>,U-!00   t-  U- 1  50,  enr  i  ched 
to    13,  307X,  to  Japan, 
HARMON.B.W.      Edlou    Tnterna  tional    Co.       79/1O/O9.       tp. 

7010260083  L£c*n*e    far    Bigma   Chemical    to    export    3,  O  Iig    deuterium  oaide 
tn  Arg*ntia. 

PETERSON,  M.R.         Assistant    Dlrurtor    For   Eiport/Itnnort    fc    International 
SaPaguatds.       79/10/17.        2pp. 


Foryarifi   application    for    license    to    eiport   U   to  South    Korea. 
RODI,J.P.      Mastinghouse    Electric    Corp.       TFO/wnc-3797.       79/10/O2,       Ip. 


7910290372  Submita    spjlleation    to    amend    export    license    increaaino    total 
•quantity    of    tritium    to    HOO  Ci. 
LAHR.T.N.       3H  Co.,    Minnesota    Mining    !i  Mfg,    Co.       79/09/26.       Ip. 

791029037S  Request!    cancellation   of    77O627    application    to   eiport  020 
kg    dsplated    U. 

M/lTBONiV.       Transnucl«ar.     Inc.       0400S&34.       79/10/09.       Ip. 

7910390407   Withdraws    790920   applicatinn    to    export    Zircaloy    tubes 
KEENftN.B.P.       Westinghouie    Electric    Corp,       1CS-9270.       79/10/01.       Ip. 

79L0300Q.29  AdvUei    th»t   790913  rid.ueat    to    amend    license   to    increase 
total    amount    by    230    kg    0F   U   containing    a    kg    af  U-S35  does 
not   r»preB«nt    sub»t*ntial    chang*    in    initial    authoriiation  tt 
may   tie   processed    at    itaff    level. 
MOORE, R.H.       Office    of    International    ProaramK,       79/10/03.       Ip. 
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Requests    artril    info    on    Executive   Branch    position    re 
application    far     license    to    eiport    U    hciafl uor i de    to    Spain. 
FactHty    plans    to    convert    U    hoi  af  l-uorid  p     into     fuel     elements 
for    JEfJ-1    reactor    not  addressed. 
PETERSON,  M.  E).        Office    of    International    Programs,        79/IO/15 


IP- 


7910300402   E.ecuttve    Branch    pmition    re    flautflr-Stok  ea,  Inc    application 
to     araond    Licpnse    XSNM-1343    to    increase    quaiitity    of   U-H35 
f.iS™^1*    t0    '"^-a.fecomrnends    that     tl^nso    amEnif    be    issued. 
WOSENZO,  ,L.  V.        State,  Dept.  of.     Bureau    of    Qceani    6    Internat]  ,  Envi  ron.     E, 
BiientiFic    Affairs.        79/10/12.        ^pp. 


,,^10300060    Discusses    OE    application    fnr    license     to    import    90    ko    U, 
enriched    to    A'f.    U-235,     I,    49O    g    Pu,  contai  nod     In    fuol    rods,  From 
SuiB'den,  Li  c  enso    otiould    be    issued. 
MOaRE.R.N.        Office    of    International    Programs.        79/10/05.        Hpp. 

r*jlO300Q74   Discusses    matter    of    purchase    cance  I  latl  an   t.    requests 
processing    of    export    license    application    as    anon    as 
pcsaible. 
HANG,  0.        Oladii    Corp.        77/10/11,         lp. 

,4lO3QQQ7i>   Responds    to   FOIA   request     for     info    re    nuclear    aiporta    to 
Bra  i  ll,  Foruiarils    document!.  Certain    documents    o-nt  iroly 
withheld    (t-ef    FOIA  Eiemptlon    3)    t,    others    partially 
bjithhffld    (rof    FD1A  Eiomption    1). 
FELTDH,  J.  M.  Division    of    Rules    and    Records.        77/1O/22.        1pp. 

—  791030QQB9   Finda    sufficient    legal    basis    fnr    issuing   License    XSWH-090'J 
to    eioort    loti    enricned  U   to  Hi-a  i  i  1.  Al  though    Draiilian 
statement    la    amb  iguoua,  Cammi  SB  1  on     in    asiurerl     that    matl    will 
not    be   used    to    produce   si  p  los  i  VBS.  Di  scua  EOS    ei.pc.rt    palitu 
STOI"ER,C.  H.        Office    of    the   Genera!     Counsel.        78/03/21.         IQpp. 

._7?1  0300094    Hatlfles   of  MRC   acceptance    of    LU  Qassicfc    recommendation 
that    license    a  a    issued    for    eipnrt    of    51  ,  BB9    fcp.    U,  enriched     to 
3.   I3X.    U-333.  to    Draiil.  Submits    NliC    comments    re    LIB    of    US 
nuclear   raetl    &    equipment    Par   nuclear    Dipltislve   purpnsas 
CHILK.  5.  J.       Office   of    the    Secretary    of    the   Commi  ision.     "79/06/31 
Ip 

-79IO3QQ112   EECY-77-601 

Summarlies    NfiC    review   of    pi-opuced    issuance    of    license    for 
MeatinjhousH    to    oiport    51,687    kg    U,  nnriched    to   3.  15X   U-239, 
to   Brai  11.  Recommends    closed   muetinci    m/Dept    oF   Htata    aa    soon 
as   posalb  ID. 
SMEfl.-J.n.       Office   of    International    Prngrams.       77/12/OS,       -l[>p. 

-791030011i  Forwards   Went  ingh  ouse    application    for    license    to    oioort    un 
to     I.39H    Ig    U-S3S    to    Braill. 

D,  A.         Westing  house-   El  ec  tr  Ir    Corp.         76/01/09.        lp. 


flppHtation   bg  Wos  t  In  ahouso    for    license    to    einort    un    to 
1.392    kg    U-33D,  contained     in   up     to    31.  OS1?    to.    U,  to    Dra  1  1  1  .  End 
UBB   stjtanient    oncl. 

HENERSOM.  D.  A.       Uestinghousc   Eloctric    Carp.        ZHRT    90000   Ari 
76/01/07.        9pp. 

~7910300i3&   RnqiiBsts    asiiitance    in    B.poditing     Unuance    of    LicensB 
XBMH-0909    for    eiport    of    nuclear    fuel    assemblies,    to    Brari.1. 
BDETTIHGER,  W.  L,       Uestinghousc  £loq  trie    Corp.        IC3-62B(j        77/11/H7 
lp, 

7H)3002i2  Submits    application    to   ftmnnd    liconse    to    InireafiB    quantity    of 
•  nriehad    U    importcU    to    1.364.2    kg     containing     16.32    kg    U-233. 
£1rtTSONi  V.       Transruiiloap,     Inc.       77/10  /OS.        lp, 

'10300269  Submits    application    to   amontf    eipiration    dates    E>    waSues   of 
Licenses    XCOM-319.  XCOM-220,  XCOH-22H    t,    XCOM-SaS,  Mall 
dflicr  Ip  tlons   remain   lame, 
ERUBH,  P.  U.       HDke,     Inc.       79/09/21.       Bpn, 

?I03002fi5  BubmlU    application    to   amend    cipiratlon    dales   t   values   of 
L.Lcente-9    XCOH-319,  XCOH-223,  XCOH-BSB    k    XCOM-aa3.  Matl 
dBBcrlptlons   remaiii   same, 
DBUBH.P.N.       Hote,     Inc.       79/09/34.       2pp. 

^10300269  BubmltB    application    to   arnnnd    oxpipation    dates    fc  values    of 
License*    KCOM-2I9,  yCOK-a23,  KCOH-SaB  «.    XCDM-a39.  Ma  tl 
descriptions    remain   lame. 
BRUSK.P.  W,       Hake  i     Inc.       79/09/31.        app. 

''0300245  Submits    application    to  amend    eipiration    dates    t<  values    at 
UicaniBt   XCOM-219,  XCOM-233.  XCOM-323   t<    XCON-225.  Mat  1 
™*tfr  ipbions    remain   samo 
BRUSH.  P,  N.       Koke,     Inc.      79/09/24,        2pj), 


Eiocutive    Branch    position   re   Mitsubishi    intt    Cor-p 
con    to    einort    496    kg    U-539,  enriched     to    3.  28%,  to 
'J*|ian.  RecommeinTB    tfcBt    lie  ens*    be    innued.  Ltr    of    assurance 
n 


7910300flOd.   Ejecutive    Branch    position    re   Uestlnghousu   application    to 
e.tend    License    XSM-H-51O    to    p.  port    Pu    to    Japan.  Retommend  s. 
that    license    e>tensiun    be   granted 

JJ«EI«0'L.V         BUt..D.pt.  of,     Bureau    of    Oceans    I,    lntarnatl  .  Environ.     (. 
Scientirtc    Affairs.        79/10/05         2pp, 

7910300flia  EiBHjutive    Branch    position    re   Edlau    Intl    Co    application    tn 
B.port    454    kg    U-235,  BnT  I  c  hed     to   5.  ASK,  to    Japan   Rec  DmuBnds 
that    license    be    IsBUBti. 

NDSENZO,L.V,        State,  Dep  t.  of  .     Bureau    of   Oc  cans    ^    Internatl  .  Environ,      b 
9ci*ntiFic   Affairs.       79/10/12         lp, 

7910300479   Executive    Branch    BOEit!,on    re  MltsuBIahi    Intl    Corp 
application    to    eiport    1,302    Ig    U-E3S,  onr  i  ched    to   3.  39K,  to 
Japan,  necaminonds    that    license    ba     issued. 

MaSENZO.i..  V.       Stale,  Dept,  e-f,     Dupeau    af  Oc  aanB   !.   Internat  1.  Envl  run      fe 
Scientific    Affairs.        79/10/13.        2pp. 

7910300977   E.ecutlve  Branch    [.ositiun    re-  Shattuel    Ctieinlcal    Co,  Int 
application    to    eiport    11.3   Ib*    depleted   U    to  Mfrdco. 
RO'COtnmends    that     license    te    isnu-ed. 

NQSEMZO.L.V.        State,  Dap  t.  of  ,     Bureau    aF   Ocsana   *    Internatl.  Environ,     i 
Scientific    Affairs.       79/10/11?.       2pp, 


.  V,       atatB-.Dopt,  of,     Dureuu    oP   Dceana 
c    ftffairs.       79/10/12.       3pp. 


Int«rnatl.  Environ,     fa 


Sutnmariies   Camml  asion    rcvic-u   of    proposed    issuance    of    eiport 
licensB    to   TraTisnucloar,  Inc.  necnmmnnila    litirnse    be    issued 
Proposed    license    one  I. 
BHEifl.J.  R.       Office   of    International    Programs.       79/09/O6.       4pp. 

7910310024   Application    bg    Tliiakal    Corp,  i/antron  Div  Alfa   Products    for 
license    to    eiport    3-19.5   g     liquid    deuterium    Difde.99   OX 
laotoplc    purity,  to    India. 
UADHAVUJ,  D.  P.        Thtokol    Carp.        OO9705ft-00.        79/IO/01.        3pp 

7910310031    Application   by    CHase   Nuclear    (UBJ    Div  of    Chase   llrasa    For 
llconse    to    eiport    clrcanium   2.  5*   niobium  sllau    eitrudod 
tubes    to   Canada 

TDOLE,  T.       Chase   Crass    !<  Copper   Co.,     Inc.,    Chase  Wirclear    Uiv 
OO-4069         79/10/10.        lp. 

791031003d  Application   bu    Chata    Hut.  I  oar    <UB>    Div  of    Chase    Brans    for 
llcenmj    to    eiport    250    Ib    i  ire  out  urn  2,  8"Ja  niobium   allow 
BjtrudDiI    tubes    to   United    King  do™.  Foruards    Itr.W/o    end. 
TOCLE.  T.       CJiaae   Drasa   t  Copper-  Co.  ,     Inc.,     Chase  Nuclear    Div 
HO-40B3.        79/10/10.        1pp. 

791O310045  Application  bu    Host  i  ngftouiE   for    license    to   eiport 
tun    WL-23193  miniature    ianiiation    chambcrE    to  West   Oermany. 
TERHILLIGEI1.  C.        Hostlnjhause    Elettric    Corn.        FQ-17'liiti         79/10/LO 
Ip, 

77103100SO  Application  by    GE   for    license    to   ejpoi-t   p  lp  ing,  p  ialng 
fl  tt  ings,  mold  Ing   mstls    pipe   restraints   I,    snubbers    to    Italu, 
HILSON.D.D,        General    Electric    Co.        71-S31,.        79/10/13,        ]pp, 

791O31O076  Forwards   application    For    licence    tor   minor    nuclear 
e  iportL  Ltr   af    assurance   required. 
PETERSOK,  M.  n,       Office   of    International    Programs.       79/10/IB.       lp. 

791031OII3   Amend    3   to    license    for    Traiisnui  loar    Inc,  Increasing,   quantity 
of    iriaitl    eiported    to    (.,739   U.  enrlchtd    to    1.  Ol'/,   U-239.  All 
other   conditions,   remain   unchanged. 

PETERSON,  H  R.         Assistant    Director    for  Eiport/Import   t    Internal  ional 
Baf  o-fluards.        79/10/13,        2pp. 

7910310147    BECV-79-537 

Summariies    status   of    application  by    Oft  Co    to   export  3,630   fl 
U.  anriched    taro.au    19,  ft.  U-a33.  to   Republic    of  Cnina. 
Recommends    llcotvae   OB    Issued. 
BHEAi  J.  R.        Qrflce    of    International    Programs.        79/09/1?.        3pp, 

—7910310153  Responds    to  771123  E«ecutlve  Branch    position    r*    QA  Co 
appUcatlon   to    license    to    e*port  3,630  g    U,  enriched    to  mat 
of    19.  ty,   U-a33,tQ  Republic    o*    China.  License    should    be 
granted. 

NQBENZD.U.V.       State,  Dept.  of,    Bureau    of  Oceans    E<   Internatl.  Environ 
k   ficienllfic   Affaln.       78/OB/1B.       Bpp. 

—  7910O101BB   Application    by   OA  Co    far    liconsa    to   ejport   3S65    g    U, 
anrUhod    to   nominal    19.  "JX   U-S33.  to  Republic    of   China 
tiaWERY.H.Ji.       OBneral    Atomic   Co.     Csuis.     of    Oulf   Oil   Coro    ) 
IEL-361.       77/11/11.       lp,  H 


424 


NOIMDOCKETED  ITEMS 


—7910310164   Application   by  GA  Ca    to   amend    license   to    export   to   3,  i30   g 
V,  enriched    la    19.  9X    U-335,  to   Republic    of   China. 

MOWHY.M.R.      General    ACnraic   Co.     (suos.     of  Cult  Oil    Corp.).       I.EU-9QO. 
78/03/33.       2pp-. 

— 791O31016B    Liecni*    for    CA   CD    to    eiport    3,630    g    U.  enriched    tu/o    max    to 
19. 9X   U-233,  to    Republic    of    China. 
FETEREOH,  M.R.      atticiat    International    Programs.       77/OW19,       2pp. 

7910310152   5ECV-79-1B2B 

Similar-lies    Commiiiion   review   of   proposed    issuance   of    export 
license    to    Uesltnghouse. Hetommend*    revised    license    be 
Ivsued.  Proposed    license    encl. 
SHEA.J.  R.       Offico    of    International    Proarans.       79/05/11,       Bpp. 

7710310171   EECY-79-51i 

Forwards  Edlou  Intl    Co   appl  ieat  inn    For    lice-nie    to    eiport 

19,  B5B.  B   tg    U   he  iaf  luorirf e,  enriched    to   aiai    2-717.    U-23S,  to 

Indifl. 

SHEA.J,  R.        Office    of    International    Programs.        79/OB/3I,        Ip. 


— 7910310181  Executive-  Branch  position  re  Marulnfit  ATJ-I-. 
application  tor  license  to-  eiport  b30  kg  U  heia'i  -'N 
Ent-ichei!  to  mat  12.  IB/.,  to  Japan.  Licenie  *tioul4  ot  s  •  . 
Ltr  of  atEurance  end. 

NO5ENZO,  L.  V,        State,  Dept.  of,     Bureau    oF    Oi«»n*     *>     I"'-' 
!.    Scientific    Affairs,        79/OB/S4,        3pp. 


791031OS07    Requests   Eiecutive    Branch    position    r 
application    for    license    to    e>port    lirconlum    • • 
to  Romania    through   Canada, 
PETERSON,  M.  H,       Offi£&    oF    International    Pros" 


7910310317  Requests   Eiecutive    Branch    position   rt 
Steel    Co    application    for     license    to    Hiport    four 
personnel    airlotte    to    Republic    oF    Sooth   AFrita 
PETEfiSDN,  M.  R.       OffitB    of    International    Proorasn 


7910310220   Fnruarrfi   application    for     litennt    for    mj 
export   Ltr    of   assurance   required. 
PETERSON,  M.R.       Office    of    International    Programs 


SECY-79-34SA 

Forwards  Eiecutive   Branch    resp-on.se    to   Marubeni  America   Corp 
application    For    li-cense    to-  eiport    lou   enriched  U   to  Japan. 
SHEA.  J.  R.        OFMce   of    International    Program.        79/O9/Q7.        Ip. 
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ANOELO,  J. 
ANOELO,  J, 
ANNABT,  M.  V. 
APOLLENIO,  C. 

79100206B7 
791O100019 
7910230042 
791O3  50544* 
7910170477 

BEN   TEC 
SEN   TEC 
OEN   TEC 
50-369 
PR 

IS 
IS 
IS 
Q 

ARDER.K.  d. 
AHENAL,  A. 
ARENAL,  A, 
AHENAU,  A. 
ARLOTTO.O.  A. 

791OOH0459" 
7910030902 
7910040097* 
7910020616 
791O26024O 

50-399 
50-206 
50-206 
90-206 
ftEQOD 

S 
Q 

a 

Q 

ARLDTTO.O.  A, 
ARNOLD,  L.  E. 
ARNOLD.  L.  E. 
ARNOLD,  R.  C. 
ARNOLD.  R.  C. 

7910290254 
791024054a» 
791O17043B* 
7910040317 
7910300196 

REGOD 
50-330 
50-320 
50-330 
50-320 

p 

H 

p 

p 

ARSENAUCT,  F.  d. 
ARTHUR,  J.  E. 
ASHER.T.R. 
ASKER.T.R. 
ASHER.T.  R. 

7910030367* 
7910100912* 
791O1B0014* 
79101B001O 
79IO1705B3 

ACRS 
NUREQ 
50-374 
30-374 
50-574 

D 
0 
6 

A8WELL,  D.  L. 
ASUELL,  D.  L, 
ABWeLL.D.  L. 
ASHELL,  D.  L. 
ASHELL.  0.  L. 

7910B400B8 
7910240099 
7910840031 
7910240106 
7910H40110* 

50-3B2 

&o-saa 

5O-3BH 
SO-382 

5O-3B3 

S 
B 
Q 
B 
B 

AUTHOR 

ACCESSION 
NUMBER 

SUDdECT 
CATEQDJ1Y 

A5UELL,  D.  L. 

7910050342 

50-362         S 

A6WELL,  D.  L. 

791O1003S6 

50-3Q2         3 

ASWELL,  D.  L. 

79101S05S2 

so-sas      s 

ASWELL,  D.  L. 

•       7910240100 

SO-3B2         S 

ABUELU.  D.  L. 

7910240120 

50-333         S 

AT1YEH,  V. 

7910150016" 

COMH1SBIDN 

ATLUfU,  B.  N, 

77101703S7 

RES 

AUDI  BERT,  R.  L. 

7910250456* 

QA999 

AUDIN.L, 

7910010012 

FQIA 

AUGUST,  D.  d. 

7910170127 

50-299         0 

AUSTIN,  H.  A. 

7910050059 

71-6400 

AUSTIN,  M.  A, 

79100B0046* 

71-64OO 

AUSTIN,  M.  A. 

7910290114" 

70-135 

AUSTIN,  M.  A. 

7910290321 

70-364 

AUTIO.H.  A. 

7910190174 

30-29           S 

AUTIO.H.  ft. 

79IO1  10331 

50-39           S 

AVERV,  d.  W 

7910110133 

PR 

AVERY,  P.  F. 

7910290216* 

QA999 

AXELRAD.M. 

791O03059S 

50-344         0 

AXELRAD.H. 

79I025037A 

50-344         0 

rtXELHAD.M. 

7910190066 

50-367         0 

AXELRAD.  H. 

7910110017 

90-376         0 

AXELBON.W.  L. 

7910010034* 

70-36 

BACA,  T.  E. 

791O030409« 

FOIA 

BACA,  T.  E. 

7910030403* 

FOIA 

BACA,  T.  E. 

7910030404* 

FOIA 

BACA.T.  E. 

7910030414" 

FOIA 

BACHHAN,  D. 

7910110247* 

FOIA 

GACHMANN,  R. 

7910HOHa4« 

FOIA 

BACKUS,  R.  A. 

7910150440 

50-443         0 

DACW.U9.R.  A. 

7910230505 

50-443         0 

BACON,  J.  L. 

7910100236 

50-329         K 

DAD  RAN,  5 

7910160503* 

50-237         S 

DAER.T.  S. 

791O290413 

71-358 

DAER.H.  L. 

7910100439 

30-361         A 

DAER..R.  L. 

7910100446 

30-443         A 

DAER.R.  L. 

791O22026S 

30-393         A 

BAER.R.  L. 

79IO220271 

50-3BH        A 

BAER.R.  L. 

7910220276 

50-369         A 

HAER.R.L. 

7910040232 

50-369        A 

EAER.H.  L. 

7910040522 

30-546        A 

BAER.R.  L. 

7910090BOB 

50-44H        A 

DAER.R.  L. 

7910090740 

50-369        A 

HAER.R.  L. 

7910100002 

30r-369         A 

B*ER,R.  L. 

791O160593 

50-383         F 

BAER,R.  L. 

79103204S6 

TOPREP 

BAER.R.  L. 

7910340210 

NUREO 

BAER,  R.  L, 

791023009B 

30-416        A 

.BAER,  R.  L. 

7910360113 

90-369        A 

BAEft,  R.  L. 

7910310415 

50-369        A 

BAER,  R.  L. 

791O390439 

30-369        f\ 

BAER,  R.  L. 

79IO300405 

SO-437        A 

BAER:,  R.  L, 

7910300190 

50-416        A 

BAER.R.L. 

7910310053 

90-369        * 

BAtiAOLIO.M. 

7910040107* 

90-206        Q 

425 
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NUMBER                    CATEGORY 

BAOAGLIQ,  M.  J. 

7910030784*         50-312        0 

BAILEY.K,  D. 

7910070162*         30-329         0 

BAILEY.fl.  J. 

7910070739*         50-213         0 

JWR.  ft. 

7910260217*         71-40 

BftIR,  A. 

79  102*0300            71-40 

BAlf?™.  G. 

.  791010Q309*         30-341         R 

EAIRD,R.  D, 

7910230053            NUREG 

BAIRD,  J,  D 

7910180519            50-142         a 

DAIBDEN.L. 

79100405S5            CONTRACT 

BAISDEN.L. 

7910190093            CONTRACT 

BAIBDEN.  L. 

7910300353          CONTRACT 

BAKER,  B. 

7710170504            PR 

BAKER,  B.  L, 

7910160Q69           50-466        & 

BAKER,  B.  T. 

7910I90O57            50-446         S 

BAKER.  W.  D. 

7910090337*         50-289         H 

BAKER,  C.  E. 

7  91  003004  1»        40-S681 

BAKER,  C.E. 

77IOOS0073"         40-8681 

BAKER,  C.  E, 

7910030052            40-B6B1 

BAKER,  C.  E. 

79100504B5           -10-1341 

BAKER,  C.  E. 

79  1  03601'?  6           40-8651 

BAKER,  C.  E. 

7910210714            40-B&B1 

BAKER.  C.  E. 

7910220193           40-B6B1 

BAKER,  C.  E. 

7910290479           40-S6BI 

BAKER,  D,  P. 

79I01S0913           40-3721 

BAKEVICH,  0.  J. 

7910130316            71-7023 

BALAUS.  C.  G. 

79101BQ3B5*         XPflRTLIC 

BALALIB.  C.  J, 

79101B038I            XFORTLEC 

BALDWIN,  W.  A. 

7910300291            50-275         A 

BALL..,  8.  J. 

7910310243            NUREO 

BALLARD,  R.L. 

7910050733            30-311         A 

BALLINQER.P.L. 

7910150601*        50-278       R 

BALDUQH,  R.  C. 

79100701B7            50-44S        H 

BANASZAK,  L,  .J. 

7910030596*        30-10          P 

BAND,  H.  R, 

7910100397           50-3SS        S 

BrtNKS,  L.E. 

7910030360"         PROJ 

BANKS.  L.  E. 

7910190*03          HASTE  HOT 

ETANK3,  M.  R. 

7910Q9O02H            30-334         Q 

BANKS.  H.R. 

7910040370"         50-334         Q 

BANKS.  H.  R. 

77iOIB0122*         30-324         Q 

BANKS.  R  R. 

7910040363*         BO-324         0 

BANKS,  H.R. 

79101B0113*         30-324         0 

BANKS,  H-fl. 

7-710260414            90-334         Q 

BANKS,  H.  R  . 

79101003&3            50-333         9 

BANKS,  H.  ft. 

7-7100703&5          30-333        9 

BANKS-  H,  R. 

7910090375            30-333         B 

BANKS,  H.  R. 

7910Q903B7           30-324        B 

BANKS,  H.  R, 

79102SOS64*         50-321         0 

BANKS,  H.  R. 

7910100277           30-3SS       6 

BANKS,  H.  R. 

79lOIQOa94           50-361        8 

BANKS,  H.  R. 

79I&100437           30-323        8 

BANKS,  H.  R. 

79101003BI           50-261        S 

BANWB,  H.  R. 

7910100307           30-321        S 

BANKS,  H,  R. 

79IQ100329           30-383        8 

BANKS,  H.  R. 

79101B0331           90-323        B 

BANKS,  H.  R. 

7910100223           30-261        B 

BANKS.  H.  R. 

7910110298           30-325        S 

BANKS,  H.  R. 

7910110336          30-333        S 

BANKS,  H.  R. 

7910IS02I3           50-324        R 

BANKS,  H.  R. 

79IQJ20334           30-JW.l        It 

BANKS,  H.  R. 

7910170200            30-329         S 

BANKS,  H.  R. 

7910170211           50-384        B 

BANKS,  H.  R. 

7  91  01  70333            50-334         B 

BANKS,  H.H. 

791  01  50  MB           50-3B3        S 

BANKg.H.  R. 

791OI30S45           &0-324        9 

BANKS,  H.  R. 

79I0130S&4          30-324        S 

BANKS,  H.fi. 

7910130611           50-261        S 

BANKS,  H,  R. 

7910230SOB          SQ-324        B 

BANKB.H.  R. 

7910310394          80-329        3 

BANKS,  H.  ft  . 

7910310408          30-329        B 

BANKS,  H.  R. 

7910300331           50-333        B 

BANKS,  H.H. 

791-0300309           30-334        a 

BANKS,  H.  R. 

7910300315           30-321        8 

BANKS,  H>  R. 

7910300335          30-32!}        & 

BANKS,  H.  R. 

7910310373           30-32B        H 

•  a 

79I03103BB           30-328        8 

H. 

7910170196*        30-320       P 

H. 

791024D16S           30-3  ZQ        H 

791Q1704B4           PR 

7910B20304           30-26!        J 

7910S20233           3Q-3S4        J 

79101BOOOI           RES 

771Q01024B*        SO-30          0 

7910S30H&2*        30-10          Q 

7910030759           30-336        O 

7910090171*        90-386        0 
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ACCESSION 
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CA.TEGCRY 

BARNETT,  J.  E. 

7910170277 

70-1631 

BARNES,  C.R. 

7910220IB9 

NlinEO 

BARNES,  I. 

7910J70064* 

Qfl999 

BARNES,  I. 

79103002flO« 

QA779 

BfiRNES,  I. 

7910230371* 

OA979 

BARNES.  I. 

7910230176* 

OA997 

BARNES,  I. 

7910250019" 

QA999 

BARNES,  1. 

791023O311" 

Qft999 

DARHTHDUSE,  L.  W 

77103J0004 

REE 

BAHWTHQUBE.  L.  W 

7710310043 

RES 

aAHOBH,  P.  J. 

7910220511 

NUREG 

BARRETT,  E.  M, 

791Q05O613B 

30-59i 

Q 

BARRETT,  E.  M. 

7910030ib43B 

30-596 

0 

BARRETT,  E.  M. 

79100H05S3 

30-396 

B 

BARRETT,  P.  A. 

791Q310O13* 

50-341 

a 

DAHRQUS,  J.  C. 

79103101  16 

30-273 

G 

BARROW.  F.  C. 

791  02501  7O» 

QA999 

DARROWS.H.  L. 

7910090536* 

PRDJ 

BARftV.D.  E, 

7910010337 

30-330 

p 

flARTH.C.  A. 

7909230249 

50-400 

0 

BARTH.C.  fi. 

7910150679 

50-353 

o 

BARTH.C.  A. 

79101S06B6 

50-3SS 

0 

GARTH,  C.  A, 

7910390464. 

90-353 

G 

BARTUETT,  J. 

7910t7000a» 

50-4  1O 

8 

fl  ART  LETT.  J. 

79101  70030» 

30-410 

S 

DARTLETT,  J. 

7910230161 

50-110 

O 

BARTLETT.J. 

7910020479 

SO-410 

A 

BARTLETT.  J, 

7910190263 

90-220 

F 

BflRTNOFF.  8. 

7910160277* 

30-320 

I 

EARTH  OFF,  B. 

79101  6037  H 

30-330 

I 

BART03ZEHICZ,  J, 

'     79IOO703J6 

FQIA 

BAflTDN,  A,  R. 

7910O1032B 

30-364 

A 

BARTON,  A.  fi. 

79102&0196 

90-340 

J 

BftSKIN,  K.  P. 

7910230494 

50-361 

D 

BftSKIN.  H,  P. 

79IO17O37D 

30-206 

a 

BASK.IN,  K.P. 

7910300307 

50-206 

F 

DftSa.  B.  R. 

7910010351 

NUREG 

BA.BB1N,  N. 

79102,4  023  1* 

71-40 

DA5BIN,  N. 

79  10260325* 

71-40 

BAS31N,  N. 

7?t0110016i 

F01A 

BASBIN.N, 

79101  1O007* 

FOIA 

BASaiNrH, 

79101  1O004* 

FDIA 

DAS3IN,  N. 

79101  1OOBS* 

F01A 

BATCH,  B,  M. 

7910310306* 

30-316 

a 

BATEMANj  W,  H. 

7910030819* 

50-306 

Q 

BATEHAN.  W.  H. 

7710010329« 

30-351 

a 

BATE9.  A. 

7710150003 

PR 

BATEB,  E.  F. 

7910300356* 

50-1  2S 

R 

DATES,  R.  W. 

7  91  0230309* 

90-336 

3 

BATES,  A. 

7710250165 

REOOD 

DATES.  J.  H. 

79101B027i* 

70-143 

DAUER.E.  R. 

7910110313s 

30-3  1  7 

S 

BAUEJ1,  E.  H, 

79  1  01  70209* 

30-317 

a 

QAUEfl,  E.  R. 

7910I90436* 

30-3  1  7 

3 

DAUER.E.  R. 

79102S03221 

30-313 

a 

BAUER,  E.  0. 

7910040671 

50-277 

p 

BAUER,  E.  O. 

7910100146" 

50-S77 

p 

BAUER,  E.  0. 

791O300147" 

50-277 

p 

BAUM.E,  A. 

7910110134* 

30-33B 

G 

GAUM,  E,  A. 

79100301  B7 

50-404 

A 

DAUMQARTEN.K.  J. 

7910H30394* 

50-10 

H 

BAUNACK,  W.  H. 

791003039S* 

SO-H9     ' 

O 

BAUNACK.  W.  H. 

7910310057* 

50-277 

G 

BAUSEfl,.  H.  A. 

7910110328 

30-323 

0 

BAUSER.M.  A. 

7910310304 

30-323 

0 

BMJSER,  M.  A. 

791011032B 

5O-322 

Q 

BALfSER.M,  A, 

7910310504 

3O-5H2 

O 

OAKLEY,  S.  X. 

79I03O0293* 

5O-366 

B 

BAXTER,  R,C. 

791  00  5  0332 

SO-335 

D 

BAYflUTT,  P. 

79103001B1 

RES 

BAVNE,  J.  P. 

7910030229 

50-286 

a 

BAYHE.  J.  P. 

79(0030113 

30-2H6 

p 

BAWE,  J.  P. 

7910190336 

50-236 

a 

BflYNE.  J.  P. 

79103HJH05 

SO-BB6 

Q 

DAYHE,  J.  P  , 

79IOOB04I17 

50-286 

Q 

BAY  HE,  J,  P. 

7910130467 

50-2S6 

a 

BAYNE,  J.  P. 

7910190394 

90-336 

R 

BAVNE.  J.  P. 

7710300201 

so-aafi 

H 

BrtZIUK,  S. 

791002072-3 

50-4BS 

& 

BAZHJK,  S. 

79  1  0090361 

50-4BB 

0 

BEACH,  0. 

791  02407  1& 

PRDJ 

BEACH,  ft,  B. 

7910160229* 

50-29B 

a 

BEACH,  M.  H. 

79102401  70B 

50-330 

p 

HEATTV.  0.  P. 

7910100311 

50-302 

8 

DEATTY,  0.  P, 

79101903B2* 

30-302 

R 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 

CATEOOftV 

BECHET,  L.  J, 

7910240723* 

CONTRACT 

EECHET.L.  J. 

7910260326* 

CQNrttACT 

HECHET.L.  J, 

7910290391" 

coirpMci 

BECHHOEFER.C. 

7709230321 

5G-2JJ       0 

BECHHOEFER,  C, 

7710090179 

SO-3&E)       O 

BECHHOEFER,  C, 

791003033B 

30-35B       O 

BECHHCEFER,  C. 

7910030653 

50-409        O 

DECHHQEFER,  C, 

7710090190 

50-409       0 

DECHHOEFER,  C. 

7910040133 

SO-3Q7       0 

BECHHOEFER,  C. 

7710090396 

SO-409        0 

BECHHDEFER,  C. 

791012024a 

50-33Q        0 

BECHHOEFER,  C, 

7910170063 

5CJ-3SQ        0 

BECHHOEFER.  C. 

7910160513 

30-101)       T 

DECHHOHFER,  C. 

79101604  B6 

30-409       T 

DECHHOEFER,  C. 

7710160930 

30-409       T 

BECHHOEFER,  C. 

791  01  704  97 

EO-409        T 

BECKMAN,  D.  A. 

7910130073* 

50-24-1        t> 

BECKMAN,  D.  A. 

7910070751* 

30-331       Q 

BECKWITH.  0.  H. 

7910030337* 

POIA 

DECKW1TH,  0,  H. 

79102B0739 

PRCJ 

BECKWITH,  0.  H, 

7910250731* 

PROJ 

BEEDE,  B 

7910330430 

HASTE  HH>r 

DEELER,  T.  P. 

7910310369* 

90-346       3 

DELANCER,  J,  L. 

7910010024" 

50-319       O 

DELEU.  0. 

771  026027  7fr 

30-337       A 

BEUSLE.G.  A. 

79100S03ie* 

50-Sftl       9 

BELL,  N. 

7910310364 

50-3*1.       0 

BELL,  N. 

791039017A 

30-344       0 

EELL,  J,  M. 

7910110060" 

FC1IA 

DELL,  J.  H. 

7710110030* 

FCJ1A 

BELL,  J,  M. 

7910110030* 

FOIA 

BELLAMY,  R.  R. 

79101G0599* 

30-3JO       P 

DELHDRE,  C.  1, 

7910110337" 

50-21V       fl 

DELTRACCHI.L. 

7910030273 

DftO 

DENOELSDQRF,  H. 

7910360DS9 

XI>QftTL!C 

BENQELSDOtlF,  H,  D 

7710260063" 

XT  am  ic 

BENNETT,  0.  D. 

771  0230009* 

PRDJ 

BENNETT,  N.  J. 

7910150S1-! 

30-599       ff 

BENNETT,  R,  L. 

791033022-1 

MABTE   HOT 

DENNETT,  M.  K. 

7910010337 

30-330       P 

BENNETT,  M.  K. 

7910010531 

so-aao     c 

BENNETT,  J.  D, 

791016047B* 

50-312       J* 

DENNETT,  C.  A. 

7910320197 

NURHQ 

BENNETT,  C.  L. 

79100403B4H 

ORO 

BENNETT,  0,  L. 

7910330136 

uuneo 

BENNETT,  Q.  L, 

7910160304 

REVEEH  ORP 

BENNETT,  0.  L. 

79100403BO 

ano 

BERGER,  D. 

7710340174 

30-3JO       0 

BERGER,  D. 

7910240174 

90-320       0 

BERQER,  D, 

7910010B3D 

BO-3SO       P 

BERGER,  C. 

7910120202* 

30-3*(.       If 

BER08TROM,  R.  E. 

7910230439 

MABTE  nor 

DERKEY,  B. 

7910020029* 

50-3           fl 

BEFIMAN.  M. 

79I03300B5 

TOP  REP 

DERNBTEIN,  M.  L. 

7710260377 

Pit 

BERN8EN,  B.  A. 

7910100332 

TOPIfEP 

BERRYH1LL,  F. 

7910050629 

&0-SO?       0 

BERRY.  D.  L. 

7910220117 

HUREO 

DERRY,  D.  L. 

7910330162 

HUR£0 

BERRY,  W. 

7910030043 

hCRB 

BEHSON.  B.  A. 

79101  S07  16 

so-sat     c 

BERSON,  B.  A. 

7910180071 

30-SD9       0 

BERBON,  B.  A. 

7910240671 

50-309       0 

DEHTA.R.  P. 

7910340711* 

CONTHrtCT 

BEBECKER,  K.  H. 

79101B0403 

SO-3J3       9 

BETTENCOURT,  L. 

7910170101 

PR 

BETTENHAUSEN,  L. 

791  00304  19* 

t)0'S44       0 

BETTENHAUSEN,  L. 

791012034SN 

50-S73       0 

BETTENHAUBEN,  L. 

79  10390  1B4* 

BO-B47       Q 

BEYE8,  L.  A. 

7910030H6S* 

80-316       Q 

BIALIK,  E.  I. 

7910110062 

90-396       9 

B1ALIK.  E.  I. 

7910310160 

BO-39B       A 

B1CKWIT,  L. 

7910190164* 

30-030       T 

B1CKWIT,  L. 

7910030473* 

50-437       * 

BICKWIT,  L. 

7910220410 

70-2&33    - 

BICKHIT,  L. 

7910300313* 

lOCFfi 

BICKWIT,  L. 

7910170307 

BECY 

BICKWIT,  L. 

791  0300304  » 

10CFR 

BIDDLE,  C.  T. 

7910040446 

30-1AA       C 

BIDDLE,  C.T. 

7910030369 

90-46^       Q 

BIDDLE,  J.  fi. 

7910030629 

30-464       4 

BIDDLE.  J.  0, 

7910110067 

90-466       0 

BIDDLE,  C.  T. 

7910030623 

30-466       0 

BIDDLE,  C.T. 

7910030613 

30-464       0 

BIDDLE,  C.T. 

7910100119 

30-446       D 
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BIDDLE,  C.  T. 

7910030663 

30-166 

0 

DIDDLE.  C.  T. 

791QQ306IB 

50-166 

o 

BIBBLE,  C.T. 

79  10090493 

90-166 

0 

BIDDLE,  C.  T. 

791031  01  5O 

30-166 

Q 

BIDDLE,  C.T. 

791O2602B4 

50-466 

0 

BIDDLE,  J.O. 

7910040909 

50-466 

Q 

B1DDLE,  C   T. 

7910040446 

30-466 

3 

BIDDLE.  -J.  G, 

7910030629 

30-166 

8 

QIDDLE.  J.  0. 

7910110067 

30-466 

0 

DIDDLE,  J.  0. 

7910O40909 

90-466 

D 

DIDDLE.  C.T. 

7910030623 

90-466 

Q 

aiDDLE,  C.  T. 

7910030623 

90-466 

B 

DIDDLE,  C.  T. 

7910O90613 

30-466 

Q 

DIDDLE,  C.T. 

7910100119 

90-466 

0 

DIDDLE.  C.T. 

7910030665 

30-466 

0 

DIDDLE,  C.T. 

7910O3Q61B 

30-466 

0 

.DIDDl-E.C.T. 

7910310190 

50-466 

G 

DIDDLE,  C.T. 

7910260381 

50-466 

a 

DIEDLtNGER.B.  A. 

7710020310 

QA999 

UIEL.F. 

7910300072 

NUREO 

aiELAWSKI.A.  P. 

7910030637 

30-454 

0 

D1ELAW8KI.A.  P. 

79(0030913 

30-434 

0 

BIELAWSKI.  A.  P. 

7910030395 

50-134 

0 

BIELAWSKI.A.  P. 

7910190109 

50-494 

0 

B1ELAWBKI,  A.  P. 

7910O401I3 

80-196 

0 

GIELAWBKI.A.  P. 

7910030779 

50-434 

a 

BIEN,  F.  N. 

79102B042O 

30-319 

p 

BIOBEE,  0.  D. 

79I029G20B 

REOOD 

BIGCERB,0.  B. 

7910170097* 

QA999 

BIGCERB.O.  B. 

7910170096" 

GA799 

BIGOERB.O.  D 

7910170030" 

QA799 

B1LLETER.T.  R. 

7910OS0373 

NUflEQ 

BILLMAN.O.  H. 

7910220433 

30-2B9 

H 

BIMBER.n.  M. 

7910OI062B 

PR 

BIRKEL,  R,  A. 

7910040374 

30-389 

A 

BIRKEL.  R.  A. 

79  10290  I  S2 

30-367 

A 

BIBCHdFF.C.  A. 

7910040436 

90-392 

0 

BISCHOFF.C.A. 

7910010436 

30-392 

D 

BlSHDPiO.  M. 

791023015H 

30-466 

0 

BIBHQP.C.d. 

79093S032B 

30-533 

0 

BI8HQP.C.  J. 

7910030347 

50-400 

0 

BISHOP.  C.  J. 

7910080663 

30-338 

0 

BISHOP.  €.  J. 

7910030167 

50-4B4 

0 

BISHOP.  C.  J. 

791Q13039Q 

50-TJ22 

0 

DIE  HOP,  C.  J. 

7910030173 

50-3 

0 

BISHOP.  C.  J. 

791  0030  1B9" 

50-3 

0 

BIBHOP.C.  J. 

7910Q3032A 

70-^623 

BIBHOP,  C.  J. 

7910190330 

50-320 

0 

BIEHOP,  C.  J. 

7910190333 

30-320 

G 

BIBHOP.  C.  J. 

79J0030763 

50-33B 

0 

DIBHOP.C.  J. 

79  100903  IS 

30-446 

0 

BIBHOP.  C.  J. 

7910I9031S 

SQ-387 

G 

BIBHOP.C.  J. 

7910030667 

30-346 

M 

BIBHQP,  C,  J. 

79101B0166 

90-466 

a 

BISHOP,  C.  J. 

7910170669 

30-516 

0 

BISHOP-  C.  J. 

7910180327 

30-320 

0 

BISHOP.  C,  J. 

7910IB0413 

50-3B9 

0 

BISHOP.  C.  J. 

79101BOS41 

50-320 

0 

BISHOP,  C.J. 

7910230419 

SO-  100 

0 

BISHOP,  T.W. 

7910030349* 

50-160 

Q 

BISHOP,  T.  H. 

791  0040  139* 

50-460 

a 

B1VINB,  W.  9. 

7910030343* 

10-H63 

BIVINB.H.B. 

7910040230 

30-aao 

p 

B1XEL.D.A. 

7910030Q09 

90-  IBB 

a 

BlXELiD,  A. 

79101306B9 

30-183 

Q 

DUEL,  D,  A. 

7910QS0396 

30-153 

P 

DIXEU.D.  A. 

791  023036  B 

SO-  190 

Q 

BIXEL,D.A. 

791004QB24 

30-153 

P 

DIXEL.D.A. 

7910110310 

90-183 

Q 

BIXELiD.  A. 

7910160311 

BO-BSB 

a 

DIXEL.D,  A. 

7910220873 

30-  1  SB 

p 

B1XEL.D.  A. 

79  101  9039  B 

30-153 

p 

BlXELrD.A. 

7910290263 

30-135 

p 

H1XEL.D.  A. 

7910300123 

30-133 

p 

BIXEL.D.  A. 

7910300369 

80-138 

F 

BIXEL,  D.  A. 

7910300183 

50-293 

S 

BLACK9HAW,  0.  U 

7910100379 

SQ-1S9 

P 

BLACK,  K.  E. 

7910240602 

30-333 

A 

BLACK.  R.  L, 

7910090646 

50-322 

& 

BLACK.  R.  L. 

7710110412 

90-322 

0 

BLACK.  R.  L. 

7910090449 

80^832 

0 

BLACK.  R.  L. 

791008Q4BI 

30-882 

0 

BLACK.  R.  L. 

.    7910330070 

30-341 

0 

BLACKHQOD,  E,  B. 

79  10860473* 

NUREO 

BLACK.  H, 

79100100*2* 

FOIA 

AUTHOR 

ACCESSION 
NUMBER 
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CATEGORY 

HLAISDELL,  R.  E. 

7910050096* 

50-336 

0 

HLAISDELL,  O.  C. 

791  OS  10063 

70-2623 

BLAKE>  E.  L. 

7910220245* 

50-239 

G 

BLAKE,  J.  J. 

7710020113* 

50-330 

Q 

BLAKE,  J,  J. 

791OS40096» 

90-51B 

Q 

BLALOCH,  L. 

7910050124 

71-9B53 

DLAND,  J.  B. 

791O3101SB 

NUREQ 

BLD650M,  J.  N. 

7909290017 

40-H452 

BLUMHERQ.N.  J, 

7910130176* 

50-317 

Q 

DLUMHEfiO,  N.  J. 

79103100S7* 

SO-277 

Q 

DLUMEWFELD.  A. 

7910030410 

XPDRTLIC 

BLUME,  H.  B. 

7910030003 

BO-445 

M 

BLUME,  M.  D. 

7910260434 

50-145 

H 

BLUME.  M.  B. 

791032017B 

30-445 

H 

DOCK.  C.  A. 

7910110056 

90-436 

G 

BOCK,  C.  A. 

791O1  10056 

50-4.56 

G 

BODDY,J.  R. 

79100502SS 

40-3453 

BQDTKE.P.  J. 

791OJ  00396* 

50-H55 

R 

DOEHLER.  B. 

791O2601S3 

PR 

BQETTIMOER.W.  L. 

791O30013S* 

FOIA 

HOETTGEH.  J.  T. 

7910S90101 

REQQD 

DOETTQER,  J.  T. 

791O310IOO 

BEOGD 

BQGDEN.O. 

791OJ1033B 

40-116? 

HOGDEN,  0. 

7910230707 

40-1163 

HOGDEN,  0. 

7910290433 

40-1162 

HOGIN.K.  B. 

791O180014* 

50-574 

0 

BQGIN.K,  B. 

791O1B0010 

30-974 

& 

BOQIN,H.  B. 

791O1703B3 

50-574 

D 

BDHM,  R.  J, 

7910110323 

50-367 

R 

BDHNi  R.  J. 

7910120141 

50-3A7 

A 

BOHN.R.  J. 

7910B4047H 

50-367 

R 

BOLGER.F.  P. 

7910010529 

50-320- 

A 

BOMAH,  L.  H. 

79103001  IB* 

TOPREP 

BOMQEROER.T.  W. 

791O260144 

PR 

BOHACrt.M.  V. 

791OD10920 

50-320 

P 

BQHZON,  L.  L. 

7910010473 

NUREO 

naODY.  J.  R. 

7910O10323 

40-3-453 

BODHER,  R.  R. 

7910170442" 

50-320 

H 

BOOK.  11.  E. 

79101B0393 

IdE 

BOOK.  H.  E. 

7910100466 

70-1443 

BOOK.  H.  E. 

7910030723* 

50-312 

a 

BOOK,  H.  E. 

791O260IB7« 

30-344 

a 

BOOK.  H.  E. 

7910260197" 

90-314 

a 

BDOK.H.  E. 

7910020310 

QA999 

BOOK.H.  E. 

791O16Q1B3 

30-206 

o 

BOOK,  M.  E. 

7910160186- 

50-206 

a 

BOOK,  RE, 

7910300017* 

90-3  1  2 

o 

BOOK.H.  E. 

7910300012» 

50-3  1  2 

0 

BOOK,  H.  E. 

79  10  100493* 

70-1443 

BOOH.  H.  E. 

7910110730 

QA999 

BOOK,  H,  E. 

791O100490* 

70-1443 

BaUK,  H.  E. 

7910030716 

SO-3  1  3 

0 

BODK.  H.  E. 

7910300007 

50-3  IS 

Q 

BOOK,  It  E. 

7910360173 

50-344 

Q 

BDOHBHA,  0.  L, 

7710110069 

90-4i3 

O 

BDOMBMA.  0,  U. 

791O11006B 

90-463 

& 

BOOTH,  R.  D, 

791O230739 

PRDJ 

BOOTH-  R.  D. 

791OS50754* 

PRDJ 

BOOTH,  R.  D. 

791O030327* 

FDIA 

BdftDENICKrB.M. 

7910090049 

30-S  1  6 

0 

DQRDENICK,B.M. 

7910030636 

50-514 

o 

BORDENICK.  B.  H. 

7910050764 

90-511 

0 

BORDENICK,  B.  M. 

7910100336 

30-314 

0 

BORDENICK.B.M. 

7710220169 

50-916 

o 

BQREB.R.  J. 

7910O10I16* 

30-41  a 

Q 

BQREB,R.  J. 

7910S70t>66lt 

50-293 

a 

BOROMflNN.e.  A. 

791O160219» 

50-38B 

a 

BQROHANH.E.  A. 

7910160223lt 

50-38B 

a 

BORQMANN.E.  A. 

791O110091* 

50-3  SB 

0 

BOROMANN-E,  A. 

791O1602O4* 

30-3SB 

a 

DDROMANN,  E.  A. 

,79100906B6« 

30-3  SB 

a 

BQHOMANN.  E.  A. 

7910160330* 

SO--35B 

0 

BOROMANN-E.  A. 

7710090330 

50-339 

& 

BaROMANN.E.  A. 

791O090319* 

50-358 

a 

BUROMANN,  E.  A. 

7910130692 

90-39B 

a 

BDRQMANN,  E.  A. 

79101B0457 

30-39B 

s 

BOROMANN,  E.  A. 

7910030332 

30-3SB 

A 

BOROKANN.e.A. 

7910050300 

30-3SB 

K 

BOROIiANN,  E.  A. 

7910120113 

30-3SB 

K 

BOHOMANN.E.  A. 

7910160301 

30-336 

A 

BDRGKANN,  E.  A. 

7910260309 

50-35B 

A 

BDRNKOEFT,  M.  H. 

771O0903O9 

REOOD 

BDacHWiTi.a.  c. 

7910120213 

30-S96 

0 

BOSTIAN.fl.M. 

7910I901B7* 

70-Z633 

BOUKN10HT,  J.  A. 

7910IS0609 

90-443 

M 

AUTHOR 


ACCESSION 
NUhDER 


BOUKNIGHT,  J.  A. 
BDUKNIQHT,  J.  A. 
BDULAWQER,  A.  G, 
BOUftNIA,  A. 


.  A, 

HQURNIA.A. 
BOURNIA,  A. 
BQURNIA.A. 
BQHERS,  J. 

BOUER8.  J. 
BOWERS,  J. 
BOWERS,  C.  E. 
BOHER9,  E.  B. 
BOWERS,  E.  S. 

BOWERS,  E.  S. 
DOWERB,  E. 
BDHERB,  E.  B. 
BOWERS.  E.  B. 
BOWERS,  E.S. 

BOWERS,  E.  S. 
BOWLINO,  M.  L. 
BOWMAN,  B.  U.  H. 
BOWMAN,  U. 

.  M. 


BOYCE.R. 
BDYD,  Q.  J. 
BDYD,  D.  C. 
BOYO,  D.  C. 
BOYD,  D.  C, 

BOYD,  D.  C, 
BDYD,  D.  C. 
BDYD,  D.  C. 
BQVD.  D.  C. 
BOVD,  D.  C. 

BDYD,  B.C. 
BDYER,  V.  8. 
BDYER.V.  9. 
DOVER,  V.  Q. 
BDYER.  V.  B. 

DOVEfi.V.  3. 
BOYLE,  R.  R. 
BRADFORD.  0. 
BRADFORD,  U.  H. 
BRADFORD,  P.  A. 

BRADFORD,!5.  A. 
BRADFORD.  P.  A. 
BRADFORD.  P.  A. 
BRADFORD,  P.  A. 
BRADFORD,  P.  A. 

BRADLEY,  E.  J. 
BRADLEY,E.'J. 
BRADLEY,  E.  J. 
BRADLEY,  E,  J. 
BRADLEY,  E,  J. 

BRADLEY,  R.  D. 
BRADBHAM.  U.  C. 
BRADY,  P. 
BRADY,  R,d, 
BRADY,  R.  J. 

BRADY.  R.  J. 
BRADY.  R.  J. 
BRAILE,L.  W. 
BRALEY,  C, 
BRAMLETT,  L.  S. 

HRAHLETT,  L.  B. 
BRANDENBURO.B.L 
BRAUN,  N.  H. 
BRAWN,  H.  D. 
BREIBART.  B.  B. 

BRENNENMAN.  F.  H. 
BRENNER,  L. 
BRENNER,  U. 
BRENNER,  L. 
BRESNEBAN,  T.P. 

BRICKLEY,  R.  H. 
BRICKLEY.  H,  H. 
BRIDGES,  R.  E. 
BfilDQES.R.  E. 
BR1DOE8.R.  E. 

BRIDGES,  R.E. 
BRIDOE8,  H.  E. 
BRIDOE&H.  E, 
BRI008.A.  K. 
BRIOOfi,  L.  E. 


791022Q4BO 
79101506O? 
7910310047 
7910030573 
7910O90262 

7910220227 
7910220210 
7910220313 
7910290234 
7910240293* 

7910170394s 

79101B0023* 

7910310009* 

7910030715 

7910230665 

7910090649 

7910090214* 

7910320207 

791O1901A3 

79KH9O104 

79 1 0260463 
79 1 0020422* 
7910090635 
79 1 00906O9* 
7910240350* 

7910010056 

7710100024* 

7910O4OOB7* 

7910330EB1* 

7910240165* 

77102403560 

7910290g44» 

7910230097* 

7910170313 

791O17052S 

7910130304 
7910220190* 
7910090495 
7910120271* 
79 1 0090709* 

7910260496" 

7710360152 

7910170394" 

7910330042* 

7710030223 

7910020453 
7910020303 
791004033B 
7710040347 
7910300040 

7910040671 

7?IO10OI46* 

79JOSOO144 

791O23G319 
791O30O145 

79101BO081* 

791026O306" 

7910330490 

7910110231 

7910030719* 

7910030732* 

7910030746" 

7910030077 

7910110309 

791019049B* 

791O170199" 
771O170OSO 

7909HS0264 

7710O30BB6* 

7910230698* 

7910230241 
7910090673 
7910110263 
7910360477 
7910030307 

791OE50149"- 

791O23D201* 
791O1&0047* 
79J01600S5*- 
791O 160061* 

791O160O66* 
79 1O1 60073" 
77IO16O073» 
791Qia020B 
791O0107B2" 
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AUTHOR 
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BRIQQ9,L, 
BRIG6S,L.  E. 
BRIGHT,  0.  0. 
BRIGHT,  0.0. 
BRINK,!. 

7710I6QU3*         50-319        Q 
7910110557*         50-219        Q 
791003033B           5O-353        C 
7910260360           50-399        G 
79101100B1           PR 

BR1STER.B, 
BHOADHURST.R.  H. 
BROCKET?,  T. 
BROCKET!,  T.  U. 
BRDCKETT,  T.  W, 

7910110402           FOIA 
7910240323*         50-361         K 
7910110336*        FD1A 
7910H01B7*         FOIA 
7910180499           50-301         8 

BHOOIE.C:  Q. 
BROEHL,  D.  J. 
BROEHL,  0.  J. 
BROEHL,  D.  J. 
BRQEHL.D.  J. 

7910090637*         30-344        P 
7910110149           90-344        Q 
7910030053           50-341        0 
7910090063           30-344        0 
7910030437           30-344        P 

BROEK.C.  V. 
BROOKS,  fl.  L 
BRGQKS.L.  A. 
BROOKS,  T.  R. 
BROOKS.  W.  L. 

7910320363           NUREO 
791001032B           30-320        P 
79  10250  106*        QA999 
7910090323           PR 
7910040302*         TOPHEP 

BROOKS,  H. 
SHOWN,  E.  H. 
BROWN.  E.  H. 
BROWN,  H.  H. 
BROWN.  F.  R. 

7910030041*        TOPREP 
7910330700           50-312        C 
7910230700           50-312        0 
7910250390           50-275        0 
7910250339           50-409        P 

BHOWN.H.  D. 
BROWN,  11.  S. 
BROWN,  D.  H. 
BROWM.  S.  C. 
B.HOUN,  3.  C. 

7910110446           50-33B        U 
7910160306*         50-316        S 
771026026B*         50-346        S 
7910030631            BO-404        0 
7910050171*         30-404        A 

BROW.  S.  C. 
BROHN,  S.  C, 
BROUN,  S.  C. 
BROUN,  B.C. 
DROWN,  S-C. 

791005017BB         50-404        A 
7910030B92           50-404        Q 
7910100465           50-404        S 
7910150577           90-404        9 
7910020474           30-339        S 

BRDHN,  S.  C. 
BROUN,  B,  C, 
BROWN,  S.  C. 
BROWN,  S.  C. 
BROWN,  S.  C. 

7910040304           30-339        S 
7910190403           5O-339        S 
7910190393           50-339        S 
7910120193           SO-339        S 
79I01B0431            50-339        S 

BROWN,  a.  c. 

BROWN,  S.  C. 
BROWN,  S.  C. 
BROUN,  S.  C. 
BROWN,  S.  C. 

7910190361           50-339        S 
7910100313           30-339        A 
7910100355           30-401        S 
7910100364           50-404        A 
7910150433           50-404        A 

BROWN.  B.  C. 
BHOHN,  5. 
BROWN,  S.C. 
BROWN,  S.  C. 
BROWN.  3.  C. 

79101SQ464           50-404        S 
7910110351           50-339        A 
7710150457          50-339       S 
7910160492           50-339        S 
7910190310           50-339        S 

BHQWN.8.  C. 
BROWN,  8.  C. 
BROWN,  S.C. 
DROWN,  S.  C. 
BRDHN,  B.C. 

7910150449           50-339        A 
79I0220S83           50-338        P 
7910330504           50-404        S 
7910240677           50-404        A 
7910390316           50-339        B 

DROWN,  C.  H. 
BROWN,  C.  H. 
BROWN,  O.D. 
BJIDWN.O.  D. 
BflOHN,  0.  D. 

7910330201*         50-156        Q 
7910240356*         50-1B6        Q 
7910120023*       40-6622 
79  101  20030*         40-6622 
7910130017           40-6622 

BROWN.O.  D, 
BRDUN,  0.  D. 
BROWN,  R.L. 
BfiOHH.R.  L. 
BROWN,  fl.  L. 

7910250675*        PHOJ 
7910350666           PRQJ 
79102S014S*        QA979 
7910220539*        Gfl999 
7910330360*         OA999 

anoHH.fi.  a. 

BROHM,  R.  B. 
BRUCE,  L. 
BflWOfiER.R.  M. 
BRUGGE,  R.D. 

7910250676           PROJ 
7710350682*        PROJ 
79101203S3          XPORTLIC 
79I010071B           PR 
7910120233*        50-334       P 

BRUOCE.R.  0. 
BRUNEI,  R.  R. 
HRUNNER,  E. 
HRlMjtR.  E.  J. 
BRUJJNER.E.  J. 

791010024B           90-27B        P 
79  1030033  IB         50-206        P 
79101B0514           90-286        8 
7910010336           50-278        Q 
7910120172*         50-317        Q 

BRUNNER,  E.  J. 
BRUNNER,  E.  J. 
BHUNNER,  E.  J. 
BRUNNER,  E.J. 
BH.UNNER,  E.  J. 

7910020773          50-343       Q 
7910170631           30-247        Q 
7910030286*        50-29         0 
7910010598           30-272        Q 
7710Q30B34          30-230       Q 

BRIWNER.E.  J. 
BflUNMER.E.  J. 
BR  WINER,  E.  J. 
BRITNNER,  L.  D. 
BRUNWER,  E:  J. 

7910030BB5           50-271         Q 
7910030891           30-271         Q 
7910020416           50-244        Q 
791015006B*        50-244        0 
7910010771           50-219        Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BRUNNER,  E.  J. 

7710020071 

50-272    Q 

BHUNNER.E.  J. 

7710030410 

50-387    0 

BRUNNER,  E.  J. 

7910120336* 

50-273    0 

BRUHNER.E.  J. 

7910160150* 

30-217    0 

BRUNNEH.E.  J. 

7710020446 

30-245    Q 

BRUNNER,  E.  J. 

7910300275* 

50-245    Q 

BRUMNEFt.E.  J, 

7910090750* 

30-334    0 

DRUfJNER,  E.  J. 

7910160172* 

50-293    Q 

BRUNNER,  E.  J. 

7910090006 

30-313    Q 

BRUNNER,  E.  J. 

7910090014 

50-309    0 

DRUNNER.E.  J. 

77100903BB 

50-317    Q 

BRUNNER.  E.  J. 

7910160083 

50-311    0 

DHUNMER,E.  J, 

7710160350 

90-245    0 

BRUNNER.  E.  J. 

7910160343 

50-307    0 

BRUNNER,  E.J. 

7910110592 

90-219    Q 

BRUNNER,  E.  J. 

7910310052* 

50-277    Q 

DRUNNER,  E.  J. 

7910090737 

50-272    Q 

BRUNNER,  E.  J. 

7910030751 

50-393    P 

BRUNNER,  E.  J. 

7910090731 

30-272    Q 

DRUNNER.E.  J. 

79I029004S* 

50-245    0 

BRUNNER,  E.  J. 

7910090021 

50-311    Q 

BRUNNER,  E.  J. 

7910030263 

50-29     Q 

BRUNNER,  E.  J. 

7910050172 

30-334    P 

BRUNNER,  E.  J. 

7910150163B 

50-393    Q 

BRUNNEH.E.  J. 

7910370030 

50-307    Q 

DRUNNER.  E.  J. 

7710290181 

50-247    0 

BRUNNER,  E.J. 

7910290249 

50-286    O 

BRUNNER.  E.  J. 

7910150077 

50-322    Q 

BRUNNER,  E.  J, 

7910390038 

50-286    Q 

BRUNNER.  E.  J, 

7910290083 

50-247    0, 

DRUNNER,  E.  J. 

7710290086 

50-217    Q 

BRUNNER,  E.J. 

7910150054 

50-244    Q 

BRUNNEH.E.  J. 

7910160133 

30-217    Q 

BRUNNER,  E.  J. 

7910160161 

50-293    0 

DRUNNER.E.  J. 

79101B0224 

50-245    P 

BRUNNER.  E.  J. 

7910090744 

50-331    Q 

BRUNNER,  E.  J. 

7910300267 

SO-245    Q 

BRUNNER.  E.  J 

7910110519 

50-334    Q 

BRUNNER,  E.  J. 

7910310041 

50-277    Q 

BRUNNER,  E.  J. 

7910310134 

50-333    Q 

BRUNNER,  E.  J. 

7910390043 

90-245    Q 

BRUSH,  P.  N. 

791012010S 

XPORTLIC 

BRUSH.  P.  N. 

7910300265 

XPORTLIC 

BRYAN,  J.  K. 

791025033  U 

50-403    Q 

BRYAN,  J.  K, 

7910350235 

50-483    A 

BRVAN,  J.  K. 

7910240622 

50-483    F 

BRYAN,  R.  0. 

7910030107 

NUREO 

BRYANT,  J.  C. 

79  1004009  1* 

50-395    0. 

BRYANT,  J.  C. 

7910020283* 

30-370    0 

BRYANT.  J.  C. 

79100103B6" 

50-413    Q 

BRYANT.  J.  C. 

7910020431* 

50-367    Q 

BRYANT,  J.  C. 

7910040477* 

50-416    Q 

BRYANT.  J,  C. 

7910180338B 

50-307    0 

BRYANT,  J.  C. 

7910180453B 

50-250    Q 

BRYANT,  J.  C. 

7910100165* 

50-337    Q 

BRYANT,  J.  C. 

79101B0110* 

90-413    Q 

BRYANT,  J.  C. 

79101BOOB1* 

50-400    Q 

BRYANT,  J.  C. 

7910300277* 

50-281    0 

BRYANT,  J.  C. 

7910180095B 

90-471    0. 

BRYANT,  J,  C. 

7910230031* 

50-416    Q 

BRYSON,  J,  W, 

7910010551 

NUREO 

BUCHANAN,  J.  D. 

7910310IB8 

NUREO 

BUCHHDLZ.R.H. 

7910290175 

HEGOD 

BUCHHDLZ.R.  H. 

7910220311 

REOOD 

BUCHHOLZ.R.  H. 

7910120162 

TOPREP 

BUCHHnLI.R.  H. 

79  I  00305  IB 

TDPREP 

BUCK,  J.  H, 

791  0030  17B« 

50-3      fl 

BUCK,  J.  H. 

79100301B3* 

50-3      0 

BUCKLEY,  P.  H. 

79101S0009* 

PR 

BUCKLEY,  B.  C. 

7910240731 

90-364    A 

BUONITZ,B. 

7710240321* 

30-320    P 

BUMP,  S.  E. 

7910310097 

71-176 

BURCHETTE.  U. 

7910220401 

30-443   M 

BURCHETT.O, 

7910100703 

NUREQ 

BURDETTE,  T.  E. 

7910040001* 

50-375    Q 

BURDETTE,  T.  E. 

7710100328* 

50-389    0 

BURKE.  D.  J. 

771016034  7» 

30-EBO    a 

EURKB.N. 

7710170337 

FOIA 

BUHLINOAME.tl. 

7710040591 

PR 

BURNET,  G. 

7910150909 

50-116   P 

DURNETTE,  0.  W, 

7710020330 

RES 

BURNETTE.  0.  W. 

7710300470 

RES 

BURNETTE,  0.  W. 

7910290060 

REB 

BURNETT.  P.  T. 

77102S0411* 

30-339   Q 

BURWETT,  P.  T. 

791002020B* 

30-327    Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

BURNETT,  P.  T. 
BURNETT,  P.  T. 
BURNETT,  P.  T. 
BURNETT,  P.  T. 
BURNETT,  R.  F. 

7710180938* 
7910170022* 
7910230017* 
7910340501* 
7910090045* 

30-340         Q 
90-39S         a 
30-327         <3 
90-369         Q 
SECY 

BURNETT,  R.  F. 
BURNETT,  R.  F. 
BURNETT,  R.  F. 
BURNHAM,  D. 
BURNHAM,  J, 

79100900400 
7910190222 
7910190152 
77  tOJ  20409 
7910100050 

BECV 
70-143 
70-27 
FOIA 
PR 

BUHN8,  D.  J. 
BURNS,  R.  A. 
BURNS,  R.  D. 
BURNS,  B.  D, 
BURNS,  B.  0. 

7910290427* 
7910S30152 
7910090727 
7910170061* 
7910230441 

30-  1O            H 
IJA8TE    MOT 
ACDS 
30-946         0 
30-34A         0 

DURSTEIN,  B. 
BURBTGIN,  8, 
BUR6TEIN,  8. 
BURSTEIN.  B. 
BUHSTEIN,  B. 

7910010213 
7910370163 
7710030426 
7710040279 
7910120221 

50-266         P 
REOOD 
30-366         Q 
30-802          ( 
SO-SAA         P 

BURBTEIN,  9. 
BUR8TEIN,  S. 
BURSTS  IN,  B, 
BURSTEIN,  B. 
BURSTEIN,  8. 

7710090144 
7910160300B 
7910110370 
7910160376 
77101B0463 

30-366         t> 
QO-2&&         FI 
50-2A&         P 
30-2Afi          R 
30-2ift         Of 

BURBTEIN,  B. 
BURT,  L. 
BURT.L. 
BURHELL,  S.  B. 
BURUELL,  8.  B, 

7910230355 
7910090157 
7910020430 
7910100994 
79102407H7 

50-26A          P 
30-471          0 
AGREEMENT 
50-103          A 
50-4il!J         rt 

BUSCH.fi.  W. 
BU5CH.  R.  W. 
BUBCH,  R.  W. 
CAHILL,  W.  J. 
CAHIU-.W.  J. 

7710H90371 
7910100341 
7910270371 
7910030630 
7910190319 

50-923          0 
50-33,-!          0 
SO-  S2H         0 
50-3               iP 
90-217         Q 

CAHIUL,  W.  J. 
CAHILL,  W.  J. 
CAHILL,  U.  J. 
CAHILL,  H.  J. 
CAHILL,  W.  J. 

7910110339 
7910110377 
7910160273 
7710030303 
7910310436 

50-3               0 
50-247         tl 
30-3               O 
30-3               R 
50-347         Q 

CAHILL,  W.  J, 
CAHILL,  W.  J. 
CAHILL,  W.  J. 
CAHILL,  W,  J. 
CAHILL,  W.  J, 

77100S0203 
7910S20295 
7910260253 
791033027E1 
7710220340 

30-S47         P 
30-3                R 
30-B47          S 
50-247          R 
90-3               f 

CAHILL,  M.  J. 
CAIN,  C.  L. 
CAIN,  C.L. 
CALDWELL,  R,  A. 
CALDWELL,  R.  A. 

7910300030 
7707310449 
7710260002 
771  039002-1  B 
771  02700  3SB 

50-H47          R 
70-116 
4Q-B629 
50-313          0 
30-lEtB         ft 

CALDWELL,  R.  A, 
CALHOUN,  J,  R. 
CALHGUN,  J.  li. 
CALHQUN,  J.  R. 
CALHOUN,  J.  R, 

79103700631 
7710020330 
7710030450 
7910100335 
7910360167 

50-14B          Q 
30-29ft          9 
30-299          B 
BO-359          S 
71-AHfiD 

CALHOUN.  J.  R, 
CALHOUN,  J.  fi. 
CALHOUN,  J.R. 
CALHOUN.  J.  R. 
CALHOUNi  J.  R. 

7710150430 
79101SQ46B 
7710170203 
7910100460 
791Q23Q4S4 

50-237          Q 
90-S39          S 
30-296         S 
30-359         I! 
3Q-27A         B 

CALHDUN,  J.  R. 
CAUHOUN,  J.  R. 
CALHOUN,  J.  R. 
CALLEN.H.  C. 
CALTQN,  J. 

7910330470 
7910360262 
7710300173 
7710330141 
7910320143 

30-259          B 
50-359          B 
SO-26O         B 
WASTE  MOT 
NUREO 

CAHPBELL,  R.  C. 
CANNON,  J.  M. 
CANNON,  J. 
CANNON,  J. 
CANTER,  H.  L. 

771  0290385* 
7710171039 
7910270337 
7910370346* 
7710040107* 

OA799 
FOIA 
27-39 
27-39 
SO-30&         Q 

CANTER,  H.  L. 
CANTRELL,  C,  E. 
CANTRELL.F.  3. 
CANTRELL,  F.  a. 
CANTRELL,  F.  3. 

791  0030784  » 
•    7910360279B 
7710170723 
7710150648* 
7710050433* 

ao-3ia      Q 

90-337         A 
SO-39O         S 
90-327         0 
50-3&3         Q 

CANTRELL,  F.  S. 
CANTRELL.F.  B. 
CANTRELL.F.  S. 
CANTRELL,  F.  fl. 
CANTRELL,  F.  8. 

7910040113* 
77101B0949B 
7710190063* 
7910290219* 
791Q230373B 

30-39O         0 
SO-4313          0 
50-327          d 
50-3  IS          Q 

50-43B         0 

CANTRELL,  F.  8. 
CANTRELL,  F.  B. 
CAPHTONi  D.  L. 
CAPHTON,  D.  L. 
•CAPHTON,  D.  L. 

7910260138* 
7910360161* 
7910010602* 
7710160348* 
7910010371* 

50-566          Q 
50-9)0          Q 

30-373         O 
90-3B7         Q 
50-37B         a 

PERSONAL  AUTHOR  INDEX 
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AUTHOR 
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CAPHTON,  D.  L. 

7910020119* 

30-244 

Q 

CAPHTON,  D.  L. 

791012034B* 

30-272 

Q 

CAPHTON.  D.  L. 

7910020411ft 

50-387 

a 

CAPHTON,  D.  L, 

7910110543* 

30-334 

Q 

CAPHTON,  D.  L. 

7910020491ft 

50-24  a 

Q 

CAPHTQN,  D.  L. 

7910300279ft 

50-245 

0 

CAPHTQN!  D.  L. 

79101  70645* 

50-347 

0 

CAPHTOM,  D.  L. 

7710370164" 

5O-247 

Q 

CAPRA.R.  A. 

7910090336 

30-269 

P 

CAPRA,  R.  A. 

7910090413 

3O-269 

P 

CAPflA.  R.  A. 

7910250436 

50-269 

P 

CAPRA,  R.  A. 

7910290277ft 

50-2B9 

0 

CAPRA,  R.  A. 

791004002B 

50-269 

P 

CAPRA,  R.  A. 

7710290144 

TDPREP 

CAPRA,  R.  A. 

7910220302 

50-369 

P 

CAPRA,  11.  A. 

7910310167 

50-269 

P 

CAPRA,  R.  A. 

7910040016 

50-269 

P 

CARBON.  M,  W. 

7910170143 

30-320 

a 

CARBON.  M.  H. 

7910170468 

50-320 

D 

CARBON,  M,  W. 

7910170469 

50-320 

o 

CARBON,  M.  W, 

791017047S 

30-320 

0 

CARBON-  M.  14. 

79101  70744* 

50-2B9 

p 

CARBON,  M,  W. 

7910020644 

ACRE 

CARBON,  M.  U. 

79101704B1 

SQ-320 

0 

CARBON,  M.  W. 

7910240410* 

50-320 

p 

CARBON,  M.  W. 

7910170269 

90-330 

0 

CARBON,  M. 

7910160403 

ACRS 

CARBON,  M. 

791Q2H02B1 

ACRB 

CAREY,  J.  J. 

79  103003  SO 

30-334 

p 

CAREY,  W.  H. 

7910230329 

30-271 

j 

CARLSON,  L.  R. 

7710160475 

90-263 

i 

CARLSON,  R.  T. 

7910020662 

50-412 

3 

CARLSON,  R.  T. 

7910310493 

50-4  1  0 

5 

CARLSON,  R.T. 

79102201471 

30-333 

0 

CARLSON,  R.  T. 

7910320163" 

30-352 

3 

CARLSON,  R,  T. 

7910320173* 

SO-39H 

0 

CARLSON,  R.  T. 

7910030BS4 

SO-3B7 

a 

CARLSON.  R.T. 

791003QS14 

50-386 

a 

CARLSON,  R,  T. 

7910020001 

90-363 

a 

CARLSON,  R,T.  . 

7910010339 

30-334 

a 

CARLSON,  fi.T. 

7910010392 

90-372 

a 

CARLSON,  fi.  T. 

7910020442 

50-220 

a 

CARLSON,  R.T. 

7910030B24 

90-286 

a 

CARLSON,  R.  T. 

7910040226 

50-220 

a 

CARLSON,  R,  T. 

791002QB97 

90-272 

a 

CARLSON,  R.  T. 

7910D30BBO 

90-272 

Q 

CARLSON,  R.  T. 

7910120375* 

50-352 

a 

CARLSON,  R.  T. 

7910190199 

50-320 

Q 

CARLSON,  R.  T. 

7910090663" 

50-3Q7 

a 

CARLSON,  R.  T. 

7910160171 

30-309 

a 

CARLSON,  R.  T. 

79  101  £01  S3 

50-996 

0 

CARLSON,  R.  T. 

771Q1B0319 

30-387 

Q 

CARLSON,  R.  T, 

791009071U 

30-332 

0 

CARLSON,  R.  T, 

7910160361 

30-337 

0 

CARLSON,  R.  T. 

7910170603 

30-322 

a 

CARLSON,  R,  T. 

7910180154 

50-410 

0. 

CARLSON,  R.  T. 

7910310033* 

50-363 

0 

CARLSON,  R.  T. 

7910180377 

30-320 

0 

CARLSON,  R.  T. 

7910260458* 

30-393 

Q 

CARLSON.  R.  T. 

7910090774 

50-372 

0 

CARLSON.  R.T. 

7910220138* 

50-352 

Q 

CARLSON,  R.  T. 

7910290027 

30-209 

Q 

CARLSON,  R.T. 

7910290034 

50-423 

0 

CARLSON,  R.  T. 

7910170007 

30-4  1  0 

0 

CARLSON,  R.T. 

7910170011 

30-3B7 

B 

CARLSON.  R.T. 

7910290136 

30-332 

Q 

CARLSON.  R.  T. 

7910130266 

30-352 

Q 

CARLSON,  R.T. 

7910090437 

50-3B7 

0 

CARL80N.fi.  T. 

7910130373 

30-307 

S 

CARLSON.  R,  T. 

79101700S7 

90-410 

B 

CARLSON,  R.T. 

7910090706 

90-352 

a 

CARLSON,  R.T. 

7910310162 

90-110 

A 

CARLSON,  R.  T. 

791031002S 

50-363 

0 

CAHLBON,  R.T. 

7910860454 

30-333 

0 

CARLSON,  J,  D, 

7910230106ft 

30-133 

a 

CARNEY,  J, 

791019031B 

30-145 

M 

CARNEY,  J.  A, 

7910220107 

50-443 

M 

CARNEY,  J,  A, 

791Q05Q76S 

30-445 

M 

CARNEY,  J.  A. 

79100S0763 

50-443 

M 

CARNEY,  J,  A. 

79100S076S 

30-445 

M 

CARPENTER,  0. 

7910100131ft 

50-220 

P 

CARR,  A.  V. 

79102S0376 

50-344 

0 

CARRICK,  D,  F. 

7910220037 

SO-4A6 

0 

CARRICK,  P. 

7910110072 

30-309 

0 

CARROLL,  J.  C. 

7710130949ft 

ORO 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

CARROLL,  J.  T. 
CARROLL.  J.  T. 
CARROLL,  J.  T. 
CARROLL.  J.  C. 
CARTER,?. 

7710170311 
7910100404 
7910190430 
7910150549* 
7910030776 

9D-319    8 
50-219    S 
30-219    S 
DRO 
30-289    G 

CARTER,  A.  R. 
CARTER,  J, 
CARTER,  T.  F. 
CARTHRIOHT.  H.  R. 
CARTWRIGHT.  H.  R. 

7910230116 
7910290376ft 
7910020545" 
7910030347ft 
7910030357» 

WASTE  HQT 
50-289   H 
10CFR 
50-33B    B 
30-338   8 

CAFtTURlGHT,  U.  R. 
CARTHHIGHT,  W.  R. 
CARTWRIGHT,  U,  R. 
CAHTHHIOHT,  U.  R. 
CARTURIGHT.  W.  R. 

7910030459ft 
7910030448ft 
7910090356" 
7910100206ft 
7910110332 

50-D3B   fi 
30-33B   8 
50-333    S 
50-33B   S 
30-339   F 

CARTHRIGHT,  W.  R. 
CARTHRIGHT,  U.  R. 
CARTHHIOHT,  U.  R. 
CARTWRIGHT,  W.  R. 
CARTWMQHT,  W.  R. 

7910100337ft 
7910100269ft 
7910110330ft 
7910110274ft 
7910110339ft 

90-33B    B 
5  0-33  B    B 
90-333   B 
50-338    8 
30-338    8 

CARTWRIGHT.W,  R. 
CARTHRIOHT.  W.  R, 
CARTHRIGHT,  H.  R. 
CARTWRIGHT,  U.  R. 
CARTWRIGHT.  H.  R. 

77I019056B* 
77I019D9B3* 
79101  503B7* 
7910160491" 
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CONNER,  T,  B. 

7910150627 

90-390   G 

CONNETT.fi.H. 

7910310086 

PfiOJ 

CONNER,  T.  B, 

7910120024 

50-390   0 
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CONNER,  T.  D. 

791O120O27 

30-338 

D 

CONNER.  T,  D. 

7910190627 

30-350 

D 

CDNNELL,  C. 

791O1903B7* 

30-afJ6 

H 

CQNNELL,  C. 

7910300207* 

50-2B6 

n 

CONNER.!.  D. 

7910160109 

90-393 

0 

CONNER.  E.  L. 

791Q1B004O 

90-317 

F 

CONNER,  E.  L. 

7910390219 

30-317 

P 

CONNER,  E.  L. 

7910290157 

50-336 

a 

CONNER,  E.  L. 

79103103BU 

50-12B 

p 

CONNOR,  T.  B. 

7910150007 

37-39 

CONSTABLE,  0,  L. 

7910160229* 

50-290 

a 

CONTE,  R. 

7910210192 

50-330 

B 

CONTI.E.  F. 

79103I010B 

NUREXJ 

CONNAY,  W.  F. 

7910110309 

30-371 

S 

CONWAY.U.  F. 

7910110300* 

30-271 

S 

CDNWAY.  U.  F. 

7910160499 

30-271 

S 

CONWAY.  W.  F. 

791O1609Q1" 

30-271 

S 

CONHAY,  W.  F. 

7910230303 

30-2-71 

S 

CDNHAY,  W,  F. 

791033060011 

30-271 

3 

CQNHAY.  W.  F. 

7910230617 

90-271 

a 

CONHAY,  W.  F. 

7910330621* 

90-271 

3 

CONUAY,  W,  F. 

7910220226 

30-271 

8 

CONWAV.W.  F. 

7910330313" 

50-371 

S 

CONHAY.W.  F. 

7910290396 

30-27E 

S 

CONWAY,  W.  F. 

791029Q33B» 

50-371 

S 

COOK,  Q.  M, 

7910390030 

71-349 

CdDK,  R.  J. 

7910030646* 

30-32,9 

G 

COOL,  H.  S, 

7910190240 

90-320 

P 

CIDDNEY,  M,  J. 

7910010130 

90-277 

8 

COONEY,  M.  J. 

7910010133" 

90-277 

e 

COONEY,  M.  J. 

7910040208 

90-277 

s 

COGNEY,  M.  J. 

7910020461 

90-277 

S 

CODNEY,  M.  J. 

7910030465* 

50-277 

s 

CODNEY,  M.  J. 

7710030911 

90-277 

3 

CODNEY,  M.  J. 

79100304B6 

90-270 

S 

COONEY,  M.  J. 

7910100142 

3Q-27B 

P 

COONEY,  M.  J. 

7910310129 

30-277 

a 

COONEV,  M.  J. 

7910180463 

30-277 

8 

CDONEV.M.  J. 

7910190484 

50-27B 

S 

CDONEY,  M,  J. 

7910170372 

3Q-27B 

8 

CDDNEY,  M.  J. 

7910100393 

50-377 

n 

CODNEY,  M.  J. 

7910360249 

90-273 

E 

CODNEY,  M.  J, 

7910260295* 

50-27H 

s 

CODNEY,  M.  J. 

7910390393 

90-278 

B 

CDDNEY,  M.  J. 

7910290335* 

90-273 

B 

COONEV.M.  J. 

7910360259 

30-270 

6 

COdNEY.M,  J. 

7910260266* 

50-27(1 

(3 

COOPER,  J. 

791G030S03* 

50-302 

B 

COOPER,  J. 

7910100376* 

50-3O2 

B 

CPOPER,  J, 

7910160480* 

50-3O2 

B 

COOPER,  J. 

7910180472" 

HO-3O3 

B 

COOPER,  J. 

7910230S3Q* 

so-soa 

B 

CDOPER,  J. 

7910330309* 

50-303 

8 

COOPER,  J. 

7910220393" 

50-3&2 

B 

COOPER.  J. 

7910330292* 

50-303 

B 

COOPER,  J. 

791023033B* 

50-303 

B 

COOPER,  J. 

7910330343* 

50-30-2 

B 

COOPER,  J. 

791Q300393* 

30-30-3 

B 

COOPER,  J. 

7910300323* 

30-3O2 

e 

COOPER,  J. 

7910300340* 

BO-  30  3 

B 

CDOPERSTE1N,  R. 

7910040372 

40-B064 

CCPELAND,  J,  0. 

7910040437 

90-466 

O 

COPELAND,  J.  0, 

7910030153 

60-466 

G 

COPELAND,  J,  0. 

7910110052 

30-466 

C 

COPGLAND,  J.  0. 

7910110071 

50-466 

a 

COPELAND,  J.  0. 

79100S06I4 

50-466 

o 

COPELAND,  J.  0. 

7910S30361 

30-446. 

a 

COPELAND,  J.  0. 

791017069-1 

50-466 

0 

CDPELAND,  J,  0. 

7910SH0006 

30-4*6 

0 

COPELAND,  J.  0. 

7910300044 

30-446 

a 

CPPELAND,  J.  Q. 

7910300091 

30-446 

0 

COPELAND,  J.  0. 

7910300095 

30-466 

0 

COPELAND,  H.  L. 

7910290092 

REGOD 

COPELAND,  R.  L. 

79J.022010B 

30-337 

B 

COPELAND,  R,  L. 

7910300195 

SO-937 

,  A 

COPELAND,  J.  0. 

7910040437 

30-466 

a 

COPEUAND,  J.  0, 

7910030135 

90-446 

o 

COPELAND,  J.  0. 

7910110033 

30-466 

0 

COPELAND,  J.  0. 

7910110071 

30-446 

0 

COPELAND,  J,  0. 

791OQ90338 

90-466 

0 

COPELAHD,  J.  0. 

7910030614 

30-466 

0 

COPELAND,  J,  0. 

7710230361 

30-464 

0 

CDPELAND,  J.  0, 

7910170694 

30-466 

0 

CDPELAND,  J.  0. 

7910220006 

30-466 

Q 

COPELAND,  J.  0. 

7910300044 

30-466 

0 
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'ELAND,  J.  G. 

7910300091 

3Q-446 

O 

*ELAND,  J.  0. 

7910300055 

50-466 

0 

IHETT,  J.  B. 

7910010369 

71-6379 

tBETT,  J.  B, 

7910050048 

27-47 

tDANI.fi.  A. 

791Q0104B3 

71-9341 

tDANI.R.  A. 

79100104B7 

71-5563 

tDANI.R.  A. 

7910010491 

71-6172 

tDANI.fi.  A. 

7910030270 

71-6357 

EDANI.R.  A. 

7910030390 

71-5710 

tDANI.R.  A. 

791O220O10 

71-9149 

tDANI.R.  A. 

79101B0033 

PR 

tEV,  D.  A. 

7910040647 

71-93 

tSOM.H, 

7910190009* 

50-320 

0 

tWIN.W.  R, 

7910300473 

REE 

I  YELL,  0.  P. 

7910030233* 

7O-143 

tYELL,  0.  P. 

7910230451 

7O-143 

tYELL,  G.  P. 

7910220439 

70-143 

tYELL,  G.  P. 

7910230466 

70-143 

tYELL,  0.  P. 

79101B0410 

70-143 

tYELL.G.  P. 

79101B0247 

70-143 

ITELLO,  0.  J. 

7910190391* 

50-2BO 

R 

iTELLO,  J.  R. 

7910350301* 

QA999 

•TER.W.  W. 

7910010494 

50-330 

P 

•TLE.W.  T. 

7910040470* 

50-327 

a 

INBIL.  W.  0. 

7910030870 

5O-213 

a 

INBIL,  W.Q. 

7910030823 

90-213 

a 

INBIL,  W.  Q. 

791Q04036B 

5O-313 

p 

INBIL.  W.Q. 

7910220193 

90-213 

a 

INBIL,  W.  0. 

7910160394 

30-313 

INBIL,  W.Q. 

79101B01B9 

90-213 

a 

INBIL.W.  Q. 

7910010209 

90-213 

p 

INBIL.W.  G. 

7910030296 

3O-313 

p 

INSIL.  W.  G. 

7910300499 

90-213 

a 

INBILiW.  G. 

7910030373 

30-213 

p 

INBIL,  W.  G. 

7910040399 

50-3  1  3 

p 

INBIL.W.  G. 

7910100329 

90-313 

p 

INBIL,  W.Q. 

7910300099 

90-213 

a 

INBIL.W. 

7910330331 

90-313 

j 

INSIL,  U.  Q. 

791017046B* 

90-249 

a 

INBIL.W.  0. 

7910300371* 

30-349 

a 

INBIL,  U.  &. 

791  0090647* 

90-249 

a 

INBIL,  U.  0. 

791Q390Q47* 

30-249 

a 

INBIL.W,  Q, 

7910180231* 

90-249 

p 

INSIL,  U.S. 

7910390211 

REOGD 

INSIL,  U.G. 

7910030663 

PR 

INSIL,  W,  0. 

7910030S90 

90-336 

Q 

INBIL,  W.  0. 

7910030859 

90-336 

a 

INBIL,  V,  G. 

79100300B4 

30-243 

p 

INSIL,  H.  G. 

.        791009069B 

3O-336 

a 

INBIL,  U.  G. 

7910040366 

Sd-423 

a 

INBIL,  H.  G. 

7910290149 

5O-336 

p 

INSIL,  14.  G. 

7910190171 

3O-336 

a 

INSIL,  U.G. 

7910220222 

50-249 

Q 

INBIL.  U.  G. 

7910130193 

90-336 

a 

INBIL,  U.  0. 

79I01602B9 

50-336 

a 

INBIL,  W.Q. 

7910190339 

5O-S4B 

Q 

INBIL,  U,  G, 

7910290413 

50-243 

a 

INBIL.  U.  Q. 

7910030289 

3O-336 

p 

INBIL,  W.  G, 

7910010206 

50-243 

p 

INBIL,  U.G. 

7910020367 

30-213 

p 

INBIL,  U.G, 

7910040306 

30-213 

F 

INSIL,  U.G. 

79(0040319 

5O-336 

p 

INBIL,  U.G. 

7910290103 

SO-248 

a 

INBIL,  U.G. 

7910100268 

90-349 

0 

INBIL,  U.  G. 

7910130481 

30-336 

p 

INBIL,  U.G. 

7910160262 

90-249 

p 

INBIL,  U.  0. 

7910160359 

90-313 

F 

INBIL,  U.G, 

7910240313 

30-213 

P 

INBIL,  H.  0. 

7910360143 

3O-3  1  3 

.P 

INBIL,  U.  0. 

7910290279 

30-336 

P 

IRCHAINE,  R.  J. 

7910290303 

30-341 

A 

IAN,  C. 

7910220S39 

NUREO 

IAN.B.  z. 

7910230226 

50-374 

O 

IAN,  B.  2. 

7910160071 

90-437 

a 

lANiB.  Z. 

791  0290S26 

SO-974 

o 

IDEN,  J.  W, 

7910030057 

PR 

ieiu.,c.  j. 

.      791  0290  1B.4* 

30-247 

a 

IOILL.C 

7910310114* 

30-317 

a 

:,  J.  u 

7910190131 

30-979 

0 

,HQND,  W  R 

7910100024* 

GEN  TEC 

IS 

rMQND.  U  R 

(    7910030035 

NUREO 

iNE.P   A 

s   7910Q301S2 

90-133 

a 

,NE,P   A 

7910020613 

80-133 

Q 

iNE.P   A 

7910030111 

90-279 

Q 

,NE,P   A 

79  1Q0206  10 

;30-:133 

a 
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CRANE,  P.  A. 
CRANE,  P.  A. 
CRANE,  P.  A. 
CRANE,  P.  A. 
CRANE,  P.  A. 

7910150331 
7910O303B3 
79100S0170 
7910030411 
7910050946 

50-133 
90-133 
30-133 
90-275 
90-275 

a 
p 
a 
A 
A 

CRANE,  P.  A. 
CRANE,  P.  A. 
CRANE,  P.  A 
CRANE,  P.  A. 
CRANE,  P,  A. 

7910160926 
791016046B 
7910170333 
7710220333 
7910330511 

90-275 
90-273 
90-133 
30-373 
90-133 

A 
A 
P 
A 
P 

CRAWFORD,  D.  S. 
CREASY.  D. 
CREED,  J.  fi, 
CREITZ.H.  M. 
CRENE,  A.  C. 

7910530566 
7910130600 
7910010063* 
7910160296* 
791017O61S* 

XPORTLIC 
30-3B7 
50-366 
30-320 
30-3HS 

Q 

a 
i 
a 

CREEWELL,  J, 
CREWS,  E.  H. 
CREWB,  E.  H. 
CREWS,  E.  H. 
CREW9.  E.  W. 

7910090226 
7910360027 
7910010363 
7910170373 
791016O331 

50-39B 
9O-39S 
30-375 
5O-393 
9O-39B 

0 

a 
i 

A 

F 

CREWS,  E.  H. 
CREWS,  J.  L. 
CREWS,  J.  L. 
CREWS,  J.  L. 
CREWS,  J.  L. 

791030O339 
7910040102* 
7910030737 
791003O7B1 
7910040091 

9O-39S 
90-2O& 
9O-344 

9O-313 
9O-206 

A 

a 
a 
a 
a 

CREWS,  J.  L. 
CREWS,  J,  L. 
CRICHLOW,  B.  L. 
CROCKETT,  D.  A. 
CROCKETT,  J.  0. 

7910250403 
7910250990 
7910090370 
7910O90397 
7910090466* 

90-133 
5O-275 
PK 
PR 
90-336 

a 

Q 

8 

CROCKETT,  J.  0. 
CROCKER,  H,  U. 
CROCKER.  H.  U. 
CROCKER,  H.  It. 
CROCKER,  H.W. 

7710160441* 
79100S0436* 
7910390374* 
79101200B2* 
79101  1O4B5* 

50-336 
3O-277 
3O-27E 
7O-371 
7O-1100 

8 

a 
a 

CROCKER,  H.  W. 
CROCKER,  H.  W. 
CROCKER,  H.  W. 
CROCKER,  H.  W. 
CROCKER,  H.  W. 

79101  1031B* 
791016O117"- 
7910020414* 
7910090654* 
79101BO929* 

7O-33 
50-317 
50-309 
50-348 
70-33 

Q 
Q 
Q 

CROCKER,  H.  W. 
CROSS,  R.  M. 
CROSBMAN,  H.  f,. 
GROSSMAN.  U.  A. 
GROSSMAN.  H.  A, 

791029O122* 
7910O2O4Z2H 
7910030126* 
7910020140* 
79101B0544*- 

70-13H 
30-280 
50-482 
90-438 
50-449 

p 

Q 

Q 

a 

CROSBMAN.  U. 
CROSBMAN,  M. 
CfiOUBE.  R.  P. 
CfiOUBE,  R.  P. 
CfiOUBE,  R.  P. 

7910180400 
79101BO316 
7910010274      ' 
79100BO776 
7910090765 

30-402 
50-4BS 
50-346 
50-346 
50-346 

B 
3 
Q 

a 

Q 

CRQUSE,  R.  P. 
GROUSE.  R. 
GROUSE,  R.  P. 
GROUSE.  R.  P. 
CROUSE.R.  P. 

7910100476 
7910110728 
79101  906B5 
7910090397 
7910230329 

50-346 

30-346 
30-346 
50-346 
30-346 

a 
a 

a 

9 

a 

CROW.W.  T. 
CRBW.W.  T. 
CRDW.W.  T. 
CRDH.H.  T. 
CROW,  W,  T, 

7910090543 
7910090644 
79100903BB 
791002Q793 
7910240349 

40-BOH7 
40-3393 
40-8027 
40-8OS7 
70-9B4 

CRQWLEY.  C.  J. 
CROWLEY,  J.  L. 
CROWLEViB.  R. 
CROWLEY,  B,  R. 
CROWLEY,  n.  fi. 

7910030101 
79100  104B3 
7910290936* 
79101SO943* 
7910290131* 

NUREO 
RES. 
90-933 
SO-348 
90-339 

o 

Q 
O 

CRUTCHFIELD,  B.  M 
CUCCHIARA,  1.  L. 
CULBERTBON,  D.  L. 
CULP.Ft.H. 
CUHINQB,  E.P. 

7910160564 
7910170306 
79101903B9 
7910E2042B 
7910220009 

50-133 
FOIA 
71-23 
90-446 

90-446 

F 

O 
Q 

CUM1MOS,  E,  P. 
CUNNINGHAM,  J.  D. 
CUNNINGHAM,  0.  E. 
CUNNINGHAM,  0.  E, 
CUNNINOHAM.  S.  E. 

791  0230393  » 
7910BZ046S 
7910H  90170 
7910030291 
7910300373 

90-444 
90-2B9 
71-6100 
71-9134 
71-9136 

O 

0 

CUNNINOKAM,  G.  E. 
CUNNINGHAM,  A.  R. 
CUNNINQHAM,  A.  L. 
CUNNINGHAM,  A.  L. 
CUNNINOHAH,fi,£. 

791  02  90232 
7910100726 
7910O2O229* 
7910010134* 
7910040379 

50-73 

PR 
50-5BO 
30-333 
71-91S9 

P 

a 

Q 

CURRAN.J.  M. 

CURRAN'.  J.  M. 

CURRANi  J.  H. 
CURRAN,  J.  M. 
CURRAN,  J.  H. 

7910O4O303* 
791019043S* 
79101S0460* 
7910300326 
7910170214 

30-SD6 
50-206 
30-204 
30-206 
50-304 

8 
B 

B 
P 
R 

AUTHOR 
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CUHTIN.A.  F. 
CURTIN.  A.  F. 
CUflTISjN.  14. 
CURTIS.  N.  W. 
CURTIS,  N.  W. 

79J0090590 
79  1O1  90393 
7-7  10170141* 
791G170013* 
7CMO130996» 

50-596         0 
80-596         0 
SO-3B7        K 
SO-3B7         3 
50-3B7         3 

CURTIS,  N.  W, 
CURTIS,  N.  W. 
CURTIS,  N.  W. 
CURTIS,  N.  W. 
CURTIS,  N.  W. 

7910030462 
7910040269 
7910220313 
791O1B0346 
791017O119 

50-3S7         8 
•50-387         S 
50-307         A 
80-307         S 
50-387         A 

CURTIS,  N.  W. 
CURTIS,  N.  W. 
CURTIS.  N.  W- 
CURTIS,  J.  R. 
CUTCHIN,  J.  M. 

7910170139 
7910190341 
791O300106 
791-01601B6M 
7910120003 

SO-3B7         K 
S  0-307         A 
HO-3B7         A 
50-206         Q 
SO-9&8         0 

CUTCH1N.  J.  M. 
CUTCHIN,  J.  M. 
CUTCHIN,  J.  M. 
CUTCHIN,  J.  M. 
CUTCHIN,  J.  M. 

791011O3B4 
79  1  031O697» 
7910090770 
79101S0063 
7910170643 

50-56B         0 
50-3B7         S 
50-307         0 
SO-3B7        Q 
50-3B7        Q 

CUTCHIW,  J.  M. 
CUTCHIN,  U.  M. 
CYDULEKIS-P. 
CYPHER!,  H.  H. 
CYPHERT,  B.  B. 

7910240699 
7910310023 
79103004B1 
7910260434 
79101B0074 

&0-3B7        G 
50-387        G 
RES 
50-443         M 
30-443         M 

CYPHERT,  8.  B. 
CZERW1EC.U. 
DAHLBTRDM.C.  0. 
DAHLSTROM.  C.  0. 
DAHLBTROM.C.  0. 

7910300421 
7910110339* 

79100IO326 
791  002001  2 
7910120130 

30-443         M 
TOPHEP 
XPOHTLIC 
XPORTLIC 
KPORTLIC 

DAHLSTROMiC.  0. 
DAIL.L.  C. 

DAIL.L.C. 
DAIL.L.C. 
DA1L.1-,  C, 

7910090373 
7910050198* 
7910050133 
7910010374 
79  10040534" 

50-427         P 
30-491         F 
50-491         F 
90-413         Q 
50-491          Q 

DAIL.L.  C. 
DAIL.,  L.  C. 
DAIL.L,  C. 
DAIU.L.  C. 
DAIL.L.  C. 

79-1031021O 
79-10010666 
7910120063 
7910240739 
7710190086 

REQOD- 
50-413        Q 
50MB  B        Q 
REOOD 
30-491        Q 

DALE.  L.  F. 
DALE,  L.  F. 

DALE.  L.  F. 
DALE.  L.  F. 
DALE.  L.  F. 

7910010537 
7710010243 
7910B50310 
791009O73B 
7710170045* 

50-4  1  6         0 
30-416         0 
PRM 
50-4K.        Q 
30-416         0 

PALE,  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 
DALE,  L.  F. 

7710100127 
7710190419 

7710100239 
7910150901 
7710170377 

30-416         B'; 
30-416         B 
50-416         A 
30-416        fi 
50-416         B 

DALE,  L.  F. 
DALE,  L.  F. 
DALE.  L.  F. 
DALTON,  J.  N. 
DALTON,  J.  N. 

7910240936 
7910E40634 
79t03  10330 
7910180440* 
7910140593 

50-416        S 
50-416        B 
50-416        B 
COMMISSION 
BO-337        H 

DALTROFF.  6.  L. 
DAUTROFF.  B.  L, 
DALTftDFF.  B.  L. 
DALTftOFF.B,  L, 
DALY.  H. 

7910050443* 
7910040671 

7910120303 
791023D52B 
7910180420 

30-277        0 
90-277        P 
90-277        P 
90-277        P 
30-996        0 

DALY,  H. 
DAMON,  D.  L. 
DAMON,  E.  N. 
DAMON,  E.  N. 
DANCE,  H.  C, 

79101fl042B» 
77100aOB2S 
7910170303» 
7710170294 
7910230017* 

30-396        <0 
5Q-3M        Q 
50-443        8 
50-443        0 
30-327        a 

DANCE.  H.  C. 
DANCE.  H.  C. 
DANCE,  H.  C. 
DANCE,  H.  C. 
DANEAU.D.  E, 

79101  B0403* 
7710020335* 
7910040470* 

7710  180367* 
791012QS64 

90-321        a 
30-339         fl 
90-327        a 

30-321         0 
FOIA 

DAN  I  EL,  D. 
DAN  I  EL,  D. 
DAN  I  EL,  D. 
DANIEL.D. 
DflNieLSjfl.  H, 

7909aa0461* 
7909380463* 
7909.2  90466  li 
7909SB0469* 
7710260279* 

COMMISSION 
COMMISBION 
COMMISSION 
COMMISSION 
30-327        ft 

DANIEL60H,  D.  H. 
DANIELBDN,  D.  H. 
DAMIEL6DN,  D.  H. 
DAMIELBDN,  D-H. 
DAW1ELBDN,  D.  H, 

.       7910010164* 
7910030409* 
79I0040IB1* 
7910D4O1GB* 

:       7710030611* 

30-358        Q 
BO-436        Q 
SO-4B3        Q  . 
50-298        Q 
DO-193        Q 

DAMIELBDN.  D.  H. 
DAMIELSON,  D.H. 
DANIELBOM.  D.  H. 
DANLELSQH,  D.  H. 

DANFELSOM,  D.H. 

791017003U 
7710170037* 
.       791  0090388* 
791O1602IO* 
7910160348* 

80-440        Q 
30-341         Q 
50-282        Q 
90-294        Q 
90-373        0 
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AUTHOR 
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NUMBER                  CATEGORY 

DAN1ELS,F.  T. 
DANIEL6QN,  D.H. 
DANIELSDN.D.  H. 
DANIELSON.D.  H. 
DANIELSON.D.H. 

79102302B1"         50-156        Q 
791O3400O6*         30-346        Q 
7910240147*         50-233        0 
7910240004"         50-233        Q 
7910250193"         30-346        0 

DANtELSDN.  D.  H. 
DANIELEQN.D.H. 
DANIELSON.D.H. 
DANIELSDN,  D.  H. 
BAR  LAND,  K.  L, 

7910250080"         50-156        Q 
79100200SO»         30-454        Q 
7910250185*         50-315        0 
791024066B"         50-  1O           Q 
7910090073"         30-522        Q 

DARMITZIL.fi.  U. 
DAHMITZIL.R,  H. 
DATTILd,  T.  M. 
DAUQHERTY,  T.  H. 
DAUOHERTY,  T.  H. 

7910230395           70-734 
7910230403           30-18           J 
7910310503"         50-546        A 
7910140071            50-437        0 
7910230226           50-374        C 

DAUGHERTV,  N. 
DAVIDSON.  L.  K. 
DAVIDSON,  0.  I, 
DAVIDSON,  D.  I. 
DAVIDSON,  D.  1. 

7910160342*        CONTRACT 
79103501  OS*         40-8729 
7910090249           PROJ 
7910050628           PROJ 
7910120035           PROJ 

DAVIDSON,  D.  H. 
DAVIDSON,  D.  fi. 
DAVIDSON,  D.  R. 
DAVIDSON,  D.R. 
DAVIDSON,  D.  R. 

7910290435"         30-440        A 
7910030343"         30-440        8 
7910090328           RECOD 
7910190296           50-440        Q 
7910040359"         30-440        0 

DAVIDSON,  D.R. 
DAVIDSON,  D.  R. 
DAVIDSON,  D.R. 
DAVie.fi. 
DAY  IE.  R. 

7910180350*         50-44O        Q 
7910120290           30-440        B 
7910300269           50-440        A 
7910020026*         50-3             0 
7910020039"         30-3             0 

DAVIS,  K.  U. 
DAVIS.  C.  B. 
D'AVIS.E.  P. 
DAVIB.J.  F. 
DAVIS.  S.  M. 

7910170521           BEOOD 
79101B0003           HEB 
7910190423           FOIA 
7910230436           HASTE  MOT 
7910010403"        30-317        B 

DAVIS.  8.  M. 
DAVIS.  3.  M. 
DAVIS.  S.  M. 
DAVIS,  8.  M. 
DAVIS.  S.  M. 

7910040316*        50-317        S 
7910110313"         30-317        3 
7910110391*        30-318        S 
79101104QI"        30-317        S 
79101  1040S           50-317        B 

BAVIS.S.  M. 
DAVIS.S.  M. 
DAVIS.S.  M. 
DAVI9.S.M. 
DAVIS,  J.  P. 

7910110415*         30-318        5 
7910IB03B3*        30-3IB        8 
7910170391"         50-317        S 
7910180373*         30-317        3 
7910350230           50-3             0 

DAVIS,  L.  D. 
DAVIS,  L.  D. 
DAVIS,  L.  D. 
DAVIS,!..  D. 
DAVIS,  L.  D. 

7910090134           50-516        O 
7910090140"         50-518        0 
7910010349          50-346       S 
7910110371           50-346        0 
7910110423           50-536        0 

DAVIS.  L.  D. 
DAVIS-  L.  D. 
DAVIS,  L.  D. 
DAVIS,  L.  D. 
DAVIS,  L.  D. 

7910150663           50-556        0 
79100B0768           30-518        0 
7910050769*         30-51B        C 
7910160045           50-356        O 
7910220292           50-356        0 

BAVIS.J.  Q. 
DAVIS.  A.  B. 
DAVIS,  A.  B. 
MV1S,  A.  B. 
IVIS,  A.  H. 

7910110106"         FOIA 
7909170313           40-2061 
7910170047           ItE 
79101B0294           I&E 
7910830031            IfrE 

IVIB,  A.  B. 
iVIS,  A.  B. 
iVIS,  A.  B. 
AVIS.  A.  B. 
JAVIS,  A.  B. 

7910330184           50-346        S 
7910230193           IiE 
7910010067"        PT9 
7910110232"        FQIA 
7910010049           70-36 

DAVIS,  A.  H. 
DAVIS,  A.  E. 
DAVIS,  A.  B. 
DAVIS,  A.  B. 
DAVIS,  A.  B. 

7910030074           30-409        Q 
7910050195           50-3IS        0 
7910090002           30-254        Q 
7910130433           70-373 
7910010351            30-354         Q 

DAVIS.  A.  B. 
DAV1B.A.  8. 
DAVIS,  A,  B. 
DAVIS  A.  B. 
DAVIS.  A.  B. 

7910030672           70-36 
7910030460          30-263       Q 
7910110316          50-136       0 
7910110191           50-6             0 
791  01  601  09          30-346       Q 

DAVIS,  A.  B. 
DA  VI  a,  A.  B. 
DAVIS,  A.  B. 
DAVIS,A,B. 
DAV  IS,  A.  B. 

7910240179           30-263        Q 
7910240019          30-483       Q 
7910120043          30-6            Q 
7910340066           SO-10           O 
7910230187           30-346        Q 

DAVIS,  A.  B. 

DAWSQN,  D.  M. 
DAWSOM,  D.  H. 
DAHSON,  D.  H. 
DAMSON,  D.  H. 

7910310139          30-10         Q 
7910110213           PR 

79100103SI           PR 
7910230693          70-1330 
7910250113           71-9001 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DAWSON,  B. 

7910230393 

HASTE  MOT 

DEAKYNE,  K, 

7910110354* 

30-346    3 

DEALE,  V.  B. 

7910030110 

50-33B    0 

DEALE.V.  B. 

7910030719 

30-S23   Q 

DEALE,  V.  B, 

7910030740 

50-338   G 

DEALE,  V.  B. 

7910030077 

50-33B    0 

DEALE,  V.  B. 

7910090372 

50-33B   Q 

DEALE.  V.  B. 

791003067B 

50-339   G 

DEALE,  V.  B. 

791009037B 

50-338    0 

DEALE,  V.  P. 

7910190309 

3O-323    0 

DEALE,  V.  B. 

7910170598 

30-332    G 

DEALE,  V.  B. 

791024027B 

30-523    0 

DEALE,  V.  B. 

7910320437 

50-522   G 

DEALE,  V.  B. 

7910360433 

30-323   G 

DEAN,  B.  R. 

7910230473" 

30-3B3    Q 

DEAR  IN.  J.  A. 

7910170393" 

50-344    P 

DEBOER.T.  K. 

7910160353 

PR 

DEBOER.T.  K. 

79100903B1 

PR 

DEHRVNE,  Y. 

79101  1032S* 

TOPREP 

DECKER,  fi. 

7910170457 

50-409   T 

DEFERHARI.K.  «. 

7910120322* 

71-117 

DEFOREST,  C. 

7910180036 

50-397    Q 

DEGAETA,  P.  V. 

7910050564" 

PROJ 

DEQRASBE,  A.  J. 

7910130497* 

50-302    P 

DELBELLD.  A.  D. 

7910030070 

PR 

DELEGENCIA,  0. 

7910310131 

50-574    0 

DELGEOROE,  L.  0. 

'  7910030464  . 

50-373    C 

DELGEQfJGE,  L.  D. 

7910030441 

30-373    A 

DELGEOROE,  L.  0. 

79103903B7 

50-373    A 

DEL  DNS,  B. 

7910220B75* 

50-316    S 

DEMLOU,  D.  J, 

7910220011 

50-255    0 

DENIKE,  D.  L. 

7910110109 

PR 

DENISE.R.P, 

7910010499 

NUREO 

DENNIS.  N.  A. 

7910300396 

REOOD 

DENNING,  R.  B. 

7910300431 

REB 

DENTON.  H.  R. 

7902260604* 

50-260    0 

DENTON,  H.  R. 

7910240304* 

50-330    P 

DENTON,  H.  11. 

7910170411 

50-320    Q 

DENTON,  H.  R. 

7910170415* 

50-320   0 

DENTON,  H.  R. 

7910020256* 

IOCFR 

DENTON,  H.  R. 

7910170361* 

50-330    P 

DENTQN.  H.  R. 

7910190484 

SECY 

DENTON.  H.  R. 

7910250069 

50-330    H 

DENTON,  H.  R. 

79I03500B4 

30-330    H 

DENTON,  H.  R. 

7910010008 

50-331    0 

DENTON,  H.  R. 

7910010094* 

50-331    Q 

DENTON,  H.R. 

7910040369" 

50-331    G 

DENTON,  H.  R. 

7910090241 

50-3     P 

DENTON,  H.  R. 

79101704B3 

50-330   U 

DENTON.  H.R. 

7910170333 

30-3EO    FI 

DENTON,  H.  R. 

7910040421 

30-346    A 

DENTON.  H.  R. 

7910190331 

30-320    H 

DENTON,  H.  R. 

7910190234 

50-330   H 

DENTDN,  H.  R. 

7910240447 

30-320   H 

DENTON.  H.  R. 

7910230064 

50-330   H 

DENTON,  H.  R. 

7909210154 

COMMISSION 

DENTON,  H.R. 

7910240462 

50-320    P 

DENTON,  H.  R. 

7910250079 

50-330    H 

DENTON.  H.  R. 

7910090B66 

30-443    G 

DENTON,  H.R. 

7910190364 

50-330    H 

DENTON,  H.  R. 

7910190006 

30-330    0 

DENTON,  H.  R. 
DENTON.  H.  R. 

7910190011 
7910190297 

50-269    G 
50-320   G 

DENTON,  H.  R. 

7910190342 

30-320    0 

DENTON,  H.  R. 

7910030669 

30-331    0 

DENTON.  H.  R. 
DENTON,  H.  R. 
DENTON,  H.R. 
DENTDN,  H.  R. 
DENTON,  H.  R. 

7910050314 
7910030521" 
7910I704E9 
7910340309* 
7910170374 

50-331    G 
50-331    0 
50-320   H 
50-320    P 
50-320    0 

DENTON,  H.  R. 
DENTON,  H.  R. 
DENTON,  H.  R. 
DENTON,  H.  R. 

79101703BO* 
79101703B4* 
7910010713 
7910030593 

50-320    0 
30-320    0 
50-3S4   H 
SO-10    P 

DENTON.  H.  fi. 

7910030773 

30-440   G 

DENTON.  H.  R. 
DENTON,  H.  fi. 
DENTON,  H.  R. 
DENTON,  H.  R. 
DENTON,  H.  R. 

7910100644 
7910170339 
7910170406 
7910190467 
7910240103 

50-  IBS   D 
50-320   U 
30-320   P 
50-320   H 
30-320   U 

DENTON,  H.  R. 
DENTON,  H.  R. 
DENTON,  H.  R, 
DENTON,  H.  R. 
DENTON,  H,  H. 

79102404B2 
791003083B 
7910030361* 
791009063B 
7910240333 

30-320   H 
30-344   G 
50-344   G 
90-344    P 
30-320    P 

AUTHOR 

ACCESSION            SUBJECT 
NUMBER                    CATEGORY 

DENTON,  H.  R. 

7910240496           30-330        P 

DENTON,  H.  R. 

7910020279*        10CFH 

DENTON,  H.  R. 

7910030717*         SO-373         0 

DENTONi  H.  R. 

7910030713           30-373         0 

DENTON,  H.  R. 

7910260244*         80-349         0 

DENTON,  H,R. 

791003063d           30-273         P 

DENTON,  H.  R. 

79100303B1           30-397        H 

DENTON,  H.  R. 

7710Q303B3*        30-397        tt 

DENTON,  H.  R. 

79100402B3          AGREEMENT 

DENTON,  H.  R. 

7910110197            50-10            H 

DENTON,  H.  R. 

79101HOS89          30-4H4        0 

DENTON,  H.  fi. 

7710180293"         SO-4B4         D 

DENTON,  H.  R. 

7910190327          30-330        Jl 

DENTON,  H.  R, 

7910190313          50-320        P 

DENTDN,  K.  R. 

7910330074           30-33:0         II 

DENTON.  H.  R. 

7910020B60          30-324        0 

DENTON,  H.  R, 

791003070B           COMMISSION 

DENTDN,  H.  11. 

7910300082          30-3             0 

DENTON,  H.  R. 

7910040633          50-3-09        H 

DENTDN,  H.  R. 

7910040637*         30-3O9         H 

DENTON,  H.  R. 

7910090603           30-10            F 

DENTCJN,  H.  R. 

7910170430          30-320        H 

DENTON,  H.  R. 

7910190331           30-330        H 

DENTON,  H.  R. 

7910030B06            30-275         0 

DENTON,  H.  R. 

7910030BIO            5Q-278         0 

DENTON,  H.  R. 

791009033B          30-209        H 

DENTON,  H.  R. 

7910130340            30-313         P 

DENTON,  H,  R. 

7910170397            30-320         II 

DENTON,  H.  R. 

771024044B*         30-320         0 

DENTON,  H.  R, 

7910240541           30-330        P 

DENTON,  H.  R. 

7910030HB4          50-3BB        H 

DENTDN,  H.  R. 

79100903B3          30-2BO        14 

DENTON,  H.  R, 

7910240304           3D-3HO        H 

DENTON,  H,  fi. 

7910240441           30-320        0 

DENTON,  H.  R. 

7910090377            50-373         0 

DENTON,  H.  R, 

7910130301            30-313         P 

DENTON,  H.R. 

7910240504          30-31  1         A 

DENTON,  H.  R. 

79102403BB          30-320        P 

DENTQN,  H.  R. 

7910170006            30-219         P 

DENTON,  H.  R. 

7710170331            3O-320         P 

DENTON,  H,  R. 

7910190243          30-320        H 

DENTON,  H.R. 

7910090390            TOPHiEP 

DENTQN,  H.  R, 

791019030B          30-320        H 

DENTONr  H.  H. 

7910290320            SO-7Q            P 

DENTON,  H.  R. 

7910160096            30-32Q         P 

DENTON,  II.  R, 

7710300O70          30-33B        P 

DENTON,  H.  R. 

7910170131           NUREO 

DENTON,  H.  R. 

7910170198          30-33O        U 

DENTONi  H.  R, 

79102.20404           50-311         0 

DENTDN.H.R. 

7910190211           50-320        P 

DENTdN,  H.  R, 

7910230063          5Q-2PQ        H 

DENTON,  H,  H. 

7910260320          50-133        0 

DENTON,  H.R. 

79103603B3           30-371        J1 

DENTON.  H.R. 

7910360394           30-311        M 

DENTON,  H.  R. 

7910290373          5Q-2B1?        M 

DENTON,  H.  R. 

7910360373            50-443         0 

DENTON,  H.  R. 

7910360439          50-443        rt 

DENTON.  H.  R. 

7910180333          50-330        fi 

DENTON,  H.R. 

7910180539           30-320        U 

DENTON,  H.  R, 

7910B30133            30-S73-         0 

DENTON.  H.R. 

7910330133           30-873        0 

DENTON.  H.  R. 

791023016B           30-273        0 

DENTON,  H.  n. 

791QS30633            SO-B7H         0 

DENTON,  H.  R. 

7910230683            SO-S73         0 

DENTON,  H.  R.1 

7910340700           30-332?        D 

DENTON,  H.R. 

77103904A9          80-3.B7        II 

DENTON,  H.  R. 

7910B3020B*        30~3Bfl        & 

DENTON,  H.  R. 

7910220212"        30-352;        Q 

DENTON,  H.  R. 

7910B2043Q           ORO 

DENTON.  H.  R. 

7910290074           NUOEO 

DENTON,  H.  R. 

7910390116          90-463        0 

DENTON,  H.  R. 

7910230076          50-316        0 

DENTON,  H.R. 

7910240169           30-546         0 

DENTON,  H.  R. 

7910240177*        30-346         0 

DENTON.  H.  fi. 

7910100324           30-320        P 

DENTON.  H.R. 
DENTdN,  H.  R, 

79101B0363           50-320        H 
7910230113          TOPHEI" 

DENTON,  H.  R. 

7910260047           30-309        P 

DENTON.  H.  R. 

7910310140           30-319        H 

DENTON,  H.  R. 

79103001B6           30-70           P 

DERIENZQ,  P.P, 

7910230136*        QA999 

DERIBO,  R.  B. 

7910220229          NUREO 

DESEK,  A.  J. 
DEUKMEJIAN,  0. 
DEUKMEJIAN,  0. 

7910230910           30-173        0 
7910110204          PROJ 
7910010244          PROJ 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

DELWMEJIAN.G. 
DEUTCH.  J.  H. 
DEUTSCH-  D.  J. 
DEUTSCH,  B. 
DEUTBCH,  D.  J. 

7910310026 
7910170467 

7910030129 
7910090608 
7910110167* 

PROJ 
PR 
50-10 
50-10 
90-10 

H 
G 
H 

DEVANEY,  J.  F, 
DEVANEY.  J.  F. 
BEVINCENTIB.U. 

DEVINCENTI8.J. 
DEVLIN,  J.  W. 

7910040418" 
7910040412* 
79100107BB 
7910330543 
7910090739* 

PR 
PR 
30-443 
90-443 
30-213 

Q 

A 
0 

DEHEY.C.A. 
DEWEY,  L.  8. 
DEWITT.H.B. 
DEXTER,  H.  D. 
DEVDUNO,  R. 

791001O3O6 
7910040499 
7910310379 
79102302B6 
7910240360* 

50-413 
30-250 
50-133 
40-8721 
50-320 

R 
M 
P 

P 

DEYOUNQ,  R.  C. 
DICEY,  B.  B. 
DIECKAMP.H. 
DIECKAMP.H. 
DIECKAMP.H. 

7910040424* 
7910010067* 
7910160264* 
7910160337* 
7910100430 

30-269 
PT9 
50-320 
30-320 
50-320 

P 

I 

1 

P 

DIETZ,  Q.  Ft. 
DIOOS,  R.  H. 
D10NAN.T.  0. 
DIMEGLIO,  A,  F. 
DIPIAZZA.R.P. 

791019030B 
7910360333 
7910030647 
7910300321 
7910020697 

50-320 
90-309 
90-443 
50-193 
70-1B10 

P 
P 

e 

j 

DIPIAZZA.R.P. 
DIPIAZZA.R.P. 
DIFIAZZA.R,  P. 
DIPIAZZA.R.P. 
DIFIAZZA.R.  P. 

7910110014 

7910190146 
7910040425 
7910020783 
7910170181 

PR 

70-  1191 
71-9009 
71-391 
REGOD 

DIPIAZZA.R.P. 
DIP:AZZA,R.  P. 
DIRCKS,  M.  J. 

DIBE,  D.  P. 

niBE.D.  P. 

7910230627 
7910290414 
7910160583* 
7910220069 
7910020494 

40-8304 
71-9009 
10CFR 
90-220 
30-220 

o 

F 

DIBE.D.  F. 
DIBE,  D,  P. 

oree.  D.  p. 

DISE,  D.  P. 
DISE.  D.  P. 

7910100130 
7910110348 
7910130306 
7910170387 
7910250303 

50-320 
50-220 
30-230 
50-220 
REOGD 

p 
p 
p 
p 

DISE,  D.  P. 
DDDB8,  R.  T. 
DODDB.  R.  T. 
DODOS,  R.  T. 
DODDB,  R,  T. 

7910300200 
791003073B* 
7910170310* 
7910040350" 
7910040139* 

50-220 
90-30B 
50-328 
90-330 
30-460 

p 
a 

0 

a 
a 

DQDDS.  R.  T. 
DQODB,  R.  T. 
PPQQETT,  8.  A. 
DaaOETT.  8.  A. 
DDHERTVi  J.  F. 

7910030341?" 
7910030671* 
7910130028 
79100307B3 
7910090313 

50-460 

50-397 
30-466 
30-466 
30-466 

a 
a 

G 
G 
0 

DOHERTV,  J.  F. 
DOHERTY,  J.  F. 
DOHERTY,  J.  F. 
DOHERTY-  J.  F. 
DOHERTY,  J.  F. 

7910090318* 
7910090336* 
7910030745 
7910090173 
7910030747 

50-466 
50-466 
50-466 
90-466 
30-466 

C 

B 

a 

0 
G 

DOMERTY,  J.  F. 
DOHERTY.  J.  F. 
DDHERTY,  J.  F. 
DOHERTYi  J.  F. 
DDHERTY,  J.  F. 

7910100680 
7910100683* 
7910050749 
7910030730* 
7910090731* 

30-466 
50-466 

50-466 
50-466 
30-466 

0 
G 
G 
G 
G 

DDLAN,  J.  E. 
DOLAN,  J.  E. 
DOLAN..  J.  E. 
DDLAN,  J.  E. 
DOLAN.  J.  E. 

7909210475!* 
79100301  IB 
7910170014* 
7910010279 
7910230350* 

30-316 
50-313 
30-319 
50-313 
30-315 

B 
Q 

a 

p 

Q 

DOLANj  J.  E. 
SOLAN.  J.  E. 
DOLAN.  J.  E. 
DDLAN.  -J.  E, 
DOLAN.  J.  E. 

7910090202* 
7910090477* 
7910030B04 
7910030B08 
7910040506 

50-313 
50-319 
30-319 
50-315 
50-313 

0 
Q 

P 

a 
a 

DOLAN.  -J.  E. 
DOLAN.  -J.  E. 
DOLAN.  J.  E.. 
DOLAN.  J.  E. 
DOJ-AN.  J.  E. 

7910090793 
79101  B069B 
7910030246 
7910030399 
7910170317 

30-3  1  3 
30-313 
30-313 
30-313 
30-313 

a 
a 
a 
a 
a 

DDLAN.  J.  E. 
DDL  AN.  -J,  E. 
DDHAN.  H. 
0DMEH.R.O. 

791024072B 
.       791030029B 
79101703B3* 
7910B30533* 
7910170075 

30-315 
50-318 
PR 
90-390 
70-1B21 

a 

p 

B 

DONALDBON,  D, 
DOWAT.T.  J. 
DONAT.  T.  J. 
DONAT.  T.  d. 
DBNAT.T.  J. 

7910290139* 
7910020308" 
7910190032* 
7910230017* 
79102403B1* 

SO-34 
30-327 

50-399 
30-327 
30-369 

0 

a 
a 

a 

Q 
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DQNEHEW,  J,  N. 
DQNELSON,  B.  E. 
DDNNELL,  J.  It. 
DBNNELLY,  H.  A. 
DONQHEU,  J.  N. 

7910130643* 
7910320123 
79101B051B 
7910040640* 
7910170370* 

50-409   B 
NUREG 
71-669B 
50-309    H 
30-409    G 

DDOLEV,  H.  H. 
DOOLEY.  H.  H. 
DORET.S.  C. 
DORIAN,  T.  F. 
DORIAN,  T.F. 

7910260146* 
7910260137 
7910020417 
7910300014" 
79101801B6 

XPQFITLIC 
KPORTLIC 
50-360    A 
50-374    A 
30-574    0 

DORIAN.T.F. 
DDRR,  D.  M. 
DOUGHERTY,  J.  B. 
DOUGHERTY,  J.  B. 
DDUOHERTY,  J.  D. 

7910390332 
7910330430 
7910130271 
7910150279* 
79101103B7 

30-574    0 
WASTE  HOT 
50-338   G 
SO-33B   0 
30-33B    G 

DOUGHERTY,  J.  B. 
DOUGHERTY,  J.  Q. 
DOUGHERTY,  J.  B. 
DQUOHERTY,  J.  0. 
DDUOHERTY,  D.  J. 

7910150271 
7910130279* 
7910260344 
7910260344 
7910040606* 

50-33B    0. 
30-338    G 
50-338    G 
SO-338    G 
CONTRACT 

DPUQHERTV,  D.  J. 
DOUGHERTY,  D.  J. 
DOUGHERTY,  D.  H. 
DOUGHERTY,  D.  J. 
DOUGHERTY,  D.  J. 

7910120142* 
791009OB01* 
7910110733* 
7910110113* 
79101B036B* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
i  CONTRACT 

DOUQHEHTYi  T.  A. 
DOUGHERTY,  D.  J. 
DDU8LA9,  M.  H. 
DDUQLAS,  K.  A. 
DDUSLAS,  R.  L. 

7910120156* 
791  0160268* 
7910170118 
7910030594 
7910230733 

CONTRACT 
CONTRACT 
30-2B9    G 
PR 
PROJ 

DOUGLAS,  R.  p. 
DOUGLAS,  R.P. 
DDYLE,  M.  M. 
DOYLE,  H.  H. 
DRAOONETTE.K.  B. 

7910030772* 
7910110243* 
7910030010 
7910030010 
7910020796 

30-273    G 
50-272    G 
PF1DJ 
PROJ 
27-47 

DRAOONETTE,  K.  B. 
DRAKE,  J.  H. 
DRAKE,  J.  H. 
DRAKE,  J.  H. 
DRAKE,  J.  H. 

7910020797B 
7910040299 
7910110408 
791011041Q" 
7910150452 

27-47 
50-206    3 
50-206   P 
30-206   P 
50-206   S 

DRAKE,  J.  H. 
DREW-  J.  E. 
DUBOIGE,  J. 
DUBOISE,  J. 
DUBQISE,  J. 

79102404B6 
7910220005 
.7910250646 
7910030476* 
7910030468B 

30-361    K 
30-374    G 
PROJ 
FOIA 
RJIA 

DUBQNBKY,  E. 
DUDORBKY,  E. 
DUBRY.N.  E. 
DUBRY.N.  E. 
DUCK,  J.  R. 

7910180439 
7910180443* 
7910010BB7* 
7910110330" 
7910100305 

XPDRTLIC 
XPGRTLIC 
50-234    0 
30-156   0 
50-321    J 

DUCK,  J.  R. 
DUDA,  E. 
DUFOUR.L. 
DUOQAN,  H,  0. 
DUNQAR,  J. 

7910290372 
7910030345* 
7910110033 
7910100667* 
7910300214* 

90-321    J 
50-320   8 
PR 
7  1  -3797 
50-337    8 

DUNCAN,  R.  N. 
DUNDAB.U.  J. 
DUNDA8,H.  J. 
DUNENFELD,  M, 
DUNENFELD,  M, 

7910010909 
7910170417 
7910260B95 
7910240458 
7910030330 

30-320   P 
30-266   J 
90-266    J 
30-320    P 
50-33B    P 

DUNGAN,  K.  M. 
DUNH,  C,  N. 
DUNNi  C.  N. 
DUNN.  C.  N. 
DUNN,  C.  N. 

7910290190 
7910010672 
7910130130 
7910HOS24* 
7910090747* 

REOOD 
50-334    Q 
90-334    0 
30-334   0 
30-334   0 

DUNN,  C.  N. 
DUNN,  C,  N, 
DUNN,  C.  N. 
DUNN,  C.  N. 
DUNN,  C,  N, 

7910520200 
7910220203 
791017006B 
7910310020 
7910030300 

30-334   Q 
30-334   0 
30-334   Q 
50-334   0 
50-334   P 

DUNN,  C,  N. 
DUNN,  C.  N. 
DUNN,  C,  N. 
DUNN,  C.  N, 
DUNN,  C.  N. 

7910030407 
7910040349 
7910110413 
7910160547 
79101B036S 

50-334   H 
90-334   P 
50-334   P 
30-334   R 
30-334   P 

DUNN,  C.  N. 
DUNN,  C.  N. 
DUPONT.P.  B. 
DURENBERGER,  D, 
DURHAM.  N.  U. 

7910230263 
7910260290 
7910310337* 
7910310467* 
7910S20430 

30-334   P 
50-334   H 
50-272   Q 
COMMISSION 
90-466    0 

DURHAM,  J.  W. 
DURKIN.  P.  J. 
DURK1N,  P.  J. 
DURKIN.  J,  A. 
DURR,  J.  P, 

7910020B30 
7910090660 
7910220461 
7910330231 
7910090667* 

30-322   0 
90-466   C 
30-466   0 
30-466   B 
30-3B7   0 
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DURR,  J.P. 

7910030819* 

50-266 

Q 

DUfiR,  J, 

7910300279" 

30-345 

0 

DUHR,  J.P. 

79101  6010QS 

50-309 

Q 

DURST,  J, 

791  0020539* 

10CFR 

DUTTONi  D. 

7910030344 

30-434 

B 

DUTTON.  D. 

7910020189 

90-flH4 

Q 

BUTTON,  D. 

7910190407 

50-424 

A 

DUVALL,  D.  D. 

7910130333* 

OA999 

DYER.  J.  A. 

79102405Q1* 

30-369 

Q 

DYER,  J.  A. 

7910190405 

SO-335 

8 

DYER,  J.  A. 

7910170706 

30-269 

8 

EADIE.O. 

7910230503 

WASTE   MO 

T 

EADIE,  G.  G, 

7910260009 

PROJ 

EAOLE8FIELD,E. 

7910090510* 

PROJ 

EAOLETON.T.  F. 

7910310104 

REGSD 

EARL8,  J,  M. 

7910190133 

70-807 

EARLY.  P.  J. 

79100107B6 

50-286 

a 

EARLY,  P.  J. 

791019023B 

50-336 

a 

EARLY,  P.  J. 

7910010323 

50-333 

p 

EARLY,  P.  J. 

7910090306 

90-333 

H 

EARLY,  P.  J. 

79100'903HO» 

50-333 

H 

EARLY,  P.  J. 

79101001B9 

50-2B6 

p 

EARLY,  P.  J. 

7910100I9S« 

50-586 

p 

EARLY,  P.  J. 

7910100302* 

50-286 

p 

EARLY,  P.  J. 

7910100327 

50-333 

p 

EARLY,  P.  J. 

7910160469 

50-286 

p 

EARLY,  P.  J. 

7910160432 

50-333 

p 

EARLY,  P.  J. 

79101&0459* 

90-333 

p 

EARLY,  P.  J, 

7910250377 

50-333 

p 

EARLY,  P.  J. 

791025D2BB 

SO-2B6 

p 

EASDN,  C.  F. 

7910260170 

71-338 

EASTMAN,  P.  H. 

7710300320 

50-284 

j 

EATON,  H.  R. 

7910050656* 

50-312 

G 

EBERT,  D.  D. 

7910110364* 

30-77 

P 

EBNETER,  8.  D. 

7910030B59H 

50-27H 

Q 

EBNETER,  B.  D, 

7910030629» 

90-2B6 

Q 

EBNETER,  B.  D. 

7?10040231« 

30-230 

Q 

EDNETER,  S.  D. 

7910160364" 

50-3B7 

Q 

EBNETEH,  B.  D. 

791009077BB 

30-273 

Q 

EBNETEfl.  8.  D. 

79102900SB* 

50-433 

ft 

EBNETEtt,  S.  D. 

791Q1805B3" 

50-320 

a 

ECKHARDT,  J.  H. 

7910170910* 

30-52B 

O 

ECONDMBB,  N. 

7910020317* 

50-302 

Q 

ECOMOMDS,  N. 

7910020923* 

30-269 

Q',. 

eccwoMoa,  N. 

7910020211* 

30-269 

*.': 

EDDLEMAN,  U. 

7910170491 

PR 

EDELSTEIN-D, 

7910020728 

XPdRTLIC 

EDELSTEIN.B.E. 

7910130310 

XPORTLIC 

EDELBTEIN,  D.  E. 

7910160966 

XPORTLIC 

EDELSTEIN.B.E. 

7910170169 

XPORTLIC 

EDGAR,  T.  V. 

791010064S* 

40-B6B1 

EDGAR,  E.G. 

7910170230* 

50-244 

S 

EDLOW.J. 

7910180374 

XPCWTLIC 

EDLOW,  J. 

7910050016 

XPORTLIC 

EDMUNDSON,  J.  A. 

7910030741* 

FOIA 

EDWARDS,  E.  U, 

7910020B33 

30-344 

0 

EDWARDS,  E.  H. 

79100303B9* 

50-344 

e 

EDUARDB,  E.  U. 

7910030395* 

30-344 

a 

EDUARD8.  E,  ». 

7910030397* 

30-344 

Q 

EDWARDS,  E.  14. 

7910030619* 

50-344 

o 

EDWARDS,  E.  U. 

791003064B* 

50-344 

0 

EDWARDS,  E.  U. 

79100903BS* 

90-34.4 

Q 

EDWARDS,  D,  R. 

7910220001 

30-123 

a 

EDWARDS,  D.  R. 

7910220341 

30-123 

p 

EDWARDS,  A.  F. 

7910230441 

30-72 

j 

EDWARDS,  B.  L. 

7910290409 

50-390 

H 

EHERTB,  R.  F. 

7910010312* 

50-317 

5 

EHNETER.  8.  D. 

7910030002* 

90-3<b3 

a 

EHNEVAJBA,  J. 

79  1004  04  IS* 

PR 

EHRENBPEROER,  U. 

79101E010B 

30-iafl 

A 

EHRENBFEROER,  U. 

7910100436 

30-331 

a 

EHRLICH.R. 

7910040086 

PR 

EHRLICH.R. 

791011073A 

PR 

El  OMAN.  V. 

7910030673 

SO-4&& 

0 

EILERS.fl, 

7910020652* 

30-482    . 

M 

E18ENHUT.D,  G. 

7909140043 

50-3 

P 

EISENHUT.D. 

7910150713 

50-346 

F 

EI8ENHUT.D.  0. 

7910190530 

30-333 

F 

EISENHUT.D.  0. 

791002Q69S* 

GEN  TEC 

IS 

EISENHUT.D.  0. 

7910040423 

so-at9 

P 

EISENHUT.D,  G. 

7910020684 

50-302 

P 

EISENHUT,  D.  G. 

7910040630 

so-aia 

F 

EISENHUT.D.  G. 

7910180237 

SO-1SS 

P 

ElfiENHUT.D.  Q. 

7910190346 

30-S55 

H 

EISENHUT.D.  0. 

7910030761 

ORB 

434 
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EISEfJHUT,  D.  0. 
EISEHHUT,  0. 
E1SENHUT,  D.  G. 
EISEHHUT,  D, 
EISENHUT.D.  G. 

7910150166 
791003076'! 
7910240401* 
7910030123 
7910030345 

30-10           P 
ORG 
50-330        P 
5O-315        0 
50-313        P 

EIEENHUT,  D.  G. 
EISEHHlir,D.  Q. 
EISEtWIUT.D. 
EIBENHUT,  D.  G. 
EISENHUT.  D.  G. 

7910220250 
7910030B28 
791Q03Q7B9 
7910030336 
7910030831 

50-10           H 
50-295        P 
TOPP.EP 
50-30S        P 
50-266        P 

EISENHUT.D.  0. 
EISENHUT,  D.  C. 
EISENHUT,  D.  G. 
EISENHUT,  D.  G. 
EIEEhJHUT.D.  G. 

791003QB33 
79103301BB 
7910230561 
7910260437 
7910220413 

50-261         P 
50-373        P 
50-3              0 
50-230        P 
30-3              P 

EIBENHUT,  D.G. 
EISENHUT.  D.G. 
EISENHUT.D.  G. 
EISENHUT,  D.  G. 
EISENHUT,  D.Q. 

7910360291 
79102602B3 
7910250579 
791O24OIB3 
77103603BO 

50-324        P 
50-33B        P 
50-344         P 
50-346        H 
50-334        P 

EIBEMHUT,  D.  G. 
EISENHUT.  B.  G. 
EISENHUT,  B.G. 
EISENHUT.D.G. 
EISETJHUT.O.  0. 

7710260103 
7910360301 
79-10360236 
79  1  026O292 
7910260393 

50-34B        P 
50-350        P 
50-335        P 
30-309        P 
30-283        P 

EISENHUT,  B. 
ELDER,  0.  R. 
ELDER,  G.  R. 
ELGASSER..T.  C. 
ELLEH5HAH.L.  E. 

79J0030B15 
7910260014 
7910300375 
791  02201  S8* 
791O350169* 

TOPREP 
71-70 
71-78 
50-353        0 
OA999 

ELLEHSHAW.L.  E. 
ELLERSHAU,  L.  £, 
ELLIOTT,  J.  H. 
ELLIOTT,  Q.  D. 
ELLIOTT,  13.  D. 

7910250337* 
791O290239* 
79J0190130* 
791O30028Q* 
7910300378 

OA999 
OA999 
70-2623 
71-333 
71-353 

ELLISON,  B. 
ELLIS.  L.  J. 
ELLISON,  C. 
ELLISON.  C. 
ELLISON,  C. 

79J00504B7 
7910030769* 
7910110174* 
7910110170 
7910030676 

PROJ 
50-518        0 
50-312        G 
30-312        G 
30-313        G 

ELLISON,  C. 
ELLIS.  J.  W, 
iLMORE.W.  E. 
iLSASSER,  T.  C. 
iLWELL,  J.  ft. 

7910110209 
791OQ90333 
79EO26024B 
79SO2300BO 
7910040633* 

50-312        G 
30-533        G 
50-B3           J 
HASTE   MOT 
30-309        H 

EMPSDN.  F.  H. 
EMPSON.  F.  M. 
EK5WILER,  T.  R. 
ErtSUlLER,  T.  R. 
E«UEL,R.E. 

7910230533 
79IO290310 
7910310416 
7910390168 
7?10100395i' 

70-1303 
70-1308 
71-5026 
71-9096 
30-271         P 

ENGEL,  R.  E. 
ENGEL,  R.  E, 
ENGELHARDT,  T.  F. 
ENGELHARDT,  T.  F. 
ENGELHARDT,  T.  F. 

7910100409s 
7910360351 
7910020341 
7910090167 
7910130137 

50-239        P 
TQPREP 
10CFR 
50-556        Q 
50-332        G 

ENGELHARDT,  T,  F. 
ENGELKEN,  R.  H 
ENGELKEN.  R.  H. 
ENGELKENrR.H. 
ENGELKEN.R.H. 

7910190109 
7910050109 
7910220236* 
79IO22O32Bi> 
7910010607 

50-2B9        G 
50-344         P 
50-344        0 
50-341         G 
50-433        0 

ENGELKEN,  R.  H. 
ENCELKEN,  R.  H, 
ENGELKEN,  fi.  H. 
ENGELKEN,  H.  M. 
ENGELHEN,  R.  H. 

79  J  0020233 
7910020290 
7910020291 
7910020297 
79IOO20300 

30-52B        Q 
50-133        Q 
50-344         0 
30-206         0 
SO-312        Q 

ENQELKEN,  R.  H, 
ENGELKEN,  R.  H, 
EN6ELK£N,  R.  H. 
etJGELKEN,  R,  H. 
ENGELKEN,  R.  H, 

7910020302 
791O11Q472 
7910010017 
7910040019 
7910040030 

50-397         Q 
50-344         p 
50-52B        a 
50-133        Q 
30-344         0 

ENQELKEH,  R.  H. 
ENGELKEN.  R.  H. 
ENGELKEN,  R.  H. 
ENQELKEN,  R.  K. 
ENGELKEN.  R.  H. 

79  t  0040021 
7910040023 
7910040035 
7710110301 
7910110306 

30-206        0 
50-318        Q 
30-397         Q 
30-344         Q 
50-206         0 

ENGELKEN,  R.  H. 
ENGELKEN,  R.  H. 
ENGELKEN,  ft.  H. 
ENQELKEN,  R.  H. 
BM^rr,  „,»..    -    H 

7910110307 
7910110299 
7910110300 
7910110302 
7910110304 

SO-31S        Q 

so-sae      Q 

50-133         Q 
30-52S        Q 
30-361         Q 

7910110309 
7910120201 
7910130203 
7910120204 
7910120306 

30-397        Q 
50-32Q        Q 
50-133        0 
50-344         0 
50-306         Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

ENQELKEN.  R.  H. 

7910120307 

50-312    Q 

ENGELKEN.  R.  H. 

7910130310 

SO-397    Q 

ENGELKEN,  R.  H. 

7910110103 

50-52B    0 

ENGELKEN-  n.  H. 

7910110190 

50-133    Q 

EHGELKEN,  R.  H. 

7910110192 

SO-344    Q 

ENGELKEN.  R.  H. 

7910110195 

50-206    Q 

ENGELKEN,  R.  H. 

7910110197 

30-312    Q 

ENGELKEN.  R,  H. 

7910110201 

50-397    0 

ENGELKEN,  R,  H. 

79I01B0052 

30-32B    Q 

ENGELKEN,  R.  H. 

79101S0057 

50-133    0 

ENGELKEN.  R.  H. 

79101B0060 

30-275    O 

ENGELKEN.  R.  H. 

79101B0061 

50-344    Q 

ENGELKEN,  R.  H. 

79101B0064 

50-362    Q 

ENGELKEN,  11.  H. 

7910180066 

30-361    0 

6NGELKEN.  R.  H. 

79101B006B 

50-206    0 

ENGELKEN,  R.  H. 

791O1B0070 

30-312    Q 

ENGELKEN,  n.  H. 

79101B0072 

50-397    Q 

ENGELKEN.R.H. 

7910170535 

50-S2Q    Q 

ENGELKEN,  R.  H. 

7910170536 

30-133    0 

ENGELKEN,  R.  H. 

7910170339 

50-344    Q 

ENGELKEN.R.H. 

7910170541 

50-206    0 

ENGELKEN,  R.  H. 

7910170542 

50-312    Q 

ENGELKEN,  R.  H 

7910170545 

50-397    Q 

ENGELKEN,  R.  H. 

7910190212 

50-538    Q 

ENGELKEN,  R.  H. 

7910190214 

30-133    Q 

ENGELKEN,  R.  H. 

7910190217 

50-344    0 

ENGELKEN,  R.  H. 

7910190218 

50-206    0 

ENGELKEN,  R.  H. 

7910190321 

50-312    Q 

ENGELKEN.R.H. 

7910190324 

50-397    Q 

ENGELKEN,  R.  H. 

7910240695 

50-344    H 

ENGELKEN.R.H. 

7910310270 

30-344    Q 

ENGELKEN,  R,  H. 

7910310371 

50-361    Q 

ENGELKEN.  R.  H. 

7910310272 

50-306    0 

ENGELKEN,  R.  H. 

7910310274 

50-312    O 

ENGELKEN.R.H. 

7910310430 

50-320    0 

ENGELKEN.  R.  H, 

7910310433 

50-133    Q 

ENGELKEN.R.H. 

7910310435 

50-397    0 

ENGELKEN,  R.  H. 

7910310269 

50-275    Q 

ENGLE,  L.  B. 

7910040366 

50-2B9    P 

ENGLE,  L.  B. 

7910030354 

30-2B9    F 

ENGLISH.  R.  A. 

7910O9075! 

71-9081 

ED-ASHHY,  M.  T, 

791O1B0372 

50-390    A 

EPLER.  E.  P, 

7910160139 

ACRS 

EPLER,  R.  E. 

7910240472 

50-330   H 

EPLER,  E.  P. 

7910020637 

ACRS 

EPLER,  E.  D. 

7910020667 

ACRS 

EPSTEIN,  E.G. 

7910240473 

BO-330    H 

ERAAS,  C,  J. 

7910090334* 

50-496   G 

ERIi.C.H. 

7910020409* 

30-436    0 

EHESTA1N.  J. 

7910310131 

30-374    0 

ERICKSON.P.  B. 

79100205B7 

30-283    P 

ERICKBON,  P 

7910340741 

50-333    F 

ERICKSON,  P.  B. 

7910310400s 

30-235    P 

ERICKSON,  P.  B. 

7910310163 

50-2B5    P 

ERICBON,  D,  M, 

7910030035 

NUREG 

ERNST.  M.  L. 

7910320363 

lOCFF! 

ERNST,  M.  L. 

79  I  0220373* 

10CFR 

ERNST.  M.  L. 

7910S30374* 

IOCFR 

ERVIN,  A.  M. 

7910100409* 

50-239   p 

ERVIN.A.  M, 

7910120233* 

80-324   P 

ERVIN.  N.  E, 

79102S0020 

I!,E 

EHVIN,  N. 

79102601140 

70-143 

ESSIO,  T.  H. 

7910010034* 

70-36 

ESSIG,  T.  H. 

7910050469* 

50-HB2    Q 

ESSIO,  T.  H. 

7910240027* 

30-4B3    Q 

ESSIG,  T.  H. 

7910170704 

50-383    B 

EBSIG,  T.  H. 

7910250031 

I&E 

ETHERIDGE,  M.  R. 

7910230194* 

OA999 

ETON,  M,  R. 

7910050653 

50-312    0 

EVAN9,  K.  R. 

7910170106 

PR 

EVANS,  J.  A. 

7910160049* 

71-9B53 

EVAN3,  J.  A. 

7910160055* 

71-9HS3 

EVANBi  J,  A. 

791016006IB 

71-9853 

EVANS,  J,  A. 

7910160066* 

71-9853 

EVANS,  J.  A. 

7910160072" 

71-9B33 

EVANS,  J.  A. 
EVANS,  J.  A. 
EVRAETS,  J.  C. 
EWINO,  T.  N. 
EWING,  T.  N. 

7910160075* 
791Q03Q1BI* 
7910300294 
7910030539* 
791023047B 

71-9833 
71-9BS3 
50-142   P 
30-5S6   0 
30-556   A 

EWING,  T.  N. 

7910240397 

SO-356    A 

EYED,  J.  A, 

7910350462* 

50-B4£   0 

FAIN,  J. 
FAIRDROTHER.D.  B 
FAIRTILE.M,  B. 

791009044S 
7910010524 
7910010192 

FOIA 
50-320   P 
50-269   P 

AUTHOR 

ACCESSION 
NUMB  Ell 

SUBJECT 
CATEGORY 

FAIRTILEiM.  B. 

79100-20751 

30-269    P 

FAITH,  B.  E. 

79  102  9001  fin 

40-B73A 

FARMER,  W.  S. 

791O040958 

REVIEW  GRP 

FARRAfl,N.  C. 

7910130290 

50-323    0 

FARRAR.M.  C. 

7910O3O1Q9' 

30-3      0 

FARR1S,  J.  R. 

7910260213 

30-536    0 

FASAND,  A. 

79102201(31* 

50-333    0 

FAULKENDEHF1Y,  D. 

7910040107* 

30-206    Q 

FAULKENBERRV,  B. 

7'M  0030704* 

30-312    Q 

FAUST.  C.  C. 

7910170450" 

50-330    H 

FAUST,  H.  H. 

791OO30797 

70-8 

FAY,  C.  U. 

7910330035 

50-301    A 

FAY,  C.  IJ. 

7910020341 

50-2i,6    B 

FAY,  C,  W. 

7I7100a0347» 

30-266    S 

FAV,  C.  W. 

7910090033 

30-366    p 

FAY.C.  k, 

79102A0421 

50-503    A 

FAY,  C.  U, 

7910090706 

30-266    0 

FAY,  C.W. 

79101S020I 

30-266    0 

FAY,  C.  W. 

7910390104 

nEQQO 

FAYi  C.  H. 

79100204QO 

SO-366    a 

FAV,  C.  W. 

791002Q4EJ4 

30-366    F 

FAY.  C.  W. 

7910130539 

30-266    B 

FAY.C.U, 

79101S0346B 

30-266    3 

FAY,  C.  H. 

791032Q2B2 

50-266    0 

FAY,  C.  H. 

7910190417 

30-301    8 

FAY,  C.  W, 

79101904290 

30-301    B 

FAY,  C.  W. 

7910330336 

30-266    P 

FAV,  C.  W. 

79102S0337 

30-B02    C 

FEE,  U.  F. 

79103O0499 

50-313    0 

FEE.W.  F, 

79  101  70468* 

50-245    Q 

FEE,  W.  F. 

7910290211 

REOOO 

FEE,  W.  F. 

79  103901  13 

30-343    0 

FEE,  U.  F. 

7910290103 

30-245    0 

FEHLAU,  P.  E. 

7910300463 

NUREG 

FEIEHABEND,  C.  D. 

79  10O  10733* 

30-2B3    Q 

FEIERAEAND,  C.  D. 

79101210313* 

30-2B3    Q 

FEIERABEND.C.  D. 

7910170031 

90-306    S 

FEIBT,  C.  K. 

7910010373 

30-443    A 

FE1T,  R. 

7910020630 

30-29A    P 

FEIT,  R. 

7910330  Hd 

REVIEW  ORP 

FELT,  R. 

7910030441* 

50-373    0 

FELTON,  P.  I, 

7910010631 

PR 

FELTON,  J.  M, 

7910090603 

FOIA 

FELTON,  J.  M. 

7909270237 

70-1308 

FELTON,  J.  M. 

791  0230040 

50-209    0 

FELTQN,  J.  M. 

7910240300* 

30-2B9    0 

FELTON,  J.  11, 

7910010016 

30-306    P 

FELTON,  J.  M. 

7910020636 

FOIA 

FELTON,  J.  M. 

7910030300 

FOIA 

FELTQN.  I.M. 

7910160233 

FOIA 

FELTON,  J.  M. 

791003O3tiS 

FOIA 

FELTON,  J.  M. 

7910030699 

30-346    rt 

FELTON.  J.  M. 

7910030707 

FOIA 

FELTQN,  J.  14, 

79101  10S39 

FOIA 

FELTON,  J.  M. 

7910100077 

FOIA 

FELTON,  J.  M. 

791010OOS3 

50-269    P 

FELTDN.  J.  M. 

79J011O309 

30-320   H 

FELTON,  J.  M. 

7910100109 

FOIA 

FELTON,  J,  M. 

7910080743 

FOIA 

FELTON,  J.  M. 

7910100068 

FOIrt 

FELTDN,  J.  M. 

7910100720 

FOIA 

PEL  TON,  .J.  M. 

7910090487 

FOIA 

FELTON,  J.  M, 

79I010O666 

50-206    P 

FELTON,  J.  M. 

79I00904H7 

FOIA 

FELTON,  J.  M. 

7910090467 

FDIA 

FELTON,  J.  M. 

7910090494 

FOIA 

FELTON.  J.  M, 

7910090310 

FOIA 

FELTON,  J,  M. 
FELTON,  J.  M. 

7910090333 
7910100619 

30-338    A 
SQ-3      P 

FELTON,  J.  M. 

7910100739 

FOIA 

FELTON,  J.  M. 

79101  10002 

FOIA 

FELTON,  J.  M, 
FELTON,  J,  M. 

7910110203 

79101  10214 

30-20i   P 
FOtA 

FELTON,  J.  M, 

7910110367 

FOIA 

FELTON,  J.  M, 

791011039B 

FDIA 

FEUTON,  J.  M, 
FELTDN,  J.  M, 
FELTON,  J.  M. 
FELTON,  J.  M, 
FELTON,  J.  M. 

7910110409 
7910110444 
7710120304 
7910120407 
7910290OS5 

SO-330   P 
30-320   P 
SO-BBO   P 
FOIA 
30-498   H 

FELTON,  J.  M. 
FELTON,  J.  M. 
FELTON,  J,  M. 
FELTON.  J.  M. 
FELTON,  J.  M. 

7910130373 
79101  H0607 
7910120403 
7710160B1S 
7910170197 

FOIA 
FOIA 
50-37.1   A 
90-33B   P 
FOIA 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

FELTDN,  J.  M. 

7910170203 

FOIA 

FELTQN,  J.  M. 

7710170319 

FdlA 

FELTDN.  J.  M. 

7710170340 

FOIA 

FELTQN,  J.  M. 

7710180011 

FOIA 

FELTON.  J.  M. 

7710170333 

FOIA 

FELTON,  J.  M. 

7710171061 

FOIA 

FELTON,  J.  M. 

7-710190374 

FOIA 

FELTOM,  J.  M. 

7710190410 

FOIA 

FELTON.  J.  M. 

7910170116 

FOIA 

FELTOM.  J.  M, 

7910170426 

FOIA 

FELTDN,  J.  M. 

7710300076 

FOIA 

FELTON,  J.  M. 

77101390465 

50-440 

A 

FELTOM.  J.  M. 

7710310489 

FOIA 

FELTZ,  D.  E. 

7710300336* 

so-iaa 

n 

FERGUSON.  R. 

7710160113 

30-399 

F 

FESS.H.  0. 

7910110436 

40-0733 

FIALKA,  J.  J. 

7910090633 

FOIA 

FIALKA,  J.  J. 

79IOI60231* 

FD  I  A 

FIALKA,  J.  J. 

7910110437 

50-320 

P 

FIELD,  H.  P. 

77101B0087 

50-289 

0 

FIELDER,  J. 

7710230515 

50-370 

J 

FINDLEY,  D.  E. 

7710350571 

CONTRACT 

FINFRDCK.  I.R. 

7710310030* 

50-363 

Q 

FINFHDCK.  I.R. 

7710020378 

90-217 

P 

FINFHOCK,  I.R. 

77100303B6* 

50-317 

P 

FINFRDCK,  I.R. 

7910310219 

30-317 

Q 

FINFRQCK,  I.R. 

7910090224 

90-219 

P 

FINFRDCH.,  I.  R. 

7910070217 

30-319 

P 

FINFRCKH.  I.R, 

791  00702221* 

50-219 

P 

FINFROCK.I.R. 

7910100077 

30-219 

P 

FINFRDCK,  I.R. 

7710110326 

30-217 

R 

FINFROCK,  I.R. 

7710170179 

30-219 

F 

FINFROCK.,  I.R. 

7910320360 

90-217 

R 

FINFROCK.,  I.R. 

7710220248 

50-319 

B 

F1NFROCH.,  I.R. 

7910230322 

90-219 

P 

FINK,  D.  W, 

791012015B 

REQGD 

F1NKEL.,A,E. 

7910020B59* 

90-272 

0 

FINKEL.A.  E. 

7710160364* 

90-387 

a 

FINKEL.A.E. 

.7710090770* 

30-27H 

a 

F1NLEY.  rt.Q. 

7710240691* 

70-1113 

FINLEy.A.O. 

7710240361* 

70-1201 

FIORELLI.O. 

7710030673* 

50-346 

Q 

FIORELLI,0. 

77I02S0305* 

90-316 

Q 

FIQKELLI.Q, 

7710110726 

30-451 

Q 

FIORELLI.O. 

7910240003 

90-2B2 

a 

FIORELLI.Q. 

7910240011 

90-341 

a 

FIORELLI.Q. 

79  102301  BO 

90-161 

B 

FIBRELLI.Q. 

7910100498 

90-461 

3 

FIOftELLI.Q. 

7910030082 

30-440 

a 

FIORELLl.Q. 

7710030333 

50-440 

B 

FIORELLI.O. 

7710050470 

50-279 

Q 

FIORELLI.Q, 

7710030073 

90-341 

B 

FIORELLI.O. 

79I00304B4 

90-373 

Q 

FIORELLI.O. 

7910010154 

90-3  9B 

Q 

FitJRELUI.Q. 

7910030034 

90-454 

D 

FIORELLJ.O. 

7910020400 

90-456 

Q 

FJORELUI.O. 

7910030621 

50-32? 

Q 

FIOJiELLljQ. 

7910040174 

50r483 

a 

FJDflELLIjG. 

7710040106 

90-295 

a 

FIDRELLIjfl. 

7710030425 

50-461 

a 

FlOFiELLI.Q, 

7710090610 

50-159 

a 

F1QRELLI..G. 

7910170036 

50-440 

a 

FlQRELLIjQ. 

7710170032 

50-341 

a 

FIORELLI.Q. 

7910050500 

30-946 

a 

FIDRELLI.O. 

77100902BB 

30-202 

a 

FIORELLI.O. 

7910140302 

90-234 

a 

FIORELLI.O. 

7710160324 

30-346 

U 

FIOJtELLI.Q, 

7910160330 

90-373 

Q 

FIDRELLI.O, 

7910030619 

BO-329 

S 

FIORELLI.O, 

7910030626 

90-546 

8 

FIORELLI.O. 

7910030631 

50-346 

B 

FIDRELL1.0. 

7710240005 

30-346 

Q 

FIORELLI.O. 

7910240141 

30-299 

a 

FIORELLI.Q. 

791  0840  134 

30-373 

a 

FIQflELLIiO, 

7910240171 

30-329 

a 

FIORELLI.O, 

7910240199 

30-346      , 

Q 

FIORECLI.O. 

7910240226 

90-496 

0 

FIQREU-IiO. 

.       7710230181 

90-313 

a 

FIDREU.I.  0. 

7910Q70643 

90-346 

8 

F10RELL1.  0. 

.      771OS30611 

90-243 

Q 

FIDREU.1,0. 

7710030B41 

90-341 

0 

FIDRELLI.O. 

77100B0390 

30-329 

a 

FIORELLI.O. 

7710030379 

30-329 

s 

FIDRELUIiD.              i 

79100BQ303 

30-329 

s 

FIORELLI.O. 

771003030B 

BO-329 

8 

AUTHOR 

ACCES8IQN 
NUMBER 

SUBJECT 
CATEGORY 

FIQRELLI.G. 
FIORELLI.O. 
FIORELLI.G. 
FIORELLI.O. 
FIORELL1.G. 

7910110031 
7710240664 
7910250151 
7710240036 
7910250076 

50-329    B 
90-10    Q 
50-346    0 
50-330    Q 
90-436    Q 

FIORELLI.O. 
FIORELLI.O. 
FIQRELLI.G. 
FIQRELLI.G. 
FIDRELLI.O. 

7710040070 
7910020713 
7910070312 
7910230414 
79IOOB0031 

50-454    Q 
30-358    B 
5Q-39B    0 
BO-34I    Q 
50-329    B 

FIORELLI.O. 
FIORELLI.O. 
FIORELLI.O. 
FIORELLI.O. 
FIORELLI.O. 

7710250324 
7710040335 
7710090683 
7710310123 
7710190273 

50-483   Q 
50-440    Q 
90-358    Q 
30-483    Q 
90-341    B 

FIORELLI.O, 
FIDRELLI.O, 
F10RELLI.G. 
FIORELLI.G. 
FIOfiELLI.C. 

7910160314 
7910190570 
7910100546 
7910230370 
7710240674 

30-3  SB    Q 
50-34  1    8 
30-440    Q 
50-946    S 
50-330    8 

F10HELLI.O. 
FIORELLI.O. 
FISH,  H. 
FIBH.R.F. 
FISHER.  E.  G, 

.7710230094 
7910030092 
7910360442 
7910260177* 
7910020187 

90-329    8 
90-327    8 
90-3     U 
50-344    Q 
XPDRTLIC 

FIBHER,  F. 
FITHIAN.F.  J. 
FITZGERALD,  J.  A. 
FITZGERALD,  J.  A. 
FITZGERALD,  J.  A, 

791  002030  t» 
7710010638 
7710110933 
7710360341* 
7710260234 

10CFR 
PR 
90-346    H 
30-549   0 
30-949    0 

F1TZPATRICK.  A. 
FITZPATRICK,  R. 
FITZRANDOLPH.L. 
FITZS1MMONS,  0. 
F1TZSIMMON8,  T.  R 

7910310100 
7710310003* 
7910320115 
7710170135* 
7710040584 

REOGD 
50-3B7    0 
40-8792 
TOPREP 
71-8939 

FLACK.  G. 
FLACK,  E.  D. 
FLEIBHER.Z.  8. 
FLEI8HER,  Z.  B. 
FLE1SCHAKER,  D. 

7910190110 
7910100303 
7910100713 
7910110380 
7710310137 

50-321    0 
30-347    8 
PR 
PR 
30-3     0 

FLE19CHAKER.  D, 
FLEISCHAKER,  D. 
FLEISCHAKER,  D.  8 
FLEIBCHAKER,  D. 
FLEIBCHAKER.D. 

79103H0410 
7910220431 
7910030780 
7710220410 
7910220431 

90-237    Q 
50-437   0 
50-275    G 
50-337    0 
90-437    0 

FLEI8CHAKER,  D. 
FLUEQOE.R.M, 
FLUEGQE,  R.  M, 
FLYNN.C,  B. 
FLYNN,  W.  J. 

7910190111 
7910190469 
77101904BB 
7910110427* 
7910170327* 

90-3     G 
SO-4B3   A 
90-4B2   A 
90-330   P 
50-320   H 

FLYNN.  P.  0. 
FLYNN.  P.  0. 
FLYNN.  J.  D. 
FLYNN,  J,  0. 
FLYNN,  P.  G. 

7907260146 
77100700B4 
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H. 

791OO2O123 

50-244 

a 

GRIER, 

B. 

H, 

7910040146 
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H. 

79101B01B7 

90-443 

Q 

ORIER, 

B. 

H. 

7910020993 

90-485 

0 

GRIER. 
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H. 

791003055B 

50-29 

0 

GRIER, 

B. 

H. 
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7910170517 
7910030146 
791Q30Q23S 
791Q1BQ613 
7910190136 

REB 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

GUSTAVE,R.  P. 
GU9TAVE,R,  P, 
QUTHRIE.Q. 
QUTMAN.J.  8. 
QUTTERMAN.A.  H. 

79101B0021 
791030024B 
7910010471 
7910030374 
7910030769* 

CONTRACT 
CONTRACT 
50-32O       P 
FDIA 
50-518        Q 

GUZMAN,  J.  A. 
GUZMAN,  J.  A. 
HAAO.  F.  0. 
HA  ASS,  W.  P. 
HA  ABB,  U. 

7910160348* 
7910S9003S* 
7910230199 
7910110021 
79  1009  097  I 

50-387        fl 
50-307       fl 
WASTE  HOT 
90-244        P 
SO-1O          P 

HA  ASS,  U.  P. 
HAABS,W.  P. 
HA  ASS,  W.  P, 
HAASS,  M.  P. 
HAASS,  H.  P. 

7910020730 
7910150306* 
7910150292 
791  OK  60331 
7910B60345 

SQ-4t6        A 
90-416        A 
TOPREP 
TDPHEP 
TDPREP 
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HAASS,  M.  P. 
HAB1CHT,  E.  R. 
HACKNEY,  C.  A. 
HADEMAN,  W.  N. 
HAFER,  F.  D. 

7910230730 
79102405181- 
7910330229 
7909230330 
791016O253 

TDPREP 
50-320        P 
WASTE   MOT 
PR 
5O-2B9         I 

HAFER.F.  D. 
HAFER,  F.  D. 
HACA.P   Q. 
KAfiA.P.  B. 
HAGAN.  T. 

7910190393 
7910230384 
7910160449 
7910150526 
7910010100 

50-289         I 
50-289         I 
50-437         A 
30-437        A 
CONTRACT 

HAOAH,  T.  F. 
HAOAN,  T.  F. 
HAOAN,  T.  F. 
HAOAN,  T.  F. 
HAOEY,  H. 

7910230033 
79101B0253 
7910230399 
7910260223 
7910010660 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAGEV,  H. 
HAGEY,  H. 
HAOEY,  H. 
HAQEY,  H. 
HAGEY,  H. 

79101B0063 
7910300093 
7910010O15 
7910010267 
7910010676 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAQEY.  H. 
HAQEY,  H, 
HAGEY,  H. 
HAGEV,  H. 
HAGEY,  H. 

7910170325 
7910040375 
7910110732 
7910300270 
79I0190145 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAQEY,  H. 
HAGEV,  H. 
HAGEY,  H. 
HAOEV,  H. 
HAGEV,  H. 

7910020040 
7910020046* 
7910040243 
7910030163 
7910030179 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MAOEV.  H. 
KAGEV.H. 
HAQEY,  H. 
HAGEY-  H. 
HAGEY.  H. 

7910020666 
7910170OB1? 
791017007B 
79101BOO73 
791O190112 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAOEY,  H. 
HAQEY.  H. 
HAHN,  F.  F. 
HA1FLEV.  D. 
HA  I  OH,  P.  A, 

7910300080 
7910300100 
7910010512 
7910030116 
7910090316* 

CONTRACT 
CONTRACT 
NURE8 
30-312        0 
50-486        G 

HAIRSTON.U.  0. 
HAlnSTON.U.  8. 
HAIRSTON,  W.  0. 
HAIFISTON,  W.  0. 
HAIR5TON.W.  G. 

79100304  B7» 
791'0030500» 
7910160471* 
7910100441!* 
7910190441 

50-348         B 
30-34B        8 
50-348        R 
50-348        S 
30-34B        5 

HAIR8TOH,W.O- 
HAIflSTQN.  H,  0. 
HAIK5TON,  H.  Q. 
HAIflSTON.W.O. 
HAIST,  D.  P. 

791016051BO 
7910160524* 
79IOI9050EJ 
79102304A3* 
7910040330* 

50-34B        6 
50-34B        S 
50-348        P 
50-346        S 
50-538        0 

HAIST.D.  P. 
HALE,  C.  J. 
HALE.  C.  J. 
HALE,  C.  J. 

HALE,  C.  J, 

7910030671* 
79101BD313* 
7910250145* 
7910320539* 
7910250334" 

50-397         Q 
OA999 
QA999 
QA999 
OA999 

HALE,  C.  J. 
HALE.  C.  J. 
HALE.  C.  J. 
HALFORD,  D.  K. 
HALL,  H.  C. 

7910250201. 
7910250360* 
79102204BB* 
7910300546 
7910030193 

OA999 
QA999 
O.A999 
REB 
71-9118 

HALL,  E.  E. 
HALL.fl,  E. 
HALL.R.  E. 
HALL.  R.  E. 
HALL,  R.  E. 

7910030011* 
79I030020B 
7910170544 
791  0020  126» 
79102505S4* 

PROJ 
RES 
REB 
SO-flaa        Q 
50-392        0 

HALL.R.  E. 
HALLIOANiT.  J, 
HALLIOAN-T.  J. 
HALLiOAN-T.  J. 
HALLIGftN.T.  J. 

79101*0215* 
7909230307 
7910090339 
7910310146 
7910220471 

50-4B2        0 
PR 
PR 
30-387         G 
30-3  B7         G 

HALLMAN,  D.  F. 
HAMEL.  J. 
HrtMILTON.L. 
HAMILTON,  0.  T. 
HftMMOHD.  E.  L. 

7910010472 
7910290354 
7910190124* 
7910010170 
7910100302 

60-330        P 
50-27           J 
70-2633 
REGOD 
30-331         B 

HAMMOND,  E.  L. 
HAMMOND,  E.  L. 
HflflMOND.  E.  L. 
HAMMOND,  E.  L. 
HAMMOND,  E.  L. 

7910100091 
7910010396 
7910030461 
7910030465 
79100304B1 

50-331         8 
50-331         B 
50-331        B 
50-331         S 
50-331         S 

HAMMOND,  E.  L. 
HAMMOND,  E.  L. 
HAMMOND,  E.  L. 
HAMMOND,  E.  L. 
HAMMOND,  E.  L. 

7910090402 
7910100362 
79101202B2 
7910I9039O 
7910150586 

50-331        S 
SO-331        a 
30-331         S 
30-331         3 
50-331         S 
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HAMfinND,  E.  L. 
HAMMOND.  E.  L. 
HAMMOND,  E.  L. 
HAMMOND,  E.  L. 
HAMMOND,  E.  L. 

7910150566 
7910190397 
7910230572 
7910300179 
7910300197 

30-331    B 
50-331    R 
50-331    R 
50-331    8 
50-331    S 

HAMMOND,  E.  L. 
HAN,  K. 
HANAUER.S.  H. 
HANDLE,  W. 
HANLON,  J.  P. 

7910300211 
7910030303" 
79100206Q9 
79I01B0490" 
7910010500 

50-331    B 
QA999 
GEN  TEC  IS 
CONTRACT 
50-320    P 

HANNDN,  J.  N. 
HANNON,  J. 
HANNON,  J.  N. 
HAMNUM,  D. 
HANNUM,  D. 

7910110093 
7910220199 
7910250537 
79101604B3* 
7910190371" 

TOPREP 
30-293    P 
50-293    F 
50-254    It 
SO-265    B 

HANGELL.  I). 
HflMSELL.  D. 
HANEELL,  D. 
HANSELL,  D. 
HANSON.  N. 

7910090292 
7910030703 
791024067B 
79102406840 
7910010127 

PR 
FOIA 
50-367    G 
50-367    0 
50-466    0 

HANSON,  N. 
HARDISON.  L. 
HARDIN,  A,  K. 
HARDHICK,R.  J. 
HARDW1CK.R.  J. 

7910090621 
79101B0113 
7910230042* 
7910020202° 
7910010162ft 

50-466    G 
PR 
50-34(3    0 
SO-390    Q 
50-239    Q 

HARGETT.D.  J. 
HARQETT.  D.  J. 
HflRGETT,  D.  J. 
HARQETT.  D.  J. 
HARGETT,  D.  J. 

7910030065* 
7910250591 
7910310019* 
7910020057* 
7910190244" 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HAROETT,  D.  J. 
HARGETT,  D.  J. 
HAROETT,  D.  J. 
WRGETT,  D.  J. 
HAROETT.D.  J. 

79101  B0507* 
7910I90S92- 
79101900B3* 
79101B0606* 
7910290389" 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HARGETT,  D.  J, 
HARGETT.  D.  J. 
HARGETT,  D.  J. 
HARGETT.  D.  J. 
HARGETT.  D.  J. 

7910240715" 
79100907B4* 
7910040603" 
7910100071* 
7910040593* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

HARCETT.  D.  J. 
HARGETT.  D.  J. 
HARKIN,  T. 
HARMPN,  D.  W. 
HARMON,  D.  W, 

791002011S» 
7910090760* 
791031040B" 
7910010101 
7910120029 

CONTRACT 
CONTRACT 
COMMISSION 
XPORTL1C 
XPORTLIC 

HARMON,  D.  U. 
HARMON.  D.  W. 
HARMON,  D.  H. 
HARMON.  D,  W. 
HARMON,  D.  H. 

7910020031 
7910020194 
7910030336 
7910120113 
7910220439* 

XFOOTLIC 
XPGRTLIC 
XPORTLIC 
XPORTLIC 
SECY 

HARMON,  D.  W, 
HARMON,  D.  M. 
HARMON.  D.  W. 
HARMON.  D.  W. 
HARMON,  D,  M, 

7910230445" 
7910030421 
7910170139 
7910180366 
79101603B4 

SECY 
XPORTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 

HARMON,  D.  U. 
HARRIS,  C.E. 
HARRIS,  J.  L. 
HARRIS,  F.  L. 
HARRIS,  R.  A. 

7910260078 
7910300336" 
7910260434 
791022036B 
7910050166* 

XPORTLIC 
30-13B    R 
30-445   M 
NUREO 
71-9B53 

HARRIS,  J.R, 
HARRISON.  J.  J. 
HARRISON,  0.  A. 
HART,  W. 
HAHT.E.  d. 

7910240407* 
7910340043* 
7910090226 
7910230194 
7910040429 

30-400   0 
30-35B    Q 
50-339   0 
WASTE  MOT 
71-3939 

HARTMAN,  A. 
HASBRQDK.R.E. 
HASBUT,  M.  E. 
HABDUT-M.  E. 
HABSELL.  D.  F. 

7910010500 
7910220219 
7910300270 
7910300274* 
7910310313" 

30-320   P 
50-116    J 
CONTRACT 
CONTRACT 
50-H7S   A 

HABTEN.  M.  V. 
HASTINGS.  W. 
HAUSHNEV,  C.  J. 
HAULDREN.  H.  M. 
HAUPT.  C.  A. 

7910170093 
7910240639 
7910090367 
7910130665 
7910230232 

PR 
50-344   P 
30-201    P 
71-97 
30-399   A 

HAVERLY.  G. 
HAVERKAMP.  D.  FI. 
HAVER  KAMP.D.R. 
HAWKINS.  F.  C. 
HAWKINS,  F.  C. 

791003057S* 
7910170903" 
7910190179" 
7910010037* 
7910030506* 

PfiOJ 
50-320   0 
50-320   0 
50-341    Q 
30-346   Q 

HAY,  R. 
HAYCRAFT,  I. 
HAYES.  D.  W, 
HAYES.  D.  W. 
HAVES,  D.  M. 

79100300BO" 
7910170166 
7910030675" 
7910110727« 
79102401B4* 

PR 
CONTRACT 
30-346   Q 
90-434   Q 
50-329   Q 
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HAYES.  D.  W. 
HAYEB,  D.  IJ. 
HAVES,  D,  M. 
HAVNES,  J.  0. 
HAYNE8.  J.  G. 

ypiOBiooin-i 

791O2Q0237B 

7910240043* 
79io2604:)t 

791O100H1 

SO-341         Q 
50-S46        a 
30-35B        0 
IIEQOD 
30-361        c 

HAYNEB.  J.  0. 
HAVNEB,  J.  0. 
HAVNEG.  J.  0. 
HAYNE8,  H.  C. 
HAYNEB,  R.  C. 

7?10L'20n3^ 
7910220;)2f1 

79io;!4o:>6fi 

791OL'2O170» 
79102401  1H« 

!IO-S06        P 
f)0-S06        p 

so-ao6      p 

90-352        Q 
30-375        fl 

HAVWARD.  N. 
HAZAK,  J.  T. 
HAZLE,  A,  J. 
HAZLE,  A.  J. 
HEACOCK.  I).  A. 

79IOOSOSDIII 
7910;»i003:iB 

79ioi9oi06» 

7910190160* 
791OIH0173» 

I'ROJ 
30-B74        T 
40-H734 
40-0734 
30-8130       P 

HEAD,  J. 
HEAD.  J, 
HEAD,  J.  T. 
HEAD,  J, 
HEAD,  J.  T. 

791  0090033 
79100!)02:]0 

79ioino497 

7910030223 
79I0090275 

30-206       0 
30-aofc       Q 
SO-20A        Q 
30-206        0 
BO-306        Q 

HEAD.  d. 
HEAD,  J. 
HEAD,  J,  T. 
HEAD,  J,  T. 
HEALV,  J.  W. 

7910090620 
77100300H7 
79101303S6 

71  i  o  i  30584 
79  i  aoso66:i 

SO-20A        0 
30-206       0 
SO-206       Q 
!10-30i        3 
ACriB 

HEARNE,  T.  J. 
HEARNE,  T.  J. 
HEARNE,  T.  J. 
HEARNE,  T.  J, 
HEARNE,  T,  J. 

79I0040S90U 
7't  1  0090290 
7910090293" 
791009Q:i09» 
79  I  024  0690 

AOREEMENT 
ao-4D(,       0 
30-4DA        Q 
30-406        0 

ao-4ea     o 

HEDDEIIMAN,  D, 
HEDEMAN,  W,  N, 
HEONER,  J. 
HEIBEL,  Ft.  P. 
HEIDEL,  R,P, 

7910030D/.VH 

7910030096 
79ioono39;j» 

79  1001  0304  » 

79ioo;>o33f)« 

50-3B7        0 
PR 
10CFR 
90-317        B 
30-317        B 

HEIBEL,  R.  P. 
HEIBEL.R.  P. 
HEIBEL,  R.  P, 
HEIDEL-  R.  P. 
HEIHEL.R.P. 

71  100:10440* 
7910030494-t 
79101B0332* 

79ioi90436» 

7910390300 

30-318       Q 
30-I317         Q 
90-317        B 
30-317        B 
30-317        B 

HEICHMAN,  R.  F. 
HEICKER.  M.  J. 
HEIK8,  (l.L. 
HEIKB,  R.L, 
HE1NEMANN,  J.  N. 

791011017(1 

79I0100D31!" 
791009023111 
71  10030239" 
7910080*11511 

1)0-434        Q 
SQ-320         0 
40-0690 
40-0690 
PUDJ 

HEI6HMAN,  R.  F, 
HEIBHMAN.  R.F. 
HEISHMAN,  fl.F, 
HEISHMAN,  R,F. 
HEIBHMAN,  R,  F, 

7910y20l44* 
79102201SH* 
7910020072 
7910230203" 
7910170091 

30-3912       0 
30-358       0 
90-234        (1 
30-316        Q 
30-206        B 

HEIBHMAN,  R,  F. 
HEIBHMAN,  R.  F. 
HEISHMAN.fi.  F. 
HEISHMAN.fi.  F. 
HEIBHMAN.  R.  F. 

7VlQlflOa23 
791O110KJ9" 
7910230:140 
7910050013 
79100  SI02Q9 

00-346       S 
30-H72       0 
30-313        Q 
30-331        0 

30-10          Q 

HEIBHMAN,  R.F. 
HEIBHMAN,  R.F. 
HEISHMAN,  R.F. 
HEI8HMAN.R.  F, 
HEIBHMAN.  R.F. 

7910010339 

7910010739 
7910030690 
79I00400B3 
79100B0721 

30-10          0 
BO-BD3       0 
30-346        Q 
30-409        Q 
30-POB        H 

HEISHMAN,  Fl.  F, 
HEIBHMAN.R.  F. 
HEIBHMAN,  R.F. 
HEISHMAN.  R.F. 
HEISHMAN,  H,F. 

7910120237 
7910130309 
7910160110 

7910^30371 
79102400-11 

30-8W,       Q 
30-292       Q 
30-293        0 
30-196       0 
30-234         Q 

HEISHMAN,  R.F. 
HEIBHMAN.  R.F. 
HEISHMAN,  R.  F. 
HEI8HMAN-R.  F. 
HEIBHMAN.  R.F. 

7910230240 
7910340243 
7910240047 
7910H0099 
7910230093 

50-10          Q 
30-331        0 
30-29B        Q 
30-331        Q 
SO-318        0 

HEIBHMAN,  F).  F. 
HEISHMAN,  H.  F. 
IRISHMAN,  R.F. 
HEISHMAN-  R.  P. 
HEI0HMAN.  R.  F. 

7910240136 
7910240333 
7910H40349 
7910230041 
7910230034 

90-298       0 
30-863       0 
30-1B6       Q 
80-293       Q 
30-373        Q 

HEIBHMAN,  R.F. 
HEISHMAN,  R,  F, 
HEISHMAN-R.  F. 
HEISHMAN.R.F. 
HEIBHMAN,  R.F. 

7910340192 
7910030331 
7910040074 
7910090130 
791Q160I97 

SO-331        Q 
30-282       Q 
80-409        Q 
HO-319       0 
30-338       0 

HEISHMAN.  R.F, 
HEIBHMAN,  R.F. 
HEISTAND,  0.  a. 
HEIVLY.B.  J. 

HELLER,  R.  A, 

7910S40032 
7910310133 
7910310466 
79100903B2 

7910020433" 

30-10          P 
30-331        0 
30-409       0 
90-3S9       0 
30-247       P 
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HELMS.  fi.E. 
HELTEME8,  C.d. 
HELTEME8,  C.  J. 
HEI.TEMES,  C.  J. 
HELTEMES,  C.  J. 

791004Q66B 
79100403BBi» 
7910030100 
7910100069 
7910130670 

7  1  -9033 
50-495    A 
90-346    P 
30-269    Q 
90-269    Q 

HELTEHES.C.  J. 
HENDERSON-  W.  B. 
HENDERSON,  D,  K, 
HENDERSON,  J,  D. 
HENDRICK,  W.  0. 

7910100052 
7910310121 
7910180366 
79101802B9 
791Q1BQ390 

90-269    Q 
50-2B9    H 
50-330    F 
30-5SB    B 
XPQRTL1C 

HENDRICK.  W.  0. 
HENDRIX.Q,  W. 
HENDRIE.  J.  M. 
HENDRIE,  d,  M, 
HENDRIE,  J.  M 

79101B0392* 
7910030085 
79103000S3" 
7910240279 
7910190322 

XPORTLIC 
71-1  1H 
FOIA 
50-320    H 
50-320    T 

HENDRIE.  J.  M. 
HENDRIE-  J,  M. 
HENDR1E.  J.  M. 
HENDRIE,  d.  M. 
HENDniE,  d.  M. 

7910160133 
7909270  1B3 
7909370190* 
7909270193" 
7909270196* 

10CFR 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

HENDRIE,  J.  M. 
HENDRIE.  J.  M. 
HENDRIE,  J.  M. 
HENDRIE,  J,  M. 
HENDRIE,  d.  M. 

7909370199* 
7909270205" 
7909270211* 
791Q1A0541 
7910030223 

COMMISSION 
COMMISSION 
COMMISSION 
10CFR 
lOCFfl 

HENDHJE,  d.  M. 
HENDRIE.  J.  M, 
HENDRIE.  J.  M. 
HENDRIE.  J.  M, 
HENDHIE,  d.  M. 

7910170271 
7910020498 
7910020303 
791004033B 
7910190139 

50-320    T 
30-437   0 
10CFR 
10CFR 
90-3SO   T 

HENDRIE,  J,  M. 
HENDRIE,  J.  M. 
HENDRIE,  J.  M. 
HENDRIE,  J.  M, 
HENDRIE,  J.  M 

7910220376 
7910130013 
7910230364 
7910160331 
7910170113 

COMMISSION 
COMMISSION 
COMMISSION 
10CFR 
IOCFR 

HENDRIE.  J.  M. 
HENDRIE.  J.  M. 
HENDR1E,  d.  M. 
HENDRIE.  J.  M. 
HENDRIE,  J,  M. 

7910310321 
7910310176 
7910310477" 
7910310179" 
7910310483" 

90-199   P 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

HENDRIE,  J.  M. 
HENDRIE,  J,  M. 
HENDRIE,  J.  H. 
HENDRIE,  J.  M, 
HENDRIE,  J.  M, 

7910170426 
7910170440 
7910310446 
7910310469 
7910310473 

IOCFR 
50-330   P 
COMMISSION 
COMMISSION 
SO-346   U 

HENDRIE,  J.  M. 
HENDRIE.  J,  M, 
HENDRIE.  J,  M. 
H6NDRIE,  d.  M. 
HENDRIE,  J.  M. 

7910310393 
7910310377 
7910310120 
7910310134 
7910310463 

SO-272   a 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

HENDRIE.  J.  H. 
HENDRIE.  J.  M. 
HENDRIE,  J.  M. 
HENDRIE,  J.  M. 
HENDRIE.  d.  M, 

7910230651 
7910260164* 
7910300040 
7910310360 
7910310230 

IOCFR 
COMMISSION 
IOCFR 
COMMISSION 
30-330   P 

HENDRIE,  J.  M. 
HENDRIE,  d,  M. 
HENDRIE,  J.  M. 
HENIFIN,  E,  E. 
HENNIOAN,  0.  R. 

7910310139 
79103I030B 
7910310313" 
79100906B2 
7909170318" 

COMMISSION 
90-273   A 
90-379   A 
71-32B 
40-2061 

HENNIOAN,  O.R. 
HENNIOAN,  0,  R. 
HENNINQ,C.M, 
HENRIKaON.P.H, 
HENRY.  R,  E. 

7910080100 
79101BOI41 
7910100703 
7910100393* 

7910020296 

70-929  ' 
70-923 
NUREG 
50-271    P 
RES 

HENRY,  C.  N, 
HENRY,  d, 
HERBEIN.  d.  0. 
HERBEIN,  J,  0. 
HERBEIN,  J.  0. 

7910300463 
791003002011 
7906190331 
7910020631 
791002Q60S 

NUREO 
PRM 
30-380   B 
90-889    0 
BO-B89   P 

HERBEIN,  J.  0. 
HERBEIN,  J,  0. 
HERBEIN,  d.  0. 
HERBEIN.  d.,  0. 
HERBEIN.  d.  0. 

7910130719 
7910260373 
7910030949 
7910100169 
7910100199 

30-889   0 
BO-2B9   Q 
30-2S9   P 
00-330   P 
3Q-8B9   P 

HERBEIN.  d.  0,   ' 
HERBEIN,  d,  0. 
HERBEIN.  0.  0, 
HERBEIN,  J.O. 
HERBEIN,  J,  0. 

79101  1Q3B4 
7910170330 
7910170336* 
7910190B7B 
7910210436 

50-SB9   P 
30-SB9   P 
30-B89   P 
90-889   R 

30-2B9   R 

HERBEIN,  J.O. 
HEHBEIN,  J.  0. 
HERBEIN.  J.O. 
HERBEIN,  J,  0, 
HERBEIN,  J.O. 

7910BB0240 
79i01?029B 
7910190347 
7910820284 
7910230496 

30-380   P 
90-320   P 
90-289   P 
1  SO-2B9  '   P 
90-209   F 

AUTHOR 

ACCESSION 
NUMBER 

SUBdECT 
CATEGORY 

HEHDEIN-d.  0. 
HERBEIN,  J  G 
HERBEIN.  d.  G. 
HERDEIN,  J.  0. 
HERDEIN,  J,  G. 

7910230607 
79101903BO 
7910230336 
791023055S 
791025D24B 

50-2B9   H 
SO-3S9    I 
50-289    Q 
50-320    P 
5Q-2B9    P 

HERQEIN,  d,  G 
HERBEIN,  d.  0. 
HERDT,  A.  R. 
HERDT.A.  B. 
HEflDT.A.  R. 

7910230343 
7910300013 
7910340325* 
7910020B23* 
7910290141* 

90-289    F 
50-2B9    P 
50-933   Q 
SO-269    Q 
50-416    Q 

HERDT,  A,  R. 
HERDT,  A.  R. 
HERDT,  A. 
HERDT,  A.  R. 
HERDT.  A.  R. 

7910090179" 
79  I  00202  17" 
791004019B" 
7910020113" 
79  1  001  078  S* 

SO-43B    Q 
50-302    a 
50-324    Q 
30-360    Q 
3Q-2BO    Q 

HERDT.  A.  R. 
HERDT,  A.  R. 
HERDT-  A.  R. 
HERDT,  A.  R. 
HERDT.A.  fi. 

7910250536" 
79101B0039* 
79101S0543B 
7910250321" 
79103504SO* 

50-553    Q 
50-321    Q 
50-34B   0 
50-43B   G 
50-302   0 

HERDT.  A,  R, 
HERDT,  A.  R. 
HERDT,  A.  R. 
HERDT,  A.  R. 
HERDT.A.  R, 

7910290220" 
7910180129" 
7910020211* 
7910210093" 
79!  0340096* 

50-239    Q 
50-413    Q 
90-369    Q 
50-269    Q 
50-BIS    D 

HERDT.A.  R. 
HERDT,  A.  R. 
HERNANDEZ,  G, 
HERNANDEZ,  B. 
HERDLD.A. 

7910390061* 
7910230131* 
79100403SO* 
7910010139* 
7910030212 

30-333   fl 
50-339   Q 
SO-32S   Q 
50-460   0 
PR 

HERRING.  K.  S 
HERSCH,  M.  M. 
HERSCH,  M.  M. 
HERSCH,  M.  M. 
HER3CH.  M.  M. 

791016009B* 
791002016B 
7910020174 
7910020179 
7910090139 

50-314    0 
XPORTLIC 
XPORTLIC 
XPDRTLIC 
XPORTLIC 

HERSHEY.M.  L. 
HEUBNER.A.  T. 
HIATT,  J.  W. 
HICKLE,  B.  d, 
HICKMAN.  J.  W. 

7909850276 
7910230387 
7910240089* 
7910160415* 
7910100024" 

PR 
WASTE  MOT 
90-10    0 
90-283   R 
GEN  TEC  15 

HIESTAND.O.  8, 
HIESTAND,  0.  a. 
HIOGINBOTHAM,  A. 
HIGQINBOTHAM.  A, 
HIGOINBDTHAM,  A. 

7910300426 
7910300126 
79I001009I 
7910230663 
7910120392 

50-409    0 
30-409    G 
50-363   0 
30-263   0 
50-363   0 

HIOGINDDTHAM.A. 
HIG8INBOTHAM,A. 
HIGGINHOTHAM.L. 
HIOQIN8,  d.  C. 
HIOGIN8,  d.  C. 

79101B0229 
7910120231* 
79101B0302 
7910110943* 
7910170645" 

50-263   Q 
50-263   Q 
50-247   3 
50-334    Q 
50-247    Q 

HI  COINS,  J.  C. 
HIGOlNB.d.  C. 
HIOINBOTHAN,  H. 
HILL.  L. 
HILL.R.  M. 

7910090739" 
7910150117" 
7910320197 
7910320102 
7910090312* 

50-372   Q 
SO  -322    Q 
NUREG 
70-13QB 
PROJ 

H1LL.H.  d. 
HILLHAN,  R.  E. 
HILLMAN,  D.  R. 
HILLON.H.  D. 
HIND,  J.  A. 

7910100401* 
7910110327* 
7910010077* 
7910110737* 
79100306B4 

50-363    8 
50-319   H 
30-321    P 
CONTRACT 
50-293   Q 

HIND,  J.  A. 
HIND,  d.  A. 
HIND,  d.  A. 
HIND,  d.  A, 
HIND.  d.  A. 

7910010034" 
7910010019 

7910010063* 
7910010031 
7910040254 

50-3  1  3   0 
30-315   0 
50-366    a 
30-266   Q 
30-331    Q 

HIND,  d.  A. 
HIND,  J.  A. 

HIND,  J.  A. 
HINE8,  E. 
MINES,  E. 

7910040B6S* 
7910170013 
7910230616 
7910030S46* 

7910040082" 

30-331    Q 
50-313   0 
50-293   0 
50-341   ft 
90-34  t  .  Q 

HINEB.E. 
H1NEB.E. 
HINHICHS.  0. 
HINRICHSi  0. 
HIN3DN,  C.  S. 

7910240717 

7910310233 
7910170323" 
7910260453 
7910100035 

90-341   Q 
90-341   Q 
50-319   S 
50-319   S 
REOOD 

HINZE.W.  d, 
HIRSCH,  S.  I. 
HIBENBERQ,  A. 
HITE.Bid. 
HJELMFELT,  D.  C. 

7910030077 
79I02306B7* 
791  009049  t» 
7910230407 
7910310019 

NUREO 
90-275   G 
PROd   . 
90-3B9   8 
90-346   M 

HOADLEY,  S. 
HDADLEY,  S. 
HOADLEV,  8.  D. 
HDBSDN.  T.  W. 
HOBBON.  D,  0. 

7910190133* 
7910030413 
7910190133 

7910310438 
79100104B9 

XPOHTLIC 
XPOHTLIC 
XPDRTLIC 
PR 
RES 

AUTHOR 

ACCESSION 
NUMBER 

SUBdECT 
CATEQORY 

HODGES,  d.  U. 

7910020138* 

30-325 

D 

HaEFLING.R.  K. 

7910030767 

30-323 

G 

HOEFLINC.  R.  K. 

7910030775 

50-322 

0 

HQEFLING.R.K. 

7910090791 

5O-333 

C 

HaEFLINQ.R.  K. 

791009OO51 

5O-332 

G 

HOEFLING.R.H. 

7910090201 

50-322 

Q 

HOEFLINS.R.K. 

79101SO23B 

70-3633 

HOFFMAN,  U.  C. 

7910260277 

50-tBB 

J 

HOFFMAN.  D.  P. 

7910110096 

PR 

HOFFMAN,  D.  P. 

791001O21B 

50-255 

a 

HQFFHAN,  D.  P. 

7910050B24 

50-155 

Q 

HOFFMAN,  D.  P. 

7910160034 

90-235 

S 

HOFFMAN,  D,  P. 

7910030617 

50-155 

a 

HOFFMflN.  D.  P. 

7910050126 

50-235 

a 

HOFFMAN,  D.  P. 

7910020635 

50-235 

Q 

HOFFMAN,  D.  P. 

7  910030262 

50-299 

a 

HOFFMAN.  D.  P. 

7910020393 

30-295 

s 

HOFFMAN,  D.  P. 

79100303B9 

30-255 

S 

HOFFMAN,  D,  P. 

7910030390 

SO-255 

3 

HOFFMAN,  D.  P. 

791003O392 

5O-255 

S 

HOFFMAN,  D.  P. 

7910030472 

5O-233 

8 

HOFFMAN,  D.  P. 

7910150504 

50-155 

B 

HOFFMAN,  D.  P. 

7910190517 

30-159 

S 

HOFFMAN,  D.  P. 

7910190360 

50-333 

3 

HOFFMAN,  D.  P. 

7910190373 

50-353 

P 

HOFFMAN,  D.  P. 

7910220330 

50-155 

P 

HOFFMAN,  D.  P. 

791024D&16 

3-0-159 

P 

HOFFMAN,  D.  P, 

7910310317 

50-393 

K 

HQLCOMB.C.R. 

7910300096* 

CONTRACT 

HOLEMAN,  0.  R. 

7910310411 

REOOD 

HOLLAND.  K. 

791024O281* 

3O-330 

H 

HOLT,  P.  E. 

79  10250  166* 

QA999 

HOLT,  M.  S. 

7910350IB7 

50-317 

U 

HDLTON,  R.  L. 

791026O26D 

90-399 

0 

HDLYK,  H.  L. 

7910260173 

PR 

HOOD.  D, 

7910030B27 

50-339 

A 

HOOD.  D. 

7910300073 

5O-327 

A 

HOOD,  D, 

7910290239 

50-4  5B 

A 

HOOKER,  K. 

7910030069 

50-446 

G 

HOOKER,  K. 

7910020077" 

30-466 

ft 

HOOPER,  E.  F. 

7910090338 

50-3  5B 

G 

HOOVER,  R.L. 

7910020763 

71-IB2 

HOPPER,  C.  M. 

79101  1OSOO* 

70-33 

HOROOS.R.M. 

791011OU5 

PR 

HORN,  H.  C. 

7910220013 

PROJ 

HORNER.R. 

7910020729 

50-272 

G 

HD8EY,  C.M. 

'7910240336" 

30-2B1 

0 

HOSEY.C.M. 

791034O3I2* 

50-269 

Q 

H0SSLER,  D.  E, 

7910030O74 

50-3B9 

C 

HQSSLER,  D,  E. 

7910260179 

PR 

HOSELER,  D.  E, 

7910310449* 

90-2B9 

G 

HOUQHTQN.T.  C, 

7910020771 

3O-416 

A 

HOVIS.H.  L. 

7910240174 

5O-320 

G 

HOWARD.  R.E. 

7910250019" 

OA999 

HOWARD,  d.  E. 

7910020372 

5O-293 

H 

HOWARD,  E.  M. 

7910350020 

I&E 

HOWARD,  E.  M. 

7910Q9Q'Q46" 

BECY 

HOWE,  R. 

7910300,233* 

QA999 

HOWE.  R.     . 

7910300326" 

QA999 

HOWE.  P.  W. 

79101B0067 

30-400 

a 

HOWE,  P.  W. 

7910220919 

90-400 

0 

HOWE,  P,  W. 

7910240422* 

30-400 

0 

HOWE.  P.  W. 

7910340378" 

50-400 

0 

HQWELL,  L. 

7910030334 

PROJ 

HOWELU.  3.  H. 

7910310435* 

50-329 

a 

HOHELL,  5.  H. 

79100105B7* 

50-339 

Q 

KOWELL.  S.  H. 

791  02604  2B 

50-339 

B 

HDWELL,  S.  H. 

7910260030 

50-329 

B 

HOWELL,  B.  H. 

7910020101 

50-389 

R 

HOWELL,  S.  H. 

7910020402* 

9O-139 

P 

HOWELL,  S.  H. 

71  100204  9B 

5O-339 

B 

HOWELL,  S.  H, 

791  0020300* 

3O-329 

S 

HOWELL,  S.  H. 

7910050296 

SO-329 

A 

KOWELL,  8.  H. 

7910050331 

3O-339 

K 

HDWELL,  8,  K. 

7910160369 

30-339 

E 

HOWELL.  8.  H. 

7910160344 

9O-329 

S 

HOWELL,  S. 

79101B04BO 

BO-329 

S 

HOWELL,  S.  H, 

7910280337 

30-327 

a 

HOWELL,  B.  H. 

7910230270 

90-329 

s 

HOWELL,  S. 

79  102303  11 

50-329 

s 

HOHELL,  S.  H. 

7910240331 

50-329 

A 

HOWELL,  8.  H. 

7910340994 

90-329 

S 

HOHEUL.  S. 

7910300302 

50-329 

S 

HOWELLr  B.  H. 

7910300329 

90-329 

s 

HOWELL.  S.  H. 

7910310336 

30-329 

8 

440 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

HOHEtL.  J.  C, 
HOHLETT.O.  H. 
HDVLE,  D.  B. 
HOYLG,  J.  C. 
HOYLE,  J.  C. 

79  102304  17» 
7910230433" 
79  103001  4-1  B 
7910190432 
791  01  904  &2 

50-341         0 
50-336        R 
FOIA 
ACRS 
ACR5 

HOYLE,  J.  C. 
HDYLE,  J.  C. 

HDYLE,  J.  C. 
HDYLE,  J.  C. 
HOYLE,  J.  C. 

79101901A4 
7910190326 
7910190433 
7910190333 
7910190449 

ACRS 
ACR5 
ACRS 
ACRS 
ACRS 

HOVLE,  J.  C. 
HQVLE,  J.  C. 
HOVLE,  J.  C. 
HQVLE,  J.  C. 
HOVLE,  J.  C. 

79J01903E9 
7910190339 
791019033-1 
7910190350 
7910190336 

ACRS 
50-336        P 
ACRS 
ACRS 
ACRS 

HOVLE.  J.  C. 
HOVLE,  J.  C. 
HOYLE,  J.  C. 
HDYLE,  J.  C. 
HOVLE,  J.  C. 

7910190399 
79!  01  90362 
7910190420 
79101  70488 
7910190192 

ACRS 
30-437        A 
ACRS 
ACRS 
ACRS 

HOVLEj  J.  C. 
HOVLE.  J.  C, 
HOYLE,  J.  C. 
HOYLE,  J.  C. 
HUVLE,  J.  C. 

7910190479 
791131  9049H 
7910190504 
7910190334 
791019046B 

ACRS 
ACRS 
ACRS 
ACRS 
ACRS 

HOYLE,  J.  C. 
HDVLE.  J,  C. 
HOYLE,  J.  C. 
HQYLE,  J.  C. 
HQVLE,  J.  C. 

7910190406 
79£O190fl73 
7910170490 
79101901B5 
791019047B 

ACRS 
ACRS 
ACRS 
ACRS 
ACRS 

HOYLE.  J.  C. 
HOYLEr  J,  C, 
HOVLE,  J.  C. 
HQYLE,  J,  C. 
HOYLE,  A. 

7910I904BH 
7910190403 
7910190325 
7910350402" 
7910010691 

ACRS 
ACRS 
ACRS 
50-409        P 
CONTRACT 

HQVLE,  A. 
HOVLE,  J.  C. 
HOYLE,  J.  C. 
HOYLE,  J.  C, 
HOYLE.  J.  C, 

79100907B3 
7910020641 
7910170494 
77101704S9 
7910170515 

CONTRACT 
PRM 
50-330        0 
50-320         D 
SO  -3  20        0 

HOYLE,  J.  C. 
HQVLE,  J.  C. 
HOYLE,  J,  C. 
HOYLE,  J.  C. 
HOYLE,  J.  C  . 

7910170530 
79101703IS 
7910170236 
7910050673 
7910170434» 

SO-  320        0 
50-320        0 
50-320        0 
90-4B3        G 
50-330        P 

HDYLE,  J.  C. 
HOYLE,  J. 
HQYLE,  J.  C. 
HQYT,  W.  B, 
HOYT,  K.  R. 

7910170292 
7910030679 
7910320197 
7910230416 
791017047O» 

50-320        0 
PROJ 
30-523        G 
WASTE   MGT 
50-320        H 

HUB£ft,  P.  H. 
HUETER,  L.  J. 
HUFFQRD,  H.  N. 
HUFtfAM.  J.  W. 
HUFHAM,  J.  W. 

7910100712 
7910010aS7n 
7910250646 
7910010134* 
791O2S0070U 

NUREO 
30-254         0 
PROJ 
50-335        G 
50-321         Q 

HUFMWJ,  J.  H. 
HUGHEY,  J.  0. 
HUOHEY,  J.  0. 
HUOHEY,  J.  O. 
HUGHES,  J- 

7910020229* 
79  1030028  B 
791030D2B3 
7910300383 
7910240043" 

50-2BO        (1 
50-451        0 
50-154         G 
50-454         0 
50-35B        0 

HULL.  &.  S. 
HULMAN,  L.  0. 
HUMPHREYS,  L.  L, 
HlfNNICUtT.  B.  H. 
HUNNICUTT.D.M. 

7910030766* 
7910090577 
7910300343" 
7910260473* 
791O290259" 

OBO 
50-10           P 
50-43B        A 
NUREC 
QA999 

HUNNJCUTT.D.  M. 
HUNNICUTT,  D.  M. 
HUNNICUTT.  D.  M. 
HUNNICUTT.  D.  H. 
HUNNICUTT,  B.  E. 

7910170064* 
791030034O* 
79102500&8* 
79101  B0363* 
7910250169* 

QA999 
OA999 
QA999 
OA999 
QA999 

HUHN1CUTT-D.  M. 
HUNNICUTT,  D.  M. 
HUNNICUTT,  D.  M. 
HUNNICUTT,  D.  H. 
HUWNICUTT.D.  M. 

7910250571* 
7910190093* 
7910B50227* 
791O1B0251* 
791O25017ib* 

OA999 
QA999 
OA999 
QA999 
QA999 

HUNWIOJTT,  D.  M. 
HUNNICUTT.  D.  H, 
HUNNICUTT,  D.  M. 
HUMNICUTT,  D.  M. 
HUNNICUTT,  D.  M. 

791Q1BOB53* 
7910010121* 
7910350019* 
791O23013S* 
79I02S0400* 

QA'!99 
OA799 
OA997 
OA999 
QA999 

HUNNICUTT,  D.  M. 
HUNSTAD,  A.  A. 
HUN3TAD.  A.  A.       . 
HUNT,  M.  V. 
HUNT,  M.  D, 

7910230341  * 
79101S04B9" 
7910090362*1 
7910260133 
79  1002043  1» 

QA799 
SO-2BH        R 
50-306       S 
XPORTLIC   • 
30-369        Q 

AUTHOR 

ACCESSION 
NUMDER 

SUBJECT 
CATEGORY 

HUNT,  M.  D. 

7910250544* 

50-369    0 

HUNTER,  R.  S. 

7910100101 

30-313    P 

HUNTER,  R.  S. 

7910100349 

50-315    P 

HUNTER,  R.  S. 

7910100447 

50-315    Q 

HUNTER,  V.  H. 

7910030333" 

QA797 

HUNTER,  V,  H. 

7910170024" 

OA779 

HUNTER,  V.  H. 

79101B0291* 

OA979 

HUNTER,  V.  H. 

7910250369* 

QA979 

HUNZINGER.W. 

791O17043B 

PR 

HURST.  A. 

7910330003 

50-239    O 

HUH9T.  R.  M, 

7910260166 

PR 

HURST.  J.  B. 

79103601  Bl 

PR 

HUTCHISON,  J.  E. 

79102303B3 

HASTE  MGT 

HUTCHISON,  R.  S. 

7910170472* 

30-320    H 

HUTMrtCHER,  E.  S. 

7910330049 

NUftEQ 

HUTSQN,  T.  W. 

791003073B* 

50-50S    Q 

HUTSON,  T.  W. 

7910240110* 

50-275    (1 

HYLAND.P, 

7910230126 

WASTE  MOT 

IANNI.P.  W. 

7910170139* 

TOPREP 

IANNI.P.  W. 

7910170130" 

TOPREP 

ILLJES,  T.  E. 

7910170460" 

50-32O    H 

INDVKE,  C. 

791010067B 

30-396    0 

INQEBRISTSON,  D. 

7910030653" 

50-344    0 

IWQUYE.E, 

7910170122 

50-309    G 

IPPOLITO.  T.  A. 

7910100076" 

50-230    P 

1PPOLITO.T.  A. 

7910100100" 

50-220    P 

IPPOLITD,  T.  A. 

7910090576 

50-324    P 

1PPOUITO,  T.  A. 

791  00  10278 

50-378    P 

IPPOLITO,  T.  A. 

791  00306  5? 

30-333    P 

IPPOLITO,  T.  A. 

7910030765 

50-333    P 

IPPOLITO,  T.  A, 

7910030637 

30-359    P 

IPPOLITO,  T.  A. 

7910010317 

30-321    P 

IPPOLITO.  T.  A. 

7910010319* 

50-321    P 

IPPOLITO,  T.  A. 

7910010332" 

30-321    P 

IPPDLITQ.T.  A. 

7910030609 

50-334    P 

IPPQLITO.  T,  A. 

7910030613 

50-333    P 

IPPQLITO,  T.  A. 

7910030649 

50-321    P 

IPPOLITO,  T.  A. 

7910030015 

30-237    Q 

IPPOLITO,  T.  A. 

7910240639 

50-234    P 

1PPDLITD.T.  A. 

7910070433 

50-277    P 

IPPQLITO,  T,  A. 

7910090431" 

50-277    P 

IPPQLITO,  T,  A, 

7910090436" 

50-277    P 

IPPOLITO,  T.  A. 

7910090553 

30-277    P 

IPPOLITO,  T.  A. 

791Q090S3B* 

50-377    P 

IPPOLITO.T.  A. 

7910090567* 

50-277    P 

IPPOLITO.  T.  A. 

7910100136 

50-239    P 

IPPQLITO,  T.  A. 

7910090009 

30-270    P 

IPPOLITO,  T.  A. 

7910090012* 

50-29B    H 

IPPOLITO.T.  A. 

79I009001SU 

50-27B    P 

IPPOLITO,  T.  A. 

7910320313 

50-293    P 

IPPGLITO,  T,  A, 

7910220316 

30-249    P 

IPPOLITO,  T.  A, 

79  1022031  B 

30-220    P 

IPPOLITD,  T.  A. 

7910320320 

50-324    I' 

IPPQUTO,  T.  A. 

7910220331 

30-263    P 

IPPOLITO.T.  A. 

79103203B1 

30-321    P 

IPPQLITO,  T,  A. 

7910S303BS 

50-354    P 

IPPOLITO.T.  A, 

7910220391 

SO-29Q    P 

IPPQLITO,  T.  A, 

791009029Q 

30-277    P 

IPPOLITO,  T.  A. 

7910090273" 

30-277    P 

IPPDLITO,  T.  A. 

7910090277" 

30-377    P 

IPPOLITO,  T.  A. 

7910100010 

50-276    P 

IPPOLITO.T.  A 

7910090490 

50-277    P 

IPPOLITO.T,  A. 

79I009049B" 

50-377    P 

IPPOLITO.T.  A. 

7910090506* 

50-277    P 

IPPOLITO.  T.  A. 

7910070440 

50-366    P 

IPPDLITD,  T.  A. 

7910070444" 

50-366    P 

IPPOLITO.T,  A. 

79101G0344 

SO-325    P 

1PPOLITO,  T.  A. 

79101B0343* 

50-323    P 

IPPOLITO.T.  A. 

7910130636 

30-271    P 

IPPOLITO,  T.  A. 

7910230146 

30-333    P 

IPPDLITO,  T.  A. 

7910130641 

30-331    P 

IPPOLITO,  T.  A. 

7910130209 

50-321    P 

IPPOLITO,  T.  A. 

7910190213" 

30-331    P 

IPPOLITO,  T.  A. 

7910190323* 

30-321    P 

IPPQLITO,  T.  A. 

7910340002 

50-259    P 

IPPQUTO,  T.  A, 

7910330130 

30-377    P 

IPPOLITO,  T.  A. 

7910240216 

50-377    P 

IPPOLITO.T.  A. 

7910H30139 

30-324   P 

IPPOLITO.T.  A. 

7910290197 

50-320   P 

IPPOLITO.T.  A. 

7910290202* 

30-230   P 

IPPOLITO.T.  A. 

7910270205* 

50-220    P 

IPPOLITO,  T,  A. 

7910260016 

30-359   P 

IPPOLITO,  T.  A. 

7910260021* 

50-239   P 

IPPOLITO,  T,  A. 

79  J  0260026* 

50-359   P 

IPPOLITO,  T.  A. 

7910260134 

50-324   P 

ACCESSION 

8UBJE 

AUTHOR 

NUMOER 

CftTEG 

ITKIN,  I. 

791OH3O1A!) 

HASTE 

JABDDUR,  K, 

791OO1OSOO 

50-29 

JABBCUR,  K. 

7  9  1  0  1  &Q3  S3 

50-306 

JADLGN,  R.  A. 

7910:320409 

3O-443 

JACKSON,  F.  D. 

j  TS  i  o  1  iQ  tt^l  El 

40-449 

JACKSON.  C. 

7*3lQQ3Qn7  1 

71-903 

JACKSON,  R.  W. 

79  1  GO  1  0  1  Oi« 

OA997 

JACKSON,  J.  D. 

79102^0^*^ 

I'ROJ 

JACKSON,  T.  J. 

79lQOtO3  1  £1" 

90-4  la 

JACKSON,  R.  E. 

*ft?Q*?Q7Q  1  -l^i 

00-400 

JACKSON,  R,  E. 

7*?I0OJ1  Q>124* 

30-400 

JACKSON,  H,  E. 

7<71OO3OF)'J7 

90-400 

JACKSON,  R.  E. 

791OO1O3B7 

90-400 

JACKSON,  R.  E. 

79LOl-ft-O-^1& 

30-267 

JACKSON.  R.  E. 

7*7  1  O^  3-Q1^  *l  ** 

30-400 

JACOBS.  5.  IB, 

7*?1  CKJlQ1*^'' 

DEOOD 

JACOBS,  A. 

7910010210 

JACOBS,  A. 

791O12OD33 

CONTRA' 

JACOBS,  A 

79  1O  1  VOOU7 

CONTRAC 

JACOBS,  A, 

79101  7004:2 

CONTRAC 

JACOBS,  A. 

791O1-71HO3 

CDNTF1AC 

JACOBS.  A. 

791O3OOOV1 

CONTRAC 

JACOBS,  A. 

791  OtJ-D-02'1'1 

CONTHAC 

JAFT,  J. 

791  O32QQfl3 

30-407 

JAKUBEK,  J.  J, 

791Q030SV9 

XPOIITLI 

JAMES,  0.  K. 

791OO'?O3B:i* 

50-251 

JAMES,  J. 

791OHHO147 

70-143 

JAMES,  J. 

791O2SO020 

II.E 

JAMQOCH1AN,  M.  T. 

791OOHO^>1B» 

IOCFH 

JANACEK,  R.  F. 

791OOQO394 

SO-337 

JANECEK.R.  F. 

79  1  QO2O373 

50-254 

JANECEK.R.  F. 

7910OKO379 

so  -a  si 

JANECEK,  R.  F. 

791  Ol  "70412 

30-254 

JANECEK,  R.  F. 

791QOW34H 

SO-237 

JANECEK.R.  F. 

791O12O31A 

50-237 

JANECEK,  R.  F. 

7910220337 

50-10 

JANECEK.R,  F. 

7"71OE!3Oy7tt 

30-10 

JAPE,  F. 

791OOSO3IB* 

30-267 

JARRELL.  D.  D. 

791O2AO171 

NUHEO 

JASKE.  R.  T. 

7910HAO4XI 

REGOD 

JAVAOI,  Y.  B. 

77101UO713 

NUREG 

JAVNER,  J.  H. 

79101  aooi  31* 

70-R20 

JEFFERS.  J, 

791O1  E1O4?1« 

90-373 

JEFFERSON,  R.  M. 

79O4?a3O333 

PR 

JENKINS,  H. 

791Ol€3Oir37" 

30-324 

JENKINS.  H.  D. 

79ioaaaona" 

50-339 

JENKINS,  H   D. 

79iOa3OO40» 

90-330 

JENKINS,  fl.  R. 

79LO1  QDA3tl» 

90-200 

JENKINS.  0.  R. 

791OaiO2'H6i" 

30-381 

JENKINS,  H.  D. 

791O1  1QJ-1O* 

50-303 

JENRGTTE,  J.  W. 

7910310ir.0» 

COMMIG3 

JENS,  U.  H. 

7910110^14 

90-341 

JENS,  H.  H. 

79  ioa2o;ia& 

30-341 

JERNIQAN,  E.  P. 

79  LOa*?QO;j9it 

90-2B9 

JOHANSSON.  W.  N. 

79100^0394 

PR 

JOHN,  0.  F. 

79ioaao39t 

!}0~44!> 

JOHNSON,  R. 

791  OJ  1O374 

FOIA 

JOHNSTONS,  M.  C. 

791O1  IO13S 

PR 

JOHNBRUD,  J.  H, 

79O73OO147 

F01A 

JOHNSRUO.  J.  H. 

7910100^39 

90-2Q9 

JOHNSRUD,  J.  H. 

7910230333 

30-307 

JOHNSRUD,  J.  H. 

79102SQ370 

30-337 

JOHNSRUD.  J.  H. 

50-209 

JOHNSON,  B. 

791OO'1Oia7 

9O-434 

JOHNSON,  B. 

7910J-?atOO 

FO1A 

JOHNSON,  C. 

791OO1OIO1 

90-466 

JOHNSON,  C. 

79JOO<?OI9Q 

SO-466 

JOHNSON,  C. 

791O190140 

90-466 

JOHNSON,  0.  U. 

79101  1O145 

71-23H 

JOHNSON,  R.  L. 

791O31OOOA 

NUREO 

JOHNSON,  B,  0. 
JOHNSON,  N.  R. 
JOHNSON,  D.  L. 
JOHNSON,  V.  L. 
JOHNBON,  V.  L. 

7910020393* 
79JQ1OO&31 

791017036B* 

90-234 

XPORTLIC 
40-299 
30-320 
90-320 

JOHNSON,  V.  L. 
JOHNSON,  T.  P. 
JOHNSON,  0.  L. 
JOHNBON,  H.  P, 
JOHNSON,  W.  P. 

791OaiO179» 

791Qasoa74ft 
79  1  0  1  0  O  337 
7910330334 

30-330 
50-33B 
30-331 
30-309 

30-30? 

JOHNSON,  R.  S. 

791O33 

JOHNSON,  R.  S. 
JOHNSON,  R.  U. 

79ioaaoa?a 

90-302 
30-363 

JOHNSON,  R.  U. 
JOHNSON,  R.  W. 

7910O3O3QB 
791  0030  &Q6» 

90-344 

50-344 
50-314 

PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATE8DR1 

f 

JOHNSON,  R.  H- 
JOHNSON,  M.  C. 
JOHNSON,  M.  C. 
JOHNSON,  M.  C. 
JDHW3DN,  M.  C. 

7910330376 
791004Q069 
7910250310* 
7910100333 
79I019035H 

50-314 
50-393 
90-395 
50-395 
3O-393 

Q 

a 
a 

3 
B 

JOHNSON,  H.  F. 
JOHNSON,  W.  G. 
JOHNSON,  J. 
JOHNSON,  D.  F. 
JOHNSON,  D.  F. 

791024-0736 
7910010331 
791Q1B0514 
7910120176* 
791OO90393* 

REGGD 
NUflEG 
3Q-2B6 
50-317 
90-317 

S 
Q 

a 

JOHNSON,  D.  F. 
JOHNSON,  W.  D. 
JOHNSON,  J.  M. 
JOHNSON,  R.  E. 
JOHNSON,  R.  E. 

7910310114* 
791Q09076B9 
79101H0313* 
791O2204S3 
7910220307 

50-317 
5O-313 
OA999 
GEN    TEC 
OEM    TEC 

a 

Q 

IS 
IS 

JCMES.P. 

JCNEB.,0.  L. 
JGNEB.W.  C. 
JONEB.H.  C. 
JONES-  M.  C. 

7910030071 
7910090303 
7910050437 
7910150034 
79  1O1  60033 

PR 
PR 
50-283 
50-285 
50-283 

a 
a 
a 

JDNES.W.  C. 
JONES,  M.  C. 
JONES,  H,  C. 
JONES,  H.  C. 
JONES,  W.  C. 

791OI50620 
79  1  0040373 
7910030402 
7910120211 
79  1010  OSS  3» 

50-285 
50-285 
30-293 
50-285 
SO-2B3 

a 

F 
P 
Q 
P 

JONES,  M.  C. 
JONES,  U,  C. 
JONES,  H.  C. 
JONES,  H.  C, 
JO  NEB,  O.  C. 

79101AO'313 
7*10220492 
7910300335 
7?10300310 
7910170195 

SO-2Q5 
50-205 
50-203 
5Q-3B3 
RES 

R 
P 
P 
F 

JONES,  a.  c. 

JONES.  0.  C. 
JONES,  D.  W. 
JONES,  D,  N, 
JONE8,C,  E. 

7910170903 
7710170509 
79100S010B* 
7710170052* 
79100S050(.* 

REE 
REB 
70-143 
70-27 
50-546 

a 

JONES,  C.  E. 
JQOSt-EN,  J.  K 
JORDAN,  H,  S. 
JORDAN,  H.  3. 
JORDAN,  W.  9. 

7910240219" 
7910150569* 
7910Q9Q2B1* 
7710300031 
791Q1B0303 

50-  546 
90-293 
90-413 
50-289 
9O-2Q9 

a 

3 
O 
G 
G 

JORDAN,  E.  D. 

JORDAN,  E.  [>, 
JQflDAN,  E.  &. 
JORDAN,  W.  S, 
JORDAN,  W.  S. 

7910110364* 
7910110339 
7910100321 
7910090281* 
791O3OOO31 

SO-77 
3O-77 
50-77 
30-443 
50-369 

P 
P 
P 
0 
O 

JORDAN,  U.  S. 
JORDAN.  R.  U. 
JQRDAK.  J. 
JORDAN,  W.  H. 
JORDAN.  E.  L. 

791O1303O3 
7910260135" 
79102505B-2 
7910170577 
7910030096 

50-3B9 
XPCRTLIC 
71-391 
30-382 
5O-31& 

0 

G 

P 

JORDAN.  E.  L. 
JORQENSEN.B.  L. 
JOHQEfJSEN,  D.  L. 
JOVCE,  J.  J. 
JOVNER,  J.  H. 

7904130330" 
791024016,5" 
79102500440 
7910220455 
791O2900B1" 

90-133 
90-255 
50-255 
7O-130S 
70-37J 

Q 
Q 
Q 

JOVNER,  J.  H. 
JOVNER,  J.  H, 
JOVNER,  J.  H. 
JQYNER,  J.  H. 
JOYNER.  J.  H, 

791  02.901  G5» 
7910120521* 

7910310013B 
791031  0074" 
7910310036* 

70-33 
70-69B 
70-020 
70-1143 
SO-S 

Q 

JQYNER,  J,  H. 
JQYNER,  J,  H. 
JUDEL,  0. 
JULIAN,  C,  A. 
JULIAN,  C, 

7910090789* 
7910090799" 
7910330431 
7910030773" 
7910090146* 

70-135 
7O-364 
SO-225 
50-H45 
SO-259 

J 
G 

a 

KAHLE.  J.  B. 
KAISER.  K,  H. 

KALIVIANAK1B,  M. 
HALIV1ANAK15,  N. 
KAL1VIANAK.IB,  H. 

79t004016a» 
79  10  3904  98 
7910030379 
791O230715» 
7910100175 

70-1319 
MURES 
71-91O3 
30-2S4 
30-365 

p 

B 

HALIVIANAKIS.N. 
KALIV1ANAKI8,  N. 
KALIVIANAKIS.N. 
HAUVIANAKIS,N. 
KALWIANAK1S.N. 

7910130542 
7910390144 
7910190300 
7910160479 

791O  190367 

50-365 
71-901O 
90-354 
SO  -234 
30-265 

1  s 

P 
R 
B 

KALMANr  J. 
KALMAN,0. 
K  ALT-MAN.  M. 
KALTMAN.M. 
KAMMERER.C. 

7910240390 
7910010602* 
7710220342 
7910220344 
7910330*40 

5O-32O 
5O-272 

50-3HO 
5O-33O 
PROJ 

O 
Q 
H 
H 

KAN  A,  D.  D. 
KANAK.  K.  R. 
KANE,  J.  D. 
KANE.  W.  F. 
KAPLAN,  A.  L. 

79  lOl  00707 
791O30QS46 

791003QSO7* 
7910040539 
791O2604Q1 

NUREO 
RES 
FOIA 
TOPREP 
70-1113 

AUTHQB 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

KAPLAN,  A.  L. 

79  103404  B3» 

70-1113 

KAPLAN,  A.  L. 

791O3103B4 

70-1113 

KAPLAN,  D.  S. 

791O230665 

50-312         0 

KAPLAN,  D.  S. 

7930110196 

50-31  a         O 

KAPLAN,  D.  S. 

791O11O210 

3O-312         -0 

•KAPLAN,  D.-B. 

7910030O39 

5O-312         -0 

KAPLAN,  D.  8. 

7910090374 

50-313         0 

KAPPLE,  A.  W. 

791011034.  S# 

30-272         S 

KAPPLE,  A.M. 

7910150579" 

50-273         S 

KAPPLE,  A.  W. 

7910160404" 

50-373         3 

KAPPLE,  A.  VI. 

7910160453" 

50-273         3 

KAPPLE,  A.M. 

7910190430" 

30-273         B 

KAPPLG,  A.M. 

7910240538" 

50-273         S 

KAPR1ELIAN,  E.  F. 

7910030O13" 

PfiOJ 

K  An  MAM,  hi. 

79  1  OO2O6S2 

30-134         0 

KARHAM,  M. 

7910220397 

50-436         0 

HASH  I,  Q.  H. 

791O1802O7 

50-239         0 

KASHI,  Q.  M. 

7910300447 

50-3B9         0 

KATO.A, 

791032029B 

XPORTLIC 

KATO,A. 

791O22O3O1 

XPOftTLIC 

KATO.A. 

7910220397 

KPOHTLIC 

KATO,  A. 

791  023039H 

XPOHTLIC 

KATO,  A. 

7910220102 

XPOJiTLIC 

KATO,  A. 

791D22O103 

XPOJ1TLIC 

KAUFHftNN.  R. 

79  1  0260207 

40-8747 

KAUFMANN.  R.  8. 

7910250141" 

40-3747 

KAWULft,  L. 

7910230279" 

30-24.7         R 

KEARNEV.  J,  J. 

7910110186 

PR 

KECK,H.  S. 

7910360140 

PR 

KECK.H,  S. 

7910110417 

50-239         0 

KECK,H.  S. 

791OS4D2H6 

SO-3H9         0 

KECK.H.  S. 

7910210319 

5O-3H9         O 

KEENAN,  n.  P. 

79100101  10 

XPORTLIC 

KEENAN,  R.  P. 

79I00303B5 

XPORTL1C 

KEENrtN,  R.  P. 

7910020714 

XPORTLJC 

KEENAN,  R-  P. 

7910020716 

XPORTLIC 

KEENAN,  R.  P. 

79  1  O03O2Oa 

XPORTLIC 

KEENAN,  R.  P. 

79  1  0030221 

XPORTLIC 

KEENAN,  R.  P. 

79  1  00207  1  1 

XPORTLIC 

KEENftN,  R.  P. 

7910030333 

XPORTLIC 

KEEMftN,  R.  P. 

7910290107 

XPORTLIC 

KEENAN,  T.  D. 

7910300362 

3O-271         P 

KEEfJrtN,  T.  D. 

7910100134 

TOPREP 

KEENftN,  T.  D. 

79  1  0100393 

TOPREP 

KEENAN.  T.  D. 

79  1  0230474 

50-371         P 

KEENAN,  T.  D. 

791O290at7 

50-271         P 

KEENE,  H.  E. 

79IO1103M* 

50-77           P 

KEEP  I  NO,  H, 

79IOOS0015 

30-376        G 

KEEPING,  14. 

7910050017" 

50-59fc        0 

KEEPINO.H. 

7910090712 

30-396         A 

KEEPlNOiW. 

7910O9O71A" 

30-396        A 

KEHGE,  D. 

791  0160163* 

50-219         0 

KEIMIO.  R,  K. 

7910240132 

50-320         B 

HEIMIB,  R. 

79101B0514 

50-HB6         B 

KEIMIO,  H,  R. 

7910090011" 

30-213         a 

KEima.  R.R. 

7910150073" 

50-244         0 

KEIMIO,  R.  R. 

791012O17B* 

SO-317         0. 

KEIMIS,  R.  R. 

7910090754* 

50-334         a 

KEIMIO,  R.  R. 

7910090393K 

50-317         0. 

KEIMIO,  R.  R. 

7910D9001BI* 

90-309         0 

KEIMIO,  R.  R. 

79  1  0090-7310 

SO-  272         fl 

BEIMIO,  R.  K. 

7910310-114" 

50-317         H 

KEIMIO,  R.  R. 

7910390350" 

30-2B&         0 

KEIMIO*R.  R. 

7910290035* 

50-309         0 

KEIMIO,  R.  R. 

791O29O04I* 

30-296         0 

KEIMIO,  R.  R, 

79102900H4I 

30-247         0 

KEIMIQ,  R.  R. 

7910290QBB* 

30-247         0 

KELBER.C.M. 

7910120300* 

50-369         0 

KEI.LEY.D.  L. 

79102B0473* 

50-395         0 

KELLGY,  D.  L. 

7910090772ft 

50-295        a 

KELLEY,U.  D. 

7910040-361* 

QA999 

KES-LEV.H.D. 

791O1BO609* 

QA999 

KELLEY,H.  D. 

79103S0467* 

QA999 

KELl.EV,J.  L. 

791O2AO246* 

50-549        0 

KELLOCO.  P.  J. 

79102BO075* 

50-33B         Q 

KELLOOQi  P.  J. 

79100306&Q* 

50-62           Q 

KELUOGOiP.  J. 

791017O540 

30-33B        B 

KELLDOO,  P.  J. 

79101706U 

30-338         3 

KELLDQO.P.  J. 

79102SO037 

30-261         S 

KELLOGG,  P.  J. 

79L002-030S* 

50-338         d 

KELLOGO,P.  J, 

7910QHOQ59* 

30-338         Q 

KELLOOO.P.  J. 

791004O20B* 

SO-33B         Q 

KELLOGQ.P.  J. 

79LOI60347* 

30-200        0 

KELLOOO.P.  J. 

791019004  S* 

50-261         Q 

KEtLOSO.P,  J. 

791O1B0333* 

BO-324        Q 

AUTHOR 

ACCESSSON 
NUMBER 

SUBJECT 
CATEGORY 

KELLQ90,P.  J. 

7910190037* 

50-33B 

KELLOGG.  P.  J. 

7910250025» 

30-302 

KELLOOO.P.  J. 

79102  504B4* 

50-302 

HELLY,  J,  A. 

7909270563 

GF1G 

KELLY,  R.  J. 

79100301BO 

PR 

KELLY,  R.  J. 

7910090339 

50-366 

KELLY,  R.  J. 

7910110399 

30-33> 

KELLY-  R.  J. 

7910150583 

30-366 

KELLVpR.  J. 

7910250366 

50-366 

KELLY,  R.  J. 

7910250363 

30-321 

KELLY,  R.  J. 

7910300316 

30-331 

KELLY,  ».  L. 

79IO27O063* 

30-235 

KELLY,  U    D. 

79101A030B« 

OA999 

KEMPER.  R.  M. 

79  10030374  » 

TOPREP 

KEMP  IN.  K. 

791021037911 

30-10 

KENER6CM,  D.  A. 

7910300116I) 

FOIA 

KEMERSOM,  D.  A. 

7910300121" 

FOIA 

KEMERSCH,  D.  A. 

7910300136" 

FOIA 

KENER&OM,  D.  A. 

7910300130" 

FOIA 

KE«NA,H.  B. 

7910020163 

SO-335 

KEMMAr  W.  D. 

79101G0405 

30-335 

KENNA,H.  3. 

79102  20451 

70-143 

KEUNA,U.  3. 

7910050106^ 

70-143 

KENMA,H.  3. 

79  1024069  lit 

70-1113 

KENNA.U.  !1. 

7910040090" 

70-143 

KENWA.H.  B. 

7909280070 

70-143 

KEKMA.U.  B. 

791  0240696* 

70-1113 

KENWA.W.  3, 

7910020324" 

70-143 

KENNA.tJ.  D. 

7910170049 

70-27 

HENNrt.W.  3. 

79101B0267 

70-143 

HENWA.W,  3. 

79101B0530* 

50-321 

KEHWA,U.  3. 

7910030206 

70-143 

HENNA,  W.  B. 

79100SOOB9 

70-  1  43 

MENNA.U.  3. 

7910240351* 

70-1201 

HENWA.U.  B. 

79101B023S 

70-143 

HENNA.  W.  3, 

79101BQ516 

50-331 

HENNA,  W.  B. 

79102  40&BO 

70-1113 

HENNA.  W.  B. 

79102  6OH2 

70-143 

KENNA.  tF.  B. 

7910S4032B 

70-1301 

KENNA.W.  B. 

7910240361* 

70-1201 

KENNEDY,  B. 

791023039B 

HASTE   MOT 

KENNEBY.  R.  T. 

7910170271 

50-3SD 

KENNEDY,  R.  T, 

7910040347 

30-33B 

KENNEDY,  S.  T. 

7910190192 

50-320 

KENNEDY,!?.  T. 

791O17O426 

10CFR 

KENNEDY,  R.  T. 

7910170440 

50-320 

KENNEDY,  J.  T. 

7910300040 

10CFH 

KENNEKE.  A. 

791031014B* 

10CFR 

KENRJCK,  J.  R. 

791016OO71 

80-437 

HEPFDHD,  C. 

7910190230 

50-320 

KEPFOfID,  C. 

7910180239 

5Q-2B9 

KEPFDHD,  C. 

7910230333 

30-387 

KEPPLER,  J.  G. 

7910330229 

50-331 

KEPPLEff,  J.  fl. 

7903010177 

PT9 

KEPPLEff,  J.  0. 

791029047B* 

30-440 

KEPPLER,  J,  G. 

79101  10101*- 

FOIft 

KEPPLER,  J.  G. 

79100403  1O 

SO-301 

KEPPLE.R.  J.  0. 

7910110240" 

FOIA 

KGPPLER,  J.  G. 

7910090026 

50-5BO 

KEPPLER,  J.  G. 

7910010032 

SO-341 

KEPPLER,  J.  D. 

7910030845 

SO-253 

KEPPLER,  J.  0. 

7910050219 

50-546 

KEPPLER,  J.  G. 

7910030549 

4O-3372 

KEPPLER,  J.  0, 

79IOQSOS53 

70-36 

KEPPLER,  J.  0, 

7910030383 

50-364 

KEPPLER,  J.  0. 

791005Q33i. 

70-122O 

KEPPLER,  J.  0. 

79IO05059B 

70-1489 

KEPPLER,  J.  0. 

79IO030559 

70-92B 

KEPPLER,  J.  0. 

7910030563 

50-87 

KEPPLER,  J.  0. 

791O090003 

50-263 

KEPPLER,  J.  0. 

7910090499 

30-  Hi, 

KEPPLER,  J.  0. 

7910090301 

5O-294 

KEPPLER,  J,  G. 

7910090502 

70-132 

KEPPLER,  J,0. 

791  009030* 

30-182 

KEPPLEH,  J.G, 

7910090S03 

70-153 

KEPPLEH,  J.G. 

7910090B07 

30-1  5t 

KEPPLEH.  J.  0. 

7910090509 

30-2 

KEPPLER.  J.  O. 

7910070512 

30-123 

KEPPLER,  J.  0. 

7910090513 

30-186 

KEPPLER.  J.  O, 

7910090514 

30-IS6 

KEPPLER,  J.  O. 

7910090317 

50-315 

KEPPLER,  J.  O. 

7910090921 

50-10 

KEPPLER,  J.  O. 

7910090535 

30-155 

KEPPLER,  J.0. 

7910090537 

SO-409 

KEPPLGfl,  J.  0. 

7910090S39 

SO-331 

442 


PERSONAL  AUTHOR  INDEX 


AUTHOR 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

AUTHOR 

ACCESSION              SUBJECT 
NUMBER                   CATEQCRV 

KEPPLER,  J.  0. 

7910090530           50-346        a 

KEPPLER.  J.  G. 

7910020142           50-150         Q 

HIEPFLER,  J.  0. 

7910090332           50-266        0 

KEPPLER,  J.  0. 

7710030130           30-193         0 

KEPPLER.  J.  0. 

7710Q9O534           50-305        O 

KEPPLER,  J.  0. 

7910020152           50-151         Q 

KEPPLER,  J.  0. 

7910090535           70-B 

KEPPLER.  J.  G. 

7710030154           50-2              Q 

KEPPLER.  J   0. 

771C03Q07B           SO-3SB        0 

KEPPLER,  J.  0. 

7710020157           30-123         0. 

KEPPLER.  J.  0. 
KEPPLER,  J.  0, 
KEPPLEfl,  J.  0. 
KEPPLER.  J.  0. 

7910090149           50-315        Q 
7910090151            50-395        0 
7910090153           50-1O           Q 
7910090158           50-35Q        Q 

KEPPLER.  J.  0. 
KEPPLER.  J.  0. 
KEPPLER,  J.  8. 
KEPPLEH.  J.  G. 

7910030160           30-1B6         Q 
7910020163           50-156         Q 
7910030172           30-315         Q 
7910020176           50-10           Q 

KEPPLER.  J.  0. 

7910090160           50-44O        Q 

KEPPLER,  J.  0. 

771002Q1B5           50-35B         Q 

KEPPLER.  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  C 
KEPPLER,  J.  S. 
KEPPLER.  J.  C. 

7910090163           50-155        0 
7710Q9016B           30-253        Q 
7910090174           50-339        Q 
7910090177           50-409        0 
791O0901S1            50-341         0 

KEPPLEfl,  J.  G, 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLEfi,  J.  G. 
KEPPLER,  J.  0. 

79I002O1BB           50-44O         Q 
7910020191            5O-327         0 
7910020193           50-135         Q 
7910020196           50-409         Q 
7710020177           30-341         0 

KEPPLER,  J.  0. 
KEPPLER.  J.  0 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER.  J.  0. 

7910090182           50-331         Q 
7910090183           50-461         0 
7910070166           50-367        Q 
79100901B9           SO-363        Q 
7910070191            50-362        0 

KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER.  J.  G. 
KEPPLER,  J.  G. 

7710020197           50-331         Q 
7710020204           50-461         Q 
7910020213           30-367         Q 
7710020213           30-263         fl 
77  100202  IB           50-346         G 

KEPPLEH,  J.  0, 
KEPPLER,  J.  0. 
KEPPLER,  J.  Q. 
KEPPLER,  J.  G. 
KEPPLER,  J   0. 

7910090196           SO-4B4        O 
7710070179           50-5SQ        Q 
7910090200           50-516        Q 
7910070303           50-346        O 
7910090304           50-493        Q 

KEPPLER.  J.  G. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 

7710020217           50-5BO         Q 
7910020220           50-346         O 
7910030231            50-403         Q 
7910020225           50-266         Q 
7910020236           50-303         0 

KEPPi-ER.  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER.  J.  0. 
KEPPLER.  J.  0. 

7910D70207           50-366        0 
7910090309           50-305        Q 
7910050375           50-361        Q 
7710050376           SO-Q7           Q 
79100S0377           50-116        Q 

KEPPLER.  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 

7710090643           50-346         P 
7910010584           50-327         0 
7910030222           50-315         0 
7910030339           50-10           fl 
7910030242           50-440         O 

KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER.  J.  C. 
KEPPLER,  J.  0. 
KEPPLER,  J.  C. 

79I00503BO           50-374         Q 
77100SO3BI            50-13O        0 
7710030382           50-183        0 
79I005O3B4           30-151         Q 
791QOSD396           50-2             0 

KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 

7710030243           30-359         Q 
7910030247           30-135         a 
7910030250           30-339         Q 
7910030255           50-409         Q 
791003025B           50-341         Q 

KEPPLER,  J   C. 
KEPPLER,  J.  C. 
KEPPLER,  J.  8. 
KEPPLER,  J.  G. 
KE.PPLER.  J.  G. 

79100503B7           50-123        Q 
7910030337           SO-1B6        Q 
7910050390           50-156        Q 
7910050393           50-10   '       Q 
7910030376           50-358        0 

KEPPLER.  J.  0. 
KEPPLEfi,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER.  J.  0. 
KEPPLER,  J.  G. 

7710030260           50-331         Q 
7910030363           50-461         O 
7910030266           90-367         Q 
791003026B           50-263         Q 
7910030373           30-580         O 

KEPPLER.  J.  S. 
KEFPLER,  J.  G. 
KEPPLER,  J,  0. 
KEPPLER,  J.  0. 
KEPPiLER.  J.  0. 

7910030400           50-44O        O 
77I0050403           50-329        Q 
7910030404           50-153        Q 
7710050407           50-409        Q 
791O050409           50-341         Q 

KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 

7910030276           50-546         0 
7910030377           SO-346         Q 
79  1003029  I            50-4B3         Q 
79I00302B3           50-266         Q 
7910O302B7           30-303         0 

KEPPLEH,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER.  J,  0. 
KEPPLEfl,  J.  0. 
KEPPLER,  J.  G. 

7910030-111            50-331         Q 
7910050414           50-461         Q 
7710050415           50-315        Q 
7910050110           50-367        Q 
7710050420           50-363        Q 

KEPPLER.  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 

7710020836           30-409         B 
7910030919           50-305         P 
7710040079           50-341         0 
7910090037           50-338         Q 
7910090040           30-339         Q 

KEPPLEH,  J.  0. 
KEPPLER.  J.  0. 
KEPPLER,  J,  G. 
KEPPLER,  0.  0. 
KEPPLER.  J.  0. 

7910050433           50-494         0 
7910030424           30-546        Q 
7710030439          30-580       0 
7910050329           50-346        Q 
7910050433           50-463        Q 

KEPPLER,  J,  0. 
KEPPLEH,  J.  0. 
KEPPLER.  J.  0. 
KEPPLER,  J.  0. 
KEPPLEfl,  J.  0. 

7910090043           30-153         Q 
7910110111            30-10           Q 
7710110119          50-440        Q 
7910110131            30-407         Q 
7910110135           90-341         Q 

KEPPLER,  J.  0, 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  C. 
KEPPLER.  J.  G. 

7910050434           50-266        Q 
7910050437           30-305        a 
7710050449           50-315        Q 
7910030450           50-440        0 
7710030455           50-10           0 

KEPPLER.  J.  a. 
KEPPLEB,  J,  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 

7910110136           50-331         0 
7910110138           50-461         Q 
7710110131            50-315         Q 
79t01'I0133           50-367         Q 
7910110136           50-263         Q 

•EPPLER.  J.  Q. 
.EPPLEH,  J.  0. 
EPFLER.  J,  0. 
.EPPLER.J.Q. 
KEPPLER.  J.  0. 

771005046B           50-338        0 
7710050472           50-327        Q 
7910050476           50-135        Q 
771  00304  7B           30-409        a 
791005Q4S2           50-341         0 

KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLEH.  0.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 

791Q1IOI39           50-380         0 
7910110141            50-946         0 
7910110143           50-346         Q 
79J0110I44           30-4B3         Q 
7910110146           50-266         Q 

KEPPLER.  J.  G. 
KEPPLER,  J.  0, 

KEPPLER.  J.  0. 
KEPPLEft,  J.  G. 
KEPPLER,  J.  G. 

7710050463           30-331         Q 
79100S04B6           30-461         Q 
7710050468           50-367        Q 
77100504B9           50-494         Q 
7910050493           50-263        0 

KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  G, 
KEPPLER,  J.Q. 
KEPPLER.  J.  8. 

7710110150           50-305         Q 
7910040195           50-10           Q 
7910040330          30-35B        0 
7910040332           50-440         Q 
7910040234           50-153         Q 

KEPPLER,  J.  G. 
KEPPLER.  J.  0 

KEPPLER,  J.  0. 
KEPPLER.  J.  G. 
KEPPLER,  J.  0. 

7910050495           50-59O        Q 
7910050499           30-S46        0 
7910050501           50-346        0 
7910050503           50-493        Q 
7910050505           50-266         0 

KEPPLER,  J.  G. 
KEPPLER.  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 
KEPPLER.  J.  0. 

7910040237           30-339         Q 
7910040238           50-4O9         Q 
7710040339          50-341        o 
7910040243          30-331        Q 
7910040247           50-315         fl 

KEPPLER,  J.  8. 
KEPPLER.  J.  G. 
KEPPLER.  J.  Q. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 

7910050SO7           50-305        Q 
7910030793           5O-1O           Q 
7910030660           50-546        Q 
7710230203           30-316        Q 
7910250203*         50-316        a 

KEPPLER,  J.  8. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  0. 
KEPPLER.  J.  0. 

7910040246          30-461        Q 
7910040349           50-367         Q 
7710040251          50-263        Q 
7910040353           50-560         Q 
7710040236          50-346        Q 

KEPPLER.  J.  0. 
KEPPLER,  J.  0. 
KEPPLEH,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0. 

7907210436           40-2061 
7910030133           50-264         Q 
7710020135           50-97           0 
7710030136           30-116        Q 
7910030139           50-394        Q 

KEPPLER,  J,  o. 
KEPPLER.  J.  0. 
KEPPLEfi,  J.  (J. 
KEPPLER,  J.  G. 
KEPPLER,  J,  0. 

7910040257          SO-346        0 
7910040358           50-483         Q 
7910040261          50-366        Q 
7910040263          50-303        Q 
7910040032          30-313        Q 

AUTHOR 

ACCESSION              SUBJECT 
NUMUER                    CrtTEGURY 

KEPPLER,  J.  G. 

7910040034            30-1O'           0 

KEPPLER,  J.  Q, 

79'I004GQ37            5O-373         0 

KEPPLER.  J.  G. 

7910040037           50-330        0 

KEFPLGR,  J.  0. 

7710040040            30-440         fl 

KEPPLER,  J,  0. 

7910040043            BO-  159         Q 

KEPPLER,  J.  0. 

7910040043            30-337         0 

KEPPLER.  J.  G. 

7910040046            SO-40V         Q 

KEPPLER,  J.  0. 

7910040047            50-341          Q 

KEPPLER,  J.  0. 

7710O40049            30-331          Q 

KEPPLER,  J.  0, 

7910040052            5Q-461          Q 

KEPPLER,  J.  0. 

7910040053            9O-3l!,7         Q 

KEPPLER,  J.  G. 

7910040033            5O-263         0 

KEPPLER.  J.  G. 

7910040056            90-3BO         Q 

KEPPLER,  J.  0. 

7710040097            30-316         Q 

KEPPLER.  J,  G. 

7910040062            3O-346         Q 

KEPPLEH,  J.  G. 

7910040063            90-4B3         Cl 

KEPPLER,  J,  G. 

7910040063            50-266         Q 

KEPPLER,  J.  G. 

7910040066            50-305         0 

KEPPLER,  J.  0. 

791.0160214            30-338         a 

KEPPLER,  J-  G, 

7910160331            50-3713         Q 

KEPPLER,  J,  G. 

7910170337            30-315         a 

KEPPLER,  J.  0. 

7910170241             SO-1O            Q 

KEPPLER,  J,  G. 

7910170243            30-390          ft 

KEPPLER,  J.  G. 

7910170243            30-440         fl 

KEPPLER,  J.  0. 

7910170243            30-153         Q 

KEPPLER,  J,  G. 

7710170346            30-33'?         O 

KEPPLER.  J.  Q. 

791017024B            30-409         0 

KEPPLER,  J.  G. 

7910170247            30-341          0 

KEPPLER,  J,  0. 

771-0170331             50-331          0 

KEPPLEH,  J.  G. 

791OI70292            30-4A1          Q 

KEPPLER.  J.  G. 

7910170233            30-367          0 

HEPPLER,  J.  0. 

791Q170334            30-2AS         O 

KEPPLEH,  J.  G. 

7910170236            30-900         0 

KEPPLER,  J,  0. 

7710170357            30-346          Q 

KEPPLER,  J,  G. 

791O17023B            5O-346          Q 

KEPPLER,  d.  G. 

771O170S37            50-4B3         Cl 

KEPPLER,  J.  G. 

7910170260            30-3&A          Q 

KEPPLER,  J.  G. 

7710170261           50-303        « 

KEPPLER,  J.  0. 

791O1B0974            30-313         Q 

HEPPLER.  J.  G. 

79101BOS9B            30-10            Q 

KEPPLER,  J.  0, 

791O10060B            30-35H         0. 

KEPPLER,  J,  G. 

791O1BO611            80-440          Q 

KEPPLER,  J.  G. 

79101G0614            30-329         a 

KEPPLER,  J.  G. 

79IO1B0613            30-153         Q 

KEPPLER,  J.  0. 

7910130619            50-1O9          (t 

KEPPLER,  J.  0. 
KEPPLER,  J,  G. 
KEPPLER.  J.  G. 
KEPPLER.  J.  G. 
KEPPLEfi,  J.  G. 

791O1B0631            50-341          fl 
771O1B0633            90-331          Q 
7910180634            3.0-461          O 
77101B0636           90-367        Q 
79101B0637            SO-SA3         Q 

KEPPLEfl,  J.  G. 
KEPPLEfl,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J.  0, 
KEPPLER,  J.  G. 

79I01B0637            50-3Btt         Cl 
7910100630            30-34,6          Q 
79101B0634           30-3-16         Q 
7710100636            SO-483         Q 
79101B063B            30-HiA          0. 

KEPPLER.  J.  G. 
KEPPLEH,d.  G. 
KEPPLER,  J.  G. 

7910180640            30-30B          Q 
7910310300           80-516        A 
7910180647           DRG 

KEPPLER.  J.  G. 
KEPPLER,  J,  0. 

7910230H33           30-3-J6        O 
7710260376            50-1O            O 

KEPPLER,  J.  G. 
KEPPLER,  J.  G. 
KEPPLER.  J.  G. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 

7710230710           30-3S1         P 
7910360333            30-H34          P 
7910260236            50-2  5V          P 
7710S30090           30-330        0 
7910300036            30-3  46          p 

KEPPLER,  J.  Q. 
KEPPLER.  J,  0. 
KEPPLEfi,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER.  d.  0. 

7910310S3S           90-3-?3        G- 
7910310330           30-333        0 
7910310339           30-313        (1 
7910310361           50-383        O 
7710310264           30-346        Q 

KEPPLER,  J.  G. 
KEPPLER,  J.  G. 
KEPPLER,  J.  G. 
KEPPLER,  J.  (?. 
KEPPLER,  J.  G. 

7910310266           30-3iA        Q 
7710310367           50-3O5        Q 
7910310379           30-10           a 
7910310397            30-330          0 
7910310370           SO-440        Q 

KEPPLER.  J.  G. 
KEPPLER,  J.  0. 
KEPPLER.  J.  G. 
KEPPLEfi,  J.  Q. 
KEPPLER,  J.  G. 

7910310393           90-19B         Q 
7910310397            30-329         Q 
7910310390           30-409        Q 
7910310397           30-341         0 
7910310401           30-331         Q 

KEPPLER,  0,0. 
KEPPLER,  J.  0. 
KEPPLER,  J.  G. 
KEPPLER,  J,  G, 
KEPPLER,  J,  G. 

7910310403           30-4(.l         Q 
7910310404           S0-3i7        a 
7910310403           30-263         a 
7910310409           30-BBO         a 
7710310411           30-346        0 
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AUTHOR 

ACCESSION 
NUMBER 

SUDJECT 
CATEGORY 

KEPPLER,  J.  0. 

7910310413 

50-403 

Q 

KEPPLER,  J.  0, 

7910310091 

30-329 

A 

KERMIS,  R.  R, 

7910090739* 

30-272 

Q 

KERN.  R. 

7910020029* 

90-3 

0 

KERNA,  W.  D. 

7910020117 

30-325 

0 

KERR.  H. 

7910170369 

30-330 

a 

KERR.G.W. 

7910350701* 

PROJ 

KEBAVAN,  K. 

7910040341* 

TDPREP 

KE8SLER.  J. 

7910110163 

PR 

KESSLER,  J. 

79101B0031 

PR 

KETCHEN,  E.G. 

7910110069 

70-2633 

KETCHEN,  E,  0. 

7910330010 

70-3623 

KETCHEN,  E.  0. 

7910110333 

70-2623 

KETCHEN,  E.  0. 

7910150699 

70-3623 

KETCHEN.  E.  0. 

7910090107 

70-2623 

KETCHEN.  E.  0. 

7910130215 

70-2633 

KETCHEN,  E.  0. 

7910210053 

70-2633 

KETCHEN.  E.G. 

7710130316 

70-3623 

KETCHEN,  E.  0. 

79101  30634 

70-3633 

KETCHEN,  E.  0. 

7910220335 

70-3623 

KETCHEN.  E,  0. 

7710220395 

70-3623 

KETCHEN.  E.  0. 

79102SQ13S 

70-26S3 

KEY,  W.  J. 

7910240668* 

30-10 

a 

KHO.  U. 

7910310131 

30-374 

0 

KIDD.M.  S. 

7910020303* 

50-33B 

Q 

KIDD.M.  a. 

791  0020039* 

30-33B 

a 

KIDD,  M.  8, 

7910330073* 

30-330 

Q 

KIDD,  N,  8. 

7910190037* 

30-338 

Q 

KIMM1TT,  J.  8. 

.7910210217 

PRdJ 

KINO,  M,  J. 

7910110459 

00-239 

T 

KINS,  A.  P. 

791  026037  1* 

30-219 

U 

KINO,  A.  P. 

7910310113" 

30-319 

P 

KINO,  fl. 

7910030163* 

FOIA 

KIND.  M.  J. 

7710030713* 

FDIA 

K1NNEY,W.  W. 

79101BOOB2* 

70-371 

KINNEY,  W.  H. 

7910180325* 

70-33 

KIRK,  W.  F. 

7910150364 

70-371 

K1RMAN.  8.  T. 

7910110443 

30-209 

P 

KIRBCH 

7910030730" 

50-500 

0 

KIRSCH,  D.  F. 

7710340110* 

30-27S 

0 

KIRBHEN.  A.H. 

7710300379 

50-389 

0 

K1RBHEN.A.  H. 

7910300376 

50-SB5 

0 

KI6TER.  H.  D. 

79103100B7* 

30-277 

a 

K18TER.H.  D. 

7910190179" 

80-330 

Q 

KIBTERiH.  U. 

791003029B* 

30-29 

Q 

KIBTER,  H. 

7910030030* 

30-220 

Q 

KIBTER.  H.  D. 

7910160179* 

90-893 

a 

KLEIN,  J.  A. 

7910230390 

30-279 

G 

KLEIN8QRQE,  H.  P. 

7910090173* 

90-438 

Q 

KLE1NBDRQE.U.  P, 

7910030033* 

30-269 

Q 

KLEINaORQE.W.  P. 

7910330336* 

30-383 

a 

KLEIN8DRGE,  H.  F>. 

7910180139* 

30-413 

a 

KLEIN60ROE,  W.  P. 

7910340335* 

30-553 

Q 

KLEINBOROE,  W.  P. 

7910030349* 

30-460 

a 

KLETT.  W.  E. 

7910310310 

30-380 

A 

KLIOFIELD,  0. 

77100Z0301» 

10CFR 

KLINQLER.O,      ' 

791  029004  U 

50-286 

Q 

KNEP,  R.  C. 

7910330117" 

80-341 

Q 

KNICHTON-0.  W. 

7910170419 

30-272 

0 

KNIQHTON.0.  H. 

79101B0290 

90-346 

0 

KNIGHT,  J.  P. 

7910240614* 

50-3 

0 

KNIQHT.  J.  P, 

7910230324* 

30-113 

e 

KNIQHT,  J.  P. 

7910030004* 

FDIA 

KNOP.R,  C. 

7910030646* 

30-329 

0 

KNOP.R.C. 

7910030430* 

30-461 

a 

KNQP,  R.  C, 

7910310137* 

30-103 

0 

KNQP,  R,  C. 

7710330100 

30-161 

3 

KNDP,  R.  C. 

79101B047B 

30-461 

8 

KNDTTB.O.  H. 

7710190332 

30-443  . 

M 

KNQTTB.  <J.  0. 

7910260441 

30-445 

ft 

KNQTTB,  J.  D. 

79  102604  IB" 

50-143 

H 

KNOTTS,  J.  D. 

7910190392 

30-44S 

M 

KNOTTS-  J,  D. 

7910230077 

30-113 

M 

KNOTTS,  J.  B. 

7910170679 

30-415 

M 

KNUPP.R.  L.. 

7710110438 

30-209 

6 

KNUPP,  R.  L. 

7710110171* 

90-2B9 

0 

KNUPP.fi.  L. 

7910I1Q03B 

SO-BB9 

0 

KNUTH,  D,  F. 

7710090399 

PR 

KNUTH,  D.  F. 

7910010330 

TOPREP 

KNUTH,  D.  F. 

7910310398" 

COMMISSION 

KOBERTB,  B, 

791  0230  IBB 

PR   . 

KODNER,  J.  L. 

7910120396 

00-373 

A 

KOEBTER.O.  L. 

7910090800" 

50-402  -  . 

A 

KOEBTE.R,0,  U. 

7910230297* 

•  S0-4BP   - 

.  G 

HOEBTER.O,  L. 

7910230306" 

50-103  ' 

o 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

KOEBTER.O.  L. 
KDEBTER.G,  L, 
KOE8TER,  0.  L. 
KOESTER.G.  L. 
KOH,B. 

7910020490 
7910100172 
77101  103B5 
77101  1032B 
7710250579 

50-4B3    I 
50-403    A 
50-1B2    A 
30-403    I 
71-6475 

KOHLER.  J.  E. 
KDHLER.J.  E. 
KDLTAY,  P.  S. 
KOLTAV,  P. 
KOMEB,  J,  M. 

7910160136* 
7910240067* 
7910030H27* 
79101B03B3* 
7710300290* 

30-299    Q 
50-295    G 
90-386    Q 
30-320    0 
QA999 

KOPECK,  J. 
KQPLIK,  B. 
KORCHYNSKY,  M. 
KOSIBA,  R.  E. 
KOSIK.  L.  S. 

79100B0563 
7907340759 
7910300173* 
7910010343 
7910090228* 

50-387    0 
30-197    Q 
30-249    S 
50-330    P 
90-338    G 

K08IK,  L.  S. 
KOSIK,  L.  S. 
KOSIK.C.  S. 
KOSIK,  L.  8. 
K08IK,  L.  S. 

7910090233a 
7910O90344* 
7710090291* 
7910090257" 
7910090330* 

90-358    G 
3Q-33B    0 
50-39B    0 
30-35B    0 
50-398    0 

KOBIK,  L,  B. 
KOSIK,  L.  S. 
KOBIK,  U.S. 
KDSIK,  L.  8. 
KOSIK,  L,  S. 

7910090S38* 
7910090333* 
7710090244* 
791009O331* 
7910090237* 

30-338    0 
30-39B    0 
SO-35B    0 
50-338    0 
50-358    0 

KDT8CH.  J.  L. 
KOTSCH,  J.  L. 
KOTBCH,  J.  L. 
KOTBCH,  J.  L. 
KOTTAN,  J.  J. 

7910160011* 
7910230716 
7910H60072 
7910260007 
7910290066s 

40-299 
PREU 
40-299 
PRQJ 
50-393    Q 

KOVACH,  8.  A. 
KOHALSHI,  J.  F. 
KRAHN.  T. 
KRAMER,  D, 
KRAHER,  D. 

7910220397* 
7910090322 
7910230173* 
79101B0637 
7910290134 

50-346    S 
REQGD 
30-373    G 
XPORTLIC 
XPDRTHC 

KRAUSS,  R.  W. 
KREBB,  A,  H. 
KREGER.W.  E. 
KREIDER,  H.  0. 
KREIMEHIER.O.  R. 

7910240456 
7910130069* 
7710130176 
7710120333* 
7910030116 

50-330    8 
CONTRACT 
NUREO 
50-334    P 
50-372    H 

KRIPPB.  L. 
KRI8E,  D.  L. 
KRISTER,  H.  B. 
KROEHLER.C.  J. 
KRDEHLER.C.  J, 

791001016B 
7910300133* 
7910160090* 
791024033B 
7710340142 

50-320    T 
70-2336 
50-311    fl 
30-330    H 
30-320    H 

KRUQ,  M.  E. 
KRUO,M.  E. 
KUHICEK,  T. 
KUHLMAN,  H,  A, 
KUHN8,  W.  0. 

7910100610 
7910260220 
7910050333* 
79101B0137* 
7910160361* 

40-874B 
10-8748 
PROJ 
30-324    0 
50-330    I 

KUZMYCZ.  0. 
KUZMYCZ,  0. 
LACK,  H.  L. 
LACKER,  D.  K. 
LACKER,  D.  K. 

7910010411 
7910040371 
7910030177 
7910110151 
7910010041 

TOPREP 
TOPREP 
PR 
PR 
PRDJ 

LAFLEUR,  J.  D. 
LAFLEUR,  J.  D. 
LAFLEUR,  J.  D. 
LAFLEUR,  J.  D. 
LAFLEUR,  J.  D, 

7910190302 
7910160281 
791019018B 
7710300133* 
7710300137* 

50-320    P 
90-571   A 
50-320   P 
FOIA 
FOIA 

LA01EHSKI,  J, 
LAOIEWBKI.J.  S. 
LAOIEWaKI,  J.  S. 
LAOIEWSKI,  J.  S. 
LAOIEW8KI,  J.  B. 

7910030480* 
7710170307* 
7910230322* 
7910390295* 
7910390328* 

50-318    B 
30-317    S 
30-318    8 
50-317    S 
80-317    8 

LAOQHARBINO,  R,  J 
LAOOHARBINO.R. 
LAGRANGE,  R.  0. 
LAORANOE,  R.  G. 
LAHR,  T.  N. 

7907S00330* 
7910260107 
7906230037 
771019D649K 
79100300B3 

COMMISSION 
PR 
GEN  TEC  18 
SO-409   8 
10-8309 

LAHR,  T.  N. 
LAHR.  T.  N. 
LAHR,  T.  N. 
LAINA9,  0. 
LAINA8.  0. 

7910180097 
7710130006 
7910290373 
7710160027* 
7909130067* 

XPORTLIC 
.PR 
XPORTLIC 
30-206   P 
50-337   Q 

LAI  NAB,  0. 
LAINAB.  0. 
LAINABJ  0. 
LAINAB,  G, 
LAINAB,  0. 

7910130193 
7910160023 
7910230400 
79100206S1 
.   7910040433 

30-317   P 
30-206   P 
30-266   P 
50-321   P 
50-398   P 

LAINA9.  0. 
LAINA8,  0, 
LAINA9,0. 
LAINA9,  0. 
LAINA9,:0. 

7910160136 

7910030004 
•  7710030027 
•  7910030034 
.  7710040363 

SO-39    P 
30-266   P 
30-280   F 
90-324   P 
30-341   P 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

LAINAS.G. 
LAINAS.O. 
LAINAB,  G. 
LA  I  NAB,  0. 
LAINAS,0. 

7910030165 
7910100005 
79(0040360 
7910090639 
7910030691 

30-10           F 
30-333         F 
30-313        P 
50-313         E 
30-303         P 

LAINAS.O. 
LAINAB,  Q. 
LAINAS.G. 
LAINAB,  0,  C. 
LAINAS.G. 

7910030841 
791O170044 
7910170364 
7910150314 
7910130274 

5O-19S         F 
30-230         F 
50-344         P 
30-237         P 
50-344         P 

LA  I  MAS.  0. 
LAINAB.  0. 
LAINAS.G. 
LAINAS,  0, 
LAINAS.O. 

7710330231 
7910170110 
7910230437 
7710360160 
7910230127 

30-10           F 
30-203         P 
50-29S         P 
30-344         P 
30-359         P 

LAINAS.  Q. 
LAINAS.  0. 
LAINAS,  6. 
LAINAS.  0. 
LAMBUTH,  E. 

7710370423 
7710330140 
7910300479 
7910300350 
7710020686* 

50-271         P 
30-312         F 

REGOD 
50-253         P 
3Q-QQ3         P 

LAMDUEUX.C.  H. 
LAMPHER,  L.  C. 
LANDRETH,  J.  R. 
LAN3,  A. 
LANQAN.P. 

7910360210 
7710230700 
7910240367 
7910250413* 
7910240453 

PR 
90-313         O 
50-394         J 
30-10           H 
30-330         H 

LANNING.R  0. 
LANNINO.  W.  D. 
LANNINO.W.  D. 
LflNPHER.L.  C. 
LANTZ,  E. 

791O240127» 
791O340193* 
7910240133* 
791O23Q70O 
7910160126* 

90-320         P 
30-320         P 
3D-320         P 
50-312         Q 
30-257         F 

LARIVIERE,  J.  L. 
LASSAHN,  P.  L, 
LATAILLE,  J.  P. 
LATIME8,  T. 
LATORRE,  V.  R. 

7710090320 
7710310006 
791O100732* 
791O12020B 
79  1Q  1703  69* 

JtEGGD 
HUREO 
FOIA 
50-166         H 
30-309         P 

LAUDIG.B. 
LAVENDER,  A. 
LAWTON.R.O. 
LAZAR,  J. 
LAZARO.A. 

791O030694 
7910110163* 
7910300332 
791O090H)B» 
7910110310 

50-946         A 
FDIA 
CONTRACT 
90-322         O 
50-574        ,A 

LAZARO.  A. 
LAZARUS,  W.  J. 
LAZARUS,  U.  J. 
LAZARUS,  W.  J. 
LAZARUS,  W.  J. 

7910110S17» 
7910030298* 
791O0900I1* 
7910090016* 
7910290039* 

50-574         " 
50-29 
50-213 
30-309 
50-309 

LAZD,  R.  M. 
LAZO,  R,  M. 
LAZD.  R.  M. 
LAZD,  R.  M. 
LAZD.  R.  M. 

7710090068 
7910030709 
7710050648 
7910090047 
7710090041 

90-237 
PRO.J 
50-372         S 
50-437         O 
SO-B14         0 

LAZD.  R.  M. 
LAZD.  R.  M. 
LAZD.  R.  M. 
LEBLANC.R.W. 
LEBO.  C.  D. 

7910090117 
7910260361 
7910260363 
7910100707 
7910120129 

3O-133         Q 
50-133         O 
50-133         S 
MUREB 
CONTRACT 

LEBD.  C.  D. 
LEE.E.  W, 
LEE,E.  W. 
LEE.E.  W. 
LEE.E.  W. 

7910180491 
7910020050* 
7910040184* 
7910030611* 
7910230080* 

CONTRACT 
50-434         Q 
50-403         Q 
5O-  1  55         Q 
50-456         Q 

LEE,  J. 
LEE,  J. 
LEE,  J. 
LEE,  J. 
LEE,  J. 

7910300048* 
79101B0603* 
7910260120 
771  03902  3B 
7710300046 

50-289         0 
50-289         0 
PR 
50-289         O 

go-SB?      o 

LEE.J. 
LEE,  J.  Y. 
LEE,  L.  B. 
LEE,  K.  B. 
LEE,  0.  R. 

7710290326 
7910190276 
7710020320 
7910230414 
7710100338 

30-3B9        A 
50-320        P 
RES 
WASTE  MGT 
3O-267        P 

LEE,  T.  D. 
LEE,  M,  B. 
LEECH,  M.  J. 
LEED,  R.  M. 
LEED,  R.  M. 

7710020230* 
771O2B0331* 
791O300UB* 
791O090237 
791O0302S4 

7O-  1  43 
30-369         0 
TOPREP 
30-322         C 
30-322        0 

LEED,  R.  M. 
LEED,  R.  M. 
LEEO,  R.  M. 
LEED.  R.  M. 
LEENAN,  R.  P. 

79100902:38 
7910030237 
7910030254 
7910260247 
7910010313 

30-922        0 
SO-522        0 
50-322        G 
50-933         Q- 
XPDRTLIC 

LEOIEWBKI.J.  B. 
LEHMAN*  E.  M, 
LEIFER,  J.  P. 
LEIPPER.J.  K, 
LEITHAU8ER,  J. 

7910020368" 
7910050634 
.       77101604B6 
7910290137 
771002O122 

BO-317        S 
30-337   .     -0 
30-409        T 
REQOD 
BO-155        0 
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79100106S7 

50-133 

0 

7910130339 

30-307 

0 

7910220432 

30-466 

Q 

791OO3026I 

50-250 

t> 

7910160321 

30-230 

1 

7910330056* 

50-546 

a 

79I022053B* 

50-400 

a 

791  0230351  * 

50-344 

a 

7910170097 

PR 

7710120399 

50-333 

a 

7910010430 

50-333 

a 

7910170076 

30-33'J 

a 

7710190368 

30-333 

a 

7910010373 

SO-  333 

s 

7910010352 

50-333 

s 

79IO100LM 

50-333 

3 

7910290144 

50-333 

Q 

7910100413 

90-333 

S 

7710050330 

30-333 

B 

771.0090349 

30-333 

5 

79100903't9 

50-333 

S 

7910090417 

30-333 

8 

7910090420 

30-333 

S 

7910090494 

30-333 

S 

7910100331 

30-333 

E 

7910100207 

30-333 

S 

79101QOZ2B 

50-333 

n 

7910100270 

50-333 

s 

79101002QQ 

50-333 

e 

79101Q044B 

50-333 

s 

7?l  0100107 

30-333 

B 

79101Q0347 

50-333 

S 

7910100373 

30-333 

3 

791031014* 

50-333 

S 

7910110376 

90-333 

8 

79101  30-143 

90-333 

S 

7910260426 

30-333 

3 

791-0160316 

90-333 

B 

7910160413 

30-333 

B 

7-710  16042Q 

50-333 

a 

79101604BO 

30-333 

3 

7910230230 

50-333 

B 

7910330456 

5Q7333 

B 

7910230914 

50-333 

S 

79I023O353 

30-333 

a 

7910290306 

50-333 

s 

7910270330 

50-333 

B 

7910S70315 

50-333 

B 

7910ISOS94 

50-29B 

R 

7910030003 

30-445 

M 

7910360434 

SO-445 

M 

7910070217 

5Q-49U 

M 

7910230179 

30-445 

M 

7910160174 

30-346 

M 

791030Q30EJ 

KES 

791Q03QS96 

RES 

7910100307 

50-209 

0 

7910300447 

30-299 

a 

7710170455 

REG 

7710040576 

30-10 

p 

79100H0840 

RES 

79102-1O207* 

30-320 

p 

7710170330 

30-330 

p 

7710100-717 

NUREO 

7710090334 

30-171 

o 

79  10290497 

30-417 

0 

791  0090334 

50-471 

0 

7910290*187 

50-417 

0 

7910240303* 

50-320 

H 

7910010177 

30-ES7 

X 

7910010633 

HEfiBD 

7909330373 

PRM 

7910030*43 

Pf! 

7910290-173'* 

&0-3S7 

H 

79  101  9031  0» 

30-3HO 

H 

791O190132" 

7Q-2623 

7910090323 

30-209 

0 

7910190119* 

50-3E19 

0 

7?10ai036B 

30-320 

H 

7910IBQI17 

PR 

7710190017 

SQ-209 

0 

7910240306 

50-299 

0 

7910360425 

REOQD 

7910370431 

30-209 

Q 

7910190403 

50-333 

B 

AUTIION 

ACCESSION 
NUHBER 

SUBJECT 
CATEGORY 

LEHIS.G.R. 

7910010373" 

90-369 

S 

LEWIB.B.H. 

7910100219* 

50-369 

a 

LEWIS,B.  R. 

79101103S1" 

50-269 

B 

LEWISES.  R. 

7910170247" 

50-37O 

S 

LEWIS.S.  R, 

7910SB0433» 

50-269 

S 

LEW  1  5,  S.  Ft. 

.       7910230497" 

50-269 

B 

LEW  IS,  8.  R. 

7910340469" 

50-369 

B 

LEWIS,  B.  H, 

79102202B3 

50-346 

B 

LEWIS,  S.  H. 

7910290303 

50-346 

S 

LEWIS.  R.  C. 

7910090123 

50-399 

a 

LEWIS,  R.  C. 

7910230477 

50-302 

a 

LEWIS.  R.C, 

79!026O393«t 

50-302 

a 

LEWIS,  R.C. 

79IOIB0106 

30-334 

0 

LEWIS,  R.  C. 

7910030657" 

50-6  a 

a 

LEWIS,  R.C, 

79101B013B" 

50-324 

a 

LEWIS,  R.C. 

79101S0479* 

50-321 

Q 

LEWIS,  R.  C. 

7910020333 

30-259 

a 

LEWIS,  R.  C. 

7910020200 

90-327 

a 

LEWIS,  R.C. 

7910020273 

50-33B 

a 

LEWIS,  R.C. 

7910050277" 

50-269 

a 

LEWIS,  R.C. 

7910040200 

50-333 

a 

LEWIS,  R.C. 

7910040469 

50-337 

a 

LEWIS,  R.C, 

79  JO1  60338 

50-200 

a 

LEWIS,  R.C. 

7910190041 

50-261 

a 

LEWIS,  R.  C. 

79J01B0333 

50-349 

a 

LEWIS,  R.  C. 

7910130562 

50-321 

•a 

LEWIS,!),  C. 

79101  9OO  IB 

50-395 

a 

LEWIS,  R.  C, 

7910190030 

50-333 

a 

LEWIS,  H.  C. 

7910040359 

50-324 

a 

LEWJS.R.  C. 

79101E30533 

50-324 

Q 

LEWIS,  R.  C. 

791D23O570* 

30-324 

o 

LEWIS,  R.  C. 

7910110117 

50-303 

o 

LEWIS,  R.  C. 

7910230015- 

50-337 

o 

LEWIS,  R,  C. 

7910230033 

30-349 

o 

LEWIS.  H.  C. 

7910230026 

30-337 

0 

LEWIS,  R.  C. 

7910250030 

30-261 

a 

LEWIS,  R.  C. 

79  102  5003  B 

90-333 

0 

LEWIE,  R.  C. 

791G02Q037 

50-330 

0 

LEWIE,  R.  C. 

7910030630 

30-63 

Q 

LEWIS,  K.  C. 

79103  S0023 

50-302 

o 

LEWIS,  B.  C. 

7910350072 

50-336 

0 

LEWIS,  R.  C. 

771025040B 

50-339 

o 

LEWIS,  R-  C. 

7910050390 

50-369 

0 

LEMI8.lt.  C. 

7910240971* 

50-369 

0 

LEWIS,  R.  C. 

7910020550 

50-267 

0 

LEWIS,  R.  C. 

7910250569* 

50-324 

Q 

LEWIS,  H.Cr 

79101B0471 

30-331 

Q 

LEWIS,  R.  C. 

7910250560 

50-324 

Q 

LEWIS,  R.  C, 

7910360385 

30-303 

Q 

LEMIS.R.  C. 

7710110132* 

30-302 

Q 

LI.C.  V, 

79102-10923* 

50-361 

K 

LIANQ.  0. 

791O3OQ074 

XPDRTLIC 

LJ8RIZZI,  F.  P. 

7710040314 

50-272 

R 

LJBHIZZI.F.  P. 

7710010376 

50-272 

P 

LIDRIZZI.F.  P, 

7910100-306 

30-273 

P 

LIBRIZZI.F.P. 

7910030371 

50-272 

P 

LIDRIZZI.F.  P. 

791009-0246 

SO-  3:73 

P 

LIDRIZZI.F,  P. 

7910110343 

50-272 

S 

LIBRIZZI.F,  P. 

7910130236 

30-273 

P 

LIDRIZZI.F.  P. 

7910160929 

50-372 

P 

LIDRIZZI.F.  P. 

7910150575 

30-372 

B 

.  LIDR1ZZI.F.  P. 

7910160399 

DO-S72 

S 

LIDRIZZI.F.  P. 

7910160440 

50-373 

S 

LIDRIZZI.F.  P. 

79  1O1  60462 

50-372 

p 

LIBRIZZI.F.  P. 

7910160451 

50-273 

a 

L1BHIZZI.F.  P. 

791016049B 

50-272 

p 

LIDRIZZ1,  F.  P. 

7910190416 

30-273 

s 

LIBRIZZI.F.  P. 

79IO360304 

50-372 

Q 

LIDRIZZI.F.  P. 

791O24OS21 

50-272 

B 

LIPSCHf  J.  F. 

791011O734" 

CONTRACT 

LIBBCH.  J.  F. 

791012004O» 

CONTRACT 

LICHTENBEftGER.H 

7910110475* 

70-  1  1  OO 

LtCITRA*  E.  A. 

7910030268 

50-433 

A 

LIC1THA,E.  A. 

79100B0135 

50-482 

A 

LICITHA.E.  A. 

7910220173 

30-4  98 

A 

LIEBERMAN,  J. 

7910UO227* 

FOIA 

LIEBERMAN,  J. 

7910110344" 

FOIA 

LIEDEflMAN,  J. 

7910170039* 

50-546 

0 

LIEDERDACH.F.  J. 

7910040373 

TOPSEP 

LIEDERBftCH.F.  J. 

791O260080 

TDPREP 

L1MB.R.F. 

7910230340 

REGGD- 

LINDER.F, 

79100300BO* 

50-409 

a 

LINDER.F. 

7910010195 

50-409 

a 

LINDER.F. 

7910050267 

50-409 

a 

LINDER.F. 

79  100204  IB 

90-409 

3 

AUTHOR 

AC€EBSION 
NUMBER 

SUBJECT 
CATEGORY 

LINDER.F.  W. 
LIMBER.  F. 
LIMBER,  F. 
LIMDER.  F. 
UNDER,  F. 

7910040077" 
7910190363 
7910100177 
7910330242 
7910030330 

SO-409         a 
SO-409         Q 
50-409        P 
30-409        a 
50-409        B 

UNDER,  F. 
LINDER.F. 
UNDER,  F. 
LINDERrF. 
LINDERrF. 

7910230215 
7710070434 
7910100363 
7910240071 
7910120214 

50-407        Q 
30-407        S 
30-409         R 
50-409         0 
30-409         R 

LINDEflrF. 
LINDER.  F.                , 
LINDER,  F. 
LINDEH.  F. 
LINEDERGER,  0.  A. 

7910260263 
7910220302 
771O30017I 
77103Q01BB 
7910260097 

30-409         Q 
50-409         J 
50-409        R 
50-407         R 
50-466         T 

LINEMAN,  0.  J. 
LINEHAN,  J.  J. 
LINEHAN.  J.  J. 
LINEHAN,  J.  J. 
LINEMAN,  J.  J. 

7910050S9? 
791003053Q 
7910140152 
7910090221 
7910O20S44 

40-1163 
40-1162 
10-3453 
REGQD 
4O-8SQ4 

LINEMAN.  J.  J. 
LINENBEDGER,  0.  A 
LINENHEDDER,  0,  A 
LINENDEROER,  Q.  A 
LINENBERCER,  0.  A 

771O26O143 
7910260124 
7910260131 
7910260073 
7910S60109 

40-0432 
90-466         T 
30-466         T 
50-466         T 
SO-466         T 

LINK.R.  W. 
LINKER.  H. 
LINTON,  O.  W. 
LIPIN3KI.W,  C. 
LIFINSKIiH.  C. 

7910030337« 
791O16O10I 
7910170451 
7910020672 
791Q1O0060 

SO-35B         A 
RM 
PR 
ACRS 
ACRE 

LIPINSKI.W,  C. 
LIPINSK1.I4.  C. 
LIPPOLD   W,  J. 
LIST,  R. 
LITTLE,  D,  S, 

7910100059 
7910030239 
7910010442* 
7910230379" 
7910180107 

ACRS 
ACRB 
30-317         B 
COMMISSION 
30-322         O 

LITTLE,  D.  B. 
LITTLE.  D.  S. 
LITTLE.  D.  B. 
LITTLE.  D.  S. 
LITTLE,  W.  S. 

7910300430 
77I01B0107 
7910310504 
7910300430 
7910120362" 

30-533         0 
30-922         0 
90-333         0 
50-922         0 
3O-266         a 

LWERHORE,  H.  H. 
LLOYD,  D.  E. 
LLOYD,  R.D. 
LQCHBTET,  W.  A. 
LOCKE,  H,  F. 

7910020407" 
7910300160 
7910230547 
791O230179 
7910300433 

BO-456         0 
50-134         J 
50-390         J 
PRM 
50-133         0 

LOGIUDICE.  J,  M, 
LDGUE.R.  H. 
LOHER,  E.  M. 
LOHAX.F. 
LONDON,  E.  J. 

7910190105* 
7910290344 
7910190213 
79100203B1* 
7910170479 

CONTRACT 
50-392         A 
30-320         M 
IOCFR 
REB 

LONG.  A. 
LOHD.S.  H. 
LQHO,  D. 
LOKS,  0. 
LONQ,  F.  J. 

791-0250646 
771OO30191 
791O33Q464 
771O33Q46&* 
7910250538" 

PHOJ 
PR 
50-337         S 
50-237         3 
30-369         Q 

LDN9,  F.  J. 
LDNOE8T.  A.  W. 
LCOKINQIilLL.D.  P 
LOOK  IMCB  ILL,  0. 
LQDMIB,  J.  B. 

7910390231" 
7910090060 
791O1900t3fl 
791OO9O335 
79IQS90172 

50-43B         ft 
NUREO 
50-2Q9         8 
90-277         Q 
REQGD 

LOOMI9,  J.  S, 
LDR£NZ,ft.  A, 
LDWENSTEIN,  R. 
LU.T. 
LUCAS,  C.  C. 

7910330561 
791O32023S 
791O  190062 
7910190226" 
791029032B" 

REOOD 
50-156        J 
PRM 
30-320        P 
50-317         3 

LUKZ.F.  0. 
LUKZ.F.  J. 
LUNA.C.  M. 
LUNDVALL,  A,  E. 
LUNDVALL.A.E. 

771O300091* 
771O1B0017" 
791O230639" 
7910120170" 
79  1O  020670 

CONTRACT 
CONTRACT 
30-273        0 
50-317        0 
30-317         0 

LUNDVALL.  A.  E. 
LUNDVALL,  A.  E. 
LUNDVALL.  A.  E. 
LUNDVrtLL,  A.  E. 
LUNDVrtLL,  A.  E, 

7910160100" 
7910030234 
7910190103 
79103  10102* 
7910O1039B 

50-317         D 
50-317         G 
30-317         Q 
50-317        0 
50-317        a 

LUNDVALL,  A,  E. 
LUNDVALL,  A.  E. 
LUNDVALL,  A.  E. 
LUNDVALL,  A.  E. 
LUNDVALL,  A.  E. 

791004034Q 
7910100160 
7910100420 
7910100433 
7910230332 

50-317        P 
50-317        P 
50-317         Q 
30-317         P 
50-317        P 

LUNDVAUL,  A.  E. 
LUNKENHEiriER.K. 
LUrtERBIE.Q.  H. 
LYKDUDIB.P,  S. 
LYKOUDIS,  P.  S. 

791OH902S7 
7710130599 
7910020393" 
791003Q5B3* 
7910050713" 

50-317        P 
FOIA 
50-354         R 
NUREO 
COHMISBION 
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AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

LYNCH,  M,  D. 
LYNCH.  M.  D. 
LYNCH,  M.  D. 
MACARTQR,  J.  D. 
MACDONALD,  P. 

791  02203  5B 
7910180046 
7910340733 
7910150389 
7910030183" 

50-410 
50-397 
50-397 
30-272 
FOIA 

A 
A 
A 
0 

MACDOUOALL,  E,  A. 
MACDQNALDi  C.  E, 
MACDONALD,  C.  E. 
MACDONALD.  C.  E. 
HACDDNALD,  G,  E. 

7910170314 
7910110429* 
7910010474" 
7910010476* 
7910030376" 

F1EB 
71-62SO 
7  1  -9033 
71-9033 
71-9033 

MAC  DONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C,  E. 
MACDONALD,  C.  E. 
MAC  DONALD.  C.  E. 

7910010446 
7910010449" 
7910010316 
791QQ10S19" 
791QQ1061B 

71-40 
71-10 
71-141 
71-141 

71-92 

MACDONALD,  C.  E. 
MACDONALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910010619" 
7910050250 
7910090252" 
7910110217 
7910110333" 

71-93 
71-346 

71-216 
71-136 
71-136 

HACDDNALD,  C.  E. 
MACDONALD,  C.  E. 
HACDDNALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C,  E. 

7910020007 
7910020008" 
7910020009 
7910020010" 
7910030022 

71-6275 
71-6275 
71-3026 
71-S026 
71-5B94 

MACDONALD,  C.  E. 
MACDQNALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910020029" 
7909290540 
7910030860 
7910030569" 
7910030375 

71-3B94 
71-236 
71-9021 
71-9031 
71-3768 

MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E, 

7910040220 
7910090606 
79101B057Q" 
7910020759 
7910020761* 

71-H3B 
71-9003 
71-236 
71-337 
71-337 

MACDONALD,  C.  E, 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C,  E. 
HACDPNALD,  C.  E. 

7910020B4B 
7910020049 
7910020BS2 
7910020B53 
7910020B38* 

71-21 
71-241 

71-277 
71-22B 
71-22B 

MACDDNALD,  C.  E. 
MACDONALD.  C.  E. 
MACDDNALD,  C.  E. 
HACDDNALD,  C,  E, 
MACDONALD,  C.  E. 

79i003062B 
7910030013 
7910030B1B" 
7910030073 
7910030B76* 

71-9097 
71-3796 
71-3796 
71-6375 
71-6373 

MACDONALD,  C.  E, 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD.  C.  E. 
MACDONALD.  C.  E, 

7910030371 
79I003037H* 
7910030269 
7910110312 
7910110329 

71-5734 
71-3794 
71-9133 
71-3797 
71-6391 

MACDDNALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E, 

79101I034BB 
7910030090 
7910020035 
791  0020011* 
7910020017 

71-6291 
71-603B 
71-6406 
71-6406 
71-9023 

MACDONALD,  C,  E. 
MACDPNALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

79100200321 
7910030622 
79  100307  IB 
7910030730 
7910030733 

71-9023 
71-9031 

71-9006 
71-9032 
71-9032 

MACDQNALD,  C.E. 
MACDONALD,  C.  E. 
MACDONALD,  C.E. 
MACDQNALD,  C.E, 
MACDONALD,  C.  E. 

7910030737 

7910030740 
7910030788 
7910030790 
7910030791 

71-9032 
7  1-9033 
71-9942 
71-9001 
71-3000 

MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.E. 
MACDONALD,  C.  E, 
MACDONALD,  C.  E. 

7910030793 
7910030793 
7910030794 
7910030796 
791003079B 

71-9033 
71-9033 
71-8142 
71-8937 
71-8987 

MACDONALD,  C.E. 
MACDONALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910030799 
7910030801 
7910030803 
7910030808 
7910030806 

71-30BB 
71-3143 
71-9032 
71-3937 
71-9041 

MACDQNALD,  C.  E. 
MACDQNALD,  C.  E. 
MACDQNALD,  C.  E. 
MACDQNALD,  C.E. 
MACDONALD,  C.  E. 

7910030810 
7910030B1S 

7910030823 
7710030830 
7910030836 

71-9142 
71-9033 
71-9032 
71-9032 
71-9039 

MACDONALD,  C.  E. 
MACDONALD,  C.E. 
MACDONALD,  C.E, 
MACDONALD,  C.  E. 
MACDDNALD.  C,  E. 

7910030B37 
7910030477 
791009003B 
7910090631 
79103909B9* 

71-9033 
71-63 
71-48 
70-1810 
71-331 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MACDDNALD,  C.  E. 
MACDONALD,  C.  E, 
MACDDNALD,  C.  E. 
MACDONALD,  C.  E. 
MACDDNALD,  C.  E. 

7910030399 
7910030303* 
7910020307 
7910030309* 
7910030314 

71-33 

71-53 
71-58 
71-3B 
71-46 

MACDONALD,  C.  E. 
MACDDNALD.  C.E. 
MACDDNALD,  C.  E. 
MACDONALD,  C.  E. 
MACDDNALD,  C.  E. 

791O030318 
7910020325 
7910020329 
7910020332 
7910020542 

71-24B 
71-190 
.71-117 
71-11B 
7  1-9032 

MACDDNALD,  C.  E. 
MACDDNALD,  C.  E. 
MACDONALD,  C.E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910Q3054B* 
7910030537 
7910020562* 
791  0010399 
7910040403" 

71-9032 
71-33 
71-23 
71-341 
71-341 

MACDONALD.  C.  E. 
MACDDNALD,  C.  E. 
MACDONALD.  C.E. 
HACDONALD,  C.  E. 
MACDONALD,  C,E. 

79100500BB 
7910050140" 
7910100736 
7910100730" 
7910130111" 

71-346 
71-346 
71-21 
71-21 
71-9O33 

MACDONALD.  C.  E, 
MACDDNALD,  C.  E. 
MACDONALD,  C.  E. 
MACDDNALD,  C.  E. 
MACDONALD.  C.  E. 

791009074B 
7910090749 
7910120012 
7910120045" 
7910120410 

71-9134 
71-9108 
71-3797 
71-5797 
71-9108 

MACDDNALD.  C.E. 
MACDDNALD.  C,  E. 
MACDONALD.  C.E. 
KACDONALD,  C.E. 
MACDONALD,  C.E. 

7910120420 
7910120427 
7910120S07 
7910120500 
7910150373 

71-6574 
71-9113 
71-5768 
71-9094 
71-6144 

MACDONALD,  C,  £. 
MACDONALD.  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONAI.D,  C.  E. 

7910150302 
79101303B9 
791013039S 
7910130101 
7910120425 

71-9081 
71-9113 

71-6141 
71-6144 
71-9094 

MACDONALD,  C.  E, 
MACDQNALD,  C.  E. 
MACDONALD,  C.  E, 
MACDQNALD,  C.  E. 
MACDONALD,  C.  E, 

7910150330 
7910150333 
7910130081 
7910090733 
791009O755" 

71-90B1 
71-B363 
71-109 
71-346 
71-316 

MACDQNALD,  C.  E. 
MACDONALD.  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910090745 
7910090746* 
7910110440 
7910120303 
7910120504* 

71-1B2 
71-102 
71-210 
71-260 
71-360 

MACDONALD,  C.  E. 
MACDCNALD.  C.  E, 
MACDONALD,  C.  E. 
MACDDNALD,  C,  E, 
MACDDNALD.  C.  E. 

7910120503 
7910130506* 
79101300B5 
79101300B9 
7910150106 

71-196 
71-196 
71-9B 
71-49 
71-9033 

MACDONALD.  C.  E, 
MACDDNALO,  C.  E. 
MACDDNALD.  C.  E. 
MACDONALD.  C.  E. 
MACDDNALD.  C.  E. 

7910150115 
7910150132" 
7910170154 
7910110030 
79101  3007B 

71-112 
71-112 
71-9116 
71-9118 
71-223 

MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910180310 
7910180603 
7910360355 
7910210302 
7910240309* 

71-9833 
7J-122 
71-9081 
71-33 
71-32 

MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.E. 
MACDONALD,  C.  E. 

7910240213 
7910340330* 
7910240253 
79101002B2 
7910320167 

71-4 
71-1 
71-9033 
71-230 
71-179 

MACDONALD,  C.  E. 
MACDDNALD,  C.  E. 
MACDONALD.  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910320176 
7910220179" 
7910220334 
7910220239 
7910220247 

71-331 
71-331 
71-33 
71-249 
71-251 

MACDONALD,  C.E. 
MACDONALD,  C.  E. 
MACDONALD,  C.E. 
MACDONALD,  C.  E. 
MACDONALD,  C.E. 

7910240221 
791021032B* 
7910240231 
7910340210" 
7910240237 

71-264 
71-264 
71-178 
71-178 
71-5341 

MACDONALD,  C.  E. 
MACDDNALD,  C.  E. 
MACDDNALD,  C.E. 
MACDONALD,  C.  E. 
MACDDNALD,  C.  E. 

7910240261" 
7910350003 
7910220163 
7910320186* 
7910230150 

71-3311 
7  1  -347 
71-6337 
71-6337 
71-7014 

MACDDNALD.  C.  E. 
MACDDNALD,  C.  E. 
MACDDNALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910230340 
7910250006 
7910230007" 
7910260135 
7910260128ii 

71-9033 
71-330 
71-350 
71-6574 
71-6B74 

AUTHOR 

ACCESSION 
NUMB  En 

SUD  JEC  T 
CATEGORY 

MACDDNALD,  C.  E. 
MACDONALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDDNALD,  C,  E. 

791025000B 
791O2SOO10* 
7910310458 
7910260032 
7910260O4S 

71-7 
71-7 
7  1  -9023 
71-6346 
71-i 

MACDQNALD.  C,  E. 
MACDONALD,  C,  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 
MACDONALD,  C.  E. 

7910260050* 
7910260365 
7910360273* 
79I026O2B1 
7910260386* 

71-1 

71-5563 
71-3563 
71-6173 
71-6172 

MACDONALD.  C.  E. 
MACDONALD,  C    E. 
MACDONALD,  C.  E. 
MACDONALD,  C,  E. 
MACDONALD,  C,  E. 

791030033B 
791030O346* 
79I031046I" 
791030O2B4 
791031OO39 

71-5910 
71-5910 
71-9023 
71-6301 
7  1  -9033 

MACDONALD,  C.  E. 
MACKAY,  B. 
MACMILLAN,  J.  H. 
MACRAE,  C.F. 
MACRAE,  C.F. 

7910360040* 
7910030744 
7910-1BO3O4* 
7910030209 
7910-390133 

71-6346 
50-266         P 
QA979 
PR 

pnn 

MACRAE,  C.  F. 
HADARA.R.R. 
MADDEN,  J.  L. 
MADDEN,  J.  L. 
MADEDA,  T.  J. 

7910100372 
791O17O337" 
7910050570" 
7910O5O52S* 
791001002H 

5C--2Q5         P 
5C—  320         H 
PflOJ 
Nl/REQ 
50-313         0 

MADEDA,  T.  J. 
MADEDA,  T.  J. 
HAD1SON,  B.  R. 
MADISON.  S.  R. 
MADISON.  U.  R. 

7910010063* 
791Q040S62* 
7910030732 
7910190343 
791019Q3B1* 

50-266         Q 
50-331         Q 
30-596         0 
30-596         Q 
50-338         R 

MADSEN,  0.  L. 
MADSEN,  0.  L. 
MADSEN,  0.  L. 
MADSEN.  0.  L. 
MADSEN,  0.  L. 

791025OO27 
7910O9O77O 
7910090761 
7910250464 
7910290049" 

SO  -267         S 
50-305         0. 
50-313         0 
30-203         Q 
3O-443         O 

MADSEN.  G.  L. 
MADSEN,  0.  L. 
MADSEN,  0.  L. 
MADSEN,  0.  L. 
MADSEN,  G.  L. 

7910160221 
7910390043 
7910O30647 
7910090793 
7910390021 

50-296         0 
30-443         a 
50-313         Q 
50-313         0 
50-313         Q 

MADBEN,  0.  L. 
MADSEN.  B.  L. 
MADBEN,  0.  L. 
MADSEN,  0.  L. 
MADSEN,  0.  L. 

791029OO24* 
7910290061 
7910290055* 
7910290052 
791C-290Q57 

50-313         0 
30-283         Qj 
50-SBB         0 
50-180         0 
50-385         0 

MADSEN,  0.  L. 
MADSEN.  0.  L. 
MADSEN,  0.  L. 
MAGNUSON,  H.  G. 
MAIER,  A. 

791O290059* 
7910290063" 
7910290061 
791D1C0456 
791O0103BB 

30-285         Q 
50-118         0 
50-119         a 
30-523         0 
PR 

MA1ER,  M.  W. 
MAKEPEACE,  J, 
MAKEPEACE,  J.  M. 
MALARO,  J.  C. 
MALICK.B. 

79I0310047 
7910230379" 
7910260287" 
7910250055 
7910390337 

NUREQ 
30-247         R 
30-247         S 
WASTE   HOT 
50-320         R 

MALMRDS,  M.  H. 
MALONEY,  Q.  P. 
MALDNEY,  Q.  P. 
MALONEY,  0.  P. 
MALONEY,  0.  P. 

7910O30731* 
7910150307 
7910090791 
791OO1O334 
7910O10383 

50-344         fl 
50-315         Q 
50-315         fl 
30-315         P 
50-313         P 

MALSCH,  M,  0. 
MANC1NI,  A.  J. 
MANOU8I,  J. 
MANN,  U.  B. 
MANRY,  M. 

7910100685* 
7910110035 
7910O100B3* 
7910330240 
7910010423 

PR 
40-1163 
FOIA 
WASTE   MOT 
50-331         S 

MANRY,  M. 
MANHY.M. 
MANRY,  M. 
MANRY,  M. 
MANRY,  M. 

7910O104I7 
7910040303 
7910Q40236 
79JQO40265 
7910100380 

30-321         5 
30-366         S 
50-321         S 
50-321         S 
50-366         S 

MANRY,  M. 
MANRY,  M. 
MANHV.  M. 
MANHV.M. 
MANRY,  M. 

791Q17O221 
7910220269 
791O17OJ72 
791O17O255 
791O17O265 

50-366         S 
50-331         R 
30-366         S 
50-366         S 
50-321         S 

MANRY.  M. 
MANRY.  M. 
MANRY.  M. 
MANRY,  M. 
MANRY.  M. 

791O340474 
791O300293 
7910290373 
7910300232 
7910300297 

50-331         S 
50-366         B 
30-366         3 
50-366         3 
5O-366         8 

MANSER,  H.  C. 
MANSER,  U.  C, 
MANSER,  H.  C. 
MANSER  ,W.  C. 
MANSER,  W.  C. 

79092B0079* 
7910170412 
7910030213* 
79100400S5 
7910030093* 

7O-143 
PH 
70-143 
7O-143 
7O-  1  43 
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AUTHOR 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

MAN5£R.W,  C. 

7910030216           70-143 

MANSER,  H.  C. 

7910IB0262*         70-143 

HARCHAL.  J. 

7910190619           XPOHTL1C 

MARIA,  C. 

7910030748           5O-155        0 

HARKOHSK1.R, 

7910160090*         50-311         Q 

MARKGWSKliR.  S 

7910090754"         30-334         0 

MARGUEBHEUCK.H. 

7910300247*        CONTRACT 

MARSH,  C. 

7910030693           SO-3B7        S 

HARSH,  C. 

79I003O697*         50-397        Q 

MARSH,  C. 

791003Q6BB           30-337        C 

MARSHALL,  R.  A. 

791022O494           SO-2SO        O 

.MARSH,  R.  J 

7910O1O037*         30-341         Q 

MARSH,  R.  J. 

791016024B*         50-373        0 

MARSH,  R.  J, 

7910230417"         50-341         Q 

MARTINEZ.  L. 

79  102301  SB           PR 

MARTINSON.  2.  R. 

79IO310006           NUREQ 

MARTIN,  W.  F. 

791O2SC-036           4O-B733 

MARTIN.  J.fl. 

7910260010           71-7 

MARTIN.  T.D. 

79101Q03B2*         50-29           P 

MARTIN.  T.  J. 

7910090033*         3O-311         Q 

MARTIN.  T.  J. 

7910190165           50-311         Q 

MA8TIN,  T-  J, 

7910190140           50-311         3 

MAR  TIN.  T.  J. 

7910190149           30-311         S 

MARTIN,  T.  J. 

7910310262           30-273        Q 

MARTI  N,R.A. 

7910310509           RES 

MARTIM,  W.  0. 

7910310034           70-364 

MrtHTIN,  R.  D. 

7910020775*         50-245        Q 

HARTIH,  W.  0. 

7910090757*         30-213        Q 

MARTIN.  W.  0. 

7910310O09*         70-B3Q 

MARTIN.  W.  0. 

7910290077*        70-371 

MARTIM,  W.  0. 

7910120010           70-B30 

MARTIN,  W.  0. 

791  01  205  IB           70-69B 

MARTIN,  H.  Q. 

7910310070»         70-1113 

MARTIN,  H.  0. 

79100907B7           70-135 

MARTIN,  M.  0. 

7910090796           70-364 

MARTIN,  H.  0. 

7910310079           50-5              Q 

MARTIN,  W.  0. 

79102901O2           70-33 

MAHTIN.H.  0. 

7910090756           50-213        Q 

MARTIN,  H.  0. 

79IO310O64           70-1143 

MARTIN.M.  0. 

791O310O07           7Q-B20 

MARTIN,  M.  0. 

7910290067           70-371 

MART  IN,  a.  0. 

7710070146*         30-839        0 

MARTIN,  R.  D. 

7910230042*         50-34B        Q 

MARTIN,  L.f. 

771O1B0344*         30-445        Q 

MARTIN,  J. 

7910030336*         FOIA 

MARTIN,  J.  B. 

7910230077           WASTE   MOT 

MARTIM.  J.  B, 

7910040334           ORO 

MARTIM,  J.  B. 

7910090S18           PROJ 

HARTIN,  J.  B. 

7910050354           40-1341 

MARTIN,  J. 

7910240703*         30-3B7         0 

MAR  TON,  K.  V. 

79101B0617*         CONTRACT 

MARZILLI,  D. 

7910100672*         71-9039 

MASARKY,  N.  H. 

79100406S4           40-7097 

MASKEMITZ.  B.F. 

7910290037           RES 

MASS.  -J.  H. 

7910320099           50-409        O 

MASSE,  B.  E. 

7910250097*         50-313        Q 

MASSIE,  K. 

7910190193           50-330        H 

MASS1E,  H.  H, 

7910310005           RES 

MATERS,  B.  H. 

79101  80474           30-341         A 

M  ATHENS,  E.  n. 

7710260366           50-305        0 

HATHEWS,  E.  R. 

7910D907S5           30-303        Q 

MA  THEWS,  E.  R. 

7910150197           50-305        0 

MATHEHS,  E.  R. 

7910230235           50-305        Q 

MATHEHS-J.E.  R. 
MATHEHS.  E.  R, 

7910110403           3O-303        Q 
7910170315           30-305        P 

MA  THEWS.  E.R. 

7910250264           50-305        P 

MATHEWg.E.  fi. 
MATHEWS,  E.  R. 

7910230471            SQ-305        P 
7910350237           30-305        P 

MATHEWS.E.fi. 

7910250366           50-303        P 

MATHEWB,  E.  fi. 

7910260SB3           50-305        S 

MATHEHS,  E.  R. 
MATHEMH.  E.  R, 

7910300S33           50-303        P 
7910300141           50-303        P 

MATHEW3,  E.  R. 

7910300226           50-303        S 

MATHIff,  C.  J. 

7710100333          50-293        B 

MATH  IS,  C.  J. 

7910150529           30-293        S 

MATHIS,  C.  J. 

MATHIS.  C.  J, 

791Q17026B           50-293        B 
79  102604  SO           30-393        S 

MATHIS,  If.  H. 

7910180311            30-320        0 

MATSONj  V. 
MATSON.  V. 

7710110110          XPORTLiC 
791003014S           XPORTLIC 

MATSON;  V.     . 

7910090349          XPOHTLIC 

MATS  ON,  V. 
WATSON.  V. 
MATSON^V. 
MATS  ON,  V. 

791003091H           XPORTLIC 
7910100634          XPORTLIC 
77101700BH           XPDRTLIC 
791026006B           XPORTLIC 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

MATSON,  y. 
MATSON,  V. 
MATBQN-  V. 
MATSON,  V. 
HATT,  P.  K. 

7910360074* 
7910300262 
791026003B 
7910290373 
7910030753 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPORTLIC 
PHOJ 

MATT,  P.  K. 
MATT,  P.  K. 
MATT,  P.  K. 
MATTHEWS,  E.R. 
MATTHEWS,  E.  R. 

7910070232 
7910120033 
7910120033 
791OI50474 
7910030107 

PROJ 
PROJ 
PROJ 
50-E93    R 
50-303    P 

MATTHEWS,  E.R, 
MATTHEWS.  E.  R. 
MATTHEWS,  E.  R. 
MATTISON.L. 
MATT  I  BON,  L. 

7910030114 
7910030363 
7910130514 
79101S0013* 
7910290160* 

50-303    a 
5O-303    Q 
50-303    fi 
30-574    0 
30-374    0 

MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 

7910030580 
7910040193 
7910030128 
7910020606 
7910030616 

50-312    0 
50-312    Q 
50-312    Q 
50-3  IS    Q 
30-312    Q 

MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE-  J.  J. 

79101201B1 
7910030SS9 
7910160484 
7910030439 
7910030445 

50-313    Q 
30-313    Q 
50-31  a    0 
50-312    F 
50-312    F 

HATTIMOE.  J.  J. 
MATTIMOE.J.  J. 
HATT1MOE,  J.  J. 
MATTlttOE,  J.  J. 
MATTIMOE,  J.  J. 

7910050260 
7710300010* 
7910110410 
7910190406 
7910100210 

50-312    A 
30-313    Q 
50-312    F 
30-312    P 
50-312    P 

MATTIMQE,  J.  J. 
MATTIMOE.  J.  J, 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMOE,  J.  J. 

7910110306 
7910120237 
7910110257 
7910160476 
79101B0416 

50-312    A 

50-31H    F 
50-313    P 
50-313    P 
30-313    P 

MATTIMDE,  J.  J, 
MATTIMOE,  J.  J. 
MATT1MOE,  J.  J. 
MATTIMOE,  J.  J. 
MATTIMDE,  J.  J. 

7910830593 
7910330391 
7910290269 
7910220270 
7910240674 

50-313    P 
30-312    P 
50-313    P 
30-312    P 
50-312    P 

MATT1A.M.  J. 
MATTIAiM.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 

7910030038* 
79  10100697* 
7910010697* 
7910340705" 
7910010115* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MATTIA,  M.  J. 
MATTIA.M.  J, 
MATTIA.M.  J. 
MATTIA,  M.  J. 
KATTIA.M.  T. 

7910020091* 
7910040610* 
79100707H2* 
791009079B* 
7910100701* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MATTIA,  M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 

7910110061* 
7910180490* 
7910190016* 
7910190I3B* 
791023003B* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MATTIA,  M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 
HATTIA.M.  J. 
MATTIA,  M.  J. 

79I02407H3* 
7910010335* 
7910120123* 
7910130135* 
7910120253* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MATTIA.M.  J. 
MATTI8,  M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 
MATTIA-  M.  J. 

79101B0260* 
79101B0449* 
7710180493* 
7910360226* 
79102903B1* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MATTIA.M.  J, 
MATTIA,  M.  J. 
MATTIA.M.  J. 
MATTIA.M.  J. 
MATTIA,  M.  J. 

79101B0496* 
7910190139* 
7910180234* 
7910390394* 
7910240711* 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MATTIA,  M.  J. 
MATTIA,  J. 
HATTIA.J. 
MATTIA,  J. 
MATTIA,  J.  C. 

791004059B* 
79102201BK 
79)0130284* 
7910090717* 
7910260467* 

CONTRACT 
50-332    Q 
50-33B   a 
30-333    0 
30-33S    0 

MATTSON,  R.  J. 
MATT80N,  R.  J. 
MATTSON,  R.  J. 
MATTBON,  R.  J. 
MATTSON,  R.  J. 

7910040364* 
7910240121* 
7910170361 
7910170369 

7910170507 

50-2BO   0 
30-320    P 
30-330   P 
30-320   P 
30-330   H 

MATTBON,  R.  J. 
MATT80N.fi.  J, 
MATTSON,  R.  J. 
HATTSDN,  R.  J. 
MAXWELL,  0.  F. 

7910030479 

7910030339 
791017037B 
7910240B3B 
7910240184* 

NUREO  '. 
50-320   H 
30-3BO   P 
30-380  :  P 
30-329    Q 
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MAY,  E.  L. 

7710110333* 

30-29     B 

MAYER,  L.  O. 

79100101B4 

30-202    0 

MAYER,  L.  0. 

7710020337 

90-263    P 

MAYER,  L.  0. 

7910270173 

71-909A 

MAVER,  L.  0. 

7910070398 

50-306    8 

MAYER,  L.  0. 

7710100377 

50-263    R 

MAYER,  L.  0. 

7910100308 

50-363    F 

MAYER,  L.  D. 

7910100392 

30-263    B 

MAYER.  L,  O. 

7910110416 

30-363    P 

MAYER,  L.  Q. 

7710110333 

30-263    0 

MAYER,  L.  0. 

7910110441 

30-282    P 

MAYER,  L.  0. 

7910110612 

30-363    P 

MAYER,  L.  0. 

7910150473 

30-283    fi 

MAYER,  L.  0. 

7710170357 

30-2B2    P 

MAYER,  L.  0. 

7910190370 

30-2BS    P 

MAYER.L.O. 

7910330313 

30-382    B 

MAYER,  L.  0. 

7910230312 

90-263    P 

MAYER,  L.  0. 

7910S30337 

50-282    F 

MAVER,  L.  0. 

7910240619 

30-383    P 

MAYER,  L.  O. 

7910340363 

30-282    F 

MAYER,  L.  0. 

791030030B 

30-263    P 

MAYER,  L.  0. 

791023027B 

30-283    F 

MAYER,  L.  0. 

7710300143 

50-282    P 

MAYER,  L.  0. 

7910300397 

50-382    P 

MAYER,  L.  0. 

7910300336 

30-263    P 

MAYS,  W.  M. 

7710030138 

40-B717 

MAYS.  W.  M. 

7910110482 

40-8717 

MAZZOLI.R. 

7710330223 

30-34A    U 

MCAVQY,  J.  F. 

7910310445 

REQOD 

MCBREARTV,  R.  A. 

7710010397* 

50-27H    Q 

MCBREARTY.  R.  A. 

7910020443* 

30-220    Q 

MCCABE,  E.  C. 

7910170305* 

30-33O    0 

MCCABE,  E.C. 

7710030BBB* 

30-271    0 

MCCABE,  E.C. 

7910030895* 

30-271    0 

MCCABE,  E.  C. 

77100107B2* 

30-319    Q 

MCCABE,  E, 

7910160163* 

30-219    Q 

MCCADE.E.  C. 

7910110957* 

50-219    0 

MCCABE,  E.C. 

7710160338* 

50-340    Q 

MCCABE,  E. 

7910130117*1 

30-33S    Q 

MCCABE,  E.  C. 

7710150163* 

30-293    0 

MCCAFFREY,  D.  R. 

7910120390 

90-322    Q 

MCCARTNEY,  L.  B. 

7910090324* 

30-48&    O 

MCCAUOHIN,  K. 

77101901<b7 

90-2S9    6 

MCCAULEV,  W.  R. 

7910100613 

90-3      P 

MCCLAREN,  8.  A. 

7910180207 

30-2S9    O 

MCCLAREN,  8.  A. 

7910300447 

50-287    0 

MCCLAIN,  C,  M. 

7910320286* 

30-319    R 

MCCLINTOCK,  R,  0. 

7910110453* 

40-673 

MCCLINTOCK.fi.  0. 

790924  070  B 

70-230  1 

MCCUNTOCK,  R.  0. 

7710110495* 

40-B406 

MCCUNTOCK,  R.  0. 

7910110445* 

40-673 

MCCLINTOCK,  fi.O. 

7910110483 

4  0-9  40  A 

MCCLINTOCK,  R.  0. 

79I01BQB50 

40-7994 

MCCLINTOCK,  R.O. 

7710310040 

70-698 

MCCLINTOCK,  R.  O, 

7910110435 

40-673 

MCCORKLE,  B. 

7910390384 

90-4&&    0 

MCCORMACK,  T, 

7710050661 

50-346    O 

MCCORMICK,  W.  N. 

7910040392* 

90-400    E 

MCCORMICK.W.  N, 

7910160062 

30-400    A 

MCCORMACK,  M. 

7910320426 

30-523    0 

MCCORKLE,  0,  W. 

7710100673* 

90-206    P 

MCCORKLE,  0,  W. 

7910010066* 

30-334    P 

MCCORKLE,  0.  W. 

7910010027* 

9Q-S69    P 

MCCORKLE,  0.  W. 

7710100651 

70-1257 

MCCORKLE,  0.  W. 

7910040225 

70-27 

MCCDRKLE.O.  W. 

7910030173 

7O-27 

MCCORKLE,  0.  W. 

79103100BO 

70-364 

MCCORKLE,  0.  W, 

7910310083 

70-130B 

MCCOY,  H. 

7910040311 

71-196 

MCCOY,  H.  A. 

7910040314* 

71-196 

MCDAN1EL,  D.  E. 

7910300364 

PROJ 

MCDIARMID,  R.  C. 

7910130226 

PROJ 

MCDIARMID,  R.C. 

7910070360 

PROJ 

MCDIARMID,  R.C. 

7910090264* 

PROJ 

MCDIARMID,  R.C. 

7910050706 

PROJ 

MCDIARMID,  R.C. 

7710260338 

30-293    M 

MCDIARMID,  R.C. 

7910130226 

PROJ  •  ' 

MCDIARMID,  R.C. 

7910260338 

90^293   'M 

MCDIWITT,  R.M. 

7910170289 

90-330    O 

MCDONALD,  B.  ' 

7710230149 

WASTE  MOT 

MCDONALD,  J.  P, 

7910310124 

71-129  '   •. 

MCDOWELL,  M. 

7710030134 

90-483    H 

MCDOWELL,  M. 
MCDOWELL,  H.  B.  =•  ; 

MCDOWELL;  s. 

7710070994 
•  7910260386  •• 
7910030306 

BO-482    Q 
90-B89   ••  Q 
30-327    R 
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MCDUFFIE.M.  A. 
MCDUFF1E,  M.  A. 
MCFARLAND,  C.R. 
MCFARLANE,  E.  D. 
MCFARLAND,  C.R. 

7910030331 
7910010277 
7910180110* 
791  0230416 
79100103B6* 

3O-400    Q 
30-400    A 
30-413   0 
30-2BB    J 
3O-413    Q 

MCFARLAND,  C.R. 
MCOARRYi  J.  M, 
MCQARRY.  J.  M. 
MCQARRY.  J.  M. 
MCCARRY,  J.  M. 

7710180465* 
7910330230 
79102201B3 
7910190131 
7910020700 

30-337    0 
70-26H3 
30-4BB    0 
70-3623 
SO-408    Q 

MCOARRY.  J.  M. 
MCOARRVi  J.  M. 
MCOARRY,  J.  M. 
MCQAUQHY.  ft.  W. 
MCQAUQHY.  R,  W. 

79102201  S3 
7910310057 
7710290326 
7710030B60* 
7710310038* 

30-408    0 
SO-40B    G 
70-2623 
50-387   Q 
90-363   0 

MCQAUOHY,  R.  W. 
MCQAUQHY,  R.  W. 
MCOAUGHY.  R. 
MCQAUQHY,  R. 
MCOAUQHY.R.  W. 

7910220101" 
7910010329* 
7910120504* 
79100907  17* 
7910160191" 

90-332   Q 
90-334    0 
50-332    Q 
30-333   0 
30-996   Q 

MCGAUGHY,  R.  U, 
HCOAUQHY.  R.H. 
MCOAUQHY.  R.  W. 
MCOAUQHY.  R. 
MCOAUOHY.  0.  VJ. 

7910180390" 
7910170618* 
7910180160" 
7710260467* 
7710370128" 

30-387   Q 
30-332    Q 
30-410   Q 
SO-332   Q 
30-323   Q 

MCQLYNN,  R.  D. 
MCQLYNN.  R.  B. 
MCOOVERN,  F. 
MCQOVERN,  J.  J. 
MCQBVERN.  H. 

7710030726 
7910090620* 
7910310136 
7910390132* 
7910010160 

30-2B9   H 
30-289   0 
90-320   H 
50-94    « 
50-320   T 

MCQOWAN.  0.  V. 
MCGRAW,  P. 
MCORATH,  E.  0. 
MCQRATH,  E.  J. 
MCORATH.  E,  J. 

7910230267 
7710190433* 
7910220019 
7910220007 
7710290462 

BO-317   P 
30-471    G 
PROJ 
40-8731 
PHOJ 

MCOUIRE.P.  J. 
MCOUIREiP.  J. 
MCOUIRE.P.  J, 
MCOU1RE.  P.  J. 
MCOUIRE,  P.  J. 

7910110119 

7910130330 
7910190439 
77101604BB 
7910170396 

90-273   S 
30-S73   8 
50-293   3 
30-293   R 
30-293   R 

MCOUIRE.P.  J, 
MCOUIRE.P.  J. 
MCOUIRE,  P.  J. 
MCOUIRE.  W.  F. 
MCOUIRE,  D.  R. 

771QB6030B 
7910260206 
7910260231 
7910090473 
7910290231* 

30-293   P 
30-293   P 
90-293   B 
30-466   0 
30-43H   0 

MCOURREN,  H.  J. 
MCGURREN,  H.  J. 
MCOURREN,  H.  J. 
MCGURREN,  H.  J. 
MCQURRENiH.  J, 

7910110390 
7910110233* 
7910010256 
7910090630 
7710130721 

90-338   0 
30-338   0 
50-341    0 
50-341    0 
HO-33B   0 

MCOURREN.  H.  J. 
MCHENRY,  T.  J. 
MC  HENRY,  T.  J. 
MCHENRY.  T,  J. 
MCHENRY.  J.  C. 

7710300387 
7910170045* 
7910330023* 
77102B0484* 
7910170616 

30-341    G 
90-261    0 
30-303   Q 
90-30H   Q 
30-338   S 

MCHENRY,  T. 
MCKEE,  F. 
MCKIBBEN,  J.  C. 
MCKNIGHT,  8.  H. 
MCLEMORE,  C.  W. 

7910330037 
7910030178 
7710030377 
7709240732 
7710180313* 

90-261    B 
PR 
30-106   P 
70-1237 
71-17B 

MCLEOD,  C. 
MCNAMARA.  A.  E. 
MCNEILL,  W.  M. 
MCNEILL,  W.  M. 
MCNEILL,  H.  M. 

7710030317 
7710160394* 
7710170046" 
.  7710170060* 
7710230121* 

FQIA 
30-244   0 
QA997 
QA999 
QA999 

MCNULTY.  A. 
MCNULTY,  A. 
MCNULTY,  A. 
MCNULTY,  A. 
MCOBCAR.  J.  J. 

'  7910240094* 
79I01BQ302 
7910020033 
791018060S 
7710130117* 

90-389   Q 
CONTRACT 
CONTRACT 
CONTRACT 
90-323   fl 

MCMHORTER.R.  J. 
MCWHORTER,  H.  J. 
MCWILLIAMS.  P.  K. 
MEANS'  D.  8, 
MEANS,  D.  8. 

77101B0029 
7910H70337 
7910180331* 
7910270371 
7910100341 

PR 
30-900   A 

30-363   Q 
30-322   G 
30-333   0 

MEANS,  D.  B. 
MEDLAND,  p. 
MEDLQCK,  R.  L, 
MEDROW,  L,  K, 
MEDROW.  L,  K, 

791QS90371 
7910090492 
7910230606 
7910040973 
771009079? 

90-3113   0 
90-367   0 
40-0493 
CONTRACT 
CONTRACT 

MEDROH.L.K, 
MEDRPH,  L, 
MEDROW,  L. 
MEHLER.  B.  A. 
MEIBS.R.L, 

7710170018 
7710180232 
7710B90392 
79  101  70476* 
7710030706 

CONTRACT 
CONTRACT 
CONTRACT 
30^330  .'  H 
PROJ 
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MEIBB.  R.  L. 
MEISS,  R.  L. 
MEIS8,  T.  L. 
MELCHER.  J. 
MENCZER.W.  D. 

7710030010 
7910030706 
7710120095 
7910090931 
7910090BOO 

PtIOJ 
PFIOJ 
PROJ 
30-332    6 
CONTRACT 

MENCZER.W.  Q. 
MENCZER.W.  B. 
MENCZER.W.  D. 
MENCZER.W.  D. 
MENCZER.  U.  B. 

7910110731 
7910110097 
791012013B 
7910100263 
7910130153 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

MENCZER.W.  B, 
MENCZER.W.  Q. 
MERRILL,  D.  N. 
MEF1RITT.  M.  L. 
MER5DN.  B.  0. 

7910160339 
7710160333 
7910170414* 
7710230330 
7910S30564 

CONTRACT 
CONTRACT 
50-443   A 
WASTE  MOT 
50-317    R 

MEHSQN,  8.  D. 
MERTZ.L.  R. 
MERTZ.L.  R. 
MEBLER.R.  D,   . 
ME88ITT,  B.  R, 

7910330367* 
7710360003 
7710070336 
7910390330 
7710380033* 

50-317   R 
71-160 

71-160 
SO-14B   P 
50-261   Q 

ME8BITT,  D.  R. 
METZENBAUM,  H.  M, 
METZENBAUM.  H. 
METZOER,  F. 
MEYER,  P.  E. 

7910260403" 
771001060? 
7910110446 
7710030378* 
7910040341" 

30-302   a 
SO-338    U 
30-338    U 
PROJ 
TOPREP 

MEYER,  H.  H. 
MEYER.  H,  H, 
MEYER,  0.  L. 
MICHELBON,  C. 
MICHELBON,  C. 

7710310316 
7910310275 
7710230376 
7710IB0473 
7910090041 

30-313   A 
50-375   A 
HASTE  MOT 
30-206   8 
ACRB 

MICHLEWtCZ.D, 
MIDDUHA8.  A.  P. 
MI  DURA,  H.  J. 
MIOURA,  H.  J. 
MIDUHA,  H.  J. 

7910180426 
7910180B43 
7910040030 
7710160302 
7910300H25 

30-3B2   A 
30-2B9   0 
30-273   S 
30-373   R 
30-273    R 

M1DURA.H.  J. 
MIERN1CK1.M,  J. 
MIERN1CKI.M.  J, 
H1ERNICK1.M.  J, 
MILCAREK,  G. 

7910300S31 
7710010403* 
7910030333* 
7910030368* 
7910010739 

50-272   R 
90-317   0 
30-317   3 
30-317   8 
30-367    0 

MILES,,  J,  C. 
MILEY.  G.  H. 
MrLHOLLIN,  0.  L. 
HILHDLLINi  0.  L. 
MILHOLLIN,  0.  L. 

7710220123 
7710130930 
7910090163 
7910030690 
7910230333 

NUREO 
30-336    P 
30-272   0 
30-272    0 
30-272   0 

MIL1CI.FI.C. 
MILLER,  J,  B. 
MILLER,  N. 
MILLER,  M,  I. 
MILLER,  M,  I. 

771033044B 
7710010623 
7710330171 
7710030627 
7710090313 

WASTE  MOT 
PR 
WASTE  MOT 
50-434   0 
30-494   G 

MILLER,  M.  I. 
MILLER,  M,  1. 
MILLER,  M.  I. 
MILLER,  T. 
MILLE,  U.  E. 

79100B0339 
7910150107 
7910040119 
7910030444" 
7910030136 

30-454   G 
30-484   G 
30-456   C 
FOIA 
PR 

MILLER,  F.  D. 
MILLER.  M, 
MILLER,  J.  W. 
MILLER.  M.  I. 
MILLER,  M.  I. 

7910030720" 
7910230100 
7910230407 
791003Q6B7 
7710090513 

FOIA 
WASTE  MOT 
WASTE  MOT 
30-434   0 
30-434   0 

MILLER,  M.  I. 
MILLER.  Mi  I. 
MILLER,  M.  I. 
MILLER,  J. 
MILLER,  J.  P, 

7910090335 
7910130109 
7910040113 
7910010434 
7910170363 

90-494   G 
90-434   0 
30-496   G 
90-320   A 
30-320   P 

MILLER,  G.  P. 
MILLER,  G.  P. 
MILLER.O.  P. 
MILLER,  fl,"M, 
MILLER/L.  K.' 

7910170437 
7710170440" 
7710170434" 
7710100027 
7710160306* 

30-320   H 
30-320   H 
30-320   H 
PR 
90-273   R 

MILLER,  M^E;' 
MILLER,  M,  E. 
MILLER,  M.  E. 
MILLER,  M.  E. 

MILLER,  M.  E. 

7710090369 
7710030723 
79  100901  BO 
79101  104B3 
7710030323 

90-344   0 
PROJ 
PRDJ 
90-494   0 
70-2633 

MILLER,  M.  E! 
MILLER,  M.  E. 
MILLER.  M,E, 
MILLER,  M.  E. 
MILLER,  M.  E. 

7910090728 

7910120033 
7910190316 
79102203BO 
7710030778 

PROJ 

PROJ  , 
30-344   0 
PROJ 
PROJ 

MILLER,  M.  E. 

MILLER,  M.E. 
MILLER,  M.  E. 
MILLER,  H.  E, 
MILLER,  M,  E. 

7710380431 
7710170307 
7910090734 
7910220204 
7910190180 

30-344   0 
30-344   0 
PROJ 
PROJ 

30-443   M 
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MILLER,  M.  E. 

7710330473 

30-344 

0 

MILLER,  HE. 

791O26O364 

30-445 

M 

MILLER,  W.  0. 

7710040172 

90-278 

P 

MILLER,  U.  0. 

7910010762 

30-260 

0 

MILLER,  W.  0. 

7710170310 

50-261 

P 

MILLER,  H.  0. 

7710010365 

70-364 

MILLER,  U.  0. 

791009030B 

70-133 

MILLER,  W.  0. 

7910020733 

90-36B 

H 

MILLER,  U.  0. 

791O03O?01 

30-203 

F 

MILLER,  H.  0. 

7910040303 

9O-244 

P 

MILLER,  W.  0. 

7710030093 

30-269 

F 

MILLER,  H.  0, 

77I00909B6 

30-313 

P 

MILLER,  H.  D. 

7910090813 

50-344 

H 

MILLER,  H.  0. 

7910190109 

30-273 

P 

MILLER,  W.  0. 

7910190213 

30-313 

F 

MILLER,  H.  0. 

791O04O631 

50-346 

F 

MILLER.  H.  0, 

791O04O633 

50-230 

F 

MILLER.  W.  Q. 

7910090630 

50-139 

P 

MILLER.  H.  0. 

791O16O093 

50-5BO 

P 

MILLER,  U.  0. 

7910190007 

50-267 

F 

MILLER,  W.  0. 

791O29O147 

40-B037 

MILLED,  W.  P. 

7910260327 

70-371 

MILLER,  H.  0. 

791O24O701 

30-331 

F 

MILLER,  H.  0. 

7710220479 

50-313 

P 

MILLER,  W.  0. 

7910230045 

30-237 

F 

MILLER,  M.  0. 

7710300361 

30-135 

P 

MILLER,  H.  H. 

7910340032* 

30-51B 

ft 

MILLER.  D.E. 

771O11O206" 

30-6 

0 

MILLER.  E. 

79102401B8* 

30-363 

0 

MILLER,  V.  L. 

771O1I0041* 

40-8670 

MILLER,  H.  J. 

791  Oil  0038 

40-S74B 

MILLER,  H.  J. 

7910160213 

PROJ 

MILLER,  H.  J. 

7710320337* 

40-B72S 

MILLER,  H.  J. 

791O32O272* 

40-1341 

MILLER,  H.  J. 

7710230497 

40-B727 

MILLER,  H.  J. 

7910360311 

40-B732 

MILLER.H.  J. 

7910360316* 

40-8793 

MILLER,  J.R. 

79100403S7 

90-2BO 

D 

MILLER,  J.  R. 

791O09004B* 

SECY 

MILLIKEN.W.  Q. 

7910010611 

30-159 

H 

MILLIKEN.W.  0. 

7909210403* 

30-319 

B 

MILLJKEN.W.  G. 

791O3I0333* 

90-195 

P 

MILLOY.  J.  A. 

791O03043S 

NUREO       . 

MILLS,  J.E. 

771OOB0748 

90-133 

0 

MILLS,  B. 

791O170I18 

90-2B7 

0 

MILLB.L.  M. 

7910110452 
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50-261         0 
50-369         Q 
50-413        0 
50-302        Q 
80-330        Q 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

O'REILLV.  J.  P. 

7910020535 

50-321    Q 

O'REILLY.  J.P. 

7910020596 

50-416    a 

O'REILLY,  J.  P. 

7910030BB3 

50-393    0 

O'REILLV,  J.P. 

7910020591 

50-395    0 

O'REILLY.  J.  P. 

7910020593 

50-359    0 

O'REILLY,  J,  P. 

7910020603 

50-2BO    Q 

O'REILLY,  J.  P. 

79092B0180 

50-269    0 

O'HEILLY,  J.  P. 

7909380154 

50-359    Q 

O'REILLY,  J.P. 

7909280159 

50-280    Q 

O'REILLY,  J.  P. 

7910110336 

30-348    O 

D'REILLY,  J.  P. 

7910110329 

50-261    Q 

O'REILLY,  J,  P. 

7910110348 

30-269    0 

O'REILLY.  J.P. 

7910110251 

50-303    0 

O'HEILLY,  J.P. 

7910110353 

50-230    Q 

D'REILLY,  J.P. 

7910110356 

30-321    0 

O'REILLY,  J.P. 

7910110268 

50-399    Q 

O'fiEILLY,  J.  P, 

7910110370 

90-327    Q 

O'REILLY,  J.  P, 

7910110379 

50-3BO    0 

O'REILLY.  J.  P. 

7910110233 

50-364    Q 

O'fiEILLY.  J.P. 

7910110233 

SO-400    Q 

O'REILLY,  J.P. 

79I011023B 

50-369    0 

O'REILLY,  J.P. 

7910110243 

30-413   Q 

O'fiEILLY,  J.P. 

7910110234 

50-389    Q 

O'REILLY,  J,  P. 

7910110259 

30-424    Q 

D'REILLY,  J.  P. 

7910110561 

50-416    a 

D'REILLY,  J.P. 

7910110263 

50-395    Q 

O'REILLY.J.P. 

7910110364 

50-395    0 

O'REILLY.  J.  P. 

79101102B2 

30-339    Q 

D'REILLY.  J.P. 

7910110365 

50-437    0 

O'REILLY,  J.P. 

7909280187 

50-261    Q 

D'REILLY,  J.P. 

7910040156 

50-437    0 

O'REILLY,  J.P. 

7910040157 

SO-340    0 

O'REILLY,  J.  P. 

7910040161 

50-361    0 

D'REILLY.  J.  P. 

7910040165 

50-369    Q 

O'REILLY,  J.P. 

7910040167 

30-413    a 

O'REILLY,  J,  P. 

7910040170 

50-303    0 

D'REILLY,  J.  P. 

7910040171 

30-250    0 

O'REILLY,  J.  P. 

7910040176 

50-321    Q 

O'REILLY.  J.  P. 

7910040179 

50-416    a 

O'REILLV,  J.  P. 

79100401BO 

30-393    Q 

O'REILLY,  J.  P. 

791004018S 

50-395    a 

D'REILLY,  J.  P. 

791  0040185 

30-239    a 

O'REILLY,  J.P. 

79100401B9 

50-3BO    0. 

O'REILLY,  J.P. 

7910190233 

30-348    O 

O'REILLY,  J.  P, 

7910190235 

50-364    0 

O'REILLY,  J.P. 

791019033B 

30-400    Q 

O'REILLY.  J.P. 

7910190239 

50-361    0 

O'REILLY,  J.P. 

7910190242 

30-334   0 

O'HEILLY,  J.  P. 

7910190243 

90-491    Q 

O'REILLY,  J.  P. 

7910190247 

5Q-4BB   0 

O'REILLY,  J.  P. 

791019034B 

50-269    a 

O'HEILLY,  J.  P. 

7910190330 

50-369    0 

O'REILLY,  J.  P. 

79101902S3 

30-370    0 

O'REILLY,  J.  P. 

7910190353 

5O-413    0 

O'HEILLY,  J.  P. 

7910190333 

30-230    Q 

O'REILLY,  J.  P. 

7910190357 

50-389    0 

O'REILLY,  J.  P. 

7910190359 

30-302    Q 

O'REILLY,  J.  P. 

7910190261 

50-335    Q 

O'REILLY,  J.  P. 

7910190363 

50-434    0 

D'REILLY,  J,  P. 

7910190364 

50-321    Q 

O'REILLY,  J.P. 

7910190367 

30-416    a 

O'REILLY,  J.  P. 

7910190271 

50-395   a 

D'REILLY,  J.P, 

7910190373 

50-337   Q 

O'HEILLY,  J.P. 

7910190375 

80-259   a 

O'REILLY,  J,  p. 

7910190277 

50-390   Q 

O'REILLY,  J.  P. 

7910J903QO 

50-31B    a 

O'REILLY,  J.P. 

7910190283 

50-953    a 

O'REILLY,  J.P. 

79101902BS 

30-338    Q 

O'HEILLY,  J.  P. 

79101902B6 

50-966    0 

O'REILLY.  J.  P. 

791019028B 

30-404    a 

O'REILLY.  J.  P. 
O'REILLY,  J.P. 

7910190290 
7910190391 

30-280    0 
50-404    Q 

O'fiEILLY,  J.  P. 

7910190293 

50-333    Q 

O'REILLY.  J.  P. 

7910190293 

30-437   0 

O'REILLY,  J.P. 

7910170206 

SO-34B   a 

O'REILLY,  J.P. 
O'REILLY,  J.P. 
0'REILLY,J.P. 
O'REILLY,  J.P. 

7910170307 
7910170210 
7910170313 

7910170215 

90-261   Q 
50-413   Q 
30-369   a 
50-302   Q 

O'REILLY,  J,  P. 

7910170317 

30-330   Q 

O'REILLY,  J.  P. 
O'REILLY,  J.P. 

7910170321 

7910170223 

30-321   a 
50-416   a 

Q'HEILLY.J.P. 
O'fiEILLY,  d.  P. 
O'REILLY;  J,  P. 

7910170233 
7910170226 

7910170330 

30-395   Q 
50-359   0 
30-395   a 

AUTHOR 

ACCESSION 
NUMDEH 

SUBJECT 
CATEGORY 

O'REILUYr  J.  P. 

7910170333 

30-3BO   0 

O'REILLY,  J.  P. 

7910170236 

30-437   Q 

O'HEILLY,  J.  P, 

7910170713 

30-348    Q 

O'REILLY,  J.  P. 

7910170717 

30-361    0 

O'RErLLY.  J.  P. 

7910170735 

50-369    Q 

O'REILLY,  J.P. 

7910170731 

90-413    Q 

O'REILLY,  J.  P. 

7910170737 

30-302    Q 

O'REILLY.  J.  P. 

7910170739 

50-350    Q 

O'REILLY.  J.  P. 

791017074E 

30-321    Q 

O'REILLY,  J.  P. 

7910170748 

50-416    Q 

O'REILLY,  J.  P. 

7910170731 

50-395    0 

O'REILLY,  J.P. 

7910170733 

30-259    Q 

O'HEILLY.  J.  P. 

7910170774 

50-393    0 

O'REILLY,  J.  P. 

7910170778 

90-380    0 

O'REILLY,  J.  P. 

79101SO5BB 

30-437    Q 

O'REILLY.  J.P. 

7910250147 

30-302   a 

O'HEILLY,  J.  P. 

7910260363 

30-3BO   P 

OAKLEY,  D.  C. 

791033005B 

WASTE  M.QT 

OBERO,  C.  R. 

'  7910030136* 

50-4B3    Q 

ODERO.C.  R. 

7910020140* 

30-4  SS    Q 

OHERO,  C. 

79101H0400 

30-483   8 

OBERO,  C. 

79101B0316 

50-403   8 

OBERQ,  C.  R. 

791Q1602IS* 

SO-4BS   Q 

DDDIB,  C.  E. 

79)0030200 

71-3563 

OESTMANN,  M.  J, 

79100S0469* 

30-283   0 

OE8TMANN,  M.  J. 

7910170704 

30-202   B 

OODEN,  D.  M. 

7910100004 

REB 

OKRENT,  D. 

7910170369 

30-330   0 

OKRENT,  D. 

7910330349 

30-330   0 

OLD8,  D.  M, 

7910130110 

50-440   M 

OLDS.  D.  M. 

7910300033 

30-440   M 

OLDS,  D.  M. 

7910150118 

30-440   M 

OLDS,  D.  M. 

7910300035 

50-440   N 

OLLERrR,  E. 

7910350068* 

OA999 

CILLER,  R.  E. 

79101802631. 

OA999 

OLLER,  R.  E. 

7910230400* 

(1A999 

OLMSTEAD.W.  J. 

791,0160133 

50-339    0 

QLMBTEAD,  W.  J. 

7910130674 

70-2623 

OLMBTEAD,  W,  J. 

7910130238 

70-26.33 

OLM8TEAD,  W.  J. 

7910310060 

50-389   0 

OLBEN,  A.  F. 

7910130710 

70-824 

OLSEN,  A.  F. 

7910S30277 

70-834 

OLSEN,  A.  F. 

7910270111 

PR 

OLSEN,  A.  F. 

7910300337 

30-13     J 

OLSER,  A.  F. 

7910110024 

PR 

DLSHAN,  L. 

7910030Q33 

HO-347   F 

OL8HAN.  L. 

7910Q30B3S 

30-286   F 

OL8HAN,  L.  N. 

7910360073 

90-386   a 

OLSHAN,  L.N. 

7910350343 

50-247   F 

OL8HAN,  L.  N. 

7910310137 

30-3B6   P 

OLSON,  R.  C. 

79IO130S63 

flO-317   0 

OLSON,  D.  J. 

7910300363 

REB 

ON8DORFF,  K.  A. 

7910110104* 

90-373   0 

ON9DDRFF,K.  A, 

7910110180 

50-273   0 

ON8DDRFF,  K.  A. 

7910110203 

90-373   0 

ONBDORFF,  K.  A. 

7910150D49 

30-372   0 

OPEKA,  J.  F. 

7910010334 

50-349   B 

OPEKA.J.  F. 

7910010338 

90-343   B 

OPEKA,  J.  F. 

7910H40713 

30-243   8 

OPEKA,  J.  F. 

791003038B 

50-336   B 

DPEKA.d.  F. 

7910010409 

50-343   S 

OPEKA,  J.  F. 

7910030443 

30-336   S 

OPEKA,  J.  F. 

7910100293 

3O-340   8 

OPEKA,  J.  F. 

79101B0303 

50-336   B 

OPEKA,  J.  F. 

7910030436 

30-349   S 

DPEKA,  J.  F. 

7910090461 

30-336   8 

OPEKA-  J.  F, 

7910100314 

30-34  1)   S 

OPEKA,  d.  F. 

7910160437 

50-336   8 

OPEKA,  J.  F. 

79101  703B7 

50-245   S 

DPEKA,  J.  F; 

7910H30431 

30-336   R 

CIPEKA.  J.  F. 

'  7910230301 

30-336   Q 

OPEKA.  J.  F. 

7910230599 

30-343   R 

OPEKA,  J.  F. 

7910300134 

50-245   S 

OPEKA,  J.  F. 

7910310423 

30-249   R 

PPLINOER,  0.  0. 

7910300166* 

FOIA 

ORLANDO.  T.  J. 

7910020177 

PR 

ORTH,  D.  A, 
DRTLDFF,  0.  D. 
ORTLOFF.O.D. 

7910100063 
7910240707* 
7910240704 

ACRB 
40-8102 
40-B10E 

OB  ANN,  E.  M, 

791034067B 

BO-367   0 

DSANN,  E.  H. 
OaTRANDEfi.'N.  C, 
OSTRANDER.F.  W. 
QSTRANDER,  F.  W. 
OSTRANDER,  F,  W. 

791QS406B4* 
7910300B97* 
7910030349 
79101  BOS39 

7910180344* 

30-367   0 
30-143   P 

30---344   O' 
S0-i344   0 
30-344   0 
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AUTHOR 

ACCESSION 
NUMBER 

BUOJECT 
CATEODRY 

OTTO,  K. 

7910220014 

30-466   0 

QHEN.R.H. 

7910100017 

30-409   0 

PUEN.W,  H. 

7910220192* 

BO-48B   0 

OHEN,  D.  E. 

7910030063 

NUREO 

OHEWB,  D.  H. 

7910180017* 

CONTRACT 

PACHAL,  W.  P. 

7710330139 

XPORTLIC 

PAOANO,  F.  0. 

791  0090473* 

30-471    0 

FALCO,  L.  L. 

7910230423 

WASTE  MQT 

PAOLINd,  R.  J. 

7910040231* 

50-220    Q 

PAPERNQ,  H. 

7910290147 

REQQD 

PAPERIELLD,  C.  J. 

7910010067* 

PT9 

PAPERIELLO,  C.  J, 

7910170047 

IS.E 

PAPPA8,  H. 

7910090432 

QRO 

PAPPA9,  H. 

'7910110476 

30-10     0 

PAPPA8,  H. 

7910030292 

ORO 

PAPPAB,  H. 

77101  102B6 

OHO 

PAPPAB.  H, 

79101  10297 

30-10     Q 

PAPPAB,  H. 

7910090036 

ORO 

PAPPA9.H. 

79101B0077 

ORB 

PAPPAB,  H. 

79101B0078 

50-10     0 

PAPPA8,  H. 

7910170266 

ORO 

PAPPAS,  H. 

7710170267 

30-10     0 

PAPPAS,  H. 

7910230303 

50-10     Q 

PARKER.  F.  L, 

7910030019 

ACRS 

PARKER.  P,  D. 

7910310441 

REQOD 

PARKER,  0.  B. 

7910230440 

HASTE  MOT 

PARKER,  W.  D. 

7910020006* 

PR 

PARKER,  M.  0. 

7910090436* 

30-269   Q 

PARKER,  W.  0. 

7910010046* 

70-2633 

PARKER,  W.  0. 

79100S0360* 

30-269   0 

PARKER,  W.  a. 

7910030569* 

30-269   Q 

PARKER,  W.  0. 

7710020D01 

50-369    S 

PARKER,  W.  D. 

7910030904* 

50-369   S 

PARKER,  W.  D. 

791002030B 

30-369    S 

PARKER-  W.  D. 

7910020005 

PR 

PARKER,  W.  0. 

79100B0394* 

50-269   Q 

PARKER,  W.  0. 

791023052.1* 

30-369   Q 

PARKER,  W,  0, 

77101B0093 

PR 

PARKER,  W,  0. 

7910030203 

30-269   0 

PARKER,  W.  D. 

7710030636 

50-267   Q 

PARKER,  H.  0. 

7910050337 

30-413   Q 

PARKER,  W.  0. 

7910030033* 

30-413   Q 

PARKER,  W.  0. 

7910020302 

50-269   Q 

PARKER,  W.  0. 

7910020424 

30-369   0 

PARKER,  W,  0, 

7710030609 

30-269   0 

PARKER,  U.  0. 

771009QB11 

30-369   A 

PARKER,  W.  D. 

7910020799 

50-367   Q 

PARKER,  W.  0. 

7910110093 

30-369   Q 

PARKER,  W.  0. 

7910190333 

30-369   P 

PARKER,  M.  0. 

7910010367 

30-269   8 

PARKER,  W,  D, 

7910090666 

30-269   0 

PARKER,  M.  D. 

7910230479* 

50-370   0 

PARKER,  W.  0. 

7910010321 

30-369   A 

PARKER,  W.  0. 

7910010331 

50-367   P 

PARKER,  M.  0. 

7910010330 

30-367   A 

PARKER,  W.  0. 

791G2402B7* 

90-269   Q 

PARKER.  14.  D. 

79101SOIOO 

30-413   0 

PARKER,  W.  0, 

791Q1B0116 

30-113   0 

'  PARKER,  W.  0. 

7910090S4B 

50-269   S 

PARKER,  W.  0. 

7910190409 

50-267   P 

PARKER,  W.  O. 

7910230264 

50-367   Q 

PARKER,  W.  0, 

7910250306* 

30-413   Q 

PARKER,  W.  D. 

7910100209 

50-269   B 

PARKER,  H.  0. 

7710090237 

30-269   P 

PARKER,  M.  0. 

7910110362 

30-269   B 

PARKER,  W.  0. 

7.910130171 

50-867   P 

PARKER,  H.O. 

7910120177 

30-269   0 

PARKER,  U.  0. 

7710130192 

50-369   P 

PARKER-  H.O. 

7910130293 

30-269   P 

PARKER,  H.  D. 

771CHB0333 

50-369   A 

PARKER,  W.  0. 

77102B0139 

30-269   0 

PARKER,  W.  0. 

7910250239 

50-369   a 

PARKER,  W,  0. 

7910170240 

30-270   B 

PARKER,  U.  D. 

7910170290 

00-269   P 

PARKER,  H.  D. 

7910240361 

30-369   0 

PARKER,  H.  0. 

7910260409 

80-269   P 

PARKER,  M.  Q. 

791Q1602B2 

50-367   F 

PARKER,  W.  0. 

79101B0429 

30-269  '  'B 

PARKER,  W.  0. 

79102304B7 

50-369   P 

PARKER,  W.  0, 

79(0230339 

50-269   P 

PARKER..  W,  0. 

7710830323 

BO-269   P 

PARKER.,  W.  0. 

7910330493 

90-269   P 

PARKER,  W.  D. 

7910230300 

50-269   P 

PARKER,  W.O. 

7910230491 

30-267   8 

PARKER,  W.  0. 

7710240463 

30-269   9 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

PARKER,  W.  0. 

77I02303B7 

30-269 

P 

PARKER,  W.  0. 

7910300204 

50-369 

A 

PARKER,  W.  0. 

7910300300 

30-369 

A 

PARKINSON,  T.  F. 

7910190392 

50-124 

F 

PARKS,  D. 

7910040137 

50-434 

0 

PARMENTER.F.  H. 

7910100074 

50-445 

M 

PARMENTER.F.  H. 

7910300421 

50-443 

M 

PARNEB,  M. 

7910260339* 

50-549 

0 

PARR,  D.  D. 

7710330027 

50-311 

A 

PARR.O.  D. 

7910030606 

30-311 

A 

PARR,  0.  D. 

7710030611 

30-339 

A 

PARR.O.  D. 

7910020655 

30-498 

A 

PARR.  0.  D. 

7710100131 

50-538 

A 

PARR,  0.  D. 

7910030334 

SO-4B2 

A 

PARR,  0.  D, 

7910030540* 

30-4S3 

A 

PARR,  0.  D. 

7910030S03 

30-339 

A 

PARR,  D.  D. 

7710030890 

30-311 

A 

PARR.O.  D. 

7910190044 

30-400 

A 

PARR.D.  D. 

7710300366 

30-400 

A 

PARR.O.  D, 

7710040629 

30-339 

A 

PARR,0.  D, 

7710100001 

30-311 

A 

PARR.O,  D. 

7710230039 

30-328 

A 

PARR.O.  D. 

7910230331 

50-311 

A 

PARR.O.  D, 

7910350009 

SO-339 

A 

PARR.O.  D. 

7910330216 

SO-387 

A 

PARR,  0,  D. 

7910340661 

50-373 

A 

PARR,  0.  D. 

7910360147 

50-400 

E 

PARR,  0.  D. 

7910300306 

30-492 

F 

PARR,  0,  D. 

7910310046 

50-311 

A 

PARR,  0.  D. 

7910290397 

50-31  1 

A 

PARRISH,  0. 

7910300067 

ORO 

PARBDNNET.V, 

7710090315 

PR 

PARTLQW,  J.  0. 

7910100041 

70-1100 

PARTLDW,  J.  0. 

7910110010 

70-33 

PARTLDH,  J.  0. 

791018030B 

7O-11  13 

PARTLOW,  J.  0. 

7910310107 

70-1131 

PARTLOW,  J.  0. 

7910260176 

70-36 

PARTLOW,  J.  0. 

7710030720 

70-143 

PASTERNAK,  A.  D.  ' 

7910230233 

HASTE  M01 

r 

PATDN,  W.  D. 

79101  100B4 

30-389 

0 

PATREK,  I. 

79102S01B6 

REQOD 

PATRICK,  J.  R, 

7910390323 

90-366 

A 

PATTERSON,  li.  J. 

7910170129* 

TOPREP 

PATTERSON,  W.  R. 

7910030671 

30-412 

S 

PATTERSON,  J.  M. 

7910180140* 

50-309 

0 

PATTER,  J.  P. 

7910030232* 

70-113 

PATTERSON,  J.  P. 

7910240691" 

70-M13 

PAULINO,  R, 

7910190205* 

50-320 

Q 

PAULOVIC.F. 

79101B0047 

30-466 

0 

PEARL,  W.  L. 

7910170278* 

90-330 

P 

PEARLMAN,  J. 
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40-7B69 

ROUL9TONE,  J.  Q. 

79101B0333 

PR 

ROUSEi  L.  C. 

79100206S3 

70-364 

RQIEK.fi. 

7910330159* 

QA999 

ROZEK.R, 

7910230  1S4* 

QA999 

RUBENSTEIN.  L. 

7910190232 

50-327         A 

RUBENSTEIN.L.  8. 

7910020167 

SO-454        A 

RUBENSTEIN.L.  S. 

791  0020  B03 

30-339        A 

RUBENSTEIN,  L.  S. 

7910020798 

50-327         A 

RUBENST6IN.L.  S, 

791O11O013 

TDPREP 

RUBENSTEIN.L.  3. 

7910110032 

TOPHEP 

RUBENSTEIN.L.  3. 

791  00207  B3 

50-413        A 

BUBENSTEIN.L.  S. 

7910230351 

50-327        A 

RUBENSTEIN.L.  B. 

7910310103 

50-337         A 

RUBENSTEIN.  U.S. 

7910030037 

TOPREP 

RUBENSTEIN.L. 

7910230337 

30-443         I 

RUBENSTEIN,  L.  S, 

791016003  S 

50-546         A 

RUBENSTEIN,  L.  S. 

7910160131 

50-327        A 

RUBEN9TEIN.L.  S. 

7910290138 

50-390        A 

RUBENSTEIN,  L, 

7910170071 

30-410        A 

RUBEN3TeiN,L.  S. 

79101  5D57S 

50-327         A 

RUBENSTEIN.L.  S. 

7910260115 

30-337         A 

RUBENSTEIN.L.  B. 

791031Q04S 

30-339        A 

RUBENBTEIN,  L.  S. 

7910310160 

50-323        A 

RUBENSTEIN.L.  3. 

7910300339 

TOPREP 

RUDOLPH.  J,  P. 

7910190409* 

50-346         S 

RUHLMAM,  W.  A. 

7910230575* 

50-324         0 

RUHLHAN.  H,  A. 

79102S002B* 

30-339        Q 

RUHLHAM,  U.  A. 

7910330032* 

50-261         Q 

RUHLMAN,  H.  A. 

79102S004O* 

30-330        0 

RUHLMAN,  M.  A. 

79102604Q3* 

50-303        Q 

RUHLMAN,  M.  A. 

79101101401 

50-303        0 

RUITER,  ft.  H. 

7910260330* 

30-305         S 

RU1TER.Q.H. 

7910360334* 

50-305         S 

HUITER.C.H. 

7910300329* 

50-3  O5        S 

RUNYON,  J. 

7910160043 

50-599        0 

RUSHMDRE.  J.  U. 

7910340435 

50-220        J 

RU8HMQRE,  J.  W. 

7910390261 

50-220        J 

RUSLINQ,.  D.  H. 

7910240636 

50-374        S 

RUSSELL,  J.E. 

7910120030* 

40-6623 

KUSSELL.L.  B. 

7910190433 

50-317        S 

RUSSELL,  L.  B. 

7910010300 

50-317        S 

RUSSELL,  L.  B. 

7910010439 

30-317        S 

RUSSELL.  L.  B. 

7910010307 

50-317         S 

RUSSELL.  L.  B. 

7910010401 

30-317         S 

RUSSELL.  L.  B. 

7910030343 

5O-317        S 

RUSSELL.  L.  B. 

7910030364 

50-317        9 

RUSSELL.  L.H. 

7910030431 

50-3  IB        S 

RUSSELL.  L.  B. 

791003O44O* 

50-3  IB        3 

RUSSELL.  L.  B. 

7910040311 

50-317        B 

RUSSELL,  L.  B. 

7910030474 

SO-318        S 

RUSSELL.  L.  fl. 

7910O304SB 

50-317         8 

HUaSELL,  L.  fl. 

7910110311 

30-317         S 

RUSSELL,  L.  B. 

79101  103B3 

50-318        S 

RUSSELL,  L,  B. 

7910110393 

50-317        S 

RUSSELL,  L.  B. 

7910110411 

50-3IS         S 

RUSSELL,  L.  B. 

7910160369 

90-31  B        5 

RUSSELL,  L.  B. 

7910170304 

50-317        8 

RUBSELL,  L.  B. 

7910170383 

30-317         S 

RUSSELL.  L.  B. 

79101B0317 

50-317         B 

RUSBELL.  L.  B. 

791  018034.9 

50-317        S 

RUSSELL.  L.  B, 

7910290313 

50-318        9 

RUSSELL,  L.  B. 

7910390389 

50-317         B 

flUSSELL,  L.  B. 

7910290324 

30-317        8 

HVAN.R.  0. 

7310370198 

PR 

RYAH.R.ft. 

7710330004* 

PROJ 

RYAN.R.O. 

7910030736* 

FOIA 

RYAN.fi.  B. 

7910030743* 

FOIA 

R  YAN.fi,  0. 

7910340513 

3O-320        P 

BABDL.A-R. 

7910090659" 

30-337        a 

SADDOCK'H.O. 

791013030S 

30-344        p 

BADDOCK.  H.  0. 
SAENOER.E,  L. 

7910170344 
7910040636 

30-344         S 
PR 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

SALAZAR.E.  A. 
SALTZMAN,  J. 
SALTZMAN,  J. 
SALTZMAN,  J. 
8ALTZMAN,  J. 

7910010473 
791  001  0681 
7710090648 
7910040216 
7910040217* 

NUREO 
30-390 
50-443 
30-397 
30-397 

J 

M 
M 
M 

SALTZMAN,  J. 
SALTZMAN,  J. 
SALTZKAN.  J. 
SALTZMAN,  J. 
SALTZMAN,  J. 

7910170074 
7910160058 
7710330313 
7910320524* 
7910170072 

50-266 
30-445 
50-361 
30-361 
50-337 

J 
M 
M 
M 
J 

SALTZMAN,  J. 
SALTZMAN,  J. 
SALTZMAN.  J. 
SALTZMAN,  J. 
SALTZMAN,  J. 

79101B0315 
7910330176 
7910330192 
79101  9O460 
771022O25B 

50-33O 
50-293 
50-22 
30-129 
30-263 

J 
J 
J 
J 

J 

SALTZMAN,  J, 
SALTZMAN,  J. 
BALTZMAN,  J, 
BALTZMAN.  J. 
SALTZMAN,  J. 

7910330436 
7910320224 
7710220231 
7910220242 
79  I  0330333 

50-124 
30-383 
50-213 
50-263 
30-156 

J 
J 
J 
J 
J 

SALTZMAN.  J. 
SALTZMAN.  T. 
SALTZMAN,  J. 
SALTZMAN.  J. 
SALTZMAN.  J. 

7910220249 
7910230395 
7710230403 
7910330412 
7910330429 

50-116 
70-754 
50-1S 
50-267 
50-131 

J 

J 
J 
J 

SALTZMAN.  J. 
BALTZMAN,  J. 
SALTZMAN,  J. 
SALTZMANr  J. 
BALTZMAN,  J. 

7910230441 
7910260036* 
7910330421 
7910330446 
7710340367 

50-72 
SO-361 
50-333 
50  -Pa  a 
30-394 

J 

M 
J 
J 
J 

9ALTZMAN,  J. 
SALTZMAN,  J. 
SALTZMAN,  J, 
BALZMAN.  R,  8. 
SAHET,  P. 

7910250196 
7910290394 
7910290347 
7710180194 
77101605£,6* 

SO-348 
50-27 
50-274 
50-346 
50-320 

J 
J 
J 
M 
H 

SAMPSON,  T.  E. 
SANCHEZ,  R. 
SANDERS,  H. 
BANDERS,  W.  F. 
SANDERS,  W. 

7910300463 
7910260346 
7710030396* 
7710230144* 
79101203Q4* 

NOREQ 
REGOD 
10CFR 
30-352 
50-332 

Q 

Q 

SANDERS,  W.  F. 
SANDVIK,  R,  M. 
SANGER,  H.  S. 
9ANXEN,  I.  J. 
SANTAMOUB.W.  J. 

7910300377* 
77100903B4 
7910030677 
7910230105* 
7910300269* 

30-281 
50-322 
PROJ 
30-10 
30-440 

Q 

Q 

H 
A 

BANTAMQUR.W.  J. 
BANTORO,  M.  P. 
SANTORO,  M.  P. 
SARGENT,  P. 
SAUDEK.R.  H. 

7910300373* 
7710090763 
7910090764* 
79100300BO* 
7910330381 

50-440 
71-264 
71-264 
PR 
50-271 

A 

P 

BAUNDER9,S.  C. 
SAWYER,  R.  0. 
SAX.R.  I. 
BAXE,  R.  F  . 
SCARANO,  R.  A. 

791009OB10 
7910090309 
7910310047 
7910040644 
791017007? 

ACRS 
REGOD 
NUREO 
50-1  1  1 
40-B693 

P 

SCARANO.R.  A. 
SCARANO,  R.  A. 
SCARAND,  R.  A. 
SCARANO,  R.  A, 
SCARANO,  B,  A. 

7910340369* 
7910030499* 
7710110031 
7910160009 
791016011B 

PROJ 
FQIA 
40-8064 
40-299 
40-1162 

GCARANO.R.  A. 
SCARANQ.R.A. 
SCARANO,  R.  A. 
SCARANd,  R.  A. 
SCARANO.fl.  A. 

7910090B04 
7910020695 
7910220371 
7710360325 
7910110049* 

QRO 
40-BOB4 
40-8672 
40-8692 
40-B69B 

BCARAND,  R.  A. 
SCARANO,  R.  A. 
SCARANO,  R.  A. 
SCARANO,  R.  A. 
SCARAND,  H.  A. 

7710110036 
7910320333 
7710330267 
7910230137 
7910360301 

40-B698 
40-B733 

40-1341 
40-B747 
40-8747 

SCAB  AND,  R.  A. 
SCARANO,  R.  A. 
SCARTH,  E.  D. 
SCAVUZZO,  R.  J. 
SCHACK,  H. 

7910260303* 
7910250466 

7910030341 
7710110033 
7910360049 

40-3747 

40-8746 
30-443 
30-315 
REGQD 

M 
P 

SCHADE,  A.  R. 
SCHAUER,  F.  P. 
8CHELL,  W. 
SCHELL,  U. 
SCHENDEL,  K.  R. 

7910130335 
79I003O179 
7910310337 
7910310247 
7910050601 

PROJ 
50-275 
NUREO 
NUREO 
40-8502 

A 

SCHENDEL.K.  R,  • 
QCHENDEL.K.  R. 
SCHENDEL.K,  R. 
SCHENDEL,  K.  R, 
SCHENDEL,  K.  ft. 

7710240643 
7910160160 
,  7910030619 
77100206H3* 
7910240673 

40-Q502 
40-B502 
40-8302 
40-8302 
40-8302 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SCHENDEL.K.  fl. 
SCHENDEL,  K.  R. 
BCHEflER,  A.  E. 
SCHERER,  A.  E. 
BCHERER,  A.  E. 

7910340633 
7710340658* 
7910100342 
7710110324 
7910160443 

40-B302 
40-B302 
TOPREP 
TOPREP 
TOPREP 

SCHERER,  A.  E. 
SCHILLINQ,  A.  H. 
BCHIMMEL,  R.L. 
BCHIMMEL,  R.  L. 
SCHMIDT.  E,  R. 

7910310228 
7910230180 
7910130435* 
7910150004 
7910240523* 

TOPREP 
WASTE  MOT 
70-373 
PR 
30-361    K 

SCHMIDT,  P.  L. 
SCHMIDT,  A.  D. 
BCHMIDT,  A.  D. 
BCHMITT,  A.  D. 
SCHMITT,  A.  D. 

77103000S1* 
7910070352 
7910010377 
7910170446 
7910170434 

CONTRACT 
50-351    B 
30-251    B 
50-231    8 
30-251    S 

SCHMIDT.  A.  D. 
BCHMIDT.  A.  D. 
SCHMIDT,  A.  D. 
BCHMIDT.  A.  D. 
SCHMIEDER,  J.  R. 

7710190463 
7910170335 
7710190349 
7910170396 
79101303BB 

30-251    B 
30-333    B 
50-391    3 
50-333    S 
50-2B6    Q 

SCHNEIDER,  R.  R. 
SCHNEIDER,  R.  R. 
SCHNEIDER,  R,  R. 
SCHNEIDER,  R.  fl. 
SCHNEIDER,  F.  W. 

771  0090B02 
7910050337 
7910100375 
7910170234 

7910120329* 

30-220    Q 
50-220   B 
50-220    S 
30-220    B 
50-372    Q 

SCHNEIDER,  F.  W. 
SCHNEIDER,  F,  W. 
SCHNEIDER.  F.  W. 
SCHNEIDER,  F.  W. 
SCHNEIDER,  p.  H. 

7910160104 
791019033B 
7910190331 
7910170067 

7910290093* 

50-272   Q 
30-273    Q 
30-272    Q 
90-S7S    Q 
30-272    Q 

SCHNEIDER,  F.  W, 
SCHNEIDER,  F.  W, 
5CHOCK,  H. 
SCHOCK,  H. 
BCHOCK.H. 

7910290331* 
791016021B 
7910270159 
7910390206 
7910390163 

50-272    Q 
50-272   (1 
REOOD 
REOGD 
REOOD 

SCHOCK,  H. 
BCHQPPMAN,  M.  A. 
BCHOPPMAN,  M.  A. 
SCHDPPMAN,  M.  A. 
SCHOPPMAN,  M.  A. 

7710250153 
7710010333* 
7910170449" 
7910190470* 
7710190346* 

REOGD 
30-231    B 
30-331    B 
30-231    B 
30-333    3 

SCHDPPMAN,  M.  A. 
SCHOPPMAN,  M.  A, 
BCHROCK,  V.  E. 
SCHROEDER,  F. 
BCHUEB3LER,  W.  J. 

7910170337* 
7910190411* 
7710110332 
7910170319 
7910070178 

50-231    3 
30-333    S 
50-224    H 
30-320   H 
30-466   0 

SCHUESSLER,  W.  J, 
SCHULTZ,  O.R. 
SCHULTZ,  L.  D. 
SCHULTZ,  L,  D. 
SCHUMA.F.  A. 

79101S0042 
791033043B 
7710300369* 
7910300373* 
7910300366 

30-466   0 
80-3B7   O 
30-440   A 
50-440   A 
PROJ 

BCHUTT,  R. 
SCHUTT,  R. 
SCHUTT,  P.  F. 
SCHUTT,  R. 
SCHWARTZ,  A. 

7910030640 
79100403B3 
7710110040 
7910040S03 
7710010631 

30-596   0 
50-396   0 
PR 
30-376   O 
PR 

SCHWAB,  J.  C, 
BCHWARZ.H.'R. 
SCHWARTZ,  8.  A. 
SCHWARTZ,  B. 
SCHWARTZ,  B.  A. 

7710030161 
7710340222* 
7910030723B 
7910260141 
7710220339 

30-599   0 
50-330   P 
FDIA 
10CFR 
Btafco  Prog 

BCHWEIKER.R.B. 
BCHWEIKER.R.B. 
SCHWEIBINZ.E.  R. 
SCHWENCER,  A. 
BCHWENCER,  A. 

79101B0374.* 
7910070337 
7910160332* 
7910100033* 
7710100089* 

30-330   U 
50-352    U 
30-546   O 
30-220   P 
30-220   P 

SCHWENCER,  A. 
SCHWENCER,  A. 
SCHWENCER.A. 
SCHWENCER,  A, 
BCHWENCER,  A. 

7910100064* 
7910030313 
7910020333* 
7910030064 
791003003B 

30-220   P 
50-361    P 
80-361    P 
50r2BO   P 
50-2BO   P 

BCHUENCER,  A. 
BCHWENCER,  A. 
SCHWENCER,  A. 
BCHWENCER,  A. 
BCHWENCER,  A. 

7910030042* 
7710030049* 
79101B0147 
7910180133* 
7910180176* 

30-280   P 
30-2BO   P 
50-282   P 
30-38,7   P 
30-282    P 

SCHWENCEft,  A, 

SCHWENCER,  A. 
BCHMENCER,  A. 
SCHWENCER,  A. 
BCHWENCER;  A. 

7910020615 
7710020617* 

79IOOB0624* 
7910030B27 
791003Q6B1 

50-247   P 
30-247   P 
50-247   P 
30-280   F 
30-31  5   a 

SCHWENCER,  A. 
BCHWENCER,  A. 
SCHWENCER.A. 
aCHWENCER/A. 
SCHWENCER.A, 

7710020533* 
7710030600 

7710080604* 
79.10020612* 
7910020334 

50-361,   P 
30-372   P 
30-272  -  '  P 
30-272    P 

so-aso:,  p 
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AUTHOR 

ACCESSION 
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CATEGORY 

BCHHENCER.  A. 

7910020510* 

30-2BD 

P 

SCHHENCER.  A. 

7910020543* 

50-380 

P 

SCHHENCER,  A. 

79  100200  IB 

50-272 

P 

SCHWENCER,  A. 

791002OQ2Q* 

50-272 

P 

SCHWENCER,  A. 

7910020021* 

50-272 

P 

BCHHENCER,  A. 

7910030775 

50-266 

P 

BCHHENCER.  A. 

7910040002 

30-266 

P 

SCHWENCER,  A. 

7910050161 

30-315 

P 

SCHWGNCER,  A. 

7910100126 

30-334 

a 

SCHWENCER.  A. 

7910190366 

50-266 

p 

BCHHENCER,  A. 

7910020633 

30-344 

p 

SCHHENCER,  A. 

7910020737 

30-303 

p 

SCHWENCER,  A. 

7710030166 

50-26  1 

p 

BCHWENCER,  A. 

7910030170s 

30-261 

p 

BCHWENCER,  A. 

7910030177* 

30-261 

p 

SCHWENCER,  A. 

7910040143 

30-338 

p 

SCHWENCER,  A. 

79  100401  4  3« 

30-33B 

p 

SCHHENCER,  A- 

79100401S5H 

50-33B 

p 

SCHHENCER,  A. 

7910010402 

50-295 

p 

SCHHENCER,  A. 

7910040485* 

30-293 

p 

SCHWENCER,  A. 

7910040492* 

50-293 

p 

BCHWENCER,  A, 

7910030221 

50-344 

F 

SCHWENCER,  A. 

7910020702 

30-299 

P 

BCHWENCER,  A. 

7910020704 

30-344 

P 

SCHHENCER,  A. 

7910020707 

50-361 

P 

9CHWENCER.A. 

7910020710 

50-347 

P 

BCHHENCER,  A. 

79100aOB37 

30-303 

P 

SCHWENCER,  A. 

7910030183 

50-3 

P 

BCHWENCER,  A. 

7910030190* 

30-3 

P 

SCHHENCER,  A. 

7910030200* 

30-3 

P 

BCHHENCER,  A. 

7910030349 

30-250 

P 

BCHHENCER,  A. 

7910050398 

30-331 

P 

SCHHENCER,  A. 

7910030359 

30-272 

P 

SCHHENCER,  A, 

7910050360 

30-3B2 

P 

SCHWENCER,  A. 

7910050361 

50-313 

P 

BCHWENCER,  A. 

7910090640 

50-306 

P 

SCHHENCER,  A, 

7910090SI4 

50-230 

P 

SCHHENCER,  A. 

7910090S17 

30-261 

P 

SCHHENCER,  A. 

7910100044 

30-230 

P 

8CHHENCER,  A. 

7910040008 

3D-2BO 

P 

BCHWENCEfi,  A. 

7910040010* 

so-aao 

P 

SCHHENCER,  A. 

7910040014* 

SO-3BO 

P 

SCHWENCER,  A. 

7910040646 

50-263 

H 

SCHHENCER,  A. 

7910O2O795 

50-344 

P 

SCHHENCER,  A. 

7910190034 

50-247 

P 

SCHWENCER,  A. 

7910190197 

50-261 

P 

SCHHENCER,  A, 

7910170431 

30-230 

P 

SCHHENCER,  A. 

7910170436* 

50-250 

P 

SCHHENCER,  A. 

79101  S0632 

BO-338 

P 

BCHWENCER,  A. 

7910180036* 

50-338 

P 

8CHMENCER,  A. 

7910290133 

50-344 

P 

SCHHENCER,  A. 

79103S0323 

30-2B6 

P 

SCHHENCER,  A. 

7910220324 

50-334 

P 

SCHWENCER,  A. 

7910220326 

30-266 

P 

BCHHENCER,  A. 

7910220331 

30-313 

P 

ESHHENCER.  A. 

7910220333 

30-373 

P 

SCHHENCER,  A. 

7910220338 

50-330 

P 

SCHWENCER,  A. 

7910220470 

30-344 

P 

SCHHENCER,  A. 

7910260341 

50-3 

P 

SCHHENCER,  M 

7910360339 

50-344 

P 

SCHWENCER,  A, 

7910260370 

50-293 

P 

BCHHENCER,  A. 

7910170539 

30-344 

P 

SCHHENCER,  A. 

7910230329 

SO-34B 

P 

SCHHENCER,  A. 

7910230107 

30-366 

P 

SCHHENCER,  A. 

79102602.39 

50-348 

P 

SCHHENCER,  A. 

791QS60111 

50-250 

F 

SCHWENCER,  A. 

7910260433 

30-280 

P 

SCHHENCER,  A. 

7910360433* 

30-SBO 

P 

SCHHENCER,  A. 

79  102301  02 

30-266 

a 

BCHWENCER,  A. 

7910310001 

30-339 

p 

BCHWENCER,  A. 

7910310032 

SQ-3B6 

p 

BCdTT.J.  M. 

791016.0086 

30-466 

0 

SCOTT,  S. 

7910010187 

30-466 

0 

SCOTT,  J.  M. 

7910040303 

30-466 

0 

SCOTT,  J.  M.  ' 

7910130690 

30-466 

0 

SCDTT,  J.  M. 

7910130694* 

30-466 

0 

SCOTT,  J. 

791024034B 

50-466 

0 

SCOTT,  W,  J, 

7910110237 

30-367 

0 

SCOTT,  W.  J. 

79101B0214 

80-399 

0 

SCDTT,  R.  L. 

7910100711 

NUREO 

SCDTT,  R.  F. 

7910030030 

ACR3 

BEAUM.M.  . 

7910030777* 

50-440 

& 

SEAL,  M.  M. 

7910010720* 

30-334  • 

H 

BEALE,  R:  L. 

7910100660 

ACRB 

SEALE.R.L. 

7910160183 

ACRB 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SEAMAN,  W.  H. 

791001003B* 

50-206 

p 

SEAMAN,  W.  H. 

7910100669* 

50-206 

p 

SEE6HOLTZ,  J.  R. 

7910310169 

71-144 

BE  IDLE,  W.  C. 

7910090433 

50-443 

0 

EE1DLE.W.  C. 

79103302B9 

30-4  B2 

Q 

SEIDLE.  W.C. 

7910030120 

50-4S2 

Q 

6EIDLE,  H.  C. 

7910020132 

50-4SB 

Q 

SEIDLE,  W.  C. 

7910090496 

30-4B3 

A 

BEIDLE.W.  C. 

7910160209 

50-4B2 

0 

SEIDLE,  W.  C. 

7910190537 

50-443 

0 

SEIDLE,  M.  C. 

7910050493 

50-499 

a 

BEIDLE,  H.  C. 

7910250512 

50-332 

a 

SEIDLE,  H.  C. 

7910350339 

90-49B 

Q 

SE1DLE.U.  C. 

7910240672 

50-445 

Q 

SEIDLE,  H.  C. 

7910250173 

50-445 

a 

SEKULER.8.  N. 

7910190073 

50-295 

0 

SEKULER.B.  N. 

79101900S1* 

50-293 

G 

BEKULER,S.N, 

7910190091 

50-293 

0 

SEKULER.S.  N. 

7910110237 

30-367 

0 

SELLB,  D.  E. 

791003QB17 

30-263 

H 

SELLS,  0.  E. 

7910030127 

90-387 

D 

SELLB,  D.  E. 

7910150127 

30-31B 

A 

BELLS,  D.  E. 

7910150152* 

30-51B 

A 

BELLS,  D,  E. 

79I0020B14 

90-3B7 

D 

SELLS.  D.  E. 

7910190647 

50-3B7 

A 

SELLB,  D.  E. 

7910170066 

50-393 

D 

BELLS,  D.  E. 

7910230054 

30-553 

A 

BELLS,  D.  E. 

7910220467 

50-397 

D 

SELLS,  D.  E. 

7910150390 

50-44B 

A 

8ERAGIAN,  J.  A. 

7910030456* 

30-277 

0 

SEHELL,  R.B. 

7910030B31 

40-869B 

SEXTON,  J,  L. 

7910030077 

NUREQ 

BEYFRIT,  K.V. 

7910250569* 

QA999 

SEYFflIT,  K.  V. 

7910030313 

30-43B 

a 

SEYFRIT.K.  V. 

7910080319 

30-49B 

a 

SEYFRIT,  K.  V. 

79100H0321 

30-4B2 

Q 

SEVFF1IT,  K.  V. 

7910020336 

90-383 

0 

SEVFR1T,  K.  V. 

7910030327 

50-311 

0 

BEYFRIT.K.  V. 

7910020330 

SO-443 

0 

SEYFRIT.K.V. 

791003069B 

30-49B 

A 

SEYFRIT,  H.  V. 

7910020249 

50-1BB 

Q 

SEVFRIT,  K,  V. 

7910020234 

30-72 

Q 

SEYFRIT,  K.  V. 

791002033B 

30-459 

a 

BEYFRIT.K.  V. 

7910020260 

30-499 

a 

SEYFRIT.K.  V. 

7910020263 

30-483 

Q 

SEYFHIT,  K.  V. 

7910020266 

50-303 

a 

8EVFRIT,  K.  V. 

7910020271 

90-283 

Q 

BEVFRIT,  K.  V. 

7910020272 

50-267 

Q 

BEYFRIT,  K.  V. 

7910030373 

30-445 

o 

BEYFRIT.K.  V. 

7910010001 

30-313 

0 

EEYFRIT,  K.  V. 

7910030302 

50-313 

a 

SEYFRIT,  K.  V. 

7910030306 

50-4  38 

a 

SEYFRIT,  K.  V. 

7910030310 

SO-49B 

a 

SEYFRIT,  K.V. 

7910030311 

50-4B3 

Q 

SEYFRIT,  K.  V. 

7910030314 

30-383 

Q 

SEVFHIT,  K.  V. 

7910030313 

30-390 

Q 

SEYFRIT,  K.  V. 

7910030319 

50-299 

0. 

BEVFRIT,  K.  V. 

7910030321 

50-267 

Q 

BEVFRIT,  K.V, 

7910030334 

30-443 

Q 

BEYFRIT.K.  V. 

7910I301B4 

30-313 

a 

SEYFRIT,  K.  V. 

7910130183 

30-298 

a 

SEYFRIT,  K.  V. 

7710120196 

30-393 

a 

BEVFRIT,  K.  V. 

79101301SB 

30-267 

Q 

BEVFRIT,  K.V. 

7910110290 

30-43B 

Q 

BEYFRIT.K.  V. 

7910110291 

30-498 

0 

SEYFRIT,  K.V. 

7910110293 

90-4B3 

a 

BEYFRIT.K.  V. 

7910110296  , 

30-3H3 

a 

SEYFRIT,  K.  V. 

7710110297 

50-443 

a 

BEVFRIT,  K.V. 

7710110323 

30-383 

A 

SEVFR1T,  K.  V, 

7910110320 

30-446 

A 

BEYFRIT.  K,V. 

791011019H 

30-438 

a 

BEVFRIT,  K.  V. 

7910110135 

BO-49B 

0 

BEYFRIT,  K.  V. 

7910110159 

50-462 

a 

SEYFRIT.K.V. 

7910110139 

50-362 

0 

SEYFRIT,  K.  V. 

7910110161 

30-443 

Q 

BEYFRIT,  K.V, 

7710120193 

30-313 

Q 

BBYFRIT,  K.  V. 

7910120196 

SO-39B  ' 

a 

SEVFRIT,  K.  V. 

791012019B 

30-295 

0 

8EVFR1T,  K.  V. 

•7910120200 

30-267 

0 

BEVFRIT,  K.  V. 

7910110169 

30-313 

Q 

BEYFRIT,  K.  V. 

7910110172 

90-43B 

a 

SEYFRIT,  K,  V. 

7710110173 

50-499  ' 

fl 

BEYFRIT,  K.V. 

7910110176 

90-482 

Q 

BEYFR1T.K.  V. 

7710110179 

30-383- 

a 

BEYFRIT,  K,  V, 

7910110181 

30-298 

.a 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEOOR 

SEVFRIT,  K.  V. 

791O110IB2 

30-283 

BEYFRIT.K.  V. 

791OU01B3 

50-267 

SEYFRIT.K,  V. 

791011O1B3 

30-443 

SEYFRIT.K,  V. 

79101B0034 

50-313 

BEYFRIT.K.  V. 

7910190036 

50-45B   : 

SEVFRIT,  K.  V. 

791OiaOO3B 

30-49B    ' 

SEVFHIT,  K.  V. 

79101B0039 

SO  -492 

BEYFRIT.K.  V, 

7910IB0041 

SO  -393 

SEYFRIT.K.  V. 

79101B0043 

SO  -393 

SEYFRIT,  K.  V. 

791O18OQ4S 

3O-2D5 

SEVFHIT.K.  V. 

79101BOO47 

30-267 

EEYFRIT.K.  V. 

7910180051 

50-443 

SEYFflIT,  K.  V. 

7910190139 

QA979 

SEVFRIT,  K.V. 

7910170533 

3Q-49B 

SEVFRIT,  K.  V. 

791O17O535 

50-498     . 

SEYFRIT.K.V. 

791017O52& 

SQ-4B2 

BEYFRIT.K.  V. 

7910170531 

50-3  B3 

SEYFRIT.K.  V. 

7910170532 

30-445 

SEVFRIT,  K.  V. 

7910190203 

50-433 

SEVFRIT,  K.  V. 

791O19Q203 

50-493     • 

BEYFRIT.K,  V. 

7910190206 

50-4B9 

SEYFRIT.K.  V, 

7910190307 

50-3  B3     ' 

SEYFfilT.K.  V. 

7910190209 

50-4  43     ' 

BEVFRIT.K.  V. 

7910310419 

50—133     • 

BEVFRIT,  K.V. 

791O310421 

50-49B     - 

BEYFRIT.K.  V. 

7910310422 

30-4B3 

SEYFRIT.K.V. 

7910310436 

&O-3B2     : 

SEYFRIT.K.  V. 

7910310427 

50-443      : 

SEYMOUR,  A.  H. 

7910310237 

KUREO 

BHA,  N.  T. 

791O31OS39 

NUREO 

EHAFER,  H.  D. 

7910390033* 

50-243 

SHALLY,  S.  C. 

791O3503S2 

50-289     ; 

SHALLER,  D.  V. 

7910040260 

50-319 

SHALLER,  D,  V. 

7910090469 

5O-31S      ' 

SHALLER.  D.  V. 

7910110313 

90-313      : 

SHALLER.  D.  V. 

7910160466 

50-313 

SHALLER,  D.  V. 

7910160304 

3O-316      ' 

BHALLER.  D.  V. 

7910160500 

5O-316      ' 

SHALLER,  D.  V. 

7910190374 

3O-316      : 

BHAULER.D.  V. 

7910220351 

50-315 

SMALLER,  D.  V, 

7910220266 

90-316 

SHALLER.D.  V. 

79102203S9 

50-316      ! 

SHALLER,  D.  V. 

7910230347 

50-316      : 

SHALLER,  D.  V. 

791030Q21B 

30-313 

SHALLER.  D.  V. 

7910300220 

50-313 

BHALLER,  D,  V. 

79103103B3 

50-316 

SHANDAKV,  M.  M. 

79101704BB* 

90-215 

SHANBAKY,  M.  M. 

7910020004* 

SO-  309 

SHAPAR,  H.  K. 

7910S30002 

PROJ 

SHAPAR,  H.  K. 

79100303D6 

30-389 

BHAPAR,  H.  K. 

7910040517 

RM 

BHAPAR,  H.  K. 

791O240362* 

PROJ 

SHAPAR,  H.  K. 

7910190S07 

BECY 

SHAPAR,  H.  K. 

7910220134 

70-  1  30S 

SHAPIRO,  R. 

7910030-696 

50-323      ;i 

SHAPP,  M.  J. 

79101703S1 

so-aao     ,i 

BHAUFMAN,  J.  E. 

7910160174 

90-346      '1 

BHARPE,  J.R. 

79100902&9 

50-S2S       '( 

SHEA.  K.  H. 

791O1  10218 

30-367         1 

SHEA,  J.  F. 

7910110062 

30-576       :i 

SHEA,  K.  H. 

7910I10aiB 

50-367         1 

SHEA,  J.R. 

7910300139* 

FOIA       ; 

SHEA,  J.  R, 

791O3OOI12» 

FOIA 

EHEA,  J.  R, 

7910090094 

SECY 

SHEA,  J.  R. 

7910020679 

SECY 

SHEA,  J.  R. 

7910030398 

BECY 

SHEA,  J.R. 

7910050393 

BECY 

SHEA,  J.R, 

7910090020 

BECY 

BHEA,  J.  R, 

79102600H9 

50-374 

SHEA.  J.  R. 

7910090SOB 

BECY 

SHEA,  J.R. 

791O3I0171 

BECV 

BHEA,  J.R. 

791O3100&2 

SECV 

BHEA,  J.R. 

7910310177 

BECV           : 

BHEA.  J.R. 

7910310153 

SECY           ; 

BHEA,  J.  R. 

7910310147 

BECY 

SHEA.  J.  R. 

79102S041B 

BECY 

BHEA.  J.  R. 

7910H40337 

BECY           i 

SHEA.  J.  R. 

7910220429 

•BECY            ;  • 

BHEA,  J.R. 

79IO220433 

SECY      ; 

BHEA,  J.  R. 

7910220406 

SECY            ; 

BHEA,  J.  R. 

7910270142 

SECY            I 

BHEA,  J,  R.      . 

7910290133 

30-374       i< 

SHEA,  d.  R. 

7910300011 

50-374       ;i 

BHEA,  J.  R. 

771030001  9* 

50-374       J'l 

SHEA.  J. 

7910170BA3* 

50-409       '( 

PERSONAL  AUTHOR  INDEX 


ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

If  1  0050560 

50-345 

P 

7  f  10IB0202 

30-213 

P 

771Q290053B 

50-245 

o. 

791  0160359" 

50-245 

a 

7710110260 

30—143 

G 

7910110366-s 

30-443 

<j 

791Clla004a 

5O-2Q9 

G 

79  10300031 

50-289 

G 

7910IS0303 

90-289 

C 

791O09O2B1" 

5O-443 

G 

791018C04B 

5D-2B9 

G 

7910260336 

50-155 

C 

791011024,0 

50-443 

o 

7910110266. 

5O-443 

G 

791O3OOO31 

5O-2D9 

G 

79101B0303 

5O-2B9 

G 

791OO9O773 

7O-925 

7910230603 

40-9O27 

7910Q90630B 

5O-445 

n 

7910O3O434 

50-445 

M 

79101  104  2B 

71-62BO 

791024O6HB 

XPORTLIC 

79IOB90441 

70-33 

7910120-423 

7O-33 

791026OQ64 

71-190 

7910160603H 

7DPREP 

79101OO3S1 

TQPREP 

7910160466 

SQ-4Q9 

T 

7910290153* 

50-546 

G 

7910030635 

50-546 

Q 

7910040546. 

50-544 

0 

7910040345 

50*-346 

A 

7910340693 

,  SO-546 

JS 

791O22O37O 

70-1303 

7910030JB1K 

71-9B53 

7910030460" 

SO-36B 

B 

7910030-169* 

SO-36B 

5 

7910150505* 

50-313 

S 

7910150312* 

30-313 

s 

7910230512* 

50-368 

s 

7910310230 

PR 

791O24O492"- 

5G-361 

K 

7910010373 

30-317 

J 

7910IBO361 

SO-317 

J 

7910050752 

5Q-2Q9 

0 

7910190069 

5O-313 

o 

791004D553 

5O-367 

a 

7910230260 

30-367 

s 

7910020635 

50-385 

Q 

7910130153 

RES8D 

7910230162* 

5O-275 

o 

7910030635* 

SO  -62 

Q 

7910150170* 

50  -IO 

P 

791001O1S2 

3O-10 

H 

7910170347* 

30-320 

u 

7910010173 

SO-2B9 

u 

7910310247 

NUHEQ 

7910050674 

50-466 

o 

7910120311 

ACRS 

7910240520 

XPORTLJC 

7910310072* 

50-399 

G 

7910240487* 

50-320 

H 

79  10  11  0394 

50-3B7 

G 

79IO11O27B 

50-367 

O 

7910030903 

SO-3B7 

e 

7910230672 

30-3B7 

o 

7910040408 

PR 

7910Q5G136 

PR 

7910300039 

SO-3B7 

G 

7910180  OSS 

5O-331 

G 

79101B002B 

so-gai 

G 

7910110394 

50-387 

e 

7910110278 

30-387 

0 

7910030903 

30-337 

o 

7910230A72 

30-337 

0 

7910300039 

50-3  B7 

G 

79  1  0290  1  B9 

71-90-10 

7910190130" 

50-321 

•0 

7910030060 

30-153 

f 

791  005DQ65 

30-135 

P 

7910310003 

30-235 

P 

7910220396 

50-2E9 

P 

79I003O196 

PR 

79JO1B047B 

87-39 

7<?101E304B4,» 

27-39 

AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

SJ3GREN,  R.  hi. 

791Q160412* 

30-309         R 

B  JQGREM.fi.  M, 

7910160372* 

50-271         R 

8JI3GREN,  R.  M. 

79IO16037S" 

30-29           R 

SKARUPA,  J.  ». 

7910120121 

XPORTLIC 

EKftRUPA.  J.  D. 

791O25Q033 

XPORTLIC 

SKQYHOLT.  D.  j. 

791O240190* 

50-346         H 

SLAVIN,  A.  C, 

791OO9O324B 

50-4B6         0 

SLEMMDNS,  D.  B. 

7910290334" 

50-70           P 

SLEMMONSrD.  B. 

791O290327« 

50-70           P 

ELEMMDN9,  D.  B. 

7910290389" 

CONTRACT 

SMITH.  B. 

791O260I57 

PR 

SMITHGALL.T. 

7910090371 

50-209         0 

SMITH.  J.  P. 

7710170346* 

CONTRACT 

EMITH.  T. 

7910040061 

40-B692 

SMITH.  T.C, 

791Q23000B* 

40-B7S1 

EWITH.M,  T. 

7910050263 

40-B601 

SWITH.fl,  A, 

791O240S10* 

50-330         H 

BM.ITH.P.  B. 

7910230160 

WASTE  MQT 

SMITH,  fl.  L. 

791  OS  90346* 

50-249         B 

SMITH.  O.  L. 

791O300ai9» 

50-B37         B 

SMITH.  P.  D. 

791O30007S 

NUREO 

SMITH.  I.H. 

79100906B5 

SO-309         0 

SMITH.  I.  H. 

7910150459 

50-346         Q 

SMITH.  I.  U. 

7910110142 

50-389         0 

SMITH,  1.  U. 

771  Ol  10369 

50-2B9         Q 

SMITH.  I.  H. 

7910050671 

•30-2B9         0 

SMITH.  I.  W. 

79  tOO  50761 

SO-2B9         0 

SMIT-HF  i.w. 

79E018027B 

30-2B9         0 

SMITH.  I.  W. 

79IO220416 

SO-346         0 

SMITH,  I.  H. 

7910170635 

50-3B9         0 

BMITH.  I.W. 

79LO22044D 

SO-3B9         0 

ShITH-  I.H. 

791O260471 

30-2B9         G 

SMITH-  I.W.  ' 

7910260372 

50-2B?         0 

SMITH,  I.  W. 

7910310443 

50-369         0 

SMITH,  B.  H. 

791O30007B 

50-272         S 

SMITHED.  H. 

7910310120 

50-471         S 

SMITH,  B.  H. 

79100  S0773 

30-272         0 

SMITH.B.  H. 

7910050659 

50-372         Q 

SMITH,  B.  H. 

79100904SB 

SO--371         Q 

SMirH.B.  H 

7910220414 

50-471         0 

SMITH.  B.  H. 

791O2202BB 

50-273         0 

SMITH,  D.  H. 

791O3100IB 

50-331         0 

SMITH,  B.  H. 

7910240632 

50-3              0 

SMITH,  H. 

791O1H03I1 

50-146         B 

SMITH,  T.  H. 

7910010371* 

50-27H         0 

SMITH,  T.  H. 

'      791.00200B3* 

50-372         Q 

SMITH,  T.  H. 

791017064S* 

BO-247         0 

SMITH,  0.  II. 

791O1B050B 

50-309         5 

SMITH,  0.  II. 

7910050447" 

30-277         0 

SMITH.  O.  H. 

7910010109* 

50-413         0 

SMITH,  O.  H. 

7910170473" 

50-245         Q 

BMITH,  0.  H. 

791O120075" 

70-371 

SMITH,  C.  E. 

7910160106" 

50-317         0 

SMITH,  O.  H. 

791OO20003 

30-309         Q 

BMITH,  O.  H. 

791OO20413 

50-309         Q 

SMITH.  O.  H. 

791O1  104GO" 

70-1100 

SMITH,  O.  H. 

7910090649" 

30-245         Q 

SMITH,  G.  H, 

7910110502* 

70-33 

SMITH,  0.  H. 

791O290134" 

30-34            Q 

SMITH,  0.  H. 

791O1B0521 

7O-33 

BMITH,  O.H. 

7910010103 

50-113         Q 

SMITH.  G.  H. 

791O290095" 

50-372         Q 

SMITH,  O.H. 

791O290361* 

50-272         Q 

SMITH,  G.  H. 

7910030435 

50-277         Q 

BMITH,  G.  H. 

7910390117* 

70-1  3S 

BMITH,  G.  H. 

7910090766 

50-L46         0 

SMITH,  O.H. 

791  OH  0469 

70-1  1OO 

SMITH,  G.  H. 

7910120070 

70-371 

SMITH,  O.H. 

791017-0499 

30-245         0 

SMITH,  G.  H. 

791(3390062 

50-293         O 

BMITHiG.  H. 
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30-289 

o 

TRUDEAU,  L. 

7910010759 

50-367 

0 

TUFFIN,  W.  D. 

7910110439s 

40-672 

TUMBLE,  D.  C. 

7910030409 

50-36B 

s 

TUfil.G.  P. 

7910040350 

30-250 

p 

TURNER.  E.  A. 

791QOS0309* 

50-498 

0 

TURNER,  E.  A. 

7910190413 

30-49H 

s 

TURNER,  E.  A. 

791OO90143 

50-498 

0 

TURNER,  E.  A. 

7910250342* 

SO-49B 

Q 

TURNER,  E.  A. 

7910150354 

SO-49B 

A 

TURNER,  E.  A. 

7910160435 

50-498 

S 

TURNER,  E.  A, 

7910330104 

50-49B 

K 

TURNER,  E.  A. 

7910330236* 

50-498 

K 

TVUER.P.E. 

791019045B 

SO-170 

J 

TYLER,  P.  E. 

7910180431 

50-170 

P 

TYLER,  P.  E. 

7910260300 

40-6B37 

UDALL.  H.  K. 

7910310149 

50-532 

U 

UHRIQ.R.  E 

791  00  302  14 

50-389 

O 

.UHRIQiR.  E. 

7910010217 

50-350 

H 

UHRIG,  R.E. 

7910010533 

50-335 

0 

UHRIQ,  R.  E. 

7910090109 

50-250 

Q 

UHRIO,  R,  E. 

7910010540 

30-250 

Q 

UHRIQ,  R.E. 

7910010544 

50-335 

Q 

UHRIO,  R.  E. 

791003O2O2 

PR 

UHRIO,  R.  E, 

7910030064 

SO  -33  5 

0 

UHRIO,  R.E 

.  7910040639 

50-250 

Q 

UHRIO,  R.  E. 

79I004QS7I 

50-3B9 

Q 

UHHIO.R.  E. 

7910040617 

30-335 

Q 

UHRIO,  R.E, 

7910260407 

30-350 

0 

UHRIO.R.  E, 

7910030B47 

30-333 

a 

UHRIO,  R.  E. 

79101  IOOB9 

50-230 

a 

UHHIO.R.E. 

7910030072 

50-350 

p 

UHRIO,  R.  E. 

7910050236 

50-333 

Q 

UHRIG,  R.  E. 

79100302BO 

50-333 

a 

UHRIO,  R.E. 

7910100043 

30-335 

Q 

UHRIG.fi.E. 

7910090669 

50-350 

Q 

UHRIO,  R.  E. 

79100E0377 

30-290 

F 

UHRIO.  Ft.  E. 

7910330203 

50-330 

a 

UHRIO,  R.  E. 

7910330309 

50-335 

Q 

UHRIC,  R.  E. 

7910290090 

REOOD 

UHRIO,  R.E. 

7910100048 

30-350 

a 

UHRIO,  R.E. 

7910090343 

50-2BO 

p 

UHRIO,  R.E. 

7910100095 

50-333 

F 

UHRIQ,  R.  E. 

7910100334 

30-250 

P 

UHRIO,  R.  E. 

7910120242 

30-333 

P 

UHRIO,  R.E. 

7910350374 

30-389 

B 

UHRIO,  R.E. 

7910130164 

30-230 

Q 

UHRIO,  R.E. 

7910130360 

30-333 

a 

UHRIO,  R.  E. 

7910130331 

50-250 

F 

UHRIO,  R.  E. 

7910170174 

50-350 

P 

UHRIO,  R.  E. 

7910220335 

30-230 

P 

UHRIO,  R.E. 

7910250373 

30-330 

P 

UHRIO,  R.E. 

7910230433 

50-33S 

P 

UHRIO,  R.E. 

7910310234 

50-333 

J 

UHRIO.R.  E 

7910310304 

50-250 

J 

ULLRICH,  H.  T. 

7910090703 

SO-27B 

B 

ULLRICH,  W.  T. 

7910070700 

50-277 

8 

ULLRICH,  H.  T. 

7910I304B3 

BO-27B 

a 

ULLRICH,  W.  T. 

7910150478 

30-878 

3 

ULMAN,  M.B. 

79100507B7* 

30-344 

O 

ULMAN.  M.  8. 

7910220182 

70-1308  . 

ULMAN.  M.  B. 

7910330234 

70-1308 

USHINO,  T. 

7910J6037B* 

XPORTLIC 

USHINO,  T. 

7910160377 

XP0RTLIC 

UTLEY.  E,  E. 

7910010094* 

30-324 

p 

UTLEY,  E.E. 

7910090259 

PR 

UTLEY,  E.  E. 

7910170063 

PR 

UTLEY.  E.  E. 

791029040B 

50-261 

p 

UTLEY,  E.  E. 

79100102B9 

50-324 

p 

UTLEY,  E.E. 

79  1003  0267 

50-261 

p 

UTLEY,  E.  E. 

7910020382 

30-261 

F 

UTLEY-  E.  E. 

7910040338 

SO-361 

P 

UTLEY.  E,  E. 

7910050287 

30-261 

P 

UTLEY.  E.  E. 

7910100163 

50-261 

P 

UTLEY,  E,  E, 

79101  103BB 

50^334 

a 

UTLEY.  E.  E. 

7910110371 

SQr-241 

Q 

UTLEY.  E.  E. 

7910100223 

.56-261  ' 

a 

UTLEY,  E.  E. 

7910180334 

50^324 

p 
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UTLEY,  E.  E. 

79101B022B 

50-334 

P 

UTLEY,  E.  E. 

7910IBQ477 

30-324 

F 

UTLEY.  E.  E. 

7910230317 

50-334 

F 

UTLEY,  E.  E. 

7910330517 

30-261 

P 

UTLEV,  E.  E. 

7910330342 

30-324 

P 

UTLEY,  E.  E. 

791035042B 

50-324 

P 

UTLEY.  E.  E. 

7910250377 

50-324 

P 

UTLEY,  E.  E. 

7910300359 

50-324 

P 

UTLEY,  E.  E. 

7910300191 

30-261 

P 

VAQEL,  T.  N. 

79I012033I* 

50-263 

0 

VAKERIC8,  T.  V, 

7910110001 

FOIA 

VAKERICB.T.  V. 

7910100073 

FOIA 

VALLISH,  E.  J. 

79100I07B5* 

50-2BO 

0 

VALLIBM,  E.  J. 

79101B0059* 

30-321 

0 

VALL16H.E.  J, 

79  1023006  lit 

30-333 

a 

VALDHE,  C. 

7910030038 

50-373 

0 

VALORE.C. 

7910090245 

50-437 

G 

VALORE.C. 

791009003B 

30-273 

0 

VALOR  E,C. 

791005003B 

50-273 

O 

VALORE,  C. 

7910090D3B  . 

30-372 

0 

VAN  BRUNT,  E.  E. 

7910030365 

50-528 

a 

VAN  BRUNT,  E.  E. 

7910040335B 

30-538 

Q 

VAN  BRUNT,  E.  E. 

7910030597 

50-538 

a 

VAN  BRUNT,  E.E. 

791Q1B0360 

REOOD 

VAN  BRUNT,  E,  E. 

7910010333 

30-338 

A 

VAN  DHUNT,  E.  E. 

7910050314 

30-339 

F 

VAN  BRUNT,  E.  E, 

7910030362 

30-32B 

K 

VAN  DRUNT,  E.  E. 

7910130199 

BO-33B 

D 

VAN  BRUNT,  E.  E, 

7910160461 

50-538 

A 

VAN  DRUNT,  E.E. 

7910220334 

50-53B 

A 

VAN  BRUNT,  E.E. 

7910330532 

50-528 

A 

VAN  DOORN,  P.  K. 

79  1029023  U 

SO-43B 

a 

VAN  DODRN,  P,  K. 

7910390141* 

50-416 

Q 

VAN  NESS-  S.  C. 

7910220434 

50-363 

0 

VAN  RDOVEN,  0. 

79101704B7 

RES 

VAN  SLYKE.  0. 

7910110346 

30-466 

e 

VAN  BICKEL,  J. 

79  10030471* 

30-331 

s 

VAN  SICKEL,  J. 

7910090411* 

30-331 

8 

VAN  SICKEL,  J. 

7910150571* 

30-331 

S 

VAN  SICKEL,  J. 

7910150391" 

50-331 

B 

VAN  SICKEL,  J. 

7910190401* 

30-331 

R 

VAN  BICKEL,  J. 

7910300306* 

30-331 

B 

VAN  SICKEL,  J. 

7910300217* 

30-331 

S 

VAN  ULLEN,  J.  M. 

7910170393 

PR 

VAN  WINKLE,  W. 

7910310004 

RES 

VANDENBURGH,  D.  E 

7910030393 

30-309 

P 

VANDENDURGH,  D.  E 

7910040355 

30-309 

P 

VANDENDURQH,  D.  E 

7910110343 

50-309 

0 

VANDENBUROR.D.  E 

7910110442 

30-371 

P 

VANDENBUROH,  D.  E 

7910110319 

30-371 

P 

VANDENBURGH,  D.  E 

7910040033 

PR 

VANDENBUROH,  D. 

7910100116 

50-29 

P 

VANDERBUHGH,  D.  E 

7910030277 

30-29 

P 

VANDENBUROH,  D,  E 

7910110436 

50-29 

P 

VANDEL,  T.  E. 

7910030646* 

30-339 

a 

VANNAN,  K.  V. 

7910310223 

PR 

VARANINI.E.  E. 

79100H049B* 

PROJ 

VARGLA,  A.  A. 

7910030002* 

30-363 

a 

.VARELA,  A. 

7910090717* 

30-333 

a 

VARELA,  A.  A. 

79I02900B9* 

30-433 

a 

VAROA,  S,  A. 

7910120304* 

30-369 

e 

VAROA,  B.  A. 

7909300912 

TOPREP 

VAROA,  8.  A. 

7910130394 

50-369 

0 

VAROA,  B.  A. 

7910190447 

50-471 

0 

VAROA,  8.  A. 

791010040H 

SO-4B3 

H 

VAROA,  S,  A. 

7910100416 

30-4BH 

H 

VAROA.  8.  A. 

791010032S 

50-483 

H 

VAROA,  B.  A. 

7910020647 

50-482 

H 

VAROA,  B.  A. 

7910020637 

80-493 

H 

VAROA,  B.  A. 

7910330033 

50-483 

H 

VAROA.  8.  A. 

7910300034 

30-341 

A 

VAROA,  8.  A. 

7910320477 

50-267 

P 

VAROA,  8.  A. 

7910330050 

50-358 

A 

VAROA,  S.  A. 

7910330703 

50-267 

Q 

VAROA,  3.  A, 

7910240331 

30-333 

A 

VAF1QA.  9.  A, 

7910230086 

30-367 

A 

VAROA,  B.  A. 

7910230112 

30-410 

A 

VAROA,  B.  A. 

7910230131 

50-332 

A 

VAROA.  B.  A. 

•7910230701 

50-373 

A 

VAROA.  8,  A. 

7910390089 

30-333 

H 

VAROA,  8.  A. 

.  7910300532 

30-397 

A 

VAROA,  B.  A. 

7910240018 

30-387 

A 

VAHOO,  0.  J. 

7910290130 

REOOD 

:VASBALLO,  D.  B. 

7910020639 

30-443 

H 

VASBALLO.P.  B. 

7910030643 

30-443 

K 
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VASSALLO,  D,  B. 

7910030646 

30-443 

H 

VAS3ALLO,  D.  B. 

79100300B7 

30-368 

B 

VABSALLO.  D.  B. 

7910030O93* 

50-3tO 

S 

VASBALLO.D.  B. 

79101OOOB3 

50-36B 

P 

VASSALLO,  D.  B, 

79101000B4* 

50-3&B 

P 

VASSALLO,  D.  D. 

7910100513 

30-443 

H 

VASSALLO.  D.  B. 

7910150136* 

50-310 

A 

VASSALLO,  D.  B. 

791OI90140* 

30-5*  B 

A 

VASSALLO.  D.  D. 

7910150143* 

SQ-31S 

A 

VASSAULO.D.  B, 

7910150146» 

30-91B 

A 

VASSALLO.  D,  B. 

7910050006 

50-3  SB 

P 

VA3SALLO,  D.  B. 

791010-0040 

50-499 

A 

VASSALLO,  D.  B. 

7910250362 

50-B73 

H 

VAUQHAN.  W.  M. 

7910220469 

30-4B6 

fl 

VAUOHAN,  C.M. 

7910040039 

PR 

VEATCH,  R.  I. 

7910310439 

REOOD 

VELASQUEZ,  J.  R. 

7910110473 

40-B731 

VELEHRAD5KY,  J.  E 

7910050367* 

PROJ 

VERDERBER,  J.  J. 

7910120137 

30-397 

K 

VERDERY,  E.  H. 

791QO'503IB» 

30-269 

Q 

VERRELLI.D.M. 

7910010*81 

50-32  1 

P 

VERRELLI.D.  H, 

7910090681 

30-33  1 

P 

VERHELU.D.  M. 

7910230316 

50-377 

P 

VERROCHI.W.  A. 

7910160305* 

30-D2O 

I 

VERROCHI.H,  A. 

7910160300* 

30-3HO 

I 

VERRY,  E. 

7910220030 

30-4-0  9 

0 

VILLALVA,  I. 

79102<?0143 

TOPREP 

VILLFORTH.J.  C. 

7910230401 

WASTE    HC 

JT 

VINCELETTE.M.  D. 

7910260198 

40-B6B1 

VINJAMUfil.K. 

7910030063 

NUflEO 

VINKLER,  J.  F. 

7910040619* 

OA999 

VINKLER,  J.  F. 

7910040613* 

HA999 

V1BSINO.  0. 

7910020753 

30-313 

P 

VI  66  1  NO,  0. 

7910180169 

30-313 

P 

VIBSINS,  0,8. 

7910030B56 

30-36*3 

P 

VISaiNO-0,  S, 

7910040076 

50-346 

P 

VDQEL.R.  J. 

791026OOO1 

71-34"? 

VOQEL.T.  N. 

7910330674* 

a 

VOIOT,  H.  H. 

7910OS0612 

80-341 

Q 

VOIOT,  H.  H. 

79I003O347 

50-293 

H 

VOIOT,  H.  H. 

7910190175 

50-295 

0 

VOIGT,  H.  H. 

791  025031  6 

50-4B3 

0 

VOIOT,  H.  H. 

7910050612 

50-341 

a 

VOIOT,  H.  H. 

7910250316 

50-4B3 

0 

VOIOT.  A.  F. 

791QC-S047S 

71-9QP1 

VOLLEN,R.  J. 

7910340678 

50-367 

0 

VOLLEN.R.  J. 

791024O6B4* 

80-367 

0 

VOLLMER,  R.  H. 

7710170342 

SO-32O 

p 

VOLLMER,  R.  H, 

7910190475 

BO-32O 

p 

VDLLMER.R.H. 

7910170363 

50-32O 

ff 

VOLLMER,  R.  H. 

7910170397 

50-32O 

H 

VOLLMER,  R.  H. 

791017O27& 

50-320 

P 

VOLLMER,  R.  11. 

791022O094 

50-  1O 

K 

VOLLMER,  R.  H, 

7910230375 

30-  1O 

K 

VOLLMER,  R.H. 

79I02303B9 

30-  1O 

H 

VDLLMER.R.H. 

7910380^10 

50-10 

H 

VOLLMER.  R.  H. 

7910250416 

50-10 

H 

VdLLKER,  R.  H. 

7910300417 

SO-1O 

P 

VOLLMER.  R.  H. 

7910230030 

80-289 

I 

VOLLMER,  R.  H. 

7910240291 

50-32O 

0 

VOLLMER,  R.  11. 

79I034O30S 

50-32O 

H 

VOLLMER.  R.H. 

7910240313 

50-32O 

G 

VOLLMEfi.fi.  H. 

7910330354 

50-HB9 

P 

VOLLMER,  R.  H. 

79101B0320 

50-320 

H 

VOLLMER,  R.  H. 

7910170735 

30-269 

P 

VOLLMEH,  R.  H. 

7910300393 

80-2  B9 

P 

VOLPE.H.  A. 

7910390003* 

40-B726 

VORDERBRUEOQEN, 

7910030671* 

50-377 

a 

VORELA,  A.  A. 

79103B0170* 

30-352 

Q 

vo8BRuan.fi.  o. 

791016047B* 

50-313 

p 

VOSBUROH.  R.  D. 

7910010320 

50-32O 

p 

HACHTER.U.  J. 

7910090624 

50-2  &3 

Q 

WACHTEfi,L.  J. 

7910080519 

30-36-3 

Q 

HACHTER.L.  J. 

7910080634 

30-2  B"3: 

0 

WACHTER.  L.  J. 

79-1002O212 

ao-aea 

Q 

WACHTER,  L.  J.      - 

7910030338* 

SO-2S2. 

O 

WACHTER,  L.  J. 

79  10030  57B 

50-282 

O 

WACHTER,  L.  J. 

7910050127 

90-282 

P 

WACHTER,  L.  J. 

7910110Q5B 

50-343 

O 

WACHTER,  L.  J. 

7910080279 

Bo-aea 

p 

WACHTER,  LJ  J.       , 

79100907BB 

50-282 

Q 

WACHTER.  L.  J. 

7910090790 

50-243 

0 

WACHTER,  L.  J. 

7910090662 

.  50-282 

Q 

WACHTER,  L.  J. 

7910150693 

50-243 

a 

WACHTER,  L.  J. 

7910190131 

90-283 

0 

460 
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WftCHTEH,  L.  J. 
WftCHTEB.L.  J. 
HACHTER-L.  J. 
WACHTER.L.  J, 

791022035B     50-2B2    Q 
7910240163     90-263    Q 
7910240724     90-2B2    P 
7910320375     90-283    u 
7910170150"    TDPREP 

MADE,  S.  E. 

UADHAWN,  D-  P. 
WAFFDHD.  M.  L. 
WAQNGR.A.O. 
WAGNEH.  A.  G. 
UALBRIDGE.H,  C. 

7910310021     XPORTLIC 
79I012O24S*    50-261    R 
7910180SS6*    50-34B    Q 
7910250111"    50-339    Q 
7910190344     50-312    Q 

HAUDINOEH.J. 
WALKER,  R.B 
WALKER,  R.  S. 
WALKER,  R.D. 
WALKER.  R.  D. 

7909210158*    COMMISSION 
7910240120*    90-320    U 
7910170192     50-320    P 
7910240339*    50-263    0 
7910290036"    30-373    Q 

WALLACE.  A, 
WALLACE.  A. 
WALLACE.  J.  J. 
UAL6H.  E. 
WALTERS,  D.  K. 

7910230498    WJREO 
7910100343     NUREO 
7910150323"    50-305    R 
791OS2006B     7O-130B 
79100202B2*    90-390    Q 

HALTERS,  D.  K, 
WALTON,  Q. 
WAHDACH.T.  V. 
WAMBACH.T.  V. 
UAHHACH,  T.  V. 

7910010174*    50-413    Q 
7910190205*    50-320    0 
7910160363W    50-10     P 
7910030097*    50-319    P 
7910040173*    50-29    P 

WAMDACH.  T.  V, 
UAHHLE,  R.  0. 
HANAT,  S.  W, 
UAMAT,  S.  U. 
WANDKE.  N.  E. 

7910310095"    50-206    P 
7910100509     71-170 
7910290339     27-39 
7910390316*    37-39 
791C-0204S7     90-295    S 

UANDKE.  N.  E. 
WANOKE.  N.  E. 
UAMDKE,  N.  E. 
WANDKE.  N.E. 
UANO.C.H. 

7910040267     50-295    R 
7910150576     30-295    B 
7910130565     50-293    S 
7910190328     50-295    B 
7910290404     30-106    P 

UANO,  C.  H. 
WANG,  A. 
UANMINGER,  A.  J. 
WANNIWQER.A- 
WANNINGER,  A. 

7910190438     90-243    P 
79101603B9     50-206   P 
791029015B     REGGB 
7910260429     REOGD 
7910390037     RECQD 

WANNINOEH.A. 
UANNINGER,  A. 
WARD,  J.  E. 
HAHD.C.  E. 
WARD.E.  C. 

7910310HO    HGGGD 
7910310213     REGGD 
7910110147     PR 
7910020769     71-49 
7910050152     50-202    R 

WARD.K.  D. 
UARD.  K.  D. 
UARD.K.  D. 
WARD.K,  D. 

7910170031*    50-440    0 
791009029B»    50-2B2    0 
7910160210*    90-394    0 
7910160349"    50-373    0 

UAREHBDURO,  D. 

7910130033     PR 

UAREHBDURG.  D. 
WAREMBOURO,  D. 
UAREHBOURO,  0. 
WAREHDOUHG,  D. 
UAfiEHBOURO.  D. 

7910020430     90-267    A 
79V00204B3     50-267    P 
7910030197     90-267    S 
7910050541     50-267    F 
791010034B     50-267    R 

HAREMBOURO.  D. 
WAReHBDURG.  D.  W. 
UAHEMBOURG.  D.  W. 
WAREMBDURGj  D. 
WAREMBDUHO.  D. 

7910160409     50-267    S 
7710180291     90-267    P 
7910240537     50-267    F 
7910230432     90-267    R 
7910230479     50-367    R 

WAREMBOURQ  ,  D. 
UAREHBQURO.O. 
HAREMBOURQ,  D. 
HAREMBQURO.  D.  W. 
UAREHBDURO,  B. 

7910230431     50-367    3 
7910230467     50-267    S 
7910330176     50-267    B 
79I0310277     50-267    P 
7910310318     90-267    S 

UARNER,B. 
WARNER.  J.  W. 
UARNICK-R-  F. 
WARNICK.  R.  F. 
WARWICK.  R.  F. 

7910030131     50-3B7    0 
7910190003     90-338    U 
7710030365"    50-346    Q 
7910010735"    50-203    0 
791  0020725"    50-303    0 

WARNJCK,  R.F. 
UARNICK,R.F. 
WARNICK,  R.  F. 
WARREN.  M. 
UARREN,  K. 

7910170051     50-206    S 
7910170913     90-HB2    8 
7910120313"   50-293   Q 
79  102509  1  6*    QA999 
7910250478"   OA799 

WATANAHE.N 
MATCHER,  t.  G. 

7910130362    XPORTLIC 
7910070369    50-263   Q 

HATERHAN,  M.  E. 
WATSON.  L.  E. 
WATBON,  L.  E. 

7910300212    RES 
7910030144"    50-3B7    P 
7910010611     30-3B7    G 

WATT,  J.  J. 
HATTi  J.  J. 
UATTENBARGE,  J. 
WEAVER.  D.  D. 
WEBB.C.  U. 

7910090491     90-329    A 
7910100645    GEN  TEC  IS 
7910320486     XPORTLIC 
7910220444     50-466    0 
7910190365     50-77     d 

NUMBER 


AUTHLJH 

WEE3ER.P.R. 
UEQER.O. 
WEBER,  S. 

7910090101"    90-322    0 
7910300154     30-546    0 
7910190420*    30-3W    « 
7*?1  00fl020t3i*    ju'OJi    " 

UEDSTEfi.  E.  H. 
UEB8TER.  T. 

7910170540     90-33B    S 

UEBBTER.E.H. 
WECHSLER.M.  B. 
UEEKS.E.  D. 
WEEKS,  J.  R. 
WEEKS,  J.  R. 

791003066S"    50-62 

^.SlcS     90-!33    R 
79lol50637B    30-109    0 
7910170560*    90-109    " 

7910030101     NU«EG 

WEI,  B. 
WEIDNER.L.  J. 
UEIGAND.  J.  G. 
WEIOAND,  J.  G. 
HEIGAND,  J.  G. 

7910330452    WASI=n    0 
791024002B     ^0-450 
7910240130     90-19B    ^ 
7710300237     30-43B    A 

WEIHBERG.  A.  M. 
UEISS,  E.  R. 
WEISS,  E.R. 
UEIBS.E.  R. 
UEISB,  E.  R. 

7910310362"    COttMIBQION 
79101B0131     jjO-3      p 
79101B0321     50-3B9    G 
75,0180308*    90-209    0 
791009027B     50-2S9    O 

UE1BS,  E.  R. 
WEISS,  E.R. 
WEIBS.E,  R. 
UEISB,  E.  R. 
WEISS.  E.R. 

7910030073     P" 
7910030090    PR 
7910100719    FOIA 
79101B0121     50"3no    „ 
7910100221     50-209    G 

WEI8S,  E.R. 
WEISS,  E.  R. 
WEISS,  E.R. 
UEIBS,  D. 
UEISS,  D. 

7910220475     50-3B7    0 
7910310430     50-209    0 
79101B030Q*    90-209    G 
7910230037     70-364 
7910260337     71-637S 

UEISS,  D. 
UEISZ.G, 
WELSH,  L. 
UENNER.  S. 
UENNER.  B. 

7910250400    70-27 
7910090294     PR 
7910260066    XPORTLIC 
7910090235     50-596    G 
79100907S1     SO-S96    8 

UEN8LCUBK1.F.  A. 
WERLINO.J.  A, 
UESLJNG.  J.  A, 
WERLING,  J.  A. 
WERL1NH,  J.  A. 

7910100919    90-112   Q 
7910030490     90-334    Q 
7910030496*    90-334    Cl 
791017020B     50-334    0 
7910170212*    90-334    n 

WERL1NQ.  J.  A. 
UERLING.  J.  A. 
WERLINO,  J.  A. 
UERLIN3.  J.  A. 
WESCDTT.H.  M. 

79102304S3     SO-334    B 
7910230406*    90-334    (i 
7910390364     90-331    B 
79102B0373*    30-334    G 
7910050430"    50-461    0 

WeSCOTT.  H.  M. 

7910310127*    30-403    Q 
791010005B     F'S 

WEST.  L.  D. 

79101700B6B    QA999 

WEST,  L.  t>- 
UEaTBV,  K. 

7910190077"   OA977 
79I031012Q*    90-346    G 

UESTERMAN,  T.  F. 
WEBTERMAfJ.  T,  F. 
WESTERMAN.  T.  F. 
UESTERMAN.  T,  F. 
WESTERMAN,  T.  F. 

791Q09076B*    50-313    0 
7910160229*    90-290    ft 
7910250473"   SO-2Q9   0 
79I0290049U   90-44S   Q 
77102S0027     50-267    B 

WEBTERMAN,  T.  F. 
UEBTERMAN.  T.  F, 
WESTOH.  B.  J. 
UETHY,  C.  M. 
UETHY,  C.  M, 

7910290063*    90-20!!    Q 
7910090772"    SO-3B9    « 
7910090924    90-391J   A 
7910150493    50-339   B 
7910150500     50-333    B 

UETHY.  C.  M. 

7910ISQ599     50-339    B 

WGTMDRE,  J.  6. 
UETTERHAHN,  M.  J. 
WETTGRHAHN.M,  J. 
UETTERHAHN,  M.  J. 

791023030B     50-409    P 
7910050697    90-2713   0 
7910090274     50-272    P 
7910090014     90-H7H    0 

WETTERHAHN,  M.  J. 
UETTEHHAHN.  M.  J. 

7910090391    90-273   0 
7710110241    90-27iJ   0 

WETTGRHAHM,  M.  J. 
WETTERHAHN.  M.  J. 
UETTERHAHN,  M.  J. 

7910230694    30-271]   0 
7910090771    90-272   0 
7910120021    30-390   G 

UETTERHAHN,  M.  J. 

7910120027    90-39B   0 

WETTERHAHH,  M.  J. 

7910160109    90-399   0 

HETTERHAHN.  M.  J. 
HETTERHAHN.  M.  J, 

7910190627    50-390   0 
7910120031   .  90-390   0 

UETTERHAHN,  M.  0. 

7910120027    30-35(1   G 

WETTGRHAHM,  M.  J, 

7910190627    50-358   G 

UETTEflHAHN,  M.  J. 

79I00302HO    90-910   T 

HETTGRHAHN,  M.  J- 

79100S0011    90-H73   G 

UETTERHAHN,  M,  J. 

7910090391    50-272   0 

HETTERHAHN,  M.  J. 

7710110241    90-373   0 

UETTERHAHN,  M.  J. 

7910230694    90-272   0 

WETTERHAHN,  M,  J. 

7910160109    90-399   0 

UHARTON,  R.  J. 

791003076B    90-361   0 

UHI81.ER.  R,C. 

7910220433    30-289   H 

UHITAKER.M.  B. 

7910390096    REGOD 

AUTHCIII 

ACCEBfilON              SUBJECT 
NUMBER                    CATEGORV 

WHITE,  J. 
WHITE.  -1.  P 
WHITE.  W-H 
WHITE.  W.  H. 
WHITE-.  J,  0. 

7'n03101BQ"»         90-346        G 
7910260199            I'R 
791003062:)*         50-344        0 
7910030636*         30-314        0 
7l710a302'f/i            REGGB 

WHITE,  C.  E. 
HIIITEMAN.  •'    1- 

WHiTmiriusi:,  J  n. 

WHITE.  •'•  0, 

7910aSOai6u         QA799 
7910030911"         FC1IA 
7910100173            50-367        A 
7910oao:i70"         30-466        0 

WHITE.  J,  0, 

79101  10193            PR 

UH1TF..L.  D. 
WHITE.  1     !>• 

7910030990            30-344        Q 
791O1S10063*         QO-244        0 

WHITE-,  U.  0 
WHITE,  I..  It 

791001030E1            50-344        Q 
7'M00300(ifl            30-244        Q 

WHITE.L..  D. 

791017001)1            30-344        0 

WHITE-:,  L.  D 
UH1TK.I-    I* 

7910300901            50-244        a 
7'MOO:i04!)0            SO-244        P 

WHITE-:,  i..  i>, 

W  1  Ot}n(),i  1  tl            Iiu-2H'l        P 

WHITE.  I-  » 

79IOO:J040H            30-241        F 

WHITE.!     1) 

79100110^44            90-344        P 

WIIIT1--.  !••  "• 

7910r?30:t09            50-344        P 

WHITI;.I...  i>. 

WHITE.  I..  l>, 

7910^^0301            90-244        P 
7710L>40!>70            90-344        P 

UHITK.I-.  n. 

7V10;.'i!0;]47           50-244       3 

WHITS.  1.    D. 

7'M0310a7ft            30-344        F 

WHITE.  1.    0 

79io:.noi:r/         30-211      p 

WHITIi.  .1    II 

7V10M9(){t79ii         90-373        0 

nut  Ti'  tin  i  -«  i).  "" 

79  1  001036  1  ^         OA997 

wniTEfin.i.,1).  :, 

7910170034"         QA979 
7V101700460        OA977 

Will  TCfiW-l,.  "     '•• 
Will  Tliiii-ll.l.-  1*     ' 

79101901160"         (1A999 

WHITl-;t;ri.l..l>.    ;. 

y9lOt!90467-         OA797 

7lM()i!90;W.i9»         QA977 

uniTi-:m:i,i..i>.  i;. 

WHITMAN,  «.  D 

wniTNi;y.o.  o 

7910160:10110         QA999 
79100:10107            NUREO 

79ioifl[>s:m»      oo~2W     B 

UIIITNIIY,  0   «. 

7V101901!!  1  *        90-H93       S 

HIIITNCV.O   « 

7'Mo;Mio;.!Bf.»      90-a1):]     B 

UIUTIT.N.U    l> 

79101III004V           NUHI-0 

UHITTI..IM1    0 

79IOOD09H9"         1  llllJ 

wiini.ii 

7'MOa900!):i»         22"2nS       n 

wiiini-u-i'i  A 

HIIINI'.H.H    A 

/vioo:ioi  is        no-321     a 

WIllimE.U    A. 

79MM)H061'/           90-321       fl 

UlE>Ni;il.  U   A 

79100:1011  1        no-30i     a 

v/ioftnoiiiin        oo-aai     o 

WIDHUII.M.  A 

7vioo9o:i9(i        no-'jai     o 

WIDNllU.W   A. 

;9IOtllt)tl.t6"         .     -. 

HmWMANN.ll   A 
UKiUINIJ.  E   -» 

79101  t(t:tll)           TdPHEP 
7910100699          CI1NTHACT 

Wl(,'UlN!l.j;   •'• 

•/•y  100  10:i:i:l          CONIHACT 

WIGUH4U.  i; 

/9I(]0;;OOHII          CONTRACT 

791(1(19(171)1            CONTRACT 

WI001NSI.  1!    •' 
UHJOINIi.i: 
WIOOINH.  l:- 
WIOOlHli.l'    •' 

79101901H9          COHTRACT 
79lOli!(llW.          CONTflACT 
7';iOU'0;'47          CONTRACT 
7910y90:i/H           CONTRACT 

7910190UV,           CONTRACT 

uiuinNii.i:  .' 

WIOOINrilH.it, 
UIOOIMnilMI 

7910^40/06           CONTRACT 
7910010^74           90-315      P 
7VIOOI01i!1          30-31B      P 

U1U6JNUJM,  1). 

7'MOO:iO;)HU          90-. 

uteoimiiN,  D  .1. 

•/'/lOlllOHIO          SO-331      P 

WIOOIMTdH.lt 

/9ioa/.m:i6       30-300    f 

WIOOIMTDN.I), 

79lOJ90l!i;i          90-334      P 

UII.llllllN.  I,. 

79ioiyoo;io» 

WII.DUII.1.  C. 
Hll.CtlX.  J.  D. 
WILDK.IM!, 

79tO(ta(1406          SO-131      1 
79H111I0499*        SO-230      0 
7910090^97          90-443      8 

Hll.OE.R,  M. 
WIl.KH,  0 

7910190:i4(i»        90-320      0 

WIl.KINIJllN,!', 

yviooioiwi?       iiuriEO 

WII.I.IM13.1..0. 
Wll.UAM'J.l,,  A. 
UII.LIAMU.H.  C. 

7910:10006*'          OHO 
79lO:i002lld          HO-406      J 

•/<?ioo3oa7a       "O"'1"' 

Wll.UAHfl.H.  A, 

791  009094  B 

Hll,l..l(i.E>,. 

7VI01UUU40K        30-334      R 

HRUAM.'j,  A, 
HRl,IAM(I.i;.C. 

79100:10675"        90-846      * 

WUA.IAMII.C.C 

WtttSWhl*        50-373      fl 

PERSONAL  AUTHOR  INDEX 


461 


AUTHOR 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

WILLIAMS,  C.  C. 
WILLIAMS,  C.  C. 
W1LLSEY,  W.  B. 
UILLSEY,  W.  B. 
WILSON.  J.  H. 

79102402150 
7910140332* 
7910090353 
791O24O307 
7910120225* 

90-544    Q 
90-546    Q 
90-277    fi 
90-277    R 
90-324    P 

WILSON-  J.  W. 
WILSON,  W.  E. 
WILSON,  W.  E. 
WILSON.  C. 
WILSON,  D.  J. 

7910390366 
7910020193 
791O19O456 
7910390111 
791O22O572* 

50-160    J 
71-9034 
90-27     F 
90-466    B 
XPORTLIC 

WILSON,  0.  J. 
WILSON.  D.  D. 
WILSON.  D,  D. 
WILSON,  E,  D, 
WILSON,  D. 

791O24O033 
791O31O050 
7910010302 
7910020013 
7910010354 

XPORTLIC 
XPOKTLIC 
XPQRTi-IC 
XPORTLIC 
XPORTLIC 

WILSON,  E.  D. 
WILSON.  D.  D. 
WILSON,  Q  D. 
WILSON,  D,  D. 
WILSON,  B.  D. 

791O24O503 
79  1  03301  S3 
7910260057 
7910010331 
7910110095 

XPORTLIC 
XPDRTLIC 
XPDRTLIC 
50-392    A 
XPORTLIC 

W1LSGN-ZALKQ,  L. 
WILSON,  R.  P. 
WIQT,  E.  n. 
WITHERS,  Q  D. 
WITHERS,  D.  D. 

7910030B11 
7910240721 
79  102301  89 
7910O3O591* 
79100305951 

50-596    0 
70-3633 
WASTE  MOT 
50-344    0 
50-344    O 

WITHERS,  Q.  D. 
WITTE.M.  A. 
WIZNER,  D.  0. 
WIZNER,  D,  0, 
WIZNER,  D.  0. 

7910030603« 
7910240617 
791O09O474* 
7910220240* 
791O310407* 

50-344    0 
71-94 
90-319    S 
90-315    S 
30-316    S 

WOHL,  M.  L. 
WDHLSEN,  A.  D. 
WOLF,  J.  F, 
WOLF,  J.  F. 
WOLF,  J.  F. 

7910150639fl 
7910240164 
791OO9O185 
7910050527 
7910090757 

50-409    0 
90-320    II 
50-399    O 
90-999    0 
50-999    0 

WOLF,  J.  F. 
WOLF.  J.  F. 
WOLF,  J.  F. 
WDLF,  J.  F, 
WOLF,  J.  F. 

7910030625 
7910090234 
7910010463 
7910190107 
7910260360 

50-295    0 
90-295    0 
90-599    T 
SO-295    0 
50-999    0 

WOLFE.  D.  E. 
WOLFE,  S,  J. 
WOLFE,  8.  J. 
WOLFE,  S.  J. 
WOLFE.  S.  J. 

7910040379 
7910050632 
7910030633 
7910030203 
79IOO30O8B 

PR 
90-954    Q 
50-437    0 
90-466    G 
50-466    0 

WOLFE.  S.  J. 
WDLFE,  B.  J, 
WOLFE.  S.  J, 
WOLFE,  S.  J. 
WOLFE,  S.  J. 

7910030724 
7910090603 
7910030669 
7910190317 
7910030690 

50-466    0 
50-466    0 
50-934    Q 
50-437    0 
50-437    0 

WOLFE,  S,  J. 
WOLFE,  S.  J, 
WDLFE,  S.  J. 
WOLFE,  B.  J. 
WOLFE,  S.  J. 

7910170577 
7910090213 
7910090796 
791019O314 
7910090131 

90-302    0 
30-466    0 
50-3S6    0 
50-554    0 
5O-466    0 

WOLFE,  S.  J, 
WOLFE,  S.  J. 
WOLFE,  B.  J. 
WOLFE,  S.  J. 
WOLFE,  S.  J. 

7910230211 
7910170607 
7910190095 
79101B0439 
7910220446 

50-466    0 
50-466    G 
50-466    0 
50-44A    0 
50-464    0 

WOLFE,  S.  J. 
WDLFE,  8.  J. 
WOLFE,  B.  J. 
WOLFE,  S.  J. 
WOLFE,  S.  J. 

7910260124 
7910240099 
7910260131 
7910260093 
7910S60105 

90-466    T 
90-466    T 
30-466    T 
50-466    T 
50-446    T 

WDLFE,  8.  J, 
WOLFF,  T.  A. 
WOLFF,  T.  A. 
WOLIVER,  J. 
WOLIVER.  J. 

7910170193 
7910230133 
79  1023063  I 
7910050743 
7910090743 

FOIA 
WASTE  MOT 
PRQJ 
5Q-3SH    0 
30-338    0 

WOLLETT.  Q, 
WOLLETT.S.  A. 
HOLLETT,  S. 
WOLLET7,  S. 
WOLLETT.  S. 

79100403H9 
7910050278 
7910040407 
7910190173 
7910180012 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 

WDO,  C.  W. 
WOOD,  J. 
WOOD.  J,  C. 
WOOD,  J.  C. 
WOOD,  J.  0. 

7910220350 
7910250396 
7910310440 
7910260330 
791033042S 

NUREQ 
50-289    0 
50-49B   M 
71-353 
WASTE  MOT 

WOOD,  E.  C. 
WOOD,  E.  C. 
WOOD,  E.G. 
WOOD,  E.  C. 
WOOD,  E.  C. 

791.0020400 
7910100393 
7910100409 
7910150479 
7910310011 

50-309   B 
50-309   B 
50-309   S 
30-309   B 
71-9111 

AUTHOR 

ACCESSION 
NLJMDER 

SUBJECT 
CATEOORV 

WOOD,  E.  C. 
WOQDHEAD.  C.  P. 
WOODHEAD,  C.  P. 
WaODHEAD,  C.  P, 
WOODHEAD,  C.  P. 

7910300103 
7910150630 
7910150634= 
7910040004" 
7910040019" 

90-309    S 
90-409    G 
50-409    0 
30-466    G 
30-466    G 

WDODHEAD,  C,  P. 
WOODHEAD,  C.  P, 
UOODHEAD.C.  P. 
WQDDHEAD,  C.  P. 
WOODHEAD.  C.  P. 

7910100674 
7910C-90746 
7910330390 
791O150604 
7910170330 

50-466    G 
90-446    O 
30-466    Q 
50-466    0 
30-409    G 

HQODHEAD,C,  P. 
WOODRUFF,  H.  T. 
WOODRUFF,  H.  T. 
WOODRUFF,  11.  L. 
WOODRUFF,  R. 

791Q30043B 
791005Q6B6 
79103100BS 
7910010125 
7910010446 

50-466    G 
71-118 
71-11B 
40-06B9 
70-3373 

WDQDB,  P.  D. 
WOOLEVEH.E,  J. 
WOOLEVEH,E.  J. 
WODLEVER,  E.  J. 
WODLEVeR.E.  J. 

7910290253* 
7910010105ft 
7910020665* 
7910120209 
7910150293 

QA999 
50-412    Q 
SO-412    3 
50-413    S 
50-412    S 

WOOLEVER.E.  J, 
WOQLEVER,  E.  J. 
WOOL9EY,  W.  N. 
WOQTEN,ft.  D. 
WRENN,  H.  E. 

791O26Q1EJ4 
7910260171 
7910110076 
7910030431* 
7910050022 

30-413    S 
50-334    P 
MO-49B    M 
FOIA 
ACRB 

WRIGHT,  F.  B. 
WRIOHT,  F.  B. 
WRIGHT-  0, 
WRIGHT,  J.  L, 
WRIOHT,  L.  0, 

79101  1Q09Q 
7910290045 
791004063BB 
7910230444 
7910170463* 

50-471    0 
80-471    G 
30-309    H 
WASTE  HOT 
50-320    H 

WRIGHT.R.  W. 
WRIOHT,  R.  W. 
WRIGHT,)!,  W, 
WfilOHT.G.  C. 
WRIOHT,  E.  0. 

7910050433* 
791Q1B0549* 
7910230375* 
7910240299H 
7910110037* 

50-9  S3    0 
50-43B    0 
50-43B    Q 
50-331    0 
FOIA 

WRIGHT,  E.  0. 
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7910330339 

50-409 

P 

Armyr  Dept.  ofi  Matls.  ft  Mechlin  ics  R«a 

earch  7910230502 

50-47 

J 

Cental- 

Arthur  Young  It  Co. 

79101  OOOS1* 

FOIA 

Astrotachi  Inc. 

7910020330 

71-260 

Atlas  Minerals 

7910040212 

40-3453 

7910100636 

40-3133 

Atomic  Industrial  Forum 

7910110147 

PR 

Austin.  TX 

79100901B7 

5O-445 

M 

Austral  la 

7910030375* 

PROJ 

Automation  Indmtrlas.  Inc. 

7910090763 

71-364 

791OO9O764* 

71-264 

Babcack  &  Wilcoi  Co, 

7909170211 

30-330 

P 

7910010470 

50-320 

P 

7910010472 

30-320 

P 

7910010478 

30-320 

P 

79100104BO 

30-330 

P 

79100104B3 

71-9341 

79  I  00  10407 

71-3563 

7910010491 

71-6172 

7910010320 

50-330 

P 

791001032Q 

90-320 

P 

7910010333 

50-330 

P 

7910010543 

5O-320 

P 

791003034B 

XPORTLIC 

7910030370 

71-6357 

7910030290 

71-5910 

7910030305 

XPDRTLIC 

7910030021* 

XPORTLIC 

7910050059 

71-6400 

7910030063*  • 

71-6400 

7910080066* 

71-6400 

7910090633 

70-1301 

7910100103* 

5O-313 

P 
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AUTHOR                   ACCESSION 
AFFILIATION                    NUMBER 

EUDJECT 
CATEGORY 

7910100217* 

30-312 

P 

7910110024 

PR 

79101S03B9 

TOPREP 

7910150593* 

TOPREP 

7910130710 

70-B24 

7910160432 

TOPREP 

7910160433 

30-312 

P 

791O16050B* 

50-303 

a 

7910180304* 

QA999 

79  1O1  80374 

XPOHTLIC 

791O1B037B* 

XPORTL1C 

791O190414* 

50-313 

p 

7910220010 

71-3149 

7910230277 

70-S24 

7910240344* 

70-1201 

7910240739 

REOOD 

7910230257 

TOPREP 

7910330291 

TOPREP 

7910230596 

RE6QD 

7910390111 

PR 

7910290114* 

70-135 

7910290321 

70-364 

7910290450 

7  1  -9032 

7910300261* 

CONTRACT 

7910300337 

30-13 

J 

7910300440 

71-79 

7910300446* 

71-79 

7910300450* 

71-79 

ilcox  Co.,  Naval  Nuclear  Fuel   7910180053 

PR 

rol*  CD.  (subs,  at  Babeoclc  &    7910010923 

50-320 

p 

ts                               7910020369 

50-466 

o 

7910030155 

90-466 

G 

7910030618 

50-466 

& 

7910030629 

50-466 

G 

7910030662 

50-466 

O 

7910040437 

50-466 

G 

7910040446 

50-466 

Q 

7910040909 

30-466 

Q 

7910050613 

50-466 

0 

7910050611 

50-466 

0 

7910050623 

50-466 

O 

7910090493 

50-466 

0 

7910100119 

30-166 

0 

7910110033 

30-466 

G 

7910110067 

50-166 

G 

7910110071 

90-166 

S 

7910130609 

90-119 

M 

7910190609 

30-443 

M 

7910170694 

90-466 

G 

7910220006 

50-466 

0 

7910290361 

30-466 

O 

79103602B4 

90-466 

G 

7910300044 

50-466 

0 

7910300031 

90-466 

G 

7910300055 

50-466 

0 

7910310150 

30-466 

Q 

as  tt  Electric  Co,              7910010300 

50-317 

B 

7910010304* 

50-317 

S 

7910010307 

30-317 

S 

7910010313* 

30-317 

B 

7910010373 

90-317 

J 

7910010373 

50-317 

J 

7910010401 

30-317 

8 

7910010405* 

BO-317 

S 

7910010439 

30-317 

8 

7910010442* 

50-317 

S 

791003034B 

50-317 

B 

7910020353* 

50-317 

B 

7910030344 

50-317 

S 

791002036B* 

50-317 

8 

7910020690 

50-317 

0 

7910030690 

30-317 

a 

7910020693* 

30-317 

a 

7910020693* 

50-317 

a 

7910020694* 

50-317 

Q 

7910020694* 

30-317 

a 

7910020696* 

90-317 

a 

•                            7910020696* 

90-317 

Q 

7910020698* 

30-317 

a 

791002069B* 

SO-317 

a 

7910020699* 

SO-317 

a 

7910020699* 

30-317 

Q 

7910030431 

30-3  IB 

S 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910030440* 
7910030474 
79  10030  4  BO* 
7910Q304BB 
7910030494* 

50-318 
30-318 
30-318 
50-317 
30-317 

S 
S 

s 
s 
s 

791Q04029S 
791004029B 
7910040311 
7910040316* 
791004034B 

30-317 
90-317 
50-317 
30-317 
30-317 

s 
s 

8 

B 
P 

791004034B 
7910050234 
7910100160 
7910100420 
7910100425 

30-317 
30-317 

50-317 
30-317 
50-317 

P 
Q 
P 
Q 
f 

7910100425 
7910110311 
7910110313* 
79101  103B2 
7910110391* 

90-317 
50-317 
50-317 
50-318 
50-3  IB 

P 
E 

8 
S 
S 

7910110393 
7910110401* 
79101  1040S 
7910110411 
79101104IS* 

BO-317 
30-317 
30-317 
50-318 
50-318 

tawtaiatn 

7910120170* 
79101S0363 
7910160100* 
7910170204 
7910170209* 

30-317 
90-3  1  7 
30-317 
50-317 
30-317 

0 
Q 
Q 

B 
6 

7910170333 
7910170391* 
79101Q0317 
79101S0322* 
7910180361 

90-317 
30-317 
50-317 
90-317 
50-317 

S 

S 

s 

3 

0 

791018036B 
79101B0369 
7910180373* 
79101803B3* 
791019010S 

50-317 
50-31G 
30-317 
30-318 
30-317 

s 
s 
s 
a 
fl 

79101  9043£« 
7910330353 
7910230360* 
7910330364 
7910330564 

30-317 
30-317 
SO-317 
30-3  1  7 
30-3  1  7 

a 
p 
p 
n 

R 

7910330367* 
7910330367* 
7910350369 
7910230313 
7910250323* 

50-317 
50-317 
50-317 
50-3  1  B 
50-318 

•R 
R 

p 

5 
B 

7910290237 
7910290257 
7910290283 
79102902B9 
7910290395* 

50-317 
30-317 
30-3  IB 
50-317 
SO-317 

P 
P 
Q 
8 
S 

7910290300 
7910390321 
791029032S* 
7910310103" 
7910310303 

50-317 
SO-317 
50-317 
30-317 

30-317 

B 
B 
S 
Q 
S 

Dattollo  Memorial  Institute,  Cdlumbus 
Laboratories 

7910030797 

7910110337* 
71?  101  20046* 
7910170947 
79101G0017* 

70-B 

30-219 
30-6 
RES 
CONTRACT 

R 
Q 

79  10220  IB? 
791  0270  16B 
7910300091* 
79103004B1 
7910300484 

NUREO 
71-9096 
CONTRACT 
REB 
REB 

Battelle  Memorial  Institute,  Pacific 
Northwest  Laboratory 

7910310416 
7910010535 

7910100717 
79102S017S 
791  02301  BO 

71-3026 
NUFIEO 

NUREO 
NUREO 
WASTE  MO" 

r 

Bear  Craak  Uranium  Co. 
Bechtel  Associates  Professional  Corp. 

7910260H90 
7909290017 
7909390021* 
7910090046* 
79  10090  16B* 

50-360 
40-3452 
•40-9433 
30-339 
SO-329 

J 

0 
G 

7910160276* 
7910260034* 
79I03I0346* 

90-329 
50-329 
80-329 

B 
S 
3 
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AUTHOR 
AFFILIATION 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

BschtBl    Carp. 

7910020329           50-344         0 
7910530589*         50-344         G 
7910030595*         SO-344         G 
7910030397"         50-344         0 
7910030619*         50-344         G 

791  0030633  »         50-344         G 
7910030636*         50-344         G 
79IO03064B*         5O-344         Q 
7910090285"         50-344         G 
7910100333           TOPHEP 

Bachtol    Power   Corp.     (subs,     of   Bechtel 
Carp.   > 
Belgium 
BsTger,     D. 

7910170531            RECGO 
7910350033           REGGD 
79103002900         QA999 

7910110333*         TOPREP 
7910340174           50-330         G 

DatJilehcm  Steal   Corp. 
aiaci    &   Veateh 

7910230453           50-239         H 
7910050076"         50-55A         G 
7910050096*         5O-556         G 
7910050097*         SO-556         G 
7910050097"         50-356        G 

Blati    Kills   Alliance 
Bob    Nvintr   Farms,  Inc. 
Doeing    Co. 

Boomsna.     0.  L. 
fforg    Warner   Corp.,     Bryon   Jackson   Pump 
Dlv. 

791C0504B7           PRPJ 
7910110056           50-456         0 
7910100640           XPORTLIC 
7910110069           50-463         Q 
791Q0303B1            XPGHTL1C 

Borg-Warner  Carp. 
Boston    College 

7910030907           XPDRTL1C 
79100905.il            KPOF1TL1C 
7910230146           XPQRTLIC 
7910170346*         CONTRACT 
7910320511           NUREG 

Button    Edison   Co. 

7910020372           5O-393         H 
7910020630           50-293         0 
7910030240           50-293         P 
7910090334           SO-471         G 
7910100167           50-293        P 

7910100333           90-293         8 
79101  103S6           50-293        F 
7910110419           50-293         B 
7910110424*         30-293         B 
791012031-1           50-293         0 

7910150539           SO-S93         G 
7910150530           50-293         E 
7910IS053B*         50-293         S 
7910130574           50-293         P 
771016016B*         50-293         0 

791016045B           30-293         R 
7910160463"         50-293        H 
7910170269           50-293         S 
7910170396           50-293         R 
7910170401*         50-393         R 

7910190433           30-317        S 
7910190439           50-293         8 
79101904518         30-293         S 
7910320319           50-293         P 
791033054B           50-293         P 

791  02404  Bl            50-293         p 
7910360206           50-293         P 
791026030B           30-293         P 
7910260251            50-293         S 
7910360236*         50-293         S 

7910260450           50-293         g 
79I02701BO           71-9079 
79  I  02901  B3           71-90B6 
79102904B7           50-417         G 
7910300347           30-293         J 

Irigham  Younj   Univ. 
Iroukhaven-  national   Laboratory 

791030037S           50-293         Q 
771023025B           30-242         J 
791O09O369           DRQ 
7?1  01  50637*         50-409         G 
79101704B7          RES 

7910170495           RES 
7910170503          RES 
7910170509           RES 
7910170317           REB 
7910170544           RES 

own   1,   Root  Corp.     (subs,     of  Halliburton 

7710170360*       SO-409        0 
77I01B0001           REB 
7910240222*        30-320       P 
7910300209          REB 
79100102B4           TQPREP 

iktt  Hill    Community  Can  eg* 

7910290147          REOGD 
7910150009*       PR 

AUTHOR 
AFFILIATION 


ACCESSION 
NUMBED 


SUBJECT 
CATEGORY 


Burch.  Morton.  Dittner  d  Monroe 
Burns  It  Roe  Co. 
C-E  Power  Systems 


CALLDATA 

CE  Haguirei  Inc. 

Cabot  Corp.  StHllitc  Div, 

California  Institute  of  Technology 

California  Polytach  State  Univ. 
California  State  Univ.,  Sacramento 
California,  State  of 


California.  Univ.  of,  Dorkelei 


California,  Univ.  of,  Los  Angalt 


Gammer  (,  Shapiro 
Canada 

Canberra  Industries 
Capital  X-fiay  Service 

Carolina  Environmental  Study  Group 
Carolina  Poumr  &  Light  Co. 


79100S0711  FtllA 

7910130127  50-397 

7910100342  TOPREP 

7910110324  TDPREP 

7910160443  TOPHEP 


7910310320 
7910190026 
7910230171 
79101B0114 
7910170363 


TDPREP 
50-397    0 
UA9TE  MOT 
10-7570 
ACR& 


79102403&7  30-394 

7910220498  NUHEQ 

7910010244  PHC-J 

7910030706  PHDJ 

7910040121  30-312 


791  00504  9H* 
7910030503" 
7910050620 
7910050676 
791  0050701 

PROJ 
PROJ 
PBOJ 

SQ-31H    G 
PROJ 

7910050766 
7910090044 
7910090139 
791007O223 
7910100726 

PROJ 
PROJ 
PI10J 
PROJ 
PR 

7910110170 
79101  10174" 
7910110204 
7910110209 
7710110436 

30-312   0 
30-312    0 
PHDJ 
30-312   0 
40-B733 

7910110491 
79101200S!) 
791015022<b 
7910320013 
7710230137 

PHDJ 

PHOJ 

PROJ 
PROJ 
WAflTE  MOT 

7710S30426 
7910230700 
7910230390 
7910310036 
7710110332 

HASTE  MOT 
90-313   0 
50-375   G 
PROJ 
50-224    H 

7710170393* 
79101705&7* 
7910300330 
7910110737" 
79101QOB43 

30-320    P 
30-320    P 
50-B4     J 
CONTRACT 
NUflEG 

7910300291 
7910300297s 
7710310452 
7910030696 
7910070369 

50-142    P 
30-14H   p 
PR 
30-322    0 
50-332    0 

77100201H7 
7910110143 
77I0110133" 
7910220491 
7910010096" 

XPORTLIC 
71-23B 
7  1  -339 
70-263!) 
50-334   p 

7710010277 
79100103B9 
7710030195 
77100303B2 
7910020466 

50-400   A 
SO-324   P 
50-261    0 
BO-261    F 
30-261    P 

7910030469H 
7910020531 
7710030674 
7710030216 
7910030316 

50-361    P 
BO-261    0 
30-361    Q 
SO-324   fl 
50-324    Q 

7710030227 
7910030267 
771004032B 
7910040365* 
7910040370* 

SQ-S61    Q 
30-261    P 
30-561   P 
30-324   Q 
30-324   Q 

7910040655 
7910030067 
7910050171 
77100S0171 
79100502B7 

50-334   Q 
50-261    P 
50-334   0 
50-324   fl 
50-261    P 

7710050297 
7710030351 
7910050457 
7710030457 
7710050437 

50-261   Q 
5-0-400   Q 
30-261    0 
50-261   Q 
30-S61    Q 

77100700S8 
7910090259 
7710090363 
7910070371* 
7710090375 

50-334   0 
PR 
50-333   3 
5O-323   S 
30-323   B 
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AUTHOR                      ACCESSION 
AFFILIATION                    NUMIIER 

SUBJECT 
CATEGORY 

79100903S5* 

50-325 

S 

791O0903B7 

50-334 

S 

79l0090397if 

30-334 

a 

79  10090672 

50-261 

Q 

7910100163 

50-361 

p 

7710100333 

50-261 

B 

791Q10023S 

50-261 

G 

791010O23I* 

50-261 

1! 

7910100333* 

50-261 

EJ 

79101OO244" 

50-361 

B 

7910100279 

50-325 

a 

7910100231 

50-261 

B 

79101  00306* 

50-323 

S 

79101OO2BEI* 

50-261 

S 

7910100307 

50-324 

B 

7910100316* 

50-325 

B 

7910100318* 

50-324 

S 

7910100327 

30-325 

E 

7910100ail(Hi 

30-325 

B 

791010035B 

50-335 

B 

7910100370* 

50-335 

8 

7910100394 

30-261 

B 

7910100397 

30-325 

E 

7910100399" 

50-361 

& 

79101004Q4it 

50-323 

B 

7910100427 

50-323 

S 

7910100133" 

50-333 

S 

791011039B 

30-323 

B 

7910110336 

50-335 

a 

791O11033B» 

30-323 

B 

7910110344* 

30-333 

B 

791011035B 

50-334 

0 

7910110371 

30-361 

0 

7910120213 

50-334 

H 

791OI20313 

50-324 

n 

7910130234 

30-324 

t> 

7910130320 

30-334 

p 

7910130330" 

30-324 

p 

7910IS0231 

30-261 

P. 

7910130240* 

30-324 

n 

791O1E0240* 

50-324 

n 

79  1  0  1  20348" 

50-261 

n 

7910150520 

50-325 

fi 

7910150534I» 

50-335 

B 

79IO150515 

SO-324 

B 

79J01  50350* 

50-324 

B 

7910150994 

30-324 

G 

7910150360* 

30-324 

B 

7910130611 

30-B61 

G 

7910I30614B 

30-261 

B 

7910170063 

PH 

7910170200 

50-323 

B 

7910170211 

50-334 

H 

7910170216" 

30-334 

B 

7910170222 

50-334 

B 

7910170927* 

50-324 

r> 

7910170273* 

50-323 

B 

791Q1B0067 

30-400 

0 

7910180067 

50-400 

0 

79101B0067 

30-400 

0 

7910100067 

30-400 

0 

79101BQ112* 

SO-334 

a 

79101B012I2B 

30-334 

a 

7910IB0477 

30-324 

F 

79I01B0477 

30-324 

F 

7910IS0331 

30-335 

El 

7910180534*. 

OO-32D 

B 

7910230203 

50-261 

a 

7910320317 

30-331 

F 

7910220317 

30-324 

F 

h 

79103B0519 

30-400 

a 

79102H03I9 

30-400 

a 

7910220319 

30-400 

0 

7910220319 

50-400 

a 

7910230300 

30-334 

8 

7910230517 

30-261 

P 

7910330342 

30-334 

P 

7910330542 

90-324 

P 

7910230953* 

30-324 

B 

791Q34037B* 

90-400 

0 

7910240422* 

50-400 

0 

791034Q4aa« 

50-400 

0 

7910240433* 

50-400 

0 

79103404S2* 

SO-400 

a 

79102S0377 

50-334 

p 

ftUTHOn 
AFFILIATION 

ACCESSION 
NUHDEF1 

SUBJECT 
CATEOBR' 

t 

791O230377 

30-324 

P 

79  !  0250383" 

50-324 

P 

79102303Q3" 

50-324 

P 

79103504HB 

50-334 

P 

791023042Q 

30-3S4 

P 

79102305£i4* 

30-324 

Q 

T}  10350564" 

50-334 

a 

7910260411 

50-334 

Q 

7910360414 

50-324 

Q 

791029040B 

30-261 

p 

791039040C 

50-361 

p 

7910300191 

50-361 

p 

7710300259 

30-324 

p 

7910300201 

50-325 

S 

79I03003Q3B 

50-325 

B 

7910300292 

30-361 

P 

7910300305 

30-334 

B 

791030031  In 

50-324 

B 

7910300315 

50-334 

3 

7910300327* 

50-334 

B 

7910300335 

50-335 

Q 

79103D0334" 

30-323 

B 

791O31O353 

50-361 

P 

7910310363B 

30-361 

1' 

7910310373 

30-323 

B 

79103103HO* 

50-325 

a 

79ioaioaa5 

50-32'J 

a 

7910310396 

30-335 

B 

7910310403* 

30-323 

B 

791031040B 

30-325 

B 

7910310414» 

30-323 

B 

Catalytic*     Inc.     (suba      of  Air   Products    & 

79101  504H7» 

30-302 

P 

Ctiomica  ls(     Inc.  ) 

Catorpillar   Tractor   Co. 

7910360001 

71-349 

7910360Q03* 

71-349 

Catholic    Univ. 

7910100321 

30-77 

P 

7910110357 

30-77 

P 

79101  103£,4" 

30-77 

l> 

7910190363 

30-77 

J 

Cantor    for   DovulDpment   Policy 

79101B0014* 

50-574 

0 

79101D0015* 

30-374 

0 

7910390160* 

30-574 

0 

Contral    b  South  mo  at   Curp. 

791005076S 

50-445 

M 

Contral    Pouior  d  Li(|ht   Co. 

7910030763 

30-443 

H 

Chase   Rraao   &  Cupper    Co,,     Inc.  i    Chain 

7910310031 

XPORTLIC 

Nuclanr   IMv, 

7910310036 

XPQfiTLIC 

Chem-Nuclear   Sysbomtii     Inc. 

7910010369 

71-6373 

77100500-38 

37-47 

79101  3016B 

71-331 

79101  3017e« 

71-231 

Chemctron   Corp. 

79103503QS* 

Oft999 

CheBapoakc  Energi)   Allianco 

79101B03D3 

so-aa? 

0 

7910240323 

50-289 

0 

7910340341* 

50-239 

0 

79IOE90016 

50-289 

0 

7910290017* 

QO-2B9 

Q 

Chicago   Dridgu   ti    Iron  Cu. 

7910300349 

71-142 

7910300331* 

71-142 

Cincinnati    639   '.<  Electric    Co. 

7910030332 

30-339 

A 

7910030337* 

30-350 

A 

7910030520 

30-339 

J 

7910050300 

30-339 

K 

79(0050304* 

30-338 

K 

7910090319" 

30-399 

0 

7910090330 

30-359 

0 

79100906O6* 

30-339 

0 

79101  100BB 

30-33B 

0 

7910110091* 

30-33B 

0 

79101  300H4 

30-33B 

0 

7910120037 

30-33B 

0 

7910120113 

30-350 

K 

7910150627 

50-358 

0 

7910150692 

,30-338 

(1 

7910160304* 

30-358 

0 

7910160219* 

30-338 

0 

7910160235* 

50-35B 

Q 

7910160301 

80-350 

A 

79101603SO* 

BO-35B 

Q 

79101B0457 

30-35B 

B 

7910230347 

30-338 

J 

..7910360309 

50-35B 

A 

Cincinnati    Qenaral    Hoip.    Clnclnnatir  OH 

7910040636 

PR 

Cltiienn   Agalnit   Nuclear   Dangers 

7909330307 

pn 

79100903S9 

PR 
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AUTHOR 
AFFILIATION 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

Citiiens  Against  Nuclear  Power 

79101S0339           50-3B7         G 
7910220471            50-397         G 
7910310146           50-3B7         0 
7910050431            50-373         G 
7910050431            50-373         G 

7910050441*         30-373         G 
7910050441*         50-373         G 
7910130396           30-373         A 
7910160043           50-599         Q 
7910170137           50-389         G 

Citiions  Committee    for  Protection  of 
Environment 
Cltiiens  Energy   Forum 

the      7910310137           50-3              G 

7910110387           50-339         G 
7910150271            50-338         0 
7910150271            50-339         G 
7910150379"         5Q-33B         G 

Citiien*   United    for   Responsible    Energ 
Citrus    County.    FL 
Clark     Inspection.   Servica.     Inc. 

79101502791         50-333         G 
V            7910030441"         50-373         G 
79090502B9           5O-320         P 
7910300333           71-163 
7910300359*         71-163 

Cleveland   Electric    Illuminating    Co, 

7910040359*         50-44O         0 
7910050343*         50-44O         8 
7910090523           REOGD 
7910120290           30-440         S 
7910100550*         50-410         Q 

7910190296           30-440         0 
7910290495»         50-44O         A 
7910300368           30-440         A 
7910300269           30-440         A 
7910310016           5Q-34A         M 

Cleveland,    OH 

Coalition   for  Nuclear  Power  Plant 
Postponement 

7910310016           30-346         M 
7910310016           50-344         M 
7910160115           50-346         M 
7910310015           5O-346         M 
7910050629           5Q-2B9         G 

Coalilton    for   Safe   Pouer 
Culoradn    State   Univ. 

7910110311            50-522         G 
7910290476           50-344         G 
7910310364           30-344         0 
7910030360"        FOIA 
7910030493*         FDIA 

Colorado.     State   of 

7910100638           40-B681 
7910100642*         40-9681 
7910S90425           40-8691 
7910130702           PROJ 
7910190151            40-8734 

Colt    Industries,     Inc. 

7910190156*         40-B754 
7910190160*         40-8754 
7910240271           PR 
7910E9024I            40-0748 
7910250330           REOOD 

Columbia    Counttj   Farm   Bureau 
Combustion  Engineering.     Inc. 

7910110509           50-396         G 
7910010509           30-330         P 
7910020762           71-102 
7910020763*         71-183 
7910110473*         70-1100 

Commerce,  Dept.  of,    National    Bureau    of 
Standards 

7910120316           71-9022 
7910150392*         30-317         0 
7910230194*         QA999 
7910230216"         QA999 
7910230348           HASTE   MOT 

CqmmereB.Dept.  of,  National    dceanographic 
Atmo-spheric  Adminttratlnn 
Committee    to   Bridge    the   Dap 
COBiraoniuealth  Edison  Co. 

7910360397           30-184         J 
fc   7910310047           NUREG 

7910100063.          FOIA 
7909250309           PR 
7910010204            50-373         Q 

7910010364            50-10           H 
7910010364           50-10           H 
7910010364            30-10           H 
7910010364           50-10           H 
7910010364           50-10           H 

7910010364            50-10           H 
7910010364           50-10           H 
7910010364          50-10          H 
7910010364          50-10          H 
7910010364            50-10           H 

7910010344           50-10           H 
7910010364            50-10           H 
7910010364          50-10          H 
7910020209          50-454        Q 
7910020209           50-454         Q 

7910020209           50-454         Q 

AUTHOR                   ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

7910020209 

50-454 

Q 

791O02O35H 

30-295 

P 

7910030379 

50-234 

F 

7910020393 

50-294 

R 

7910020441 

50-373 

A 

7910020441 

50-373 

A 

7910020457 

50-295 

S 

7910020459* 

50-295 

B 

7910020464 

30-373 

C 

7910030464 

50-373 

C 

7910020470 

TQPREP 

791  003007  S 

30-434 

0 

7910030073 

90-454 

G 

7910030093 

PR 

7910030135 

30-10 

Q 

7910030125 

90-10 

0 

7910030123 

50-1O 

Q 

7910030123 

30-10 

a 

7910030123 

50-10 

a 

7910030125 

50-10 

Q 

7910030123 

30-10 

a 

7910030236 

30-293 

p 

7910030356 

50-295 

p 

791  0030369 

50-373 

A 

7910030369 

50-373 

A 

7910030373* 

30-373 

A 

7910030373* 

30-373 

A 

7910030379 

71-910B 

7910030413 

50-454 

A 

7910030415 

50-434 

A 

7910030415 

50-454 

A 

7910030413 

SO-454 

A 

7910030420* 

50-434 

A 

7910030420* 

50-434 

A 

79100304201 

50-434 

A 

7910030420* 

50-434 

A 

7910030466 

30-295 

P 

7910030466 

50-295 

P 

7910030467* 

30-293 

P 

7910030467" 

50-295 

P 

7910030509 

50-1O 

H 

7910030309 

30-10 

H 

7910030509 

50-10 

H 

7910030509 

50-10 

H 

7910030509 

30-10 

H 

7910030509 

50-10 

H 

7910030509 

50-10 

H 

7910030309 

50-10 

H 

7910030509 

30-10 

H 

7910030309 

30-10 

H 

7710030608 

30-247 

Q 

7910030630 

50-3 

P 

7910040001 

50-599 

0 

7910040080* 

50-434 

a 

7910040112 

50-895 

0 

7910040115 

50-456 

a 

7910040559 

50-399 

p 

7910040267 

50-295 

n 

7910040281 

50-295 

p 

7910040281 

50-293 

p 

7910040202* 

50-295 

p 

7910040203* 

50-395 

p 

7910040391* 

50-293 

R 

7910040313 

TOPREP 

7910040313 

TOPREP 

7910040313 

TOPREP 

7910040320 

TOPREP 

7910040320 

TOPREP 

7910040320 

TOPREP 

7910040325* 

TOPREP 

7910040323* 

TOPREP 

7910040331* 

TOPREP 

7910040337 

TDPREP 

7910040670 

50-B95 

G 

7910030216* 

50-10 

a 

7910030394 

50-337 

p 

7910050401* 

50-237 

p 

7910050403* 

90-237 

p 

7910030416* 

50-237 

p 

7910030421* 

50-237 

p 

7910050490* 

50-393 

a 

7910030496* 

50-373 

a 

7910030513 

30-4  S4 

G 

7910030935 

50-43-1 

0 

7910050333 

50-454 

Q 
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AUTHOR                     ACCESSION 
AFFILIATION                    MUMGEF! 

SUBJECT 
CATEGORY 

7910050627 

50-451 

0 

7910050637 

50-431 

0 

7910050779 

50-434 

0 

7910090005* 

50-254 

Q 

7910D9034B 

50-237 

P 

7910090348 

50-237 

P 

7910090348 

50-237 

P 

7910090348 

HO-237 

P 

7910090350* 

50-237 

P 

791OO9035O* 

90-237 

P 

7910090350" 

30-237 

P 

79  10090350- 

30-237 

r 

7910100173 

SO-265 

S 

79t01001B6» 

90-363 

5 

7910100677 

50-456 

O 

7910110177 

PR 

7910110269 

90-10 

P 

7910110269 

50-10 

P 

7910110269 

50-10 

P 

7910110269 

50-10 

P 

7910110269 

50-10 

P 

7910110269 

80-10 

P 

791QH0369 

50-10 

P 

79101102B3* 

50-10 

P 

791QI102B3* 

50-10 

P 

7910110289* 

50-10 

P 

7910110289" 

50-10 

P 

79101  10239* 

30-10 

P 

79101I02G9" 

50-10 

P 

79101102S9* 

50-10 

P 

7910110339 

30-3 

0 

7910110356 

50-293 

O 

791O11O336 

30-B99 

Q 

7910110369 

50-10 

F 

7910110369 

90-10 

F 

7910110365 

50-10 

F 

7910110365 

50-10 

F 

7910110369 

50-10 

F 

7910110369 

50-10 

F 

7910110365 

90-10 

F 

7910110377 

90-247 

0 

79101  1Q3BO 

50-10 

P 

79101  103BO 

50-10 

P 

79101  103BQ 

90-10 

P 

79101  103BO 

50-10 

P 

79101  103BO 

50-10 

P 

79101  103BO 

30-10 

P 

79101  103BO 

50-10 

P 

7910150216 

90-237 

P 

7910120216 

90-537 

P 

7910150109 

50-454 

G 

7910190109 

90-454 

Q 

7910190471 

90-B93 

R 

7910190471 

9O-299 

R 

7910150491* 

90-395 

R 

7910150542 

50-265 

B 

791015099711 

50-265 

S 

7910150565 

50-393 

3 

7910150969* 

50-299 

S 

7910150576 

50-395 

S 

79101S05BU 

50-395 

S 

7910160021 

50-10 

Q 

7910160021 

30-10 

a 

7910160021 

50-10 

0 

7910160021 

30-10 

0 

7910160031 

90-10 

0 

7910160021 

50-10 

Q 

7910160021 

30-10 

Q 

791016019B 

50-237 

0 

791016019B 

30-237 

Q 

79101  60190 

30-237 

0 

791016019B 

50-337 

Q 

7910160190 

90-237 

Q 

791016019B 

50-H37 

0 

791  0160243* 

30-373 

Q 

7910160543* 

30-373 

Q 

7910160334 

50-373 

Q 

7910160479 

50-254 

R 

7910160479 

50-254 

fl 

791016Q4B3* 

30-234 

R 

79101604B3* 

SO-S94 

R 

7910160494 

30-237 

S 

7910160503* 

30-237 

S 

7910160315 

50-10 

R 

7910160531* 

30-10 

R 

AUTHOR                                                     ACCESSION 
AFFILIATION                                                  NUMBER 

SUBJECT 
CATEGORY 

7910170394 

BO-599 

Q 

7910171062 

SQ-399 

S 

7910171062 

80-395 

Q 

7910171063* 

5O-395 

a 

7910171063" 

50-395 

Q 

7910180371 

50-237 

G 

79  101  80376 

30-373 

fl 

79101S03QO* 

SO-373 

A 

7910180380* 

50-373 

A 

791018038BO 

50-237 

S 

7910190319 

50-347 

Q 

7910190300 

50-H54 

P 

7910190328 

50-295 

S 

79I0190332» 

50-395 

5 

7910190343 

50-237 

Q 

7910190343 

50-337 

a 

7910190343 

SO-S37 

o 

7910190313 

50-337 

Q- 

79IOI  90343 

50-337 

tt 

7910190343 

BO-  237"- 

0- 

79101903S1 

50-S37 

a 

7910190351 

50-337 

a 

7910190351 

50-237 

o 

7910190331 

50-S37 

a 

7910190351 

50-3-37 

a 

7910190351 

50-237 

o 

7910190367 

50-265 

3 

7910190371ft 

50-265 

s 

7910190413 

50-2  SI 

F 

7910230327 

50-10 

P 

7910230327 

50-10 

P 

7910220327 

50-10 

P 

7910220327 

50-10 

P 

7910220327 

50-10 

P 

7910220327 

SO-  10 

P 

7910230239 

50-237 

Q 

7910330339 

50-237 

a 

791  0230278 

50-10 

HI 

7910230391 

50-295 

p 

7910230305 

50-10 

p 

7910230305 

50-10 

p 

7910230303 

80-10 

p 

7910230464 

90-237 

a 

7910330466" 

50-237 

B 

7910330653 

90-295 

Q 

7910230653 

50-295 

a 

7910330715* 

50-254 

p 

7910240033" 

50-10 

p 

79102400BO 

50-10 

a 

79103400BQ 

50-10 

Q 

79103400BO 

50-10 

Q 

7910340198 

5O-454 

a 

79  102501  SB 

FtEQQD 

7910360032 

50-237 

Q 

7910260279 

50-436 

A 

7910260415 

50-254 

o 

7910360429 

REQOD 

79I03900B7 

REQOD 

7910390164 

71-9010 

7910390336 

50-237 

s 

7910390340* 

50-237 

a 

7910390243 

50-249 

a 

7910390240* 

50-249 

S3 

79103902B7 

50-373 

A 

77IOS-JQ292* 

30-373 

A 

7910300169 

SO-249 

s 

7910300173* 

50-2.49 

s 

7910300209 

30-237 

a 

79I03002I4* 

50-237 

B 

7910300316 

50-337 

Q 

7910300319* 

50-337 

Q 

79103002^4 

50-373 

K 

791030033B* 

50-373 

K. 

771D30023B* 

80-373 

K 

7910310039 

50-293 

O 

7910310039 

SO-29S 

O 

7910310110 

REQOD 

79103101431 

BO-  10 

a 

7910310143* 

50-10 

a 

7910310213 

REOOD 

7910310332 

30-293 

p 

7910310333 

50-293 

p 

7910310326* 

50-295 

p 

7910310336* 

50-293. 

p 

79  1031  033  1* 

80-293 

p 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

791031033U 

50-275    P 

7910310341 

50-275    P 

7910310341 

50-275    P 

7910310493* 

COMMISSION 

Connecticut  Yankee  Atomic  Poiuir  Co. 

7710010207 

30-313    P 

7910010215* 

50-213    P 

7910030279 

50-313    P 

7710030276 

50-213    P 

7710030323 

30-313    Q 

7910030B70 

50-313    Q 

7910010293 

50-213    P 

7910040362 

50-213    P 

791O1O0229 

50-213    B 

7910100333 

50-213    P 

79ID160H94 

50-213 

79I01BOIB9 

50-213    Q 

791O1B0423 

50-2  1  3    R 

7910100434* 

30-313    R 

7910220175 

50-2  1  3    Q 

<t 

7910220231 

50-213    J 

7910220297 

50-213    B 

7910220300* 

90-213    B 

7710300057 

30-213    0 

7710300199 

50-313    Q 

Connecticut,  State  of 

7910230241 

WftBTE  MQT 

79102303S7 

WASTE  MOT 

Conner,  Moore  &  Corker 

7710050014 

50-272    0 

7910050391 

50-273    0 

7710030677 

50-272    G 

7710050771 

50-273    G 

7710090099 

50-35B    G 

7910090137* 

PRM 

7910090206 

50-353    G 

7910090274 

50-272    P 

7910110241 

50-272    0 

7710120024 

50-35B    0 

7710120027 

50-39B    G 

7910150001 

27-39 

7710150007 

27-37 

7910130627 

SO-33B    G 

7910160109 

50-395    G 

7910220436 

50-47B    M 

7910220436 

50-17B    M 

7910220441* 

50-490    M 

7910220441* 

50-190    M 

7910230692" 

50-273    0 

7710330694 

50-272    0 

791031046B 

50-350    Q 

Consolidated  Edison  Co.  of  Moui  Yorl 

79100203B3 

90-3      H 

7910030203 

30-247   P 

7910120241 

50-3     R 

7710160272 

50-3      Q 

7910190030 

50-3      G 

7710190030 

50-3      0 

791022027B 

30-247    R 

7910220277* 

50-247   R 

7710220293 

50-3     R 

7710220395 

50-3     R 

79I022034S 

50-3      P 

7910230333 

50-247    P 

7910250330 

50-3      G 

7910260353 

50-347    B 

7910260257* 

50-247    S 

7910300020 

30-247    R 

7910310436 

50-347    a 

Consolidated  Intnrvenors 

7910290476 

50-341    0 

Consumer's  Pou&r  Co. 

771001021B 

50-255    Q 

7710010587* 

90-329    Q 

7910030101 

90-339    a 

7910020101 

90-329    R 

7710020107* 

90-329   fi 

7910020107* 

30-339   R 

77100203B3 

30-235   S 

79100203B7* 

50-255   9 

7710Q303B9 

30-255    8 

7710030394* 

90-299   B 

7910020376 

50-133   P 

7910020402* 

50-153   P 

7910020478 

50-329   S 

7910020499 

50-329   S 

7710020500* 

30-329   B 

7910020300* 

HO-329   S 

7910020623 

30-255   0 

7910030370 

50-255   S 

7910030391* 

50-255   8 

AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

7910030392 

30-253 

B 

7910030393* 

30-239 

B 

7910030472 

30-233 

B 

79100304B4* 

50-233 

a 

7910030906 

30-337 

R 

7910030306 

30-327 

R 

7910030510* 

50-329 

n 

7910030510* 

30-337 

R 

7910030338 

50-259 

S 

7910030617 

90-135 

0 

7910030B07 

50-153 

Q 

7910040224 

90-155 

P 

7710040427 

71-5939 

7910050126 

90-255 

Q 

7910050262 

50-303 

Q 

7710050276 

50-329 

A 

7910030396 

30-337 

A 

7910050307* 

30-329 

A 

7910050307* 

50-337 

A 

7910050331 

30-339 

K 

7910090331 

30-339 

K 

7910030333* 

50-327 

K 

7910090333* 

50-337 

K 

7910030324 

50-133 

a 

7910070731 

71-90B1 

7910100236 

50-329 

n 

7910100391 

30-333 

R 

7910100296* 

30-235 

R 

7910100350 

30-135 

3 

7910110096 

pn 

7910110310 

30-133 

a 

7910150304 

50-135 

8 

7910150511* 

90-133 

8 

7910130317 

30-135 

B 

7910150525* 

90-133 

8 

7910130607 

50-138 

fl 

7710160034 

50-293 

8 

7710160060* 

50-399 

B 

7710160267 

30-329 

B 

7710160269 

50-339 

B 

7710160311 

50-293 

Q 

7910160344 

90-329 

B 

7710160344 

30-329 

B 

7910160354* 

50-329 

B 

7710160334* 

30-327 

8 

77101H0400 

30-327 

B 

79101804BO 

30-327 

B 

771018Q4B2* 

50-327 

B 

79101804B3* 

50-329 

8 

7910.190360 

50-233 

8 

7910170369* 

90-233 

B 

7910190373 

30-233 

P 

79101  9039B 

50-133   ' 

f 

7910190403 

90-233 

B 

7910220273 

90-193 

P 

7910330330 

90-155 

P 

7910220330 

50-139 

P 

7710330337 

90-329 

B 

7910220337 

50-329 

B 

771033036B 

30-109 

a 

7910230360 

30-13B 

a 

7910K30270 

30-329 

8 

7710230270 

30-337 

8 

7910230311 

50-329 

B 

7710230311 

50-329 

8 

7710240331 

30-337 

A 

7910240331 

30-329 

A 

7910240594 

50-337 

8 

79  J  0240594 

30-329 

B 

7910240616 

30-133 

P 

7910290312 

RE8GD 

7910260030 

50-329 

B 

791036042B 

50-327 

B 

7910290262 

90-198 

P 

7910290264* 

30-139 

P 

7710300133 

80-135 

P 

7910300185 

30-233 

S 

7910300198* 

30-235 

8 

7910300289 

30-133 

F 

7910300302 

80-329 

a 

7910300302 

80-329 

8 

7910300306* 

30-329 

a 

7910300306* 

30-339 

8 

7910300329 

30-329 

B 

7910300329 

80-329 

8 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910300331* 

50-329    S 

791030033-1* 

90-339    S 

7910310061 

REGGD 

7910310279 

SO-  135    P 

7910310317 

50-255    H 

7910310336 

30-329    S 

7910310336 

50-329    S 

7910310391* 

30-325   S 

7910310153* 

50-329    0 

Cordla  Corp. 

7910030103 

XPORTL1C 

Cornell  College 

7909210411 

7O-4  1  1 

Cotter  Corp. 

7910010061 

4Q-B692 

79102SOOOB" 

40-S751 

Coulee  Region  Energy  Coalition 

79101S0019 

SO-409    0 

Council  of  Energy  Resource  Tribes 

7910B302BS 

PROJ 

Council  an  Environmental  Quality 

7910260162 

COMMISSION 

Goien.  Digier  ti  O'Connor 

7910150599 

FOIA 

Croare,  Inc. 

7910030101 

NUREO 

7910100711 

NUREO 

Critical  Mass  Enerny  Project 

7910020136 

PR 

7910020437* 

PR 

7910020140" 

PR 

7910020623 

FPIA 

7910310348* 

COMMISSION 

Cumberland  Valley  Cooperative 

7910090337* 

ao-a09   H 

Curtlfis-Hrlght  Corp. 

7910030371 

71-9033 

Cyprus  Mines  Corp, 

7910H047B 

40-0740 

7910310011 

40-8748 

7910310013* 

40-0740 

D.  B.  FonVhauserr  Intervene? 

7910050743 

30-393   0 

Dalryland  Power  Cooperative 

7910010195 

30-409   0 

79  100204  IB 

30-409   S 

7910040077* 

90-409   Q 

7910050QBO* 

30-409   Q 

7910030267 

30-409   Q 

7910090330 

90-409   S 

7910080331* 

50-409   0 

7910090421 

90-409   B 

7910090433* 

50-409    B 

7910100177 

90-409   P 

7910100363 

50-409    R 

791010036B* 

90-409   R 

79101  101SO 

50-409   P 

7910120211 

90-409   R 

791012021B* 

50-409   R 

79101604B6 

30-409   T 

7910190363 

30-409   0 

7910330303 

SO-409    J 

791023021S 

30-409    0 

7910330243 

30-409   tl 

791QH40071 

30-409   Q 

7910260263 

90-409   Q 

7910300171 

30-409    R 

7910300177* 

90-409   R 

79103004S6 

50-409   0 

Dameg  &  Moore 

7910030143 

PR 

7910040213* 

40-3493 

7910040335 

40-3453 

7910090255 

40-3493 

7910160370 

00-409   P 

79IOIB03B3 

50-409   P 

79102901QB* 

40-8729 

Dattllo,  T.M. 

791Q310S03* 

90-546   A 

Dauphin  County.  PA 

79101  B0273* 

50-320   F 

Daon  Mlninn  Co. 

7910110160 

40-B746 

79101  10164* 

40-Q746 

DiKalb  Area  Alliance  for  Responsible 

7910030441* 

30-373   0 

Energy 

79103002BB 

30-434   0 

Debt  voim  &  Llaberman 

7910190121 

70-2623 

7910190382 

50-443   M 

79102201B3 

HO-480   0 

7910260444 

90-443   M 

7910260444 

30-443   H 

7910260444 

90-449   M 

7910260444 

30-443   M 

791026044B* 

30-443   M 

791026044B* 

30-443   M 

791026044H* 

90-445   M 

791026044B* 

90-4  4  B   M 

Dnf  ense,  Dept.  of 

7910180431 

50-170   P 

79101B0437* 

90-170   P 

Defannei  Dipt,  ofi  Deforce  Nuclear  Agency 

7910190498 

90-170   J 

Delauarfli  State;  of 

791Q090S31* 

PRDJ 

79I01BOBB9 

90-272   0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEflOR' 

/ 

' 

79102&03B6 

30-209 

O 

791  0310357* 

50-272 

Q 

Detroit  Edison  Co. 

7910030B46* 

50-341 

Q- 

7910040082* 

30-341 

O 

7910050612 

50-341 

& 

7910110314 

50-341 

A 

79101B0474 

50-341 

A 

7910220323 

90-341 

A 

7910240717 

50-341 

Q 

7910310333 

50-341 

Q 

Dougherty,  J.  Q. 

7910H&0344 

50-33B 

G 

Douglass  &  Qarham 

7910220233 

50-324 

J 

7910220304 

90-241 

J 

7910230220 

70-2633 

Doui  Chemical  Co. 

791002037£» 

90-329 

0 

7910050070B 

71-6  *> 

7910300342 

90-261 

Dow  Corning  Corp. 

7910030633* 

90-34* 

Q 

Grosser  Industries.  Inc. 

7910010S29 

50-320 

7910220966 

XPOflTLIC 

7910220972* 

XPOftTLIC 

7910260039 

XPORTLIR 

Duie  Power  Co,    ( 

79  100  10046* 

70-2633 

7910010032* 

70-3623 

7910010306 

50-413 

R 

,  -lOlOSOSn 

30-413 

R 

7Vi^'10324 

90-369 

A 

;v:  co  10324 

50-369 

A 

7910010327* 

50-369 

A 

7910010327" 

30-369 

A 

7910010331 

30-369 

P 

7910010330 

50-369 

A 

7910010350 

50-369 

A 

7910010367 

30-269 

S 

7910010374 

50-413 

0 

7910010375" 

50-269 

7910010666 

90-4  U 

0 

7910020003 

PR 

791  0020006* 

PR 

79100SOBOS 

90-269 

0 

7910020203 

30-369 

0 

79100H0203 

50-269 

a 

7910020203 

30-269 

0 

7910020424 

30-369 

a 

7910020301 

30-369 

a 

791O020901 

30-369 

s 

7910020504* 

30-369 

8 

7910030504" 

30-369 

8 

791OD2090B 

90-369 

B 

7910020310" 

50-369 

a 

7910020560" 

30-369 

0 

791O020S65" 

50-269 

a 

7910020700 

50-4BB 

0 

7910030799 

50-369 

0 

791DD3065& 

50-269 

0 

7910030636 

50-269 

Q 

7910030696 

90-269 

Q 

7910040534* 

30-491 

Q 

79100B0099" 

90-413 

Q 

7910050133 

30-491 

F  . 

7910090158* 

50-491 

F 

79100B0294" 

30-269 

a 

7910050337 

30-413 

a 

7910030426" 

50-269 

a 

791O05034B 

30-269 

s 

791005054B 

30-269 

s 

7910050548 

30-269 

8 

7910030A09 

90-269 

a 

7910090237 

50-269 

p 

7910090303 

PR 

7910090666 

30-269 

a 

7910090011 

30-369 

A 

7910100209 

50-269 

a 

7910100319" 

50-269 

a 

7910110092 

50-369 

a 

7910110362 

50-269 

s 

79101  103B1» 

90-269 

s 

7910130063 

30-4BB 

a 

7910130171 

90-269 

p 

791O1BOI7I 

90-269 

p 

79I01S0171 

50-26? 

P 

79  101  SO  177 

90-269 

a 

7910120177 

30-269 

a 

79JOIHOI77 

90-269 

a 

79IO1S0182 

30-269 

p 

472 


CORPORATE  SOURCE  INDEX 


AUTHOR                    ACCESSION 
AFFILIATION                   NUMBE8 

SUBJECT 
CATEGORY 

79101201B3 

50-269 

P 

791012O1B2 

50-369 

P 

7910120293 

30-369 

P 

7910120293 

50-249 

P 

7910120293 

30-369 

P 

7910150194 

50-155 

G 

7910150533 
79101  603B2 

3p-369 
56-369 

A 
F 

791017O210 

30-270 

Q 

7910170247" 

50-270 

S 

7910170290 

50-369 

P 

7910170290 

30-269 

P 

7910170390 

50-269 

P 

79101BOOB6 

50-491 

0 

79101B0093 

PR 

79101B0100 

50-413 

a 

79101B0116 

50-413 

Q 

7910160429 

50-249 

s 

791O1B0429 

50-269 

G 

79101S0439 

30-269 

s 

79I01S0433i> 

30-269 

B 

79101B0433" 

50-269 

B 

79101B0433» 

50-269 

S 

7910190353 

50-269 

P 

7910190409 

50-269 

P 

7910190109 

50-369 

P 

7910190409 

30-269 

P 

7910230185 

50-4BB 

0 

791O220192" 

50-403 

G 

7910330264 

50-369 

Q 

7910330264 

50-369 

Q 

79102304B7 

SO-269 

P 

7910230407 

50-269 

P 

79102304B7 

50-269 

P 

7910230491 

3O-269 

3 

7910230493 

50-369 

P 

7910H30497* 

50-369 

S 

7910230500 

50-369 

P 

7910230325 

50-269 

P 

7910330325 

50-369 

P 

7910230335 

50-269 

P 

7910230330B 

30-H69 

P 

7910230530B 

SO-269 

P 

7910230530* 

50-269 

P 

7910230339 

50-369 

P 

7910330539 

50-369 

P 

7910230339 

30-269 

P 

7910240287" 

50-269 

0 

7910340463 

50-269 

5 

7910240463 

30-269 

8 

7910240465 

50-269 

3 

7910240469" 

50-269 

S 

7910240561 

50-369 

a 

7910240739 

REGQD 

7910250139 

50-269 

Q 

7910250139 

SO-269 

a 

79102S0139 

50-369 

0 

7910350339 

50-369 

0 

7910350239 

50-269 

0 

7910250239 

50-269 

Q 

79103503B7 

50-369 

P 

79102503B7 

30-269 

P 

79102503B7 

50-269 

P 

7910350479* 

30-370 

a 

79  10350506* 

50-413 

a 

791035030fi» 

50-413 

0 

7910250S31* 

50-369 

Q 

7910250331* 

50-369 

Q 

7910260409 

50-269 

P 

7910260409 

30-269 

P 

7910260409 

50-269 

P 

7910290326 

70-2623 

79103001BB 

50-409 

R 

7910300194» 

30-409 

n 

7910300204 

50-369 

A 

7910300204 

50-367 

A 

7910300300 

50-369 

A 

7910300300 

50-369 

A 

7910310027 

50-400 

0 

7910310210 

REOOD 

Duiuaeno  Light  Co.                    7910010105s 

50-4  IB 

0 

7910010673 

30-334 

Q 

791002064,5" 

50-412 

5 

7910020670* 

50-413 

S 

7910030300 

50-334 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

79100304O7 
791  0030  49O 
791  0030  49i* 
791004037G 
791004034'? 

30-334         H 
50-331          H 
50-334         8 
30-334         R 
50-334         P 

7910090332 
7910090747* 
7910110413 
79101  1OS34* 
791012O2O9 

HEQQD 
90-334         O 
50-334         P 
50-334         Q 
90-412         S 

7910120213* 
79101901  IB 
79101501SO 
7910190293 
7910150at?f3» 

50-412         S 
50-440         M 
50-334         Q 
30-41  a         S 
50-412         8 

791016O547 
7910160350U 
791O17OO&H 
791017O30B 
7910170212* 

50-334         R 
50-334         R 
50-334          a 
50-334          8 
50-334         S 

7910170277 
791Q1803&9 
7910520300 
7910230203 
791023O3&3 

70-li21 
90-331         P 
30-334          « 
50-334         Q 
30-334         P 

791Q3304B3 
7910230496* 
791025O3i1 
791023D373« 
79102601V  1 

50-334         S 
50-334         H 
50-334         B 
50-334          B 
50-334         P 

7910260175" 
79  10260  1B4 
791  02602  9O 
7910300035 
79  1  03003  J  7 

50-334         P 
50-4  IB         B 
50-334         H 
50-440        M 
50-334        -J 

Dyer   &  Red  ford 
EG  t.  Q,     Inc. 

791030O3SO 
791031OO30 
79101  10076 
7910180OO3 
7910100004 

30-334        P 
50-334         O 
50-49H        li 
RES 
RES 

791G1000QS 
7"?  1  02204  O  5 
7910220493" 
79  1  02209  O  5 
79103*0474 

RES 
NUREG 
50-295         P 
NUREO 
NUREQ 

ENEL 
E8Bi     Inc. 

7910300O24B 
791031OOC-C. 
791018QAS5* 
7910040613" 
7910040619" 

50-155         P 
NUHEO 
XPORTLIC 
QA799 
OA999 

Ebasto   BervicBEl     Inc.     (subs,     of   Ensorch 
Corp.  ) 

79101004S6 

791023021?,-! 
79102SO3O1 
791026OO33« 
791029O1(74 

50-302          A 

IIEQQD 

REOOD 
50-574         T 
tiEGQD 

Eberlina    Instrument   Corp, 

791029O2OO 
7910290230 
7910310314 
7910030401* 
79I010O631 

REQOD 
REOOD 
TOPREP 
FOIA 
XPORTLIC 

Eckerti    HeamanBi    Cherln  t<  Mellott 
Ecological    Analysts,     Inc. 
Ecology   Action   of   Osuiego 

7910250226 
771030OO2S* 
7910030467 
791O1BO42O 
79I010O42O 

30-374          O 

50-347         R 
SO-4HS         Q 
30-996          Q 
50-396         Q 

Economic   DevalopniBnt  Council    of 
Northoastarn  PA  Avnca.  PA 
Ederefj     Inc.     (subs,     of   Format;    Internatlo 
nali     Inc.  ) 
Edltun   Electric    Instituta 

79101BO4aOB 

79101QD42Q" 
7910040344 

79102iOB61 
7910050136 

60-57i         Q 
50-596         O 
90-387         D 

TDPREP 
PR 

Ed  low   International    Co, 

791011O1B6 

791001O1O1 
7910020031 
791002O194 
7910030H3i 

PR 
XPORTLIC 
XPORTLIC 

XPORTLIC 
XPDRTL1C 

7910030421 
79100300IA 
7910110-433 
7910120037 
7910120119 

XPORTLIC 
XPORTLIC 
40-B749 
XPORTLIC 
XPDRTLIC 

79101AO3B4 
791017O1S9 

XPORTLIC 
XPOHTLIC 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Elder*  P.  Epler 

79101B0366 
7710220439" 
7910320415* 
791Q26007B 
7910030637 

XPORTLIC 
SECV 
SECY 
XPORTLIC 

Acna 

Ellia.  L.  J, 
Energy  Engineering  Group 

7910030667 
7910050769* 
79101  70393* 
7710170400* 
7710220139 

ACH8 
50-51B    Q 
50-314    P 
50-344    P 
NUOEG 

Energy  Fucla  Nuclear.  Inc. 

7910050059 
7710050061* 
7910050067* 
791OOS0073* 
79100504B3 

40-B6B1 
4Q-BdBl 
40-B6B1 
10-B6B1 
10-1341 

7910190111 
79I022019B 
77103-1  07  14 
7910360196 
791026019B 

40-8675 
10-86B1 
40-S6BI 
40-86B1 
40-86B1 

Energy  HBaourcea  Qraup 
Energy.  Dept.  of 

7910290479 
7910010687 
791OO302BO 
7910040594 
7910090142* 

40-86B1 
90-135    G 
71-3563 
71-5939 
71-9853 

7910090294 
7910100613 
7910100664 
7910160044 
7910170306 

PR 
50-3      P 
71-5797 
71-9B53 
FOIA 

7910170467 
7910170331* 
79  1024021  SB 
7910260059 
7910260063* 

PR 
30-320    H 
30-320    H 
XPORTLIC 
XPORTLIC 

Energy  Dept.  of,  Clinch  River  Breeder 
Reactor  Plant 

7910260193 
7710320108 

7710220111* 
791029009S 
7710300158 

NUREG 
30-537    0 

30-537    Q 
REGQD 
30-337    A 

Engelhard  Minerals  b  Chemicals  Cora. 
Engelhard  Industries  Div. 
Environmental  Coalition  an  Nuclear  Power 

7910030410 

7907300417 
77101B0257 
7910190230 
7910190219* 

XPORTLIC 

FOIA 
90-2B9   0 
30-320    C 
30-330   G 

Environmental  Defense  Fund 

7710250333 
7910250370 
7910230443 
79102603BB 
7710240910* 

30-3B7   0 
30-3B7    0 
30-2B9   0 
30-2B9    0 
50-320    P 

Environmental  Protection  Agency 

79073S0330 
7910030096 
7710030683 
79101B05B9 
79  J  03301  40 

PR 
PR 
OHO 
50-320    P 
WABTE  MOT 

7910230339 
,7910330376 
79102405B3 
7710250735 
7710290325 

WASTE  MQT 
WASTE  MOT 
50-43B   A 
PROJ 
30-S66   A 

Enviroaphere  Co. 
Envtrotech  Carp.  i  Eimco  Foundry  Div. 
European  Communities!  Commlision  of 
Everest  Minerals  Corp. 

7910230149 
7710310131 
7710180619 
771003013B 
7910040009 

WASTE  MQT 
30-3Q9   H 
XPORTLIC 
40-B747 
40-B717 

Evergreen  Legal  Services 

79101104B2 
79101005-11 
7710100341 
7710290371 
7710290371 

40-B747 
30-532    H 
30-S22    0 
30-322    0 
50-532    0 

Eielco  Davolaj  Inc. 
Exxon  Corp. 
Exxon  Mineral*  Co.  j  UBA 

77  102501  Oi* 
7910090254 

7710340704 
7910240707* 
7710340710* 

GA999 
PR 
10-B102 
40-B102 
40-0102 

Enon  Nuclear  Co.  i  Inc.  (tuba,  of  Enon 
Corp.  ) 

7910040023 

7710040024* 
7910100033 
77101000Hi* 
7910100693 

70-2219 

70-3319 
71-6501 
71-6501 
XPORTLIC 

7910110307 
77101B0317 

PR 
PR 

AUTHDR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGOR1 

*• 

7910130340 

71-9O33 

7910230346 

flEOOD 

Federal    American   Partners 

7910070780 

40-4492 

Federal    American  Partners    (Mining) 

7910150011 

PR 

79101  A004B 

40-4492 

7910220490 

40-4492 

7910310501 

40-4193 

Federal    Energy   Regulatory   Cammiislon 

7910050313* 

PdOJ 

F   d 

79103100B3* 

50-3B9 

0 

Feldmani    Hall,    Frandoni    Rued    Si  Woodward 

77  101Q0490* 
7910360215 

CONTRACT 
30-556 

0 

Fischeri  Franklin.  Ford,  Simon  &  Hogg 

7910020373 

50-339 

a 

7910020373 

50-329 

G 

7910020376* 

50-33? 

B 

7710030376* 

50-337 

a 

Fleischakeri    D.     B. 

79100507HO 

50-275 

G 

7910190111 

50-3 

a 

7910220410 

50-237 

B 

7910220431 

SQ-437 

G 

Florida    Paunr    U   Light   Co, 

7710Q10H17 

50-230 

H 

7910010377 

30-231 

B 

79100103H5* 

30-231 

S 

7710010533 

30-335 

a 

7910010540 

30-ESO) 

a 

7910010544 

30-335 

a 

7910030064 

50-333 

a 

7910030377 

30-250 

F 

7910020377 

9D-H50 

F 

7910030377 

50-250 

F 

7910030202 

PR 

7910030B47 

50-335 

a 

7910040571 

30-369 

a 

7910040617 

50-335 

a 

7910040639 

50-E50 

a 

7910050072 

30-350 

p 

7910050314 

50-3B9 

a 

7910050336 

50-335 

a 

77100B02BO 

50-333 

a 

7910090109 

50-250 

a 

7910090343 

SO-2SO 

p 

7910090352 

50-251 

B 

7910070353* 

30-351 

3 

7910090669 

50-250 

a 

7910100043 

50-333' 

a 

791010004B 

50-230 

a 

7710100095 

50-333- 

F 

7910100251 

50-23  0° 

P 

7710100354 

50-S5O 

P 

79101100B9 

50-23  & 

a 

79101  100B9 

50-230 

n 

79101100D9 

50-290' 

0 

791012014-1 

50-25C- 

a 

7910120164 

50-250 

a 

7910130343 

50-335 

p 

7910120349" 

50-335 

p 

7910120360 

50-333. 

a 

7910150493 

50-335 

s 

7910150500 

30-333 

3 

7910180531 

50-250 

F 

7910190531 

5O-E5O 

F 

791O1  80559 

30-339 

3 

7910170174 

SO-ESO 

P 

7910170333 

3O-333 

S 

7910190346* 

3O-335 

3 

7910190349 

50-H51 

B 

7910190357" 

5O-S51 

3 

7910190396 

30-333 

8 

7910190411* 

50-335 

3 

7910190446 

SO-251 

G 

7910190449* 

30-291 

3 

7910190454 

90-231 

B 

79101*30465 

SO-H31 

B 

79101  90470* 

50-251 

B 

791OSE02S5 

50-2SO 

P 

7910230203 

50-E50 

a 

7910330203 

5O-E5O 

9 

7910230B03 

3O-25O 

a 

7710B30309 

50-333 

Q 

7910250373 

SO-25O 

p 

7910290374 

30-339 

B 

79102903781 

5O-3S9 

3 

7710230433 

90-33S 

P 

7910360407 

30-290 

Q 

7910290090 

REGOD 

7910310334 

50-335 

J 
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AUTHOR 
AFFILIATIOM 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910020044 

PR 

7910020370" 

30-466 

G 

7910030155 

50-466 

G 

7910030618 

50-466 

G 

7910030629 

50-446 

0 

7910030663 

50-466 

G 

7710040437 

30-466 

Q 

7710040446 

50-466 

G 

7910040509 

50-466 

G 

7910050309* 

50-49B 

0 

7910050413 

30-466 

G 

7910050614 

50-466 

G 

7910030623 

50-466 

G 

7910050623 

50-466 

0 

7910090143 

50-47S 

0 

791009033B 

50-466 

G 

7910090493 

50-466 

G 

791OI00119 

30-466 

0 

7910110052 

50-466 

0 

7910110067 

50-466 

0 

7710110071 

50-466 

0 

7910110193 

PR 

7910150354 

90-49B 

A 

7910150609 

50-443 

M 

7910150409 

50-445 

M 

7910130609 

50-445 

M 

7910160455 

50-498 

S 

7910160453 

50-49H 

S 

7910160457" 

50-498 

B 

7710160457* 

50-498 

3 

7910170694 

50-466 

0 

7910190413 

50-49B 

8 

7910190413 

50-498 

5 

7710190423» 

50-49B 

S 

7910170423* 

50-498 

B 

7910220006 

50-466 

0 

7910230101 

30-498 

K 

7910330104 

50-49B 

K 

7910230356* 

50-498 

K 

7710330356* 

50-498 

K 

7910250343" 

SO-49B 

a 

7910350343s 

50-49B 

Q 

791  035036  1 

50-466 

G 

79103603Q4 

50-466 

G 

7910300044 

50-466 

G 

7910300051 

50-466 

Q 

7910300033 

50-466 

0 

7910310150 

50-466 

G 

Hovla,  R.  L. 

79  1  0340  1  74 

30-320 

G 

llubflr.  Magllli  Laurence  4  Farrell 

79100405B3 

30-396 

Q 

7910050640 

50-596 

0 

7910050640 

50-376 

G 

7910030643* 

30-576 

0 

7910050643* 

50-596 

Q 

Huica,  Inc. 

7910030303* 

QA999 

Huntington  Tnsting 

7910290167 

71-902B 

Hunton  &  Williams 

7909250242 

50-338 

0 

79101I014B 

SO-33B 

a 

7910110406 

50-332 

Q 

Huiley  Darter  Corp, 

7910340520 

XPORTLIC 

Ich  thyalogical  Associates,  Inc. 

79101  702BS 

50-320 

R 

7910170293" 

50-320 

R 

7710390357 

30-320 

R 

Idaho  National  Engineering  Laboratory 

7910390359* 
7910020630 

30-330 
NUREO 

R 

7910030063 

NUREG 

7910330261* 

TQPREP 

7910300213 

RES 

7910300451 

RE8 

7910300434 

RES 

7910300457 

RES 

7710300362 

RE8 

Idaho  State  Univ. 

7910300320 

30-384 

J 

Idaho,  State  of 
Idaho.  Univ.  of 

7910230194 
7910050272 

WASTE  MOT 
40-8747 

Illinois  Safe  Energy  Alliance 

7910320370 

70-1308 

Illinois,  State  of 

7910030703 

FDIA 

7910090292 

PR 

7910070609* 

50-10 

P 

7710110237 

30-367 

6 

7710150214 

50-399 

G 

7710170093 

PR 

7910190073 

50-273 

Q 

7910190073 

30-395 

G 

79101900BI* 

30-393 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

79101900B1* 

50-295 

G 

7910190091 

30-299 

G 

7910230439 

WASTE 

MOT 

791  0240670 

50-367 

6 

79103406B4* 

80-367 

O 

Illinois,  Univ.  af,  Urbana-Chanipaign 

79101  50S20 

30-336 

P 

791O31O239 

NUREG 

Illinois.  Univ.  of,  at  Chicago  Circle 

7910350394* 

50-10 

hi 

India 

7910310222 

PR 

Indiana  d  Michigan  Electric  Co. 

7910010379 

50-315 

P 

7910190307 

30-315 

a 

Indiana  &  Michigan  Power  CD, 

7910010334 

50-315 

p 

7910010334 

50-315 

p 

79100103B3 

50^315 

p 

79100103B3 

30-315 

p 

7910030246 

90-319 

0 

7910030246 

30-315 

a 

7710030399 

50-315 

a 

7910030377 

50-315 

<i 

791OO30B04 

30-313 

p 

7910030BOB 

50-315 

a 

7710D402AO 

50-315 

R 

7910040360 

30-313 

R 

7910040906 

30-315 

a 

7910050203* 

80-313 

a 

7910090469 

30-315 

8 

7910090476B 

30-313 

S 

7910090477* 

30-319 

Q 

7910070791 

30-315 

Q 

7910090799 

30-319 

0 

79I01001B1 

50-319 

P 

7910100181 

50-313 

P 

7910100349 

30-313 

P 

7910100349 

30-313 

P 

7910100447 

50-313 

0 

7910100447 

30-315 

0 

7910110313 

50-313 

B 

7910110317* 

50-313 

8 

77101  3069E3 

30-319 

Q 

7910130A9B 

30-315 

Q 

7910160466 

50-313 

S 

7910160473» 

30-315 

8 

7910160500 

50-316 

S 

7710160304 

30-316 

EJ 

7710160506* 

50-316 

B 

7910160307» 

50-316 

3 

7910160511* 

50-316 

a 

7710170317 

30-315 

Q 

7910170317 

30-31  3 

a 

7910190374 

30-316 

R 

7910190376* 

30-316 

R 

7910330351 

50-315 

B 

7910320360* 

50-313 

8 

' 

7910E20266 

50-316 

S 

7910220273* 

50-316 

B 

7910220359 

50-316 

P 

7710230347 

50-316 

S 

7910340738 

30-315 

0 

7910240738 

30-319 

B 

7910230390* 

30-313 

a 

7910330420 

50-313 

p 

7910300310 

30-313 

8 

7910300320 

30-319 

B 

7710300231* 

30-315 

S 

7710300233* 

30-3  IS 

B 

791030039B 

50-319 

P 

79103103B3 

.50-316 

3 

Indians.  State  af 
Inhalation  Todcologg  Research  Institute 

7710310407* 

79100S031B* 
791001051H 

50-316 
PRDJ 
NUREG 

B 

Intec  Corp, 
Interior.  Dept.  of,  U.S.  Geological 

7910090916 
7910290347 

FOIA 
50-374 

J 

Survey 

Interior,  Dept.  of 

7910100346 

30-599 

C 

Interior.  Dap*,  of,  Bureau  of  Land 
Management 

7910170069* 
7910130313 

50-399 
40-8721 

D 

Interior.  Dept.  of.  Fish  b  Wildlife  Service 

7910240602 

30-333 

A 

7910310275 

30-S75 

A 

7910310310 

50-3BO 

A 

Interior,  Dept.  of,  analogical  Survey 

7910310316 
7910240626 

50-S13 
50-274 

A 
S 

Interior,  Dipt,  of,  National  Park  S*rvic« 

7910K4069B 
7710100173 

40-1371 
30-367 

A 

7910100184* 

50-367 

A 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

International  Structural  Engineers,  Inc. 

7910190314* 

CONTRACT 

Intervenor  J.  F.  Dohorty 

7910050749 

30-466 

O 

7910050747 

90-466 

0 

7910050749 

50-466 

0 

7910050750" 

50-466 

0 

7910050751" 

50-466 

0 

7910090173 

30-466 

0 

7910090313 

50-466 

0 

79100903  IB* 

50-166 

0 

7910090336* 

30-466 

0 

79101C06BQ 

50-466 

0 

7910100603* 

50-466 

0 

lama  Electric  Light  b  Pomer  Ca, 

7910010396 

90-331 

s 

79  100  10399* 

50-331 

s 

7910030206 

50-331 

Q 

7910030461 

50-331 

5 

7910030463 

50-331 

S 

7910030171* 

30-331 

B 

79100304BI 

50-331 

S 

791Q0304B9* 

30-331 

S 

7910050049* 

50-331 

Q 

7910050056* 

50-331 

Q 

7910050240 

50-33  1 

Q 

7910050356 

50-331 

Q 

7910090402 

30-331 

0 

7910090411" 

90-331 

S 

7910090793 

50-331 

0 

7910100091 

90-331 

S 

7910100302 

50-331 

B 

7910100363 

50-331 

s 

7910100471 

50-33  1 

Q 

791011010311 

30-331 

0 

7910120202 

50-331 

B 

79101  3026B 

30-331 

0 

79101502B3 

50-331 

P 

79101  503B8B 

50-331 

P 

7910150461 

50-331 

P 

7910150566 

50-331 

B 

7910190371" 

SO-331 

B 

7910150506 

90-331 

B 

7910130591* 

50-331 

S 

7910190390 

50-331 

a 

7910190397 

50-331 

n 

7910190101* 

50-331 

n 

7910230253 

30-331 

Q 

7910230565 

HO-331 

p 

7910230572 

50-331 

Fi 

7910340340 

50-331 

p 

7910240730 

30-331 

Q 

7910350239 

90-331 

Q 

7910350206 

30-331 

p 

7910360411 

50-331 

0 

7910300179 

30-331 

s 

7910300109" 

50-331 

s 

7910300197 

30-331 

3 

7910300206* 

50-331 

0 

7910300311 

50-331 

B 

7910300217* 

30-331 

B 

7910300341 

50-331 

p 

7910300344* 

50-331 

p 

7910310139" 

30-331 

0 

Iowa  Public  Intere-st  Research  Group 

7910030161 

30-399 

0 

loua  Socialist  Party 

7910150344 

50-599 

0 

Iowa  State  Univ. 

7910100091 

ACH8 

7910150909 

50-116 

p 

7910230349 

50-116 

J 

7910300270 

CONTRACT 

louia,  State  of 

79100  3Q5B1" 

PHOJ 

Ishami  Lincoln  Si  Benin 

7910020566 

SO-255 

0 

7910030073 

50-454 

0 

7910030073 

50-134 

0 

7910030349 

30-356 

0 

7910030549 

50-536 

0 

7910030334* 

50-396 

0 

7910030534» 

30-536 

Q 

7910040112 

90-293 

0 

7910040119 

50-156 

0 

7910040670 

50-295 

0 

7910090090 

30-556 

0 

7910050513 

30-434 

0 

7910050553 

50-494 

Q 

79100506S7 

50-434 

S 

7910050645 

30-3S6 

0 

7910030690 

50-936 

0 

7910090034 

50-389 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMHER 

SUBJECT 
CATEGORY 

7910090034 

30-33? 

0 

7910090144 

50-339 

0 

7910090210 

30-329 

0 

7910090357 

50-536 

0 

7910100A77 

30-43A 

0 

7910150109 

SO-454 

0 

7910150194 

50-155 

0 

7910170394 

SO-599 

G 

7910190310 

50-445 

M 

7910220407 

SO-44B 

M 

79102204BO 

50-599 

G 

7910310039 

50-395 

0 

7910310491 

SO-329 

Q 

7910310431 

SO-3B9 

G 

Isomedlii     Inc.      laubs.     of    Maaafield 

79101902QB 

50-320 

P 

Enterprises,     Inc.  ) 

Isoteci     Inc. 

7910330494 

XPOflTLlC 

J.  L.    Shepard  (•  Associates 

791011O-129 

71-6200 

Jacobs   Engineering   Group,     Inc. 

791003Q352* 

FOIA 

Jersey    Central    Pouor    &   Light   Co. 

791002O370 

30-219 

P 

79100203B6" 

SO-311? 

P 

7910030372 

30-219 

a 

79100303B2* 

50-219 

a 

7910040266 

50-219 

B 

791004036B* 

50-219 

s 

7910090219 

SO-219 

p 

791009O222" 

30-219 

p 

7910090224 

50-219 

p 

7910100097 

50-319 

p 

791011O326 

30-319 

n 

7910160142" 

50-219 

a 

7910160170 

30-219 

0 

7910160177* 

30-219 

Q 

7910160271* 

50-320 

i 

7910160277* 

50-320 

i 

7910160391 

30-219 

p 

79I016O3B5* 

30-219 

p 

79I016O307" 

30-219 

p 

791016O3B3» 

50-319 

p 

79101603B9* 

30-219 

p 

7910160391* 

30-219 

p 

7910160393* 

SO-219 

p 

7910160393* 

30-219 

p 

791016O393* 

50-219 

p 

7910I6Q396" 

50-219 

p 

791016O39B" 

30-219 

p 

7910160402" 

30-219 

p 

7910160405* 

50-219 

p 

791016040B* 

30-219 

p 

7910160410* 

50-219 

p 

7910170179 

50-219 

F 

7910170311 

90-219 

0 

7910I7O323" 

30-219 

3 

79IOI0O401 

50-219 

8 

791010O404 

90-319 

8 

79I01B0411" 

50-219 

s 

79101B0419* 

50-219 

B 

7910100441 

50-219 

B 

79101B0446" 

50-319 

5 

7910190430 

50-219 

B 

7910190453* 

50-319 

B 

791022024B 

90-219 

B 

7i?iosaoas3* 

&0-219 

B 

7910920230 

90-219 

R 

79102302S6* 

50-219 

R 

7910230389 

50-219 

P 

7910330322 

5O-219 

P 

7910250240 

50-H19 

P 

7910360S30 

50-219 

S 

79I026OB4H" 

SO-219 

B 

79  102604  53 

50-219 

a 

79103003A9 

50-219 

Q 

7910310030* 

50-363 

Q 

7910310210 

50-219 

a 

791031O36B 

50-219 

B 

7910310376* 

50-319 

8 

Jo  Davles  County   Ad   Hoc   Committee   on 

7910150131 

50-599 

0 

Nuclear  Energy    Information 

Justus,  Dept,  of 

7910090450* 

50-445 

M 

7910100074 

50-445 

M 

791036O434 

50-445 

M 

7910300421 

50-445 

H 

JuitlcB.Dept.pl1,    Attorned   0*n*ral's 

7910030434 

30-445 

tl 

rjffica 

KMCr     Inc. 

7910040S39 

TOPREP 
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AUTHOR 
AFFILIATION 

ACCESSION              SUBJECT 
NUMBER                   CATEGORY 

JUlMiiino    CDuage 
K-n.a.    Oa.     s,    E1"e|TU   Co. 

7910090399           PR 
7910190434           70-1336 
7910020490           50-483         I 
7910090500*        30-402        A 
7910100173          50-4B2        A 

Kaniaa    Btat*    Univ. 

7710110323          30-482        I 
79101  103B5           30-482        A 
7910230297*         3Q-4B2         Q 
7910230306*        50-4B3        Q 
7910260277           50-188        J 

Kansas.     State    of 
Kansas.     un  i  v.      Of 

Hait   Mataia     Corf. 

79100SOS64"        PROJ 
7910110427*        30-320        P 
7910230330          50-148       P 
79100S06B4           71-1  IB 
7910310069           71-110 

Kauechl    Bei-vlco,    Industrie,    Int. 
Kentucky,      stat*    Of 

7910310093*        71-118 
7910040346          XPORTLIC 
7910100649           XPORTLIC 
7910230044          HASTE  MOT 
7910230126           HASTE   HOT 

Kcrr-McOKc     Chunital   Corp.     (guba.    of 
KeiT-McOws     Corp.  ) 

79102S0447»         SO-546         0 
790917031B*         40-2061 

7910020100           70-933 
7910020104*        70-925 
7910130141            70-929 

Kari-KcGo*     Nuclear  Corp. 

Klrtd.rhooh,      Tatun   of,    ValaliB.NV 
Knob   t>   Vail**,    Audubon  Society 
Knupp    t  Andi-«ui 

7910090773          70-935 
7910830602           40-B027 
79101303B3          30-396        0 
79102S0469«        30-546        0 
7909240  1S4*         30-320         0 

Kniik.    L       5. 

7910110023          30-289       G 
79101  104SB          50-2Q9        0 
7910110471*        BO-2B9        0 
7910090220*         SO-35B        0 
79  10  0902  SB*         9D-33B         0 

Kraftwerk    Union,     Mannheim,    Firi«r«l   Rep 
of    Qernntig 

7910090233*         SO-358         0 
7910090344*        SO-3SH        0 
7910090251*        30-33B        0 
791  0090237*         30-398         0 
7910300110*        SO-3B7        A 

Labor,  Dipt,   a  f 
Lata   Michigan    Federation 

L«t«!ld«      BT-irfflB      t,     SteRl     CO. 

7910290409          30-390       H 
7910090472          F01A 
7910110337           SO-367         0 
7910310484           FOIrt 
7910250134*       OA999 

Lantatter   Court  ti|.    PA 

79102801391"         QA999 
7910290123*        50-463        0 
7910590130*        50-463        Q 

791022036B          KUREO 
791023005B          HASTE  MOT 

L»Do»uf,    Lamb,     Lelby   Si  Hit  Ran 

7910030209          PR 
7910050347          BO-2B5        H 
7910030613          50-341        0 
7910100272          30-283        P 
791019017B          30-295        0 

League   of    Woman    Votiri    of  Rockford,  IL 

7910B30316          50-483        0 
7910230474*        30-846        0 
7910290135          PRM 
7910040127          50-434        0 
7910190400          FDIA 

L.id,    Rnbsrt     M. 

7910030237          50-822        0 
7910030234          50-323        0 
79100900B7          30-932        0 
791009033B          50-522        0 
7910260247          30-B32        0 

Lehigh  Univ. 

7910100084           ACRB 
7910110734*       CONTRACT 
7910120040*        CONTRACT 
7910170479          RES 
79101B0007          RES 

L«VU<    Out  men  j      Oaldbirg   &  Kaplan 
Lang    Island     Lighting   Co. 

791030044B          REB 
7910030274          FDIA 
79100409B3          BO-S96        0 
7910050643*        30-896        0 
7910110406          50-322        D 

791013026B          50-332        Q 
7910120390          30-322        Q 
7910130335          30-332        0. 
79102405B7          30-333        F 
7910300313          50-332        A 

79103003B7          30-322        A 
79  1031  01  B2          30-332        A 

79I0310JB4*        BO-322        A 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Lord  Carp. 

7910220433 

30-HB9   H 

Los  Alamos  Scientific  Laboi-atoru 

7910020663 

ACR3 

7910030727 

ACRB 

7910110114 

XPORTLIC 

79iouoiaa* 

XPQHTLIC 

7910300072 

NUREO 

7910300463 

NUREO 

7910310309 

DEB 

Los  Angeles*  CA 
Louisiana  Pouer  &  Light  Co. 

791  02304  33 
7910O204S2 

WASTE  MOT 

50-332    0 

7910050342 

50-3B2   S 

7910100396 

30-3BS   8 

7910130552 

50-382    B 

7910340031 

50-3B2    Q 

791034008H 

50-382    8 

7910240093 

30-3B3    S 

7910240100 

30-382    8 

7910340106 

90-382    B 

79I024O110* 

50-3B3   8 

791Q24O120 

90-303   3 

Louisiana,  State  of 

7910O90333H 

PROJ 

LoiuanatHin.  Neuimanj  Roia.  Axelrad  &  Toll 

7909260146 

30-443   M 

7909260  146 

30-449   M 

7910030133 

90-466   0 

79100303S3 

90-344   0 

79  100306  IB 

30-466   0 

7910030639 

50-466   0 

7910030649 

50-449   M 

7910030645 

30-445   M 

7910030662 

50-466   0 

7910040446 

50-464   0 

7910040309 

50-446   0 

7910050136 

PR 

7910050614 

30-466   0 

7910050633 

50-466   Q 

7910090084 

50-49B    M 

791009033B 

50-466   0 

7910090493 

30-466    0 

7910100119 

30-466    0 

7910110047 

30-464   0 

7910110071 

30-466   0 

79101  1021H 

30-367   0 

7910110320 

90-522   0 

7910170674 

50-466   0 

79101B0442 

30-389    0 

7910190062 

PRM 

7910190066 

30-367    0 

7710190100 

30-466   0 

7910320006 

30-466   0 

7910320420 

30-498   H 

77103304SB 

50-466   0 

7710250361 

30-466   0 

7910250374 

30-344    0 

7910300044 

50-466   0 

7910300051 

50-466   0 

7910300055 

30-466   0 

7910310150 

90-466   0 

Lower  Allatuaya  Creek,  NJ 

7910310504 
7710090038 

50-322   0 
80-B73   0 

791009003B 

30-272   0 

Lucky  Me  Uranium  Corp. 
Luminous  Proctasm,  inc. 

7910120020* 
7909370B63 

40-6632 
DRO 

F1SI  Nucliar 

7710030147 

71-37 

7910050147* 

71-29 

7910390433 

71-29 

Maine  Yankte  Atomic  Pouar  Co. 

7710390495* 
7910020400 

71-39 
30-307   8 

7910020404* 

30-309   8 

79100303B2 

30-309   P 

79100303BB 

50-309   fl 

7910040259 

90-309   P 

7910100327 

90-309   P 

7910100393 

90-309   B 

7910100402* 

90-307   B 

7910100405 

50-309   B 

7910100410ft 

30-307   S 

7910110342 

90-309   Q 

7710110346* 

90-309   Q 

7910I5018B 

80-307   Q 

7910150479 

50-307   B 

79101B04B5* 

80-30?   B 

7910160407 

90-307   H 

79  101  6041  a* 

50-309   R 

79101700BO 

80-30?   0 

77102202B? 

30-30?   F 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910230354 
7910230361" 
791033059S 
7910340960 
7910260163 

50-309         P 
90-309         P 
50-309         P 
90-309         P 
50-309         F 

791  0300  1B3 
7910300190" 
7910300333 
7910310014 
7910310062 

50-309         3 
30-30?         B 
50-309         J 
71-9111 
90-309         0 

Maine.     State    at 
Manhattan   College 

7910010611 
7910O4063B" 
7910040640" 
7910180140" 
7909240799 

50-135         H 
90-309         H 
50-309         H 
50-309         0 
50-199         Q 

Marsh    &    McLunnan.      ITIC.  ,     M   &   M   Nuclear 
Consultants.     ITIC.  .     Dlv, 
Marshall,     R.  A. 
Martin-frost    Associates 
Maryland.     State    of 

7910100303 

7910230494 
7910290056 
7910030191 
7910090323 

50-321         J 

30-290         0 
40-B733 
PR 
PR 

Massachusetts     Institute    af   Technology 

7910330433 
7910100623 
7910100712 
7910110274" 
7910150700 

WASTE   MOT 
50-3              P 
NUREO 
30-443         0 
90-20           0 

Massachusetts!     State    of 

7910240350" 
7910360387" 
7910290080" 
7910020433 
7910090157 

SO-2SO         P 
50-271         P 
NUREO 
AGREEMENT 
30-471         0 

Mathematical    Applications,  Inc. 

79101  1009B 
7910230391 
7910230440 
7910230043 
7910120263 

30-471         0 
HASTE   MOT 
HASTE   MOT 
50-471         0 
RES 

Matthiui9r    Nnuillnr     Macfarlano   d   Barrett 
Mayer,  Brown    &    Platt 
Mai|0   Clinic    RocnesteriMN 
McCutchen,     Doylo-     Brown    Bi   Emerson 

7910310440 
79101B0033 
7910260438 
7910030010 
7910030706 

30-493         M 
70-130B 
REOOD 
PROJ 
PfiOJ 

HcQralh,     E.     J. 
Maann.     Donald    3, 

7910230007 
7910220012 
7910290463 
7910100541 
7910100341 

40-9751 
PRDJ 
PROJ 
50-S22         0 
50-332         0 

Mecklenburg    County.  NC 
Metropolitan   Edison    Co. 

7910390371 
7910110063 
7906190531 
7706190533* 
7910010494 

30-532         0 
70-2623 
30-320         B 
30-320         3 
50-320         A 

7910010464 
7910010468 
7910010471 
79100104S6 
7910010494 

50-320         A 
30-320         T 
30-330        P 
50-330         P 
30-320        P 

7910010500 
7910010302 
7910010906 
7910010324 
7910010337 

50-320         P 
50-320         A 
30-320        P 
50-320        P 
90-320        P 

7910010331 
7910010934 
791001033S 
791001033B 
7910010542 

90-320        A 
80-320        P 
50-320        A 
50-330        P 
50-320        A 

7910020609 
7910020634 
7910040119 

7910040317 
7910090422 

30-239        P 
50-3B9         Q 
30-369        Q 
30-330         P 
30-2B9         0 

7910030315 
7910090036 
7910100139 
7910100162" 
7910100169 

30-239         P 
30-239         0 
50-2B9        P 
50-2B9        P 
90-320        P 

791010017B 
79I01001BO 
79101001B3 
7910100190 
7910100191 

30-289        P 
30-3B9        P 
90-2B9        P 
30-209        P 
50-2B9        P 

7910100196 
7910100199 

7910100201 
7910100203 

30-2B9         F 
30-289        F 
30-2B9        F 
30-3B9  '     P 

AUTHOR                                                     ACCESSION 
AFFILIATION                                                  NUMBER 

SUBJECT 
CATEGORY 

7910100211 

30-239 

P 

7910100213 

90-239 

F 

791010Q21B 

50-309 

P 

7910100226 

30-289 

F 

7910100230 

5Q-2B9 

F 

7910100234 

5Q-2B9 

F 

79101O0239 

50-2B7 

F 

7910100242 

30-2B9 

F 

7910100247 

30-BB9 

P 

7910(00251 

30-2B9 

P 

7910100293 

SO-2B9 

P 

7910100S3B 

90-239 

P 

7910100263 

30-239 

P 

7910100366 

30-289 

P 

7910100269 

30-2B9 

P 

7910100B73 

30-2B9 

F 

791010027B 

SO  -239 

P 

79101002B2 

50-309 

F 

79101003B7 

SO-2B9 

P 

7910100290 

30-239 

G 

7910100395 

90-239 

P 

7910110301 

30-339 

P 

79101  103B3* 

30-2B9 

P 

79101  2001B 

50-239 

0 

7910130246 

30-HB9 

Q 

7910150719 

50-HB9 

Q 

791QI  60059 

SO-2B9 

0 

79  Wl  60067 

30-HB9 

0 

79  IO  160074 

SO-3B9 

0 

7910160090 

SO-3B9 

0 

7910160083 

50-2B9 

0 

79101600BB 

50-289 

0 

7910160091 

50-S09 

0 

7910160139 

30-239 

0 

7910160296" 

30-320 

I 

7910170330 

50-2B9 

P 

7910170336* 

SO-2B9 

P 

7910170365 

50-320 

P 

7910170137 

50-33O 

H 

7910170437 

50-320 

H 

7910170443* 

90-320 

H 

7910170442" 

50-320 

H 

79  I  Ol  70444" 

90-32Q 

H  . 

7910170446* 

30-320 

H 

7910I7044B* 

50-33O 

H 

7910170430" 

30-33O 

H 

7910170434* 

90-320 

H 

7910170499" 

50-320 

H 

7910170460* 

50-320 

H 

791O1704<b3« 

30-320 

H 

7910170466* 

30-32O 

H 

7910170470" 

5Q-32O 

H 

7910170472" 

50-32O 

H 

79101  70476* 

50-32O 

H 

791O1BOU1 

5Q-SB9 

0 

79101  BO  196 

30-2B9 

G 

791Q1E0213 

50-EB9 

0 

79101fl02B4 

30-2B9 

0 

7910190B72 

50-239 

Ft 

791019038m 

9D-2B9 

R 

791019029B 

SO-32O 

P 

7910190347 

30-2B9 

P 

79101903BO 

50-2S9 

r 

79102203B4 

30-2H9 

p 

79  lOH  30496 

50-2B9 

F 

7710530336 

50-2B9 

O 

791O23055B 

SO-3SO 

P 

791OE30607 

50-389 

H 

7910240436 

50-2B9 

R 

791024042B* 

50-2B9 

R 

7910250240 

50-320 

P 

791O3S0249* 

50-33O 

P 

79102S024B 

3O-2B9 

P 

7910250343 

5G-2B9 

F 

7910360379 

SO-2B9 

0 

791O300013 

90-20"? 

P 

79IO3000J6" 

5Q-2B9 

P 

7910300196 

3O-330 

P 

MBKiea,    NY                           .                                           .     7910130612 

30-39A 

0 

Miami   Vallay   Paw«r   Proj«ct                                     7910090233* 

30-356 

0 

7910090233* 

SO-3B8 

Q 

7910090244* 

5O-3BS 

0 

7910090231* 

&O-3SB 

0 

7910090237* 

50-359 

0 

Michigan.    BtatB   of                                                        7909210403* 

30-319 

s 
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AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMOEFi 

CATEGORY 

7910320011 

50-255    0 

NL  Industries,  NL  Nuclear  Div. 

7909230269 

PR 

7910230144 

WASTE  MOT 

NUB  Carp 

791O23O132 

WASTE  MOT 

7910290303 

50-341    A 

7910330104 

UABTE  MOT 

7910310323* 

50-135   P 

79102301B9 

WASTE  MQT 

Miehisan.  Univ.  of 

7910220306 

50-3      J 

7910230193 

WASTE  MOT 

7910220363 

NUHEO 

7910240325* 

50-361    K 

7910250050 

71-34B 

Nat,  So  .  for  Seismology  b  Earthquake 

7910110510 

50-574    A 

7910290436 

CONTRACT 

Eng.  o   the  Philippines 

Micro  Display  Systems 

79102406BB 

XPORTLIC 

7910110517* 

50-374    A 

Mld-Artei-ica  Lffjal  Foundation 

7910171059 

FOIA 

Nations  Aeronautics  &  Space  Admin, 

7910190123 

70-B07 

Nations  Nuclear  Corp. 

7910360066 

XPDRTLIC 

Middle  South  Services,  Inc. 

7910170110 

PR 

791O1704O3 

PR 

Nationa   Pauor  Corp.  (Philippines) 

7910010007 

50-343    D 

Milleravil]*  State  Cglleg? 

7910340358 

30-320    H 

Nationa   Valve  b  Mfg.  Co. 

7910010106* 

QA999 

7910240142 

50-320    H 

Natural  Resources  Defense  Council 

7910020831 

70-2623 

Minnesota,  stabs  of 

7910230121 

HA8TE  HOT 

7910030160 

70-2623 

791004046S 

70-2623 

Mississippi  Power  If  Light  Co. 

7910010179 

50-416    K 

7910010179 

50-416    K 

7910040475* 

70-2623 

7910010183* 

50-416    K 

7910090497 

FOIA 

7910010183* 

50-416    K 

7910130223 

70-3623 

7910010243 

50-416    Q 

7910130333 

70-2623 

7910160101 

RM 

7910010537 

50-416    Q 

7910090738 

50-416    0 

7910220410 

50-237    0 

7910100127 

50-416    S 

7910220431 

30-437    0 

7910100127 

50-416    B 

7910220934 

FOIA 

7910100235 

SO-416    A 

Navajo  Nation.  Manuelito  Chapter 

77I003046B" 

FOIA 

79  10030476" 

FOIA 

7910100235 

50-416    A 

7910150496 

50-416    A 

7910030402" 

FOIA 

7910150501 

50-416    B 

Navy,  Dept.  of 

7710020370 

XPORTLIC 

7910150501 

50-416    S 

7910020769 

71-49 

7910170045* 

30-416    Q 

791O02O77O* 

71-49 

79100300B5 

71-112  • 

7910170377 

30-416    B 

7710170377 

50-416    S 

7910050QB7* 

71-112 

771O17Q382* 

50-416    S 

7910240S1O" 

50-320    H 

7910190415 

50-4  It    3 

7910360054 

XPORTLIC 

791017041S 

50-416    S 

7910310097 

71-176 

7910310106* 

71-176 

7910190419" 

50-416    8 

7910190419" 

50-416    S 

7710310134 

71-129 

7910240336 

50-416    S 

7910310130" 

71-127 

7910240936 

50-416    S 

Navyi  Dup  t.  ofi  For  dun  Afloat 

79100406<bB 

71-9033 

7910240634 

50-4  1  6    B 

7910310161? 

71-144 

Navy,  Dept.  of  i  Naval  Nuclear  Power  Unit 

7910040647 

71-52 

791O250310 

PRM 

7910310320 

50-416    S 

7910040649* 

71-5H 

Mississippi.  State  of 

7910020B34 

PROJ 

Navy,  Dept.  of,  Naval  Research  Laboratory 

7910090602 

71-223 

Mlnourli  BtatB  of 

7910040390* 

AGREEMENT 

7910110113" 

CONTRACT 

7910050525* 

PRDJ 

Nebraska  Public  Pauiar  District 

7910010345 

3Q-27H    Q 

7910050361 

50-390    fl 

7910090390 

50-4B6    0 

7910090393" 

50-486    0 

7910130335 

50-273    P 

7910090309* 

90-4B6    0 

791013059.4 

30-290    R 

7910090316* 

50-486    0 

7910150601" 

50-29B   R 

7910090324" 

50-486    0 

7910160041 

50-290   Q 

7910160319 

50-29B    Q 

7910150469 

50-4B3    A 

79101  504B8 

50-4B2    A 

7910170341 

30-298   F 

7910240690 

50-482    0 

7910190049 

30-29B   Q 

Missouri,  Univ.  at*  Columbia 

7910030377 

50-1B6    P 

7910330408 

30-29B   P 

7910100718 

PR 

7910240372 

SO-29B    J 

7910330371 

50-298    P 

7910300071 

CONTRACT 

Ml«iourl.  Univ.  of,  at  Roll  a 

7910220001 

50-123    Q 

791035027111 

50-298    P 

7910230002" 

50-123    Q 

7910260312 

SO-29B   F 

7910220341 

50-123    P 

7910360418 

50-29B   Q 

Mitre  Corp, 

7910220363 

10CFR 

Nebraska,  State  of 

7910030196 

PR 

7910030322* 

PROJ 

7910220372" 

10CFR 

7910220374" 

10CFR 

7910230433 

WASTE  MOT 

Mitsubishi  International  Corp.  (subs,  of 

7910120363 

XPORTLIC 

Nevada,  State  of 

7910030741" 

FOIA 

Mitsubishi  Corp.  ) 

7710050513* 

pnoj 

Mitfiuilin*  Travel  Service  of  America' 

7910120366" 
7910010707 

XPORTLIC 
XPORTLIC 

Neu  Britain  General  Hasp.  Neu  Britain.  CT 

7910220379" 
7910090315 

COMMISSION 
PR 

Inc. 

Neb!  England  Coalition  on  Nuclear 

791  009020  J* 

50-443    0 

Holycarp,  Int. 

7910040654 

40-7097 

Pollution 

Monsanto  Co. 

7910190135* 

XPORTLIC 

7910110360 

50-443   Q 

7910340063 

71-6144 

7910110260 

50-443   0 

Monsanto  R«»*areh  Corp.  ' 

7910030413 

XPORTLIC 

7910110366* 

30-443    0 

7910150004  ' 

PB 

7910110266H 

50-443   0 

7910150433* 

70-373 

NBEU  England  Power  Co. 

7910030417 

50-56B   A 

7910150616 

71-248 

Neu  Hampshire,  State  of 

7910030061 

PR 

791015061B* 

71-248 

7910170294 

50-443   Q 

7910190133 

XPORTLIC 

7910170305* 

50-443   0 

7910380125 

NUREQ 

Neu  Jersey,  State  of 

7910020734 

30-287   H 

Horgani  LeuilG  k  Bocfcius 

7910300426 

SO-409   0 

7910050583* 

PROJ 

Morrison  ttnurfsan  Company.  Inc. 

7710310466 
7710260003 

50-409    0 
71-60 

7910090620* 
79101101BO 

30-21)9    Q 
30-372    0 

7910360009* 

71-60 

791011Q1B4" 

90-S73   0 

7910300019 

71-9033 

791011020H 

50-272   0 

Movement  for  a  Free  Philippines 

79101705B3 

30-574    0 

7710150349 

50-272   0 

Municipal  Electric  Association  of 

79J01B0010 
7910260338 

50-574   8 

50-293    11 

New  Mexico,  Btate  of 

7910220424 
7910030364" 

30-363   0 
FOIA 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

BUBJECT 
CATEGORY 

7910030404* 
7910030405* 
7910030409* 
79  t  0030411* 
7910030419ft 

FDIA 
FDIA 
FDIA 
FOIA 
FQIA 

7910030133* 
79  1  00301  37* 
79  10030463* 
791003O51I* 
7910030191* 

FOIA 
FOIA 
FOIA 
FOIA 
PHDJ 

7910230133 
7910230443 
7910230631 
7910230703 
7910290001 

WASTE  MOT 
WASTE  MOT 
PROJ 
PfiOJ 
10-8736 

Neii)  York  State  Electric  1.  Oas  Corp. 
NBLI  York  Timoa 
Neu  York  Univ. 
NBUI  Yark>  State  of 

7910300026 
7910010303 
7910120409 
7910300102* 
7910090732 

10-8726 
30-596    0 
FQ1A 
CONTRACT 
30-396    Q 

79100903BI 
7910100670 
791011006S 
7910130243 
79101B0027* 

PR 
30-396    0 
50-396    0 
50-596   0 
CONTRACT 

79101B0352 
7910190313 
7910230199 
7910230416 
7910230430 

PR 
50-396    0 
WASTE  MOT 
WASTE  MOT 
WASTE  MOT 

Neuberru;  Tolunahipi  York  Haven.  PA 
Newport  Neuis  Shipbuilding  Et  Dry  Docl  Co. 
(*Uba.  of  TENNECD  Corp.  ) 

7910230435 
7710310460 
7910320463 
7910040011 

7910010030* 

WASTE  MOT 
30-396    A 
30-299    (J 
71-9EI 

71-9B 

Niagara  Muhaulj  Pniuor  Corp. 

7910020479 
7910020191 
791003026I 
7910050339 
7910050343* 

30-410   A 
30-330   F 
30-220    P 
30-230    S 
30-220    B 

791QOVOQ02 
7910100150 
791010037D 
79101Q03B1* 
7910110340 

90-220    Q 
HO  -220    P 
30-230    G 
30-230    3 
30-230    P 

7910120306 
79101603H1 
7910170000* 
7910170007" 
7910170030* 

50-220    P 
30-220    Q 
50-410    S 
90-410    S 
30-410    B 

7910170234 
7910170237* 
79101703D7 
7910190365 
7910220069 

30-320    fl 
HO-320    H 
30-220    P 
90-330    F 
30-230    fl 

7910220161 
7710330343 
7710240435 
7910330305 
7910290153 

50-410    Q 
30-220   P 
30-220   J 
flEGQD 
30-220   8 

7910290261 
79103001H1 
79103001S7 
7910300300 
79103102B3 

50-320    J 
90-410   A 
50-410   A 
30-230   P 
30-320   P 

Nilaa  Steal  Tank 
Niiaho-Iiual  American  Corp. 

7910310307* 
7910260230 
7710260233* 
791Q2S039B 
7710230301 

30-410   Q 
71-352 
71-35B 
XPORTLIC 
XPORTLIC 

Non-Dosfeructlve  Testing  Management 
Association 

7910220377 
791022039B 
7910220402 
7910330103 
7910030012* 

XPORTLIC 
XPORTLIC 
XPORTLIC 
XPDRTLIC 
PRM 

NandeBtructivo  Inspection  Service 
North  Anna  Environmental  Coalition 
North  Carolina  State  Univ, 

77  10  180668 
,  7910120363 
7910010614 
7910040613* 
7910230475 

71-97 

30-2BQ   P 
50-111    P 
30-111    P 
90-297   P 

North  Carolinai  Btata  of 
North  Carolina,  Univ.  of 
North  Dakota.  State  of 

7910H301U 
7910300096* 
7910030560* 

WASTE  MOT 
CONTRACT 
PROJ 

AUTHOR                                                     ACCEBBIOM 
AFFILIATION                                                  NUMBER 

SUBJECT 
CATEGORY 

7910190403 

HASTE  HOT 

Novthcutt   Ely                                                                             7910220401 

30-445 

M 

Northoast   Nuclear   Enorgg   Co.     (Northeast        7910010351 

30-245 

3 

Utilities) 

7910010356* 

30-245 

9 

791001033Q 

50-213 

a 

791001O361" 

50-215 

a 

7910090647* 

50-215 

Q 

7910170460* 

30-545 

Q 

7910290047" 

50-243 

0 

791  030097  1* 

30-243 

0 

NorthBant    Utilities                                                             7910010206 

50-243 

P 

791001040'? 

30-245 

S 

7910010415* 

30-245 

B 

7910020367 

30-213 

P 

7910020367 

50-313 

P 

7910020367 

30-313 

P 

79100302B9 

90-336 

P 

79100303BB 

30-336 

a 

77100303B9* 

50-336 

B 

7910030436 

30-243 

a 

7910030411* 

30-24  S 

B 

7910030443 

30-336 

B 

7710030663 

PR 

7910030950 

50-336 

a 

7710030QS9 

50-336 

a 

7710040306 

50-213 

F 

7910040306 

50-213 

F 

7910040306 

50-213 

F 

7910040307* 

30-213 

F 

791004031*? 

50-336 

P 

7910040322" 

50-336 

P 

79  I  0010366 

50-423 

0 

7910030094 

50-2-13 

P 

791  0090461 

50-336 

S 

7910090166* 

50-336 

B 

791009069B 

30-336 

a 

7910100268 

50-343 

0 

7910100292 

30-245 

B 

79  JOi  00297* 

50-245 

B 

7910100314 

50-243 

B 

7910100324* 

SO-245 

B 

7910100326 

30-243 

P 

7910100330* 

50-243 

P 

7910130193 

30-336 

Q 

7910150401 

50-336 

P 

7910160262 

30-245 

P 

79101602B5 

50-336 

a 

771016033-? 

SO-S13 

F 

791016035? 

50-213 

F 

7910160359 

50-213 

F 

7910160437 

50-336 

B 

7910160441* 

50-336 

B 

7910170287 

30-215 

B 

79101702B7 

50-315 

a 

791017029Q" 

30-245 

B 

791017027B* 

30-243 

B 

771QIB0305 

30-336 

B 

79101B0331* 

30-243 

P 

79101BD423 

30-243 

S 

79101B0423 

30-245 

B 

7910190171 

30-336 

a 

7710190223 

30-245 

a 

7910190335 

30-243 

<i 

791039022:2 

30-245 

0 

77103B022H 

30-245 

a 

7910230491 

30-336 

n 

7910230433* 

SQ-336 

n 

7910230301 

30-336 

8 

79102303O9* 

30-336 

B 

7910230579 

30-245 

R 

7710230603* 

BO-343 

n 

7910340513 

30-213 

p 

7910340713 

50-E43 

B 

7910230279 

90-336 

p 

7710260143 

30-213 

p 

7710260143 

50-213 

p 

7910290103 

BO-213 

0 

7910290149 

50-336 

P 

7710290151* 

30-336 

P 

7910290211 

REOGD 

7910B90413 

30-213 

Q 

7910300134 

30-215 

S 

7910310433 

90-243 

Fl 

7910310439* 

30-245 

n 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEflOftV 

Northern    Indiana  Public    Service   Co. 

7910040553 

50-367 

0 

7710110323 

90-367 

R 

7910120141 

50-367 

A 

7910230340 

50-367 

Q 

791024047B 

50-367 

n 

Northern  States   Pauer   Co. 

7710010104 

50-S03 

0 

7910010104 

50-203 

a 

77100101Q0B 

SO-202 

Q 

7910010IBB* 

50-382 

0 

7910020213 

50-282 

0 

7910030357 

30-363 

p 

7910030330* 

30-202 

Q 

791003033B* 

SO-282 

0 

7910030570 

5O-202 

a 

7710030570 

30-E03 

a 

7710030127 

30-383 

p 

77100S0193 

50-382 

n 

7910050152 

30-232 

R 

7910030579 

50-203 

p 

7910050279 

50-202 

p 

7710050519 

50-363 

a 

7710090624 

50-332 

Q 

7910090365 

50-563 

a 

7910090350 

50-306 

s 

7910090362* 

50-306 

s 

791  0090624 

50-263 

o 

7910070663 

9O-202 

0 

79100707QB 

SO-202 

a 

79I009070D 

SO-2B2 

Q 

7910090790 

90-363 

Q 

791010030Q 

50-363 

F 

7710100339 

50-282 

B 

7910100377 

50-263 

n 

7910100378 

30-263 

0 

7710100401* 

30-263 

s 

79101  I005B 

50-263 

a 

7910110353 

50-263 

a 

7910110355 

SO-363 

n 

79101103601 

30-263 

n 

7910110416 

30-263 

p 

7910110441 

50-3B3 

p 

7910110612 

50-363 

p 

7710190472 

50-202 

n 

79101  504B9* 

90-203 

n 

79101S04B9" 

50-2B3 

n 

7910130695 

30-263 

Q 

7910160473 

30-363 

i 

7710170359 

30-2B2 

p 

7910190131 

50-2B2 

a 

7910190370 

50-2B2 

p 

7910190370 

30-303 

p 

7910320224 

50-202 

j 

791022023-1 

30-203 

j 

7910220242 

50-263 

j 

7910Sa03S0 

30-3B2 

a 

79102H035B 

50-503 

Q 

7910220373 

50-202 

0 

7910230312 

50-263 

p 

7910330337 

30-203 

F 

7910230337 

50-203 

F 

7910330513 

50-202 

a 

7910230513 

50-202 

8 

7710330520* 

5Q-2B2 

B 

7910230530* 

60-382 

B 

7910340163 

SO-263 

Q 

7910340563 

90-20B 

F 

7910240563 

30-303 

F 

7710340S66* 

30-302 

F 

7710240366" 

90-203 

F 

7910340619 

30-203 

P 

7910240619 

50-28H 

P 

79I02407S4 

50-2B2 

P 

7910240724 

30-382 

P 

7910230293 

30-302 

F 

7910390173 

71-9096 

7910300145 

50-203 

P 

7910300143 

30-302 

P 

79I0300H99 

50-283 

P 

7910300299 

50-382 

P 

7910300300 

BO-263 

P 

Norton   ti  Crlsts-naan 
Nucliar   Assuran.ce  Corp. 
Nuelaar   Enei-flu    anrvltBi     Inc. 
Hue  IMP    Engineering  Co-  i     Inc.     fsufas.     of 
TileoijiiBi    Inc.  I 

7910300336 
7910370460 
7910180518 
7910010170 
7710260170 

50-863 
F01A 
71-6690 
flEOOD 
71-250 

P 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

Nuclear   Engineering    Co,,     Inc.,     (subs. 

of      7910290415 

71-288 

Teleilyne,     Inc.  ) 

7910290419* 

71-25H 

Nuclear   Fuel    Services.     Inc.     (subs,     of 

7909380079* 

70-143 

Getty   Oil    Co.  ) 

7910030216 

70-143 

7910030313* 

70-143 

79100400B5 

70-143 

7910050093* 

70-143 

7910130622 

71-19B 

79101506S5* 

71-19B 

7910170412 

PR 

7910180263* 

70-143 

7910300083 

71-6698 

Nuclear    Metals.  Inc. 

7910110439* 

40-672 

7910110450* 

40-672 

Nuclear   Packaging,     Inc. 

7910030201 

71-9133 

Nuclear    Services   Corp. 

7910350199 

REOOD 

Nuclear    Systems,     Inc.,    Sam  ma    Industrie 

s,        79103002HO* 

71-333 

Inc.     Div. 

Nuclear   Mater   S,  Wants  Technology,     Inc. 

791017O37B* 

30-320        P 

Nucleonlc   Data   Systems,     inc. 

7910160377 

XPORTLIC 

791016037B» 

XPORTLK 

Nucleonics   Weeks,     pub.     of   tic  Gram  Hill, 

7910290394* 

CONTRACT 

Inc. 

Nutech,  Inc. 

7910010001 

BO-243        Q 

79101003B3* 

30-29          P 

7910120229 

SO-H63        0 

79  tO  120231* 

30-263        fl 

.       7910120392 

90-963        Q 

7910230663 

SO-363        0 

7910230674* 

30-263        0 

O'Connor   i  Hannan 

7910100073 

FOIA 

7910110001 

FOIA 

D'Neil,    Backus,     Bpielman 

7910150440 

90-443        0 

7910230309 

50-443        0 

Oafc    nidge  National    Laboratory 

79100  104BS 

RES 

7910010331 

NUREO 

7910030107 

NUREO 

7910030124 

71-9833 

7910030133* 

71-9B53 

7910030134* 

71-9B33 

7910030166* 

71-9833 

7910030181* 

71-9883 

7910090060 

NUfiEQ 

7910100711 

NUREO 

7910100716 

NUREO 

7910170337 

REB 

7910170566 

RGB 

7910180002 

REB 

7910290037 

RES 

7910290039 

REB 

7910290042 

HE8 

7910290044 

REB 

7910290060 

RES 

7910300473 

REB 

7910300346 

REB 

7910310004 

REB 

7910310043 

REB 

Oak   nidge   Univs. 
Ocean  County,    NJ 

7910310343 
7910310363* 
7910360371* 

NUREO 
COMMISSION 
50-219        If 

Offshori   Pouier   System*    dubs,     of 
Hestlnghoute   Electric   Corp.  ) 

7910310143* 

7910130326 

90-219        P 

50-437        A 

7910160071 

30-437        0 

Ogle  Petroleum,     inc. 

7910160449 
7910050788 

30-437        A 

40-B693 

79101B04B5 

40-0693 

7910350232 

40-8693 

Ohio   Edison  Co. 

791  0250233  » 
7910180029 

4D-B693 
PR 

7910290337 

SO-BBO        A 

Ohio,    Btate   of 

791003057B* 

PROJ 

7910030661 

50-046        0 

7910090321 

30-350        A 

7910230442 

WASTE  HOT 

Oklahoma  Tilting   Labs 

7910310443 
7910240647 

REQOD 
71-84 

7910240649* 

71-84 

Oklahoma,    State   of 

7910030B11 

30-386        0 

7910090143 

30-386        Q 

7910090143 

50-556        0 

7910090149* 

30-886        0 

7910090149* 

50-586       0 

CORPORATE  SOURCE  INDEX 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEOORV 

7910230393 

WASTE  HOT 

Omaha  Nondastruc  tive  &  Metallurgical 

7910240003 

71-160 

Testing.  Inc. 

7910260004* 

71-160 

Omaha  Public  Power  District 

7910030635 

50-285    Q 

7910030402 

50-205    P 

7910040273 

50-3B5    F 

7910050437 

50-285    Q 

79101002B3* 

50-3B5    P 

791O12O211 

50-235    Q 

79101  50036 

50-283    Q 

7910150620 

30-385    Q 

7910160033 

50-395    Q 

7910160413 

50-285    R 

791  0160413* 

50-2B5    Fl 

7910220493 

50-383    P 

7910320497* 

50-285    P 

7910300235 

50-283    P 

7910300310 

50-285    F 

Omaha  Testing  Laboratories  inc. 

7710090336 

71-liO 

Omaha.  NE 

7910300376 

DO-2B3    0 

Oregon  State  Univ. 

7710180430 

30-243    P 

7910250401 

5Q-1O6    P 

Oregon.  State  of 

7910030730* 

FDIA 

7910030249 

90-344    0 

79100902Q4 

50-5S2    0 

7910110397 

50-344    H 

7910180016" 

COMMISSION 

79101B0239 

50-344   0 

79101  B0244* 

50-344    0 

7910180468 

50-344   P 

Qrincon  Corp, 

7910320350 

NUREQ 

Pacific  Can  tt  Elactric  CD. 

7910020610 

50-133    Q 

7910030613 

50-133   0 

7910030010 

PRBJ 

7910030011* 

PRQJ 

7910030013* 

PROJ 

7910030111 

50-375    Q 

79100303B3 

50-133   P 

7910030411 

50-B75   A 

7910030411 

50-375    A 

79100304231 

50-275    A 

79100304221 

50-27S    A 

7910030706 

PROJ 

79100501H2 

50-133    Q 

7910030170 

50-133    Q 

7910030546 

50-375   A 

7910050546 

50-375   A 

7910030330* 

3O-275   A 

7910030950* 

50-275   A 

7910I003BO 

50-133   R 

7910100237* 

50-133   R 

7910120033 

PROJ 

79  101  30331 

50-133   0 

7910130549* 

ORO 

7910160468 

30-273   A 

79IOI6046B 

30-273   A 

7910160170" 

50-275   A 

7910160470* 

90-275   A 

7910140526 

50-375   A 

7-710160336 

50-375   A 

7910170302 

50-375   A 

7910170333 

50-133   P 

7910220333 

30-375   A 

791  03305  11 

30-133    P 

7?10340711» 

CONTRACT 

7910300133 

50-133   0 

Pacific  Valves.  Inc. 

79102BQ4S6" 

QA999 

Paddlsuheel  Alliance 

79093B049B 

50-946   0 

79092B049B 

50-346    0 

7909280304* 

90-946   0 

79092B0304* 

30-946   Q 

Paraselenes  International 

7910170438* 

50-320   H 

7910240S4B* 

SO-320   P 

Pathfinder  Mine*  Corp. 

7910240060 

10-3239 

7910340070* 

10-2339 

79102SQ3B7 

40-2339 

Pier  Consultants  Inc. 

7910390381* 

CONTRACT 

Pennsylvania  Power  fc  Light  Co. 

7910030462 
7910030162 

30-387   8 
30-387   B 

7910030903 

30-387   0 

7910030903 

90-3B7   0 

7910040269 

50-3B7   S 

7910040S69 

50-3B7   3 

791  00906  S9» 

50-3B7   0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910110278 
79101  tO394 
7910130360 
79101  30396* 
7910I7O013)» 

90-3B7         0 
30-387         0 
50-3B7         A 
90-367         S 
30-367         S 

7910170119 
7910I70131" 
7710170134" 
7910170137 
791QI70141" 

5O-3B7         A 
50-307         A 
90-387         fl 
50-3B7         K 
30-387         K 

7910180246 
79101B0250 
7910190341 
7710320313 
7910230672 

50-387         8 
50-3B7         0 
5-0-337         A 
50-387         A 
&0-3B7         0 

Pennsylvania  State  Univ. 

7910330672 
7910300039 
7910300106 
7910300109* 
7910010332 

50-367         0 
90-367         C 
50-387         rt 
9O-387         A 
50-219         P 

Pennsylvania,    State   of 

7910030023 
79100SD02B* 
79100S0029» 
7910030031* 
7910050032* 

50-289-         0 
90-28?         0 
50-289-         0 
50-28-?         G 
90-28?         0  . 

791011020B 
7910170331 
79101G0207 
7910IBOE66 
7910IB0270 

5O-2B9         0 
50-330         G 
50-289-         ffl 
50-320        F 
50-33O        P 

7910330100 
7910330163 
7910230324 
7910330430 
7910230444 

HA8TE    MOT 
HA8TE    MQT 
HASTE    MOT 
HASTE    MOT 
UA9TE    MOT 

People  Against  Nuclear   Energy 

7910240346 
7910240464 
7910340B94* 
7910300447 
7910180048 

50-330         H 
50-320         H 
9O-320         P 
50-389         0 
5O-3B9         0 

People    fpr  a  Nuclear  Frea   Future 
Perkins.    Cole.    Stone,    Olsen  tt  Williams 

7910180303 
7910300031 
7910030116 
79  101  30097 
7910IB0107 

3O-2B9         0 
90-269         0 
50-312         0 
90-322         <3 
50-522        0 

Panes  Co. 
Philadelphia  Electric   Co. 

7910300430 
7910310304 
79101  10492« 
7910010271 
7910010430 

50-523        fl 
50-322        Q 
40-8406 
30-377        P 
50-377        B 

7910010430 
7<H001O433» 
791001O438* 
7910020461 
7910030469* 

50-277        S 
5O-377         8 
5Q-377         S 
5O-377         S 
30-277         S 

791  0030  4H6 
7910030314 
791  0040  3BB 
7910040293* 
7910040671 

SO-27B         S 
30-277         S 
50-377        S 
50-277        S 
50-277        P 

79100BOOH3 
7910030333 
791  COS  0333 
7910050335* 
7910030333* 

30-377        a 
5Q-277        R 
90-277        R 
3O-277        R 
30-277        R 

7910050443* 
7910090493 
7910090703 
791009070B 
791  0090709  » 

90-277        ft 
REOOD 
30-27B        S 
50-277        3 

50-asa      a 

7910100142 
7910100144 
7910100146* 
79101G03B6 
77101  003B6 

50-278        P 
30-277         P 
80-277        P 
30-277         P 
50-377        P 

791012027J* 
79  1  0130303 
7910130302 
79101  30101 
7910190181 

30-352        Q 
30-277        P 
3O-277         P 
30-377        B 
30-277        Q 

79101  S047B 
7910180483 
7910190484 
79101  &0300* 
7910160303* 

30-27B        B 
50-378        B 
SO-27B        8 
BO-3HO         I 
BO-320        I 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910170373 

90-273 

S 

7910180393 

50-277 

R 

79101B0396* 

50-377 

R 

7910160463 

50-277 

S 

7910190170 

50-377 

0 

7910220190* 

50-392 

0 

7910330196* 

50-352 

a 

7910230315 

50-277 

F 

79IO23092B 

50-277 

P 

791033052B 

50-277 

P 

7910260249 

50-273 

S 

7910260233" 

50-27B 

S 

7910260259 

90-270 

S 

7910260266* 

30-27B 

B 

7910260307 

30-377 

R 

7910260300" 

50-277 

R 

791026030B* 

50-S77 

H 

7910260456* 

50-392 

Q 

7910290344 

90-352 

A 

7910290352 

50-278 

B 

7910390355* 

50-27B 

S 

7910300145 

50-277 

P 

7910300149 

50-377 

P 

7910300147* 

50-277 

P 

7910300147* 

50-277 

P 

7910300303 

50-277 

P 

79103I004B* 

50-277 

Q 

7910310129 

90-277 

0 

Philippines 

7910260039* 

50-574 

T 

7910310131 

50-574 

0 

Phillips  Uranium  Corp. 

7910110473 

40-0731 

JMctard  Louie  fc  Oarrick.  Inc. 

7910190170* 

30-320 

0 

Picker  Carp. 

7910290239 

71-330 

7910290338* 

71-330 

Final  Minerals  b  Mining.  Ltd. 

7910320121* 

10-B752 

Pioneer  Uraran.  Inc. 

79102S0092 

40-6739 

7910250099* 

40-B739 

791025009B» 

40-9729 

79  10350  I  01* 

40-8729 

7910250104* 

40-B729 

Pittsburgh,  Univ.  of 

7910150717 

ACRB 

7910300396 

flEGOD 

Pittsburgh-DBS  iiolnet  Steol  Co. 

7910260133 

XPdRTLIC 

7910360139* 

XPORTLIC 

Plateau  Resources.  Ltd. 

7910030B21 

40-B69B 

7910090222 

40-B69B 

7710050231* 

40-B69B 

7910090339* 

40-9698 

791  0240001 

40-869B 

Porter-Gertj  Consultants!  Inc. 

7909240597 

50-330 

P 

7909240603* 

50-3SO 

P 

Portland  General  Electric  Co, 

7910020825 

30-344 

0 

7910030B30 

.  50-332 

Q 

7910030006 

50-344 

a 

7910030053 

50-344 

Q 

791003005B 

50-344 

Q 

7910030437 

50-344 

P 

79100305BS 

50-344 

0 

7910030586* 

50-344 

0 

.  7910030591* 

50-344 

0 

7910030395* 

50-344 

0 

7910030603* 

50-344 

0 

7910030610" 

90-344 

0 

7910030633* 

30-344 

0 

7910030643* 

50-344 

0 

7910050094 

50-344 

p 

7910050120 

90-344 

a 

7910050351 

50-344 

3 

7910050954* 

50-344 

B 

79100900S3 

50-344 

G 

791010020B 

50-344 

Q 

7910100299 

90-344 

R 

7910100309* 

30-344 

R 

7910100357 

30-344 

P 

7910110149 

50-344 

0 

791013024B 

50-344 

F 

7910150377 

50-344 

a 

7910170097 

PR 

7910220354* 

50-344 

0 

7910240639 

50-344 

p 

7910330376 

50-344 

0 

7910260180* 

90-314 

Q 

7910260271 

BO-344 

8 

7910260314 

90-344 

P 

7910360316* 

50-344 

P 

AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

7910310307 

50-314 

8 

79IO310311* 

50-314 

S 

Potomac  Alliance                        7910150271 

50-33B 

0 

79101S0271 

5Q-33B 

G 

7910150279* 

SO-33H 

o 

7910150279* 

90-338 

0 

7910260344 

50-338 

G 

Pouar  Authority  State  of  Neu  York         7910010392 

50-333 

S 

7910010277" 

50-333 

B 

7910010323 

50-333 

P 

7910010352 

50-333 

S 

7910010353* 

50-333 

S 

79100107B6 

30-2B6 

Q 

7910020447 

50-2B6 

Q 

791QO20666 

50-236 

G 

7910040430 

60-333 

Q 

7910050113 

50-206 

P 

7910050229 

5Q-SB6 

Q 

7910050320 

SO-333 

B 

7910050330" 

50-333 

B 

7910090306 

50-333 

H 

7910090320* 

50-333 

H 

7910090343 

50-333 

3 

7910090347* 

50-333 

a 

791OQ90349 

SO-333 

a 

7910090391* 

90-333 

B 

7910090417 

50-333 

B 

7910090422* 

90-333 

B 

7910090130 

90-333 

B 

7910090432* 

90-333 

B 

7910090454 

50-333 

3 

7910090456* 

30-333 

8 

7910100164 

50-333 

B 

79101001B7 

50-333 

8 

79101001B9 

50-286 

P 

7910100195" 

50-286 

P 

7910100302* 

50-266 

P 

7910100207 

50-333 

B 

79ioiooaai 

50-333 

B 

7910100222* 

90-333 

B 

791010022B 

90-333 

n 

791O10O237* 

90-333 

8 

7910100243ft 

90-333 

R 

79101002il* 

SO-333 

S 

7910100270 

30-333 

S 

7910100273* 

SO-333 

8 

79101003BO 

50-333 

B 

7910100293* 

SO-333 

a 

7910100327 

50-333 

p 

7910100347 

50-333 

B 

7910100354s 

90-333 

S 

7910100373 

50-333 

8 

7910100390* 

50-333 

B 

7910100413 

50-333 

8 

7910100440 

50-333 

fi 

7910100433* 

90-333 

8 

7910110376 

50-333 

8 

7910110379* 

30-333 

8 

79101  105B9 

PRM 

7910120399 

90-333 

0 

7910150362 

90-333 

Q 

7910150443 

50-333 

3 

7910150449* 

50-333 

B 

7910150467 

50-206 

a 

7910150471* 

50-3B6 

B 

7910190980 

50-306 

Q 

7910160316 

50-333 

B 

7910160410 

30-333 

B 

7910160423* 

50-333 

B 

7910160428 

50-333 

B 

791016043B* 

50-333 

S 

7910160452 

50-333 

P 

7910160459* 

30-333 

P 

7910160464* 

50-333 

P 

7910160469 

50-306 

P 

79101604BO 

50-333 

B 

791016Q4B3* 

50-333 

B 

7910170076 

30-333 

Q 

791019023S 

30-286 

a 

7910190336 

50-286 

a 

7910190304 

50-236 

R 

79101903B9* 

BO-2B6 

R 

791022023B 

50-333 

B 

7910220344* 

50-333 

a 

7910330456 

90-333 

B 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

791023045B* 

30-333 

a 

7910330514 

50-333 

3 

79  1  023033  1  « 

50-333 

B 

7910330S33 

30-333 

a 

7910230559" 

50-333 

a 

7910250377 

50-333 

p 

7910250288 

SO-2S6 

p 

7910350449 

50-3 

0 

7910350449 

30-3 

0 

7910260436 

30-333 

B 

7910290146 

50-333 

B 

7910390306 

30-333 

B 

791027031U 

50-333 

3 

7910390330 

50-333 

B 

7910290333* 

50-333 

3 

7910390345 

50-333 

S 

7910290348* 

50-333 

S 

7910300201 

50-2S6 

n 

7910300307* 

50-2B6 

R 

7910310144 

50-333 

S 

7910310205 

5Q-2B6 

o 

Power  Engineering  Bocietu 

7910390100 

REDOD 

7910290101 

REGOD 

7910310100 

HEOOD 

Pouier  Piping  Co.  (Harlan  Electric  Co.  ) 

7910020671 

50-412 

B 

Prairie  All  lane  a 

79IQ1701BS 

FOIA 

President  of  US  &  Executive  Offices 

7910010720" 

30-324 

H 

7910030777* 

50-440 

0 

7910240319* 

30-320 

H 

7910290376* 

30-399 

H 

President's  Commission  on  tho  Accident 

at  791017036S* 

50-320 

P 

Three  Nile  Island 

7910190204 

30-320 

P 

7910240104 

50-320 

P 

7910240499* 

50-330 

P 

Public.  Service  Co.  gf  Colorado 

7910020430 

50-267 

A 

79100204321 

50-267 

P 

79100304B3 

50-267 

P 

7910030477 

50-267 

B 

7910030308* 

30-267 

5 

79100S0341 

30-267 

F 

7910050514* 

50-267 

F 

7910090216 

30-367 

P 

791010033B 

50-367 

P 

7910100349* 

50-367 

P 

791010034B 

30-267 

R 

7910100352* 

50-267 

Ft 

7910160047 

50-267 

0 

7910160244 

SO-267 

P 

7910160409 

30-267 

S 

7910160417* 

50-367 

S 

7910170296 

30-267 

M 

79101B0033 

PR 

79101B0391 

30-367 

P 

79101'-Q1B4 

50-267 

0 

7910230333 

50-367 

P 

7910230412 

50-367 

J 

7910330*32 

30-267 

R 

7910230434 

50-267 

S 

7910230437* 

50-267 

B 

7910230447 

50-267 

P 

7910230467 

50-267 

S 

7910230469* 

50-367 

S 

7910230476 

50-267 

B 

7910230479* 

50-267 

B 

7910330499 

50-367 

R 

7910340539 

50-267 

F 

7910300237 

50-267 

P 

79103003B2 

50-267 

a 

7910310377 

30-267 

p 

7910310318 

50-267 

B 

791031033B* 

30-367 

S 

Public  Service  Co.  of  Indiana.  Inc. 

7910030635 

30-546 

Q 

7910030635 

50-346 

Q 

7910040343 

50-346 

A 

7910040546 

50-546 

0 

7910040546 

50-546 

0 

791011021B 

SO-367 

0 

7910240693 

50-546 

S 

79102S0453* 

30-3-16 

0 

Public  Service  Co.  of  Neu  Hampshire 

79100107S8 

50-413 

a 

.  7910170414* 

50-443 

A 

7910230S45 

30-443 

A 

Public  Service  Co.  of  Oklahoma 

7910030554* 

30-536 

0 

7910030559* 

30-536 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910030765 

50-415 

M 

79  102304  7B 

50-556 

A 

7910340397 

50-SS6 

A 

Public   Servlte  Electric  !t  Oas  Co.     nf  Neu 

7910010376 

50-272 

P 

BTSHg 

7910030271 

50-27H 

P 

7910040030 

50-272 

S 

7910010030 

50-272 

B 

7910040314 

30-272 

R 

7910040315* 

50-27S 

R 

7710050014 

50-372 

a 

7710050371 

30-272 

0 

79100SOS37 

30-354 

A 

7710050772* 

50-272 

0 

7910090023* 

50-3  1  1 

a 

7910090246 

50-272 

p 

7910090247* 

30-272 

p 

7910100306 

30-273 

p 

7710110341 

50-272 

0 

7910110343* 

50-272 

0 

7910110343 

50-272 

B 

79101  1D34S* 

30-272 

3 

7910110423 

50-3  1  1 

A 

7910120-336 

30-272 

P 

7910120-227* 

30-272 

P 

7910120329* 

30-273 

Q 

7910150573 

30-272 

6 

7910150577* 

50-273 

S 

7910160104 

30-272 

0 

771016031B 

30-272 

0 

79101603B2 

50-273 

R 

79101603B6* 

50-272 

R 

7910160399 

50-272 

B 

7910160404* 

50-S72 

B 

791016.0449 

50-272 

S 

7910160451 

30-272 

Q 

77101  A0453» 

30-273 

B 

7710160462 

50-272 

P 

79101  A0462 

30-373 

P 

7710160490 

30-311 

A 

7910U049B 

30-373 

P 

7910160529 

50-272 

P 

7910170067 

30-272 

0 

7910170140 

50-31  1 

S 

7910190144* 

SO-31  1 

3 

791017014S 

50-31  1 

a 

7910170133* 

30-31  1 

B 

7910190165 

50-31  1 

Q 

7710190331 

30-273 

O 

77101  9033B 

30-272 

a 

7910190416 

50-272 

B 

7910190430* 

50-273 

S 

7910330603 

30-272 

0 

7910230693* 

50-272 

0 

79103:30694 

50-273 

0 

7910240321 

30-272 

B 

771024053B* 

30-S72 

B 

7910230276 

30-311 

A 

7910360156 

30-311 

A 

7910260169 

50-311 

A 

7910360304 

30-272 

Q 

7910290093* 

50-273 

Q 

7910290331* 

50-272 

a 

7910300323 

30-273 

R 

7710300235 

30-272 

R 

7910300231 

30-273 

it 

7910310362 

50-272 

Q 

7910310262 

30-272 

Q 

Puerto   Rico  Water  Resources   Authority 

7910110017 

SO-376 

0 

7910110022* 

30-376 

0 

Puoet  Bound  Power  &  Light   Co. 

7910090335 

50-322 

0 

7710090335 

50-S22 

B 

7910110328 

30-523 

0 

79101  10329 

50-523 

0 

7910130097 

50-5B3 

0 

79101B0107 

30-552 

0 

7710290436* 

50-522 

fi 

7710300430 

50-5S2 

Q 

7910310504 

30-522 

0 

Pullman,     Inc.  i    Pullman  Pouier  Products 

7910010469 

71-9033 

DIv. 

7910250013* 

QA999 

7910360300 

71-10 

7910260217* 

71-10 

7910260318* 

71-40 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATBODRV 

Purdue  Univ. 

7910030077 

NUREO 

7910050097 

rtCRB 

7<J  10050593" 

NUREO 

791  00507  13f 

COMMIBSION 

791034042S 

50-320        Q 

RCA  Corp. 

7910120353 

XPORTLIC 

Ranchers   Eiplnratf  on  &  Envelopment  Corp. 

7710230007" 

PHOJ 

Raad   College 

7910230446 

90-EBS       J 

RatiS,    Smith-    Sham  &  MeClay 

7910150118 

90-440        M 

7910300035 

50-440        M 

Rensielaur   Polytechnic    lust. 

7910190105* 

CONTRACT 

7910330421 

50-235        J 

R»utsr~StokeBi    Inc. 

7710120121 

XPORTLIC 

7910390033 

XPOSTL1C 

791026004B 

XPDRTL1C 

nhnde   Islandi    State    of 

7710aa0430 

WASTE  MOT 

Rhode   Island,    Stats    of,    Atomic  Energy 

7910300331 

50-193        J 

Commission 

RivanidB   Coontyi     CA 

7910120055 

PROJ 

HivarsidB  Press  -  Enterprise.    RlvBraiilB. 

7710110231 

FOIA 

CA 

Rd-cIiBster-   Oas   !.   Elactrlc    Corp. 

791001050H 

50-244       Q 

7910030450 

50-244        P 

7910030590 

50-344        Q 

7910030961 

50-344        Q 

79100308i6< 

50-244        Q 

79  1003091  OB 

50-244         Q 

7910040037 

50-244         B 

7910010313 

90-344        P 

7910050344 

30-241         P 

7910050297* 

30-244        P 

771005029B* 

90-244        P 

7910050301* 

90-244         P 

7910050303" 

50-314        P 

7910050303" 

50-244         P 

7910050309* 

50-344         P 

7710050310* 

BO-244        P 

791003031I» 

90-244        P 

7910030313* 

90-244        P 

7910050313" 

90-244        P 

7910050316* 

30-244        P 

79100S0317" 

50-244        P 

7910050319* 

50-344        P 

7710050332* 

30-244        P 

7910050323* 

50-244        P 

791  0030326  » 

90-244         P 

791005040D 

50-344         F 

7710100415 

50-244         P 

7710100913* 

NUrtEQ 

7910120205 

30-344         P 

79101  90063* 

90-244        Q 

7910160370 

90-244        H 

7710U0374* 

30-244        H 

7910170091 

30-344        0 

7910170341 

50-244        S 

79  10  1  70250* 

30-S44        8 

7910320309 

90-244        P 

77102S0347 

30-244        B 

7910220331 

30-244       P 

7910230334* 

30-244        B 

7710240970 

90-344       P 

7710250316 

50-483       0 

79103D0501 

50-244        (1 

7910310276 

50-244        F 

7910310437 

50-244        P 

Hocki4i«H    International  Corp. 

7910230049 

NUftEO 

Rocky  Mountain  Energy  Co, 

7910110173 

40-B390 

7710330606 

40-8492 

Ropes   d  (Jray 

7910030391 

50-443        I 

7710030330 

90-443        I 

7910090647 

50-443       Q 

7910090331 

30-471        Q 

t 

7910100246 

90-443        0 

7710170404 

90-443        A 

79102904B7 

90-417        0 

Roy   J.    ahl»mon  t<  Asaoclata*,    Inc. 

7910H40492* 

50-361        K 

SAVE  Bolanco  Environrasnt  Conservation 

7910110008 

50-463       0 

Fund 

SEDA-COQ  LwulstoniPA 
SKWPPB  -  Standardised  Nuclear  Unit  Pouier 

7910160344 
7910030702 

SO-3B7       D 
80-483       Q 

Plant  Si;ttsm 

791004027B 

90-482        8 

7910040276 

30-483        B 

791004027B 

90-4B2        B 

7910040278          90-4BH        B 


AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

791Q0403BQ* 

90-4BH 

G 

79100402BO* 

30-4BH 

a 

7910040380* 

30-4BH 

3 

79100402SO* 

50-4B3 

3 

7910120217 

90-1B2 

K 

79I01202I7 

90-482 

K 

7910120217 

50-483 

K 

7910130317 

30-482 

K 

7910120219 

50-4B3 

K 

7910120319 

90-402 

K 

79ioi3oai9 

90-4B2 

It 

7910120219 

50-4B2 

K 

791012023B 

50-4B2 

K 

7910120238 

30-102 

K 

79101  2023H 

90-4B2 

K 

791012033B 

90-482 

K 

7910130246 

30-482 

K 

7910120344 

50-482 

H 

7910130346 

90-483 

K 

7910120246 

30-492 

K 

7910120291 

30-4B2 

K 

7910130331 

30-4B2 

K 

7910120251 

30-4B2 

K 

7910130331 

SO-1H2 

K 

7910120233 

30-482 

K 

7910120295 

90-4B2 

K 

7710130353 

30-483 

K 

79101202B9 

90-482 

K 

79101S0339 

SO-4BH 

K 

7910120299 

90-482 

K 

7910180359 

80-183 

K 

79IOI20239 

90-4B2 

K 

7910120365 

80-483 

K 

7910130269 

30-482 

K 

7910120365 

90-483 

K 

7910120263 

50-482 

K 

7910120267 

90-493 

K 

7910120267 

90-482 

K 

7910120369 

SO-4BI2 

K 

7910120269 

90-4BE 

K 

7910120272 

90-4B3 

K 

7910130373 

30-4B3 

K 

7910120272 

30-4B3 

K 

7910120273 

80-48S 

K 

7910120376 

30-482 

K 

7710130276 

90-4B2 

K 

7910120276 

30-482 

K 

7910120276 

90-483 

K 

7910120280 

30-482 

K 

7910120280 

90-1  BH 

K 

7910120280 

30-482 

K 

79101E03BO 

30-4B2 

K 

79101202B1 

30-183 

K 

79I01202B1 

30-482 

K 

7910120281 

50-482 

K 

7910120281 

30-4H2 

K 

79101202B7 

30-482 

K 

791Q1202B7 

30-4Q2 

K 

79101202B7 

30-482 

V. 

7910130BB7 

HO-4B2 

K 

7910120291 

SO-4B2 

K 

7910120391 

80-4B2 

K 

7910120291 

30-1B2 

K 

7910130391 

80-483 

K 

7910120296 

30-402 

K 

7910120296 

30-4B2 

K 

7710130296 

30-482 

K 

7910120296 

30-403 

K 

7910120298 

30-482 

K 

79I012Q29B 

90-4B3 

K 

7910130298 

SO-4B2 

K 

7910180298 

30-482 

K 

7910120303 

90-4BH 

K 

7910120303 

90-4BS 

K 

7910130303 

30-482 

K 

7910120303 

30-482 

K 

7910120311 

90-482 

K 

7910120311 

30-482 

K 

7910IK0311 

00-482 

K 

7910120311 

30-483 

K 

SHI  International                       7910220149 

NUREO 

Sacramento  Municipal  Utility  District     7910020606 

30-312 

0 

7710030129 

90-3  I  a 

F 

79100304-18 

30-312 

F 

7910030880 

50-312 

a 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQORV 

7910030616 
7910030BB9 
7910040193 
7910050031 
791005012S 

30-312   Q 
50*312    Q 
50-312    Q 
50-313    0 
50-312    Q 

79100S0260 
7910090374 
7910100310 
7910100217* 
7910110196 

50-312    A 
50-312    Q 
50-312    P 
50-312    P 
30-312    G 

7910110210 
7910110257 
7910110110 
7910110414* 
7910110506 

50-313    0 
50-312    P 
50-313    F 
50-312    F 
50-312    A 

79101B01B1 
7910100237 
7910130502 
7910130507* 
79101  60476 

30-312    Q 
30-312    F 
50-312    R 
30-312    R 
50-312    P 

7910160478* 
79101604  B4 
79101604B7* 
7710180116 
7910190344 

50-312    P 
50-312    Q 
50-312    Q 
90-313    P 
50-313    0 

7910190106 
7910190405* 
7910320370 
7910230503 
7910330591 

30-313    P 
30-312    P 
30-312    P 
50-312    P 
30-312    P 

San  Diego  Gaa  8.  Electric  Co. 

7910230663 
7910240674 
7910290269 
791030QOIQ* 
7910010163 

50-312    0 
30-312    P 
50-312    P 
30-312    Q 
30-361    A 

Sandia  Laboratories 

7909350332 
7910010473 
7910030053 
7910030453 
7910030464 

PR 
NUREG 
NUREG 
NUHEG 
NUREQ 

7910030477 
7910100024* 
7910100703 
7910230117 
7910220162 

NUHEQ 
QEN  TEC  I  a 
NUREQ 
NUREQ 
NUREQ 

Bandvifc  Special  Metals  Corp. 

79103300B3 
7910230238 
79102604B9 
79101B0439 
7910100443* 

TOPREP 
WASTE  M9T 
NUREO 
XPORTL1C 
XPORTL1C 

Sal-gent  It  Lurnly,  Inc. 

Sassafras  Audubon  Society 
Save  Energy  Now  to  Bave  the  Environment 

7910020440* 
7910320961 
7910290173 
7910290462* 
7910220103 

50-373   A 
REOOO 
REGQD 
30-346   0 
70-130B 

BciencB  Applications!  Inc. 
Senate 

79102.50591 
7910290014* 
7910010609 
7910090339 
7910090543 

CONTRACT 
40-B726 
50-330   U 
50-352   U 
90-437   U 

7910090531 
791009063B 
7910100456 
79101B0574" 
791019000S 

30-533   6 
50-436   U 
50-323   6 

so-aao  u 

30-33B   U 

SenatBi  Government*!  Affairs 

7910210149* 
7910340247 
7910310101 
7910090775 
791030009B" 

30-320    U 
PROJ 
REQQD 
50-437   U 
FOIA 

Senatei  Judiciary  Commit  tee 

Sergenli  Hausttlni  &  BeckuJth 
Qhaui  Flttmani  PottBr  fc  Troubridge 

7910310467* 
7910030086* 
7710110446 
7910030327* 
7909830034 

COMMISSION 
50-330   H 
30-33B   U 
FDIA 
30-2Q9   0 

7910010439 
79100104B9 
7910030903 
7710030903 
7910040119 

30-346   M 
50-346   M 
30-387   0 
30-3B7   0 
30-289   0 

791004040B 
7910000136 
7910030399 
7910030432 
7910070036 

PR 

PR 
30-4S6   0 
30-2S9   0 
SO-2B7   0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEODRY 

7910110166 
7910110278 
7910110394 
7910120018 
7910130246 

50-346          0 
50-3B7        O 
5Q-3B7         G 
30-25?         0 
SO-3B9         0 

7910160039 
7910140067 
79101&0074 
79101&OOQO 
7910160083 

50-3B9         O 
30-2B9         C 
30-2B9         O 
50-389         G 
50-2O9         0 

79101600HB 
7910160091 
7910160103 
7910160139 
791018003S 

50-239         G 
50-239         G 
SO-316         M 
30-2B9         0 
50-33  1          0 

79101B0111 
7910160196 
79I0100H13 
79101B0290 
7910100204 

90-2B9        Q 
30-BB9         G 
30-2B9         0 
90-3B7         0 
50-2B9         0 

7910190070 
7910190176 
7910220240 
791  0220245* 
7910330246* 

50-400         0 
50-320         Q 
SO-2B9         0 
30-2B9         0 
50-HB9         0 

7910330673 
7910230672 
791030003? 
7910300039 
7910310016 

SO-3B7         Q 
50-337        0 
SO-3S7         G 
30-337         0 
SO-34&         M 

Sheldon.    Harmon  t>  Meiio 

7910310119 
7910310129* 
7910310463 
7910030073 
7910030090 

50-346        0 
50-346        0 
50-346        M 
PR 
PR 

791009037B 
7910090381* 
7910100719 
7910110260 
7910110260 

50-2B9        0 
90-443        0 
FOIA 
30-443         G 
30-443        0 

791011O266* 
7910I1O366* 
7910180D4S 
7910180121 
7910180231 

30-443        0 
30-443        0 
30-2B9         0 
30-3             0 
30-289         0 

79I01B0303 
79101B0308* 
77103BO473 
791036O336 
7910300031 

30-HB9        S 
90-237        0 
90-3B9        0 
50-199        Q 
30-289        0 

Sierra  Club 

Sigma  Chemical    Co.     dube,    OF  Sigma 
Aldrlch   Corp,  ) 

791031043B 
7910050695 
7910030696. 
7910360365 
7910030973 

90-209        0 
50-3  1  3        & 
90-313        0 
90-275        0 
XPORTLIC 

BlnnUslppl   Alliance    for    the   Environment 
(SAFE) 
Bdigltonlam   Concerned  About  Nuclear 
PQIUBT 

BlftmnmnBi    D.  B, 
Small   Businem  Administration 

7910300268 
791003O237 

79100S0334 
791  0390  3B9* 
7910240733* 

30-434        O 
30-533        O 

30-523        ft 
CONTRACT 
CONTRACT 

Snail    b  Hilmor 
Social    Impact  Research,     Inc. 
Sooner   X-Rag   &  Maj.  ,     Inc. 

7910260236* 
7910290301* 
7910040436 
7910110427* 
7910040511 

CONTRACT 
CONTRACT 
30-593        G 
30-320        P 
71-196 

South   Carolina  Electric   !t  Oai  CD. 

7910040314* 
771001O363 
7910040067 
7910100353 
7910160109 

71-19A 
50-399         I 
50-393        D 
50-393        B 
50-373        G 

7910160331 
7910I60337* 
7910170214 
7910170330* 
7910170373 

50-373        F 
50-395        F 
50-204         R 
30-204        R 
30-373        A 

79  10  1903  SB 
7910230310* 
7910360027 
7910390076 
7910390317 

30-373        B 
30-39  S        0 
50-399        a 
REOOD 
30-395        J 

South   Carolina,    Btat«   of 

7910300339 
7910010447 

&0-39S        ft 
50-393-        A 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910330116 

WASTE  MOT 

7910240721 

70-3633 

Southern  California  Edison  Co, 

79  100  10059* 

50-306 

P 

7910030616 

30-206 

Q 

7910030837 

50-306 

Q 

7910030903 

50-306 

Q 

7910040097» 

50-306 

0 

7910040299 

50-206 

S 

7910040303* 

so-aoi 

S 

7910050223 

30-206 

0 

7910030230 

30-206 

Q 

7910050275 

50-2O6 

Q 

7910050620 

50-306 

Q 

7910090033 

50-206 

a 

7910100111 

30-361 

C 

79101QQt.69<» 

30-204 

P 

7910110408 

50-306 

P 

791011041BO 

50-204 

P 

7910150336 

50-204 

Q 

7910150453 

50-206 

a 

7910150453* 

50-206 

8 

7910150460" 

50-206 

B 

79I01S0463» 

50-206 

B 

7910150594 

50-306 

S 

7910IS03QO* 

50-206 

B 

7910170370 

50-306 

Q 

79101B0497 

50-306 

a 

7910220333 

50-306 

p 

791022032B 

50-206 

p 

79IOS30494 

50-361 

D 

79103404Q6 

50-361 

K 

79I02fl01Bi 

50-361 

K 

7910340499* 

50-361 

K 

7910240319* 

SO-361 

K 

7910240519* 

50-3i  1 

K 

791034056B 

50-304 

P 

7910360436 

REOGD 

7910300307 

50-204 

F 

7910300326 

50-206 

J 

791030032D 

30-204 

P 

7910300331" 

SO-204 

P 

Southern  California.  Univ.  of 

7910D50036 

ACFtS 

Southern  State*  Energy  Boartf 

7910110077 

PR 

Sou  truest  Fabricating  b  Welding  CD. 

7910250353* 

QA999 

(subs,  pf  IU  International  Corp.  > 

791025056K 

OA999 

Bn  lit  finest  Research  Institute 

7910100707 

NUREQ 

7910330131 

MUREO 

Spiegel  b  HcDiarmid 

7910050706 

pnoj 

7910050753 

PROJ 

7910090014 

PfiQJ 

7910090S32 

PROJ 

791009034B 

PROJ 

7910090360 

PROJ 

7910090264* 

PROJ 

7910150326 

PROJ 

791  02201  B5 

50-415 

H 

791026033B 

50-293 

H 

are  D  Co.  ,  Electromagnet!  c  Industries 

7910190077* 

QA999 

7910190096* 

OA999 

Regis  Paper  Co, 

79  102204  33 

30-2B9 

hi 

indardliBd  Nuc  1  Bar  Unit  Pouier  Plant 

7910240037 

30-183 

Q 

1/9  torn 

7910240131 

30-laa 

S 

:  tin  far  it  Research  Institute 

791  00404  13» 

PR 

tats.  Dept.  of 

7910010029 

XPORTL1C 

7910020016 

XPORTL1C 

7910020336 

XPORTL1C 

7910020341 

XPORTLIC 

7910030506 

XPORTHC 

79100206HB 

XPORTUIC 

7910090027* 

SECV 

79101  100B2 

XPDRTLIC 

7910160379 

XPDRTLIC 

7910220469 

XPDRTLIC 

7910330473 

XPORTLIC 

7910220476 

XPORTLIC 

791022047B 

XPORTLIC 

79I03304B2 

XPORTLIC 

7910300137* 

FOIA 

State,  Dept,  ofi  Bureau  of  Oceans  1 

7910330409* 

SECY 

Inl&rnatl.  Environ,  &  Scientific  Affairs 

7910300141* 

FOIA 

7910300399 

XPORTLIC 

7910300403 

XPORTLIC 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMDER 

SUBJECT 
CATEGORY 

7910300106 
7910300112 
7910300173 
7910300177 
7910310133* 

XPOHTL1C 
XPORTLIC 
XPORTLIC 
XPORTUIC 
SECY 

Bteel,  Hector  &  Davis 
Stone  &  Webster  Engineering  Corp, 

7910310181« 
7910150333 
7910330117 
7910030333* 
7910130308 

SECY 
30-250    0 
30-230    0 
50-331    P 
71-317 

7910120312* 
7910260190» 
7910310373* 
7910310382* 
7910310386* 

71-317 
50-413    S 
50-33B    P 
50-330   P 
50-33B    P 

Stone  t<  Mobster.  Inc. 
Suffolk  County.  NY 

7910310389* 
7910310394* 
7910310119 
7910300360* 
7910030493 

90-33B    P 
30-33H   P 
REGOD 
90-332   A 
30-333    0 

Sullivan  b  Cromwell 
Sunbelt  Alliance.  Oklahoma  City 

7910110132 
79IOOS0739 
79100307S9 
7910090171* 
7910090171" 

50-330    P 
30-536   0 
50-556    0 
50-35t    0 
50-356    0 

Susquehanna  Al  1  iance 
Bus  q.ueh  anna  Environmental  Advocates 
Sue  den 
Bui  tierland 
Systemodicsi  Inc. 

7910030207 
7910350133 
7710120033 
7910170138 
791  0180023* 

PR 
30-3B7    0 
XPBRTL1C 
PR 
CBNTRACT 

TERA  Corp, 
TRICO  Industries.  Inc.  ,  Superior  Div. 

TRW,  Inc.,  TRW  Mission  Mfg.  Co.  Div. 

79102204QB* 
791030027B 
79  1  03003  IB* 
7910170030" 
7910170056* 

CONTRACT 
71-353 
71-353 
QA999 
OA999 

Target  Roc*  Corp. 
TEch/OpB  (Technics!  Operations,  Inc.  ) 

791QI70Q57* 
7910160279* 
7910100670 
7910100673* 
7910350193 

OA999 
OA999 
71-9029 
71-9029 
71-9028 

TothnasEocia  tesi  Inc. 
Teknetron.  Inc. 
Teledijno  Energg  Sgstems 
TalBdyna  Engineering  Services 

7910300037 
7910260226" 
7910020333 
7910030193 
7710310270* 

71-9029 
CONTRACT 
NUREO 
71-911B 
30-220    P 

Teledyne  Dhin  Cast 
Teleifgne  Wah  Chang  Albany 

771Q23Q3B2 
7910330302 
79102309B7* 
79102303B7* 
79102204B6 

71-331 

71-331 
71-351 
71-331 

XPORTL.IC 

Tonneco,  Inc.  j  Tennessee  Das  Pipeline  CD, 
Div. 
Tennessee  Valley  Authority 

7910190309 

7909100459 
7909  1001  59 
7909390H72 
7910010293 

71-23 

30-259    I 
50-239    I 
PRM 

BO-337   8 

7910010299* 
7910010305 
7910010310* 
7910010316 
7910010316 

30-327   B 
30-B1B   tl 
50-51B   B 
90-130   B 
5Q-13B   B 

79100103SO* 
7910010320* 
791001  033H 
7910010332 
7910010337* 

30-43B   B 
30-43B   S 
00-4313   a 
30-43B   B 
30-438   8 

7910010337* 
7910010339 
7910010339 
7910010316* 
7910010346* 

50-439   B 

30-390   S 
50-390   B 
30-390   S 
50-390   B 

791001037B 
7910030237* 
79100S0243* 
791003035B 
7910020360* 

30-327   B 
30-390   Q 
30-390   Q 
50-296   8 

30-296   Q 

7910030429 
7910020439 
7910020135* 
7910020433* 
7910020439 

30-390   E 
50-390   S 
50-390   B 
30-390   B 
30-390   B 

7910020439 
7910020144* 
7910020433 

7910020462* 

SO-390   B 
30-390   B 
50-390   B 
30-390   8 
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AUTHOR                     ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEGORY 

7910020503 

50-327 

B 

7910020502 

50-327 

B 

7910020514 

50-259 

0 

7910030514 

50-239 

0 

7910020514 

50-259 

0 

7910020514 

30-259 

Q 

7910020314 

50-259 

0 

7910030514 

50-259 

O 

7910020314 

50-339 

0 

7910020314 

50-239 

a 

7910020677 

PROJ 

7910030833 

40-1341 

791O020B35* 

40-1341 

791003023B 

50-566 

0 

79100302GB 

50-566 

0 

7910030291 

50-553 

Q 

7910030231 

50-533 

a 

791003045B 

90-239 

8 

7910030173" 

50-259 

e 

7910030576* 

50-43B 

o 

7910030667 

50-259 

a 

7910030667 

50-299 

0 

7910030667 

30-259 

a 

7910030667 

50-259 

Q 

7910040209 

50-327 

Q 

7910040264 

SO-  390 

s 

7910040264 

50-390 

s 

7910040274 

50-390 

s 

7910040271 

50-390 

s 

7910040375* 

30-390 

s 

7910040275* 

50-390 

B 

7910040276 

50-390 

B 

7910040276 

90-390 

S 

7910040277* 

50-390 

B 

7910040277* 

30-390 

S 

79100402B4 

SO-327 

B 

79100403B4 

50-327 

S 

79100402B9" 

50-327 

B 

7910Q40S89* 

50-327 

B 

7910040294 

SO-327 

B 

7910040394 

80-327 

B 

7910040300* 

50-337 

3 

7910040300* 

50-327 

B 

7910040390 

PR 

7910050141 

40-1311 

7910050211 

30-327 

A 

79100S0211 

50-337 

A 

7910050251 

50-337 

A 

7910050351 

50-337 

A 

7910050327 

50-390 

A 

7910030436* 

50-553 

0 

7910050467 

50-337 

a 

79100S0769* 

30-S1B 

0 

7910090263 

PR 

7910090273 

30-390 

0 

7910090296 

30-390 

Q 

7910090674 

30-259 

0 

7910100038 

50-259 

Q 

7910100046 

10-1341 

7910100056 

30-327 

(I 

79101001SO 

50-518 

B 

7910100120 

30-518 

a 

7910100130 

50-51B 

s 

7910100120 

30-318 

B 

7910100130 

30-31B 

s 

7910100130 

50-5  IB 

B 

7910100133 

50-31B 

B 

7910100133 

50-Slfl 

a 

7910100133 

50-318 

B 

7910100133 

30-3  IB 

8 

7910100133 

50-318 

S 

7910100133 

BO-SIB 

s 

7910100335 

BO-H59 

B 

7910100336 

50-327 

B 

7910100336 

30-337 

B 

7910100344" 

50-239 

B 

7910100360 

30-296 

P 

7910100365 

50-390 

B 

7910100371 

SO-337 

A 

7910100406 

SO-2S9 

P 

7910100406 

50-259 

P 

7910100407* 

50-359 

P 

7910100407* 

50-259 

P 

7910110395 

90-359 

F 

7910110395 

50-259 

F 

AUTHOR                                             ACCESSION 
AFFILIATION                                                 NUMBER 

SUBJECT 
CATEGORY 

79101  10396 

•50-430 

ft 

7910110396 

50-430 

A 

7910110453 

50-330 

A 

7910110133 

80-330 

A 

7910110461* 

50-330 

A 

7910110161* 

50-328 

A 

7910120110 

80-294 

P 

79101301B1* 

50-396 

P 

7910120143 

30-239 

Q 

7910130143 

30-359 

a 

791012Q14B* 

50-339 

a 

791015044i6 

BO-430 

A 

7910150146 

SO-430 

A 

79101  504SB 

50-359 

3 

7910150462* 

SO-35? 

a 

79101  SOI  68 

30-239 

B 

7910150475 

50-337 

s 

79I015047S 

30-337 

B 

7910130176* 

50-339 

B 

7910150318 

50-390 

Q 

7910150313 

30-39O 

8 

791015051B 

30-327 

B 

79101S051B 

50-337 

8 

7910190322* 

SO-390 

B 

7910150S2S* 

30-390 

S 

7910150324* 

30-337 

B 

7910150924* 

30-337 

S 

7910150341 

OHO 

7910150914 

50-337 

G 

7910150547 

30-39O 

a 

7910150553* 

30-337 

B 

79101  SOBS'? 

30-327 

B 

7910150559 

50-327 

s 

7910150347* 

30-327 

B 

7910150547* 

50-327 

B 

7910150597 

50-390 

B 

79101SOS97 

30-390 

B 

7910130390 

30-390 

S 

79  101  30390 

30-390 

B 

791013060B* 

30-390 

a 

7910130605* 

50-390 

B 

79101  6036B 

30-339 

ft 

7910140340 

50-357 

R 

7910160360 

30-357 

IT 

7910160369* 

50-359 

ft 

7910160539 

50-339 

P 

7910160339 

30-359 

P 

7910160539 

50-337 

P 

7910170L63 

30-337 

A 

79101701.63 

90-337 

A 

7910170163 

50-337 

A 

7910170170 

50-327 

F 

7910170170 

90-337 

F 

79101701  B3 

30-337 

F 

79101701B3 

90-337 

F 

7910170104* 

90-337 

F 

7910170305 

BO-394 

a 

7910170310* 

SO-E96 

s 

7910170363 

50-327 

A 

7910170264 

SO-327 

A 

7910170379 

80-337 

A 

7910170379 

50-327 

A 

7910170367 

50-327 

A 

7910170367 

30-327 

A 

7910170307 

50-327 

A 

7910170309 

30-327 

A 

791018037S 

50-390 

A 

7910180379* 

50-390 

A 

79101803B7 

30-327 

B 

7910100307 

30-337 

8 

7910180399* 

50-327 

B 

7910180399* 

30-327 

a 

7910180443 

30-518 

a 

7910100-1  4.3 

SO-91B 

a 

79101B0443 

50-510 

a 

79101B0413 

50-510 

a 

79101B0413 

90-BI0 

a 

79101B0443 

50-510 

a 

79101B0133tt 

30-510 

a 

79101B0453* 

50-519 

Q 

79101B0453* 

30-51B 

a 

79101HD4S3* 

80-318 

a 

79101B0433* 

30-318 

a 

7910180163* 

30-318 

a 

7910180460 

30-259 

a 
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AUTHOR                    ACCESSION 
AFFILIATION                   NUMDEH 

SUBJECT 
CATEGORY 

7910180064* 

50-237   S 

7910190033* 

30-337   0 

7910190333 

30-327    3 

7910190424 

30-370    0 

7910190434 

30-390    8 

7910190427* 

50-390    B 

7910190027* 

90-390   B 

7910190431 

SO-51Q   fl 

7910190431 

30-H1B    0 

7910190431 

30-318    0 

7910190431 

SO-SIB    B 

7710190431 

50-31  B    H 

7910190431 

30-318    3 

7910190033 

90-387    B 

7910190433 

30-337    8 

791019043B* 

30-310    3 

791019043B" 

30-310    9 

7910I9043B* 

30-5111    B 

7910170433* 

30-S1B   B 

7710170430* 

30-318    B 

791019003B* 

30-310    B 

7910190473 

30-318    a 

7910190093 

30-310   il 

7710170493 

50-518   8 

7910190493 

SO-31H   B 

7910190493 

50-BI8   0 

7910190301" 

30-318   0 

7910190301" 

90-S1B   £J 

7710190301* 

30-310   B 

791019030H 

30-310   ti 

7910190901* 

90-910   Q 

7710230136 

30-327   0 

7910220363 

HEQQD 

7910B3Q4S4 

30-276   H 

7910230037" 

30-276   B 

7910230070 

30-299   8 

7910230473» 

30-259   B 

7910230313 

30-390   J 

7910230313 

50-390   J 

7910230319 

BO-296   P 

7910230326 

30-390   0 

7910230326 

30-390   8 

7910230327* 

30-370   B 

7910330329" 

50-390   8 

7910230933* 

30-390   9 

7910230622 

40-1301 

7910240376 

30-430   B 

7910200376 

30-430   0 

79102403Q7" 

30-43B   8 

7910S40307" 

30-43B   3 

7910240430 

30-337   A 

79I02004BO 

30-327   A 

791020Q3B6 

90-337   9 

7910240BB6 

ao-aa?  a 

7710240397* 

30-327   0 

7910B40397" 

90-327   8 

7910240630 

30-337   8 

7910240401* 

30-327   B 

791024060B 

30-327   B 

771024060B 

30-337   8 

7910240631* 

SO-327   H 

79102406U1* 

30-327   H 

7910E40639 

30-337   9 

7910340639 

30-337   B 

7910240663* 

30-337   0 

7910240663* 

30-327   0 

7910340667 

BO-43B   8 

7910240667 

30-430   a 

7710240673* 

30-438   8 

7910240673" 

30-430   B 

7910340709 

PRM 

7910230273 

30-239   F 

7910280270 

30-327   A 

7910230370 

30-327   A 

7910230371 

90-327   A 

79102303BO 

30-327   F 

77102303QO 

30-327   F 

7710230401 

30-337   A 

7910230313* 

30-393   fl 

79t03601S9 

30-327   F 

7910240189 

30-337   F 

7910260167 

71-6068 

7910360265 

90-239   8. 

7910260269* 

50-299   B 

7910260372 

30-327   A 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBED 

BUBJECT 
CrtTEODHV 

7710360279" 
7910260303 
791O360300 
7910360311 
791  03603  KJ 

90-337         A 
30-327         A 
30-337         A 
30-43(1         A 
30-327        A 

7910360412 
7910290201 
79  10390363 
7910290363 
79IO290446 

30-333         A 
30-296         l> 
SO-337         A 
90-337        A 
40-KJ41 

7710300131 
7710300133 
7'M  030019!) 
791  0300203  N 
7910300363 

so-aay      p 

30-333         A 
30-260        11 
90-360        fl 

ao-aa1?      i1 

791030033!) 
7910310333 
7910310323 
7910310339" 
7910310339* 

30-390         0 
30-337         11 
90-337         11 
30-337         n 
50-327        11 

TBjas   A  &  M  Univ. 
TBK.IS    Initrumvntti     Inc. 

7910300332 
7910300336* 
79101  10300H 

771012042:1 

7910260064 

90-  tao      n 

30-12(1         |1 
70-33 
70-33 
71-190 

T«la»  Nuclear   Dlv.     liubi,     of   Ramsay    dig. 
Co.  } 

Taiai   Pips  I,   DtndlnB   Co.     of  Puerto   Rico 

7910390411 

7910100390 

7910100392" 
7910390170" 

791OIJ30916" 

70-33 
JtPHRfLlC 

XPIlflTLlC 
QA999 
(1A999 

Texa*  Public    Inturett  fioiB*rcli   Group 

7910010101 

79I00101H7 
79100401)03 
7910090190 
7710130690 

50-466        0 
SO-466        0 
30-466        0 
SO-466         0 
BO-  4  66        0 

Toiai  Utilities    Co. 

7910190694" 
791016003d 
7910190040 
7910240340 
7710030241 

SO-  4  6ft         0 
SO-466        0 
BO-466        0 
50-466        0 
30-4  4  H        M 

Tsroi   Utllltln   Oenuratltio    Co 

7910020044 
7910100,790 
7910100^90 
7910170679 
7710170679 

f'd 
90-44!)         II 

SO-44!)        £1 
BO-443        N 

30-44J)        H 

7910190:iBL' 
7910190377 
79IOHB0077 

77I0230B3!) 
7710210676" 

HO-443       M 
BO-119       A 
30-443        M 
30-443        « 
30-119        0 

THAI  Utilitim  D.rvlcs).    Inc. 
Tixai,    BUU    at 

7910230179" 
79102S0344 

7910010273 
7910010041 

79  100906  Ml 

30-443        0 
30-443        0 
30-443       A 
PIKU 
SO-44S        M 

7910110101 

79101S020Q 
7910160482 
79102303H3 

7910330014 

I'll 
80-166        II 
10--Q717 
WAHTE  MOT 

WASTE   MOT 

T0*dii    Unlv,     of 
Thlokol    Corp. 
Thome   Ecological    Inilltuto 
ThmB  Hil»    Island   Alort 

7910230310 

7910310024 
7910H30449" 
79101901ft? 
791036030) 

30-193        .J 

xnniiTLic 

00-267        P 
30-H09        0 

i*n 

Time*  Corp. 
Toledo  EdUon  Co. 

7910030379 
7V10010274 
7910010309 

7910010391* 
791001039411 

SCPI311TI.IC 
QO-346        0 
50-316        0 
50-niA        0 
&0-316        tl 

7910020471 

7910030473" 
7910020776 
7910030837 
79100309611- 

»0-346        B 
30-346       0 
50-346        fl 
flO»34/i        B 
BO-346        H 

7910090763 
7910100201 
7910100K14" 
7910100476 
7710110166 

SO-316        0 
00-346        P 
30-346       P 

80-346        Q 
30-346        0 

7910110380 
7910110334* 
7910110720 
7910120197 

3Q-34A        Q 

30-346        B 
SO-34A        a 
DO-346       n 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOR1 

1 

7910120202* 

30-346 

R 

79I01E0323 

30-346 

P 

7910120335 

50-346 

P 

79101  506B3 

50-346 

0 

7910160103 

50-346 

M 

7910160366 

50-346 

P 

7910170349 

30-346 

8 

7910170358* 

50-346 

S 

7910190461 

50-346 

P 

791O19O463 

50-346 

B 

7910190469* 

30-346 

B 

7910190476* 

30-346 

B 

79101904BO* 

50-346 

B 

79101904B9* 

50-346 

B 

7910220394 

50-346 

3 

7910220299" 

50-346 

a 

7910230229 

90-346 

O 

7910S5031B 

50-346 

P 

7910230323 

90-346 

P 

7910260364 

30-346 

S 

79I026026B* 

30-346 

5 

7910360303 

50-346 

P 

7910290254 

50-346 

F 

7910290322 

30-346 

F 

7910290364 

50-346 

P 

7910310016 

50-346 

M 

7910310125* 

30-346 

0 

7910310299 

50-346 

S 

7910310306* 

50-346 

B 

7910310366 

30-346 

8 

7910310369* 

50-346 

S 

Tomniend  it  Hot  turn.  Inc. 

7910260014 

71-7B 

7910260017* 

71-78 

7910300375 

71-7B 

7910300378* 

71-78 

TraninuclBari  Inc. 

7909280339 

PR 

79100100B3* 

FOIA 

7910030913 

XPORTLIC 

79  10050  14B 

XPDRTLIC 

7910050233 

71-9120 

7910090549 

XPORTLIC 

7910100634 

XPDRTLIC 

7910110110 

XPDRTLIC 

79101700Q2 

XPORTLIC 

791026003B 

XPPRTLIC 

79102*0043* 

XPORTLIC 

791026006B 

XPDRTLIC 

7910260071* 

XPORTLIC 

791  0270378 

XPBRTLIC 

7910300262 

XPORTLIC 

Transportation)  Dop  t.  of 

7910090299 

PR 

Truth  In  Pqiimr 

771018009B 

PR 

Tu  i  k  B  a  t  o  I  n  »  t  . 

79103002B6 

30-406 

J 

Ul«t*r  Countu.  NY 

79100902B6 

90-996 

0 

7910190233 

50-320 

H 

Union  76  Hinsral*  Exploration  Co. 

7910230009* 

PROJ 

Union  Cart  id  a  Corp. 

7909230590 

PRH 

7910010260 

PRM 

7910030317 

•10-299 

7910050520 

40-299 

7910090253 

PR 

7910100667* 

71-3797 

79101  10S6B 

40-279 

7910160049" 

71-9393 

791016005S* 

71-9833 

7910160061* 

71-9333 

7910160066* 

71-9853 

7910160072* 

71-9H33 

7910160075* 

71-9893 

79101B03S1 

XPORTLIC 

79(0180385* 

XPORTLIC 

791019037H 

30-34 

F 

7910290132* 

50-34 

0 

79  102904  IB 

40-299 

7910290421* 

40-299 

791029049B 

NUREO 

Union  ElBcfcrJc  Co. 

79103406S2 

30-433 

F 

7910240622 

BO-483 

F 

79  1023033  I  » 

30-483 

Q 

7910250239 

50-483 

A 

7910230253 

30-483  . 

A 

791023Q356K 

80-483 

A 

7910230236* 

30-483 

A 

7910250B3B* 

BO-483 

A 

79102SQ23B* 

30-483 

A 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEQOft' 

< 

7910230261* 

30-1E33 

A 

7910250261* 

30-483 

A 

7910230263* 

90-433 

A 

7910230263* 

50-483 

A 

7910230547 

30-4G3 

K 

7910230547 

SO-4B3 

K 

7910230349* 

50-483 

K 

7910250349* 

50-4B3 

K 

7910250550* 

SO-4B3 

K 

7910230350* 

SO-4B3 

K 

7910250551* 

50-4B3 

K 

7910250351* 

50-4B3 

K 

7910350554* 

SO-4B3 

K 

7910230354* 

50-4B3 

K 

Union  Pump   Co. 

7910E90353* 

OA999 

Union   of  Concerned   Scientists 

7910180121 

30-3 

D 

79101B0131 

50-3 

0 

79101B0121 

50-3 

0 

7910IB0130* 

90-3 

Q 

79101B0130* 

30-3 

0 

79101B0150* 

30-3 

0 

79101B0231 

30-289 

0 

7910180309* 

30-289 

0 

United   Engineer*   b  Constructors,     inc. 

7910010499 

30-330 

P 

Clubs,    of  Raytheon  Co.  ) 

7910120825* 

30-324 

P 

7910300391* 

CONTRACT 

United   Nuclear  Corp, 

7910030342* 

FDIA 

7910030366* 

FDIA 

7910030444* 

FOIA 

7910030431* 

FOIA 

7910030327* 

FOIA 

7910130364 

70-371 

7910250697 

PflOJ 

7910230708 

PltOJ 

United   Nuclear  Corp..    UNC  Recovery 

7910180B4B 

71-9019 

Systama   Dlv. 

7910240443 

71-4949 

7910240450" 

71-4949 

791031000S* 

70-&20 

United   Nuclear  Corp..  Naval   Products   Dlv. 

7910120072* 

70-371 

7910260461 

70-37  1 

United   Servlcei  Life   Insurance  Co. 

7910190432 

FOIA 

Utah,    State   of 

7910050363 

40-0681 

Utah,    Univ.    of 

7910030032 

ACRB 

7910330441 

30-72 

J 

Valors,    C. 

791005003B 

50-273 

0 

791009003B 

30-273 

0 

7910090245 

30-437 

0 

Vanderbilt  Univ. 

7910030019 

ACRS 

Vermont  Yankee  Nuclear  Pouer  Corp. 

7910030434 

30-371 

P 

7910100399 

30-271 

P 

791010039B 

TOPBEP 

7910100434 

TQPflEP 

7910110305 

30-271 

S 

79101  1030B* 

30-271 

8 

7910110319 

50-271 

P 

7910110321* 

90-37  1 

P 

7910110442 

30-371 

P 

7910130536 

50-371 

P 

7910160370 

30-271 

R 

7910160373* 

30-371 

R 

7910160499 

30-371 

8 

7910160301* 

30-271 

S 

7910190373 

30-271 

I 

7910320236 

30-271 

S 

7910220243* 

30-371 

8 

791023Q3S9 

80-3:71 

J 

7910330474 

30-271 

P 

79102303B9 

SO-S71 

S 

7910330600* 

30-271 

S 

7910330617 

50-3171 

B 

7910330634* 

90-271    ' 

S 

7910340604 

50-271 

P 

7910290367 

30-H71 

P 

7910290336 

30-271 

8 

79102903SS* 

50-271 

3 

7910290430 

90-a71 

a 

1  7910310211 

50-271 

a 

Vermont,    State  of 

7910030942* 

PROJ 

791029D3B1 

50-271 

p 

Veterans   Admlniitratlon 

7910230429 

30-131 

J 

Virginia  Electric  &  Politer  Co. 

7909230133 

30-338 

0 

7910010670 

so-aao 

p 

7910010678 

50-338 

a 
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AUTHOR                                                       ACCESSION 
AFFILIATION                                                    NUMBER 

SUBJECT 
CATEGORY 

7910010780 

50-200 

Q 

7910020042* 

50-335 

0 

7910020163 

30-390 

0 

7910020391 

50-2BO 

P 

79IO0203-91 

50-230 

P 

7910020391 

50-2BO 

P 

791Q02042?* 

50-SBO 

P 

7910030429" 

SO-2BO 

P 

7910020433* 

50-2BO 

P 

791O0204S5 

50-aei 

0 

7910020474 

50-339 

S 

791O020S52 

50-3HO 

0 

7910020532 

30-280 

0 

7910020A14 

30-339 

a 

7910030340 

30-339 

B 

79  1O  030347* 

30-33B 

s 

7910O30357* 

50-33B 

8 

7910030433 

SO-33B 

S 

79  10  0304  IB* 

50-33B 

S 

7910030453 

50-33B 

B 

7910030459* 

50-338 

B 

7910030342 

50-33B 

Q 

7910030342 

50-33H 

0 

7910030844 

30-339 

a 

79I0030B92 

50-404 

a 

79  I  0040304 

50-339 

B 

7910040661 

50-aao 

0 

7910-040661 

50-280 

o 

7910040661 

50-380 

0 

7910-040661 

90-280 

<! 

791O0501H9 

50-2BO 

Q 

791OO50129 

50-2BO 

0 

79100SOta9 

50-280 

0 

7910030129 

50-230 

G 

7910030137 

90-404 

A 

771005017K 

30-401 

A 

7910050171" 

30-404 

A 

791O05017B" 

50-404 

A 

79100501  7B« 

30-404 

A 

791ODS0621 

SO-4O4 

a 

791009030B 

50-33  B 

0 

7910090394 

30-33B 

s 

7910090356* 

SO-33B 

8 

7910090419 

50-290 

P 

7910090419 

0.0-230 

P 

7710100053 

30-339 

-  0 

7910100166 

9Q-3BQ 

S 

791O100171* 

50-2BO 

B 

7910100179 

50-33B. 

S 

771OIOOZ06* 

SO-33B 

B 

7910100320 

30-280 

P 

7  ?1  01  00256 

50-33B 

B 

7  ?1O  1002691 

50-33B 

B 

791O1003IS 

50-339 

A 

7910100317 

&0-33B 

P 

7910100323 

50-336 

a 

7910100337* 

50-33B 

B 

7910100359 

50-404 

a 

7910100333 

50-404 

a 

791010036* 

30-404 

A 

7910100364 

50-404 

A 

79  1OI  00422 

BO-3BO 

Q 

79  101004  S3 

50-SBO 

Q 

7910100452 

SO-2BO 

P 

7910100465 

50-404 

B 

79I01001A5 

80-404 

B 

7910110103 

PR       ' 

7910110148 

50-338 

O 

7910110151* 

50-33B 

0 

791O1102BO 

90-336 

S 

7910LiOaBB 

50-33B 

a 

7910110394*- 

30.-33B 

B 

79101  1O33? 

30-33B 

B 

7910110330* 

50-33B 

B 

7910110332 

50-33B 

F 

7910110333 

50-338 

F 

7910110333* 

50-333 

B 

7910110351 

SO-339 

A 

77101  10430 

50-2SO 

P 

7910110430 

BO-380 

P 

791&1S016B 

BO-2BO 

P 

7910-1  E016B 

so-sao 

P 

79I01E0173* 

30-2GO 

P 

79101B0192 

50-339 

B 

7910150378 

50-SBO 

Q 

AUTHOR                      ACCESSION 
AFFILIATION                    NUMBER 

SUBJECT 
CATEQOR1 

f 

7910150119 

50-339 

A 

7710190453 

30-404 

A 

7910150453 

30-404 

A 

7710150457 

50-339 

B 

79101S04A4 

50-4O4 

S 

791015Q4i4 

30-404 

s 

79t01505i3 

50-33B 

B 

7910150368* 

30-33B 

e 

7910130577 

50-4O4 

3 

79101S0577 

50-404 

3 

7910150378 

50-33B 

B 

7910130383* 

50-338 

9 

79101SO5S7* 

50-339 

S 

7910150701 

30-338 

G 

79101601S9 

30-338 

B 

7910160491* 

50-338 

B 

7910160493 

50-339 

B 

7910160493* 

50-338 

S 

7910160496* 

50-338 

B 

7910160497* 

50-338 

B 

7910170307 

50-2HO 

P 

7910170307 

SO-2BO 

P 

7910170313 

SO-33B 

Q 

7910170343 

50-338 

G 

7910180431 

30-339 

B 

7910190OO1 

50-33B 

H 

791019034,1 

50-339 

B 

7910190379 

30-33B 

11 

791  0190391  » 

50-33B 

R 

7910190386 

30-200 

I) 

7910190391* 

30-2BO 

R 

7910190393 

50-339 

B 

7910190395 

50-33B 

P 

7910190399* 

50-33B 

P 

7910190102 

50-339 

B 

79101904B7 

50-2B1 

P 

7910190303 

50-300 

F 

7910190505 

30-2BO 

F 

7910190510 

50-339 

8 

7910190513 

30-33B 

S 

7910190318* 

30-33B 

S 

7910190533* 

30-33B 

5 

7910230233 

30-33B 

P 

7910S30HB3 

50-338 

P 

7910aaOHB7* 

3Q-33H 

P 

79102202B7* 

SO-33B 

P 

7710230316 

50-339 

A 

7910230216 

90-280 

a 

7710S3Q2I6 

50-280 

a 

7710230460 

50-280 

s 

7910230461* 

50-280 

s 

7910230504 

50-404 

s 

79I02303O4 

50-404 

e 

79I02305&8 

50-280 

p 

7910230S&8 

50-SSO 

p 

7910340037 

50-280 

a 

7910240037 

50-SBO 

a 

79)0340037 

90-2SO 

a 

7910240037 

50-280 

a 

7910S4QQ14 

30-2BO 

a 

79I0240O11 

so-aso 

a 

7910240041 

30-280 

0 

7710S40Q14 

30-2BO 

a 

791024Q3&4 

90-338 

s 

7910240375* 

30-33B 

s 

79102403B3 

50-33B 

s 

7910340402* 

50-338 

3 

771  0240408 

50-338 

Q 

7910240420* 

50-33B 

B 

7910240544 

50-B80 

P 

7910S40344 

30-2BO 

P 

7910240314 

50-280 

P 

7910240344 

30-380 

P 

7910240553 

50-281 

S 

7710240363* 

30-EB1 

G 

7710S40991 

50-33B 

B 

7910240596 

30-2B1 

P 

79103404.09* 

50-33B 

B 

7710340630* 

30-330 

B 

7910240642. 

50-33B 

8 

7910340670* 

30-33B 

B 

7910S40677 

50-404 

A 

7710S40677 

30-404 

A 

7710240679* 

30-33S 

B 

7910250333 

50-33B 

P 
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AUTHOR 
AFFILIATION 

ACCESSION 
NUrtflER 

SUBJECT 
CATEGORY 

7910250263(1 
7910260037 
7910360150 
7910,260267 
7910260267 

50-33B         P 
50-2  BO         Q 
50-230         P 
50-338         Q 
50-338         0 

791029027O 
7910390270 
7910290370 
791Q290277* 
7910270277* 

SO-2BO         P 
30-280         P 
50-2BO         P 
50-2BO         P 
30-250         P 

7710270277* 
7710270314 
79  1  0300  14O 
7910300143 
79103  001  41* 

30-280         P 
30-339         S 
30-339         A 
30-338         P 
3Q-33B         P 

79  1030  0146 
79103  OOI4B 
791  03001  4B 
7910300MB 
7910300131 

50-SBO         P 
50-2BO         P 
SO-2HO         P 
30-HBO         P 
50-2B  1          P 

7910300205 
7910300210* 
791030QH43 
7910300216" 
79  1030  0249* 

30-336         fl 
30-330         H 
30-33B         B 
SO-33B         B 
50-33B         S 

7910300324 
7910300334 
7910300324 
7910310378 
7910310280* 

50-2SO         P 
30-280         P 
5Q-2BO         P 
SO-2BO         S 
50-2BO         3 

7910310342 

791O3103S2* 
791031O37I 
7910310412 
7910310417* 

S  0-230         S 
SO-2BO         8 
BO-33B         P 
BO-33B         B 
30-33B         8 

Virginia   Tech 

7910310432 
7910310442* 
7910310447 
791031O433* 
791G1B0069* 

50-339         fl 
30-338         B 
50-330         fl 
50-338         9 
CONTRACT 

Virg  inia,     State   of 

7910190392 
7910330436 
79  1  0090335 
7910090903 
7910160593 

50-134         F 
50-124         J 

nn 

PR 
30-339         H 

Virginia,     Univ,    of 

7910100440* 
791O33044B 
7910230660 
79  10390439 
7910030693* 

COMMISSION 
WASTE   MOT 
50-33B         0 
PRDJ 
30-62            Q 

U.     J,     Hflolleg   Co, 
Ha4leri     Evans   Jc  Gordon 
Waihlnflton   Public   Pnuior    Supply    System 

79101  70139 

7910110036 
7910030373 
791O0307B7 
791O040117* 

XPORTLIC 
50-456         0 
30-397        Q 
50-397         Q 
50-460         Q 

7910040194 
7910040190 
7910040194* 
771004Q196* 
7910040199 

30-50S         Q 
30-397        K 
5O-397        K 
50-397        K 
5O-397        K 

7910040201* 
7710130133* 
791Q160S07 
791017027S- 
791OS304B2 

50-397        K 
30-377        K 
50-397         1 
50-377        K 
30-397         B 

7910H3O4B4* 
7910240376 

791024OB76 
7710340380* 
791034O3BO* 

50-397        8 
50-460         S 
30-4AO        8 
5O-4&0        S 
30-460        B 

Maihlngtan   Star 
Washington  Stats  Univ. 

7910290072 
7910110437 
791O1A0231* 
7910020193 
791O19O456 

KEGGD 
30-320        P 
FD1A 
71-9034 
30-27            F 

Washington!    State   of 
Washington,    Univ.    of 

7910H90354 
791023042B 

7710030664 
7910030396* 
77101B0006 

50-a?       <J 

WASTE   MOT 
ACRE 
90-10          P 
NLJREO 

Wast   Chicago,     IL 

79  10  IB  007  A* 
7910220229 
7910310337 
7910310247 
.  791Q2HO521 

CONTRACT 
NUREO 
NUREO 
NUREO 
40-SOil 

AUTHOR 
AFFILIATION 

ftCCESSIDN 
NUMBER 

SUBJECT 
CATEGORY 

He^t  Virginia    Univ. 

7910100379 

50-127        P 

Went  Virginia.,    State    of 

7910240332* 

50-330        P 

WEBtBrn  Nuclear,     Int.     Cnubs,     of   Phelps 

7910110338 

40-1163 

Dotf|)a   Corp.  ) 

79I033O707 

40-1162 

7910290433 

40-  1  1  62 

Uffli  tingfi  OUSB   Electric    Corf. 

791001O110 

XPORTLIC 

791001O31B 

XPDDTLfC 

7710010326 

XPORTLIC 

7910020012 

XPOflTLIC 

7710020  16B 

KPOfiTLIC 

7910020174 

XPOF1TLIC 

7910020179 

XPDRTLIC 

7910020363 

TOPREf 

7910020374* 

TOPREP 

7910020711 

XPQRTLIC 

7910020714 

XPORTLIC 

771002O716 

XPORTLIC 

79100207B3 

71-231 

7«M  00207  B6» 

71-231 

791003020B 

XPORTLIC 

7910030234 

XPORTLIC 

7910030333 

XPORTLIC 

7910030335 

XPORTLIC 

7910040301 

TQPREP 

791  004034  l» 

TOPREP 

7910040362 

XPDRTLIC 

7910040425 

71-9009 

79  1  0090373 

9O-429         P 

79  100904  89 

XPOHTLIC 

791009050? 

XPOflTLIC 

7910110014 

PH 

7910110113 

PR 

79101  10318 

TOPREP 

79  1O1  20130 

XPDRTLK 

7910120320 

TOPflEP 

79  1OI  30333 

TCPflEP 

791OI7011S 

TDPREP 

791OI  70162 

XPOflTLIC 

79101701BI 

REOOD 

7910170320 

*PORTLIC 

7910190146 

70-1131 

7910170520* 

TOPJfEP 

79101  905S2» 

TDPflEP 

791OS201&6 

70-  1  1  43 

71  t  0330  139 

XPORTLIC 

7910230657 

40-6304 

79102SD226 

90-574        0 

79102600B3 

XPORTLIC 

79103600BB* 

XPDRTLIC 

7910290407 

XPDRTLIC 

79102904H 

71-9009 

7910300116" 

FDl/i 

7910300121K 

FDIA 

7910300126* 

FDIA 

7710300130" 

FDIA 

7710300133" 

70-22S6 

791  0300  13BI1 

F01A 

7910300152 

TOPREP 

79103003B9 

TOPREP 

79103003B9* 

TOPREP 

7710310003 

F1ES 

7710310045 

XPPHTLEC 

7710310067V 

70-1U3 

UestlnghouoB   Ela-ctrlc    Corp.,    Nuclear 

771O30011B» 

TDPflEP 

Energy    Byatoma 

Uaitlnghouis  Electric    Corp..    PUR   Sgi-turaa 

7910300113 

TOPREP 

Div. 

Westinahouia   Else  trie    Carp.,    Mynming 

7910100721* 

FOIA 

Mineral    Corp. 

7910100722* 

FOIA 

7910100724* 

FOIA 

7910100  7S7* 

FdlA 

Ue»t  Inghmna   Oper-atlng    Plants   Owners 

7910190517 

TOPREP 

Ornup 

7910190920* 

TOPREP 

7910190522* 

TOPREP 

Ml  HI  am  «<  Hary,    College   of 

79102B0003 

70-725 

Hind  ham  Cqmmunitij    Mxnorial 

7910310439 

REGQD 

Wisconsin   Cantrl  f  jgal,     Inc. 

7910080434 

71-337 

79  I003043a» 

71-339 

Wisconsin   Electric   Powsr   Co. 

7910010213 

50-266         P 

791  0020  12B 

SO-26*         Q 

79  1  0020344 

90-266         S 

791  0030347  » 

50-866        8 
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71  1  0020426 

60-266 

(1 

79IC-D204S6 

80-266 

a 

7910020400 

30-266 

a 

79100304BO 

50-266 

a 

7910O204B4 

50-266 

F 

791O0204B4 

50-266 

F 

791QO40279 

50-50S 

I 

7910050144 

50-266 

P 

791C-090035 

50-266 

P 

79100907B6 

50-266 

a 

7910110370 

30-266 

p 

79101202B1 

50-266 

p 

7910130221 

50-266 

p 

79I012022H* 

30-266 

p 

7910150201 

50-266 

Q 

77101  SOD39 

50-266 

s 

7910130346* 

50-266 

s 

7910160376 

50-266 

n 

791  Oil  60360* 

50-266 

R 

7910L70-J17 

50-266 

j 

7910170417 

50-266 

j 

7910100-162 

50-266 

a 

7910100-163 

50-366 

a 

7910190117 

50-301 

s 

79101901E9* 

50-301 

S 

7910330039 

50-501 

A 

79  1  O3Z02B3 

90-266 

a 

7710220EB2 

50-266 

0 

7910320336 

30-H66 

p 

791O3H0336 

30-266 

p 

7910250327 

50-30E 

c 

7910230359 

50-S66 

p 

79103&0295 

30-266 

j 

7910260421 

50-30H 

A 

7910390104 

FJEOOD 

791  0290  16B 

REOOD 

Wisconsin  Public   S*rvic»   Corp.                             7910050107 

50-305 

P 

7910050114 

30-305 

a 

7910050365 

50-305 

Q 

79100907B5 

50-303 

Q 

791OI10403 

30-305 

a 

79  101  30197 

30-305 

Q 

791OI505H 

SO-305 

F1 

791O190523* 

30-305 

n 

791O17O319 

30-309 

p 

7910330339 

SO-30S 

0 

7910230471 

90-305 

p 

7910330364 

50-309 

p 

79102S02A6 

90-303 

p 

79103302B7 

30-309 

p 

7910350390* 

30-309 

p 

79103602B3 

90-30S 

B 

7910360330* 

30-30S 

S 

791O26O33IK1 

30-303 

B 

7910360364 

SO-305 

0 

AUTHOR 
AFFILIATION 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

7910300161 

30-305    P 

7910300326 

50-305    a 

7910300227* 

50-305    8 

7910300253 

50-309   P 

Wisconsin.  State  of 

7910330409 

HASTE  HOT 

Wisconsin.  Univ.  of,  Madison 

7909210336 
7910230333 

50-156    Q 
30-156    J 

Woliver,  J.  D. 

7910030713 

50-338    0 

Uooduard-Clijde  Consultants 

791003O3BB* 
7910300434* 

50-3      11 
50-133    0 

Worcoater  Polytechnic  Inat. 

7910020406 
791005O330 

30-134    I 
50-134    K 

791005Q533* 

SO-  I  34    K 

791030O160 

50-134    J 

Wyoming  Mineral  Corp, 

791003O619 

40-8503 

79I003O633* 

40-8303 

791003O6Q1 

40-BS02 

7910160160 

40-asoa 

791016Q16S* 

10-B302 

7910240633 

40-B303 

7910240643 

40-B30H 

7910240638* 

40-8502 

7910240673 

40-8502 

Hijomlngr  State  of 

7910110033 
79I023O286 

40-1162 
4Q-S721 

7910230423 

WASTE  MOT 

791034O716 

PROJ 

Yd  IB  Univ. 

7910310441 

fiEQOD 

Yankee  Atomic  Electric  Co. 

79iaoaiHao* 

50-36B   A 

7910030279* 

30-39    Q 

7910030679 

SO-29    P 

7910040033 

PR 

7910040133 

BO-29     Q 

7910030277 

50-39     P 

7910100116 

50-29     P 

7910100376 

SO-29    P 

7910110331 

30-39    B 

79101  1O333« 

30-29     B 

7910110126 

30-39     P 

7910110431* 

30-29     P 

79101  SO343 

50-29     F 

7910160374 

30-29    R 

7910160373* 

30-39    H 

79JQ160142 

80-29    J 

7910170S69* 

30-309   P 

79101BQ111? 

30-29    Q 

79I019O174 

30-29     B 

7910230906 

30-39    J 

7910240611 

30-29    P 

7910240736 

REOOD 

7910390260 

50-H9     P 

791031OS36 

SO-29    Q 

The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 


gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 


An  asterisk  following  the  accession  number  in  this  index 
indicates  that  the  document  is  an  enclosure  to  another 
document.  To  obtain  the  accession  number  of  the  principal 
document  under  which  the  enclosure  is  listed,  refer  to  the 
Index  titled  "Cross  Reference  of  Enclosures  to  Principal 
Documents." 
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7910020396 
7910020320 
7910-100363 
7910170479 
7910170407 

7910020296 
7910020320 
7910120263 
7910170479 
7910170407 

RE0 
RE0 
RE0 
RE0 
RES 

NRC-04-76-215 
NRC-04-79-179 

7910170493 
7910170303 
7910170309 
7910170317 
7910170344 

7910170493 
7910170503 
7910170509 
7910170517 
7910170344 

flEB 
RE0 
RES 
RE0 
REB 

• 

7910170947 
7910170357 
7910170366 

7910100001 
7910180002 

7910170347 
7910170357 
7910170866 
7910100001 
7910100003 

RES 
RE8 
RES 
RES 
RES 

ORNL/FTR-6BS 
DRNI/ED/EA8-79/ 

7910160003 
7910160004 
79101BOOOB 
7910180007 
7910230003 

7910100003 
7910190004 
7910100003 
791Q1SOQ07 
7910230085 

RES 
RE8 
RES 
REB 
TOPREP 

CAAP-TR-033 
CAAP-TR-037 
CAAP-TR-056 
NRC-04-74-1BO 
4141/ML-3 

7910S9Q037 
7910390039 
791029004H 
7710390044 
7910590060 

7910290037 
7910390039 
791029004H 
7910290044 
7910290060 

REB 
RE0 
RES 
RE0 
REB 

ORNL/FTR-691 
QRNL/ED/EAB-79 
ORNL/ED/E1S-1Q3 
BTAT-791005 
NRC-04-79-1B4 

7910300208 
7910300212 
7910300491 
7910300434 
7910300457 

791030020B 
791Q300B1H 
7910300431 
7910300434 
7910300437 

REB 
RE0 
RES 
RE0 
RES 

BNL-NUREO-26617 
TFDP-TR-332 
LTR    141-122 
BEMI-TR-OQ9 

7910300460 
7910300470 
7910300473 
7910300401 
7910300404 

7910300469 
7910300470 
7910300473 
79103004S1 
7910300404 

RES 
RES 
RES 
RES 
RES 

NRC-O4-74-1BO 
NRC-04  -76-213 
ORNL/FTR-722 

771  030054  6 
7910300363 
7910310004 
7910310005 
7910310043 

7910300546 
7910300562 
7910310004 
7910310003 
7910310043 

RES 
RES 
RES 
RES 
RE0 

ORM./HABRD-50 
6EM1-TR-011 

7910310509 
BAH-  1360 
CE-l-A 
CE-I-A 

CEN-114    (B) 

7910310309 
7910190414» 

7910040323* 
7910040331* 
79101  5Q59H* 

RES 
50-312        P 
TdPREP 
TQPREP 
50-317        Q 

EUR  3512 

9ADR-33 
HEDL-T1  -73002-  37 
NEDO-IOQB4-2   VI 
HEDO-100B4-2   V3 

79  100309  10* 
7?10030664" 
7910130343* 

77102301  16* 
79102501  19* 

30-244        Q 
71-6346 

PROJ 
71-9001 
71-9001 

14039 

143B1 
14351 

NEDO-33697 
NEDD-a4Qll-A-l 
NEDD-241B8A 
NEDD-a4197 
NEDD-24209 

7910170344* 
7910160603* 
7910120233* 
7910110421* 
7910100409* 

TOPREP 
TOPREP 
30-334        P 
30-263        P 
30-2B9        P 

7BNED2B7 

79NE0S97 
79NED294 

REPORT 
NUMBER 

ACCESSION 
NUMBER 

SUBJECT 
CATEGORY 

OTHER    REPORT 
NUMBER 

MEDO-24220 
NEDQ-242ao 
NEDO-a4539 
NEDO-243-ia 
NEDO-34&45 

791  030034  B* 
79101O0395* 
791O17O139* 
7910170129" 
791O17O150* 

50-331        P 
30-271         P 
TQPREP 
TOPREP 
TOPREP 

79MED306 
7BMED293 

NEDD-35116 
NSP-37-031 
NUHEO-0020  V3  W? 
NUREO-O123 
NUREG-O3BO  V3  Hit) 

791O1G02B6* 
7910130331" 
7910260192 
791O020640 
7910300036 

TDPREP 
50-263         Q 
NUflEO 
NUflEO 
WJflEO 

a 

NUREO-03SO  V3  H? 
NUREO-0424 
NUREO-0475 
NUREO-O527 
NUREO-OS10  Vt   N7 

7910100704 
7910020145 
791O3101B8 
7910020413 
7910030447 

NUREB 
50-S6B        E 
NUREO 
NUREC 
NURE8 

NUREO-05BO  V3  N5 
NUREC-05B1 
NUREO-06D6   VI    Nl 
NUREO-0610 
NUREO-0611 

7910020361 
7910330136 
7910100709 
7910170151 
79  102903  12» 

NUREO 
NUREO 
NUREO 
NU.REO 
NUREO 

NUREC-D616 
NUREO-0625 
NUREC/CR-0343 
NUREO/CR-046B 
NUREG/CR-0474 

7910260473* 
7910010498 
7910100707 
7910220162 

791022032-9 

NUflEO 
NUREO 
NUfiEQ 
NUfiEO 
NUflEO 

SAN  D7B-  1990 

NUREO/CR-050& 
NUREO/CR-0310 
NUREO/CR-059B 
NUREO/CR-0636 
NUREO/CH-0654 

7910010351 
791029049S 
7910300463 
7910030453 
7910220117 

NUREO 

NUREC 
NUREO 

NUREQ 
NUREO 

QRNL/NUREO-32 
Y/DA-7931 
LA-7646 
BAND79-0263 
SAND79-0324 

NUSEO/CR-Olbfl7 
NUREO/CR-0713 
NUREO/CR-0725 
NUREO/CR-0774 
NUREO/CR-OS01 

7910230049 
7910220173 
7910030477 
7910010512 
7910310237 

NUREO 
NUREO 
NUREQ 
NUREO 

NUREO 

PNL-B937 
SAND79-OJ.17 

NUHEO/CH-0002  V5 
NUREO/CR-0013 
MUREO/CH-0017 
NUREB/CR-001B 
NURED/CR-OB26 

7910310247 
791  CO  10473 
7910O90060 
7910030107 
79100-30033 

NUREO 
NUREO 
NUREO 
NUREO 
NUREO 

ORNL/NUREO/TM-3 
OHNL/NUREO/TM-3 
BAND79-1038 

NUREG/CR-OS35 
NUREO/CR-OB36 
NUREO/CR-OB39 
NUREO/CR-OB61 
NUREO/CR-Ofl65 

7910010522 
7910020373 
791022O373 
7910100711 
7910180006 

NUREO 
NUREO 
NUREO 
NUREO 
NUREQ 

PNL-3033 
HEDL-TME  79-33 
HEDL-TME  77-1 
ORML/NUREO/NaiC 

NUHEO/c«-o0ag  vi 
NUHEo/'CR-oaas  ua 

NUflEO/Cfl-0899 
NUHEO/CR-0902 
NUBEO/CH-0903 

7910100714 
7910030101 

7910310243 
7910030063 
7910310006 

NURES 
NUREO 
NUREO 
NUREO 
NUREO 

TN-S96 
TN-H96 
OHNL/NURE9/TM-3 
TREE-  1333 
TREE-1334 

NUHEO/Cn-0907 
NUREO/CR-090? 
NUREO/CH-0913 
NUREO/CR-0919 
NUHEO/  CR-0921 

7910020650 
7910B20363 
7910260489 
7910100716 

7910230330 

NUREO 
NUREO 
NUREO 
NUREG 
NUREO 

TREE-1374 
NRC-04-73-1B2 
SAND79-1337 
ORML/NUREO/N0IC 
8AND7B-ai9H 

495 
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NUREQ/CR-092B 
NUREO/CR-093fl 
NUHEO/CR-0939 
NUREG./CR-0912 
NUBEG/CR-094S 

7910030464 
79IO100717 
7910220311 
7910220151 
79  1O3  10239 

NUREQ 
NUREG 
NUREG 
MUREG 
NUREG 

BAND79-1372 
AML-CT-79-42 

NUF)EO^<:R-09SO 
WUREO/Cfl-0959 
NUREG/CR-096A 
NUREO/CR-0976 
MUREQ/CR-0979 

7910230157 
7910260474 
79  1  0300072 
7910100712 
7910020339 

NUREG 
NUREG 
NUREQ 
NUREG 
NUREG 

TREE-  1390 
LA-7944-MB 

NUREO/CR-0991 
NUREO/CR-0992 
NUREG/CR-0997 
NUREO/CR-0997 
NUREO/CR-lOOl 

791  0220  1B9 
7910220145 
7910220493 
79101B0843 
7910310193 

NUREG 
NUREG 
NUREG 
NUREG 
NUREO 

BKI-203A 

UCLA-12-1192 
UCLA-12-1193 
ftNL-7B-60 

NUREO/CR-1005   VI 
NUREQ/CR-1003    V2 
NUREG/CR-1013 
WUREG/CR-10H 
NUREG/CR-1018 

7910220168 
79  1  0230053 
7910220125 
7910030077 
7910220405 

NUREO 
NUREO 
NUREO 
NUREO 
NUJ1EG 

MLM-3613 

•MUREG/CR-1O19 
NUREG/CR-10SO 
NUREG/CR-1021 
MUREG/CR-1093 
MUREQy  TM-0337 

7910220509 
7910220139 
7910310047 
791Q110437* 
79I00104B5 

NUREO 
NUREG 
NUFtEQ 
50-320         P 
RES 

MUS   3367 
•DRM./CBD/TM-77 
ORWL/EWQ/TM-IB 
HftB-1199 
RE-A-79-045 

79IO210535* 
79  100901  94« 
7910050ISU 
791O39023B* 
791  0300034* 

SO-361        K 
71-9853 
71-9853 
71-350 
50-155        P 

14IO1 
14101 

14317 

RIL-SB 
SEC  V-7  6-264             IH 
SEC  Y-7  6-264  A 
BEC  Y-7  7-603 
SECY-7B-2?a 

7910030B4Q 
791O300I57* 
791O30O153* 
791030011B* 
79IO090034 

REB 
FDIA 
FDIft 
F01A 
BECY 

REPORT 
NUMBER 

ACCESSION 
NUMBER 

&UDJECT          DTHEfl    fiEPDRT 
CATEOORV               NUMBER 

SECY-7B-277 
SECY-7B-291 
SECY-79-C04 
SECV-7-J-100/J 
BECY-79-1B2B 

79  I  0020679 
7910050596 
79  1  005  0273 
791Q29G153 
791O31O132 

SECY 
SECV 
SECV 
30-974         0 
SECY 

5ECY-79-1BB 
SECY-79-190 
BECV  -79-200  A 
SECY-79-S18C 
SECV  -79-33  OE 

791OO90034 
79  1  OO9O020 
79  1  022O129 
791Q310022 
791QO20236* 

SECY 
BECY 
EECY 
SECY 
10CFR 

SEC  V-  79-330  E 
BEC  V-  79-342  A 
BECV-  79-312  B 
SECY  -79-39  7  A 
BEC  Y-  79-468 

79  1  OO2Q279» 
791O31O177 
791O29G142 
79  1  01  90507 
791O19O1S1 

10CFR 
SECV 
SECY 
-SECY 
SECY 

BEC  V-  79-173 
SECY  -79-  179 
SECY  -79—199 
SECY  -79-501 
SECY  -79-5  1  A 

791Q21O262* 
791016G5B3* 
791Q02Q539* 
7910Q9G20B 
791O31O17! 

PfiOJ 
10CFH 
10CFR 
BECY 
SECY 

SECY  -79-  529' 
BECV  -79-530 
SECV-79-S37 
EEC  V-  79-551 
SECY-  79-53  D 

791O19O313 
791O0303B! 
791O31O147 
791O24O357 
79  1  0320432 

50-330        P 
50-397         M 
BECY 
BECY 
BECY 

SECY-79-577 
BECY-7f-71B 
TDR-Trtl-16 
VEP-FltO-3.3 
WCAP-B785 

7910B2010& 
791O22O11Q 
791OI9O17B* 
791OO2O1B2* 
'      791Q300MB* 

BECY 
BECY 
50-3SO         0   TDR-TMr-116 
SO-2BO         P 
TOPREP 

WCAP-9904-A 
HCflP-9529 
HCAP-95H7 
HJI~B~  78-002 

791002O371* 
7910300369* 
791O01O341* 
791O32O26U 

TPPfiEP 
TOPREP 
TOPHEP 
TOPREP 

CROSS  REFERENCE  OF  ENCLOSURES 
TO  PRINCIPAL  DOCUMENTS 


The  subject  category  column  in  this  index  gives  the  docket 
number  and  the  symbol  for  the  category  of  information 
within  that  docket;  for  example,  50-320P.  The  docket  subject 
categories  are  defined  in  Appendix  A. 

Subject  categories  for  nondocketed  items  are  also  entered 
in  this  column  by  symbol;  for  example,  ACRS.  These  cate- 
gories are  defined  in  Appendix  B  and  listed  in  the  Contents. 

ACCESSION  NUMBER 


Items  listed  as  enclosures  are  those  indicated  by  an  asterisk 
following  the  accession  number  In  the  indexes.  The  second 
column  gives  the  accession  number  of  the  principal  docu- 
ment under  which  the  enclosure  is  listed.  Knowing  the 
accession  number  of  the  principal  document,  the  date 
Issued  and  the  category  enables  locating  the  title  listing  of 
the  enclosure. 


ACCESSION  NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7902260604 
7704130330 
7906190939 
7909030223 
7909130067 

7903260397 
7904130316 
7906190531 
79090SOS1B 
7707130056 

79/05/01 
79/04/09 
79/03/15 
77/11/OB 
79/04/2B 

30-2BO    G 
30-133    0 
50-330    8 
30-320    0 
30-237    0 

79091  7031  fl 
790921015B 
7909210403 
7909210475 
7909340184 

7907170313 
79Q721O154 
79Q921Q3BB 
79Q721Q3BB 
790"724O179 

79/08/2B 
79/OB/16 

77/OB/13 
79/08/13 
77/OS/19 

40-2061 
COMMIES  I  OH 
90-319   S 

3o-3i6   a 

30-330    0 

79Q9S40602 
79092S0433 
7909260130 
79092601  31 
7909S7019Q 

790724O997 
7909350450 
7909260123 
790726Q146 
790927O1S3 

7-7  /OB/  12 
79/07/13 

79/08/02 
79/OB/07 
77/06/14 

90-330    P 
90-437    0 
90-311    0 
90-44S   H 
COMMISSION 

7909270193 
77092701  96 
7909370  199 
7909270203 
7909370211 

790927O1B2 
770737O1B2 
7909270182 
7907370102 
790727O1B2 

77/OB/14 
79/OB/14 
77/OB/14 
79/OB/14 
77/OB/14 

COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

79092B0079 
79092BQ330 
79092BQ461 
79092B0463 
79092B0466 

79072BO07Q 
79092BQ319 
79072B  449 
79092BO449  . 
79072BO44S 

79/08/27 
79/08/24 
79/08/13 
79/08/13 

79/08/13 

7O-143 
COMMISSION 
COMMISSION 
COMMISSION 
COMMISSION 

79092B0469 
79093B0504 
7909290021 
7910010024 
7910010027 

79092BQ445 
79Q7S8Q49B 
7909290017 
791OQ10019 
7910010016 

79/08/13 
79/09/24 
77/08/2B 
79/08/24 

77/07/26 

COMMISSION 
30-546   G 
40-B432 
5O-315   0 
30-269    P 

7910010034 
7910010035 
7910010037 
7910010046 
791001004S 

7910010033 
791O01O016 
7910010033 
791O01O016 
.  791O01O045 

79/07/31 
79/09/26 
79/07/31 
79/09/26 
79/07/01 

90-341    Q 
30-269   P 
30-341    Q 
70-2623 
CONTRACT 

791Q010QSS 
7710010034 

791Q010Q3B 
7910010063 
7910010066 

7910010016 

7910010049 
7910010016 
7910010031 
7910010016 

79/09/36 
79/08/08 
79/09/36 
79/09/12 
79/09/26 

70-2623 
70-36 
30-206   P 
30-266   Q 
3O-324   P 

7910010067, 
7910010077 
79100100B3 
791001Q09S 

7910010094 

7910010061 
7910010016 
7910010016 
791O01O016 
791001008B 

77/OB/17 
79/09/26 

79/07/B6 
79/09/26 
77/QB/O7 

PT9 
90-324   P 
FQIA 
FOIA 
5O-331    0 

7910010096 
7910010105 
7910010106 
7910010109 
79100101  IS 

7910010016 
7910010103 
7910010097 
7910010103 
7910010103 

79/09/36 
79/OB/2B 
79/09/13 
79/OB/2B 
79/OB/28 

5O-324   P 
SO-412   Q 
O.A979 
90-412   0 

go-4  1  2   Q 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7910010113 

7910010097 

79/09/12 

QA999 

7910010119 

7910010100 

79/09/OB 

CONTRACT 

7910010116 

7910010103 

77/oa/as 

50-413         Q 

79100101  IB 

7910010077 

79/09/12 

QA779 

7910010121 

7910010077 

79/09/12 

QA977 

7910010131 

7910010130 

79/OB/24 

50-333         fl 

791001013B 

7910010151 

79/03/19 

50-3  3B         Q 

7710010162 

7910010155 

79/08/20 

50-239         0 

771Q010164 

7910010154 

77/OB/15 

50-3  3  E)         0 

7910010174 

771001O16B 

79^08/33 

30-413         Q 

77IQQ1Q1B3 

7910010179 

79/C7/2B 

SO-4  1  6         K 

7910010169 

791001  01  B4 

79/07/19 

50-202         Q 

7910010215 

7910010209 

77/07/31 

50-2  1  3         P 

7910010324 

7910010233 

79/07/2B 

90-528         A 

7910010227 

7910010331 

79/09/20 

50-BS4         Q 

7910Q1034B 

79)0010339 

79/Oa/tD 

50-10            Q 

71  1001  0352 

7910010210 

79/09/30 

CONTRACT 

7910010396 

7910010333 

79/09/17 

SECY 

7910010372 

7910010267 

79/07/O1 

CONTRACT 

7910010277 

7910010292 

77/09/26 

30-333         B 

771001037B 

7910010293 

79/09/31 

50-336        B 

7910010399 

7710010393 

79/08/27 

90-327         S 

7710010304 

7910010300 

77/07/17 

50-317         B 

7910010308 

7910010306 

79/09/26 

90-413         R 

7710010310 

7910010305 

77/06/29 

50-5  IB         B 

79100103  IS 

7910010307 

77/09/SS 

50-317         B 

7910010319 

7910010317 

79/09/29 

50-23  1         P 

791001032O 

7910Q1031& 

79/09/13 

30-43B        B 

7910010332 

7910010317 

77/09/39 

50-321         P 

7910010327 

7710010324 

79/09/23 

30-369        A 

7910010329 

791001O3S5 

79/OB/09 

50-334        a 

7910010333 

79100  1«333 

77/07/07 

CONTRACT 

7910010337 

7910010333 

77/O7/05 

50-439         S 

7910010346 

7710010339 

77/O9Y1-) 

50-390         B 

7910010333 

79100103fl2 

77/07/26 

30-333         S 

7910010356 

7910010354 

77/07/25 

50-243         S 

7910010361 

791001035B 

77/O7/33 

30-249        S 

7910010371 

7710010336 

79/OB/OB 

50-272         Q 

7910010375 

7910010367 

77/07/B4 

50-269         S 

7910010379 

7910010374 

79/O7/13 

90-413        Q 

7910010363 

7710010377 

79/C7/14 

50-251        B 

7910010386 

7710010374 

77/07/12 

30-413        Q 

7910010391 

77100103B9 

79/07/20 

30-346        Q 

7910010394 

77100103H9 

77/O7/20 

30-346        a 

7910010397 

7710010373 

79/OB/09 

50-272        Q 

791001039? 

7710010376 

79/07/21 

50-331        8 

7910010405 

791O01040I 

77/07/S6 

30-317        S 

7910010415 

7910010409 

79/07/35 

30-243        S 

791001Q4S3 

7910010417 

77/O7/21 

50-3S1        8 

7910010425 

7910010423 

77/07/17 

50-32  1         S 

497 


498 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PHIMCIPAL 

DOCUMENT 

DATE 
I  SSUED 

SUBJECT 
CATEGORY 

7910010435 
79  1OQ  10142 
7910010449 
7-3100  10474 

7910010476 

7910010430 
7910010439 
791001044.6 
7910010469 
791O010469 

79/O9/2O 
79/09/24 
79/OB/O3 
79/09/O5 

79/09/05 

50-277         8 
50-3  1  7         8 
71-flO 
71-9033 
71-9033 

7910010319 
7710010337 

7910010600 
7910010602 
7910010419 

791001QS16 
791O01Q5B4 
791001059B 
7910OIQ39B 
79I001061B 

79/09/01 
79/07/13 
79/07/12 
79/07/12 

79/O9/09 

71-141 

90-329         Q 
30-272         Q 
50-272         Q 
71-92 

7  9100  10-66.4 
7910010683 
7910010697 
7910010720 
7910010733 

791OD1D66O 
7910DIO676 
79100106,91 

7910010713 
79IG010729 

79/05/01 
79/07/01 
79/OB/14 

79/09  /O7 
79/08/23 

CONTRACT 
CONTRACT 
CONTRACT 
90-324         H 
30-2B2         0 

7910010735 
7  91001  07  B2 
7910010733 
7910010735 
7910030002 

7910010729 
7910010774 
79I00107BO 
7910010730 
7910030  OOI 

79/OB/23 
79/OB/QB 

79/09/03 
79/09/05 
79/OB/Q3 

50-292         Q 
30-219         Q 
30-280         Q 
30-2BO         0 
SO  -3  63         0 

7910020004 
7910020006 
79  1  0030003 
7910020010 
79100BOO20 

7910020003 
7910020005 
791O030007 
7910020009 
7910020013 

79/OB/09 
79/OB/3O 
79/09/09 
79/O9/05 
79/09/19 

50-309         Q 
Pl> 

71-6275 
71-5026 
50-373         P 

79  1  003003  1 
791  002002  5 
7910030036 
7910020039 
791002Q03B 

79  100300  IB 
7910030022 

79  1  OOHOO33 
79  1  0020023 
79IOO2QQ33 

79/09/1  3 
79/O9/03 
79/07/33 

79/07/25 
79/00/27 

SO-B72         P 
71-SB94 
90-3              0 
50-3              0 
CONTRACT 

7910020039 
7910-020041 
7910020043 
7910020043 
79  1002  0016 

7910020034 
7910020035 
7910020037 
7910020037 
7910O20Q10 

79/OB/1B 
79/09/14 

79/09/14 
79/09/1  4 
79/O9/17 

50-454         0 
71-6406 
50-333         Q 
30-338         0 
CONTRACT 

7910020049 
791  0020050 
7910020051 
7910020052 
79I002O057 

7910020037 
7910020034 
7910020037 
7910020047 
7910020053 

79/09/14 

79/03/18 
79/O9/14 
79/09/11 
79/09/13 

30-33  B         0 
30-154         0 
50-336         Q 
71-9022 
CONTRACT 

7910030099 
791OO2OO63 
7910020077 
79100300B1 
7910020083 

7910020037 
7910030061 

7910020069 
7910020073 
7910030071 

79/09/14 
79/09/13 
79  /OB/  09 
79/08/33 
79/OB/OB 

50-33B         (1 
CONTRACT 
50-446         0 
&0-354         0 
50-373         Q 

7  710020091 
7910020106 
791O0301O7 
7910030113 
7910020113 

7  910030098 
7910020100 
7910020101 
7910020090 
7910020110 

79/09/14 

79/QB/23 
79/09/23 
79/OB/17 
79/09/17 

CONTRACT 
70-925 
50-339         R 
30-380         Q 
CONTRACT 

791  0030  IS* 
7910020137 
7910020140 
7910O2O13B 
7910030171 

7910O3012O 

7910020131 
79100H0132 
7910020147 
791OO201A3 

79/00/14 
79/OB/05 
79/OB/1S 
77707/35 
79/05/22 

50-4B2         0 
90-397         0 
50-450         Q 
30-335         0 
50-335         0 

7910020173 

7910030307 
791002020B 
79  10  0202  U 
79  J  00202  17 

7910020167 

7910020203 
791  0-09020O 
7910030202 
791OO2O210 

79/09/05 
79/09/13 
79/09/07 
79/09/13 

79/00/06 

50-454         A 
50-369         Q 
30-327        0 
50-269         0 
50-302        Q 

7910020334 
7910-02022? 
7910020330 
7910020237 
7910020343 

79  100202  I  A      . 
7910020222 
7910020316 
7910020233 
7910020233 

79/09/13 
79/03/10 
79/09/13 

79/09/03 
79/09/05 

70-143 
9Q-2BO        Q 
70-143 
30-390         Q 
30-390        Q 

7910020247 
7910030236 
7910030257 
7910020Z69 
7910020279 

7910020233 
7910020241 
7910080233 
7910020233 
7910020341 

79/09/03 
79/07/1.3 
79/09/03 
79/09  /OS 
79/09/13 

30-390        Q 
10CFR 
50-39O        Q 
50-390         Q 
10CFR 

7710030283 
7910020303 
7910020305 
7910030309 
7910020335 

7910020233 
79100B0299 
7910030293 
791  0030  3O7 
7910020323 

79/09/09 
79/09/17 
79/OS/07 
79/09/17 
79/OB/06 

50-390        Q 
71-53 

30-338        0 
71-50 
50-35?        0 

7910030347 
791  00203  SS 
7910030360 
79  1  0030363 
7910020370 

79100BO344 

7910020340 
791002Q33B 
7910030344 
7910020349 

79/09/  1  4 
79/09/27 

79/09/27 
79/09/37 

79/OB/02 

50-366        B 
90-317        B 
50-296        B 
SO-317        S 
50-466        0 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7910020374 

7910Q2O363 

79/06/19 

TDPREP 

7910020376 

7910020373 

77/OB/21 

3O  -329 

0 

7910020386 

791002037B 

79/09/34 

50-219 

P 

79100H03B7 

7710O303B3 

79/O9/36 

50-333 

8 

79100203BB 

79100303B9 

79/O9/19 

50-3 

R 

79100-20394 

79100203B9 

79/09/36 

30-255 

B 

7910020393 

7910020393 

79/09/19 

SO-S34 

R 

7910020403 

7910030396 

79/09/38 

30-155 

P 

7910020404 

7910020400 

79/09/35 

50-3O9 

S 

7910020409 

791003040B 

79/OQ/22 

50-456 

0 

7910020411 

7910030410 

77/OB/OB 

30-337 

a 

7910020414 

7910030412 

79/OB/09 

30-30-9 

Q 

7910020419 

7910020416 

79/OS/07 

30-244 

Q 

7910020430 

7910020417 

79/09/34 

SO-96B 

A 

7910020423 

7910020391 

79/09/2B 

30-300 

P 

7910020427 

79  10020424 

79/09/14 

30-369 

Q 

7910020431 

7910Q204S4 

79/09/14 

30-369 

Q 

7910030432 

7910020430 

79/09/19 

30-367 

P 

7910030435 

7910020429 

79/00/2O 

30-39O 

S 

7710020437 

7910030436 

79  /OB/  17 

PFI 

7910030440 

7910030436 

79/OB/17 

PR 

7910030444 

7910020439 

79/09/24 

50-39O 

S 

7910020443 

7910020442 

79/08/09 

30-220 

a 

791  00204  40 

7910020441 

79/09/31 

50-373 

A 

7910020451 

7910020446 

79/OS/09 

50-245 

a 

7910030459 

7910020437 

79/09/06 

30-393 

B 

7910020462 

7910030433 

79/09/21 

50-39O 

a 

7910020465 

7910020461 

79/09/21 

30-377 

B 

7910020469 

7910030466 

79/09/11 

30-261 

p 

7910030473 

7910020450 

79/09/13 

30-437 

0 

7910020475 

7910020471 

79/09/26 

S0-34t 

S 

7910020406 

79  1  002Q45B 

79/09/13 

30-437 

0 

7910030496 

7910030459 

79/09/13 

lOCFfl 

7910030300 

7910020498 

79/09/28 

30-329 

8 

7910030304 

7910020501 

79/03/24 

30-369 

B 

7910030310 

7910Q3Q50B 

79/OB/34 

30-369 

8 

7910020323 

7910020513 

79/09/04 

30-361 

P 

7910030328 

7910020313 

79/07/04 

30-261 

P 

7910020329 

7910020503 

79/09/13 

10CFR 

7910020533 

7710030315 

79/09/04 

30-261 

P 

7910020340 

7910020334 

79/09/11 

30-200 

P 

7910020343 

7910030534 

79/09/11 

30-2BO 

P 

7910020343 

7910030503 

79/09/13 

IQCFfl 

7910020S4B 

7910020S43 

79/09/17 

71-9033 

791002.0939 

7910020503 

79/09/13 

10CFR 

7910020360 

7910020550 

79/09/25 

30-269 

a 

791002036S 

791003O5B7 

79/09/17 

71-33 

7910020364 

7910020503 

79/09/13 

10CFR 

7910020368 

791002O33O 

79/09/25 

30-369 

0 

791.0030881 

7910020503 

79/09/13 

IOCFH 

7910020392 

7910020503 

79/09/13 

10CFR 

7910020396 

7910020303 

79/09/13 

10CFR 

7910030604 

7910030600 

79/09/08 

50-273 

p 

7910020607 

7910020600 

79/09/08 

30-373 

p 

7910030609 

7910020303 

79/09/13 

10CFR 

7910020612 

7910020600 

79/09/08 

30-273 

p 

7910020617 

7910030613 

79/09/07 

3O-347 

p 

7910020618 

7910030303 

79/09/13 

10CFH 

7910020620 

7910020613 

79/09/07 

SO-247 

p 

7910030433 

7910030619 

79/09/03 

40-BS02 

7910020624 

791O02O613 

79/09/07 

30-347 

p 

791002064B 

7910030638 

79/09/14 

CONTRACT 

7910020652 

7910030647 

79/09/03 

50-4S3 

11 

7910030639 

791O03O654 

79/09/14 

CONTRACT 

7910020665 

7910020663 

79/OB/27 

50-41  S 

B 

7710020670 

7910020662 

79/OB/27 

30-412 

B 

7910020675 

7910020663 

79/09/19 

CONTRACT 

79100206B5 

7910030681 

79/08/29 

50-321 

p 

7910020686 

79100206B4 

79/09/07 

50-303 

p 

7910020692 

791O0206B9 

79/00/39 

OEN  TEC 

IB 

7910020693 

791003069O 

79/08/24 

50-317 

Q 

7910030694 

79)0030690 

79/OB/24 

30-317 

0 

7910020696 

79100S0690 

79/08/24 

50-317 

a 

791O02069B 

7910030690 

79/08/34 

30-317 

a 

7910020699 

791O02069O 

79/00/34 

30-317 

a 

7910020703 

7910030703 

79/09/06 

50-303 

P 

7910030706 

7910020703 

79/07/06 

30-302 

P 

7910020708 

791OOBO703 

79/09/06 

30-302 

P 

7910020717 

791O02O713 

79/09/13 

30-373 

o 

7910020723 

791003O7E1 

79/OB/39 

30-303 

a 

CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7910020735 
7910020761 
7910020763 
7910020770 
7910020775 

7910020721 
7910020739 
7910020762 
7910020769 
7910020773 

79/08/29 
79/09/1O 
79/09/12 
79/09/13 
79/OB/15 

30-305    Q 
71-337 
71-1B3 
71-49 
30-245    Q 

7910020786 
7910020790 
7910020793 
7910020797 
7910020B03 

79100207B5 
7910020739 
7910030793 
7910020796 
7910020779 

79/09/21 
79/09/21 
79/09/14 
79/OB/2S 
79/09/1B 

71-251 
TOPHEP 
40-8027 
37-47 
SO-  26  9    0 

7910020008 
7910020809 
7910020912 
7910020B17 
79  100208  IB 

7910020799 
7910020806 
7910020B10 
7910020813 
7910030799 

79/09/1S 
79/09/HO 
79/09/SO 
79/09/13 
79/07/18 

50-269    Q 
50-275    0 
50-273    0 
TOP  REP 
30-269   Q 

7910020323 
7910030837 
7910030329 
791Q030B35 
7910030B42 

7910020799 
7910020B34 
791002QB34 
791Q020B33 
7910030B41 

79/09/1B 
79/07/19 

79/09/19 

79/08/33 

79/07/24 

80-269   Q 
ORO 
ORO 
40-1341 

50-153    F 

7910020833 
79100BOB39 

7910030003 
7910030009 
7910030011 

7910020853 
7910020B37 
7910030004 
7910030007 
7910030010 

79/07/10 
79/08/16. 
79/09/05 
79/08/23 
79/07/36 

71-228 
50-372    Q 
50-266   P 
50-10    F 
PROJ 

7910030012 
7910030013 
7910030014 
7910030016 
79  1003001  B 

7910030009 
7910030010 
7910030009 
7910030009 
7910030009 

79/07/17 
79/07/26 
79/07/17 
79/07/17 
79/07/17 

PRM 

PROJ 
PRM 
PRM 

PRM 

7910030019 
7910030020 
7910030021 
7910030023 
7910030029 

7910030013 
7910030009 
79  100300  IS 
7910030013 
7910030027 

79/09/14 

79/07/17 
79/09/14 
79/09/14 
79/09/10 

80-317   P 
PRM 
30-317    P 
50-317    P 
50-335    P 

7910030032 
7910030034 
7910030041 
7910030042 
7910030045 

7910030027 
7910030027 
7910030037 
7910030038 
7910030O3B 

79/09/10 
79/09/1O 
79/09/25 
79/09/06 
79/09/06 

50-253    P 
30-235    P 
TOPREP 
SO-20Q   P 
50-330   P 

7910030049 
7910030069 
79100300BO 
79100300B6 
7910030093 

7910030O3B 
791003DO64 
7910030071 
7910030O82 
7910030OB7 

79/09/06 
79/09/04 
79/OS/07 
79/09/14 
79/09/07 

50-380   P 
50-230    P 
PR 
SO-2I9   P 
30-368   B 

7910030097 
7910030144 
7910030133 
7910030170 
7910030171 

7910030082 
7910030127 
7910030146 
7910030166 
7910030163 

79/09/14 
79/09/06 
79/09/1B 
79/09/14 
79/09/1B 

50-219    P 
SO-3B7   D 
CONTRACT 
30-261    P 
CONTRACT 

7910030174 
7910030177 
7910030179 

79100301  B3 
7910030109 

7910030166 
7910030166 
7910030173 
7910030173 
7910030173 

79/09/14 
79/09/14 

79/09/06 
79/09/06 
79/09/06 

30-261    P 
30-261    P 
50-3     0 
30-3     0 
30-3     0 

7910030190 

7910030193 
7910030197 
7910030200 
7910030213 

79100301  82 
7910030179 
79100301  B2 
7910030183 
7910030206 

79/09ha 

79/09/1B 
79/09/1B 
79/09/1B 
79/09/1B 

50-3     P 
CONTRACT 
50-3     P 
80-3     P 
70-143 

7910030219 
791003032S 
7910030232 
7910030247 
7910030293 

7910030206 
7910030206 
7910030206 
7910030239 
7910030239 

79/09/1B 
79/09/1B 
79/09/1B 
79/09/19 
79/09/19 

70-143 
70-143 
70-143 
50-249   P 
30-243   P 

7910030299 
7910030379 
7910030286 
7910030293 
7910030298 

79100302-39 
7910030263 
7910030263 
7910030263 
791003026S 

79/09/17 
79/09/07 
79/09/07 
79/09/07 
79/09/07 

30-343   P 
80-27    a 
50-39    Q 
30-29    Q 

50-39     Q 

7910030303 
7910030318 
7910030316 
7910030323 
7910030325 

7910030297 
7910030297 
7910030297 
7910030300 
7910030297 

79/OB/17 
79/08/17 
79/OB/17 

79/09/2B 
79/08/17 

OA999 

OA999 
OA999 
30-334   P 
OA999 

7910030327 
7910030336 
7910030337 
7910030338 
7910030342 

7910030308 
7910030308 
7910030332 
791  003033  1 
7910030308 

79/09/27 
79/09/27 
79/09/2B 
79/09/21 
79/09/27 

FOIA 
FOIA 
30-38B  '  A 
50-382   0 
FOIA 

ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEflDR1 

1 

7910030347 

7910030340 

79/09/37 

30-338 

B 

7910030348 

7910030308 

79/09/37 

FOIA   ' 

7910030349 

7910030343 

77/08/10 

50-460 

G 

7910030393 

791O030308 

77/09/37 

FOIA 

7910030397 

7910030340 

77/09/37 

30-33  B 

B 

7910030360 

791003030B 

77/09/37 

FOIA 

7910030364 

791O03030B 

77/09/27 

FDIA 

7910030366 

7910030300 

77/09/37 

FOIA 

7910030373 

7910030369 

77/09/24 

50-373 

A 

7910030376 

7910030371 

79/08/31 

71-9033 

7910030392 

7910030372 

77/09/36 

30-319 

B 

7910030399 

79100303BB 

79/09/21 

50-336 

B 

7910030391 

7710030390 

77/09/2B 

50-355 

B 

7910030393 

7710030393 

79/09/38 

30-2  &5 

B 

7910030401 

791003030B 

79/07/27 

FOIA 

7910030404 

771003O30B 

79/09/27 

FDJA 

7910030405 

771003030B 

79/09/27 

FDIA 

7910030409 

771003030B 

79/09/27 

FOIA 

791  00304  14 

791003030B 

79/09/27 

FOIA 

7910030419 

771003030B 

79/09/37 

FOIA 

7910030*20 

7710030419 

77/09/2B 

30-434 

A 

7910030423 

7910030411 

77/09/37 

80-273 

A 

7910030433 

791003030B 

77/09/37 

FOIA 

7910030440 

7710030431 

79/09/38 

30-318 

S 

7910030441 

7910030436 

77/09/27 

30-245 

s 

7910030444 

771003030B 

77/07/37 

FOIA 

7910030443 

7710030433 

79/09/2B 

50-339 

B 

7910030431 

7710030308 

79/09/37 

FOIA 

7910030437 

771003030B 

79/09/27 

FOIA 

7910030499 

7710030492 

77/09/2B 

8O-33B 

B 

7910030460 

7710030449 

79/09/26 

50-369 

B 

7710030463 

79100303QB 

79/09/37 

FOIA 

7710030467 

7910030466 

79/09/26 

30-275 

P 

791003046B 

7910030308 

79/09/27 

FOIA 

7710030469 

7910030449 

79/09/26 

SO-36B 

B 

7710030471 

7910030465 

79/09/27 

30-331 

B 

7710030473 

7910030458 

79/09/28 

30-359 

B 

7910030476 

791003030B 

79/09/27 

FOIA 

77100304BO 

7910030474 

77/10/01 

30-313 

B 

77100304H3 

7710030308 

79/09/27 

FOIA 

79100304B4 

7910030472 

79/09/28 

50-25S 

8 

77100304B7 

791003047B 

79/09/28 

8O-348 

a 

77100304B9 

79100304B1 

77/09/27 

50-331 

s 

7910030473 

7910030308 

79/09/27 

FOIA 

7710030474 

7910030488 

79/10/O1 

80-317 

B 

7710030476 

7910030490 

79/09/27 

30-334 

B 

7710030499 

791003030B 

79/09/37 

F03A 

7910030300 

7910030478 

79/07/3B 

50-349 

B 

7710030303 

7910030493 

79/09/27 

90-302 

B 

7910030304 

791003030S 

79/09/27 

FOIA 

7910030307 

791O03030B 

79/09/27 

FDIA 

771003.0BOB 

7910030497 

79/07/2B 

BO-S67 

B 

7910030310 

7910030506 

79/09/28 

30-329 

R 

7910030911 

7910030308 

79/09/H7 

FOIA- 

7910030327 

791O03030B 

77/09/37 

FOIA 

7910030334 

7710030549 

77/08/11 

30-956 

0 

7910030539 

7910030349 

79/08/11 

30-356 

6 

7910030369 

791D03096B 

77/09/07 

71-9021 

7910030970 

7910030363 

77/08/20 

30-338 

0 

791O030372 

7910030371 

77/09/11 

71-9734 

7910030976 

7910030574 

77/09/11 

30-438 

a 

791O0303B3 

791O030S0J 

79/09/14 

30-397 

M 

7910030SB6 

7910030535 

79/08/37 

50-344 

0 

791O030SB9 

79100309BS 

77/&B/37 

30-3+4 

0 

7910030991 

7910030333 

77/08/27 

30-344 

0 

7910030998 

7910030393 

77/08/27 

30-344 

a 

7910030396 

7910030893 

77/O9/07  . 

80-10 

p 

7910030997 

7910030338 

77/08/27 

30-344 

0 

79  [0030603 

79100303BS 

77/  OB/27 

.  80-344 

0 

7910030610 

79100308B3 

77/08/37 

90-344 

G 

7910030614 

7710030607 

77/03/03 

30-179 

« 

7910030619 

791003D3B5 

79/03/27 

80-344 

0 

7910030623 

771003Q3B5 

79/03/27 

30-344 

0 

7710030633 

7710030583 

79  /OH/37 

30-344 

0 

7910030636 

79100305B5 

79/00/27 

30-344 

0 

7910030643 

1  79  10-030383 

79/00/27 

30r34,4 

a 

7910030646  r 

7910030621 

'  79/09/23 

90-329 

Q 

7910030648 

7910030BB8 

79/03/27 

80-344 

0 

7710030683 

7910030647 

79/09/10 

30-313 

0 

7910030633 

7910030388 

79/03/27 

30-3*4 

0 

500 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 


ACCESSION   NUMBER 


ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DGCUKEHT 

DATE 
ISSUED 

SUBJECT 
CATEGOftV 

7910O3065S 

7910030650 

79/07/14 

50-63 

Q 

771O0306S7 

7910030650 

79/07/14 

30-62 

Q 

791O0306A* 

7710030fr50 

79/O9/14 

90-63 

Q 

791O03064B 

7910030650 

77/09/  1  4 

50-62 

a 

791O030&71 

7910030663 

79/08/2'! 

BO-397 

a 

7710030675 

7910030660 

77/OB/23 

30-346 

a 

7710030680 

7710030672 

79/OB/23 

7O-36 

771O030&97 

7710030693 

79/07/20 

30-397 

0 

79JOO30&7B 

7910030690 

79/OB/23 

50-346 

a 

7910030712 

79IOO30707 

79/09/3B 

FOIA 

7910030719 

7910030707 

79/09/2B 

FOJA 

7710030723 

7910030716 

79/09/26 

30-313 

a 

77IO030735 

7910030707 

79/09/38 

FDIA 

7910030728 

79  1O030707 

77/09/28 

FOIA 

7910030731 

7910030737 

77/OB/20 

90-344 

0 

7910Q30733 

7710030707 

79/09/23 

FOIA 

7910030736 

7710030707 

77/07/2S 

FDIA 

791OO  30739 

7910030734 

79/08/10 

30-50B 

a 

7710030741 

7910030707 

77/09/2B 

FOIA 

7910030743 

7910030707 

77/-09/2B 

FOIA 

7910030746 

7910030707 

79/09/38 

FOIA 

7910030742 

7710030761 

79/09/11 

ono 

7710030766 

7710030764 

79/07/13 

OHO 

7710030777 

79J0030773 

77/07/07 

30-440 

0 

7910030777 

7910030773 

79/07/13 

3.Q-566 

p 

7910O307B4 

79100307B1 

79/OS/20 

90-312 

a 

7910O30B1B 

7710030BI3 

79/07/10 

71-9776 

7710030B19 

791O030314 

77/OB/06 

30-236 

Q 

791O030B29 

7710030H24 

79/OB/09 

SO-2B6 

Q 

791003033B 

79IO030834 

79/08/06 

30-220 

Q 

7910O30S46 

7910030B41 

77/07/14 

30-341 

a 

7910O30B6D 

7710030354 

79/1  3/aa 

30-397 

a 

7910O30B6I 

7910030858 

79/09/10 

50-344 

0 

7910030B65 

791003O670 

79/03/23 

SO  -346 

Q 

791  0030  £66 

7910030B64 

77/08/31 

30-244 

a 

79IO030S67 

7910030963 

79/06/26 

AC«B 

7910030S76 

7710030373 

79/09/10 

71-6375 

7910030B96 

7710030894 

79/09/21 

50-338 

H 

79ioo3oeaa 

7910030893 

79/08/06 

50-371 

a 

791003069S 

7910030B71 

77/08/06 

30-271 

a 

7910030710 

771  0030  B  64 

79  /OB/3  1 

50-344 

a 

79IO040004 

7910040003 

77/OB/03 

50-466 

a 

7910040005 

7910040002 

79/09/13 

50-266 

p 

7910040010 

791004000B 

77/09/17 

SO-2SO 

p 

7910040012 

7910040009 

79/09/19 

90-S90 

p 

7710040014 

7910040008 

77/09/19 

50-290 

p 

771O040013 

7910040003 

79/03/03 

50-466 

0 

79100400H4 

7910040022 

77/08/30 

70-2217 

7910040080 

791OQ40044 

79/09/10 

71-70 

7910040073 

791-C-040069 

77/09/07 

30-393 

0 

7710040077 

7910040074 

77/09/24 

50-409 

Q 

7910O400BO 

79100*0078 

79/09/SO 

30-454 

Q 

79100400B1 

7910040067 

79/09/07 

50-398 

a 

7910040052 

7710040079 

79/09/34 

30-341 

a 

79100400B4 

77IO0400S3 

79/0  a/a? 

50-409 

0 

771O0400S7 

79100400B3 

79/OB/27 

50-409 

Q 

7910040090 

79100400B3 

79/09/11 

70-143 

7910040097 

79100'!  0091 

79/09/10 

90-206 

D 

7910040099 

77100400B5 

79/09/11 

70-143 

7910040103 

7910040091 

77/O7/1O 

&0-306 

a 

7910040106 

7910040091 

79/0  9  /tO 

50-306 

0 

79100401O7 

7910040091 

79/09/10 

50-206 

a 

79100401  13 

7910040109 

79/08/33 

S  0-390 

a 

7910040U7 

791O040II1 

79/09/20 

30-460 

Q 

7910040132 

7910040111 

79/07/80 

30-460 

a 

7910040136 

7710040111 

79/09  /SO 

50-460 

a 

79I004O139 

7710040111 

77/07/20 

90-460 

a 

7910040143 

7910040143 

77/09/14 

50-339 

p 

7910040132 

791OO40143 

79/07/14 

B  0-3  38 

p 

7910040133 

7910040143 

79/09/14 

30-33B 

p 

7910040160 

7710040147 

77/07/14 

30-29 

p 

7710040166 

7910040147 

77/09/14 

30-39 

p 

79100401  6B 

7910040163 

79/OB/24 

70-1319 

7910040173 

7910040147 

79/09/14; 

30-39 

p 

7910040178 

7910040174 

79/OB/33 

30-483 

Q 

771OD40194 

7910O4O174 

79/08/23 

30-483 

Q 

79  10040  198 

791  00401  B6 

77/08/24 

30-293 

Q 

7910040194 

7910040190 

79/09/29 

SO-377 

K 

7910040176 

7710040170 

77/09/23 

BO-377 

K 

79100401  9B 

7910040192 

79/OB/21 

30-334 

a 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

77100402O1 
79100403OB 
791OQ40215 
791O04Q217 
7910040231 

7910040199 
7910040200 
7910040213 
7910040216 
7710040236 

77/O9/07 
77/OB/23 
79/00/23 
77/O7/36 
79/OB/09 

90-377         K 
5O  -338         0 
40-3433 
30-377         M 
30-330         0 

7910040244 

7710O4O252 
7910040262- 
7710O4026B 
77(0040372 

7710040236 
771O040243 
7910040334 
791OQ40266 
7910040371 

79/O9/29 
77/O7/17 
79/09/21 
77/O9/24 
79/O9/3S 

90-321         B 
CONTRACT 
50-331         Q 
50-319         8 
50-313         R 

791004027S 
7910040277 
7910D4O2BO 
791004O3BS 
79100403.86 

7910040274 
7910040276 
7710040278 
79100402B1 
7710040263 

79/09/27 
79/09/26 
77/07/2B 
79/09/2B 
79/07/23 

30-390         S 
30-390         B 
50-402         8 
SO-293         P 

so-3ai       B 

7710040387 
791O0402B9 
7910040290 
771004QH91 
7710O4GS92 

791  004028  S 
791O0402B4 
79100402B3 
7910040267 
771Q0402BS 

79/10/01 

79/O9/36 
79/09/14 
79/O9/17 
79/10/01 

50-302         P 
50-327         S 
AGREEMENT 
30-293         R 
30-302         P 

7910040293 
7910040300 
771Q04O303 
7910040303 
7710O4O307 

791O040298 
7910040394 
7910040296 
7910040297 
7710040306 

79/O9/20 
79/O9/26 
79/09/13 
77/O9/28 
79/O9/27 

HO-277         B 
50-337         8 
TOPREP 
50-306        S 
30-213        F 

791Q04O309 
79IQQ403L3 
791  00403  l& 
7910040322 
791004032S 

7710040303 
771O0403I4 
7910040311 
7910040319 
7910040320 

79/09/24 
79/07/BO 
79/09/28 
77/O7/3B 
79/09/24 

30-366        8 
30-272         R 
BO-317        8 
90-336         P 
TOPREP 

791  0040331 
771001O333 
7910010339 
7910O4O341 
7910040342 

7910040313 
7710040332 
7910040332 
7910040337 
7910040332 

79/O9/24 
79/O9/10 
79/09/10 
79/10/01 
77/O9/10 

TOPREP 
HO-5HB         0 
SO-82B        Q 
TOPREP 
30-5SB         Q 

7910040390 
79  100403  B9 
791GO4O361 
791QO40364 
79  IO04O3&3 

7910040332 
771O040333 
7910040396 
7910040337 
791Q04033B 

79/09/1O 
79/09/33 
79/07/10 
79/O8/10 
77/O8/31 

30-530         Q 
30-440         Q 
GA779 
30-280         0 
SO-324         0 

7910040367 
7910040370 
79100403H4 
7910040393 
7910040373 

77100403B7 
7910040393 
79100403BO 
79100403B7 
7910040339 

79/OB/10 
79/OB/31 
79/OB/09 
79/07/17 
79/09/03 

50-380         0 
30-324         0 
DRQ 
30-400         E 
CONTRACT 

77)0040402 
77IO04O41O 
7910040413 
791O04041B 
791O040424 

7910040399 
7910040407 
791004040B 
791004040B 
7910040423 

79/O9/17 
79/O7/17 

79/03/31 
77/08/31 
77/O9/04 

71-341 
CONTRACT 
PR 
PR 
30-369         P 

7910040470 

7910040473 
7910040477 
791004O4B5 
7910Q4O49O 

7710O4046B 
7710040463 
7910040473 
7910O404B2 
7910040483 

79/OB/24 
79/O9/07 
79/OB/23 
79/O7/17 
79/09/17 

30-337         Q 
70-2623 
30-416        0 
30-293        P 
30-293        P 

79IO04O492 
7910040514 
7910040324 
7710040331 
7910O4O336. 

791004040S 
7710040311 
7910040316 
7710040916 
7710010339 

79/09/17 
79/OB/37 
79/09/11 
77/09/11 
77/OB/10 

30-293        P 
71-196 
30-491        (i 
30-471        Q 
OA999 

7710040541 
7910040942 
79(0040330 
79100403B1 
7910040364 

7910040S16 

7910040329 
7910040327 
7710040316 
791004QSSB 

79/09/11 
79/OB/10 
79/Ofl/lO 
77/09/11 
79/09/20 

50-491        0 
OA999 
QA999 
90-471          Q 

REVIEW  QRP 

7710040569 
7910040581 
7710010888 
7910040SS9 

7910040393 

79100100B9 
7910040373 
7909200309 
7910040383 

7910040390 

77/08/07 
77/OO/01 
79/OB/1B 
77/07/09 
79/09/21 

50-331        0 
CONTRACT 
30-493        A 
CONTRACT 
CONTRACT 

791004039B 
7910040603 
7710040606 
791004Q610 

77100406.13 

7910040593 
7910040601 
7910040603 
7710040607 
7910040609 

79/09/20 
79/09/19 
79/09/11 
79/09/20 
79/07/13 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
QA779 

771Q040613 
7910040619 
7710040621 

7910040623 
7910O4O633 

7910040614 
7910040609 
7910040609 
7910040609 

7710040609 

79/09/18 
79/09/12 
79/09/12 

77/07/13 
79/07/12 

CONTRACT 
QA999 
OA799 
OA777 
QA997 
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7910040637 

7910040638 

79/09/tB 

50-309         H 

7910040439 

7910040635 

79/09/lB 

30-309         H 

79IO04Q640 

7910040635 

79/09/1  8 

30-3O9         H 

7910040645 

7910040614 

79/09/17 

30-111         P 

7910040649 

7910040647 

79/09/19 

71-53 

791OQSQOOB 

7910050006 

79/09/14 

30-333         P 

7910030017 

7910030013 

79/00/02 

30-396         0 

79  100300  IB 

7910030011 

79/OB/24 

30-3  73         Q 

7910030020 

7910030014 

79/OB/34 

50-273         0 

79IOOS002I 

79IOOSOOI6 

79/09/05 

XPGRTLIC 

79  1  0030028 

7910050029 

79/OB/15 

50-239         0 

79  1  0030039 

7910030029 

79/QB/15 

50-289         0 

791OOS003I 

7910030035 

79/08/15 

50-2G9         S 

7910050033 

7910030025 

79/QS/15 

3Q-SB9         0 

7910050049 

7910050045 

79/OB/13 

50-331          Q 

7910030055 

7910030046 

79/07/24 

50-113         Q 

791OOS0036 

7910050045 

79/OB/13 

30-331          O 

7910050061 

7910030053 

79/09/13 

40-B6B1 

7910050063 

7910050039 

79/O9/14 

71-6400 

7910030066 

7910050039 

79/09/14 

71  -4400 

7910050067 

7910050052 

79/09/13 

40-B6B1 

7910030070 

7910050059 

79/09/14 

71-6400 

7910030073 

7910030032 

79/09/13 

4Q-96BI 

791QOSOOBO 

7910050074 

79/08/13 

SO  -409         fl 

79100SOOB7 

79100500B5 

79/09/14 

71-112 

7910030093 

7910050099 

79/09/18 

70-143 

7910050096 

7910050090 

79/OB/03 

30-536         O 

7910030097 

7910030090 

79/OB/O3 

50-B36         Q 

79IOOS0106 

79100BOOB9 

79/09/1B 

70-143 

791003010B 

7910050089 

79-/09/1B 

70-143 

7910030115 

7910030110 

79/OB/30 

30-933         f\ 

7910030133 

7910050134 

79/09/14 

71-9B53 

791OOS0140 

7910050030 

79/09/17 

71-346 

7910050142 

7910050124 

79/09/14 

71-9833 

7910030119 

7910050147 

79/09/17 

71-29 

7910030154 

7910030134 

79/09/14 

71-9333 

791  00301  3B 

7910090153 

79/07/O7 

30-491          F 

7910050166 

7910050124 

79/09/14 

71-9B53 

7910030171 

79100S0157 

79/10/O3 

30-404         A 

7910Q30174 

7910050042 

79/06/Ofl 

SECV 

791O03017Q 

7910050157 

79/1O/O2 

50-404         A 

7910030131 

7910050124 

79/09/14 

71-9933 

7910050202 

79(0050193 

79/OB/13 

30-3  1  5         0 

7910030316 

7910090209 

79/03/13 

30-10            Q 

7910030231 

7910050333 

79/09/1  1 

40-fl69B 

791OOS0239 

79100&0232 

79/09/11 

40-B69B 

7910030253 

7910030250 

79/09/04 

71-246 

791O0503S3 

7910030378 

79/09/11 

CONTRACT 

7910030293 

7910Q302B6 

79/03/30 

30-2B5         P 

79IOOS0274 

7910050290 

79/09/lB 

50-2A9         Q 

7910050397 

7910050344 

79/1O/01 

SO-S44         P 

7910030298 

7910050244 

79/10/01 

50-544         P 

7910030299 

7910090290 

79/O9/IB 

50-369         0 

7910030301 

7910050244 

79/10/01 

3Q-244         p 

7910050303 

791005OB44 

79/1O/01 

3O-244        P 

79100.50304 

79100S0300 

79/09/29 

30-3BB         K 

7910030305 

7910050344 

79/10/01 

BO-H44         P 

79  £0030306 

7910030290 

79/09/lB 

50-269        Q 

7910030307 

7910030296 

79/09/2B 

50-329         A 

7910030309 

7910050244 

79/1O/OI 

50-214         P 

7910050310 

791-0030344 

79/10/01 

50-244        P 

79100  303  11 

79100502-14 

79/10/01 

50-344         P 

791OOS031S 

7910030302 

79/09/11 

PRM 

7910050313 

7910030244 

79/10/01 

90-244        P 

7910030313 

7910050244 

79/1O/01 

50-241        P 

7910050316 

7910030344 

79/IO/O1 

30-244        P 

791OOS03I7 

7910030244 

79/1O/O1 

50-344         P 

79  100303  IB 

7910050290 

79/09/lB 

30-269        0 

791OOS0319 

7910030244 

79/10/01 

30-241         F* 

79100B0322 

7910030244 

79/10/01 

50-244         P 

791OOS0323 

7910030244 

79/1O/O1 

30-244        P 

79100B03S4 

7910050302 

79/09/11 

PRM 

79  1  Q030326 

7910030344 

79/1O/01 

30-244        P 

79100B0328 

791OOSO320 

79/10/01 

30-333        S 

79100B0329 

7910030303 

79/09/11 

PRM 

791O030333 

791005O331 

79/O9/2B 

50-32.9        K 

7910030334 

79100SO330 

77/09/87 

5  0-4  Q  9        Q 

791O030343 

79IOOS033S 

79/O3/13 

50-440        S 

7910090343 

7910080339 

79/09/37 

90-220        S 

79100S033S 

7910050333 

79/09/SA 

30-H77        R 

ACCESSION   NUHBER 
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PRINCIPAL 
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7910030336 

7910030334 

79/O9/14 

40-134-1 

7910050364 

7910030362 

79/10/01 

50-52S 

K 

79IOO30366 

79IOOSQ362 

79/10/01 

50-33B 

K 

7910030367 

7910030362 

79  /  10/01 

30-32ft 

K 

791005036B 

7910030343 

79/1O/01 

30-530 

rt 

79100S0369 

791005036S 

79/1O/01 

so-ssa 

K 

7910090370 

7910050362 

79/1O/OI 

50-528 

K 

7910050371 

7910050362 

79/1O/01 

50-5SB 

K 

7910030372 

7910030362 

79/1O/01 

50-32B 

K 

7910050373 

7910050362 

79/  JO/01 

50-S2B 

K 

7910050374 

7910050363 

79/10/01 

50-52B 

K 

791003Q37B 

7910050362 

79/1  O/OI 

50-328 

K 

79  100  9  0385 

7910050362 

79/10/01 

5O-52B 

K 

7910030401 

7910050394 

79/O9/S5 

30-237 

P 

7910030405 

7910050394 

79/O9/23 

50-237 

P 

79100S0416 

7910050394 

79/O9/35 

30-337 

P 

7910030431 

7910030394 

79/O9/33 

50-237 

P 

7910030436 

7910030410 

79/OB/20 

30-269 

a 

791003-0430 

7910030423 

79/OB/24 

50-46! 

a 

7910050436 

7910030427 

79/09/19 

30-333 

a 

7910030441 

79100S0431 

79/03/21 

30-373 

0 

7910030442 

7910D30437 

79/O9/19 

50-353 

a 

7910030443 

7910050*33 

79/OB/30 

50-277 

a 

7910030446 

7910050427 

79/O9/19 

30-353 

a 

7910030447 

7910050435 

79/OB/30 

30-277 

o. 

79100S0449 

7910050435 

79/08/30 

50-S77 

a 

7910030433 

7710080427 

79/09/19 

30-953 

Q 

7910050436 

7910030433 

7  9/  OB/30 

50-377 

a 

7910050462 

79100B0460 

79/00/24 

30-33S 

a 

7910050469 

7910030460 

77/00/24 

50-2B2 

a 

7910030471 

7910050463 

79/09/19 

50-35B 

A 

7910030480 

7910030470 

79/OB/ia 

50-295 

0 

7910050491 

79100304B7 

79/07/2A 

PRDJ 

79100S049A 

79100504Q4 

79/OS/M 

30-373 

a 

7910030493 

791QOS0407 

79/O7/HA 

PROJ 

79!  0030302 

7910050437 

79/07/36 

PfiOJ 

7910030306 

7910030300 

79/OB/29 

50-346 

Q 

7910050506 

79100504B7 

79/07/26 

PF1DJ 

7910030509 

7910030492 

79/Q9/12 

30-498 

a 

7910&30312 

791-00304H7 

79/07/26 

PflQJ 

7910030313 

7910030487 

79/07/86 

PHOJ 

791005051B 

79100304B7 

79/O7/26 

PflOJ 

7910050S21 

7910030514 

79/OQ/29 

50-33  1 

0 

7910050322 

79100S04H7 

79/O7/S6 

PRDJ 

79100  50S2S 

79100304B7 

79/O7/26 

PROJ 

7910050326 

79100904B7 

79/O7/26 

HUREO 

7910030331 

7910050497 

79/07/26 

PHOJ 

7910050332 

7910090530 

79/O7/20 

50-134 

K 

7910050533 

79100504B7 

79/07/86 

P30J 

7910050336 

79100S04B7 

79/O7/26 

PROJ 

7910050339 

79100S0487 

79/O7/36 

PHQJ 

7910030340 

7910050534 

79/09/13 

90-4B3 

A 

7910050542 

79100504B7 

79/O7/26 

PROJ 

7910050543 

791005053S 

79/OB/31 

40-1163 

79IOOS0344 

7910050341 

79/O9/2B 

50-267 

F 

7910050530 

7910050B46 

79/O9/2B 

30-273 

A 

79100B0534 

7910050331 

79/O9/SH 

30-344 

B 

7910030560 

7910030487 

79/O7/26 

PRQJ 

7910030961 

7910030337 

79/09/37 

30-346 

e 

79(0080564 

7910090487 

79/O7/26 

fROJ 

7910030367 

79100S0407 

79/O7/26 

PROJ 

7710050569 

7910050363 

79/09/13 

SO  -387 

0 

7910050370 

79100B0487 

79/07/26 

PflBJ 

79100H0374 

7910050572 

79/oa/ao 

4O-  1341 

7910030973 

7?100504B7 

79/07/26 

PRDJ 

791005097B 

79i005O4B7 

79/07/36 

PRDJ 

79100503B1 

79100BO9BO 

79/O9/17 

30-344 

p 

7910030593 

7910050487 

79/07/R6 

PROJ 

7910030383 

79100BO-479 

79/O9/10 

NUHEO 

7910030B84 

79100504Q7 

79/07  /Z6 

PROJ 

7910030611 

7910030(>10 

79/08  /H7 

SO  -IBB 

a 

7910050433 

7910030634 

79/07/12 

71-339 

7910030643 

7910050640 

79/08/06 

90-596 

o 

79  I  00304  36 

7910030635 

79/09/O+ 

so-aia 

0 

7910030640 

7910080639 

79/09/05 

30-27H 

0 

7910030644 

79100506&3 

79/09/06 

71-6346 

79100B06B? 

79  10030  636 

79/OB/31 

71-I1B 

7910030713 

791  0030  70B 

79/07/17 

CDMrtlBBIOM 

7910030730 

7910090749 

79/09/30 

BO  -466 

& 

791&OS0731 

7910030749 

79/08/30 

30-466 

9 
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7910030769 

791005076B 

77/09/06 

50-518 

o 

7910050773 

79  1  005077  i 

77/09/03 

50-272 

0 

79IOOS07B7 

79100507B3 

79/oa/o:. 

30-344 

G 

7910090005 

79  1  0070003 

79/09/13 

30-234 

Q 

7710O9000B 

79  1  0090006 

79/OS/14 

30-313 

0 

7910090011 

7910090006 

79/O0/14 

50-213 

« 

7910O70O12 

7910090007 

77/07/18 

90-29B 

P 

7910090QIS 

7910090009 

79/09/1B 

30-298 

P 

7710090O1B 

7910090014 

79/09/14 

30-307 

0 

771009OO23 

7910070031 

77/09/03 

90-311 

Q 

7710090027 

7910090020 

7°'03/16 

SECY 

7910090030 

7910090030 

VV/03/16 

SECY 

7910090037 

7910070034 

77/03/16 

SECY 

7910090045 

7910090034 

79/03/16 

SECY 

7910090046 

7910070034 

77,  38/07 

90-327 

0 

7910090046 

7710090034 

79/03/16 

SECY 

7910090073 

7910090007 

79/07/10 

30-923 

0 

7910090101 

79100900B7 

79/07/10 

50-522 

G 

7910Q9Q10B 

7910090067 

79/07/10 

30-933 

fl- 

7910070139 

7910090123 

79/07/06 

30-299 

0 

7710070137 

7910090120 

79/09/03 

PRM 

7910090140 

7910090134 

79/08/01 

30-318 

e 

77100-70146 

7910090123 

79/07/06 

50-259 

o 

7910070149 

7910090143 

79/08/27 

50-556 

0 

7710090162 

7910090144 

79/08/30 

50-339 

0 

7710090171 

7910090167 

79/09/13 

30-336 

o 

7710070173 

7910090164 

79/07/30 

30-430 

a 

7710090314 

7910090206 

79/OB/B3 

SO-3SB 

G 

7910090320 

7910090206 

79/09/23 

50-390 

o 

7910090332 

7910090217 

79/10/03 

90-219 

P 

7910C-9Q32B 

7910090306 

79/08/23 

30-358 

o 

7910090333 

7910090306 

79/08/83 

30-396 

o 

7910090244 

7910070206 

79/08/23 

30-390 

0 

7910090349 

7910090246 

79/10/04 

30-272 

P 

7910090231 

7910090306 

79/OB/23 

30-350 

0 

7910090257 

7910090206 

79/08/23 

30-390 

0 

7910090264 

7910090260 

79/08/1B 

PROJ 

7910090372 

7910090366 

79/oa/ai 

50-443 

•0 

7910090273 

791009025B 

79/09/19 

30-277 

P 

7910070277 

7910Q9Q28B 

79/09/19 

30-277 

P 

7910070281 

7910070266 

79/oa/ai 

50-443 

Q 

7910090285 

7910090063 

79/09/03 

30-341 

0 

7910090283 

79100702B2 

79/08/29 

50-2B3 

Q 

7910090273 

79  1  0090270 

79/08/14 

30-406 

0 

7710090309 

7910090290 

79/08/14 

50-4B6 

O 

7910090316 

7910070290 

79/00/14 

30-466 

0 

7910070318 

7910070313 

79/07/24 

30-466 

0 

7910090319 

7910090312 

79/09/BI 

30-35B 

a 

79  1  C-O7O32O 

7910070306 

79/10/O3 

30-333 

H 

79  1  00903E4 

7910090H90 

79/08/14 

50-4B6 

Q 

79  1  0090326 

7910090313 

79/07/24 

50-466 

a 

7910090333 

7910090326 

79/09/20 

50-369 

H 

7910070337 

791009032B 

79/09/20 

50-369 

H 

77  1  009034  1 

7910D70339 

79/IO/03 

50-366 

P 

7710070347 

7910090345 

79/io/oa 

3O-333 

9 

7910070350 

791009034B 

79/10/02 

50-337 

P 

79100903S1 

7910070349 

79/10/03 

30-333 

a 

7710070353 

7910090333 

79/09/11 

30-351 

5 

79  1  0090356 

7910070394 

79/10/O3 

30-33B 

B 

79  1  0090362 

7910090359 

77/10/03 

30-306 

a 

7910090371 

7910090363 

77/10/01 

50-325 

a 

79  1  0090376 

7710070296 

77/09/1  1 

SO-466 

o 

79100903B3 

7910090373 

77/10/01 

30-333 

s 

79  1  0090393 

771  00703  HB 

79/08/14 

30-317 

\t 

7910090397 

79  100703  a  7 

77/10/01 

30-334 

a 

79  1  00901  1  1 

7910090403 

77/10/02 

50-331 

a 

7910090422 

7710090417 

79/10/03 

30-333 

S 

7910090431 

7910070423 

77/09/13 

50-277 

p 

7910090132 

791  00704  EQ 

77/10/03 

30-333 

a 

7910090433 

7710070424 

77/09/26 

50-409 

a 

7710090434 

7910090437 

77/09/19 

CONTRACT 

7910090436 

79  1  00904  E  fl 

77/09/13 

30-377 

p 

7910090443 

7910090435 

77/09/24 

30-445 

a 

7910090444 

7910090440 

77/09  /a  1 

30-366 

p 

7710070446 

7910090440 

77/09/21 

50-366 

p 

7710Q7Q44B 

7910090440 

79/09/21 

50-366 

p 

7910090496 

791  00904  &4 

79/10/03 

30-333 

a 

7710070466 

7910090461 

79/10/01 

30-336 

a 

7910070473 

7910070456 

79/07/11 

30-471 

Q 

7910090176 

7910090449 

79/iO/Ol 

BO-319 

a 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUDJECT 
CATEGORY 

7910090477 
7910090490 
7910090300 
7910090S06 
7510090350 

7910090430 
7910090490 
7910090496 
7910090490 
7910090933 

79/09/26 
79/09/20 
79/08/23 
79/07/2Q 
79/09/17 

30-313        Q 
30-277         P 
30-482        A 
30-277         P 
50-277         P 

7910090359 
7910090363 
7910090967 
7910090694 
7710090S97 

7910090943 
7910090592 
7910090933 
7910090S77 
7910090577 

77/07/12 
79/07/17 
79/09/17 
79/09/04 
79/09/04 

40-B037 
50-277         P 
90-377         P 
50-10            P 
BO-10           P 

7910090409 
7910090620 
7910090626 
7910090639 
7910090647 

7910090605 
7910070615 
7910090633 
79I009063B 
7910090646 

79/09/ia 
77/09/13 
79/09/35 
79/09/1  O 
79/07/21 

50-10            P 
30-2S7         0 
30-206         P 
90-344         P 
30-213         0 

7910090649 
7910090690 
791  0090651 
7910070633 
7910090634 

7910090646 
791009064B 
7910090646 
79  10  0906  4B 
7910090646 

79/07/21 
79/07/11 
79/09/21 
79/09/11 
79/09/21 

30-243         0 
90-443         M 
30-243         Q 
90-443         M 
90-245         fl 

7910090639 
7910090663 
7910090664 
7910090667 
791Q0906B6 

7910090657 
7910090657 
7910090657 
79100906S7 
79100906B3 

79/09/21 
79/09/21 
79/09/21 
79/09/21 
79/09/25 

90-3B7         Q 
5Q-3B7         Q 
30-3B7         Q 
50-387'       Q 
30-35B         fl 

7910090709 
7910090711 
791  0090714 
7910090716 
7910090717 

791  00907  Ofa 
7910090706 
7910090706 
7910090712 
7910090706 

79/09/25 
79/09/25 
77/09/29 

79/os/oa 

77/09/23 

30-353         Q 
50-332         Q 
30-352         0 
50-376         A 
30-333         0 

7910090734 
7910090739 
7910090746 
7910090747 
7910090730 

7910090731 

7910090737 
7910090743 
7910090741 
791O090744 

79/00/29 
79/OB/2B 
79/09/26 
79/09/34 
79/09/24 

90-273         0 
30-272         Q 
71-1BS 
30-334        Q 
90-334         Q 

7910090732 
7910090734 
7910090739 
79100907S7 
7910090739 

7910090741 
7910090741 
7910090753 
7910090756 
7910090736 

79/09/24 

79/09/34 
79/09/21 
79/09/24 

79/09/H4 

30-334         Q 
30-334        0 
71-346 
30-213         Q 
30-213         Q 

7910090760 
7910090763 
7910090764 
791009076B 
7910090772 

79100907SB 
7910090761 
7910090762 
7910090761 
791O09077O 

79/09/23 
79/08/24 
79/09/17 
79/08/24 

79/os/aa 

CONTRACT 
30-313         Q 
71-264 
30-313         O 

30-299         ft 

79I009077Q 
79100707B2 
79100907B4 
79100907B9 
7910090794 

7910090774 
79100907B1 
79100907B3 
79100907B7 
79I0090792 

79/08/31 
77/07/20 
79/09/19 
79/00/30 
79/07/36 

30-272        Q 
CONTRACT 
CONTRACT 
70-135 
30-313        Q 

7910090790 
7910090799 
79I0090H01 
77101QOOS4 
7910100026 

7910090790 
7910090796 
7910090BDO 
7910100019 
7910100033 

79/09/aH 
79/OB/3O 

79/09/24 
79/07/24 
77/07/OS 

CONTRACT 
70-361 

CONTRACT 
OEM  TEC    IB 
71-6381 

7910IOOOSO 
7910100033 
7910100039 
7910100064 
7910100071 

7910100016 
771O100O11 
79  1O  100014 
7710IOOO14 
7910100O61 

77/07/11 
79/09/18 
77/Q9/1B 
79/09/10 
79/09/27 

40-1341 
30-220         P 
30-220         P 
30-220         P 
CONTRACT 

7910100072 
7910100076 
7910100079 
79101000B1 
7910100003 

7910100014 
7910100014 
7910IOOO69 
7910100077 
79J0100041 

79/09/1B 
79/09/1B 
79/09/11 
79/10/O1 

79/09/1B 

90-220         P 
30-220         P 
30-269        3 
FDIA 
30-230         P 

79101000B4 
79I0100QB9 
7910100093 
7910100100 
7910100109 

79101000B2 
7910100044 
7910100044 
7910100044 
7910100103 

79/09/07 

79/09/IiB 
79/07/1Q 
79/09/1B 
77/10/07 

50-36B         P 
30-220        P 
90-220        P 
SO-220        P 
30-313        P 

7910100110 

7910100146 
7910100154 
7910100162 
7910100171 

7910100011 
7910100144 
7710100130 
7910100139 
7710100166 

79/09/1B 

79/10/02 

79/10/01 
79/10/09 
79/10/04 

30-220        P 
30-377         P 
30-220        P 
30-2B9        P 
SO-2BO        B 

7910100184 
7910100186 
7910100193 
7910100202 
7910100206 

7910100173 
7910100173 
7910100189 
79101001B9 
7710100179 

79/10/01 
79/09/21 
79/10/02 
77/10/03 
79/10/OB 

BO-367        A 
50-263        B 
50-2B6        P 
50-2B6        P 
30-338        B 
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ACCESSION   NUMBER 


ENCLDSURE 

PRINCIPAL 
DOCUHENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7910100214 

7910100217 
7910100319 
7910100332 
7710100231 

7910100301 
7910100210 
791O1O0209 
7910100207 
791Q1O0223 

79/1  0/O5 
79/10/05 
79/IO/Oa 
79/10/04 
79/10/05 

50-346         P 
50-313         p 
50-269         B 
50-333         S 
90-261         B 

7910100337 
791010023B 
7710IOQ243 
7710100244 
7910100257 

791Q10Q231 
791O1O0333 
791O1O0228 
791O1O0223 
791OlOOa3O 

77/10/03 
79/10/05 
77/1O/04 
79/10/05 
79/10/03 

90-333         S 
50-261         S 
50-333         R 
50-261         B 
50-133         B 

7910100261 
7910100263 
7910100373 

7910100276 
79  1  010023  & 

791O1001B7 
79-1O1O02S6 
791O1O027O 
791Q1OQ264 
7910100272 

79/10/05 
77/10/04 
77/10/04 
79/1O/OS 
77/1O/09 

50-333         S 
50-330         S 
30-333         8 
50-303         B 

so-aas      p 

79101002B& 
791O10Q2BS 
7910100293 
7910100394 
7910100277 

7910100279 
791O1O02B1 
79101OQ2BO 
791O1O0291 
791OIO029S 

77/1O/02 
77/1O/O3 
77/1O/04 

77/10/03 
79/09/2B 

90-335         8 
50-261         8 
30-333        S 
30-239         R 
50-245         S 

7910100309 
791010031* 
7910100318 
791  0100324 
7910100330 

79101OOS79 
7910100312 
7910100307 
79101OO314 
79101O03.26 

79/lO/OH 
77/1O/03 
79/1O/03 
77/1O/04 

79/1O/02 

50-344         H 
50-325        S 
30-324         S 
30-E45         E 
50-245         P 

7910100337 
791O10034O 
7910100344 
791Q10034S 
7910100352 

791010032H 
7910100329 
7910iO0335 
77101O033B 
79101O034B 

79/1O/04 
77/1O/03 
79/IO/01 
79/09/2H 
79/10/05 

50-33B         B 
50-323        B 
50-239        B 
30-867         P 
50-367         R 

7910100354 
791O100363 
7910100370 
7910100382 
791O1003B4 

7910100347 
77101003613 
7710100350 
79101O0376 
77I01O0375 

79/1O/05 
79/09/28 
79/09/3B 
79/1O/03 
79/10/01 

50-333         B 
50-109        R 
90-325         a 
50-29           P 
30-320         S 

79101003B7 

7910100390 
79IO100393 
7910100399 
791O1Q0401 

79101Q03BO 
7910100373 
7910IO03B9 
7910100394 
79101O0392 

77/10/03 
79/1Q/09 
77/10/09 
79/1O/OS 
77/10/04 

30-366         S 
50-333         B 
30-871         p 
30-261         S 
30-263         S 

7710100402 
7910100404 
7910100407 

7910100409 
791O10041O 

7710100373 
7710100397 
7910100406 
7710IO04Q6 
7910100405 

79/10/03 
79/09/33 
77/10/04 
79/1O/01 
77/1O/03 

50-309         B 
50-333         B 
50-389        P 
50-359        P 
30-309         a 

791O100433. 
7710100436 

7910100449 
7710100453 
7710100457 

7910100427 
7710100436 
7710100443 
77101OO44S 
79I01O04H5 

79/10/02 
79/1Q/03 
77/10/05 
77/1O/04 
77/09/21 

30-325        e 
30-321         Q 
90-348        B 
30-333        B 
XPQRTLIC 

7910100470 
7710100493 
7910100313 

7910100643 
791010064,7 

77101O04B6 
77101O0486 
7910£O0496 
79101OO63B 

79101  OO664 

79/05/09 
79/05/07 
77/09/10 
77/03/23 
77/09/17 

70-1443 
70-1443 

NUREO 
•40-8681 
71-3777 

7910100667 
7910100672 
7910100673 
7910100683 
771O10069& 

7710100666 
7910100670 
7710100666 
77101O0680 
79101006B4 

79/10/04 
79/09/U 
79/1O/04 
77/OB/10 

77/08/30 

30-306        P 
71-7029 
30-206       P 
30-466        0 
PR 

77101006B6- 
7910100697 
7910100701 
7910100721 
7710100722 

79101  OQ6B4 
791Q1O0679 
7710100697 
7710100720 
77101  OO7HO 

79/OS/30 
79/OB/OB 
79/07/26 
77/10/03 
79/10/03 

PR 
CONTRACT 
CONTRACT 
FOIA 
FDIA 

7710100724 
7910100733 
79  1Q  100727 
7910100730 
7710110004 

79I01QQ730 

7910100720 
7710100720 
77101  OO7SB 
79101  1OQ02 

79/10/03 
79/10/03 
79/10/03 
77/09/17 
77/10/02 

FOIA 
FOIA 
FOIA 

71-21 
FOIA 

77IO110007 
771O1  10016 
7910110019 
7910110020 
7910110022 

7910110002 
7710110003 
7910110013 
7710110002 
7910110017 

79/10/03 
79/10/02 
79/09/14 
79/10/03 
77/08/31 

FdlA 
FOIA 
TOPREP 
FOIA 
90-376        0 

7710110026 
7910110030 
7710110037 
7710110041 
79  1O  11  0048 

7910110002 
7910110002 
771O1  10002 
7710110036 
7710110036 

79/10/02 
77/10/03 
79/10/OS 
79/07/21 
79/09/81 

FQIA 
FOIA 
FOIA 
40-B67B 

40-8698 

ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
•CATEGORY 

7910110047 

7910110003 

79/10/02 

FOIA 

7910110053. 

7910110002 

77/10/02 

FOIA 

7910110060 

7910110002 

79/10/02 

FOIA 

7910110061 

7910110054 

79/09/S6 

CONTRACT 

7910110069 

7910110O63 

77/07/09 

70-2623 

7710110073 

7910110065 

79/07/09 

70-2623 

79101  1QD75 

7910110066 

77/09/H1 

XPORTLIC 

79101100B3 

7910110002 

79/10/02 

FOIA 

7910110091 

79101100B8 

79/07/3O 

30-353         Q 

7910110101 

7910110002 

77/  IO/O3 

FOIA 

7910110103 

7910110074 

79/00/33 

30-193        0 

7910110106 

77101  10002 

79/10/02 

FOIA 

7910110108 

79101  10099 

79/09/17 

30-331          0 

7910110113 

79101  10002 

79/1  0/OS 

FDIA 

7910110113 

7710110097 

79/09/25 

CONTRACT 

7910110133 
7910110133 

7710110114 
77(6110117 

79/OH/31 
79/09/Oi 

XPDRTLIC 
30-302         fl 

7710110127 

7910110117 

79/09/06 

50-302         0 

7910110133 

7910110117 

79/09/OA 

30-303         0 

7710110134 

7710110117 

79/07/O6 

30-302         0 

7910110140 

7710110117 

79/09/Ofi 

50-302         Q 

7910110193 

7910110145 

79/09/20 

71-22S 

7910110154 

77101  1014S 

79/00/27 

30-338        0 

7710110164 

7910110160 

79/07/31 

40-B74i 

7910110163 

7710110002 

79/  10/O3 

FQIA 

7910110167 

7710110157 

79/09/14 

30-10           H 

7710110174 

771O1  10t70 

79/08/03 

50-312         0 

7710110164 

7710110100 

79/08/02 

50-272        0 

77101  10  1B7 

79101  10002 

79/10/03 

FOIA 

77101101B9 

79101  101BO 

79/OB/O2 

50-272          0 

7910110190 

7910110191 

79/OB/29 

50-6               Q 

7910110306 

7710110191 

79/OB/29 

30-6               Q 

7910110312 

7710110002 

79/10/03 

FQIA 

7910110316 

77101  IflOOH 

79/10/02 

Forrt 

7710110220 

771O1  10002 

79/10/02 

FDIA 

7910110332 

7910110317 

79/09/O4 

71-136 

7710110224 

7710110002 

79/IO/O3 

FOIA 

79101103.27 

7710110002 

79/10/02 

FQIA 

7910110234 

7710110002 

79/10/02 

FDIA 

7910110336 

791O110002 

79/10/02 

FOIA 

7710110240 

7910110003 

79/1O/O2 

FOIA 

7910110344 

79  1011  DC-OS 

77/10/02 

FOIA 

7910110245 

791011O241 

77/08/31 

50-272        0 

7910110247 

7910110002 

79/10/02 

FOIA 

7910110252 

7910110002 

77/10/03 

FOIA 

79101  102H& 

7910110250 

77/OB/06 

SO  -330        0 

7710110366 

7910110260 

79/09/3fi 

50-443        « 

7910110274 

79101I02fiO 

77/09/24 

30-443        49 

77101103B3 

7910110269 

77/10/05 

50-1O          P 

7910110289 

791011026? 

79/IO/09 

30-  1O          p 

79  J  01  10294 

79iailOS!£B 

79/60/08 

50-338        S 

7910110303 

7710110372 

79/08/20 

PR 

791011030B 

7910110305 

79/10/03 

30-271          B 

7710110313 

7910110311 

77/10/04 

50-317         S 

7910110317 

7910110315 

79/10/03 

30-3  IS         S 

7910110320 

7910110316 

79/OB/29 

30-156        O 

7910110321 

79101103191 

79/1O/O9 

50-271         F 

79IOU0323 

791Q11O324 

79/10/05 

TOPREP 

7910110327 

791OH032*. 

79/10/03 

30-219        R 

7910110330 

7910110329 

77/10/08 

30-338        8 

7910110333 

7910110331 

79/10/OB 

80-29           S 

7910110339 

7910110BBO 

79/10/07 

30-33  B         a 

79101  1033B 

791OU0336 

79/10/09 

50-325        S 

7910110344 

7910110E9B 

79/10/09 

30-3  B  5        S 

791Q11034S 

7910110343 

79/10/03 

50-272        3 

7910110346 

7910110342 

79/10/09 

30-307        Q 

7910110334 

7910110350 

79/IO/O3 

30-346        B 

7710110360 

7910110335 

79/1  0/OS 

30-263        R 

7710110364 

7910110359 

79/09/HB 

50-77            P 

7910110379 

791011037A 

79/10/09 

50-333        S 

791Q1103B1 

7910110362 

79/IO/OS 

50-269        9 

7910110333 

79101103i9 

79/03/30 

30-309        O 

7910110339 

7910110384 

79/10/10 

30-389        P 

7910110391 

7910110362 

79/10/04 

30-316        8 

7910110401 

7910110393 

79/10/08 

50-317        8 

7910110414 

791O11O410 

79/10/02 

30-318        F 

7910110413 

7910110411 

79/IO/OB 

30-3  IB        B 

7710110410 

7910110400 

77/1O/02 

30-20i        p 

7710110421 

7910110414 

77/10/04 

30-263        P 

7710110424 

771QJKH19 

79/10/03 

30-273        B 
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7910110427 
7910110429 
7910110431 
7910110439 
7910110443 

7910110407 
791O11042B 
7910110426 
7910110439 
7910110433 

79/1O/09 
79/09/05 
79/10/09 
79/09/20 
79/09/20 

50-320         P 
71-6230 
50-39           P 
40-672 
40-672 

7910110450 
791O11O453 
7710110161 
791O11O464 
7910I1047O 

771O1IO433 
7910110435 
7910110432 
7910110460 
791Q1  10467 

79/07/20 
79/O9/30 
79/O7/33 
79/09/07 
77/07/10 

40-672 
40-672 
90-338        A 
TOPREP 
50-389        F 

7910110471 
7910110475 
7910110480 
7910110431 
7910110493 

7710110490 
7710110469 
7710110469 
791O11O469 
7710110*69 

79/OB/15 
77/09/13 
77/09/13 
79/09/13 
79/O9/I3 

9O-2B9        0 
7O-1  100 
70-1100 
70-1100 
70-1100 

7910110492 

791O11O493 
79101IO497 
7910110300 
791011OS02 

79101  104B3 
79101  104B3 
79101  104B3 
791O1  10497 
77  1Q1  10497 

79/08/31 
79/OB/31 
79/08/31 
77/09/20 
79/09/20 

40-8106 
40-8406 
40-8406 
70-33 
70-33 

791011051S 

7910110517 
7910110313 
79101  109S4 
7910110333 

7710110497 

771OI10510 
791OI1O497 
791O1IO517 
7910110&19 

79/09/20 
77/OB/14 
79/09/20 
79/09/26 
79/09/36 

7O-33 
90-S74         A 
70-33 
50-334         d 
50-334         Q 

7910110545 

7710110343 
7910110557 
771011O727 
791OUO733 

7910110319 
7710110329 
7910110592 
7710110726 
7910110731 

79/09/26 
77/09/11 
79/OB/27 
79/08/31 
79/09/34 

50-334         0 
71-6291 
30-317         0 
BO-  4  91         Q 
CONTRACT 

79  1O1  10734 
79  lOt  £0737 

7910120015 
7910130020 
7910130033 

7910110732 
7910110735 
7910120010 
7910120017 
7910130017 

77/O7/OI 
79/09/11 
77/OB/24 
79/00/33 
79/03/23 

CONTRACT 
CONTRACT 
70-830 
40-66H3 
40-6633 

79101300E5 
7910130030 
79101200-10 
7910120045 
7910120046 

791O130017 
7910120017 
7910120039 
791O12Q042 
7910120013 

79/08/30 
7-7/QB/28 
79/O9/01 
79/09/20 
77/07/21 

40-6633 
40-6622 
CONT«ACT 
71-9797 
50-6              Q 

7910120072 
7710120075 
7910120077 
791O1200B2 
7910I20DB9 

7910120070 
7910130070 
7910120070 
7910130070 
791O13QOB3 

79/07/13 
79/07/13 
77/07/13 

79/09/13 
79/08/03 

70-371 
70-371 
70-371 
70-371 
50-466        G 

7910120109 
7910120123 
7910120134 
7910120132 
771O12O135 

7910130103 
79101E0116 
7910120116 
7910120127 
7910120129 

79/09/21 
79/07/38 
79/10/10 
79/10/04 
79/Q9/3B 

CONTRACT 
CONTRACT 
30-276         P 
90-397        K 
CONTRACT 

791O12O142 
79101  2014fl 
7910120156 
7910120170 
7910120173 

7910130136 
7910120143 
7910130133 
7910130163 
7910130163 

79/09/33 
79/1  O/D9 
79/09/27 
79/09/24 
79/09/21 

CONTRACT 
50-339        Q 
CONTRACT 
50-317         0 
BO-317         0 

7910120173 
791O1B0174 
7910120178 
771O13Q303 
7910130312 

79101201&B 
7910120163 
7910130163 
7910120197 

791012,0209 

79/10/09 
77/07/24 
79/09/24 
77/10/09 
79/10/09 

BO-2BO        P 
30-317        0 
SO-317        0 
30-3-16        H 
30-412         3 

7910130318 
7910150222 
7910120223 
7910120337 
7910120230 

7910130214 
7910120321 
7710130234 
7910120336 
7910120228 

79/10/05 
79/07/26 
79/1  O/OB 
79/10/05 
79/1O/10 

30-409        R 
90-266        P 
30-334         P 
90-S72        P 
90-334         P 

7910120231 
7910120233 
79IO130210 
7710120348 
771O1SOH47 

7910120237 
7910120228 
791Q1S0213 
7910130234 
7910120242 

79/1  O/OB 
79/10/10 
79/10/09 
79/10/09 
77/IO/04 

50-363        Q 
90-324         P 
50-324        R 
30-361        R 
50-335         P 

7910120353 
7910120262 
7910120371 
7910120279 
7710130278 

7910120247 
7710130337 
77101S0266 
7710130366 
7910120266 

79/09/EB 
79/09703 
79/09/HO 
79/07/20 
79/09/30 

CONTRACT 
50-266       Q 
50-352        Q 
90-3S2       0 
50-353       Q 

77I01303B4 
79IO13O300 

77I01H0304 
7?1012031S 
7710120315 

79101S02A6 
7910130294 
7910120291 
7910120308 
79101S0309 

77/09/20 
79/08  /30 
79/08/30 
77/09/20 
77/09/03 

50-353        Q 
30-369        0 
•30-369        0 
71-347 

•so-sea      Q 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

791013O3S5 

7910130318 

79/00/27 

71-117 

7910130329 

7910120321 

79/09/19 

30-272 

Q 

7910120336 

7910120321 

79/09/19 

30-273 

Q 

7910120313 

7910120331 

79/09/19 

50-372 

Q 

7910120345 

79J01S0335 

79/08/13 

PROJ 

7910130348 

7910120331 

79/09/19 

50-373 

Q 

79  101  30366 

7910130362 

79/09/21 

XPQRTLIC 

7710130304 

7910120903 

79/09/26 

71-260 

7910130906 

7910130509 

79/09/26 

71-196 

7910130531 

7910120510 

79/08/21 

70-698 

79101S0009 

7910150006 

79/09/20 

PR 

7910130016 

7910190013 

79/09/36 

COMMISSION 

7910150063 

7910130034 

79/09/19 

30-344 

Q 

77101SO-06B 

7910130034 

79/09/19 

50-244 

Q 

7910150070 

7910130034 

79/09/19 

30-344 

Q 

7910150073 

7910150094 

79/07/19 

30-344 

Q 

7910150111 

7910150106 

79/09/27 

71-9032 

7910190117 

7910150077 

79/09/11 

90-322 

0 

7910130132 

7910130113 

79/09/27 

71-112 

791013O136 

7910130127 

79/09/07 

30-518 

A 

7910150140 

7910150127 

77/09/07 

30-310 

A 

79  101  501  A3 

7910150137 

77/09/07 

30-31B 

A 

7910150116 

7910150127 

79/09/07 

30-51B 

A 

7910150152 

7910150127 

79/09/07 

30-310 

A 

7910130162 

7910190133 

79/09/10 

30-393 

Q 

7910130163 

7910130139 

79/07/11 

30-409 

H 

7910130170 

7910150166 

79/09/11 

30-10 

P 

79  KM  50170 

7910130160 

79/07/06 

71-231 

7910150279 

7910150271 

79/07/36 

50-338 

0 

7910150350 

7910130S83 

79/10/10 

30-331 

P 

7910150290 

7910130293 

79/10/09 

30-412 

a 

7910190-139 

7910150433 

79/08/13 

70-372 

7910150145 

7910190443 

79/10/10 

30-333 

B 

7910130455 

7910150452 

79/10/03 

50-206 

0 

7910150460 

7910150452 

.    79/10/03 

30-206 

B 

79101504A3 

7910150490 

79/10/09 

30-237 

S 

79101G0463 

7910130432 

79/10/03 

30-206 

B 

7910150471 

7910150467 

79/10/09 

30-286 

B 

7910150476 

7910190460 

79/10/09 

30-239 

B 

791Q1304B9 

7910130179 

79/10/07 

30-309 

8 

7910130467 

7910150466 

79/10/10 

90-302 

P 

79J0150467 

7910130472 

79/10/10 

90-202 

R 

791  01  5049  1 

7910130474 

79/10/09 

50-395 

R 

7910130499 

7910130492 

77/10/09 

30-313 

8 

7910150305 

7910150492 

79/10/09 

30-313 

9 

791OI  30906 

7910150496 

79/10/05 

50-116 

A 

7910150307 

7910150903 

79/10/04 

30-312 

R 

7910130311 

7910150504 

79/10/10 

30-135 

a 

7910150512 

7910130492 

77/10/07 

30-313 

s 

79101  50522 

7910130913 

79/10/04 

50-390 

8 

7910150323 

7910150514 

79/10/09 

50-303 

R 

791O1303S1 

7910150516 

77/07/27 

30-327 

8 

791O13O335 

7910130317 

79/10/1O 

50-193 

B 

79101  30B34 

79101  SOS2B 

79/10/11 

80-32.B 

S 

791OI  50330 

7910130530 

79/10/09 

30-293 

B 

7910150546 

7910150539 

77/09/26 

30-366 

B 

7910130549 

7910130341 

79/09/17 

QBO 

791O  130330 

7910130543 

79/10/11 

30-324 

S 

7910130393 

7910130944 

79/09/31 

50-327 

B 

7910180337 

7910150342 

79/09/2S 

50-363 

8 

7910130560 

7910150334 

79/10/11 

30-324 

B 

7910190361 

7910130331 

79/09/31 

30-368 

P 

7910150567 

7910190339 

79/10/04 

50-327 

8 

7910130966 

7910130562 

79/10/10 

30-330 

8 

7910130369 

7910150369 

79/10/01 

30-295 

B 

7910130371 

7910150566 

79/10/11 

30-331 

B 

791O19O377 

7910130379 

79/10/09 

30-273 

a 

791O1305B1 

7910150376 

79/09/28 

30-293 

B 

79101  90SB3 

7910150570 

79/10/10 

30-338 

8 

79101  503B7 

791013037B 

79/10/10 

30-338 

B 

791O1903BS 

7910130384 

79/10/09 

80-206 

3 

7910190991 

7910130386 

77/10/10 

30-331 

S 

7910150392 

7910130363 

79/10/10 

30-317 

a 

7910150393 

7910130387 

79/10/09 

TGPflEP 

791O15O39A 

7910130373 

79/09/21 

30-387 

8 

7910130401 

7710130394 

79/10/OB 

30-398 

R 

7910I3O6O3 

7910130397 

79/09/17 

30-390 

8 

7910130614 

7910130611 

79/10/11 

30-241 

S 

791013O617 

7910130613 

79/08/10 

30-280 

a 

79I0190&1B 

7910130616 

79/OB/31 

71-248 
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CATEGOF!' 

V 

7910190623 

7910150632 

79/09/04 

71-19B 

7910190634 

7910130630 

79/07/30 

5O-409- 

o 

7910130635 

7910150.613 

79/OB/10 

5Q-2BO 

Q 

7910150637 

7910150630 

77/07/30 

5Q-407 

O 

7910130639 

7910150613 

79/OB/1O 

5O-2HO 

Q 

7910150639 

7910150630 

79/07/30 

5O-407- 

O 

7910180643 

7910150630 

79/07/30 

3O-4Q9 

O 

791015064B 

7910190631 

79/09/02 

5O-327 

O 

7910130649 

7910130430 

79/07/30 

30-409 

O 

7910190691 

79101506QB 

79/09/13 

XPORTLIC 

7910130694 

7910130690 

79/09/05 

5O-466 

O 

7910160011 

7910160009 

79/OB/27 

40-299 

7910160039 

7910160025 

79/OB/a? 

50-306 

p 

7910160049 

7910160044 

79/09/18 

71-9853 

7910160033 

7910160044 

79/07/13 

71-9H53 

7910160060 

7910140054 

79/09/03 

30-255 

B 

7710160061 

7910160D44 

79/07/1  3 

71-9953 

791-0140066 

7910160044 

79/09/1  H 

71-9833 

79  JO  140072 

7910140044 

79/09/10 

71-9353 

7910160073 

7910160044 

79/09/1B 

71-9B33 

79  JO1  60090 

7910160033 

79/08/22 

50-311 

O 

79JOI60099 

7910160095 

79/09/O6 

30-344 

O 

791OI60IOO 

7910160093 

79/09/20 

30-317 

0 

791OI601Q6 

7910160093 

79/09/30 

30-317 

0 

7910160110 

7910160093 

79/09/30 

30-317 

Cl 

7910160117 

7910160093 

79/09/20 

90-317 

a 

7910160136 

7910160113 

79/OB/27 

50-259 

F 

7910160142 

7910160133 

79/09/19 

SO-219 

a 

7910160147 

7910140140 

79/09/06 

SQ-395 

a 

7910160150 

7910160133 

79/09/19 

30-319 

Q 

7910160133 

7910160133 

79/09/19 

ao-319 

0 

79IO140196 

7910160140 

79/09/06, 

30-298 

Q 

791O16Q157 

7910160152 

79/09/01 

40-3453 

7910160163 

7910160133 

79/09/19 

30-219 

Q 

7910160165 

7910160160 

79/08/39 

40-3303 

7910160166 

7910160159 

79/07/03 

ACRS 

771016Q16B 

79I016016I 

79/09/30 

30-293 

Q 

7910160172 

7910160161 

79/09/30 

30-293 

a 

7910160174 

7910160161 

79/09/30 

30-393 

a 

7910160177 

7910160170 

79/OB/31 

30-219 

a 

7910160179 

7910140161 

79/09/30 

30-393 

a 

7710160180 

7910160171 

79/OB/30 

SO-  309 

a 

7910160186 

7910160IQ3 

79/09/05 

30-206 

a 

7710160191 

7910160185 

79/OB/a  1 

5O-S9& 

a 

7710140193 

7910140IB9 

79/09/05 

50-34i 

a 

7910160194 

7910160IB9 

79/09/03 

30-346 

a 

77IO160204 

7910160197 

79/10/04 

SO-33B 

Cl 

77IOI60210 

7910160202 

79/09/04 

30-331 

0 

7710160315 

7910160208 

79/09/06 

30-483 

Q 

7910160H19 

7910160214 

79/10/01 

30-359 

Q 

7910160323 

79I0160H14 

.    79/10/01 

30-350 

0 

7910160339 

7910160221 

79/09/06 

3Q-29Q 

0 

7910160242 

79L016Q23B 

79/09/07 

30-373 

Q 

7910160343 

7910160231 

79/10/01 

30-373 

0 

7710160243 

79l0160a3B 

79/09/07 

30-373 

0 

79101602SI 

7910140233' 

79/09/27 

FOIA 

7710160357 

7910160233 

79/10/15 

90-320 

1 

7710160264 

7910140353 

79/10/15 

30-320 

I 

771016026B 

79101602SU 

79/09/27 

CONTRACT 

7910140271 

7910160253 

79/10/13 

50-330 

1 

7710160276 

7910140269 

79/10/13 

30-329 

8 

7710140277 

7910160353 

79/10/13 

30-320 

I 

7710140279 

7910160266 

79/09/35 

QA999 

7910140237 

7910160366 

79/09/HS 

OA999 

7710140294 

7910160293 

79/10/15 

30-320 

1 

77IO160300 

7910160293 

79/10/15 

30-3SO 

I 

7910160309 

7910160293 

79/10/19 

50-3SO 

I 

7710160300 

7710160346 

79/09/25 

OA999 

771OI  60320 

7910160314 

79/10/01 

30-3  3B 

a 

7710160332 

7910160334 

79/09/06 

50-946 

Q 

7910160337 

7910160331 

79/10/15 

50-373 

F 

7710160340 

7910160323 

79/09/HQ 

50-10 

P 

7910160343 

7710160333 

79/10/03 

CONTRACT 

771.0160347 

791016033B 

79/OB/27 

so-aao 

Q 

7710160340 

7910140343 

79/OB/H4 

so-aa? 

Q 

7710160352 

7910160323 

79/09/3B 

30-10 

P 

7710160334 

7910140344 

79/10/13 

50-339 

S 

7710160336 

7910140350 

79/OG/S3 

90-ais 

Q 

791016Q35B 

7910140350 

79/OB/H3 

5Q-S45 

Q 

7710160363 

7910160323 

79/09/28 

30-10 

P 
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ENCLOSURE 

PRINCIPAL 
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7910160364 

7910160361 

79/08/23 

50-367 

a 

7910160369 

79  101  (,0368 

79/10/10 

30-33? 

R 

7910160372 

7910160370 

79/10/12 

50-271 

R 

7910160375 

7910140374 

79/10/12 

30-29 

R 

7910160370 

7910140377 

79/*9/17 

XPORTtlC 

771016Q3BO 

7910160376 

79/10/09 

30-366 

R 

79101  603B5 

77101603B1 

79/10/11 

50-219 

P 

79101  603B6 

79101603B2 

79/10/10 

30-272 

R 

7910160387 

79101603BI 

79/10/11 

50-219 

P 

79101603BB 

79101603B1 

79/10/11 

50-219 

P 

7910160389 

79101603BI 

79/10/11 

30-219 

P 

7910160391 

79101603BI 

79/10/11 

90-219 

P 

7910160392 

79101603BI 

79/10/11 

SO-319 

P 

7910160393 

79101603BI 

79/10/11 

50-219 

P 

7910160394 

7910160390 

79/1O/10 

SO-244 

Ft 

7910140395 

7910160381 

79/10/11 

50-219 

P 

7910140396 

7910160331 

79/10/11 

90-219 

P 

7910160398 

7910160301 

79/  10/11 

30-219 

P 

7910160402 

7910I603B1 

79/1O/E1 

50-219 

P 

7910160404 

7910160399 

7<?/  1*/09 

30-373 

3 

7910160403 

77101  603B1 

79/1O/11 

30-219 

P 

7910160408 

79101603B1 

79/1O/11 

50-219 

P 

7910160410 

791016033J 

79/10/11 

30-319 

P 

7910160412 

7910160407 

79/107  13 

30-309 

R 

7910160413 

7910160413 

79/10/10 

SO-EB5 

It 

7910160417 

7910160409 

79/10/10 

50-367 

S 

7910160435 

791D16041B 

79/10/12 

S  0-3  33 

S 

791Q16043B 

791016042B 

79/10/12 

50-333 

B 

7910160441 

7910160437 

79/10/09 

50-336 

B 

7910160446 

7910160440 

79/10/10 

50-348 

P 

7910160453 

791016044B 

77/10/09 

50-372 

S 

7910160457 

7910160435 

79/10/09 

50-499 

S 

7910160439 

7910160453 

79/10/10 

50-333 

p 

7910160460 

7910K.0445 

79/10/OS 

30-249 

p 

7910160463 

791016043B 

79/10/13 

30-293 

R 

7910140464 

7910160492 

79/1O/10 

30-333 

P 

7910140470 

791016046B 

79/10/03 

30-273 

A 

7910160471 

7910140467 

79/10/10 

30-34S 

R 

7910160473 

7910160466 

79/10/09 

30-315 

E 

791  OU  04  78 

7910160176 

79/10/09 

50-312 

P 

791Q1.6O481 

7910160477 

79/10/10 

50-302 

R 

7710160483 

7710160479 

79/10/07 

80-354 

R 

7710160483 

7910160480 

79/10/12 

50-333 

•s 

7710160487 

7710160484 

79  /OB/  37 

80-312 

0 

771016O4BB 

7910160472 

79/10/11 

50-302 

S 

7710160471 

7710140489 

79/10/12 

50-33B 

S 

7710160493 

7710U04B9 

79/10/13 

50-33B 

S 

7710160476 

7710160489 

79/10/12 

50-338 

£ 

7710140497 

7710160489 

79/10/12 

80-33B 

E 

7  9  101  £0301 

7710160499 

79/10/11 

30-271 

8 

771016*303 

7910140494 

79/09/35 

30-237 

3 

7710160-306 

7710160300 

79/10/10 

50-316 

S 

7710160307 

7710160304 

79/10/07 

S0-31i 

3 

7  9  101  40300 

7710160309 

79/10/07 

50-303 

0 

7910160.511 

7710U0500 

79/10/10 

80-316 

8 

7710160310 

7710160313 

79/10/10 

30-348 

S 

7710160321 

771016031S 

79/10/11 

30-10 

Ft 

7710160334 

7710160313 

79/10/10 

30-348 

S 

7710160390 

7710140547 

79/10/10 

90-334 

R 

7910160369 

7710160335 

79/10/10 

50-34B 

P 

7910U0593 

7710160331 

79/10/04 

10CFR 

7910160603 

7910160403 

77/OB/O7 

TCJ-REP 

7710170000 

7710170007 

77/09/13 

50-410 

S 

7710170009 

7910170007 

79/09/13 

30-410 

S 

7910170013 

7710170011 

79/09/13 

50-397 

a 

7710170014 

771017*013 

77/09/28 

30-313 

a 

7710170019 

7910170016 

77/07/13 

JMW97 

7710170024 

7710170016 

77/09/13 

QAIIf 

771Q170Q2B 

771017*026 

77/OS/SB 

50-440 

0 

7710170030 

7710170027 

77/09/21 

SO-UO 

s 

7910170031 

791  01  70026 

77/08/2B 

SO-440 

Q 

7710170034 

771017Q032 

79/08/29 

30-341 

0 

7710170033 

791017*039 

79/09/23 

QW77 

7710170037 

791017*032 

77/09/20 

30-341 

<J 

7710170040 

791017*039 

77/09/23 

OA997 

7710170043 

7710170  039 

77/09/2S 

OA777 

7710170043 

7910170041 

77/IO/O1 

BO-416 

a 

7710170046 

7710170027 

79/09/23 

GA977 

7710170CPSO 

771017001B 

77/09/12 

OA977 

7710170052 

7910170047 

77/08/30 

70-27 
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7910170054 

791017004B 

79/09/12 

OA979 

7910170036 

771017004B 

79/09/12 

OA779 

79  JO  170057 

791017004B 

79/09/13 

OA799 

791O17Q05S 

7710I7004B 

79/07/1  2 

OA779 

7910170057 

7910170053 

79/10/04 

50-S46    0 

79  1O  170060 

7710170049 

79/09/13 

QA777 

7910170061 

7910170053 

77/10/04 

90-546    Q 

7710170064 

7910170043 

77/09/17 

QA799 

7710170067 

7710170066 

77/09/3B 

50-393    D 

7910170070 

7910170062 

77/O9/27 

CONTRACT 

791O1700B3 

791017007B 

77/09/27 

CONTRACT 

7710170093 

79101700B7 

79/O9/24 

CONTRACT 

7910170121 

7910170117 

79/10/1S 

30-3  B7    A 

7910170124 

791017011-7 

77/10/12 

30-3  B7    A 

791O170129 

7910170126 

77/10/02 

TOPREP 

7910170135 

7910170133 

77/10/02 

TOP  REP 

7910170141 

7910170137 

77/10/15 

90-3B7    K 

7910170142 

7910170111 

77/09/20 

CONTRACT 

7910170150 

7910170116 

77/10/02 

TOPflEP 

7910170175 

7710170166 

79/09/13 

CONTRACT 

791O170186 

7910170163 

79/10/15 

30-327   F 

7910170195 

7710170191 

79/10/13 

50-3  1  3    R 

791OI70196 

7910170172 

79/09/2S 

30-320    P 

7910170209 

79101  70204 

79/10/11 

50-3  1  7    S 

791OI70212 

79IO17Q2CB 

79/10/10 

30-334    S 

7910170216 

7910170211 

79/10/07 

30-324    S 

7910I7021B 

7910  170203* 

79/10/12 

30-276    B 

79  1O  170220 

7910170214 

79/10/10 

30-206    R 

79  1O  170227 

791Q170SSS 

79/10/07 

50-324    B 

791OI7022B 

7910170224 

77/10/09 

30-366    -Q 

7910170333 

7910170339 

79/10/12 

90-369    R 

791  &1  70237 

7710170234 

79/1O/09 

30-220    R 

791  Ot  70247 

7910170340 

79/10/10 

50-370    S 

7910-170230 

7910170244 

79/10/10 

30-244    S 

79IO170S62 

7910170253 

79/10/12 

50-366    S 

79I0170S72 

7910170200 

79/10/07 

50-3  35    S 

7910170S74 

79101  70265 

79/10/13 

50-331    S 

7910170270 

7910170276 

79/10/03 

50-320    P 

7910170293 

7910170288 

79/00/37 

50-320    R 

7910170390 

79101702B7 

77/10/10 

30-24  5    8 

7910170399 

7910170297 

79/&7/20 

30-320    H 

79I017030B 

7910170294 

77/1O/12 

50-443    0 

791  Dl  70333 

79101703IJ 

79/10/09 

30-2  1  9    8 

7910170327 

7910170333 

79/00/14 

50-320    H 

79IO1  70336 

7910170330 

79/10/11 

50-267    P 

7910170337 

7910170331 

79/OB/29 

SO-320    H 

7910170344 

7910170335 

77/10/09 

TOPREP 

7910170346 

7910170328 

79/07/01 

CONTRACT 

7710170347 

7910170339 

79/09/07 

30-320    U 

7910170335 

7710170330 

79/09/18 

90-330    P 

7910170330 

7910170349 

79/10/12 

30-346    B 

7710170368 

7910170361 

79/07/30 

90-320    P 

7910170373 

7910170363 

79/09/29 

ACRS 

7910170379 

7910170361 

79/09/23 

30-344    P 

7910170380 

7910170374 

79/07/06 

50-3SO   0 

79IOI7038J 

79101  7037B 

79/07/24 

50-320    P 

791QI703B2 

7910170377 

79/10/11 

90-4  1  6   B 

791QI  70384 

7910170374 

79/07/06 

50-3BO   0 

79IOI703B3 

7910170363 

79/07/27 

PFI 

791O1703BD 

7910170374 

79/07/06 

30-3BO    0 

79IOI70391 

7910170383 

79/10/11 

50-3  1  7    B 

7910170393 

7910170364 

79/07/29 

90-344    P 

7910170394 

7910170374 

79/09/06 

50-320    0 

7910170400 

7910170364 

79/07/03 

50-344    P 

7910170401 

7910170396 

79/10/12 

90-273   R 

7710170414 

7910170404 

79/10/16 

90-443   A 

7710170413 

7910170411 

79/07/06 

30-320-   O 

7710170125 

7910170420 

79/09/18 

90-330<   H 

7710170434 

791017042B 

79/08/18 

50-32-0   P 

7910170436 

7910170431 

79/07/26 

30-250   P 

7910170438 

7910170439 

79/08/31 

90-320   H 

7710170441 

7910170431 

79/07/36 

90-350   P 

7910170142 

7910170437 

77/06/37 

9Q-320   H 

7910170444 

7910170437 

79/00/27 

30-320   H 

7910170449 

7910170431 

79/07/36 

90-250   P 

771017044& 

7910170137 

79/08/27 

90-320   H 

791Q17014B 

7910170437 

79/OB/27 

50-320   H 

7910170450 

7910170137 

79/08/27 

50-320   H 

7910170434 

7910170137 

77/08/37 

90-320  '   H 

7910170133 

7910170137 

79/08/27 

90-320   H 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUDJEC1 
CATEGORY 

7910170460 
7710170463 
7910170466 
791017046B 
7910170470 

7910170437 
7910170437 
7910170437 
7910170457 
7910170437 

79/OB/27 
79/OB/27 
79/OB/27 
79/O9/13 
79/OB/27 

30-320         H 
30-330         H 
50-320         H 
30-249         Q 
30-320         H 

7910170472 
7710170473 
7910170476 
77101704BQ 
77101704BB 

7910170437 
7910170497 
7910170437 
7910170497 
79-10170437 

79/OB/27 
79/09/13 
79/OB/27 
79/09/13 
79/09/13 

5O  -320         H 
50-245         Q 
30-320         H 
50-249         Q 
50-249         Q 

7910170501 
7710170SOS 
7910170910 
7710170311 
7910170333 

7910170497 
7910170500 
7710170497 
7710170507 
7710170351 

79/06/21 
79/08/06 
79/06/21 
79/08/17 
79/09/36 

90-338         Q 
90-32O         Q 
90-9E8         Q 
90-320         H 
90-320         P 

7910170989 
7710170960 
7910170561 
7710170963 
7710170965 

7710170594 
7710170950 
7710170331 
7710170394 
7710170390 

79/09/  1  1 
79/09/1B 
79/09/36 
79/09/  1  1 
79/09/1B 

90-309         P 
30-407         0 
90-3SO         P 
90-309         P 
50-409         0 

7710170567 
7710170349 
7710170370 
7710170574 
7910I7Q9BO 

7710170591 
7910170594 
7910170330 
7910170390 
7910170576- 

79/09/26 
79/09/11 
79/09/18 
79/09/1B 
79/09/14 

90-320         P 
90-309         P 
90-409         0 
50-409         0 
90-233         P 

7910170610 

7910170649 
7910170714 
7910170756 
7910171063 

7910170603 
7910170631 
7910170735 
7710170739 
7910171063 

79/08/23 
79/09/21 
79/10/04 
79/10/04 
77/09/21 

90-322         Q 
90-247         0 
90-2B7         P 
90-2B7         P 
30-273         G 

7910IB0013 
77101B0014 
79101B001S 
77101BOOI7 
77101HOOa3 

7710180010 
771O1B001O 
7710160010 
77101B0012 
7910180021 

77/10/03 
79/10/03 
77/10/03 
77/09/28 
79/10/O2 

30-574         6 
50-571         0 
30-374         0 
CONTRACT 
CONTRACT 

77101B0027 
77101BOQ44 
77IOIB0034 
7710100036 
79IOIB0039 

77101B0039 
77101B0037 
7710180047 
771O1BOOSO 
7710180049 

77/07/24 
79/09/17 
77/07/17 
79/10/03 
77/07/17 

CONTRACT 
30-466         0 
30-32  1         Q 
50-338         P 
30-321         Q 

79101B0067 
79I01B007S 
79I01B0076 
79101BOOai 
77IQ1B0092 

7710180063 
77101E0067 
7710180073 
77101B0067 
77  101  BOOBS 

77/05/16 
79/09/19 
77/07/27 
79/07/19 
77/07/20 

CONTRACT 
50-400         0 
CONTRACT 
50-400        Q 
80-491         Q 

77101BQ093 
77101B0104 
77101B0110 
77101B0113 
77101B0120 

77101BOOB6 
7710180100 
7710180100 
77101B0106 
77101B0116: 

77/09/20 
79/09/37 
79/09/87 
79/09/27 
79/09  /SB 

30-491         Q 
50-413         Q 
50-413        Q 
90-334         Q 
90-113         Q 

7710180133 
79101B0126 
77I01B012B 
7-91018013? 
77101B0131 

7710180106 
77I01B0116 
77101B0106 
7910180116 
7910180124 

79/09/37 
79/09/2B 
79/09/37 
79/09/2B 
77/07/H7 

90-324         Q 
30-113         Q 
90-324         0 
30-413         0 
30-309         0 

7  9  10  1  BO  132 
79101  BO  133 
79101B0137 
79101H0140 
7910IB0141 

7910180106 
79101B0124 
7910180106 
7910180124. 
77101B0121 

79/07/27 
77/07/27 
77/07/27 
77/07/27 
79/07/13 

50-324         0 
30-309         0 
30-324         Q 
30-309         Q 
90-3              0 

7910IB01SO 
79IOIB013B 
79101B0160 
79101B016B 
79I01B0176 

79101B0121 
7710180147 
7910180194 
77101B0147 
7710180147 

79/09/13 
77/07/06 
77/OB/23 
79/07/06 
77/09/06 

30-3              0 
30-2B2         P 
50-410         Q 
50-3B2         P 
30-282         P 

7910IE0312 
77l01BOat7 

7910160323 
7910180226 
79-10180231 

791QIB0209 
7910180309 
79I01BOS09 
7910160233 
7910180224 

77/10/01 
77/10/01 
77/10/01 
79/10/OB 
79/09/21 

30-321         P 
50-321        P 
30-321        P 
TOPREP 
90-243         P 

7710180234 
79-10180335 
7710160210 
77101B0242 
7710180243 

7910180232 
7910180223 
7?  101  80223 
79101B0237 
77101B022S 

79/10/05 
79/08/30 
79/08/30 
77/07/07 
79/08/30 

CONTRACT 
QA999 
QA999 
30-15S        P 
OA999 

7710180244 
771Q1B0281 
79-1Q1B02&0 
7910180262 
7910180263 

77101  B0239 
77101  B022B 
77101  B0293 
79101  B0293 
77101  B0296 

77/07/12 
79/OB/30 
77/09/23 
77/10/09 
77/07/16 

30-344        0 
O.A999 
CONTRACT 
70-143 
OA999 

CROSS  REFERENCE  OF  ENCLOSURES  TO 
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AC C EBB I DM   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

79101802AB 
7910180273 
7910180376 

79101B02BO 
77IOJB0273 

7910180265 
79101Q0266 

7910180367 
79101B027B 
77101BQ2B9 

79/09/36 
79/07/31 

79/08/31 
79/09/1B 
79/09/14 

CONTRACT 
30-320    F 
70-143 
50-2B9   0 
30-4B4    0 

79101B0297 
7910180304 
7910180307 
7910180300 
79101B0309 

7910180389 
7910180298 

79101  B029B 
79101B0303 
79101B0293 

79/09/11 
79/09/25 
79/09/23 
79/10/03 
77/07/25 

30-4B4   Q 
OA999 
QA999 
30-2B9    Q 
OA799 

77101B0313 
791Q1B0332 
7910180345 
7910180347 
79101S034B 

791018029B 
7910180317 
7910180344 
7910180344 
79101B0344 

79/09/33 
79/10/11 
79/09/21 
79/09/21 
79/09/21 

QA999 
50-317    B 
30-333    P 
50-323   P 
30-325    P 

791Q1B03SO 
7710IB0373 
7910180378 
79101B0379 
79101  B0380 

79101B0349 
79101B0368 
79101B0374 
7910180372 
7910180376 

79/OB/21 
79/10/11 

79/09/03 
79/10/12 
79/10/13 

30-3B7    a 
30-317    B 
XPOFtTLIC 
50-390   A 
50-373   A 

7910180383 
79I01803B5 

79101B03BB 
79101B0392 
77101  B0376 

7910180369 
79101B03B1 
77101B0371 
79101B0390 

79101B0393 

79/10/09 
79/09/07 
79/10/10 
79/09/13 
79/10/10 

50-318   B 
XPORTLIC 
30-237    S 
XPQRTLIC 
50-277    R 

79101B0399 
79101B0411 
7910180419 

7910180428 
79101B0433 

7910180387 
7910180404 
7910100401 
79101B04SO 

79101B0429 

79/10/10 

79/10/12 
79/10/10 
79/10/01 
79/10/13 

50-327   B 
50-219   S 
30-219   B 
30-396   0 
30-269   S 

79101B0434 
791QIB0437 
79101B0440 
7710180445 
7910180446 

7910180423 
79101B0431 
7910180214 
7910180439 
7910180441 

79/10/11 
79/10/15 

79/09/23 
79/09/10 
79/10/10 

BO-213   R 
30-170    P 
COMMISSION 
XPORTLIC 
80-219    & 

791018044B 
79101B04S3 
77101B04S3 
7910180464 
79101B0463 

79JOIB0444 

79101B0443 
79101B0450 
79101B0460 
79101B0439 

79/09/HB 
79/10/11 
79/OB/29 
79/10/13 
79/08/29 

CONTRACT 
30-318    B 
BO-250   Q 
SO-239    B 
BO-339    Q 

7910180472 
7910180473 
79101B0479 
79101B0481 
79I01BQ4B3 

7910180469 
7910180471 
7910180471 
7910180471 
79101804BO 

79/10/13 
79/10/02 

79/10/03 
79/10/02 
79/10/13 

BO-302   B 
BO-33  1    Q 
DO-331    0 
BO-32  1    0 
BO-329   B 

7910I804B3 
791Q1B04B4 
7910180490 
7910180493  • 
79101B0496 

7910180471 

79101B047B 
79101  B0486 

79101B0491 
79101B0494 

79/10/02 
79/09/13 
79/09/27 
79/Q9/3B 
79/09/30 

90-321    0 
27-39 
CONTRACT 
CONTRACT 
CONTRACT 

79101B0907 
79101B0913 
7910180333 
7910180936 
791018032B 

7910180B02 
7910180SO? 
79101B03B1 
7910180816 

79101B0923 

79/09/27 
79/09/07 
79/03/23 
79/10/03 
79/OB/BO 

CONTRACT 
71-178 
70-33 
50-331  '  Q 
30-339   Q 

7910180330 

7910160334 
79101BQB39 
7910180336 

791018093B 

79101B0316 
79101B0831 

77101B0932 
791Q1B0816 
79101B0333 

79/10/05 
79/10/03 
79/OB/31 
79/10/03 
79/10/04 

50-321    Q 
30-333   B 
30-321   0 
00-321    Q 
BO-320   0 

79101  BOS40 
79101BOB43 

7710180314 
7910IBOB49 
79101B0390 

79101B0337 
79101B0339 
79101SOB37 
79101BOB43 
7910180946 

79/09/07 
79/08/31 
79/09/07 
79/08/31 
79/10/01 

80-449   fl 
90-348   0 
BO-443   0 
30-438   Q 
BO-440   0 

7710IB0936 
79101S0337 
77101B098B 
7710180B61 
7710180366 

7910160082 
79101BOB92 
79101B08S3 
79101B09BB 
77101B086B 

79/10/02 
79/10/02 
'  79/08/30 
79/10/03 

79/10/12 

30-346   P 
30-346   P 
30-34B   Q 
BO-346   P 
30-320   H 

7910180367 
79101BOB70 
79I01B0374 
79101BOB78 
79101B08B3 

77101B0363 
7707270840 
7910180372 
7910180377 
7910180377 

79/OB/30 
79/09/07 
.79/10/04 
79/08/27 
79/OB/H7 

BO-321    Q 
71-236 
30-330   U 
30-320   fl 
50-320   0 

7910180993 
79IOIB0897 
79I01BQ6Q3 
79101B0606 
79JQ1B06Q9 

79101BOBB3 
79101BOB93 
79101B0897 
79101B0602 
79101B060I 

79/09/27 
79/10/03 
79/07/20 
79/09/2S 
79/Ofl/Ol 

CONTRACT 
00-320   P 
30-289   0 
CONTRACT 
OA999 

•ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
I8SUED 

SUBJECT 
CATEGORY 

7910180617 

7910180612 

79/07/25 

CONTRACT 

7910100625 

7910130619 

79/09/13 

XPOdTLIC 

79101Q0611 

79101B0637 

79/09/33 

XPORTLIC 

7910180853 

79101BOB32 

77X07/35 

OA999 

7910190009 

7910190006 

79/08/28 

30-330         0 

7910190013 

7910190011 

79/08/aB 

50-2B9         0 

7910190016 

7910190015 

79/09/27 

CONTRACT 

7910190023 

791019001B 

79/06/30 

50-393         0 

7910190037 

7910190030 

79/OB/30 

30-338         G 

7910190043 

7910190041 

77/OB/29 

50-361         0 

7910190091 

791019C-04B 

79/07/23 

QA979 

7910190033 

791019C-04B 

79/07/23 

QA977 

7910190053 

7910190050 

79/09/2B 

50-327        0 

7910190056 

791019004B 

79/07/25 

OA997 

7910190058 

7910190090 

79/09/38 

30-327         Q 

7910190060 

7910170048 

79/09/25 

QA799 

791019M61 

7910190030 

79/09/Sfl 

90-327         Q 

7910190063 

7910170050 

77/07/28 

30-327         Q 

7910190077 

79  fOJ  70067 

79/07/12 

Q.A999 

7910190081 

7910190073 

79/07/23 

50-295         0 

7910190082 

7910190073 

77/09/27 

CONTRACT 

79101900B3 

7910170067 

77/09/12 

QA799 

79101900B6 

7910170067 

79/09/12 

QA799 

77101900HB 

7910170067 

77/07/12 

OA999 

7?101900EJ9 

791017Q0B7 

79/07/16 

CONTRACT 

7910190090 

7910170067 

79/09/13 

QA999 

7910190093 

7910190067 

79/09/12 

QA777 

7910190097 

791017009S 

79/09/27 

CONTRACT 

7910190-099 

7910190073 

77/10/04 

50-466       Q 

7910190105 

7910190103 

79/09/2B 

CONTRACT 

7910190115 

7910190109 

79/09/28 

30-289         0 

7710190116 

7910190112 

79/10/02 

CPNTRACT 

7910190120 

79101<901la 

79/10/04 

30-321         0 

7910190122 

7910190119 

79/09/33 

CONTRACT 

7910190124 

7910190131 

79/09/04 

70-2623 

7910190137 

7910190121 

79/09/04 

70-2623 

7910190128 

7910170135 

79/09/27 

CONTRACT 

7910190129 

7910190126 

77/10/01 

CONTRACT 

7910190132 

7910190131 

77/07/04 

70-2623 

7910190133 

7710190133 

77/07/10 

KPOnTLIC 

7910190137 

7910190136 

79/09/27 

CONTRACT 

7910190142 

7910190133 

79/10/03 

CONTRACT 

7910190143 

791019013? 

79/09/28 

OA999 

7910190144 

7910190140 

79/10/05 

30-311         B 

7910190149 

7910170145 

79/O9/16 

CONTRACT 

7910190150 

7910190121 

79/09/04 

70-2i23 

7910190153 

7910190140 

77/10/05 

30-311        S 

791Q19013& 

7910170131 

77/09/04 

70-2623 

79101901B(. 

7710190131 

77/09/10 

40-B754 

7910190137 

7910190154 

77/09/37 

30-309        P 

7910190190 

7710190131 

77V09/27 

50-309        P 

7910190160 

7710490131 

77/09/10 

40-B754 

7910190161 

7710190151 

77/09/37 

50-309       P 

7910190164 

7910190139 

77/09/14 

50-320        T 

791019017H 

77101i  90176 

77/09/09 

50-330        0 

7910190179 

771019016B 

77/09/27 

30-320         0 

7910I901B1 

7910190173 

77/09/21 

CONTRACT 

7910190200 

7910190197 

77/07/24 

30-2il         P 

7910190205 

7910190199 

77/OB/16 

30-320         0 

7.910170316 

7910190211 

77/10/03 

90-320        P 

7910190326 

79I01902H4 

79/07/27 

30-320        P 

7910190244 

7710190134 

79/09/24 

CONTRACT 

79  IOI  90347 

7910190230 

79/0(./26 

30-320        0 

7910190251 

7710190243 

79/09/26 

50-320        K 

7910190379 

77  1O1  90264 

77/09/13 

90-266        P 

79  101  9028  1 

7910190272 

79/10/13 

50-2B9        R 

79101903013 

7710190301 

79/10/19 

TOPHEP 

7710190310 

77101903QB 

79/09/27 

50-320        H 

77I01903HO 

7710190319 

77/OB/29 

30-320        H 

7710190323 

7710190321 

79/09/1B 

50-320        K 

7910190332 

7910170336 

79/10/OB 

50-27S        S 

7910190346 

7710190335 

77/10/05 

30-335        a 

7710190348 

771017Q34S 

77/oa/ae 

90-320        0 

7910190337 

7910190347 

79/10/11 

30-351        a 

7710190369 

7710190360 

79/10/13 

50-233        & 

7710190371 

7910190367 

79/10/09 

30-369        ff 

7710170376 

7710170374 

79/10/13 

50-316        R 

7910190391 

7910190377 

79/10/li 

30-338        R 

7710190302 

7710190378 

79/10/10 

S  0-302        R 

7710190387 

7910190297 

79/O&/2S 

30-320        0 

508 
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ACCESSION    NUMBER 


ACCESSION    NUMBER 


ENCLOSURE 


PRINCIPAL 
DOCUMENT 


DATE 
ISSUED 


SUBJECT 
GATED DRY 


791019O389 
771019O391 
791O190399 
771019O4O1 

771019Q4QB 

7910190411 

7910190414 
79101-304  1? 
79IO190423 
79101904BT 

7910190429 
79101904-30 
7910190436 
7910190438 
7910190449 

7910190451 
7910190453 
7910190455 
79I01904&9 
7910190470 

7910190476 
7910170480 
79101904 B7 
791019030-1 
7910190S1B 

79101-50330 
79IO1903SH 

7910190525 
7910190541 

791023000.2 

79 1 0220OOB- 
7910220058 
7910330101 
7910330103 

79 i oaaoi i i 

79IOB201S1 
7910220133 
79)03301-11 
79IOBB0147 
79 102201  SO 

7910220158 

791032014.3 
7910220170 

7910E20173 
77E02B0179 

791022-0  iai 
791 0230 IBi 
79 10220 I 1O 
771O220192, 
7710330196- 

79  i  03302O6 
791022020B 
79 1 03202 1 3 
79 1 02202 1 7 
791 022032 B 

7910220236: 
7910330237 
7910220343 
79 JOH 30344 
791 032021 5 

7910330346 
7910330353 
7910220334 
79 1022  oast, 
7910220257 

791 0220 26O 
7910220261 
77103302-72 
7910220274 
7910330275 

7910220279 
79I02202B6 
7910S202B7 
79 1 0-320293 
7910330297 


7910170384 
79101703B6 
7910190395 

7910190397 
7910190406 

7910190394 
7910190406 
7910190415 
7910190413 
791OI9O4S4 

7910190417 
7910190416 

7910190433 
7910190431 
7910190446 

7910190439 
7910190447 
7910I904BO 
771OI90463 
7910190463 

791O190463 
7910190163 
7910190463 
7910190493 
791O170512 

7910190517 
7910190317 
791019O5I3 
771019O53B 
7910320001 

7910220007 
7910320050 
7910220094 
7910220094 
791022O108 

7? 102201 1  5 
79103J0057 
7910310059 
7910310059 
7910310039 

7910310039 
7910310039 
7910310059 
7910310059 
791 0230176 

79103 1&059 
79102SOIB3 
7910310039 
7910230  IBS 
7910310039 

77 I O3 10059 

7910310039 
7910310059 

7910220315 
7910230220 

791-0220220 
7910220233 
7910220224 
7910320238 
7910220S40 

7910220240 
79IOS2.Q24B 

7910220320 
7910220252 
7910220252 

7910220251 

7910220392 
7910220267 
771022026B 
79103203-66 

7910320278 

7-jioaaoaao 

7910220283 
79 1 0220270 
7910220274 


79/10/13 
79/10/16 
79/10/19 
79/10/15 
79/10/03 

79/10/11 
79/IO/03 

79/10/02 
79/OB/15 
79/O9/27 

79/10/10 
79/10/13 
79/10/12 
79/10/01 
77/09/2B 

79/10/10 
79/OB/31 
79/10/12 
79/10/13 
79/IO/03 

79/10/13 
79/1O/13 
79/10/13 
79/1O/OI 
79/10/17 

79/10/16 
79/10/16 
79/1O/17 
79/09/29 
79/10/03 

79/09/11 
79/09/11 
79/1O/05 
79/SO/OS 
79/10/19 

79/07/14 
79/10/09 
79/10/09 
79/10/09 
79/10/09 

79/10/09 
79/10/0? 
79/10/09 
79/10/09 
79/10/09 

79/10/09 

79/10/10 
79/10/07 
77/07/31 
79/10/07 

77/10/09 
79/10/0? 
77/10/09 
79/10/01 
7-9/09/14 

79/09/14 
79/09/21 
79/10/1B 
79/10/16 
79/07/11 

79/O9/14 
79/1 0/IS 

79/09/14 
79/09/1B 
79/07/ES 

79/10/17 
77/O9M8 

79/09/31 
77/10/10 
77/10/17 

79/10/15 
77/1O/19 
77/10/1B 
77/10/1  ft 
79/10/13 


7910230300 

7910220335 
7910220334 
7910220372 
7910220374 


7910230297 
7910320334 
79102.3O347 
79102H0343 
7910220365 


79/1 0/1B 
77/10/13 

79/10/19 
79/03/14 
79/03/14 


50-2B6 
50-3BO 
50-33B 
S 0-331 
50-312 

30-333 
5O-31E 
SO-416 
50-49B 

50-370 

50-301 
50-272 

50-317 
50- 5.1  B 
3O-S5I 

30-273 
50-471 
50-2 1 9 
30-346 
90-231 

30-346 
90-346 
50-346 
SO-51H 
30-33B 

TOPREP 
TDPREP 
50-33B 
50-335 
30-123 

40-3751 

50-155 
30-10 
50- 1O 
30-537 

40-3752 
50-353 
5O-352 
50-3 5 a 
30-333 

50-3-52 
50-352- 
90-352 
50-35H 
71-331 

S 0-352 
71-4337 
SO- 352 
50-4BB 
BO-33H 

50-352 
50-332 
30-352 
50-201 
50-344 

90-344 
40-8735 
50-271 
50-333 
50-2 B7 

SO-2S7 
50-219 
50-344 
TOPREP 
TQPREP 

30-318 
TOPREP 
4Q-t341 

ao-32i 

50-316 

50-217 

30-319 
50-333 
30-302 
30-346 

30-B13 

30-B2B 

30-244 

10CFR 

IOCFR 


EWCLOBURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7910220379 

7710220376 

79/09/21 

COMMISSION 

79102203B6 

7910220360 

79/09/14 

50-522         0 

7910230393 

7910230390 

79/09/10 

30-466         0 

7910230108 

791022037? 

79/09/23 

CONTRACT 

7910220409 

7710220406 

79/10/02 

SECY 

7910B20411 

7910230404 

79/10/01 

30-311         Q 

77102E0412 

7710220406 

79/10/02 

SECY 

7910220432 

791  02201  18 

79/09/25 

SECY 

7760220439 

7710220432 

79/09/28 

SECY 

791032044J 

7910220436 

79/OB/OB 

30-490         M 

7710220445 

7910220433 

79/09/28 

SECY 

7910220488 

77102204Q1 

79/09/21 

QA999 

791O2204B9 

7710220407 

79/10/01 

50-295        P 

791O220493 

7910220487 

79/10/01 

SO  -39  3         P 

7910220497 

7910320492 

79/10/12 

30-2B3         P 

791023O324 

7710220513 

79/10/01 

50-361         M 

791O220S2B 

7710220319 

79/09/19 

50-4OO         Q 

791  0220  33B 

7910230319 

79/07/19 

30-400         Q 

7910220339 

7910230327 

79/08/03 

QA999 

79IO220572 

791O220566 

77/10/03 

XPORTLIC 

7910330004 

7910230003 

79/03/07 

PRDJ 

7910230007 

7910230002 

79/03/07 

PROJ 

7910230009 

7910230002 

79/03/07 

PROJ 

7910230017 

7910230013 

79/09/07 

30-327        Q 

7910230032 

791023001B 

79/09/07 

30-416         Q 

7910230031 

7910230023 

79/09/07 

30-416         Q 

79I0330O3B 

7910230033 

79/07/27 

CONTRACT 

7910230042 

7910230033 

79/09/07 

30-348         Q 

7910230056 

791023004B 

79/09/03 

30-966         0 

7910230125 

7910230120 

79/10/04 

30-277        P 

7910230130 

771O230127 

79/10/03 

50-259         p 

7910330141 

7910230135 

79/10/04 

3O-273         0 

791023014B 

7910330139 

79/10/09 

30-324         P 

7710230162 

7910230155 

79/1O/04 

30-279         0 

7910230173 

7710230163 

79/10/04 

30-275         0 

7910230247 

7910230240 

79/09/13 

30-  1O           Q 

7710230286 

7910230104 

79/1O/22 

30-49B         K 

7910230263 

7910230240 

79/07/13 

30-10           0 

771033O274 

7910230267 

79/10/13 

30-348         P 

7710230-281 

7910330271 

79/09/11 

30-136         Q 

7910230297 

79103302B9 

79/10/09 

30-482        0 

7910H30306 

V9I023O2B9 

79/10/09 

30-4B2        Q 

7710230361 

79103303S4 

79/10/16 

50-309        P 

79  1  0230  373 

7910230364 

79/07/11 

30-438         Q 

7910230437 

7910330434 

79/10/19 

50-267         8 

7910230449 

7910330447 

79/10/11 

50-267        P 

7910230453 

7710230431 

79/10/11 

30-336         R 

7910330458 

791O2304S6 

79/10/19 

50-333        8 

791O330439 

7910230454 

79/10/17 

50-296        S 

791O33O461 

7910230460 

79/10/18 

30-280        8 

79  102304  A3 

7910230462 

79/10/19 

30-348         B 

79IO230466 

7910230464 

79/10/12 

30-237        S 

7910330469 

7910230467 

79/10/19 

30-267         3 

7910330473 

7910230470 

79/10/1B 

30-259         S 

7910230479 

7910230476 

79/10/19 

30-2"67        8 

79102304B4 

79102304B2 

77/10/18 

50-397         3 

79102304B6 

7910S304B3 

79/10/1B 

30-334         S 

791023O49H 

7910E304BO 

79/10/16 

50-348         8 

79IO330497 

7910230491 

79/10/19 

30-269         S 

7910230309 

7910230S01 

79/10/16 

50-336         B 

7910230512 

7910230S07 

79/10/19 

5  0-36  B         B 

79IO23031S 

7910330307 

79/10/19 

30-36B         B 

7710230320 

7710230313 

79/10/16 

50-282         S 

7910230321 

7910230514 

79/10/19 

30-333         S 

771023033? 

79(0330536 

79/10/15 

30-390         8 

7710230330 

791  023052  B 

79/10/16 

50-269         P 

•'910230333 

7910230326 

79/10/13 

50-390         8 

/91023053B 

7910H30522 

79/10/1B 

50-303        3 

7910230349 

7910230543 

79/10/19 

30-302        8 

7710B30S93 

79  10230  508 

79/10/16 

30-324        B 

791  0230  5S9 

7910230553 

79/10/19 

50-333        S 

79  1  0230-5iO 

7910230553 

79/10/15 

30-317        P 

79102305d7 

7910230364 

79/10/13 

90-317        R 

7910330400 

7910230383 

79/10/17 

30-271        S 

7910230603 

7910230599 

79/10/16 

30-243         R 

7910230619 

7910330611 

79/09/13 

50-263         a 

7910330624 

7710230617 

79/10/17 

30-271         S 

791  0230639 

7910230633 

79/10/04 

30-273        0 

791O230674 

7910230663 

79/09/08 

30-263        Q 

791O2304B7 

79102306B3 

79/10/04 

50-273        0 

CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 
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ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

7910230692 

7910330409 

79/Qa/10 

50-373 

0 

7910230670 

7910230497 

79/00/09 

PR 

7910330715 

7910230710 

79/10/05 

50-HS4 

p 

7910230740 

7910230730 

79/10/16 

TOP  REP 

7910240004 

7910240003 

79/O9/13 

90-233 

a 

7910240006 

7910240009 

79/09/11 

50-346 

0 

79IQ24Q01S 

7910340011 

79/O9/13 

30-341 

a 

7910240023 

7910240033 

79/10/03 

90-10 

p 

7910240037 

7910340019 

79/09/14 

so--)aa 

Q 

7910340040 

7910340036 

79/09/19 

50-350 

a 

7910240043 

7910340036 

79/O9/13 

SO-33B 

Q 

7910240049 

7910340041 

79/09/13 

30-234 

Q 

7910240052 

7910340042 

79/09/11 

50-510 

a 

7910340047 

7910240047 

79/09/14 

50-393 

0 

79  10240070 

7910240060 

79/09/13 

40-2299 

7910240074 

7910340064 

79/09/H4 

50-10 

a 

7-M034QOB9 

7910240064 

79/09/H4 

50-  1  0 

a 

7910340092 

7910240077 

79/09/11 

&Q-269 

a 

71  10240094 

7910340036 

79/OB/H4 

50-SB9 

o 

7910240096 

7910340005 

79/09/11 

50-5  IB 

a 

7910310110 

7910340106 

79/09/14 

50-332 

s 

7910340118 

7910240107 

79/03/11 

30-S73 

a 

7910240131 

7910340104 

79/OB/30 

50-330 

p 

7910240127 

7910240104 

79/OB/30 

30-320 

p 

791  03101  SB 

7910340114 

79/09/19 

50-330 

w 

7910240133 

7910340104 

79/  OS/30 

50-320 

p 

7910240140 

7910240104 

71/03/30 

50-320 

p 

7910240147 

7910340141 

79/09/11 

SO-S33 

a 

7910340149 

7910240133 

79/09/21 

3O-32O 

u 

7910240160 

7910340104 

79/03/30 

50-32O 

p 

7910340163 

7910340154 

79/09/1  8 

50-353 

o 

7910340167 

7910340104 

79/09/11 

50-373 

o 

7910340170 

7910240104 

79/09/30 

30-320 

p 

7910240178 

7910240171 

79/09/11 

90-329 

G 

7910240177 

7910340169 

79/10/1  1 

30-316 

0 

7710240100 

7910240104 

79/OB/30 

30-320 

p 

79102401B4 

7910340171 

79/09/11 

90-329 

Q 

791  0340  1B8 

7910240179 

79/09/11 

30-263 

Q 

7910240170 

7910340103 

79/10/11 

50-3fl6 

K 

7910310193 

7910340104 

79/00/30 

90-3SO 

P 

7710240197 

7910240193 

79/07/20 

90-331 

Q 

7910240203 

7910340192 

79/09/30 

30-331 

Q 

7910340207 

7910240104 

79/08/30 

30-320 

P 

791Q34030B 

7910340202 

79/10/05 

71-52 

7910340312 

7910240204 

79/09/21 

30-320 

H 

79  102402  IS 

7910340199 

79/09/11 

30-346 

Q 

7910240SI9 

7910340204 

79/09/21 

30-33Q 

|| 

7910340330 

7910240313 

79/10/05 

71-4 

7910240233 

7910340104 

79/OB/30 

90-320 

P 

7910340320 

7910240334 

79/1O/09 

71-244 

7910340332 

7910240104 

79/00/3D 

9O-320 

P 

7910240336 

7910240230 

79/OB/1A 

SO-3B1 

a 

7910340239 

7910340326 

79/07/11 

SO-4S6 

a 

7910240340 

7910340104 

79/00/30 

90-330 

p 

7910340240 

7910240334 

79/10/09 

71-17O 

79102402  9S 

7910240104 

79/08/30 

S  0-320 

p 

7910240353 

7910340247 

79/06/21 

PflOJ 

7910340259 

79102-10245 

79/09/13 

30-331 

a 

79103-10342 

7910240247 

79/06/21 

PfiDJ 

7910340364 

7910240257 

79/10/09 

71-9341 

7910240366 

7910240259 

79/09/2-1 

SO  -330 

P 

7910340247 

7910340104 

79/00/30 

30-320 

p 

79103*0369 

7910240247 

79/06/21 

PRDJ 

7910340301 

7910340275 

79/07/30 

SO-320 

H 

79I024Q3B4 

7910240104 

79/OB/30 

30-320 

P 

7910340397 

7910240H74 

79/10/11 

30-2fi9 

a 

7910340392 

7910340104 

79/OB/3O 

3D  -330 

p 

7910B40293 

7910240BB6 

79/10/03 

50-289 

G 

7910240396 

7910840274 

79/10/11 

30-369 

0 

7910240300 

7910240304 

79/10/03 

BO-3B9 

0 

7910340301 

7910340274 

79/10/11 

30-249 

a 

7910240304 

7910240104 

79/00/30 

SO-32O 

p 

79I024030B 

7910240305 

79/07/20 

30-320 

H 

7910840309 

7910340104 

79/00/30 

30-330 

p 

79  102403  IB 

7910240274  . 

79/10/11 

30-2&9 

a 

791  084031  S 

7910240104 

79/08/30 

90-320 

P 

7910340317 

7910340313 

79/09/23 

50-320 

0 

7910240331 

7910340104 

79/00/30 

30-320 

P 

7910240325 

7910240320 

79/09/12 

90-553 

a 

7910340339 

7910240333 

79/09/1B 

90-243 

Q 

ACCESSION   NUHDER 


ENCLOSURE 

PHI  NCI  PAL 
DOCUMENT 

DATE 
1  ESUED 

SUBJECT 
CATEODBV 

7910340341 
7910340344 

7910340333 
791024032S 

79/1O/05 
79/10/19 

50-369         G 
70-1201 

7910340331 
7910340356 
7910240360 

791029032e 
7910340343 
79  1  0240353 

79/10/13 
79/09/16 
79/09/10 

70-1201 
90-1B4         Q 
50-320        p 

7910240361 
7910240375 

7910340376 
7910240307 

7910240338 
7910240364 
7910S40371 
7930240376 

79/10/15 
79/10/22 
79/1Q/L2 
79/IO/15 

70-1201 
50-33B        S 
S  0-400         Q 
SO-43B         5 

7910240309 

7910240371 

79/1O/12 

SO-400        0 

7910240394 
79I024040J 
7910240402 

7110240371 
791O24038B 
7910240303 

79/10/12 
79/O9/33 
79/10/22 

50-400       Q 
50-320         P 
30-330         3 

7910240407 
7910240410 

791  024037  J 
79103403B0 

79/10/12 
79/09/23 

SO-400        ft 
30-320        P 

7910340415 
7910240430 

79103403SB 
791024040B 

79/09  /as 
79/10/22 

30-320        P 
50-330        B 

7910240422 
77I024O13B 
7f  1  024  0437 

7910240371 
7910340436 
7910340431 

79/10/12 
79/10/13 
79/06/35 

30-400        0 
30-2B?        fi 
80-320        0 

7910240448 

79102404:41 

79/09/31 

30--32Q        0 

7910240490 
7910340469 

7910210443 
7910240465 

77/1  0/0  4 
79/10/17 

71-4949 
30-269        B 

7910240476 
7910240487 

7910240474 
77102404B2 

79/10/17 
79/09/07 

30-331        S 
30-3  SO        H 

7910240439 
7910240492 
7910240499 
7910240510 

7910240136 
791024Q486 
7910240496 
7910240507 

79/10/14 
79/10/14 
79/09/10 
77/09/06 

50-361         K 
30-361         K 
50-320        P 
30-330        H 

771Q2403-IB 

79102-40516 

79/08/22 

30-330        P 

79  10340  SI  9 
79  I  0240  S  S3 

7910240406 
79103404H6 

79/10/16 
79/10/16 

50-361         K 
50-361         K 

7910240532 

7910240313 

79/09/24 

SO-32O        P 

7910240533 

7710340331 

79/10/33 

50-272        S 

7910240549 

7710240341 

79/09/30 

30-330         P 

79108403S0 

7910210344 

79/10/10 

3  0-2  BO         P 

7910240B54 

7910240S41 

79/09/20 

90-320        P 

79102403*2 

7910340533 

79/10/22 

50-3S1         3 

7910240546 

7910240343 

79/10/22 

30-203         F 

7910240371 

79103405AI 

79/10/11 

50-369         a 

7910240360 

7910340674 

79/10/1B 

50-460         S 

7910240381 

7910240361 

79/10/11 

30-369        O 

7910240397 

791Q2405B6 

79/10/15 

50-327         6 

7910240609 

7910240391 

79/10/32 

30-333        a 

7910240630 

79  1  034059  1 

79/10/22 

S  0-339         3 

7910240641 

79I0240630 

79/10/10 

50-327         S 

7910340644 

79IO340632 

79/10/03 

30-3              & 

79102406-19 

7910240647 

79/10/04 

71-31 

7910240631 

791034064B 

79/10/17 

50-337         S 

791024065S 

7910340643 

79/09/17 

40-0502 

7910240637 

7910340653 

79/10/09 

30-135        P 

7910340639 

7910240643 

79  /OB/  17 

40-0303 

7910340663 

79102404S9 

79/10/13 

BO-327         S 

7910240668 

7910240664 

79/09  /I  4 

SO-10           Q 

7910540670 

79102406-12 

79/10/23 

30-330        B 

7910240673 

7910340667 

79/10/13 

30-133         S 

7910240676 

791034.0672 

79/1O/10 

30-443         0 

7910340679 

7910340642 

79/10/22 

30-330         S 

7910240603 

7910340600 

79/10/10 

7O-11I3 

7910340604 

79)0240670 

79/10/03 

30-367         0 

7910240686 

7910S106BO 

79/10/10 

70-1113 

7910240691 

791024Q6BO 

79/10/10 

70-1113 

7910340697 

7910340607 

79/09/19 

50-397       0 

7910240699 

7910240609 

79/09/19 

30-307       0 

7910240703 

7910240699 

79/09/19 

50-397       0 

7910340703 

7910340702 

79/00/20 

CONTRACT 

7910240707 

7910240704 

79/09/27 

40-3E02 

7910240710 

7910240704 

79/09/27 

40-3102 

77102-10711 

7910240706 

79/10/11 

CONTRACT 

7910340713 

7910340713 

79/10/02 

CONTRACT 

7910240723 

79102407SO 

79/09/37 

CONTRACT 

7910330Q07 

7910350006 

79/10/10 

71-330 

7910230010 

7910250000 

79/10/12 

71-7 

7910250011 

7910330009 

79/10/11 

30-339       A 

7910280013 

7910250013 

79/09/30 

OA999 

7910330016 

79IG2SQOi3 

79/09/33 

GA999 

791  0250-0  19 

79102300(3 

79/OW2Q 

OA999 

7910230019 

7910230013 

79/09/23 

QA979 

7910330023 

7910230033 

77/09/14 

90-302       Q 

7910230028 

79102SOOS6 

79/09/13 

30-339       Q 

510 


CROSS  REFERENCE  OF  ENCLOSURES  TO 
PRINCIPLE  DOCUMENTS 
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ACCESSION   NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DftTE 

ISSUED 

SUBJECT 
CATEGORY 

7910330032 

7910250030 

77/07/13 

90-261 

0 

7710350036 

771O390034 

79/09/19 

30-373 

Q 

7710280040 

791025003B 

77/07/13 

50-33H 

O 

7710390044 

7710330041 

79/07/18 

30-255 

Q 

7910350061 

7910350097 

79/07/14 

50-339 

0 

7710350065 

791O2SO062 

77/07/13 

QA999 

7910280069 

7910250062 

79/07/13 

QA999 

7910230070 

7710250067 

79/07/11 

50-331 

Q 

7710250075 

7910230072 

77/09/11 

30-338 

0 

79102300BO 

7910250076 

77/07/10 

90-436 

Q 

7910330095 

7710330092 

79/1  O/03 

4O-8737 

7910390097 

7910350093 

79/07/17 

80-315 

0 

77102S009B 

7910330093 

79/10/03 

40-8729 

7910350101 

7910250092 

79/10/03 

40-8729 

7910350104 

7910250092 

79/1  O/03 

40-8729 

771035IHO& 

791025O1OO 

79/10/03 

OA999 

791O33CHOB 

7910250092 

79/1O/02 

40-8729 

771023OI10 

7910250100 

79/1-0/02 

GA9-J9 

771029OI15 

7710250100 

??/  io/oa 

QA999 

771035O1  16 

791O23Q113 

77/IO/OB 

71-9001 

7710290119 

7710290113 

79/10/00 

71-7001 

7710230121 

771O230IOO 

75/10/03 

DA979 

7910230130 

7710250126 

79/10/03 

fl/V999 

7710250131 

791O23012S 

79/09/14 

50-337 

Q 

7710230134 

7910250126 

79/10/02 

OA997 

7710230136 

7910230133 

79/07/12 

OA997 

791  0230  13B 

7910260126 

79/10/02 

OA999 

7710250140 

79S0230133 

79/09/13 

OA997 

7910350141 

79I0250'137 

79/07/36 

40-B747 

77IO230143 

79JO250133 

79/07/1  3 

OA997 

7910350143 

7710350133 

79/07/12 

QA979 

7910230134 

7910250130 

79/10/04 

QA979 

7710B90159 

7710290191 

79/09/17 

50-346 

0 

7910330156 

7710350150 

79/10/04 

0&777 

79  1  0290  1  39 

7910350150 

79/10/04 

OA797 

7910250163 

7910350150 

79/10/04 

QA779 

7910230164 

79102S0130 

79/1  0/O4 

OA979 

7910230166 

7910250162 

79/07/aa 

QA799 

7910250169 

7910250150 

79/1O/04 

OA799 

7910290170 

7710290162 

79/07/20 

OA999 

7910330171 

7910250163 

79/09/2B 

OA999 

791029D17H 

771O2S0162 

77/07/23 

QA999 

7910390176 

7910350163 

79/09/23 

OA999 

7710290177 

77IO350179 

77/10/10 

30-443 

a 

7710250183 

79IO2SD191 

77/07/11 

30-315 

a 

7710350174 

7710350189 

77/09/26 

OA777 

79  10250  197 

791  0350  189 

79/07/36 

OA999 

7910290198 

7910230188 

77/09/?f. 

QA.777 

79  1  03SOSO  1 

79103S01B8 

79/07/36 

OA799 

7910230203 

79102S0203 

79/OB/27 

50-316 

Q 

79  1023021  0 

741O2S0206 

79/07/27 

30-393 

Q 

77IO230214 

77IO3SOB11 

77/07/13 

QA999 

77IO3S03I3 

791O35D211 

79/09/12 

QA999 

791029021V 

7710390214 

77/07/04 

50-318 

Q 

77IO29022-0 

771O35031  1 

77/09/12 

QA999 

7710250221 

7910350313 

79/09/04 

50-438 

a 

791O2SOS27 

7710350311 

79/09/13 

QA999 

7710330231 

79103S0324 

77/09/24 

50-4B3 

a 

7910250233 

7910350333 

79/09/30 

40-B693 

7710250237 

7910350233 

77/1O/02 

50-346 

a 

771O25024S 

7910350336 

77/10/22 

90-302 

5 

7910250243 

7910330240 

77/10/15 

50-330 

P 

7910230S5A 

7910250355 

79/10/16 

90-483 

A 

791O25Q33B 

7910230299 

77/10/16 

50-4S3 

A 

791O29D26I 

7710250255 

77/10/16 

50-4Q3 

A 

7910330363 

7710230253 

77/10/16 

50-483 

A 

79IO290274 

7710250271 

77/10/32 

90-29S 

P 

77102503BS 

7910250282 

79/10/33 

50-338 

P 

7910230290 

77103SOEB7 

79/IO/19 

30-305 

P 

7910290292 

771O3503B3 

77/10/22 

30-302 

9 

7910230309 

7910250394 

79/10/22. 

30-302 

S 

7910250322 

7910350313 

77/10/17 

90-318 

3 

7910350324 

7910330319 

77/10/11 

90-443 

a 

7910350331 

7910350332 

79/08/06 

QA799 

7710230343 

7910330339 

79/10/03 

90-498 

a 

7710330350 

7910230349 

79/07/30 

90-319 

a 

771OS3035B 

7910290347 

79/10/32 

90-303 

s 

7910B30360 

7910230356 

79/OS/HB 

QA999 

771O29036B 

7910230357 

72/07/17 

50-250 

p 

7910390367 

7910230365 

79/08/33 

3A979 

EN-CLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUBJECT 
CATEGORY 

791OS30372 

7910250364 

79/10/19 

30-334 

S 

7?  10330378 

7910230374 

77/10/04 

90-389 

S 

7710280379 

7910330375 

79/10/06 

30-10 

H 

7910330383 

7910290377 

79/10/32 

30-334 

P 

79102503B5 

791O3303B1 

79/09/2B 

OA999 

7?  103  50392 

79102503B1 

79/09/2B 

QA999 

7910330394 

791O2303B7 

79/10/O6 

30-10 

H 

7910230395 

79J02303B1 

79/09/2B 

OA779 

7710S5040Q 

791O3503B1 

79/09/3B 

OA997 

7910330402 

791O3S039B 

79/10/11 

30-409 

P 

7710350406 

7910390403 

79/09/21 

50-133 

a 

7910330411 

791029Q40B 

79/09/17 

90-337 

0 

7710330413 

7910250410 

79/10/06 

50-10 

H 

7710330417 

7910230414 

79/09/S1 

50-341 

0 

7710230422 

7910350421 

77/09/2B 

30-224 

P 

7?  102  30426 

7910250421 

79/09/3B 

30-324 

P 

7710230427 

7910230416 

77/10/06 

90-10 

H 

7910330430 

7910230431 

79/09/HB 

30-224 

P 

7710330432 

791O230431 

77/09/2B 

50-234 

P 

7910H30447 

7910250441 

77/10/04 

50-546 

a 

7710290490 

7910250446 

77/09/O4 

50-303 

a 

7910230493 

7910350441 

79/10/O4 

50-546 

0 

7910290496 

7910350454 

79/09/26 

GA999 

7910230460 

7910850454 

79/Q7/S6 

QA999 

7910290463 

7910350441 

79/10/04 

50-846 

0 

7910290463 

7910350454 

79/09/26 

OA799 

791OS3Q467 

7910250494 

79/09/26 

OA997 

7910290469 

7910330441 

79/10/O4 

50-546 

0 

791OS90473 

7910250464 

79/09/O3 

50-2B9 

a 

791O2S0474 

7910350441 

79/10/04 

30-346 

0 

791O29047B 

7910350468 

77/10/16 

QA777 

79J0230479 

7910230471 

79/10/16 

50-370 

a 

791O250483 

7910350471 

79/10/16 

30-370 

a 

79  10350404 

7910230477 

79/09/1B 

30-302 

a 

7910290486 

7910330471 

77/10/16 

30-370 

0 

7910290471 

7910330471 

77/10/16 

30-370 

a 

7910290477 

7910250468 

79/10/16 

QA779 

791O25OS06 

7910350473 

77/10/16 

30-413 

a 

7910230313 

791025049B 

79/10/16 

30-533 

a 

7910330316 

7910350468 

79/10/16 

OA997 

7910330331 

7910350300 

79/10/O1 

30-369 

a 

771Q230322 

79102S049B 

79/10/16 

50-533 

a 

7710350524 

7910230312 

79/07/12 

SO-3B2 

a 

7710390526 

791O25046B 

79/10/16 

OA779 

7910230529 

791023049B 

79/10/16 

90-333 

Q 

771O330531 

7910250300 

79/10/01 

90-369 

0 

77  1O3  30334 

791035046B 

77/10/16 

OA977 

7710230536 

7910290498 

79/10/16 

90-553 

a 

791033053B 

7910350500 

77/10/O1 

30-367 

a 

7710230941 

7910290468 

79/10/16 

QA779 

7710330544 

7910230300 

79/10/01 

30-369 

0 

7910330349 

7910330347 

77/10/19 

30-4B3 

V, 

7710330550 

7910250347 

79/10/19 

90-483 

K 

7710330331 

7910330547 

79/10/19 

90-483 

K 

7910390353 

7910230345 

77/10/16 

flA997 

791OB50354 

7910250547 

77/10/19 

30-4B3 

V, 

7910330336 

7910350545 

77/10/16 

OA999 

7710330561 

7910290345 

77/10/16 

OA997 

7910330964 

7910350560 

79/10/12 

90-324 

Q 

7710250963 

7910250349 

77/10/16 

OA999 

7910250967 

7910250349 

77/10/16 

OA999 

771O3S0367 

7910350560 

79/1O/12 

90-324 

a 

7910230370 

7910250360 

77/10/13 

30-324 

o 

7910250571 

7910330349 

79/  10/16 

OA997 

7910230973 

791O3S0360 

77/10/12 

30-324 

0 

7910230574 

7910250360 

77/10/13 

30-334 

Q 

791O230373 

791O230B60 

77/10/13 

50-384 

a 

791023Q3B4 

7910390SBO 

79/09/21 

90-H79 

a 

771O2305B7 

7910250383 

79/07/27 

71-331 

7910230567 

79103S05B2 

77/09/S7 

71-301 

79  102  30675 

7910330666 

79/09/06 

PRDJ 

791Q3506B2 

791Q23067B 

79/07/13 

PROJ 

7910330701 

7910250697 

79/07/21 

PROJ 

7910230744 

7910350739 

79/07/SO 

PROJ 

7910230730 

7910290739 

79/07/20 

PROJ 

7910250734 

7910290739 

77/07/20 

PROJ 

791O2&0002 

7910260001 

79/09/E6 

71-349 

7910260004 

7910360003 

79/10/02 

71-160 

7910260003 

791026000S 

79/10/OB 

71-60 

79IO260013 

7910360010 

79/07/18 

71-7 
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7910260017 

7910260011 

79/09/37 

71-7B 

7910260031 

7910360016 

79/10/11 

30-257    P 

7710260024 

79102A0016 

79/10/11 

30-239    P 

7910260026 

7910360016 

79/10/11 

50-359    P 

791O260O33 

7910260039 

79/08/22 

30-574    T 

7910260034 

7910260030 

79/09/07 

50-329    5 

7910260039 

7910260029 

79/OB/32 

30-574    T 

7910260040 

791026OO32 

79/10/15 

71-6346 

7910360042 

7910260038 

79/IO/OB 

XPDKTLIC 

7910240030 

7910260049 

79/10/15 

71-1 

7910260056 

7910360046 

79/10/18 

90-361    M 

791O26O063 

7910260059 

79/09/28 

XPDflTLIC 

7910260074 

7910260068 

79/10/03 

XPQRTLIC 

77102600B1 

79102600B4 

79/10/12 

30-424    0 

79102600B7 

79102600B4 

79/10/12 

50-424    0 

7910360080 

79102600B5 

79/1O/03 

XPORTLIC 

7910260111 

7910260112 

79/10/11 

70-143 

791026012B 

79  10260  I  H5 

79/10/11 

71-A574 

7910360135 

7910260133 

79/10/04 

XPQRTLIC 

7910260133 

7910260130 

79/09/1B 

50-566    0 

7910260146 

7910260137 

79/10/11 

XPOflTLIC 

7910860161 

7910260143 

79/09/19 

50-518    Q 

7910260164 

7910360162 

79/10/16 

COMMISSION 

7910360175 

7910260171 

79/10/33 

30-334    P 

7910260180 

7910260173 

79/10/13 

30-344    Q 

791  0260  1B7 

7910260173 

79/1O/13 

50-344    Q 

7910260190 

7910260184 

79/10/19 

30-412    S 

7910260193 

7910360172 

79/10/15 

30-344    0 

7910360197 

7910260172 

79/10/13 

30-344    0 

7910260203 

7910260201 

77/07/3B 

40-B747 

7910260216 

7910360211 

79/10/03 

40-8732 

7910260217 

7910260300 

79/09/36 

71-40 

7910260218 

7910360200 

77/09/26 

71-40 

7910260221 

7910260200 

79/09/36 

71-40 

7910260335 

7910260200 

79/09/26 

71-flO 

7910260226 

7910260333 

79/07/3B 

CONTRACT 

7910360233 

7910260330 

79/10/01 

71-332 

7710360239 

7910260334 

79/OB/00 

30-549    0 

7910360241 

7910260234 

79/OB/OB 

30-S49    0 

7910260242 

7910260230 

79/10/22 

30-319    S 

7910260244 

7910260234 

79/08/00 

30-549    0 

7910260246 

7910360234 

79/OB/OB 

50-349    Q 

7910260230 

7910360240 

79/07/34 

fiEOOD 

7910360253 

7910260347 

79/09/12 

50-922    0 

7910260333 

7910360249 

79/10/17 

30-37B    B 

7710260H56 

7910260231 

77/10/22 

30-393    S 

7910260257 

7910260232 

79/10/12 

30-247   8 

7910360266 

7910260339 

79/10/22 

30-27B    8 

791026026D 

7910360264 

79/10/22 

30-346   8 

7910260269 

7910260262 

79/10/33 

30-239    S 

7910260373 

7910260263 

79/10/15 

71-3363 

7910260279 

7910260272 

79/10/22 

30-327   A 

79102602B6 

791026O3B1 

79/10/13 

71-6172 

791026030B 

7910260300 

79/10/24 

40-6B37 

7910260306 

7910260303 

79/10/11 

NUREO 

7910260308 

7910260307 

79/.10/16 

30-277   R 

7910260316 

7910260314 

77/10/33 

30-341   P 

7910260333 

7910260320 

79/10/02 

50-133   0 

7910260330 

791026O3B5 

77/10/23 

90-303   H 

7910260334 

791026O2B9 

79/10/22 

30-303   8 

7910260342 

7910260339 

79/10/23 

50-3  BO   Q 

7910260343 

7910260339 

79/10/23 

50-330   0 

7910360371 

7910260367 

79/09/10 

30-319   U 

79102603B7 

7910260383 

79/10/02 

90-371   P 

7910260390 

791Q26Q3B3 

79/10/16 

30-303   0 

7910S60393 

791036O3B5 

77/10/16 

30-302   Q 

7910360396 

791026O3B3 

79/10/16 

30-302   Q 

7910260400 

79102603B3 

79/10/16 

50-302   Q 

7910260403 

7910260385 

79/10/16 

SO-3O8   Q 

7910260435 

7910260432 

79/10/03 

30-300    P 

791026044B 

7910260444 

79/10/17 

30-443   M 

79102604S6 

7910260454 

79/10/04 

SO-332   Q 

7910360439 

7910260434 

79/10/04 

30-382   Q 

7910360189 

7910260494 

79/10/04 

50-332   Q 

791  02604  A7 

7910260434 

79/10/04 

50-333   0 

7910260469 

7910360463 

79/10/18 

NUREO 

7910260473 

7910260463 

79/10/IB 

NUfiEO 

7910390008 

7910290004 

79/09/24 

40-B736 

791QS90010 

791039O004 

79/09/84 

40-0726  . 

7910290014 

7910290004 

79/09/24 

40-B726 

ACCESSION    NUMBER 


ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DflTE 
TSSUED 

SUBJECT 
CATEOOF1Y 

7910290017 

7910290016 

79/09/27 

B  0-239 

o 

7910290034 

7  9  10290  (>a  k 

79/10/01 

50-313 

a 

791  0390  029 

7910290037 

79/09/07 

90-209 

Q 

7910290033 

7910270030 

79/09/07 

5Q-309 

0 

7910290041 

7910290030 

79/09/12 

50-2B6 

0 

7910290047 

7910S70043 

79/10/10 

3O-245 

Q 

791029004B 

7910390043 

79/IO/10 

3O-E45 

Q 

7910270049 

79102190043 

79/09/06 

5O-44& 

a 

7910890050 

7910390043 

79/1O/10 

50-345 

a 

7910290053 

7910290043 

79/10/10 

5O-3-43 

Q 

7910290053 

7910290052 

79/10/11 

3D-  IB  9 

Q 

79I0290Q9B 

7710270D54 

79/09/12 

3O-433 

Q 

791O390Q39 

791029005-7 

79/10/11 

3Q-3B5 

a 

7910290063 

7910290061 

79/10/1S 

30-146 

0 

7910290063 

7910290064 

79/10/01 

&0-3BS 

a 

79  1  0290066 

791029006B 

77/09/13 

3Q-273 

Q 

79  1  0290077 

7710290067 

79/10/03 

7O-371 

791O29Q07S 

7710290067 

79/10/03 

7O-371 

77102900BO 

7910290074 

79/1  O/09 

NUREO 

77  1  029008  1 

7910390067 

77/10/03 

7O-371 

79  1  02700B2 

7710290079 

79/09/25 

HEOOD 

79I0390QB4 

77  1  0390063 

79/09/13 

3O-247 

a 

7910290QBB 

79102900B6 

79/07/13 

5O-247 

a 

7710390093 

79  1  029007  1 

77/10/10 

9O-27S 

a 

7910290093 

7910290091 

79/10/10 

50-273 

o 

7910290097 

7910290091 

79/10/10 

30-373 

<t 

79  1  0290079 

7710290091 

79/10/10 

5O-272 

o 

7910290105 

7910290108 

79/09/13 

7O-33 

7910390114 

7710290107 

79/10/09 

7O-135 

771-0390II7 

7710290107 

79/10/09 

70-135 

7910290120 

7910290109 

79/10/07 

70-133 

7910290122 

7910290109 

79/10/09 

7O-I35 

7910290123 

79  103901  IB 

77/10/09 

SO  -463 

0 

791029012B 

7910390136 

79/07/13 

5O-323 

0 

7910370130 

77102901  IB 

79/10/09 

5O-463 

0 

7710390133 

7710290131 

79/1  0/O3 

30-34 

Q 

79105?0134 

79102  7D131 

79/10/03 

30-34 

o 

7910290136 

7910E70I31 

77/  JO/03 

30-34 

Q 

7910290139 

791027O131 

79/10/03 

SO-  5  4 

Q 

791029014! 

7910290140 

77/07/17 

50-1)16 

Q 

79IOE90I4S 

7910290142 

79/10/04 

BECY 

79  103901  SI 

7910H90149 

77/09/07 

30-336 

p 

79102-50160 

7910290133 

79/10/0? 

30-374 

0 

7910290184 

79102901H1 

79/09/07 

30-217 

Q 

7910290203 

7910290197 

79/10/01 

BO-320 

P 

79t  0270205 

7910290197 

79/10/09 

3O-B30 

P 

791O39O220 

7910290314 

79/09/06 

SO-23? 

Q 

7910290331 

7910290323 

79/07/07 

5Q-43B 

Q 

791039O23B 

7?  10290  333 

79/10/03 

71-330 

7910290240 

7910270236 

79/10/17 

30-237 

S 

791027034B 

7910270243 

79/10/17 

90-249 

B 

79102902-50 

7910270249 

77/09/07 

BO-2B6 

0 

7  9102703  S3 

7910270251 

79/10/12 

OA'799 

791Q27025B 

7910390231 

79/10/12 

Qft977 

7910270356 

7910290251 

79/10/12 

OA-579 

7910290399 

7910290351 

77/10/lH 

QA979 

7910290264 

7710290262 

79/10/33 

HO-  153 

P 

7910270276 

7910290373 

79/10/17 

3O-366 

B 

7910290277 

7710270270 

79/10/23 

3O-260 

p 

7710270292 

7910270BB7 

79/10/23 

30-373 

A 

791Q290S99 

7  9102903  B9 

79/10/35 

30-317 

B 

7910290297 

7910390290 

79/09/3B 

30-209 

0 

7910270311 

7910290306 

79/10/S3 

30-333 

B 

7910290312 

7910290303 

79/09/S6 

MUREO 

7910270323 

7910290330 

77/Q7/H7 

ao-7o 

P 

7910270327 

7910270320 

77/09/S7 

3O-70 

P 

7710E903S9 

77  1  0390324 

79/10/38 

9O-317 

B 

7710290333 

7910270330 

79/10/B3 

30-333 

B 

7910290334 

7710390330 

79/09/27 

&0-70 

P 

7710270341 

79  1027033  B 

79/10/22     ' 

50-313 

P 

7710290346 

7910270339 

79/09/39 

27-39 

791  029034  B 

7910270319 

79/10/23 

90-333 

B 

7710390331 

79  1  037033& 

77/10/03 

50-37S 

a 

7910390335 

791  02703  52 

79/IO/lfl 

5-0-376 

B 

7910390388 

79  1  03903  B  6 

79/10/34 

B  0-271 

B 

7910290309 

79  1  03703  S  7 

79/10/16 

H  0-320 

R 

7910290361 

7910270335 

79/10/03 

DO-37S 

a 

7910S90370 

79I0270D3S 

79/10/03 

90-37B 

a 

79  1  0290374 

7910390333 

79/10/03 

30-27B 

a 

7910290374 

7910290373 

77/10/03 

3O-3S9 

H 
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79IO2903B! 
791O5903B9 
7910290394 
79IO270419 
7910290421 

7910290373 
7910290306 
7910290392 
7910290415 
7910290419 

79/07/2B 
77/07/3B 
79/10/09 
79/10/15 
77/10/03 

CONTRACT 
CONTRACT 
CONTRACT 
71-23B 
40-299 

791O29043& 

79IO290493 
791OS90472 

791O29047B 
79IOE9O4B9 

7910290423 
7910390432 
7910290469 
7910290465 
79IO29046S 

79/07/21 
79/10/02 
79/10/04 
79/10/23 
79/10/23 

50-522    Q 
71-39 
50-3B7    H 
90-440    A 
50-440    A 

79IO3  00010 
79IO300012 
791O3  00014 
7910300015 
79IO3  00016 

771O300O07 
791O30Q007 
791O300011 
79IO300007 
7910300013 

79/10/09 
79/10/09 
77/10/12 
79/10/09 
79/10/26 

90-313    Q 
50-312    Q 
50-574    A 
90-313    a 
30-389    P 

791O3  00017 

791030Q01B 
79IO300022 
791O300QB4 
791O30Q040 

7710300007 
791O300011 

7910300030 
7710300021 
7910300044 

79/10/09 
79/10/12 
77/10/23 
79/10/16 

79/1O/13 

90-312    Q 
50-974    A 
50-247    R 
SO-153    P 
50-289    G 

7910300077 
791O3000B1 
791O3000B3 
791O3000B9 
7910300091 

7910300071 
79103000BO 
7910300076 
7910300074 
7910300007 

79/1O/IQ 
79/10/11 
79/10/23 
79/IO/22 

79/10/01 

CONTRACT 
CONTRACT 
FOIA 
FOIA 
CONTRACT 

7910300094 
79IO300096 
7910300093 
79IO300102 
79103-00104 

7710300076 
7910300093 
7910300076 
7910300100 
7910300Q7& 

79/10/32 
79/06/01 
79/10/32 
79/10/11 
79X10/22 

FOIA 
CONTRACT 
FOIA 
CONTRACT 
FOIA 

7910300108 
7910300110 
7910300113 
7910300116 
7910300118 

7910300106 
7910300106 
7910300076 
7910300076 
7910300115 

79/10/33 
79/10/33 
79/10/33 
79/10/22 
79/10/33 

SO-3B7    A 
50-3B7    A 
F8IA 
FOIA 
TOPREP 

7910300121 
791  0300  1B6 
7910300130 
7910300133 
7910300133 

771O300076 

7710300076 
79IO300076 

7910300079 
7910300076 

79/1O/33 

79/1O/22 
79/10/22 
79/10/33 

79/10/32 

FOIA 
F8IA 
FOIA 
70-B236 
FOIA 

7910300137 
7910300139 
7910300141 
7910300144 
7910300147 

7910300076 
7910300076 
7910300076 
7910300143 
7910300143 

79/10/22 
79/10/22 
79/10/22 

79/10/23 
79/10/3* 

FDIA 
FDIA 
FDIA 
SO-33Q   P 
50-277    P 

7910300149 

791O300150 
7910300L33 

7910300157 
79IO3Q0166 

7910300076 
7910300076 
7910300076 
791O3OOO76 
7910300076 

79/10/22 
77/10/22 
79/10/23 
77/10/22 
79/10/22 

FOIA 
FOIA 
FD1A 

FOIA 
FOIA 

7910300173 

7910300174 
7910300177 
7910300  1B9 
7910300190 

7910300169 
7910300076 
7910300171 
7910300179 
7710300183 

79/10/33 
79/10/33 
79/10/18 
79/10/19 
79/10/32 

50-247   H 
FDIA 
50-409   H 
50-331    3 

50-309   a 

7910300'!  74 

791  0300  19B 
7910300199 
7910300302 
7910300H06 

79103001S0 
791O300185 
7910300192 
79S0300175 
791O300197 

79/10/13 
79/1O/26 
79/10/34 
79/1O/23 
79/1O/19 

80-409   n 

50-353   8 
SO-  368    S 
50-360    3 
30-331    8 

7910300307 
7910300210 
7910300314 
7910300217 
7910300317 

7710300301 
7910300  305 
7710300309 
7910300211 
79  t  030031  6 

79/1O/33 

79/10/24 
79/10/23 
79/10/19 
79/10/23 

SO-286    R 
30-333   B 
90-337    3 
50-331   3 
90-337    S 

7910300221 
7910300233 
7910300228 
7910300229 
7910300330 

7  9  103002  IB 
7910300220 
.7910300222 
7910300336 
7910300222 

79/10/24 
79/10/2& 
77/IO/lfr 
79/10/36 
79/1O/U 

30-319    B 
30-315   3 
QA999 
30-303   9 
Qrt999 

7910300333 
7710300236 
.7910300337 
7910300233 
79103002*0 

7910300322 
7710300322 
7910300222 
7  91  0300334 
7910300322 

79/10/16 
79/10/1A 
79/10/16 
79/10/23 
79/10/16 

OA999 
OA999 
QA999 
SO-373   K 
QA999 

7910300241 
7910300242 
7910300246 
7910300247 
791030024:9 

7910300233 
7910300S39 
7910300243 
7910300844 
7910300243 

79/10/19 
79/10/2A 

7W  so/as 

79/10/12 

79/10/SS 

50-366   B 
90-43B   A 
30-338   B 
CONTRACT 
30-330   B 

ENCLOSURE 

PRINCIPAL 
DOCUMENT 

DATE 
ISSUED 

SUDJECT 
CATEGORY 

7910300231 

7910300346 

79/10/OB 

CONTRACT 

7910300295 

7910300933 

79/09/24 

CONTRACT 

7910300261 

791  0300238 

79/09/38 

CONTRACT 

79IO300369 

7910300368 

79/10/23 

30-440 

A 

79IO300271 

7910300267 

79/09/25 

30-243 

Q 

7910300273 

7910300268 

79/10/33 

50-440 

A 

7910300271 

7910300270 

79/09/11 

CONTRACT 

7910300375 

7910300267 

79/09/25 

50-345 

Q 

7910300276 

7910300267 

79/09/23 

90-243 

a 

7910300277 

791030037H 

79/O9/O7 

50-331 

Q 

7910300279 

7910300267 

79/09/25 

30-243 

a 

7910300290 

7910300278 

79/IO/O3 

71-353 

7910300233 

79103002S1 

79/10/25 

50-325 

a 

79IO30029O 

7910300389 

79/10/15 

OA999 

7910300293 

7910300237 

79/10/19 

30-366 

B 

7910300297 

7910300394 

79/10/34 

30-142 

p 

7910300301 

7910300299 

79/10/17 

30-366 

B 

7910300304 

7910300296 

79/10/01 

10CFR 

7910300306 

7910300302 

79/10/36 

30-329 

B 

7910300311 

7910300309 

79/10/23 

3O-324 

B 

7910300313 

7910300304 

79/10/04 

10CFR 

77103O031B 

7910300278 

79/10/03 

71-393 

7910300333 

7910300309 

79/10/26 

90-302 

S 

7710300333 

7910300319 

79/10/23 

90-340 

P 

7910300327 

79  103003  IS 

79/10/25 

50-324 

S 

7910300331 

7910300328 

79/10/18 

50-206 

p 

7910300334 

7910300329 

79/10/26 

50-339 

B 

791O30034O 

7910300333 

79/10/23 

30-302 

S 

7910300343 

7910300339 

77/10/24 

50-399 

A 

79I030O344 

791030034  1 

79/10/33 

50-331 

P 

79  1030034  A 

7910300338 

79/.10/15 

71-3910 

7910300348 

791O30O341 

79/10/22 

3O-331 

P 

7910300331 

7910300319 

79/10/03 

71-142 

7910300333 

7910300343 

77/10/29 

30-302 

B 

7910300354 

7910300339 

79/10/33 

30-323 

0 

7910300356 

791  03003  SH 

77/09/07 

90-128 

fi 

791O30039B 

7910300333 

77/10/04 

71-163 

7910300360 

7910300357 

79/10/33 

90-323 

A 

7910300367 

7910300364 

77/10/03 

CQMMI59IO 

N 

7910300374 

7910300373 

79/07/27 

71-9136 

7710300^70 

/•710300375 

79/10/11 

71-70 

79103003B9 

79  10300383 

79/10/17 

30-155 

O 

7910300389 

7"lC30Q3B5 

79/10/13 

TOPHEP 

7910300434 

*910300433 

79/09/27 

30-133 

a 

7910300446 

7910300440 

79/10/10 

71-77 

79IO3004SO 

7910300440 

79/10/10 

71-79 

7910300332 

7910300390 

79/10/17 

50-355 

p 

791031000B 

7910310007 

79/09/27 

70-020 

79  1  03  10009 

7910310007 

79/09/H7 

70-020 

7910310010 

7910310007 

79/07/27 

70-B20 

7910310013 

7910310007 

79/07/27 

70-B20 

7910310013 

791031001  1 

79/06/30 

40-0740 

7910310019 

7910310017 

79/10/18 

CONTRACT 

7910310030 

791031002S 

79/10/03 

90-363 

Q 

7910310033 

7910310025 

77/10/02 

30-363 

Q 

7910310035 

7910310025 

77/10/03 

30-363 

0 

79103  1003B 

7910310025 

79/10/03 

90-363 

Q 

7910310040 

7910310041 

77/10/01 

90-277 

Q 

7910310032 

7910310041 

79/10/01 

90-277 

Q 

7910310094 

7910310041 

77/10/01 

30-277 

O 

7710310097 

7910310041 

79/10/01 

30-277 

0 

7910310067 

7910310064 

79/09/26 

70-1143 

7910310070 

7910310064 

79/07/26 

70-1  143 

7910310072 

7910310060 

79/09/21 

50-309 

0 

7910310074 

7910310064 

79/09/26 

70-1143 

79103  100B2 

7910310060 

79/07/21 

SO-3B9 

0 

7710310005 

7910310060 

79/09/21 

50-309 

0 

77103100B6 

7910310079 

79/09/07 

30-9 

Q 

791031008'? 

7910310007 

79/07/26 

50-206 

P 

7910310092 

7910310097 

77/07/26 

90-206 

P 

7710310093 

79  1031  0096 

77/10/03 

71-11B 

7910310094 

7910310087 

79/09/26 

30-306 

P 

7910310095 

7910310087 

79/09/36 

50-306 

P 

7910310102 

7910310099 

77/10/11 

90-317 

fl 

7910310105 

7910310099 

77/10/11 

30-317 

Q 

7710310106 

7910310097 

79/10/04 

71-176 

7910310108 

7910310099 

77/10/11 

30-317 

Q 

7710310109 

7910310107 

79/10/05 

70-1151 

7910310114 

7910310099 

79/10/11 

50-317 

0 

7910310115 

7910310113 

79/10/12 

50-313 

P 
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7910310125 

7910310119 

79/07/16 

30-346    0 

7710310127 

7910310123 

79/09/35 

50-483    Q 

7910310130 

7910310119 

79/07/16 

50-346    Q 

7910310130 

7910310134 

79/09/27 

71-129 

7910310135 

7910310132 

79/10/22 

50-331    0 

7910310142 

7910310140 

79/10/17 

50-319    p 

7910310143 

7910310139 

79/10/22 

50-10     Q 

791031014S 

7910310090 

79/10/16 

IOCFR 

7910310133 

7910310147 

79/09/19 

SECY 

791031015B 

79103IO147 

79/O9/19 

SECY 

7910310164 

7910310147 

79/09/19 

SECY 

7910310166 

7910310162 

79/09/27 

50-410    A 

7910310160 

7910310147 

79/09/19 

SECY 

79IO31O1H1 

7910310177 

79/09/07 

SECY 

7910310106 

7910310182 

79/10/33 

50-323    A 

79103102BO 

791031027B 

79/10/39 

50-2BO    S 

7910310290 

79103102B3 

79/10/26 

30-330    P 

7910310306 

7910310H99 

79/10/H5 

50-346    B 

791O31031I 

7910310307 

79/10/24 

30-344    8 

7910310312 

7910310300 

79/10/24 

30-275    A 

791O3103I3 

791031030B 

79/10/24 
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APPENDIX  A  , 

DEFINITIONS  OF  DOCKET  50  CATEGORIES 

A.  Application/Construction  Stage  Documents  and  Correspondence 

This  category  follows  the  application  from  submission  to  the  day  preceding  the  issuance  of  an 
operating  license.    It  includes  all  correspondence  and  documents  with  substantive  technical  con- 
tent that  do  not  fall  into  other  specific  categories.    Included  are: 

1.  Correspondence  and  documents  relating  to  unresolved  design  and  construction  issues. 

2.  Meeting  announcements  and  summaries  of  meeting  discussions  on  issues  of  item  1. 

3.  Correspondence  regarding  Preliminary  and  Final  Safety  Analysis  Reports, 

4.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

5.  Applicant's  Quality  Assurance  Manual. 

6.  Correspondence  and  documentation  on  generic  technical  matters  highlighted  by  an  event  at 
another  facility  which  may  affect  the  subject  facility;  not  covered  by  an  IE  Bulletin. 

7.  Federal  Register  notices  that  do  not  apply  to  other  categories. 

8.  Information  on  laws  and  changes  in  regulations  or  policy  that  affect  the  status  of  the  applica- 
tion (NEPA,  Water  Quality  Improvement  Act,  Water  Pollution  Control  Act,  etc.). 

9.  Scheduling  of  license  application  submission  or  review. 

10.  Reports  of  site  visits. 

11.  Backup  technical  documents  (i.e.,  topical  reports)  submitted  in  support  of  the  application. 

12.  Early  site  review  information. 

13.  Construction  Permit,  amendments  and  correspondence  relating  to  construction  permit. 

14.  Environmental  review  information. 

15.  Construction  permit. 


B.  Utility  Preliminary  Safety  Analysis  Report  (PSAR)  and  Amendments 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  is  filed  in 
Category  A, 

1.  '  Preliminary  Safety  Analysis  Report  (PSAR)  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transmittal  letters, 

4.  Letters  acknowledging  receipt. 

5.  Hazards  Summary  Report  submitted  by  utility  (now  designated  PSAR). 
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6.  Safety  Analysis  Report  submitted  by  utility  (now  designated  PSAR). 

7.  Certificates  of  Service  of  PSAR, 

C.  Utility  Environmental  Report  (ER),  Amendments  and  Correspondence 

1.  Environmental  Report  (ER)  submitted  by  the  utility. 

i 

2.  Amendments  and  supplements  to  the  ER. 

3.  Trammittal  letters. 

4.  Information  on  scheduling  of  submittal  or  review  of  ER. 

5.  NRC  questions,  requests  for  additional  information,  and  applicant  responses. 

6.  Federal  Register  notice  citing  availability  of  items  I  and  2. 

7.  Correspondence  relating  to  the  review  of  ER. 

8.  Meeting  announcements  or  reports  of  meetings  where  the  primary  subject  of  discussion  is  the 
ER. 


D.  NRC  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES),  Supplements  and 
Correspondence 

1.  Draft  and  Final  Environmental  (Impact)  Statements  (DES  and  FES). 

2.  Supplements  to  DES  and  FES. 

3.  Correspondence  relating  to  the  DES  or  FES. 

4.  Comments  from  other  federal,  state,  and  local  government  agencies. 

5.  Transmittal  letters. 

6.  Documents  related  to  NRC  review  of  environmental  issues  or  of  ER  obtained  for  purposes  of 
writing  the  environmental  statements. 

7.  Backup  technical  documents  submitted  in  connection  with  above, 

8.  Notices  of  availability  of  above. 

9.  Draft  of  detailed  statement. 


E.  NRC  Safety  Evaluation  Report  (SER),  Supplements  and  Correspondence 

1 .  Safety  Evaluation  Report  (SER). 

2.  Supplements  to  SER. 

3.  Correspondence  relating  to  SER. 
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4.  Notices  advising  of  the  availability  of  1  and  2. 

5.  Information  on  scheduling  of  SER  submittals  and  review. 

6.  Requests  for  additional  information  for  use  in  preparing  SER;  responses  to  such  requests 

1  ^^^^^  °f  meet*gS  ^^  «"  ™  ""*«  of  d,cusSion  i,  the 

8.  Transmittal  letters. 

9.  Comments  from  other  agencies  relative  to  safety  review. 
10.  NRC-AEC  Hazard  Analysis  Reports  (now  designated  SER). 

F.  Security,  Medical,  Emergency,  and  Fire-Protection  Plans 


,f  exuded!  thI  i     are  SUmte    SeParately-    Infor™«™  «*mUt«l  for  the  PSAR  or  FSAR 

1.  Correspondence  relating  to  plans. 

2.  Supplements,  changes,  and  revisions  to  plans. 

3.  Fire  Hazard  Protection  Plan  and  Surveys. 


G.  Adjudicatory  Correspondence 

Tim  category  contain,  all  documents  on  hearings,  Atomic  Safety  and  Licensing  Board 


1.  ASLB  hearing  and  review  documents. 

2.  Correspondence  to  and  from  intervenors. 

3.  Correspondence  to  and  from  persons  writing  in  opposition  to  the  facility.    Those  wrIUn.  for 
information  or  in  support  of  the  facility  are  in  category  H.  S 

4.  Board  orders  and  decisions. 

5.  Requests  to  make  appearances  at  hearings, 

6.  Transmittal  of  supporting  documents  (i.e.,  SER,  FES)  to  Jho  board. 

7.  Federal  Register  notices  regarding  hearings. 

8.  Requests  for  a  hearing. 

9.  Petitions  from  participants  (including  petition  for  request  for  extension). 

10,  (  Corrections  to  transcripts. 

11.  Professional  qualifications,  if  presented  at  a  hearing. 
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12.  Memorandums  and  orders  authorizing  issuance  of  license,  changes,  and  other  issuances  by 
the  Atomic  Safety  and  Licensing  Board. 

13.  Hearing  index. 


H.  General  correspondence 

This  category  includes  documents  with  little  or  no  bearing  on  the  status  of  the  application  or 
license.    Items  that  have  no  substantive  technical  content  or  meaning  for  the  status  of  the  license 
or  application  are  included. 

1.  Qualification  statements  of  new  employees. 

2.  Change  of  address  notifications. 

3.  Changes  in  organization. 

4.  Changes  in  service  lists,  "Certificate  of  Service"  documents  (without  a  document  attached). 

5.  NRG  requests  to  applicant  for  additional  copies  of  documents. 

6.  Correspondence  from  the  public  in  support  of  or  requesting  information  about  the  facility. 

7.  Letters  of  "concern"  (NOT  "opposition")  and  response  thereto. 

8.  Correspondence  on  strictly,  administrative  matters. 

9.  Correspondence  regarding  the  local  Public  Document  Room. 

10.  Memoranda  to  Public  Document  Room  regarding  withholding  a  document  (unaccompanied  by 
that  document). 

11.  Press  releases  from  applicant. 

12.  Any  other  material  that  fits  the  criteria  given  above. 

13.  Professional  qualifications  (resumes).. 


I,  Financial  Information 

1.  Company  annual  reports. 

2.  Separately  submitted  financial  information  and  related  correspondence. 

J.  Insurance  and  Id  enmity  Information 

1.  All  correspondence  and  documentation  regarding  indemnity  and  insurance. 

2.  Endorsements  to  insurance  policies. 

3.  NELPIA  -  Nuclear  Energy  Liability  Property  Insurance  information. 
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K.  Utility  Final  Safety  Analysis  Report  (FSAR)  and  Amendments 

This  category  is  strictly  limited  to  the  items  listed  below.    All  related  correspondence  falls  in 
category  A  or  P. 

1.  Final  Safety  Analysis  Report  (FSAR). 

2.  Amendments  and  changes  to  the  FSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  items. 

5.  Hazards  Final  Summary  Report  (now  designated  FSAR). 

6.  Certificates  of  Service  of  FSAR. 


L.  Limited  Work  Authorization  and  Related  Correspondence 

This  category  is  limited  to  items  issued  before  the  construction  permit  is  granted. 

1.  Limited  Work  Authorizations. 

2.  Environmental  exemptions. 

3.  Correspondence  relating  to  1  and  2, 

4.  All  information  concerning  site  preparation  prior  to  the  issuance  of  a  construction  permit. 

M.  Antitrust  Correspondence 

1.  All  material  concerning  antitrust  except  hearing  transcripts  (category  N) 

2.  All  material  marked  with  an  A  immediately  following  the  docket  number.    The  A  signifies 
antitrust  proceedings. 

N.  Antitrust  Hearing  Transcripts 

This  category  contains  only  word-for-word  transcripts  of  hearings  in  antitrust  matters.    In  most 
cases  they  will  be  marked  with  an  A  following  die  docket  number.    Related  correspondence  falls 
In  category  M. 


0,  Advisory  Committee  on  Reactor  Safeguards  (ACRS)  Reports  and  Correspondence 

1.  Correspondence  and  letter  reports  relating  to  ACRS  reviews 

2.  Correspondence  from  ACRS 

3.  Announcements  of  ACRS  meetings 
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4.  Transmittal  letters  to  ACRS 

5.  ACRS  reports. 

P.  Operating  License  Stage  Documents  and  Correspondence 

This  file  assumes  the  position  of  the  application  file  for  general  technical  items  dated  on  or  after 
the  issuance  of  the  operating  license.    It  includes: 

1.  Operating  license,  amendments,  proposed  amendments,  and  changes. 

2.  Technical  specifications  and  changes. 

3.  Announcements  of  issuance  of  1  and  2. 

4.  Transmittal  letters. 

5.  All  general  technical  correspondence  relating  to  technical  specifications  or  operating  license. 

6.  License  conditions. 

7.  Operator  licenses  or  administrative  information  bearing  on  the  licensing  of  operators. 

8.  Meeting  announcements  or  summaries  of  discussions  where  the  main  subject  is  technical 
specifications,  operating  license,  or  any  technical  issue  arising  after  the  issuance  of  the 
operating  license. 

9.  Correspondence  regarding  codes  (ASME),  regulations,  laws,  or  changes  in  policy  that  may 
affect  plant  operation  or  bear  on  the  operating  license. 

10.  Information  on  the  Standard  Review  Plan  (SRP). 

11.  Results  of  surveys  or  tests  conducted  in  accordance  with  the  technical  specifications  (NOT 
periodic  reports,  which  fall  in  category  R). 

12.  Requests  for  issuance  of  operating  license. 

-13.  Requests  for  copies  of  items  I  and  2  and  responses. 

14.  Correspondence  on  generic  technical  issues. 

15.  Owner's  group  meeting  announcements  and  reports. 

16.  Orders  for  modification  of  license. 

17.  Requests  for  extension  date  of  license  or  license  modification. 

18.  Quality  assurance  information. 

19.  Environmental  matters  (technical), 

20.  Emergency  core  cooling  system. 

21.  Radioactive  waste  information. 
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Q.  Inspection  Reports,  IE  Bulletins  and  Correspondence 

1.  Inspection  reports. 

2.  Bulletins  and  Circulars  of  NRC  Office  of  Inspection  and  Enforcement  (IE). 

3.  Responses  by  applicant  to  IE  correspondence. 

4.  Applicant's  determination  of  proprietary  nature  of  inspection  reports. 

5.  Letters  concerning  areas  of  noncompliance. 

6.  Any  correspondence  relating  to  inspection  and  enforcement  that  docs  not  specifically  relate 
to  incidents  as  defined  in  category  S. 

7.  In-service  inspections. 

8.  Regulatory  Operations  (RO)  Bulletins. 

R.  Periodic  Operating  Reports  and  Related  Correspondence 

This  category  includes  periodic  reports  of  a  routine  nature. 

1.  Monthly,  semiannual,  or  annual  reports  (other  than  financial). 

2.  Periodic  environmental  monitoring,  effluent  testing,  or  similar  reports. 

3.  Gray  Book  Information. 

4.  Operational  Logbooks: 

Logbooks  on  Environmental  Data 
Logbooks  of  Radiological  Data 
Operations  Log  on  Plant  Systems  Core 
Plant  Status  Summary  Sheets 

5.  Correspondence  or  other  documents  relating  to  the  above  listed  items. 


S.  Reportable  Occurrences,  LERs  and  Related  Correspondence 

This  category  contains  all  materials  relating  to  abnormal,  unusual,  reportable,  nonroutine,  or  10 
CFR  50.55e  occurrences.   This  includes: 

1.  All  24-hour,  10-day,  30-day,  interim,  final,  and  followup  reports  on  these  events, 

2.  Other  related  documents. 

NOTE:    Also  called  licensee  event  reports,  incident  reports,  etc. 
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T.  Hearing  Transcripts  on  Non-Antitrust  Matters 

This  category  contains  word-for-word  transcripts,  corrections  to  the  transcript,  attachments 
and  Vu-Graphs.    Examples  of  non-antitrust  matters  include: 

1.  ASLB  hearings. 

2.  Commission  Meetings. 

3.  Commission  Briefings. 

4.  Telephone  conversations. 


U.  Congressional/Executive  Correspondence 

1.  Testimony  before  Congress. 

2.  Preparatory  and  backup  documents  for  Congressional  testimony. 

3.  Letters  to  and  from  Congress  and  the  Executive  Branch. 

4.  Responses  to  letters  from  members  of  Congress  and  the  Executive  Branch. 

5.  Correspondence  to  and  from  the  NRC  Office  of  Congressional  Affairs. 

V,  Operator  Examinations 

1.  NRC  Examination  Results. 

2.  Power  Plant  Examination  Summary  Sheet. 

3.  Related  correspondence. 
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APPENDIX  B 
DEFINITIONS  OF  NONDOCKETED  CATEGORIES 

IOCFR  -  Commission  Meeting  Records 

This  category  contains  documentation  pertaining  to  open  and  closed  Commission  meetings.    It 
includes: 

1.  Sunshine  Act  Federal  Register  notices, 

2.  Full,  written  explanation  of  closed  meetings. 

3.  Certification  of  General  Counsel  on  closed  meetings. 

4.  Commission  Determination  Statements  regarding  the  public  disclosure  of  transcripts  of 
.    Commission  meetings. 

5.  Verbatim  unofficial  and  official  transcripts  or  portions  of  transcripts  of  open  and  closed 
Commission  meetings  made  publicly  available  in  accordance  with  provisions  of  IOCFR  Part  9, 
the  Sunshine  Act,  and  Commission  policies. 

6.  Enclosures  to  released  transcripts,  including  applicable  viewgraphs,  staff  papers,  and  staff 
correspondence. 

7.  Staff  requirements  memoranda  for  open  meetings;  memoranda  to  record;  record  of  votes  of 
Commissioners  on  items  under  consideration  at  meetings. 


ACRS  —  Advisory  Committee  on  Reactor  Safeguards 

This  category  contains  documentation  pertaining  to  the  responsibilities  of  the  Advisory  Committee 
on  Reactor  Safeguards.    ACRS  serves  as  an  independent  advisory  committee  to  the  Commission  in 
safety-related  areas.    The  committee  provides  advice  with  respect  to  the  hazards  of  new  or  exist- 
ing nuclear  facilities  and  the  adequacy  of  related  safety  standards.    The  documents  in  this  category 
are: 

1.  Verbatim  transcripts  of  ACRS  subcommittee  and  full  committee  meetings  relating  to  facility 
license  applications  and  safety-related  matters. 

2.  ACRS  meeting  announcements;  description  of  meeting  agendas, 

3.  ACRS-generated  reports,  memoranda  and  correspondence  that  are  publicly  available. 

4.  ACRS  consultant  reports,  comments  and  related  correspondence. 

5.  ACRS  and  NRC  technical  correspondence  pertaining  to  safety  matters  under  review  by  the 
Advisory  Committee  on  Reactor  Safeguards. 


AGREEMENT  -  State  Agreements  and  Programs 

This  category  contains  records  that  pertain  to  the  Commission's  activities  and  interaction  with  State 
governments.    Areas  covered  include:    (1)  the  State  Agreements  Program,  whereby  States  may  assume 
certain  of  the  NRC's  regulatory  authority  over  nuclear  materials;  (2)  the  Agency's  role  in  assisting 
State  and  local  governments  in  planning  responses  to  radiological  emergencies;  and  (3)  a  wide  range 
of  liaison  andrcooperative  activities  regarding  such  functions  as  licensing  and  siting.    It  includes: 


523 


L.       Correspondence  between  and  among  NRC  Office  of  State  Programs  and  State  officials, 
mostly  State  liaison  officers,  regarding: 

a.  cooperative  programs  in  such  technical  areas  as  radiation  control,  emergency  response 
planning  to  radiological  incidents,  water  quality  and  transportation  surveillance. 

b.  technical  assistance  to  Agreement  States  in  reviewing  applications,  compliance  actions, 
developing  regulations,  and  other  areas. 

2.  Agendas,  reports  and  transcripts  of  regional  workshops  and  training  programs  on  current 
matters  of  policy  and  regulations;  i.e.  decommissioning  and  facility  siting. 

3.  State  Legislative  Reports. 

4.  Agreement  State  Licensing  Statistics  Reports. 

NOTE:   For  specific  uranium  milling  and  mining  projects  in  which  the  Agency  is  providing  technical 
assistance  to  States,  see  the  Projects  category. 


COMMISSION  -  NRC  Commissioners 

This  category  contains  documentation  pertaining  to  the  daily  conduct  of  Commission  business  in 
the  Office  of  the  Commissioners,  including; 

1.  Incoming  and  outgoing  correspondence  to  and  from  the  Commissioners  relating  to  official 
NRC  business,  including  reports  and  other  enclosures. 

2.  Travel  vouchers,  telephone  logs  and  official  appointment  calendars  of  individual  Commissioners. 

3.  Weekly  Information  Reports  (SECY  series  number)  prepared  by  the  Executive  Director  for 
Operations  (EDO)  for  the  Commissioners,  providing  a  summary  of  key  events  and  items  of 
interest  undertaken  by  individual  staff  and  program  offices. 

NOTE:   For  transcripts  of  Commission  meetings,  see  10CFR  category.    For  all  other  staff  papers 
with  a  SECY  series  designation  prepared  for  Commission  review,  see  SECY  category. 


CONTRACT  -  NRC  Contracts  and  Modifications 

This  category  contains  documentation  pertaining  to  AEC  and  NRC  contracts  and  Interagency 
Agreements,  including:          ,  .  • 

1.  Notifications  of  issuance  of  request  for  proposal  (RFP)  and  invitations  for  bid  (IFB). 

2.  Solicitations  (RFP  or  IFB)  issued  by  the  NRC.  ,       .•.•> 

3.  Notifications  of  contract  execution,  specifying  contract  number,  project  title,  contractor 
name,  contract  type,  funding,  and  period  of  performance. 

4.  Contractual  documents  and  contract  modifications,  if  any. 


FOIA '.-r,  Freedom  of  Information  Act  Requests  and  Releases 

This ^  category'  contains  requests  for  agency  records  and  records  released  in  accordance  with  the5' 
provisions  or"  the  Freedom  of  Infdrmation  Act  (FOIA).   Documents 'in  this  category  include:'  ' 
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1.  Requests  made  by  any  member  of  the  public  (assigned  an  identifying  number  YY-NNN 
for  last  two  digits  of  the  year-numerical  sequence)  for  NRC  records  made  in  accordance 
with  the  provisions  of  the  Freedom  of  Information  Act. 

2.  Correspondence  between  the  NRC  and  the  requester  relevant  to  the  processing,  appeal, 
denial  or  granting  of  an  FOIA  request. 

3.  Records  or  portions  of  records  released  in  response  to  specific  requests  made  under  FOIA. 


GEN  TECH  IS  -  Generic  Teclmical  Issues 

This  category  contains  records  pertaining  to  unresolved  safety  issues  of  a  generic  nature  that  are 
being  analyzed  by  the  Division  of  Nuclear  Reactor  Regulation. 

1.  Draft  reports  of  action  plans  to  accomplish  generic  tasks  in  the  regulatory  program, 

2.  Correspondence  with  industry  and  internal  correspondence  regarding  the  methodologies, 
analyses,  and  programmatic  and  technical  aspects  of  issues. 

3.  Meeting  notifications  and  minutes. 

4.  Interim  findings  and  status  reports  on  generic  tasks  addressing  related  aspects  of  generic 
technical  issues. 


I&E  —  Inspection  and  Enforcement 

This  category  contains  bulletins,  circulars  and  information  notices  that  are  issued  by  the  Office  of 
Inspection  and  Enforcement.    These  issuances  describe  particular  events  that  occur  at  a  facility 
that  may  require  some  follow-up  action  on  the  part  of  licensees.    Also  included  in  this  category 
are  preliminary  notifications  of  events  (PNOs). 

1.  I&E  Circulars,  which  describe  an  event  at  a  licensed  facility  and  are  informational  in  nature. 

2.  I&E  Information  Notices,  which  are  similar  to  circulars  but  are  preliminary  in  nature  and 
issued  shortly  after  an  event  has  occurred. 

3.  I&E  Bulletins,  which  describe  an  event  at  a  licensed  facility  and  request  all  recipients  to 
perform  certain  actions  as  a  result  of  this  event. 

4.  Preliminary  Notifications  of  Events  (PNOs),  which  provide  updated  information  of  an  event 
of  safety  or  public  interest  significance. 

NOTE;    For  letters  forwarding  the  above  issuances,  utility  responses  to  such  Issuances,  and 
related  correspondence,  see  Category  Q  of  Individual  docket  categories, 


NUREG  -  NUREG  Reports  and  Related  Correspondence 

These  documents  are  formal  reports  issued  by  the  U.S.  Nuclear  Regulatory  Commission  which 
carry  the  NUREG  series  code  and  correspondence  pertaining  to  those  reports.    NUREG  reports 
are  accounts  of  work  performed  either  by  the  NRC  staff  or  by  NRC  contractors. 

1,       THese  reports  are  normally  final  work  products  and  are  characterized  by  the  following  'criteria: 
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a.  They  are  predecisional  documents  which  present  information  to  be  considered  in 
Commission  licensing  and  policy  decisions. 

b.  They  present  the  results  of  Commission  licensing  and  policy  decisions. 

c.  They  present  the  results  of  technical  research  conducted  for  the  Commission. 

2.  Correspondence  from  industry,  government  and  interested  members  of  the  public  commenting 
on  reports  or  requesting  clarification  or  interpretation. 

3.  Internal  NRC  memoranda  summarizing  meetings  or  discussions  pertaining  to  the  content  of 
the  reports. 


ORG  —  Correspondence  with  Other  Organizations 

This  category  contains  correspondence  with  professional  organizations  and  associations;  records 
other  than  Regulatory  Guides  that  pertain  to  the  activities  of  NRC's  Office  of  Standards  Develop- 
ment; and  emergency  petitions  not  assigned  Petition  for  Rulemaking  (PRM)  numbers  that  request 
the  Commission  to  take  immediate  action  on  some  issue.    Included  are: 

1.  Meeting  summaries  and  technical  correspondence  between  NRC  and  professional  associations 
and  international  bodies,  such  as  the  Atomic  Industrial  Forum  and  the  International  Atomic 
Energy  Agency. 

2.  Correspondence  between  NRC's  Office  of  Standards  Development  and  other  government 
agencies  in  which  both  parties  have  joint  regulatory  responsibility;  e.g.,  EPA  has  authority 
to  control  all  radioactive  pollutants  emitted  into  the  air. 

3.  Internal  memoranda,  correspondence  between  NRC  and  Congress,  and  other  technical  cor- 
respondence dealing  with  the  role  and  activities  of  the  Office  of  Standards  Development. 

4.  Statements,  motions,  orders  and  correspondence  dealing  with  emergency  petitions  filed  by 
parties  on  such  topics  as  fire  protection  and  re-analysis  of  the  capacity  of  operating  U.S. 
plants  to  withstand  earthquakes, 

NOTE;    For  Regulatory  Guides  and  comments  to  Regulatory  Guides  issued  by  the  NRC  Office 
of  Standards  Development,  see  the  REGGD  category. 

For  petitions  for  rule  makings  filed  by  the  public  to  amend,  rescind  or  change  an  NRC 
regulation,  see  the  PRM  category. 


PR  -  Proposed  Rule 

This  category  contains  records  dealing  with  NRC  staff  proposals  to  adopt,  amend  or  repeal  a 
Commission  regulation.    Proposed  Rules  (PRs)  are  normally  the  result  of  a  Commission  deter- 
mination that  sufficient  grounds  exist  for  it  to  proceed  with  a  petition  for  change  in  an  NRC 
regulation  (PRM)  filed  by  an  outside  party  or  person.    The  documents  in  this  category  are: 

1.  Federal  Register  notices  stating  the  terms  or  substance  of  the  proposed  rule  or  a  specification 
of  the  subject  and  issues  involved. 

2.  Text  of  the  Proposed  Rule  (PR).    , 

3.  Comments,  statements,  information*  opinions  or  arguments  on  the  proposed  change  to  a  part 
of  the  Code  of  Federal  Regulations,  Title  10. 


526 


4.       Requests  from  the  nuclear  industry,  organizations  and  other  parties  for  written  interpretations 
of  the  PR. 


PRM  —  Petition  for  Rulemaking 

This  category  contains  records  dealing  with  petitions  filed  with  the  Commission  by  an  outside 
party  to  issue,  amend  or  rescind  an  NRC  regulation.    Included  are: 

1 .  Petitions  filed  by  any  interested  person  or  party  to  issue,  amend  or  rescind  an  NRC 
regulation. 

2.  Federal  Register  cause  notices  of  the  filing  of  the  petition. 

3.  Correspondence  between  NRC  and  the  petitioner  regarding  the  status  and  substance  of  the 
petition. 

4.  Comments  from  the  nuclear  industry,  professional  associations,  public  interest  groups  and 
others  in  favor  of  or  in  opposition  to  the  PRM. 

NOTE:    For  staff  recommendations  to  the  Commissioners  on  whether  the  PRM  should  be  denied 
or  issued  as  a  Proposed  Rule,  see  the  SECY  category. 

For  Commission  review  of  staff  recommendations,  see  the  10CFR  category. 


PROJ  -  Projects-Predocket  Licensing 

This  category  contains  records  pertaining  to  two  classes  of  projects:    (1)  commercial  nuclear  power 
plants  for  which  NRC  has  full  licensing  responsibilities;  and  (2)  government-owned  reactors  for  which 
NRC  provides  technical  expertise  and  occasional  review.    Both  classes  are  identified  with  a  "P" 
prefix,  followed  by  a  series  of  numbers. 

1.        "Pre-docketed"  commercial  nuclear  power  plants 

This  category  contains  all  documentation  up  until  the  time  that  the  NRC  considers  the  appli- 
cation and  the  Preliminary  Safety  Analysis  Report  (PSAR)  is  submitted  by  the  utility  for  staff 
review.    The  unit  is  then  assigned  a  docket  number,  and  transferred  to  the  Docket  50  category. 

These  documents  are  grouped  together  in  categories,  designated  by  alphabetic  characters.    These  are 
the  same  categories  as  those  used  for  the  Docket  50  series. 

A.      Application/Construction  Stage 

1.  Application  submitted  by  the  utility. 

2.  Meeting  notices,  summaries  and  correspondence  discussing  the  completeness  and 
adequacy  of  the  PSAR. 

3.  Applicant's  Quality  Assurance  Manual. 

4.  Early  site  review  information. 

5.  Backup  technical  documents  submitted  in  support  of  the  application. 
,  6.       Early  site  visits. 
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B.       Utility  PSAR  and  Amendments 

1.  PSARs  submitted  by  the  utility. 

2.  Amendments  and  changes  to  the  PSAR. 

3.  Transmittal  letters. 

4.  Letters  acknowledging  receipt  of  the  PSAR. 

G.      Adjudicatory  Correspondence 

1.       Motions,  briefs,  orders,    et  al.  pertaining  to  pre-hearing  conferences,  if  any. 

M.          Antitrust  Correspondence 

1.       Submittals  and  related  material  pertaining  to  the  .antitrust  review. 

Q.      Inspection  Reports 

1.  Inspection  reports  of  the  applicant's  quality  assurance  program. 
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2.  Notices  of  deviations. 

3.  Follow-up  correspondence  resolving  deviations  cited. 

2.       Government-owned  reactors 

Meeting  summaries  and  technical  correspondence  between  NRC  and  other  government  technical  per- 
sonnel related  to  test  reactors,  critical  experiments,  and  DOD  reactors  on  navy  ships  and  other 
sites. 

PT21  -  Noncompliance  Reports  and  Related  Correspondence 

Deficiency  reports  are  performed  in  compliance  with  Part  21  of  Title  10  of  the  Code  of  Federal 
Regulations  and  include: 

1.  Reports  by  firms  involved  in  the  nuclear  industry  concerning  noncompliance  with  NRC  regu- 
lations or  the  existence  of  defects  which  could  create  a  substantial  safety  hazard. 

2.  Correspondence  pertaining  to  the  NRC  review  of  reports  to  assess  the  possibility  of  generic 
defects. 

3.  NRC  inspection  reports  of  defects  cited. 

4.  Correspondence  specifying  appropriate  follow-up  actions  taken  by  the  Agency. 

QA999  -  Quality  Assurance  Inspections 

This  category  contains  inspection  reports  of  vendors'  quality  assurance  programs  and  follow-up 
correspondence.    Each  vendor  facility  is  assigned  a  docket  number  and  is  part  of  the  QA999  series. 

Vendors  are  defined  here  as  companies,  both  U.S.  and  foreign,  that  are  engaged  In  the  design  or  the 
manufacture  of  nuclear  components  for  plants  licensed  by  NRC.    QA  comprises  all  those  planned 
and  systematic  actions  necessary  to  provide  adequate  confidence  that  a  structure,  system  or  com- 
ponent being  manufactured  will  perform  satisfactorily  once  it  is  put  in  service.    The  controlling 
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criteria  are  10  CFR  Part  50,  Appendix  B,  vendor  QA  topical  reports,  and  the  PSAR  and  FSAR 
submitted  by  utilities  for  specific  facilities.    Documents  in  this  category  include: 

1.  NRC  inspection  reports,  conducted  on  a  quarterly  or  semi-annual  basis,  of  vendor  sites.    Inspec- 
tions may  cover  the  design,  fabrication,  construction  and  testing  of  structural  systems  and 
components. 

2.  Notices  of  deviations. 

3.  Vendor  corrective  actions  and  other  follow-up  correspondence  associated  with  the  resolution 
of  inspection  findings. 


REGGD  -  Regulatory  Guides 

This  category  contains  new  and  revised  regulatory  guides  issued  by  the  Commission  and  related  cor- 
respondence.   These  guides  describe  for  the  industry  and  the  public  methods  acceptable  to  the  NRC 
staff  for  implementing  specific  parts  of  the  NRC's  regulations.    They  also  delineate  techniques  used 
by  the  staff  in  evaluating  specific  problems  or  postulated  accidents,  or  provide  guidance  to  appli- 
cants.   Included  are; 

1.  Federal  Register  notices  announcing  the  issuance  and  availability  of  a  proposed  regulatory 
guide. 

2.  Revised  or  newly  issued  Regulatory  Guides. 

3.  NRC  value/impact  assessment  and  industry  codes,  when  applicable,  that  pertain  to  the  issuance 
of  a  specific  Regulatory  Guide. 

4.  Comments  submitted  by  the  nuclear  industry  and  interested  members  of  the  public  regarding 
a  proposed  Regulatory  Guide. 

5.  Summary  of  meetings  held  in  the  NRC  to  discuss  proposed  Regulatory  Guides. 

NOTE:    For  documentation  pertaining  to  other  work  products  and  activities  of  the  NRC  Office 
of  Standards  Development,  see  the  Organization  category. 


RES  —  Research  and  Technical  Assistance  Reports 

This  category  contains  reports,  generally  of  an  interim  nature,  submitted  by  NRC  contractors  pro- 
viding research  and  technical  assistance  to  the  Commission.    It  also  includes  documentation  per- 
taining to  research  activities  of  the  Commission,    Included  are: 

1.  Project  description  documents. 

2.  Letter  reports  of  accomplishments  and  data  reports;  for  example, 

a.  model  documentation  reports 

b.  code  documentation  reports 

c.  code  verification  reports 

3.  Pre-test  prediction  reports. 

4.  "Quick  look"  reports. 

5.  Informal  experimental  data  reports  and  post-irradiation  examination  analyses. 

6.  Conceptual  design  descriptions. 
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7.  Letter  reports  of  foreign  travel  and  site  visits  by  contractors. 

8.  Letter,  monthly,  quarterly,  interim  or  annual  status  or  progress  reports  on  other  research 
projects  contracted  for  by  the  NRC. 

9.  Meeting  summaries  and  correspondence  dealing  with  technical  matters  relating  to  research 
and  technical  assistance  contracts. 

10.     Staff  Research  Information  Letters  (RILs)  transmitting  the  documented  results  from  com- 
pleted research  programs. 

NOTE:   For  final  reports  of  research  conducted  by  contractors,  see  also  NUREG  reports. 


REVIEW  GRP  -  NRC  Research  Review  Groups 

This  category  contains  records  pertaining  to  the  activities  of  NRC  Research  Review  Groups.    Such 
groups  provide  a  broad  base  of  technical  expertise  to  aid  management  in  reviewing  research  in 
defined  technical  areas.    They  review  and  comment  on  research  plans  and  predicted  results  of 
major  experiments,  the  validity  and  applicability  of  research  results,  the  possible  redirection  of  research 
projects,  new  research  projects,  and  priorities  within  the  technical  areas  covered  by  the  research 
review  group.    Documents  in  this  category,  are: 

1.  Agendas  for  quarterly  review  group  meetings. 

2.  Summary  minutes  of  review  group  meetings  representing  views  expressed,  including  dissenting 
views. 

3.  Research  plans  and  predicted  results  of  major  experiments;  presentations  by  research  contractors. 

4.  Comments  on  meetings  from  attendees,  including  representatives  from  contractors,  universities, 
vendors  and  other  agencies. 

5.  Internal  memoranda  relating  to  topics  under  discussion. 


RM  -  Rulemakings 

This  category  contains  records  pertaining  to  public  hearings  held  on  proposed  changes  (PRs)  to  the 
Commission's  regulations.    Hearings  are  instituted  at  the  discretion  of  the  Commission  based  on 
the  importance  and  the  magnitude  of  the  subject  under  consideration.    Documents  in  this  category 

include: 

1.  Designations  of  the  presiding  officer  and  any  special  directions  for  the  conduct  of  the  hearing. 

2.  Notifications  of  hearing  board  meetings. 

3.  Petitions,  motions,  testimony  and  statements  submitted  by  parties  to  the  hearings. 

4.  Hearing  board  orders  and  rulings, 

5.  Technical  reports  submitted  as  evidence  in  the  proceeding. 

6.  Reports,  if  any,  of  the  special  board  to  the  Commission  regarding  a  rulemaking  proceeding. 
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SECY  -  Position  Papers  Before  the  Commission 

This  category  consists  of  staff  papers  prepared  for  the  information  or  approval  of  the  Commis- 
sioners which  are  assigned  a  SECY  report  series  code.    Included  are: 

1 .  Commission  Action  papers,  which  normally  include  alternatives  and  recommendations  by  the 
staff  on  a  given  issue  and  require  Commission  action. 

2.  Consent  Calendar  items  and  Policy  Session  items. 

NOTE:    For  Weekly  Information  Reports  prepared  by  EDO  to  the  Commissioners  providing  a 
summary  of  key  events  and  items  of  interest  undertaken  by  staff  and  program  offices, 
see  the  NRC  Commissioners  category. 


TOPREP  -  Vendor  Reports  and  Related  Correspondence 

This  category  contains  topical  reports,  generally  of  a  technical  generic  nature,  submitted  by 
vendors,  and  correspondence  pertaining  to  the  NRC  review  of  these  reports.    General  vendor 
related  correspondence  that  is  not  docket  specific  is  also  included  in  this  category. 

1.  Topical  reports,  dealing  with  such  technical  matters  as  specifications,  testing  and  safety 
submitted  by  architect,  engineers  and  other  vendors. 

2.  Revisions,  modifications  and  amendments  to  topical  reports. 

3.  Correspondence  between  NRC  and  vendors  pertaining  to  the  review  of  submittals. 

4.  Meeting  agendas,  summaries,  minutes  and  correspondence  pertinent  to  vendor  activities, 
programs,  methodologies  and  design  criteria. 

NOTE:    For  reports  submitted  by  utilities  that  are  written  by  vendors  on  their  behalf  and  that 
relate  to  docketed  cases,  see  the  categories  for  the  Docket  50  series. 


WASTE  MGT  -  Nuclear  Waste  Management 

This  category  is  topical  in  nature  and  contains  records  dealing  with  the  activities  of  the  NRC 
Division  of  Waste  Management.    Each  topic  has  been  assigned  a  number,  with  the  series  designated 
by  a  WM  prefix.    These  documents  deal  primarily  with  NRC's  interaction  with  DOE  and  its  future 
role  in  licensing  and  regulating  DOE  facilities  designed  for  the  disposal  of  high-level  waste  in 
geologic  repositories.    This  category  will  be  enlarged  later  to  Include  records  dealing  with  low-level 
waste  issues  and  tasks.    The  documents  in  this  category  are: 

1 .  Meeting  agenda  and  minutes  of  DOE/NRC  meetings  in  which  DOE  presents  information  on 
their  geological  exploration  program  to  identify  sites  for  nuclear  waste  repositories. 

2.  Briefings  by  DOE  on  research  being  conducted  on  spent  fuel  storage  and  nuclear  waste 
management. 

3.  Correspondence  pertaining  to  NRC's  advisory  role  in  providing  DOE  with  technical  assistance 
in  the  Waste  Isolation  Pilot  PJan  (WIPP)  for  burial  of  defense  wastes. 

4.  NRC  draft  staff  guides  for  developing  positions  on  the  content  and  format  of  environmental 
reports  for  geological  repositories. 
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XPORTLIC  -  Export  and  Import  Licenses 

This  category  contains  records  relating  to  the  issuance  of  licenses  to  export  or  import  nuclear 
facilities  and  materials.    Included  are: 

1.  License  applications  and  amendments  to  export  or  import  special  nuclear  material,  source 
material,  byproduct  material,  reactors,  nuclear  facility  components  or  reactor  materials. 

2.  Correspondence  between  NRC  and  applicant  or  licensee  pertaining  to  the  review  or  status 
of  a  pending  application  or  license  amendment. 

3.  Commission  letters  requesting  Executive  Branch  views. 

4.  Review  and  findings  of  the  Executive  Branch  on  whether  issuance  of  a  license  would  be 
inimical  to  U.S.  common  defense  and  security. 

5.  Correspondence  from  foreign  governments,  international  organizations,  and  members  of  the 

public. 

6.  Staff  position  papers  (SECY  series  code)  prepared  for  Commissioners  review  of  import  or 
export  licenses. 

7.  Filings  pursuant  to  hearing  requests  or  intervention  petitions,  if  any, 

8.  Hearing  records  and  decisions. 

9.  Memoranda  from  the  Office  of  the  Secretary  to  the  Executive  Director  for  Operations 
regarding  the  Commission  decision  on  issuance  of  a  proposed  license. 

10.     Licenses,  license  amendments  and  license  renewals  for  types  specified  in  item  1. 

NOTE:    For  transcripts  of  Commission  meetings  and  papers  submitted  for  Commissioner 
consideration  or  information,  see  10CFR  category. 
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